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PREFACE 


This part of Volume I presents detailed data on the charaeteristics of housing units for States, with separate statistics for each 
standard metropolitan statistical area, urbanized area, place of 1,000 inhabitants or more, and county, and for the rural-farm and rural- 
nonfarm units in each county. Data for each State constitute a separate chapter. Basic statistics are presented on all subjects for 
which information was collected in the Census of Hoiising taken as of April 1, 1960. 

The chapters of Volume I were published first as a series of reports. Series HC(1). A separate report was published for the 
United States and for each of the 50 States and the District of Columbia, Puerto Rico, Guam, and the Virgin Islands of the United States. 
Part 1 of the volume consists of the United States Summary chapter; Parts 2 to 8 contain the chapters for the States and the District of 
Columbia; and Part 9 contains the chapters for Puerto Rico, Guam, and the Virgin Islands of the United States. The United States 
Summary chapter provides data for the United States, regions, and divisions, as well as summarizations of data for States and for 
standard metropolitan statistical areas and places of 100,000 inhabitants or more in the United States. 

Authorization for the 1960 Census of Housing was provided in the Act of Congress of August 31, 1954 (amended August 1957), 
which codified Title 13, United States Code. The law provides for a decennial census of housing, including utilities and equipment, to 
be taken in each of the 50 States, the District of Columbia, the Virgin Islands, Guam, and the Commonwealth of Puerto Rico. 

The census program was designed in consultation with advisory cominitt(ies and individuals to achieve a census having optimum 
value to users of housing statistics. The Housing Advisory Committee was organiz<ui by the Director of the Bureau of the Census and 
was made up of persons in private industry, universities, and local governmcnfcs. It advised on various aspects of the housing census 
programs except the technical phases of the Residential Finance program for which the Technical Advisory Committee on Residential 
Finance was organized. A Federal Agency Population and Housing Census Council, organized by the Bureau of the Budget and made 
up of persons in Federal agencies, also advised on the basic programs. A joint staff committee, set up by the Administrator of the Hous¬ 
ing and Home Finance Agency and the Director of the Bureau of the Census, concentrated on aspects of particular interest to the housing 
agencies. In addition to the committees, working groups of specialists in housing subjects assisted the Census Bureau staff in the 
evaluation and improvement of housing concepts. A number of other committees, groups, and individuals also made contributions 
to the planning of the housing census. 

June 1963. 
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PUBLICATION PROGRAM OF THE I960 CENSUS OF HOUSING 


Results of the 1960 Census of Housing are published in seven housing volumes as described below. A separate series containing the 
census tract reports is a joint publication with data from both the 1960 Census of Housing and the 1960 Census of Population. A series 
of special reports for local housing authorities constitutes the remainder of the final reports. The source of the data is the April 1960 
enumeration, except for Volumes IV and V which are based largely on the enumeration of units in a sample of land area segments, started 
in late 1959 and completed in 1960. Prior to the final reports, several series of preliminary and advances reports were issued. Some un¬ 
published statistics can be obtained for the cost of preparing a copy and certain special tabulations can be prepared, on a reimbursable 
basis, on request to the Cliief, Housing Division, Bureau of the Census, Washington 25, D.C. 

Volume I {Series HC{1) reports). States and S^nall Areas. Information about all subjects covered in the April 1960 enumeration, 
with a separate report for the United States by regions and geographic divisions, each of the 50 States, the District of Columbia, Puerto 
Rico, Guam, and the Virgin Islands of the United States. In the State reports, information is shown for the State; each standard met¬ 
ropolitan statistical area and its constituent parts; (uich urbanized area, place of 1,000 inhabitants or more, and county; and the rural- 
farm and rural-nonfarm parts of each county. The volume covers occupancy characteristics, structural characteristics, condition and 
plumbing facilities, equipment and fuels, and financial characteristics. The subjects are: Color, persons, persons per room, tenure, year 
moved into unit, vacancy status, and duration of vacancy; basement, bedrooms, elevator in structure, rooms, units in structure, and year 
structure built; bathing facilities, bathrooms, condiilon, sewage disposal, source of water, toilet facilities, and water supply; air condi¬ 
tioning, automobiles available, clothes dryer, clothes washing machine, cooking fuel, heating equipment, heating fuel, home food freezer, 
radio sets, telephone available, television sets, and water heating fuel; contract rent, gross rent, and value. 

Volume II {Scries HC{2) reports). Metropolitan Housing. Cross-tabulations of housing and household characteristics, with a 
separate report for the United States by geographic divisions, and for each of the 192 standard metropolitan statistical areas of 100,000 
inhabitants or more in the United States and Puerto Rico. Separate statistics for eaoh of the 134 places of 100,000 inhabitants or more 
are included in the metropolitan arfea reports. 

Volume III {Series HC{3) reports). City Blocks. Separate reports for cities and other urban places having 50,000 inhabitants or 
more prior to and at the time of the 1960 Census, and for a number of smaller localities which arranged for block statistics. Data for a 
limited number of characteristics are presented by blocks. Statistics for 466 cities and localities in the United States and Puerto Rico 
are published in 420 separate reports. 

Volume IV {Series HC{4) reports). Components of Inventory Change. Information on the source of the 1959 inventory and the dis¬ 
position of the 1950 and 1956 inventories. Data are provided for components of change such as new construction, conversion, merger, 
demolition, and other additions and losses. Part 1 of the volume contains the 1950 to 1959 comparison, with a separate report for the 
United States by regions, and each of 17 selected metroiJolitan anuis (15 standard metropolitan statistical areas, defined as of .Tune 8, 1959, 
and 2 standard consolidated areas). Part 1 is published in two sets of reports for each area. Ihirt lA presents basic 1950 and 1959 data, 
with emphasis on the counts and characteristics of l.he components of change; Part IB presents additional information on characteristics 
of the inventory, including characteristics of the present and previous residences of recent movers. Part 2 contains tlu! 1957 to 1959 
comparison, with a separate report for conterminous United States by regions, and separate reports for 9 of the selected areas (standard 
metropolitan areas defined for the 1956 inventory). 

Volume V. Residential Finance. Information on financing of residential property, including characteristics of mortgages, proper¬ 
ties, and homeowners. Part 1 of the volume is a report on homeowner properties for the United States by regions, and each of 17 selected 
metropolitan areas (15 standard metropolitan statistical areas, defined as of June 8, 1959, and 2 standard consolidated areas). Part 2 
is a report on rental and vacant properties for the United States. 

Volume VI. Rural Housing. Cross-tabulations of housing and household characteristics of rural-farm and rural-nonfarm housing 
units for the United States and each of the 121 economic subregions. 

Volume VII. Housing of Senior Citizens. Cross-tabulations of housing and household characteristics of units occupied by persons 
60 years old and over, for the United States, each of the 50 States and the District of Columbia, and selected standard metropolitan sta¬ 
tistical areas. 

Series PHC{1) reports. Census Tracts. Separate reports for 180 tracted areas in the United States and Puerto Rico. The reports 
contain information, by census tracts, on both housing and population subjects. (This series is the same as the tract reports included in 
the publication program for the 1960 Census of Population.) 

Series HC{S1) reports. Special Reports for Local Housing Authorities. Separate reports for 139 localities in the United States. The 
program was requested by, and planned in cooperation with, the Public Housing Administration. The reports contain data on both 
owner- and renter-occupied housing units defined as substandard by Public Housing Administration criteria, with emphasis on gross rent, 
size of family, and income of renter families. 
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VOLUME I 


This volume comprises nine parts, with the States arranged alphabetically and followed by Puerto Rico, Guam, and the Virgin ] 
of the United States. Data for the United States, each State and the District of Columbia, and each of the outlying areas are pre 
as separate chapters. The areas included in each part are listed below by chapter number: 


Part 1 

1. United States Summary 

Part 2 

2. Alabama 

3. Alaska 

4. Arizona 

5. Arkansas 

6. California 

7. Colorado 

8. Connecticut 

Part 3 

9. Delaware 

10. District of Columbia 

11. Florida 

12. Georgia 

13. Hawaii 

14. Idaho 

15. Illinois 

16. Indiana 

Part 4 

17. Iowa 

18. Kansas 


Part 4—Continued 


Part 7 


19. 

Kentucky 

38. 

20. 

Louisiana 

39. 

21. 

Maine 

40. 

22. 

Maryland 

41. 

23. 

Massachusetts 

42. 



43. 



44. 

24. 

Michigan 


26. 

Minnesota 

Part 8 

26. 

Mississippi 

45. 

27. 

Missouri 

46. 

28. 

Montana 

47. 

29. 

Nebraska 

48. 

30. 

Nevada 

49. 

31. 

New Hampshire 

50. 



51. 



52. 

32. 

New Jersey 


33. 

New Mexico 

Part 9 ^ 

34. 

New York 

53. 

35. 

North Carolina 

64. 

36. 

North Dakota 

56. 

37. 

Ohio 



1 Onapters for outlying areas differ in detail from those for the States; statistics for outlying areas not included In the totals in Part 1. 


Oklahoma 
Oregon 
Pennsylvania 
Rhode Island 
South Carolina 
South Dakota 
Tennessee 


Texas 

Utah 

Vermont 

Virginia 

Washington 

West Virginia 

Wisconsin 

Wyoming 


Puerto Rico 
Guam 

Virgin Islands of the Unite 
States 
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Table 25.—Tenure, vacancy status, condition and plumbing facilities, and structural characteristics, for places of 2,500 to 10,000 inhab¬ 
itants: 1960. 

Table 26.—Occupancy and financial characteristics, year built, and heating equipment, for places of 2,500 to 10,000 inhabitants: 1960. 
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Table 28.—Tenure, vacancy status, condition and plumbing facilities, and structural characteristics, for counties outside SMSA’s: 1960. 
Table 29.—Occupancy characteristics, heating equipment, and type of fuel, for counties outside SMSA’s: 1960. 
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Table 31.—Tenure, vacancy status, condition and plumbing facilities, and structural characteristics of rural-nonfarm housing units, for 
counties: 1960. 

Table 32.—Occupancy and financial characteristics and heating equipment of rural-nonfarm housing units, for counties; 1960. 

Table 33.—Tenure, condition and plumbing facilities, and structural characteristics of occupied rural-farm housing units, for counties: 1960. 
Table 34.—Occupancy characteristics and rent status of occupied rural-farm housing units, for counties; 1960. 

Table 35.—Source of water and sewage disposal, for counties: 1960. 

SELECTED STANDARD METROPOLITAN STATISTICAL AREAS AND PLACES 

Nonwhite 


Table 36.— Characteristics of housing units with nonw'hite household heads, for SMSA’s and places with 100 to 400 such units: 1960. 

Table 37.—Characteristics of housing units wdth nonwhite household heads, for SMSA’s and places wdth 400 to 2,000 such units: 1960. 

Table 38.—Characteristics of housing units with nonwhite household heads, for SMSA’s and places with 2,000 or more such units: 1960. 

Table 39.—Financial characteristics of housing units with nonwhite household heads, for SlNISA’s and places with 2,000 or more such 

units: 1960. 


APPENDIX TABLE 


Table A-1, showing percent of allocation for nonresponse or inconsistency in 1960, for the State by size of place, appears at the end of the 

individual State chapters. 


CORRECTIONS 

See pages xxvi to ui for revised figures on gross rent for renter- 
occupied units with nonwhite household heads, units with household heads 
of Spanish surname, and units with Puerto Rican heads. 



SUBJECTS PRESENTED BY TYPE OF AREA AND TABLE NUMBER 

[In tables presenting data for units with nonwhite houseiiold heads, units with white heads of Spanish surname, and units with Puerto Rican heads, the term " All units” me 

same as “All occupied imits”j 



INVENTORY 

I Table 

All units (or occupied units).. 1,8 

Owner occupied, renter occupied._ 

Vacant___!_ 


Table I TaUe 1 Table Table Table Table Table I Table 


Table 1 

Table 

Table 

Table 

Table 

Table 

12 ! 

28 

31 

33 

30 

37,40 

12 1 

28 ' 

31 

33 i 

30 

37,40 

12 i 

2S 

31 

. 




OCCUPANCY 

CHARACTERISTICS 

Color or ethnic group; 

Owner occupied, renter occupied. 

Nonwhite: Occupied units. S 

Percent nonwhito: Occupied units.. 1 

Persons: All occupied.... 

Owner occupied, renter occupied_ 

Median: All occupied_ 1,S 

Owner occupied, renter occupied.. 

Persons per room; .41! occupied. 

Owner occupied, renter occupied. 

Percent with 1.01 or more.. 1,8 

Population, 1960: -All occupied. 

Per occupied unit: -All occupied. 

Owner occupied, renter occupied.. 

Population, 1950: .All occupied.. 

Per occupied unit: .All occupied. 

Tenure; All occupied.. S 

By color or ethnic group... 

Percent owner occupied. 1,8 

Percent renter occupied... 1,8 

Rent status (see “No cash rent”); 

Renter occupied_ _ 


Year moved into unit: 

Owner occupied, renter occupied. 
Percent moved 19M to 1960; .All occ. 

Acres in place: 

Total vacant, avaU. vacant. 


Duration of vacancy: 
.Avail, sale, avail, rent. 


Vacancy rates; 
Homeowner, rental. 


Vacancy status. 


STRUCTURAL 

CHARACTTERISTICS 


Basement; .All units. 


Bedrooms: -All units_ 

Owner occupied, renter occupied. 

Elevator in structure: .All units_ 


Rooms: .AU units.... 

Owner occupied, renter occupied. 
Vac. avail, for sale, avail, for rent. 

Median; All units.... 

Owner occupied, renter occupied. 
Vac. avail, for sale, avaU. for 

rent___ 

Average; Owner occ., renter occ_ 


Units in structure: AU units_ 

Owner occupied, renter occupied. 

Vacant available for rent_ 

Percent in 1-unit structures.... 

Trailers; .AU occupied. 

Owner occupied, renter occupied. 


Year structure built: AU units. 

Owner occupied_ 

Renter occupied..... 

Percent built 1950 to 19^_ 


15 j 15 

'is i. is’ 


17 1 

i 

17 j 

21 

12 j 

12 ; 

IS 

12 

j 

12: 

IS 

h| 

14 i 

a) 

13 I 

13 

19 

13 ! 

13 : 

1 

i'} — 

19 

13 1 

13 i 

19 

13 ; 

13 ! 

19 

13 ! 

13; 

19 

13 1 

13 1 

19 

13 

13 i 

j 

19 

13 

13 j 

19 

14 

14 1 

19 

14 

14 

19 

14 

14 

19 

14 

14 

19 

14 

14 

19 

14 

14 

20 

14 

14 ... 



23 

vs 

25 ’. 

“1 

13 

13 _ 

28 

31 j 

33 

_;_i_ 13 ..'..J_ _ 

23 1 

25 .. 

J 

13 ' 

28 

31 

33 

23 ' 

25 i. 

-i 

13 

28 

31 

33 


36 37.40 
36 37 


36 37,40 

15' 


33 I 36 37,40 

33 i 36 37.40 


36 j 37,40 


28 . 

28 31 


See footnotes at end of table. 
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SUBJECTS PRESENTED BY TYPE OF AREA AND TABLE NUMBER-Con. 

[In tables presenting data for units wltb nonwliito housobold beads, units with wbite beads of Spanish surname, and units with Puerto Elcan beads, tbo term “All units” moans tbe 

same as ‘‘All ocoupied units”] 


Subject 


Sum¬ 
mary * 


The State 
Inside 
SMSA’s 
Outside 
SMSA’s 
Urban 
Eural 
Nonfarm 
Occ. farm 2 


SMSA's 
(and 
constit¬ 
uent 
parts 0 
and 
urban¬ 
ized 
areas 


60,000 

or 

more 


Total 


Non- 
white * 


CONDITION AND PLUMBING 
FACILITIES 


Bathing facilities: All units 


Table 


Table 

2 


Table 

9 


Table 

12 


Table 

12 


Bathrooms: All units. 

Owner occupied, renter occupied. 


3 . 13 

3 9 13 


13 

13 


Condition and plumbing: All units.. 

Owner occupied..... 

Renter occupied.... 

Vac. avail, for sale, avail, for rent_ 

Percent sound with all plumbing 
facilities. 1,8 


2 . 12 

2 9 12 

2 9 12 

2 _ 12 


12 

12 

12 

12 


Sewage disposal: All imits. 


Source of water: All units. 
Toilet facilities; All units. 


2 


9 12 


12 


Water supply: All miits. 

EQUIPMENT AND FUELS 

Air conditioning: All occupied. 

Automobiles available: All occupied. 

Clothes dryer; All occupied__ 

Clothes washing machine: 

All occupied. 

Cooking fuel: All occupied. 

Heating equipment: All units. 

Heating fuel: All occupied. 

Homo food freezer: All ocoupied_ 

Radio sots: All occupied.. 

Telephone available: All occupied.... 

Television sots: All occupied. 

Water heating fuel; All occupied. 

FINANCIAL CHARACTERISTICS a 

Contract rent: Renter occupied_ 

Vacant available for rent. 

Median: Renter occupied. 

Vacant available for rent.. 

Median by utilities in rent: Vacant 
available for rent___ 


11 


12 

1« 

10 

10 

IG 

in 

14 

10 

10 

IG 

10 

IG 

10 


7 

7 

7 

7 


17 

17 

17 

17 


17 

17 

17 

17 


7 


17 


17 


Gross rent: Renter occupied. 7 

Median: Renter occupied. 1,8 7 

Average: Renter occupied...... 

No cash rent (sec also ‘‘Rent status”). 7 


11 17 

11 17 


17 

17 


11 


17 


17 


Value: Owner occupied. 

Vacant available for sale. 

Median: Owner occupied. 1,8 

Vacant available for sale. 

Average: Owner occupied. 


7 11 17 

7 . 17 

7 11 17 

7 . 17 


17 

17 

17 

17 


Places with population of- 

- 

Counties 

SMSA’s and places by 
color or ethnic grou!) 
In tables— 

30 to 39—Nonwhite 
40 to 42—Spanish 
surnames» 

40 to 42—Puerto 
Rican o 

26,000 

to 

60,000 

10,000 

to 

26,000 

2,600 

to 

10,000 

1,000 

to 

2,600 

Inside 

SMSA’s 

Outside 
SMSA’s 0 

Rural part 

Non¬ 

farm 

Occu¬ 

pied 

farm 



2,000 
or more 
such 
units 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

Table 

18 

22 

26 


12 

28 

31 

33 


37,40 

38,41 

18 

22 

23 

■1 

13 




nnn 






13 




HHBjH 

HHHH 


18 

22 

25 

27 

12 

28 

31 

33 

30 

37,40 


18 

22 



12 






38,41 

18 

22 

25 

iimug 

12 


31 

33 



38, 41 

18 

22 



12 

28 









B 








20 

23 

25 


8 36 

8 36 

31 

33 




20 

23 

25 


8 35 

8 36 

31 

33 




18 

22 

25 


12 

28 

31 

33 


37,4fl 

38,41 

18 

22 

26 


12 

28 

31 

33 


37, 4fl 

38,41 

21 




1(1 

30 




21 




10 

30 










10 

30 










10 

30 










in 

20 






20 

23 

20 


14 

29 

32 

33 








1(1 

29 










10 

30 

32 

33 








10 

30 










10 

30 










10 

30 










10 

20 










17 







21 




17 







21 

24 

20 


17 

30 

32 





21 

24 



17 

30 

32 





21 




17 







21 

24 

20 


17 

30 

32 



37, 40 

39, 42 

21 

24 

2G 


17 

30 

32 



30i 42 




27 








21 

24 

2G 


17 

30 

32 



37, 40 

39 42 

21 

24 

26 


17 

30 

32 



37, 40 

39, 42 





17 





21 

24 

mmm 


17 

30 

32 




39,42 

21 

24 



17 

30 

32 







27 




















1 Tables land 8 contain summary statistics for tbe State, by Inside SMSA’s (separately 
for ‘‘in central cities” and ‘‘not in central cities”) and outside SMSA’s And by urban, 
rural-nonfarm, and occupied rural-farm units; for each SMS A; and for each place of 10,000 
inhabitants or more. Table 1 provides data for all units and table 8 for units with non- 
white household heads. Data are not shown in table 8 for areas with fewer than 400 units 
with nonwhite household heads. 

2 Data on financial characteristics exclude farm units and certain other units; see defini¬ 
tion. All vacant units in rural territory Included in rural-nonfarm Inventory. 

* Tables 9 to 11 omitted if the State has fewer than 26,000 units with nonwhite household 
heads. 


* Each county, place of 50,000 Inhabitants or more, urban balance, and rural part of the 
SMSA. 

5 Includes all counties in New England and all counties in States with no SMHA’s. 

“ Units with white household heads of Spani.sh surname in Arizona, California, Colo¬ 
rado, New Mexico, and Texas; units with heads of Puerto Rican birth or parentage in 
other States. Data for such units are provided only in the individual State chapters; they 
are not provided in the United States Summary chapter. 

7 Published In the United States Summary chapter for places which had a population 
of 60,000 or more in 1960, or in an interim census, and a population of 60,000 or more in 1060 > 

8 Excludes places of 60,000 inhabitants or more In 1960 or In a census prior to 19G0. 
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Figure 2.-STANDARD METROPOLITAN STATISTICAL AREAS OF THE UNITED STATES: i960 















States and Small Areas 


GENERAL 


Volume I of llie IDGO Housing reports presents basie statistics 
on all subjects for which information was co-llected in the Census 
of Housing, taken as of April 1, 19G0. The housing unit is the 
reporting unit for this volume. 

The volume is arranged by chapters and is bound In nine parts. 
Part 1 consists of the United States Summary chapter; Part.s 
2 to 8 contain the separate chapters for the States and the 
District of Columbia; and Part 9 comprises the chapters for 
Puerto Rico, Guam, and the Virgin Islands of the Unitetl States. 
The statistics for the three outlying areas in Part 9 differ some¬ 
what in detail and scoipe from those published for the United 
States. 

The statistics relate to occupancy characteristics, structural 
characteristics, condition and plumbing facilities, e<iuli>ment and 
fuels, and liriancial characteristics. For the most part, Volume 
I is restricted to simple distributions of these chai'acterlstics; 
cross-tabulations for both occupied and vacant units are i)rovided 
in other li)GO Housing reports. Although statistics for some of 
the sul).ie<!ts are based on u complete count of housing units, most 
of the data are haso<l on samples of 25, 20, or 5 percent of the 
units. The .subjects represent a modillcation and an expansion 
of the 1050 and 1940 Censuses of Housing. 

Tlie State chapters present statis^tics for the State, inside and 
outside stiimhml metropolitan statistical ai*eas, and the xirban, 
rural-nopfai'm, and rural-farm parts of the State; for each 
standard met|ropolitan sitatistical area, urbanized ai-ea, idace, 
and county; iiud for the rural-nonfarm and niral-farm i>nrts of 
each, county. ' ^lie number of charaoteidstlcs and the amount of 
detail ]>resented are generally greater for areas with a large 
population than for areas with a small population. For examine, 
the full distribution by number of rooms and the median are 
shown by tenure and vaenucy status for standard metropolitan 
statistical areas and their constituent parts, urbanized areas, 
and each place of 50,090 inhhbitants or more. In contrast, only 
the average number of rooms, by tenure, is shown for idaces with 
a population of 1,(X)() to 2,500. 

The Unitefl States Sununary chapter contains detailed data 
for the United Sta.tes as a whole, the four regions, and the nine 
groups of States designated geographic divisions, as well as sum¬ 
maries of the statistics for the States and the District of Colum¬ 
bia and for standard metropolitan sta'tistical areas and places 
of 100,000 inhabitants or more (with data on elevator in structure 
for places of 50,000 inhabitants or more). Detailed data are 
presented also for the United States by inside standard metropoli¬ 
tan statistical areas (separately for housing units in central 
cities and not in central cities) and outside standard metroimli- 
tan statistical areas, and by urban, rui-al-nonfarm, and rui*al- 
farm residence; for each region and division, summary data are 
presented by these same area and residence classifications. In 
addition, there is included in the United States Summary chapter 
an analysis of the 1960 Census findings and some historical data 
for purposes of comparison. 


Some characteristics are i)rcsente(l for all housing units, where¬ 
as other items are rostrieted to spcKnflc segments of tlm housing 
inventory. For example, data on condition and plumbing facil¬ 
ities arc pre.sentod for all housing units; number of persons and 
persons i>er room apply to occupied units; seasonal status applies 
only to vacant units; and value data are shown for owner- 
occupied units and vacant units available for sale. Ollier cliar- 
acteristics are available only for areas of specified size; for 
example, data on elevator in structure are available for places 
with a population of 50,000 or more, whereas data on source of 
water and method of sewage disposal are not available for such 
places. 

In some iustuncos, n characteristic is not shown for each of the 
tenure and vacaney groups so that the separate dis-tributions do 
not add to the distribution for all units. For example, data on 
number of bathrooms (in table 4 of the United States Summary 
chapter and table G of the State chapters) are presented for all 
units (occupied and vacant) and .separately for owner-occupie<l 
and renter-occnpie<l units; vacant units are included In the dis¬ 
tribution of “all” nnil.w but are not shown as a separate group. 
Data oil number of rooms in Ibe same tables are iiresenled for all 
units (occupied and vacant) and separately for ownor-occujiicd, 
renter-oc('Upied, vacant uvailablc-for-sule, and vacant jivailablc- 
for-rent units; vacant unlls not on tbe available sale-or-rent mar¬ 
ket are included in the distribution of “all” units but are not; 
shown us a K(‘i)urate group. (Furthermore, the dislribiitlous for 
vacant units arc based on the l(K)-])ercent tahulatlon and the 
dbsirihutions for all, owuer-occupli^d, and renbu’-occnple^l units 
are based on the 2r)-iiereeiit sample; see section on “Sample 

(l(''Sign.'’) 

Data on characbu-i.stics of bousing unlls with nonwlilte house¬ 
hold beads are presented for spwlfiod areas in both the State 
cluipters and in the United States Sununary chapter. In addition, 
in the State ehaptors only, data on selected characteristics of 
housing units with white household heads having Spanish sur¬ 
names ar(‘ presented for siiedfied. areas in live Southwestern 
States (Arizona, tlalifornia, Colorado, New Mexico, and Texas) ; 
similar data are presenteil for housing units with household 
heads of I’uerto Rican birth or .‘iiareutage for S'liecilicHl areas in 
the other States. (See section on “Description of tables.”) 

DESCRIPTION OF TABLES 

Detailed tables in State chapters.—The tables are arranged, for 
the most paid, by tyi>e of area. Maximum detail Is shown for the 
State, standard metropolitan statistical areas (SMSA’s), and 
urbanized ureas. Table 1 contains Sidected summary inrormation 
for the State by inside SMSA’s (separately for housing units in 
central cities and not in central cities) and outside SMSA’s, and 
by urban, rural-nonfarm, and rural-farm residence; for oacli 
SMSA; and for each place of 10,000 inhabitants or more. Tables 
2 to 7 present detailed characteristics for the State, inside and 
outside SMSA’s, and the urban, rural-nonfarm, and rural-farm 
parts of the State (except that table 7 does not contain data for 
rural-farm units). Tables 8 to 11 are similar in content to tables 


XV 
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States and Small Areas 


1 to 7 but are restricted to bousing units with nonwhite household 
heads. Tables 9 to 11 are omitted for States having fewer than 
25,000 units with nonwhite household heads. The subjects con¬ 
tained in each table are specified in the index on pages x and xi in 
Parts 2 to S of Volume I. 

Tables 12 to 17 are for SMSA’s and their constituent parts 
(including each city of 50,000 inhabitants or more) and for urban¬ 
ized areas. Categories for the items in these tables are shown in 
the same detail as in the tables for the State. Tables 12 to 17 are 
omitted for States with no SMSA’s, urbanized areas, or places of 
50,000 inhabitants or more (Alaska, Idaho, Vermont and Wyo¬ 
ming) . 

Less detail is presented in tables 18 to 27, which are for places 
under 50,000 Inhabitants, by size groups. The amount of informa¬ 
tion varies by size of place, with minimum data for places of 1,000 
to 2,500 inhabitants. Places of 25,000 to 00,000 inhabitants are 
covered in tables IS to 21; places of 10,000 to 25,000 in tables 22 
to 24; places of 2,500 to 10,000 in tables 25 and 26; and places of 
1,000 to 2,500 in table 27. 

County data are presented in tables 28 to 35. Tables 28 to 30 
are for counties outside SMSA’s (counties inside SMSA’s are 
eovei’ed in tables 12 to 17). In tbe New England States, however, 
tables 28 to 30 are for all counties. Tables 31 and 32 ai'e for 
rural-nonfarm housing and tables 33 and 34 are for rural-farm 
housing in all counties. Table 35, which presents data on source 
of water and sewage disposal, provides county totals excluding 
units in places which had 50,000 inhabitants or more in 1950 or in 
an interim census prior to 1960. 

Tables 36 to 39 present statistics for bousing units with non¬ 
white household heads for SMSA’s and urban places (places of 
2,500 inhabitants or more) having a specified number of such 
units—table 36 for 100 to 400 units, table 37 for 400 to 2,000 units, 
and tables 38 and 39 for 2,000 or more units. The number of 
characteristics and the amount of detail vaiT according to the 
number of units with nonwhite household heads. Tables 40 to 42 
present statistics for housing units with white household heads 
having Spanish surnames in Arizona, California, Colorado, New 
Mexico, a nd Texas, or for housing units with Puerto Rican heads 
in the remaining States. Table 40 is restricted to SlMSA’s and 
urban places having 400 to 2,000 such units and tables 41 and 42 
to areas and places having 2,000 or more. Tables are omitted if 
there are no SMSA’s or ui’ban places with the specified number 
of such units. 

Data for most of the characteristics are based on samples of 
housing units; where the samples are of different sizes, the figures 
may not add precisely to the same totals. For example, the total 
for “all units” by condition and plumbing facilities may differ 
from the total for “all units’’ by number of bathroonrs (see section 
on “Sample design”). 

Detailed tables in. United States Summary chapter.—The de¬ 
tailed tables in the United States Summary chapter also are 
arranged by type of area; maximum detail is provided in prac¬ 
tically all the tables. Table 1 presents summary characteristics 
for the United States as a whole and for each region, division, 
and State. Table 2 contains the same summary characteristics as 
table 1 but presents them for each region and division by inside 
SMSA’s (separately for in central cities and not in central cities) 
and outside SMSA’s, and by urban, rural-nonfarni, and rural-farm 
residence. Tables 3 to 8 present data on detailed characteristics 
for the United States and for each region, division, and State. 
The same detailed characteristics are presented in tables 9 to 14 
for the United States by inside SMSA’s (separately for in central 
cities and not in central cities) and outside SMSA’s, and by urban, 
rural-nonfarm, and rural-farm residence, and in tables 15 to 20 
for each SMS A and place of 100,000 Inhabitants or more. In 
terms of the subjects and categories covered, tables 1 to 20 corre¬ 
spond with tables 1 to 7 in the State chapters. The subjects 


contained in each table are specified in the index on pages xii and 
xiir of the United States Summary chapter (Part 1 of Volume I)- 

Table 21 presents data on elevator in structure for large urban 
places. Although all places of 50,000 inhabitants or more in 
1960 are listed in tbe table, data on elevator in structure are 
restricted to those places which had 50,000 inhabitants or more 
in 1950 or in an interim census prior to 1960. The data in table 
21 do not appear in the State chapters. 

Tables 22 to 29, covering data for the United States, regions, 
divisions, and States, are restricted to units with nonwhite house¬ 
hold heads. Tables 22 and 23 parallel tables 1 and 2, respectively; 
tables 24 to 26 and tables 27 to 29 parallel tables 3 to 8 and 9 to 
14, respectively. In tables 22 and 23, separate data are shown for 
areas having 400 or more units with nonwhite household heads, 
and in tables 24 to 26 separate data are shown for areas having 
25,OCX) or more such units. With respect to the subjects and 
categories covered, tables 22 to 29 corresimnd with tebles 8 to 11 
in the State chapters. 

Table 30 is limited to SMSA’s and places having 10,000 or more 
units with nonwhite household heads. The items covered in 
this table (household equipment and number of bathrooms) are 
not included in the tables for nonwhite occupied units in indi¬ 
vidual areas and places in the State chapters. 

Data for States and for the large SMSA’s and places in the 
United States Summary chapter (except as noted for table 30) 
are taken from the tables in the individual State chapters. The 
tables m the State chapters, however, cover additional informa¬ 
tion. In the State chapters, data for States are presented by 
area and residence classifications and data for SMSA’s are 
presented for the constituent parts of the area; for large urban 
places, the State chapters contain additional data for units with 
nonwhite household heads. 

As in the State chapters, data for most of the items are based 
on samples of housing units. Distributions based on samples of 
different sizes may not add precisely to the same totals (see 
section on “Sample design”). 

Text tables in United States Summary chapter.—In the Sum¬ 
mary of Findings in the United States Summary chapter, data on 
selected characteristics are presented in text tables A to Y. In 
addition to the 1960 data, statistics available from the 1950 and 
earlier censuses are included for purposes of comparison. For 
many of the characteristics, statistics are presented by inside 
SMSA’s (separately for in central cities and not in central cities) 
and outside SMSA’s. A limited amount of data is presented for 
the United States by urban, rural-nonfarm, and rural-farm resi¬ 
dence, and for regions, divisions, States, and large cities. 

Tables A, B, and C present counts of housing units in the inven¬ 
tory by geographic and residence classifications. Table E presents 
figures on the components of change in the housing inventory be¬ 
tween 1950 and 1959 based on results of the December 1909 Com¬ 
ponents of Inventory Change survey, whicli is part of the 1960 
Census of Housing. Tables D and F present counts of housing 
units and population. Tables G to K and M to V contain sitatistics 
on the various characteristics of housing units—by inside and 
outside SMSA’s in most of the tables. Table L presents the counts 
of vacant units by condition and status; table W contains data on 
selected characteristics of urban and rural units (separately for 
rural-farm units in 1960) ; table X is restricted to characteristics 
of units with nonwhite household heads; and table Y is limited 
to characteristics of available vacant units. It should be noted 
that all available vacant units (both urban and rural) are included 
in table Y, except in the data on value and rent. The subjects and 
the area classifications covered in each table are si)ecified in the 
index on pages x and xi of the United States Summary chapter 
(Part 1 of Volume I). 

The term “United States” when used without qualification in 
the tables refers to the 50 States (including Alaska and Hawaii) 
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and llu* nisi riel oi' (’uluiiil)hi. li'or i)nri)()S(‘H of coiaiHinihilily, 
Hlalislirs ill sdiiu' cases are I'di* ('(inli'riuimius lUiiled Slali's, llml; 
Ih, the railed Stale's ('xelasive' af Alnslca uad liawaii; gt'iu'vally, 
the Iwa SlaU's wc'n* eseludc'd if eoiaiairidde' slalislies far 1050 
and (‘arlier were iial availalih' far eilla'r ar lialh Slalt's (ses''also 
we-limi an "HaasiriK dala fca- Alaska and Hawaii”). In labh's 
F and U, dalti far llu' (sirly eea.saH yt'ar.s iaeliuU' slulislies far 
Arlxann, Ne'w *M('xiea, and Olcltiliaam, aidianKh I hey did nal, he- 
('ome Stale's unlil afU'r INDO. 

Hxeept far a fc'w eharael('rislies af va<‘anl. anils, (he likiO 
Ilgurt'S an* liasi'd an sanii)l('.s af InaiHiuK anils; where l.li(‘ saniiilt's 
art' af difl’t'rt'nl sizes, llie lltijnrt's may aal add iirt'clsely {'.O' llie 
samt' lalals. FiKurt's far l!ir)l) art' laist'il an llu' etna]»lt'l(' eauni, 
t'Xfi'iil far )i ft'W ilt'iiis wliieli art' liast'tl t>a 2l)-i)('rei'nl, saniples. 
I'M^urt's fta’ ill 111 aatl ('arlit'i- tilsti art' Iiasetl tin 1 in* eamiilelt' etiunl. 

( Ktir sl/.t' af samplt' ftir iudivltlaal llt'ias, si't' l.alilt' I.) 

'Pa eaaipart' willi 'llie IDlU) eliaraelt'rislies, llu' ‘‘iial reiiarlt'tl” 
eali'Karit's in Iht' IhriO and e'arllt'r tlala wert' ellniinaled by tlis- 
I rilail ilia I in' "aal rt'(iarlt‘tl" east's in llu' saiat' prtiiMirlltm as Ihtist' 
ri'iiart111}.':, 'i’lins, Hit' llaiiirt's in llit' lt'xl laiilt's rt'llt't'l. Ibis luijiisl- 
nienl af Hit' laililislii'ti tlala. I'kir Iht' saiaph' ilt'ias in a 

further atijiisljiit'al was iiiatlt' in Ihe 'piddislu'ti l!)5d dala by ralia 
t'sliiiial ina llu' samplt' llaurt's Iti iht* (tdals bast'tl an Iht' etanidt'l't' 
etauil ; Ibis iiraet'tlnre was apiilit'tl st'paralt'ly Iti Iht'tlLsIribullaiis 
ftir etiiileniiinaiiM I’liili't! Slalt's, Alaska, aiul Hawnill. Ftir lahh' 
W, lilt' aiijiisinit'iii wa.s iiiailt* far iirlian and rural unil.s inde- 
pt'ialt'Ully tif Iht' lalal; llit'rt'ftirt'. Hit' t.wt> liino llaiires in a ealt'- 
Kory may nal atld Iti Ihe lalai ftir Hit' ealt'f^ary, shown in tdher 
lalvlt'H. Siuillavly, la Itiidt' U Hit' IhriO llgurt's far ‘‘tllhipidaletl <vr 
laekliiK' piniiiliiiia: faelllllt's" far Hit' Hnllt'ti Hlali's and t'aeli Htale 
wt're atljiisleti liult'pt'ntlt'iilly: Hit' sum af Ihe IlKurt's far Hit' 
Slnlt's, llit'rt'ftirt', tin mil atltl iireeist'ly Iti Hie (Ifirurti far Iht' Hnil.etl 
Slalt's, 

Dlsoloaure of data. 'Pt> avaltl dlselaHurt' tif inftinnalitm ftvr In- 
tllvltlual liaiisinfi: anils, eliaraelt'rislies art' mil. slmwn if Hie hast' 
is four ar ft'wer anils, ddit' bast', fta* lids parriast', is '‘all" iiaas- 
litar anils tir “aeeaplt'tr’ liau.sliifi; anils exeept; for valat' and rent: 
tlala, far whieh Hit' Inist' Is Hit' iianiin'r t>l! anll.H of Hit' type for 
wliieh valat' anti rt'iil wt'ri' labnlalt'ti. f'er t'xample, a tllslrlini" 
Han af nails by Krass real, is mil slvtiwu if Hie naniher af reiiier- 
iH'eapieti iiaiifarni anils is ftinr ar ft'Wt'r. 

.Meillans, avi'i’af'i's i liielutllni' papaiallaii iK'r aeeiiplt'il anil.), 
anti pt'rei'iiljif^i's art' nal shtiwii wht'rt' Hit' liiist' is suuillt'r Ilian Hit' 
retialrt'ti nilnlimnn t st't' sts'l ian an ‘‘Haniph'dt'slKii”). Ii’niiHier- 
mai’t', pt'ret'iilakes art' nal slitiwn if Hiey are less Hian Hit' 0.1 niln- 
imuin. 

Ijt'utit'i-s (, ) in a tlala ealumu iutiieal.e Hail. t'lHit'r llu're art' 

nti t'ast's in Hit' ealt'kary ar llie tlal.a art' suppressed, far Hit' 
rt'.isans tlt'serlbtsi ahave. Leatlt'rs are alsti used wdierti dala 
are inappliealdt'tir nal. avaliaiilt'. 

A plus (-)•) ar a minus (--) sign after a median iiidlt'al;eH tlail; 
the int'tllau is ahtivt' tir ln'ltiw that; munlier. For example, a 
median tif ‘TpIKlO' ■” far valut' tif prtiperty indicates tlial; the ine- 
tllan ft'll in Hit' infi'rval 'Me.ss than $r),(MM)" and was ntib tramputetl. 

MAPS, CHARTS, GRAPHS 

lueliuliHl in Hie United Whites Nummary part and the State 
parts tif Valiiiiit' I are maps tif Hie Uniled Stales Nhowing 
the regions, geogruphie divisians, and Whites, and the laeu- 
litm aiul utuiu's of the slandard iiu'lropolltau shitlsLleul areas 
as tlt'flni'tl for Ihe IDIK) (.lensiis. Ineluded in eaeli Ktate ehap- 
h'r l.s a map of the Hhih' showing the outlines of eimntles 
(parisht's for LoulHlana ami election districts for Alaska) and 
Hl.andurtl mt'lropolltan stallstlcal areas, If any, and the ItKiatlon 
of places of lO.IKK) Inhnhilants or more. A map of each urbaiiiKed 
area, if any, also is iiiclutled in the appropriate State chapter. 


Tilt' Hiiiit'd Slates Summary tiliapli'r «if Valume 1 also eaiitalns 
a mmiht'r tif maps, eliarts, ami graiilis (figures 0 hi 20), wliieh 
pleloruillze .sonit' of Hit' shilislieal liutlings fraiii Hie 10(10 and 
t'arlit'r ei'iisiist's. In Hie eliarts ami graphs wliieh show tlala 
ftir lil.lO ami earlit'r, stMli.slies ftir Alaska and liawaii wt'rt' In- 
eliitlt'tl wilt'll eoniiinrahle tlala werti available (.see st'etion tin 
‘‘Iloiisliig diitii for Alaska ami liawaii”), d’he omiHshm tif these 
Iwti Slides from same of (lit' shili.sties is eonHitleretl hi have a 
nt'gligihli' ellVet tm eomiinrahiUty ftir the United States as a 
wiiale. Hlgiirt's a la 20 artv diseusst'd in (he Sununary t>f Findings 
hi Hit* Ihillt'd Slates Summary eliapter. 

COMPARABILITY WITH 1950 CENSUS OP HOUSING 

Mare subjeets were covered in Hie IIKJO Oensnw tif Iloushig Hum 
in Hie liOnO'Census of Ilousing. Iteius wliitdi were added for ,10(10 
are: Year moved into unit, duration of vacancy, iH-esenee of lia.st'- 
ment, elevator in .strueture, nuiiibor of bedrooms, number of balh- 
rooius, soui’ce of water, methiid .i>f .sewage disposal, tilotlii's 
wa.sldug machini', cloHies dryer, ht>me food frt'ezi'r, lelt'plvtuu' 
avalkible, autonHibllt's availalile, air eiHulltliming, and walt'r lu'al- 
Ing fuel. In addition, aeeess to unit and kiih'lieu or <*i)i)kiiig tiiiuip- 
mt'iiit wt'i'o enumerated in .1000 as part, of Ihe determlnatitiu of a 
htiushig unit; 'and number of aeres In the place aiul sali's of farm 
protlucls were enumerateil for 'Hie pvu’ptise of delermining farm 
rt'siiience. On Uio other hand, information was colleetetl in 10.^0, 
liat noli In 1000, on eloetric liglitiag, refrigeration t'tiiilpment, ami 
Icllt'lieii sink. Mortgage status, whieh was' Inelndt'd in lOilO, Is 
covered in the llesitlenilal IHnunce program in IIMK). 

Tilt' iihove eomparlsonH relate tii sulijeets covered in Hie April 
('uanieratiou of the 1.000 and 1050 Oemsuses of Housing. Subjechs 
eimmerutetl In the Ctmiponents of liiventiu'y (Uiange and Itesiden- 
Hal Finance surveys, started in iaiti) .1051) and cimipleted in 1000 
as part of Llie :10(K) Comsas of nonsiug, are diseiissi'd in Volumes 
IV and V, n'speel'ively. Sabji'cts emimeralI'd In Hu' 1050 Hi'shh'n- 
Hal Finance sarvi'y also 'are (Iksimssed In Volume V of Ihe 1000 
Uousiag x'eports. 

Some Items in ,UM50 have more detail 'Uiid a fi'vv luivi' .slightly 
h'.SH detail tluin (he eompariible item.s In 1050. Additional infor- 
mai.lou was ('olleel.od in 1000 on eoiidltion of housing luiihs, iyiH' 
of iK'nl.hig ('(pilpmeni., doseriiiHon 'Of trallerH, description of va¬ 
cant nulls not'Oil (.lie market, ami iinmher of television and radio 
se(«. SligliHy less (lel-ail Is 'available in 1000 Hum lii li)5() for 
(ype of strueture and (.oild, fiu'ililies. 

In 1050, Information for most of (;lie items was luilleeh'd on a 
eompic'ti'-couni: basl.s. For a few items, inforiiuiHoti was eolliuilc'd 
fi'iHii 20-pereeut samples of units {.see HiH'lion on “Sample 
d(\slgu”). 

n’lie fori'going (Ihseusslon applies sptKiilh'ally to eonti'nninous 
Thiited State's. l.tor a disemssion of 1050 data for Alaska 'and 
Hawaii, see the seetlon on “Housing data for Alaska and 
Hawaii.” 

I)a.ta from tlie '1050 Census lor areas of the lype covered lu 
Volume I '(if itlio 1000 Housing reportfi 'are pnbli.slied in 
OemuH of Houniny, Volume I, Gonoral OharaaUirniiGH. Selected 
3050 data are included In Volume I of 'the 1000 Housing roporta 
in the United States Summary chapter (see also section on 
“Di'scrlpllon of tabios”). 

Oli'angoH since 1950 were made in the definitions of some of the 
major concopls, particularly in the concepts of unit, of enumera¬ 
tion and farm housing. They were made in order l;o improve the 
usefulness of the data although it was recognized that compara- 
liility with previous censuses would be affected. 

Procedures for collecting and iirocessing the data in 1900 also 
dllTered from li)50. In this respect, the 1900 Census contained 
several innovations. One of the innovations wins tiie u.se of forms 
which household members ithemselves were asked t.o complete— 
the Advance Census Report form used on a nationwide basis for 
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f.(>nii)lol,<vcount items, and the Household Questionnaire used in 
the iuoi*e populous areas for sample items. Information for items 
not (-’<>ini)lete(l by the respondents was obtained by enumerators in 
diiect iiitei’viow. 'Other innovations included the divi.sion of the 
(’ensus period into two stages in the more populous areas, the 
greater u.se of sampling, the use of formal field revie.vv pi'ccedures, 
and the extensive use of the electronic com^mter and related 
tapiipment to process the data and produce the final itables. These 
innovation,s were designed primarily to impi'ove the quality of the 
statistics and to reduce tlie time required to collect and publish 
(he data ; at the same time, they have introduced an element of 
dlfi’eiamce between the 1000 statistics and those of earlier 
conmisos. 

Ohange.s and Innovations are discussed in the sections on “Deti- 
nition.s 'and exifiamitions” and “Collection and i)roeo.ssing of 
data,” which appear later in this report. 

HOUSING DATA FROM OTHER CENSUSES 

Many of the subjects covered in the 1940 'Census of Housing are 
hutludod in the tAimil 19G0 Census of Housing. The subjects 
specified above as having been added since 1950 were also added 
since 1040. One item, television sets, was enumerated in 1960, 
but not in 10-10. On the other hand, information was collected in 
liHO, hut not in 1060, on exterior material, lighting equipment, 
refrigeration equipment, estimated rentals of owner-occupied 
homoKS, and value and rent of farm dwellings. Information on 
conversion, which was included in 1940, is covered in the Decem¬ 
ber 1050 Components of Inveutoi'y iChange program as part of the 
lOGO Census of Housing. 

Although the 1040 Ceirsus of Hotising was the first complete 
(umsUM of housing, data on a few housing characteristics were 
('Ollected in earlier years in conjunction with the decennial een- 
su.sc'^H oi’ pcjpuliitlon. Htatistics on the number of occupied units 
and population per unit, which are essentially comparable with 
(mrreni; data hut identified by various terms, are presented in 
r(q>orts on eaifiier censuses since 1890, with limited data back to 
1H5(). In these reports, statistics are shown in terms of “homes,” 
“families,” or “imivate families.” In some censuses, the statistics 
include quax’ters of “quasi-families” (quarters identified in the 
1900 Consu.s as group quarters). In addition, Counts of units by 
color of household head are available for each census year since 
I8f)0, except 1910 when such data were available only for the 
Southern States. The clas.sifleation by tenure has been reported 
sinc(‘ 1S5)0. Mortgage status efi’ owned imit,s was included in the 
Censuses of Population from 1890 to 1920, and detailed data 
(including value of mortgaged property) were reported in 1890 
for owned units that were encumbered (mortgaged). Value and 
monthly rent of nonfarm units and the number of units with a 
I'adio were included for the first time in the 1930 reports. 'Statis¬ 
tics on the number of dwellings and persons per dwelling also are 
available from 'the Censuses of Population from 1890 to 1930, the 
concept of “dwelling” being roughly comparable with the current 
concept of “structure”; in some of the censuses, information on 
number of families per dwelling was included. 

The discussion in the above two paragraphs applies specifically 
to conterminous United States. For a discussion of 1940 and' 
earlier data for Alaska and Hawaii, see the section on “Housing 
data for Alaska and Hawaii.” 

Data from the 1940 Census for areas of the type covered in 
Volume I of the 1960 Housing reports are published in J940 
Census of Housing, Volume II, General Characteristies. Selected 
data for 1940 and earlier are included in Volume I of the 1960 
Housing reports in the United States Summary chapter (see also 
section on “Description of tables”). 

In some instances, concepts and procedures were not identical 
from census to census as discussed under the item in 'the section on 
“Definitions and explanaitions.” The differences for the most 


part, however, are not great enough to invalidate comparisons of 
the data. Comparisons with earlier censuses are restricted to 
censuses of housing and population, although information for a 
few characteristics related to housing was collected in censuses 
covering other subjects. 

HOUSING DATA FOR ALASKA AND HAWAII 

In censuses prior to 1960, the subjects and procedures for 
Alaska and Hawaii as territories differed somewhat from the 
standard program foi* States. Some items which were included 
in the census for States were omitted from the censuses in Alaska 
and Hawaii, and vice versa.; and some items were not tabulated 
in the same detail as for States. Statements regarding the 1950 
and earlier censuses appearing elsewhere in Volume I, apply 
specifically to conterminous United States; for Alaska and 
Hawaii, these statements should be modified where differences 
occurred. 

Alaska. From the 1950 Census, which was the first census of 
housing in Alaska, data on the following items are available: 
Tenure and race, vacancy status, persons, and persons per room; 
number of rooms, year structure built, number of units in struc¬ 
ture, and exterior material; condition and plumbing; water 
supply, toilet facilities, and bathing facilities; heating equip¬ 
ment and heating fuel, electric lighting, kitchen and radio; 
and value of owner-occupied nonfarm units and contract rent of 
renter-occupied nonfarm units. 

The 1950 definitions were the same as those used for con¬ 
terminous United States with the following exceptions: For 
number of units in structure, no distinction was made between 
detached and other 1-unit structures; fO'r the category “piped 
running water inside structure,” no distinction was made between 
“hot and cold” piped water and “only cold” piped water; for 
heating fuel, utility and bottled gas were included in the cate¬ 
gory “other fuel.” For the 1950 data in the Summary of Findings 
in the United States Summary chapter (Volume I of the 1960 
Housing reports), the number of units in 1-unit structures in 
Alaska was apportioned between “detached” and “other” on the 
basis of the 1960 ratio of “1-unit detached” to “1-unit attached” 
structures. Similarly, the number of units with piped water in¬ 
side structm-e was apportioned between “hot and cold” and 
“cold only” on the basis of the 1960 ratio for such units. The 
effect of these adjustments on the comparability of 1960 and 1950 
data for the United States as a whole is considered negligible. 
The detailed data and description of concepts for 1950 may be 
found in 1950 Census of Housing, Volume I, General Character¬ 
istics, Part 7. 

For 1940 and earlier, data on a few housing characteristics 
were collected in conjunction with the censuses of population. In 
the 1940 Census (taken in Alaska in October 1939), only occupied 
units were enumerated. Data on the following items are 
available: Number of rooms, tenure, value of owner-occupied 
units (including farm units), and contract rent of renter-occupied 
units (including farm units). The population per occupied unit 
can be computed from the data available. Statistics on the num¬ 
ber of occupied units and population per unit, which are essen¬ 
tially comparable with current data, are available from the Cen¬ 
suses of Population from 1930 back to 1900; in these reports, 
statistics are shown in terms of “homes,” “families,” or “private 
families.” Counts by tenure, including the number of owned 
Tonits that were encumbered, are available from the Censuses of 
Population from 1920 back to 1900. Statistics on the number 
of dwellings and persons to a dwelling also are available from 
1900 to 1930, the concept of “dweUing” being essentially com¬ 
parable with the current concept of “structure.” The concepts 
are essentially the same as those for conterminous United States, 
For 1940 and earlier, the data may be found in the reports of the 
censuses of population for Alaska. 
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StutiHtii’s liy url)!iii-rural aiul ranu-iionl'anu r(‘si(l(‘nc(‘ ar(‘ nvjill- 
sU)l(‘ for lU.K). Kor (‘lU’llar ('('■umuw'h, howc'vor, lioiisiiif; cluiriU'lin-- 
iHtlcrt luivc nol. Juaai (abulalad by r(‘Ki<U'u('(' (('X('(''[>l. Tor urban and 
rural liKUras on l(‘nur(’i and rnlor for IDIO). 

Hawaii. l'’rotii llu* IbfiO (’(‘iinu.s, dala (Ui tlu' roilowliif?; H(Mns 
arc aNUllalilc: 'I'cuun* and race, vacancy stains, ix'rsons, and 
pcrscns pci' roiim : iniiulX'r of roiaus, yi'ar siruci arc bulll, minibcr 
of anils 111 slniclurc', ami (‘Xlcrior mali'rial; coiuilllon and pluiub- 
iiiK: walcr supply, toilid facililics, and balliini.? facilit In'S; ('livlrlc 
lif-Thliiif^: and ri'frij^cnilion ciinipim'ul ; and value of owner-occupied 
uiiils, value of vaiainl units for sale, inorlKagi^ slalus of owner- 
oc<’U[n(‘d units, eoiurael real of r(‘nl('r-oeiaipied nulls, and real 
asked fur vacanl mills for nail, 

'I’lie Iliril) ibdinitions wer(‘ the sanu' as Iho.sc' used for coiilinnul- 
nous rulled Stall's with I li(‘ following ('xee|>l ions : l''or miinbi'r of 
units in siruelure, no disi luci ion was lunde-lad ween ilelnelu'd and 
Ollier liiiill St raid iires; dala on valU(> lor owiK'r-oeeuph'i! luiils 
wen* resirieleil to units vvliosi* oeenpanl.s owned bo|h llu* mill 
and Ibe land ; and farai iiaiks wi'n* iueluih'd In tin* data on value 
niul rent. Kor the IbbU data in llu* Simiiuary of I'MiidiiiKs In tin* 
Ibiili'd .Stales Suiiifiiar.v eiiiipli*!* ( \'olunie I of llu* IDllb Housing 
ri'porisi, llie uiuniier of mills In t unit slnielures la Hawaii was 
«I»(»ortioiicd belwei'ti “dclaelied" and “oilier’’ on llu* liasis nf llu* 
IlHld ratio of "l-aiiil delnclu'd" to “1-uiilt at I aelu'd" si rueliiri's. 
3*'or l.lu* Ill.'iU data on vacant^^• slat as, llu* muiiber oi' vaennf units 
for seasonal oeeu]mney was (‘stiinated from llu* “nol, avallabli*’’ 
gron[i on Ihe basis of the iiro[ajrllou of llu* llldO “nol avallabli''’ 
nulls wliieli wi'i'e for .si'a.soual oeeupancy. 'I'lu* idTcel of llu'.se 
adjustnieiKs oa llu* eoinparnbllKy of IIKiO and Ibnb data for llu* 
rulled Slates as a whole is eousld('r(*(l iii'gliglble. ’Phe (l('ta'li('(l 
dala and descriplloii of eoiieepls for 111.10 may la* I’oiiiid la /.'kid 
CriiNUH i>f lIiiHuin;/, Volume I, (t('iu'ntt (’iKiraatn'iNilrM, Pari. 7. 

P’or till* MHO < leiiHiis, wlileh was llie Ili'Hl, (Vusus of Housing in 
nnwnli, (lain are avallabli* lai the following Hems: '■Peiiuri*' and 
raei*, persons, ami pi-rsoiis jH'r naan ; miuda'r of rooms, muii'la*r of 
nullH In sirueinre, and (*xlerlor uialerlai; (*(aullHoii (stale of 
repiilri: waler suppl.v. lolb'l fnellllles, iiiul batldug fiielMlh's; 
UgUllng e<inli>m(*nl, r(*frlg(*nilion (‘(lulpita'id, and radio; viiliu* and 
inorlguge sliUiis of owuer oeeiiph'd un'lls, eonlracl n'lil of l•(‘lll^'r■• 
(K'cnpled nulls, and Ihe (Vtflmaled r(*nlal valm* of ow'iu*r-o<'(*iipl('d 
and vncaiil unlt.s. 'Plu* eoiiei'pls n*lh*<‘l a f('W’ minor dll’l’i'n'iiees 
from lliose iis<*d for eonlermlmms United Hlnl(*.s. The (h'Inlied 
data and (l(>s(*rlplioa of eom*(*pls for IIMO iiiny la* I'ouml In 
CoiJittK i)f HoHHiuif, (irnrrul (UiarartrrtnlLm, Utiiraii. 

Slallslles on llu* iiuiulier of ocenph'd nidls and pop'Ulatlon imt 
mill, wldeli an* I'sseiillaiiy coniparabh* willi etirreiil dala, an* 
available from I be t'i*n,sti.S(*s of Poimliil ion from Ib.'tl) back lo ilKKl; 
in llie.si* ri'porls, slallHlles an* shown In terms of “lioau's,’’ 
"families," or "private fauiilles." ('.oimls of uuHh by l(‘unr(* are 
available from Ib.'ll) back lo I1)(M), and <' 0 inilK of owned iinlls Mial 
were «‘ii(*mnb(*red iiri* avallabli* from llu* U(*ii.Mns(>s of Populallon 
from ll)l!() back lo IIMX). SlulislieHoii llu* inuabm* of (lw(*ll!ngs and 
persons lo a dwelliiig also an* avalinbU^ from IIKK) lo iD.’ill, llie 
coneepi of "dW(‘lling" b(*lng ('n.mi'iiI ialiy eomiKiirabli* wKJi l.lu* 
enrri'iil coneepi of "si rm’lure." 'i'lu* eonei'pls are (*SK(‘nt.'i!illy tlu* 
same ns (hose for coal,erndnoiis Unili'd Slal(*s, Dala for ,n)Ml> and 
earlier may hi* found In llu* n*i)orls of llu* consuHi's of popnlat.ion 
for Hawaii. 

SliiliHlleK by urban-rural resiitenee (but. nol rarm-nonfarm) are 
available for IbilO. h'or enrllin* ci'iisusi's, howi'ver, housing (*har- 
aelerlHlles are nol available by urban-rural or fnriii-nonfarin 
residence. 

1960 PUBLICATION PROGRAM 

Final housing reports.—Rosull^i of the IIKK) Census of Housing 
are published in V<dunu*H I to VII and In a Joint housing and 
poiniliitlou Kerb's eoiisistlng of reiKirts for eeusns tracts. A scries 
of siKHilal reports for local liouslug authorities constitutes the 


ri'iuaiiub'r of tlu* linnl n'porls. Volunu's 1 lo IV and llu* ei>usus 
Iracl ri'porls an* issiusl as s(*rics of individual n'liorl.s, willi 
Volnnu's 1 and II kssui'd also as boinid volimies. Volunu'.s V to 
VII an* kssui'd only as bomul volmiu's. 

'I'lu* .sonrec* of Volunu'S 1, II, 111, VI, and VII and tlu* housing 
dala in llu* rensus triK*! rc'iairts is llu* April ('uumerallon of tlu* 
IbllO (’eusiis of Housing. 'Pin* special r(''j)oris for local housing 
aulliorit u's an* basi'd on rc,sails of llu* April (*mnu(*nili()n and, for 
most an*iis, on (lii'ln coili'-cli'd nt a lali'i* dale for lumsample 
households. 

Data for 'ibilinnos IV and V are ba.sed largel.v on Ihe eminu'ra- 
lion of units in a samph* of land an'u segineuls, slartml In late 
11)511 and eo!iii)l(*l(sl in IIXIO. 'I'lu* 17 si'ba’Ied itud.i’ojadKan area.s 
ref(*rr('(l lo In Ha* (le.seri])lIon of llu* vohmu's (see page v) con¬ 
sist of llu* N(>w York-Norllieash'ru New Jersi'y and Ihe Chleago- 
.Norlliw(*sl(*rn liullnim Htandard Consolidati'd Areas and Hu* fol¬ 
lowing si,'indani iiu'lroiailitau sialistieal areas: Atlaula, Boston, 
Dallas, Dc'lroll, Ijos Angeles-Dong H(*aeli, Philadelphia, Heahtle, 
Halliniore, Buffalo, Cleveland, .Miniieapolis-.'it. Paul, PItlsburgh, 
SI. Douis, Sun Kranekseo-lliiklauii, and Wushingtiai, D.tk-Md.-Vn. 
'Plu* (irst iiiiu* ureas named ((he Ivvo standard eonsolidaled areas 
and si'veii slaiulard metropolilan slidistleal areas) are the areas 
for vvliieh seimrale data an* iiu'liided in Part 2 of Voluuu* IV. 

'I'he (ilb's mul contents of (hi* ri'ports are deserihed ou page 
V. Dor llu* 1110 ,s(, parif, llu'y ar(* eoiaparahb* to (he reports puh- 
iisluai from tin* P.K5b ('(*nsns of Housing. 'Plu* IDItO Volumes I, 
H, and VI are similar di IBoO Volumes I, II, and III, respeid.ively. 
Voluuu* III of IbdO corn'spoiiils lo the series of reports ou block 
slalIstics whleh eousi 11 iiled 11)50 Volumi* V. Volume IV of JOtlO 
Inns no IDriO eouui.ei’iiarl bul. eorresianuls to Voluuie.s 1 and III 
of llu* 105(5 Nalioual Housing luveulory. Volume V of 10(50 eor- 
res]a>nils lo V'oluiue IV of 1050 nud, in part, to Volume II of the 
10515 Nalioiial Housing Invi'idory, la 10.50, eeusu.H tra(*t ri'jiorlH 
W(*r(* puhiislK'd as Voluuu* III oL' (be 1051) (k'usus of Population. 
Spi'elal reports for l(a*al housing anlUoril.les w(*r(* pubilslied for 
210 m’(*ns ill /.').7() (■ninnf< of Uoiiithii/, Series 110-15, Hpaoinl, 'f'aliu- 
UhHanit ft))' liuval llouniii(/ A HlhoritieH, Dala of llu* typi* pre- 
si'ided In 1000 Volume VU have not been pubilslied In previous 
ei'iiHUS reiKirts. 

As slab'll on inigi* v, dala for tlu*! HiilLed Slales, regbnns, di- 
vlsbniH, Slales, HMSA’s, and large urban places are imblished 
In K(*V(*nil .series of lumsing repoiis. In .some reiairls, ero.ss-talni- 
biMons of lioiislug aiiii household cluinictoristb's are i)rovld(*(l. 
Dala for simiil areas, I'xei'pt for city lihaijs and census Iracls, 
are restrieb'd largi'ly (o Ihosi* piibllslu'd in Volume I. 

Preliminary and ndvanoc reports.-—Stal.lsl.ics for many of (he 
subj<'(*(s covered in (he census wi're releaswl lu several si'rle.s of 
pri'llmlnury and advance ri'poris. 'Phe llgurcs In tlu* preliminary 
and advinu'i* reports an* suia*rs(‘(led hy (lu* data in tlie (Inal 
n'ports. 

Population reports.—Population data are available for approx¬ 
imately llu* same tyiu's of areas Hint are covered in Volume I 
of (.be ll)(5(l IIouKliig reports. 'Plu* du(a. are published lu cliapters 
A, B, (I, and D which constitute jl!)(>0 Danws o/ Pojmlaticm, Vol¬ 
ume 1, (UuirdclerialioH of I,he Population. Tor the Thilted Stato.s 
and regions, detailed ('ri)s.s-i*laHsillcati()UK are provided in IIHIO 
(Jenaua of Population, Volume II, Reportu, (Series PO(2) 

reports). Some of the reports In Volume II include da.ta for 
Stnt.es and SMSA’s also. A more complete description of the pub¬ 
lication program of tlu* BMW) Census of I'opulatiou may be foimd 
lu any of t.hoia)pulutlon rejun'ts. 

AVAILABILITY OF UNPUBLISHED DATA 

During the proce.sslng of the. data for publication of Volume I, 
more dnl.u were talmla.tod than it was possible to print in the 
llnal ri'ixirts. Some of the unpublished data from the April 11M5() 
(‘nunieriition are for small areas .<jm:h as enumeration districts, 
census tracts, and minor civil divisions in untracted ureas. A 
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limited amount of additional data foi* housing units with non- 
white household heads has been tabulated but not published. For 
the larger area.s (iueluding SMSA’s, States, divisions, regions, 
and the United States), virtually all the data that have been 
tabulated are published. 


rhotoeopies of unpublished data can be provided at cost. Cer¬ 
tain special tabulations can be prepared on a reimbursable basis, 
Reque.sts for photocopies or for additional information should be 
addressed to Chief, Housing Division, Bureau of the Census, 
Washington 25, D.O. 


AREA CLASSIFICATIONS 


URBAN-RURAL RESIDENCE 

In general, urban housing compidses all housing units in urban¬ 
ized areas and in places of 2,500 inhabitants or more outside 
urbanized areas. More specifically, according to tbe definition 
used in the 1960 Census, urban housing comprises all housing in 
(a) places of 2,500 inhabitants or more incorporated as cities, 
boroughs, villages, and towns (except towns in New England, 
New York, and Wisconsin) ; (b) the densely settled urban fringe, 
whether incorporated or unincorporated, of urbanized ai’eas (see 
section on “Urbanized areas”) ; (c) towns in New England and 
townships in New Jersey and Pennsylvania which contain no 
incorporated municipalities as subdivisions and have either 25,000 
inhabitants or more or a population of 2,500 to 25,000 and a density 
of 1,500 persons or more per square mile; (d) counties in States 
other than the New England States, New Jersey, and Pennsylvania 
that have no incorporated municipalities within their boundaries 
and have a density of 1,500 persons or more per square mile; and 
(e) unincorporated places of 2,500 inhabitants or more (see 
section on “Places”). 

Housing not classified as urban constitutes rui’al housing. 
Rural housing compifises a variety of residences, such as isolated 
homes in the open country and homes in small villages and 
environs of cities outside urbanized areas. 

Tbe 1960 definition of urban is substantially the same as that 
used in 1950; the major difterenee between the two is the desig¬ 
nation in 1960 of urban towns in New England and of urban 
townships in New Jersey and Pennsylvania. The effect on housing 
classification arising from this change was actually small because, 
in 1950, most of the housing in such places was classified as ui*ban 
by Virtue of its location in an urbanized area or in an unincor¬ 
porated ui'ban place. In censuses pifior to 1950, urban housing 
comprised all housing in incoi-porated places of 2,500 inhabitants 
or more and areas (usually minor civil divisions) classified as 
urban under somewhat different special rule.s relating to popula¬ 
tion size and density. The net effect of the earlier definition on 
population counts has been measured and is published in 19li0 
Census of Population, Volume I, Characteristics of the Population. 

The most important component of the urban territory is the 
group of incorporated places having 2,500 inhabitants or more. 
A definition of urban territory restricted to such places, however, 
would exclude a number of equally large and densely settled places 
merely because they are not incorporated places. Under the 
definition used previous to 1950, an effort was made to avoid some 
of the more obvious omissions by the inclusion of selected places 
which were classified as urban under special rules. Even with 
these rules, however, many large and closely built-up places were 
excluded from, the urban territory. 

To improve its measure of urban housing the Bureau of the 
Census adopted, in 1950, the concept of the urbanized area and 
defined the larger unincorporated places as urban. All housing in 
urban-fringe areas and in unincorporated places of 2,500 or more 
was classified as urban in 1950 as well as in 1960. The urban 
towns, townships, and counties as defined for the 1960 Census are 
somew’hat similar in concept to the minor civil divisions classified 
as urban under special rules in 1940 and 1930. 


COUNTIES 

The primary divisions of the States are, in general, termed 
counties, but in Louisiana these divisions are known as parishes. 
Alaska is divided into 24 election districts, which are included in 
Volume I as the equivalents of counties. There are also a number 
of cities which are indeijendent of any county organization and 
thus constitute primary divisions of their States, namely, Balti¬ 
more in Maryland, St. Louis in Missouri, and 32 cities in Virginia. 
The District of Columbia, which is not divided into counties, also 
is considered the equivalent of a county, as are the three parts of 
Yellowstone National Park in Idaho, Montana, and Wyoming. 
There were 3,072 counties and parishes in the United States in 
1960 and 62 county equivalents, making a total of 3,134. 

The number of counties declined by three between 1950 and 
1960. Armstrong County, S. Dak., was annexed by Dewey 
County; Elizabeth City County, Va., was consolidated with Hamp¬ 
ton city; and Warwick County, Va., was consolidated with New¬ 
port News city. The number of county equivalents in conter¬ 
minous United States increased by five. Five cities in Virginia— 
Covington, Galax, Norton, South Boston, and Virginia Beach— 
became independent of county organization during the decade. 
Alaska was redistricted after 1950, and its judicial divisions were 
replaced by 24 election districts. Changes in the number of 
counties were fairly frequent some decades ago but have become 
progressively rarer. These changes, as well as changes of county 
boundaries, are listed in the notes to tables 6 and 7 in chapter A 
of the State parts of 1960 Census of Population, Volume I, Char¬ 
acteristics of the Population. 

PLACES 

The term “place” as used in reports of the decennial censuses 
refers to a concentration of population, regardless of the existence 
of legally prescribed limits, powers, or functions. Most of the 
places are incorporated as cities, towns, villages, or borough.s, 
however. In addition, the larger unincorporated places outside 
the urbanized areas were delineated and they are presented in the 
same manner as incorporated places of equal s,ize. Furthermore, 
unincorporated places within urbanized areas are identified if 
they have 10,000 inhabitants or more and if there was an expi-es- 
sion of local interest in their recognition. Finally, the town.s in 
New England and townships in New Jersey and Pennsylvania 
recognized as urban are also considered places (designated in the 
tables by “UT”). In the State chapters, data are presented for 
(a) incorporated places of 1,000 inhabitants or more, whether 
outside or inside urbanized areas, (6) uniucorporated places of 
1,000 inhabitants or more outside urbanized areas, (c) 
unincorporated places of 10,000 inhabitants or more inside urban¬ 
ized areas, and (d) those towns, townships, and counties recog¬ 
nized as urban. Statistics for places of 100,000 inhabitants or 
more are provided in the United States Summary chapter. 

Political units recognized as incorporated places in the reports 
of the decennial censuses are those which are incorporated as 
cities, boroughs, towns, and villages with the exception that towns 
are not recognized as incorporated places in the New England 
States, New York, and Wisconsin. The towns in these States are 
minor civil divisions similar to the townships found in other 
States and not necessarily thickly settled centers of population 


IKissfss :iutl 1 iiiiclurns siniilnr to {.lioso ol’ iacorixiruti'd 

lihu'cs, Iho touiisliiiis uro not. cluHsilh'd as "incorjKinUod 
'rUuN Homo uiiuor civil diviHioiis which urc' “incorponiU'd” hi oiu' 
h'Kal sense of lh(‘ word an* not, n'^arded h.y Uk* (’.('uhiih Ihin'jui a.s 
“iiicorjioralcd plnci's.” Wllhoul. IhiN ri'.slriel Ion all of tlu* (owun 
in tile New I'iuKlaiid Sinle.s, New York, and WiseoiiHiu mid tlu* 
lowushiiis ill N(*w .l(*rHe.v and I’eiiUHylvauia would he count(*d uh 
incorporated plac(*s willmnl. any con.sideralion of tlu* nature of 
population Hetll(*in(*ul. A nmnher of Iowiih and IowuhIUiih hi 
these Slalt*s do ipialify, li(iW('V(*r, as urban towns or l.ownships 
and in other,s tlu* d(*nH(*l.v Heltl(*d iiorlloiis an* r(*coj^MUi5ed us unin¬ 
corporated phic(*H or as parts of an urban frliififi*. 

In nioi-l Sla 1 i*.s, the lneori)oral(*d pla<'(*s form sabdivlsionH of 
ilu* minor idiil diiisions in which llu>y an* loeal.(*d. In other 
Slates, houevi'r, all or some of tlu* incorporal(*d plnc(*H an* tlu*in- 
setvc's also minor civil dlvi.sitms. SI. Ijouls, IbUlIniore, and .'Hi 
cities in \ irninia las of ItldO) were ind(*p(*nd(*nl of any county 
ora'anizalioii. In a number of ins|;inc(*s .such as l’hlla(I(*lphla, 
New iirlcaicj, and San l''ranclsco, Ilu* incorjiorated idaci* Is coex- 
len.sive with tin* i-onnly in which it is Iocal(*(l. New York dify, 
on Ilu* oilier hand. Is made up of tin* counties, ,\n ineorporal(*d 
l)lacc may la* located in two or more minor civil divisions or In 
two or inon* counties. Sinci*, however, incorimrated places an* 
clmrli'n'd liy a Stale, no iilaci* can be loeat(*d in two Slal(*s, and 
ad.Sidnina phu'cs of ilu* ,sanu* name in two Slal(*s an* ipdli* .seji- 
ariiie ineorporal imi.*.. 

In Ilu* lluiiM'(‘ii.'ius, Is.b.HH incorporated jiinces Wi'n* r(*eoKnixed 
(l.s.diil in coaicrminoas rnlled Stat(*s). Of lliesi* plac(*s, n,iH I 
\v(*ri* cillc;:, I,til l were bonuiKhs, ll.OS.'') \v(*re t.owas, and diHTH 
\v(*re villar.cs. Inaddilion, iL’.b urban towns and to\vn,*ddp,s and I 
niban (•onul.v were r(*<'oaui/.i*d as places. Of Ilu* lH,b,S,S incorpo¬ 
rated place:,, !),.S 71 had a poimlal ion of less I ban I ,(KM(; no .separate 
data for the place:; under I.IKIP arc provid(*d in Ilu* IlHiP Ilousiiif? 
reports. In Ilu* I'.l.'iP Censns, lT,l l."i Incoriioralcd idace.s w(*n' 
recoKiii/ed (IT.I Is In coul(*rnjinons Unlti'd Slat.(*s), of which 
il.si.’tbada populal ion of less I ban I,(Mid. 

An in Ilu* IP.Kt <'eii.sns, tlu* Ihireau dcllneal(*d, in advanci* of 
(*nnni(*ralion, bonndarli's for densely settled iKiimlallon e(*ul(*rs 
wlllnnil l•orporale limits. Wiieh nnlncorporali'd iilaci* (d(*Hlj;;'" 
naled In Ilu* lahl(*,s by " 11 ") possessi*:; a dellaili* nucleus id' r(*si- 
deiu'cs ami has its homularics drawn .so as to incindi*, if r(‘aslhl(*, 
ail Ilu* siirronmlina' clo.s(*ly ,set lied ar(*aH. In lirib, oid.V tho,s(* 
unim'orporalcd places outside urhanii^ed ar(*as W(*r(* reeo>fni 7 ,(‘d 
in llie census, liu'oi’iioratcd j)lac(*s were i<l(‘nli/l(‘(l wiu'llu'r in¬ 
side* or outside nriiani'/,ed ar(*a.s. In Ilu* 15 X 10 0 (*usus, 1,070 un- 
ineorporaled jdaci's of 1,000 inlialdlaiils or more wi*r(* r(*cn>^niz(*d 
(l.h^.s in (’(Mil(*nnlmms United Slal(*s). In the 10.00 (l(*usus, Ilu* 
corresponding' c<aml was 1,170 (l.I.'iO iu contt'rmiiious Uuit;(*d 
St ales). 

'I'lu* llam'<*s for a ijivi'ii i)lac(* apply to Ilu* IiouhIiij? within tlu^ 
lionndaries of (lu* place* al tlu* llnu* ed' the census, llemce*, t,he 
ineiie*aled change' from 10.10 to 10(10 r(‘th*ct,H Ilu* (‘iTecl. of any 
annexations or d(*laclnneid.s. Tlu*n* wi're* a gri'al. many ann(*xji- 
th>UK to cities in Ilu* de'i'Ude e>f the* 10 ; 10 ’s, ami some of tlu'iu In- 
volvi'd laiw* areas. To i)(*rniil. an anal.vsis of Ilu* hnpen-lance of 
Ilu* e'hauf^e* in boun(larl(*,s, population ll;'ur(*s for Ilu* 10,10 area ttnd 
fe»r aun(*xe*(l ar(*aH ed' lncorpe)ral(*d places are shown In l.able 0 
In e-hapl.(*r of the* Htafi* piirts of f!l(!0 (fcnHun of PoiiKlulion, 
Vednnu* I, ('li((nioh‘rislir» of the ropiilalioit. Ii’or uulu(;e(r]K)rnl;ed 
place's, Ilu* he>nndari('s hi many insl.auce's have e*han|'('d as l,lu^ 
e'enninunilles have* e*X'Piind(*d. 

URBANIZED AREAS 

The* nia.|or ohjee’llve* of Uu* Bureau of llui Ckuisua In elelin- 
(‘ul.lnf? urbiinizieul areuiH Wins to provide* a better neparution of ur- 


are*as al.sei. 'Flu'y correxspond to what, are called “e*oinirbations” 
in some* edlu*r e‘ountrie*s. An uvhani/e'd area e*onluins at: le*ast 
erne* city of .10,000 inhaliilants or more in lOOO,' as well as the* .sur¬ 
rounding: e*lo,s(>|y selth'd incorjieirale*d ]>lac(*s and unhicorporatcil 
are'us that me'e*l. I he* criteria liste'd he'lenv. An url>uni/,t*d are*a may 
be* Ihona'hl of as eliviele*d into the e‘(‘Ul.rat city, or ediie'.s, and (he; 
re*mainde*r eif the* are*a, or Ilu* urban frinj^e*. All houslnp; in an 
urh;itdze*d are*a is iueluele*d iu urban housing:. Statistie-.s, for 
urbaniy.eel iire'as ai>pe*ur in the* Slaile* e'hapt.ews of Vedume* 1. A imiji 
of e*ae‘li nrliani7e*el are'a iu a Btute*, if an.v, ajipe'ars at tlu* e*nel e)f 
Ilu* Stale* cliai)le*r, mul (lie* euuud.le's oi-jiarts of e*e)untie*.s iu wdiich 
e*acb are*a is leie'ute'el are* lisle*el em jiage* 2 e)f the State* e-hapten*. In 
Ilu* lOOO De'usus, 21.1 nrbanize*d are*as we're* Iele*nlilied iu the* TTnited 
Stale's. 

It. apiee'jire'd elesirable* to de*liiu*al(* Ilu* nrbaum'el are'as iu t(*rms 
id’ Ilu* loot) (le*n.sus re*.sulls rallu*r lliau on the basis e)f informathm 
available* prieer te) the* (’e'usu.s as was done* in 10.10. Pen* lliis imr- 
pose* a pcriph(*ral zeaio arenmd e'acU 151.10 urbauize'd area and 
aromiel e*ilie*s llial w(*re' in-e'snmably appreKtehinj? a population of 
.1O,(Xl0 was re*coani/,e*(l. Williiu Ilu* nniiu’orporate'd parts of this 
/.OIK* small e*iiuuu*raliein elislrie'ls we'i'e* jdaiineel, u.sually ine*luding 
ne) nuu’e* lliau one s(|mire mile* ed’ land area and an umre than 75 
Imnsing iinils,^ 

,\rrange*me'ids w’e*re imiele lei inclnde wil.hiu Uu; urhaui/a'd area 
lluise* e'limneral ieiii dislried's iiu'e'liug spe*ei(le*el criterin eif popnlii- 
tiou de'uslly as wu'll as adjace'nt lucorpewale'd place's. Siiu-e* the 
nrhani/,(*d are*u oidslde* hu*or|ieiral(*el plae-e*s wnis elelhu'd lu te'rms 
ed’ (*nmiie‘ralliai ellslrle’ls, the* hemndarie's eif the urlmnize'd are*a 
fur the* nieist. part feillow such fe'ature's as resiels, ,slre'e*ts, railroads, 
sln'Mius, aiiel other e’h'urly el(*1hu*(l line's which ma.v l>o easily 
lele'iililh'el by e'eii.sus e'tuuiu*ralors in the* lU'ld auel ed’te'u do not e;oii- 
form In Ilu* bmimlarlcs of iiolltical uniis. 

In aeldiilein to its es'iil.rul city eir cilh'.s, uu urbani7eel are'a cou- 
taliiH tliei folleiwlug types of cemliguonH are'iis whie-li loge*tlu*r con¬ 
st,it,ute Its urban fringe: 

1. liu'eirpeirat.e'el placeis with 2,500 iidiabltanl.H en* meire. 

2. Iiiceiriioral.e*ei i>laee*s with ie*Hs (Iiau 2,500 iulmbilants, pro- 
vieb'el e*acb lias a cleise'ly seiU.h'el area of 1.00 bousing uiills or iiiore*. 

I’eiwiiH In lUe* New lOngbuiel State's, lown.slups iu New .lerse'y 
Mini Pe'iuisylvaiila, ami e'ounl.le'H edsewhere wliledi are eibissilleel as 
urban. 

•I. lOnnnie'rallon dlstricls In uiiineieirporateel l.e*rrilory wilb a 
lioimlallmi de'iislly ed' 1,000 hihabilnnts eir menu* per seinnre* niile*. 
('I’lie are'as eif large* notireiside'iilhil l.rnels deveii.e'd to .snedi urban 
land use's as railroad yards, faeitorles, and eeineleriexs were 
e'xe'huleul In e*emipuUng the iiopubiUeni elemsity e)f an e*nnnK;ratleiu 
elisl rle*!:.) 

5. ()l,b(*r emuiiu'raUeiii districts lu unineeirpoiaitod terrlteiiy with 
leave*!* peipulatlou density preivieled that they served one e)f the 
feillowlng iiurpeises: 

a. '’I’o e'liniinate enolaves. 

l>. Tei e-loHO Indentations in t.he nrhaulsie;d areaw of one mile 

eir less aeiross the eipen ouel. 

e. link outlying c'lmmeratieai dlstriets of (inulifying den- 

slty that were no meire l.lum 11^ miles fremi the main beidy of 

the urbanlaod area. 

A single urbanized urea was established fen* cities lu the same 
standard uie*lro]K)lilan HtatlsUeal are'a if their fringe's aebloin. 
llrliaiiized iire'US With e-entriil cilk's iu elifE(*re*nt staiielard 
melroiHililau stutistietfd arcais are; not combined, except that a 

■' 'I’lu'Te; lire* ii few urliaiiizeul aroaH where; t]u;re* art* “t-win eie'utriil cities" 
lu'iilu'i* ed' whleili Iiiih a piiimlatioii of 50,000 or meire tint tluit have ii eeim- 
liliu'el luni'datliin of at least 50 , 01 ) 0 . See the Heetlori liedow on ‘‘.Staiularel 
im'lroiKilltuu HtatlHtleial areas" for furtluir ellHeusHlon of twin central 
e-ltie'H. 

«An ommieratleiii ellstrict (lOD) is a Hinall area assiRiu'e! tei uu enimiera- 
teir which must lu; canvussed aiiel re*iiorle*(l seiiarately. Tlic average BD 
eeintiiiUH auiiniximatoly 200 housing units. 
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single urbanized area was established in the New York-North¬ 
eastern New Jersey Standard Consolidated Area and in the 
Chicago-Northwestern Indiana Standard Consolidated Area. 

Relation to earlier censuses.—Urbanized areas were first de¬ 
lineated for the 1950 Census. In 1950, urbanized areas were 
estiiblished in connection with cities having 50,000 inhabitants 
or more according to the 1940 Census of Population or a later 
eonsiT.s prior to 1950; in 1960, urbanized areas were established 
in connection with cities having 50,000 inhabitants or more ac¬ 
cording to the 1960 Census of Population. For the 1950 Census, 
157 urbanized areas were identified (the identification being 
restricted to conterminous United States). 

The boundaries of the urbanized areas for 1960 do not con¬ 
form to those for 1950, partly because of actual changes in land 
use and density of settlement, and partly because of relatively 
miiijor changes in the rules used to define the boundaries. The 
changes in the rules were made in order to simplify the process 
of defining the boundaries; as a result of the changes, the 
area classified as urbanized tends to be somewhat larger than 
it would have been under the 1950 niles. The changes include 
the following: 

1. The use of enumeration districts to construct the urbanized 
ureas in 1960 resulted in a less precise definition than in 1950 
when, the limits were selected in the field using an individual 
city-type block as the unit of area added. On the other hand, 
the llKiO procedui’es produced an urbanized area based on the 
census results rather than an area defined about a year before the 
census, as in 1950. 

2. Unincorporated territory was included in the. 1960 urbanized 
area if it contained at least 1,000 persons per square mile, which 
is a somewhat different criterion from the 500 or more dwelling 
uni I s i)er .square mile of the included 1950 unincorporated areas. 

3. The 1960 areas include those entire towns in New England, 
townships in New Jersey and Pennsylvania, and counties that are 
claasiiiecl as urban in accordance with the criteria listed in the 
section on urban-imral residence. The 1950 criteria permitted 
the exclusion of portions of these particular minor civil divisions. 

In general, however, the urbanized areas of 1950 and 1960 are 
based on essentially the same concept, and the figures for a given 
urbanized area may be used to measure the housing gi-owth of 
that area. 

Relation to standard metropolitan statistical areas.—Any city 
in an urbanized area which is a central city of a standard metro¬ 
politan statistical area (SMSA) is also a central city of the 
urbanized area. With hut two exceptions, the names of the 
central cities appear in the titles of the areas. The central cities 
of the New York-Northeastern New Jersey Urbanized Area are 
the central cities of the New York, Newark, Jersey City, and 
Patersoxi-Clifton-Passalc Standard Metropolitan Statistical 
Areas. Likewise, the central cities of the Chicago-Northwestern 
Indiana Urbanized Area are tlie central cities of the Chicago and 
Gary-Uarnmond-East Chicago Standard Metropolitan Statistical 
Area.s. 

The urbanized area can be characterized by the physical city as 
distinguished from both the legal city and the metropolitan com¬ 
munity. In most cases, urbanized areas are smaller than SMSA’s 
and are contained in SMSA’s. However, in a few instances, the 
fact that the boundaries of SMSA’s are determined by county lines 
and tho.se of urbanized areas by the pattern of urban growth 
means that there are small segments of urbanized areas which lie 
outside SMSA’s. In general, then, urbanized areas represent the 
thickly settled portions of SMSA’s. Because of discontinuities in 
land settlement, there are also some cases in which a single SMSA 
contains several urbanized areas. 

Areas crossing State lines.—Like standard metropolitan statis¬ 
tical areas, urbanized areas are not confined within State bound¬ 
aries, nor within region or division boundaries. For urbanized 
areas which cross State lines, statistics are shown only in the 
chapter for the State in which a central city is located. 


STANDARD METROPOLITAN STATISTICAL AREAS 

It has long been recognized that for many types of analysis it 
is necessary to consider as a unit the entire area, in and around a 
city, in which the activities form an integrated economic and 
social system. Prior to the 1950 Census, areas of this type had 
been defined in somewhat different ways for different purposes 
and by various agencies. Leading examples were the metropoli¬ 
tan districts of the 1940 Census of Housing, the industrial areas 
of the Census of Manufactures, and the labor market areas of the 
Bureau of Employment Security. To permit all Federal statis¬ 
tical agencies to utilize the same areas for the publication of 
general-purpose statistics, the Bureau of the Budget has estab¬ 
lished "standard metropolitan statistical areas” (SMSA’s). 
Every city of 50,000 inhabitants or more according to the 1960 
Census of Population is included in an SMSA. 

The definitions and titles of standard metropolitan statistical 
areas are established by the Bureau of the Budget with the advice 
of the Federal Committee on Standard Metropolitan Statistical 
Areas. This Committee is composed of representatives of the 
major statistical agencies of the Federal Government. The 
criteria used by the Bureau of the Budget in establishing the 
SMSA’s are presented below. (See the Bureau of the Budget 
publication Standard Metropolitan Statistical Areas, U.S. Gov¬ 
ernment Printing Offlqe, Washington 25, D.C., 1961.) 

The definition of an individual standard metropolitan statistical 
area involves two considerations: First, a city or cities of speci¬ 
fied population to constitute the central city and to identify the 
county in which it is located as the central county; and second, 
economic and social relation.ships with contiguous counties which 
are metropolitan in character, so that the periphery of the specific 
metropolitan area may be determined.® Standard metropolitan 
statistical areas may cross State lines. 

Population criteria.—^The criteria for population relate to a 
city or cities of specified size according to the 1960 Census of 
Population. 

1. Eacb. standard metropolitan statistical area must include at 
least; 

a. One city with 50,000 inhabitants or more, or 

b. Two cities having contiguous boundaries and constituting, 
for general economic and social purposes, a single community 
with a combined population of at least 50,000, the smaller of 
which must have a population of at least 15,000. 

2. If each of two or more adjacent counties has a city of 50,000 
inhabitants or more (or twia cities under lb) and the cities are 
within 20 miles of each other (city limits to city limits), they will 
he included in the same area unless there is definite evidence that 
the two cities are not economically and socially integrated. 

'Criteria of metropolitan character.—The criteria of metropoli¬ 
tan character relate primarily to the attributes of the contiguous 
county as a place of work or as a home for a concentration of 
nonagricultural workers. 

3. At least 75 percent of the labor force of the county must be 
in the nonagricultural labor force.^ 

4. In addition to criterion 3, the county must meet at least one 
of the following conditions : 

a. It must have 50 percent or more of its population living in 
contiguous minor civil divisions ® with a density of at least 150 

3 Central cities are those appearing in the standard metropolitan statis¬ 
tical area title. A “contiguous” county either adjoins the county or 
counties containing the largest city in the area, or adjoins an intermediate 
county integrated with the central county. There is no limit to the 
number of tiers of outlying metropolitan counties so long as all other 
criteria are met. 

^ Nonagricultural labor force is defined as those employed in nonagri¬ 
cultural occupations, those experienced unemployed whose last occupa¬ 
tion was a nonagricultural occupation, members of the Armed Forces, 
and new workers. 

® A contiguous minor civil division either adjoins a central city in a 
standard metropolitan statistical area or adjoins an intermediate minor 
civil division of qualifying population density. There is no limit to the 
number of tiers of contiguous minor civil divisions so long as the mini¬ 
mum density requirement is met in each tier. 
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jx'rsoiis iK'r s(iuiin‘ mil(', in an uiilH-okcn (*hnii» of miiior civil 
divisions u'idi sticli ({('tisiiy ntdialfrom n <'(‘n(rnl ci(y in (In' 
area, 

l>. 'I'lic number ol’ nomD^ricuKtinil workers employed In (he 
connly nmsi etiiial al. hamt. 10 perc('nt of (be number ol' iion- 
aprricnl(m-al workers (‘m[doy('(I in (.lie connly coniainini? IIk' 
lar^a'si ci(y in du' area, or du' connly nnisl b(‘ (he place of 
(miploynu'id ol' 10,(MM) nmiaKriciiKural workers. 

c. 'I’lu* nonnKi'leiiKlira! labor force living: in die connly mns( 
<'ijual a( leasi 10 |i(‘rc<‘nl of (lu“ mnulMM' in (lu‘ nonaki'i<‘id(ui’al 
labor forc(' Hvinrr in (be connly conlalnlnK (he larfresl eily in di(‘ 
area, or (li(> connly imisl b(‘ die pbua' of resUhaici' of’a noii- 
aKnacullinail labor ('orc(> of 10,(MX). 

5. In .\’(‘w diiKiand, (lu'clly and 1 own an'adndni.sl I’ld Uady niori' 
Imiaa-lanl (ban (he eonnl.v, and da(a are compiled locally for such 
minor civil division, h, lli'ia', (owns and cilh's are (lie nnil.s us('d 
In (h'linhiK slnndard luelroindilnn slalisllcal arc'us. In New 
I'biKland, beenn,SI' snuilh'r nnils ar(' ns('d and mor(' r('H(ricl('d aia'as 
rcsiiK. a popnladon densily crilc'rlon of a(. leasi, 1(K) tK'rsous per 
Sfinnre mile Is iisc'd as IIk' ini'asure (d’ nii'li’opolilan cliai'neli'-r. 

Criteria of latetrrailon. 'Tin' crilt'ria of iidepfradon relalx' pri¬ 
marily (o lli(' ('xf.('id of ec'ononiie and social coniinimicalion 
beiw('cu (be oudylim eounlii's and cenlral coiirdy. 

(!. A connly is rea’aixb'd as lnle;.!-nil('d wllb (In'county or <'on)i" 
lies conlalniii}; (he cenlral cllh's of the area if ('itlna* (d’ l.lu' 
followinrr <'rlH'ria is me(.: 

a. l''if(ecn ()erren(. <d' (in' worlu^rs livinj? in ihe eounly work 
in llu' connly or ('onniu's conlalnink' c('n(ral ci(.l(',s of idu' ar('n, 
or 

1). 'l’w('u(y (lv(' iK'rci'id. of dm.sc workiip,' in Ihi' ('omnly Hv(' in 
(lie connly or conni.h's (‘onlainlnj^ ci'id ral cil.ii's of ihe ari'a. 

Only wlu'rc <ia('n for crKi'ria da and (lb arc' no! eimclusivi' an' 
olher rcbilcd (ypc's of infonmilion used ns in'cessary. 1’liis infor- 
madon inclndc's such Keins as jivcrak<' (('b'lilione calls per snb- 
.serilx'r p(‘r nionUi from (he connly (o l.tu' r'onaly e()nl.ainin)jf e('n" 
(nil eiIll's of (ho arc-ii; perei'iil, of die popnbillon In (he connly 
loeali'd In (he eeiilnil eily leleplimie ('xehaiifj:!' area; iiewsjiajx'r 
elrcnlalloii ri'isirls pri'pared hy die Audi!. Uiiri'aii of'(llrenlalioii; 
analysis of eharf^i' aceonnls In relall slori's of eeninil etdi's (o 
deli'i’iiiliU' (he ('xleiil of (heir use hy residenls of idle eonii)jrnons 
roiinly : (b'llvery si'rvlci' iirael.Iei's of relnil sl.ori's In cenl ral ellb's: 
(dlleial (rallle eiamls ; idle ('Xli'iil. id’ public (ransporladoii faeilliii's 
In openilloH Ik'I.wci'JI ei'iilral eil.les and eoiiimiiiiMb's In (be 
eon(ij.CUouH cmiidy : and (In' exienl. l,o wlileli loeiirpbiiinlii)^ j^rmips 
and ol Iii'r civic orjraiilzadons operal.e jidiil l.y. 

Criteria for titlea. 'riie erlli'rla. for lltU's ndaU' primarily to 
(Iu'sl'/(' and muiiln'r of central cltb'S. 

7, 'Pill' eoniplele lllh' id’ an SMSA Ideiililb's l.iu'cenlral <'ll.y or 
cKies and die Sliitc' or Nlales In wlileh the HMHA Is locab'd: 

a. 'rii(' iianu' of dii' slaiubird inelropolKiuii stadstlcal area 
Includes (lial. of (lii' iurj^i'sl, city. 

b. 'Pile iiddidoii of uji (,o (wo cHy iiianu's maybe made In llu' 
area (Kle, on .(be iiasls and In (lie ord('r 'of the' following 
erlli'rbi: 

(1) 'Plu' addlllonal eily lias a(. U'usl. libO,()()() liihablliuiils. 

(2) d'lK' addllbiiial eily bus a pofiubidon of oii('-(,Iilrd or 
more of (hat of (lie larj^esl. eily nml'a, niinlmnm popnlal.ion of 
2n,0(H), ('xci'pl. dint bodi eily names tirei used In itbose in- 
slances wlii're eltU's ((nallfy under criterion lb. (A cil.y wbieh 
(luiililb'd as n siH'omlary ei'iitral ei(;y in IDfiO but wliieli does 
iiol, (luallfy ill HMk) lias bi'cn (ii'inporarlly ndialiiod ns a emitral 
eily.) 

e. Ill addilion do eily mimes, tiu' ar<vu il.ldes will eiml.niu tlie 
name of (lie Mlal.i' or States in wbieb tlio area Is lowited. 

Inside and outside SMSA’s.—Separate (ip;uroH for lionsiiif? units 
iiisidi' and oulside SMSA’s are provided for the United States as 
a wiiolo, mieb region, unci caeli jceoxTrupbic division In iiie United 
Sl.ati's Summary chapter, and for each SUite in tlie Sl.a(;o cinipters 
of Volimu' 1. The stadsth's for lionshiff units “iiisldo SMSA’s” 
for die 'total United Staln.s are for 'tlie total of die 212 SMSA’s in 
the United States. Similarly, the statistics for “inside SMSA’s” 
for a region, division, or State are for the total of die SMSA's, 'or 
parte of SMSA's, wl(;biii the respective region, division, or State. 


Slal.istics for c'acb of tlie 212 SMSA’s are provided in tlie State 
cbaiil.ers of V'ohiiuo I; ,and 'sl-atislics for each of i:he 11)0 SAlSA’s 
of ;i()(),()(K) inluibitiiute or more are provided in the United St.ates 
Smuiimry clmptcw. A map sliowing (.be IfKiation and boundaries 
of SMSA's widiiii a State, if any, is included in the individual 
cbap(.er for llu' Stale, and (,be 'constituent parts of tlie SAlSA’s 
are Itsli'd on page 2 of the respiicl.ive Sljite cliuptoivs. A map 
showing (.he location and name.s of alL the'SMSA’s in '(.be United 
'States is included in tlie United Sl.a'lc'.s Summazy I'liapI.er. 

SMSA’s crossing State lines.—In die State cliaiiter.s, da (.a for 
SMSA'.s are shown iu tables .12 to ,17. For SMSA’.s tliul, cross 
Sliato lines, Iho full detail is shown iu 'die cliapler for oncli Sl-uto 
in wlileh a eeutrnl city is located. In the State not containing a 
central eily, '(.lie detail is shown 'Only for (.he iKiition of die 'SMSA 
loeali'd in that S|-.n(.c, with a tolal coLumn for die porlioii in the 
other Sl.n(e (or Sl.ates) •and a i(:otal column for die entire SMSA. 
In (,iil>l(‘ 1, ,of '(he Slni.e clmpters, only the 't(>l;al for the entire 
SMSA ami '(.be port,ion for that Sl.at.e ai*o given; in tallies H niui 
.'HI to -l^, (.be (Igures for tlie entire SMSA are sliown iu t.lie cliapter 
for each Slal'.i^ containing pai-t of an SMSA. 

Eolation to earlier censuses.—In lOoO, data were presenteil for 
standard mel.ropolitan areas (SMA's) which were estalili.slied in 
coniK'cl.ion with cides of ,70,000 iiilinl)il;ants or moi-e in 10.70. Iu 
,1!M0, a somewhat similar type of area called (ho “metropolitan 
dlsl.rict” was used. In 11).7N, die criteria for delineating SMA’s 
were revised by (he Uureau of dui Hndget, and in 1051) ttie tiron.s 
wen^ designal.od as slnndard metropolitan sl:atis( ic'ai ni*eas 
(SMSA’s). In smne cases, the l!)(i0 SMSA has (.he same bound¬ 
aries as (he 10.50 SMA; in olhers, parl.s Inive Iieon added or de- 
lel.i'd. The designal,lou of the cenlral cLdes also has eUaiigwl for 
smne arc'as. ’.Phe relal.ionsliip can he ri'adily dolienulned by com¬ 
paring l.iie 1!)(10 and 1050 boundaries for the iiarl.icuUir area. 

la l!)51), a lolal of HiS slaudard mi'lropolitan areas weri' identl- 
lled iu ('onlermlnouH Unll:ed Slal.es, and die Ilonoluln SMA was 
Idi'iidlled In Hawaii. A few of the lOnO SMA’s were split into 
sevi'ral SMSA’s for 10(i0. Some enllrely new SMSA's were added 
(;o (.iKi uu'tropolKaii l.erritoxy of the exisllng SMA's; in (.eriiis of 
(,hei lOfiO eonnls, du^ net addil ion resulting from the designation 
of new melropolll.au (errl(;ory and changes iu houndarh's 
ninonnted to approximately (5 percent of the total units in Ihe 
,10.50 SMA’s. Ill (.he I.ext (nbh's iu llu; United Stal;<;s Summary 
cimpl.w', 1050 data for “inside SMSA’s” are for the 21.2 areas as 
didlued for (he 10(|0 (.lensus; 1,0.50 data for “in ceiil’.ral cll.ies” are 
for (,Ue ('('iitral clUes as deilnod for the 1000 SMSA’s hut with no 
adjuHluK'ut for chaiigim in city llniillH since 1050. 

STANDARD CONSOLIDATED AREAS 

Iu view of (In; siK'cial importance of (-.he metropolitan (unuplexes 
around Nmv York und Chicago, the Nation’s largest cities, several 
conl.lguouH SMSA’s and additional counties that do not appear to 
nu;ol; the formal Integrat.ion criteria hut do have strong inter- 
relatlonslups of other kinds have been combined into the New 
York-Northeastoru New Jersey and Chicago-Northwestern In¬ 
diana Standard Oousolidated Areas, ro.spectively. Tlio former 
is identical with the New York-Northeastein New -Tersey SMA 
of 10.50, and the latter cormspoiuls roughly to the Chicago SMA 
of 1050 (two more counties having been added). 

Dal a for (.lie standard con.solidated areas appear only in the 
chapters for Now Yorlc and New Jer,s(;y and in the chapter.s for 
IllinoLs and Indiana, The constituent parts of the areas are 
listed on page 2 of the respective chapters. The New York- 
Northoastern New Jersey Standard ConsoIldatcHl Area comprises 
four SMSA’s and two additional counties; the Cliicugo-Nortli- 
westorn Indiana Standard Consolidated Area comprises two 
SMSA’s. 
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States and Small Areas 


DEFINITIONS AND EXPLANATIONS 


The definitions and explanations of terms should be interpreted 
in the context of the 1960 Census procedures for collecting the 
data. Data were collected by a combination of self-enumeration, 
direct interview, and observation by the enumerator. 

Items to be filled through self-enumeration appeared on forms 
which were supplied to households with the request that the 
household members themselves complete them. A few of the 
questions appeared on the Advance Census Report (ACR), which 
was to be filled and held until the enumerator called. Most of 
the questions, however, appeared on the Household Question¬ 
naire,® which was to be filled and mailed directly to the census 
oflBce. In completing the self-enumeration items, the respondent 
had the explanations and wording that were printed on the forms. 
His answers were accepted unless the enumerator found it neces¬ 
sary to clarify or correct them. 

If the self-enumeration form was not filled or if the answers 
were incomplete or inconsistent, the enumerator obtained the in¬ 
formation through direct interview and recorded it directly on a 
DOSDIC schedule, a form specially designed for electronic data 
pi'ocessing (see section on “Collection and processing of data”). 
The enumerator was instructed to read the questions from the 
DOSDIC schedule and record the replies as given. If the respond¬ 
ent did not understand a question, the enumerator was to explain 
it based on his understanding of the definitions and instructions 
in the Enumerator’s Reference Manuals. If the respondent’s 
replies were incomplete or inconsistent, the enumerator was in¬ 
structed to ask additional questions. 

Information for vacant units was obtained by the enumerator 
largely from owners, landlords, neighbors, or other persons pre¬ 
sumed to know the situation and the enumerator recorded the 
information directly on the FOSDIO schedules. A few items, 
including condition of unit, were always determined by the 
enumerator on the basis of his observation and, therefore, did 
not appear among the self-enumeration items. 

The intent of the questions on the two types of forms is the 
same, although the wording of some of the questions and response 
categories on the direct-inteiwiew forms is briefer than on the 
.self-enumeration forms. Furthermore, the direct-interview forms 
omit many of the instructions given on the self-enumeration 
forms. The differences, however, probably do not contribute in 
any important way to a lack of comparability of the data obtained 
from the two methods of enumeration. Through the use of the 
self-enumeration forms, respondents were given more uniform 
explanations of some of the questions than would have been pos¬ 
sible in direct interview. On the other hand, the less detailed 
wording on the direct-interview forms was supplemented by the 
instructions given to the enumerator. 

The questions and response categories used in self-enumeration 
compared with those used by the enumerator in dii-ect interview 
are exhibited in the sections which follow. A general explana¬ 
tion appeared on the self-enumeration forms to the effect that the 
term “house” or “apartment” covered the house or part of the 
house the respondents occupied, or the apartment, flat, or rooms 
in which they lived. The explanation also pointed out that items 
on year built, sewage disposal, basement, and elevator in struc¬ 
ture pertained to the whole building in which the respondents 
lived. In using the direct-interview forms, the enumerator was 
instructed to sub.stitute an appropriate term for the word “unit,” 
such as “house,” “apartment,” “flat,” or “rooms.” The proce¬ 
dural instructions and the arrangement and sequence of the ques¬ 
tions as they appeared on the forms are illustrated in the ap¬ 
pendix to the United States Siunmary chapter of Volume I. 

« The Household Questionnaire was used only in areas where the two- 
stage enumeration procedure was followed. In single-stage areas, these 
items were filled through direct interview. See section on “Collection 
and processing of data.” 


The definitions that follow conform to those provided in the 
Enumerator’s Reference Manuals. They indicate the concept 
that was intended, whether the information was provided through 
self-enumei*ation or obtained by direct interview. Definitions 
from the 1950 and earlier censuses also indicate the concepts that 
were intended, with direct interview as the method of enumer¬ 
ation. Excerpts of instruction.s from the 1960 Enumerator’s 
Reference Manuals are contained in the appendix to the United 
t^tates Summary chapter of Volume I. For the most part, the 
excerpts do not include instructions for items to be filled by self¬ 
enumeration. 

Instructions from the 1950 Enumerator's Reference Manual, 
aud the schedule used iu the enumeration, are reproduced in the 
appendix to the United States Summary chapter of 1950 Cchhus 
of Homing, Volume I, General Characteristics. 

Some of the definitions used in 1960 differ from those used in 
1950 and earlier, as indicated below in the explanations of the 
items. These changes were made after consultation with users of 
liousing census data to improve the statistics even though it was 
recognized that comparability would be affected. Statements on 
comparability with 1950 and earlier censuses do not always apply 
specifically to Alaska and Hawaii; the subjects and concepts ap¬ 
plicable to the censuses in these two States are discussed in the 
section “Housing data for Alaska and Hawaii.” 

As in all surveys, there were some failures to execute the in¬ 
structions exactly, regardle.ss of the enumeration procedures 
applied, and some erroneous interpretations have uudoubtedly 
gone undetected. 

LIVING QUARTERS 

Living quarters were enumerated as housing units or group 
quarters. Usually a housing unit is a house, apartment, or flat. 
However, it may be a trailer or a room in a hotel. A structure 
intended primarily for bu.siness or other nonresidentlal use may 
also contain a bou.siug unit; for example, the rooms in a ware¬ 
house where the watchman lives, or the living quarters of a mer¬ 
chant in back of his shop. Group quarters are found in institu- 
tion.s, dormitories, barracks, rooming houses, and other places 
where the occupants do not have separate living arrangements. 

Housing unit.—A house, an apartment or other group of rooms, 
or a single room is regarded as a housing unit when it is occu¬ 
pied or intended for occupancy as separate living quarters, that 
is, when the occupants do not live and eat with any other per¬ 
sons in the structure aud there i.s either (1) direct access from 
the outside or through a common hall, or (2) a kitchen or cooking 
equipment for the exclusive use of the occupants of the unit. The 
occupants of a housing unit may be a family or other group of 
persons, or a person living alone. 

Trailers, tents, boats, and railroad cars are included in the 
housing inventory if they are occupied as hou.siug units. They 
are excluded if they are vaeaut, used only for extra sleeping space 
or vacations, or used only for business. Hotel accommodations 
are housing units if they are the usual residence of the occupants. 

Both vacant and occupied housing units are included in the 
housing inventory. Vacant quarters are excluded, however, if 
they are still under construction, being used for nonresidentlal 
purposes, unfit for human habitation, condemned, or scheduled 
for demolition (see section on “Vacant housing unit”). 

Determination- of housing unit. —Occupied living quarters 
were classified as housing units on the basis of information sup¬ 
plied by household members on the Advance Census Report 
(ACR) and questions asked by the enumerator where necessary. 
Identification of vacant housing units was determined by the 
enumerator, through observation and questions asked of the 
owners, landlords, or neighbors. 
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HOUSING UNIT DETERMINATION 

Self-cnumerali 07 i Direct interview 

a. Does more than one family live a. Does more than one family live 

in this home? in this home? 

Yes □ No □ 

b. (//yes) Do they live and eat b. (//yes) Do they live and eat 

with your family? with the family, or do they have 

Yes □ No □ separate quarters? 


c. Please be sure to list— 

All members of your family living 
with you, including babies. 

All other relatives living here. 

Lodgers and boarders living here. 

Servants, hired hands, others not 
related to you who are living 
here. 

Anyone else staying here but who 
has no other home. 


e. Do you have a kitchen or cooking 

equipment— 

For use of the people in your 
household only (those you 

listed)... □ 

Shared with another house- 
hold or no cooking equip¬ 
ment. □ 

f. Does anyone else live in this 

building or anywhere else on 
this property? 

Yes □ No □ 

g. As far as you know, are there any 

vacant apartments or vacant 
rooms for rent in this building 
or elsewhere on this property? 
Yes □ No □ 


c. What is the name of the head of 

this household? 

What are the names of all other 
persons who live here? 

(Before listing “other relatives” 
or “nonrelatives,’’ find out if 
they have separate quarters^ 

Determination 
by enumerator 

d. Access to unit 

Direct from outside or com¬ 
mon hall. O 

Through another unit. O 

Direct interview 

e. Kitchen or cooking equipment 


For exclusive use. O 


Shared or none. O 

f. Does anyone else live in this 
building or elsewhere on this 
property? 


g. Are there any vacant apartments 
or any vacant roams for rent? 


h. (Ask about next unit) Name? 
No. of people? When home? 
(If vacant) Whom to see? 


In IlUiujJT lint AOR, tlio reHpoiiclent made tlie inititil def.er- 
inluiition oi’ Uie liouKinK unil.. 'I'lie lliial dotenuyiation \V51K made 
by llu' (Mitinu'niUir a.s ho foUowod the protiedure outlined on the 
h'( )S1 )I(; .sc‘h(Hinl(‘. The dt'clKion uh to what constituted a hon.'^ing 
unit. wa.s imido: on t.he ImusIh oi! the living arrtingements of the 
octmpjinls JUKI not on relatioiisliip. 

Sonu' of the (luestions on the FOHDIC .schedule piiralUd those 
on th(! .Mtdf-tmuinefjilion foi-in (ACR) a.s indicated below. For 
llu'.se (iiK'.sl ions, the euumoviitor referred to the ACR for the 
answers. If only oiui family lived in the house, the (Uimnerjitor 
regJU'ded lh(‘ (luarters as one housing unit and no further probing 
vvjis lU'cj'ssjU'y lo determine whether the (piarters were “separate” 
(luarters. (In such (arnes, dlrettt access and separate cooking 
faeiliti(ss \v(u-(' la'giirded as oharacteristic.s of the housing unit 
rjither thjiii criku'iji of .sti^iairatene.s.s.) If there was evidonee of 
additional .separaU' (lunrters, such as a second mailbox or dcaa-bell, 
or th(( pr<'senc(‘ of ollua- relatives or nonrelatives, the enumerator 
WJJH lo delernliIU^ whether tlnme were additional housing units (m 
tlio hiisis of eithin’ direct a(‘('ess or separate cooking facilitie.s. 
Quiirters Hull did not. meet either criterion were not considered 
suilicienlly .sepjiiaite to qiuilify as hou.sing units. Quarters who.se 
o(!Cupaul.s shared living jirrangements were combined into one 
housing unit (luih'ss the combined (piarter.s contained five or more 
ix'rsons unrelated to the head, in which case the quarters were 
(ronsidered group quarters). 

As ii final step in the detei'inlnation of .separate housing units, 
the (UiumerJitnr avjis instructed to take account of the respondent’s 
answers to questions al)Out other quarters on tlie property. 

Living quarters are regarded as having direct aocetts if the 
entrance is direct from t.he outside of the structure, or through a 
common Inill, lobby, or vestibule used by the occupants of more 
than one unit. The hall, lobby, or vestibule must not be part of 
Jiuy unit, but must be clearly separate from all units in the struc¬ 
ture. Living quarters have access through another unit when tlie 
only entrance to the room or rooms is through a room or hall which 
is part of the other unit. 


A kitchen is defined as a room used primarily for cooking and 
the preparation of meals. Cooking equipment is defined as (1) 
a lange or stove, whether or not it is regularly used, or (2) other 
equipment such as a hotplate or electrical appliance if it is used 
for the regular preparation of meals. Equipment is for exclusive 
used only by the occupants of one unit (see also section 
on Exclusive or shared use”). Vacant units are considered to 
have cooking equipment if the last occupants had such equipment. 

Hotel, viotel.^ Occupied rooms or suites of rooms in hotels, 
motels, and similar places are classified as housing units only 
when occupied by usual residents, i.e., persons who consider the 
hotoi as their usual place of residence or have no usual place of 
lesideiice elsewhere. Vacant rooms or suites of rooms are classi¬ 
fied^ a.s hou.sing units only in those hotels in which 75 percent or 
nioie of the accommodations are occupied by usual residents. The 
(5-percent limit is an arbitrary rule, the intent being to- exclude 
from the housing inventory those quarters usually occupied by 
transient guests. 

The distinction between hotels and rooming houses in the 1960 
Census was made by the enumerator generally on the basis of local 
usage. 

^ Rooming house, boarding house .—If any of the occupants 
in a rooming or boarding house have separate quarters and do 
not share living arrangements with other occupants in the struc¬ 
ture, such quarters are considered separate housing units. The 
lemaining quarters are combined. If the combined quarters 
contain four or fewer roomers unrelated to the head, they are 
c^lasiSified a,s one housing’ unit; if the combined quarters contain 
five or more roomers unrelated to the head or person in charge, 
they are classified as group quarters. In a dormitory, residence 
hall, nurses' home, or similar place, living quarters of the super¬ 
visory staff arci separate housing units if they satisfy the hous¬ 
ing unit criteria; other living quarters are considered group 
quarters. 

Institution .^—Living quarters of staff personnel are separate 
housing units if they satisfy the housing unit criteria. Other 
living quarters are considered group quarters (see section on 
“Group quarters”). 

Gompaj'ability with earlier censuses .—Irr 1950, the unit of 
enumeration was the dwelling unit. Although the definition of 
“housing unit” in 1960 is essentially similar to that of “dwelling 
unit” in 1950, the housing unit definition was designed to encom- 
pjis.s all private living quarters, whereas the dwelling unit 
definition did not cover all private living accommodations. In 
1950, a dwelling unit was defined as (1) a group of rooms oc¬ 
cupied or intended for occupancy as separate living quarters and 
having either separate cooking equipment or separate entrance; 
or (2) a single room occupied or intended for occupancy as sep- 
ax-ate quarters if (a) it had separate cooking equipment, (b) 
it was located in a regular apartment house, or (c) it constituted 
the only living quai-ters in the structure. 

The main difference between housing units and dwelling 
units i.s in the treatment of one-room quarters. In 1960, sep¬ 
arate living quarters consisting of one room with direct access 
but without separate cooking equipment qualify as a housing 
unit whether in an apartment house, rooming house, or house 
converted to apartment use. In hotels in 1960, a single room 
qualifies as a housing unit if occupied by a pei*son whose usixal 
resideuce i.s the hotel or a person who has no usual i*esidenee 
el.sewhei-e; a vacant room (including quarters temporarily oc¬ 
cupied by a nonresident) qualifies as a housing unit only if 75 
percent or more of the accommodations in the hotel are occupied 
by usual residents. In 1950, a one-room unit without separate 
cooking equipment qualified as a dwelling unit only when located 
in a regular apartment house or when the room constituted the 
only living quarters in the structure. In hotels in 1950, oc¬ 
cupied and vacant quarters that satisfied the dwelling unit cri¬ 
teria were included in the housing inventoi^y only if more than 
half the accommodations in the hotel were for permanent guests ; 
if less than half, none of the quarters were included in the hous¬ 
ing inventory. 

Data on access and cooking facilities of one-room quarters 
are given in 1960 Census of Housing, Volume II, Metropolitan 
Housing. As explained above, separate living quarters contain¬ 
ing one room with direct access but having no separate cooking 
equipment Avere housing units in 1960 but would not have quali¬ 
fied as dwelling units by the 1950 definition unle.ss they Avere 
located in a regular apartment house or were the only living 
quarters in the structure. Approximately one-half million oc¬ 
cupied units, amounting to about 1 percent of the housing inven¬ 
tory in the United States as a Avhole, were 1-room units AAdth 
direct access but with shared or no kitchen or cooking equipment 
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States and Small Areas 


(tablo 8 of Volume II). For the most part, the tmits were I'enter 
txieupiod, uml roughly four-fiftlis of them were located inside 
staiularcl metropolitan statistical areas. It is not possible to 
deteriiiiiie what portion would tpialify as “dwelling units” since 
there iw no measure of the munber of units in regular apart¬ 
ment houses or the number that are the only living quarters in 
the structure. 

'^riie evidence thus far .suggests that the use of the housing 
unit; euncept in 1060 instead of the dwelling unit concept as in 
lOno had relatively little effect on the counts for large areas and 
for l.ho Nation. Any effect which the change in concept may have 
on <!ouii)ar!il)ility can he expected to be greatest in statistics for 
certain census tracts and blocks within metropolitan ureas, 
hiving (luarters classilied as housing units in 1960 but which 
would not have been classified as dwelling units in 1950 tend to be 
clusl.ercd in tracts and blocks where many persons live separately 
in single rooms in hotels, rooming houses, and other light house- 
kc.'oping (luartors. In such areas, the 1960 housing unit count 
for an individual tract or block may be higher than the 1950 
dwelling unit count even though no units were added by new 
con.stannrtiou or conversion. 

In the 1940 Census, a dwelling unit was defined as the living 
(piarters occupied, or intended for occupancy, by one house¬ 
hold. A household consisted of a family or other group of per- 
son.M living together with common housekeeping arrangements, 
or a i)erson living alone. The instructions to the enumerator 
did 'Uol, explicitly define living quarters as separate units on the 
hUHi.s of cooking equipment or access. Furthermore, living quar¬ 
ters with five lodgers or more were included in the 1940 housing 
inventory but excluded in 1950 and 1960. Even though there 
\v('r('‘ differences in the delinitifins used in each of the censuses, 
the overall effect of the change in definition is believed to be 
Hiuall. The differences, if any, would have the greatest effect on 
dal’a for small areas such as census tracts or blocks. 

8't.atistic.s on the number of occupied units (identified as 
“families” in the early censuses) are available from the Cen- 
sus('H of Population from 1930 back to 1890, with limited data 
hack t.o 1850. The term “family” or “home” used in these cen¬ 
suses is essentially comparable with the current term “housing 
unit” (see section on “Occupied housing unit”). 

anm.para'biKtv with 1959 Components of Inventory Change 
sm'vev -—III the Components of Inventory Change survey, a sample 
survey eondueted in December 1959 as part of the 1960 Census of 
Ilousiiig, the “dwelling unit” was the unit of enumeration, the 
dwelling unit being defined as in 1950 (see 1960 Census of Sous¬ 
ing Volume IV, Components of Inventory Change, Part lA-1, 
United States and Regions). The dwelling unit was used in the 

1959 survey so that change between 1950 and 1959 could be 
measured oil a unit-hy-unit basis. 

For the United States as a whole, the estimate of the number 
of dwelling units from the December 1959 sample survey is 
58,408,000 and the count of housing units from the April 1960 
(k'UHUS is 58,320,000. For metropolitan areas, however, the 
counb of liousing units from the April 1960 enumeration for the 
17 areas for which separate data are provided in Volume IV is 
slightly higher than the count of dwelhng units from the Decem¬ 
ber 1959 survey; there is evidence that this difference exists even 
after allowance for sampling variability of the 1959 estimate and 
dates of enumeration. Furthermore, the estimate from the April 

1960 enumeration of the number of 1- and 2-room renter-occupied 
housing units in the 17 areas is higher than the estimate of 
dwelling units in the comparable category from the December 
1959 survey. 

As indicated above, the housing unit concept is more inclusive 
than the dwelling unit concept. The effect of the conceptual 
difference alone, however, may not be revealed by the results of 
two separate surveys or censuses. Other factors which affect 
comparability between the December 1959 and the April 1960 
figures include the different enumeration procedures employed, 
the degree of oyer enumeration and under enumeration in both the 
survey and the census, the estimation procedure used for the 1959 
re.sults, and the sampling variability of the 1959 estimates. The 
results of the two enumerations are being evaluated in more 
detail to determine the relationship between the two concepts. 

G-roup quarters.-— Occupied quarters which do not qualify as 
housing units are considered group quarters. They are located 
most frequently in institutions, hospitals, nurses’ homes, rooming 
and boarding houses, residential clubs, missions and flophouses, 
military and other types of barracks, college dormitories, frater¬ 
nity and sorority houses, convents, and monasteries. Group 
quartei's are also located in a house or apartment in which the 


living quarters are shared by tbe head and five or more persons 
unrelated to him. Group quarters are not included in the housing 
inventory; therefore, counts and housing characteristics of such 
quarters are not reflected in the data in any of the housing re¬ 
ports. The 1960 concept of group quarters is similar to the 1950 
concept of nondwelling-unit quarters. 

According to the results of the 1960 Census of Population, ap¬ 
proximately 4.9 million people or 2.8 percent of the total popula¬ 
tion of the United States lived in quarters not defined as housing 
units. In 1950, the number of persons whose quarters were not 
included in the dwelling unit inventory was 5.7 million or 3.8 
percent of the total 1950 population. The 1950 figures are not 
entirely comparable with the 1960 figures; it is probable, due to 
the change iu definition from “dwelling unit” to “housing unit,” 
that some 1-room quarters which were housing units in 1960 
would not have been dwelling imits according to the 1950 defini¬ 
tion. 

OCCUPANCY CHARACTERISTICS 

The questions used to ascertain occupancy characteristics of 
housing units are shown below. The items on persons, color, 
and tenure appeared as self-enumeration items on the Advance 
Census Report; the item on year moved and the questions 
related to farm-nonfarm residence for occupied units appeared 
as self-enumeration items on the Household Questionnaire, 
which was used in two-stage areas. The direct-interview 
questions appeared on the POSDIO schedule. Vacancy status, 
duration of vacancy, and the number of acres in the place for 
vacant units were determined by the enumerator through in¬ 
formation obtained from owners, landlords, or neighbors. 

Occupied housing unit.—A housing unit is “occupied” if it is 
the usual place of residence of the person or group of persons 
living in it at the time of enumeration. Included are units occu¬ 
pied by persons who are only temporarily absent, such as per¬ 
sons on vacation. Units occupied by persons with no usual place 
of residence are also considered “occupied.” For example, a unit 
occupied by migratory workers who have no usual residence else¬ 
where is considered occupied; however, if the migrants have a 
residence elsewhere, the unit in which they are temporarily living 
is classified as vacant. 

A household consists of all the persons who occupy a housing 
unit. By definition, therefore, the count of occupied housing units 
is the same as the count of households in the 1960 Census of 
Population reports. In some cases, however, there are small 
differences in the counts resulting from processing procedures. 
(The ratio estimation procedure for population data was carried 
out for groups of persons on the basis of age, color, sex, head of 
household by tenure of unit, and nonhead; the estimation proce¬ 
dure for housing data was carried out for groups of housing units 
on the basis of tenure, color, and vacancy status; see section on 
“Ratio estimation.”) 

The same definition for classifying a unit as occupied was 
used in the 1950 and 1940 Censuses of Housing. The concept 
of occupied units in the Censuses of Population in 1930 and 
earlier, although identified as “homes,” “families,” or “private 
families,” are also essentially comparable with the 1960 concept 
of occupied housing units (or households). The counts in some 
of tbe earlier censuses included group quarters (or quasi-family 
groups), with each institution, rooming house, and similar quar¬ 
ters counted as one unit. 

Population in writs .—^The “xmpulation in housing units, 1960 
is the total count of persons living in quarters classified as hou^ 
ing units; it excludes persons living in group quarters. The 19W 
figure for “population per occupied unit” was computed by 
ing the po>pulation in housing units by the number of^ occupi^ 
imits. When this figure is tabulated from a sample, it is subjem 
to some sampling variability (see section on “Sample design an 
sampling variability”). 




PERSONS, COLOR 


iS’fi If-fin nr limit ion 

P2. Nome; of persons living here on 
April 1, 19<W), and those staying 
here who have no other home. 

Write, naint'.n in thin order: 

Head of household on first line. 
Wife of head. 

Unmarried children, oldest first. 
Married children and their families. 
Other relatives. 

Others not related to head of 
household. 


P5. Is this person— 
White 
Negro 

American Indian 

Japanese 

Chinese 

Filipino 

Hawaiian 

Part Hawaiian 

Aleut 

Eskimo 

(etc.) 


FARM-NONFARM RESIDENCE 


Direct interview 

P2. Name—Enter last name first. 


Lint pernon.'i in tkin order: 

The head. 

His wife. 

Unmarried sons and daughters (in 
order of age). 

Married sons and daughters and 
their families. 

Other relatives. 

Other persons, such as lodgers, 
maids, or hired hands who live in 
and their relatives living in. 

Determination 
by enumerator 

P5. Color or race 

White. O 

Negro. O 

American Indian. O 

Japanese... O 

Chinese. O 

Filipino. O 

Other. O 

Hyecify other: .. 


Self-enumeration 

Hi 7 and Hi 8. Is this house— 
On a city lot (or is this an apart- 


Direct interview 

HI 7. Is this house— 


tJn a city lot {or is this an apart* 

went building)... Q On a city lot (or apt. bldg.). 


On a place Last year (1959), 
of less /did sales of crops, 

than 10 / iivestoclc, and other 

acres. □ farm products from 

this place amount 
to S250 or more? 

$250 or more. Q 

Less than $250 
or none. Q 


On a place Last year (1959), 
of 10 or j/ did,sales of crops, 

more / livestock, and other 

acres. Q farm products from 

this place amount 
to $50 or more? 

$50 or more. O 

Less than $50 
or none. D 

H49. Does your rent include any 
land used for farming (or ranch¬ 
ing}? 

Yes. □ No. □ 


On a place Hi 8a. If ocewpied- 
of less ^ Last ycari 1959, 
than 10 / did sales of cropi 

acres. O 


did sales of crops, 
livestock and other 
farm products from 
this place amount 
to— 

$250 or more- O 
Less than $250 
(or none)... O 


On a place Hi 8b. If occupied — 
of 10 or i( Last year, 1959, 
more / did sales of crops, 

acres. O livestock and other 

farm products from 
this place amount 
to— 

$50 or more_O 

Less than $50 
(or none). O 

H42. Does the rent include any land 
used for farming (or ranching)? 

Yes...... O No. O 


TENURE, YEAR MOVED INTO UNIT 


Self-enumeration 

H12. Is the house, part of the house, 
or apartment in which you live— 
Owned or being bought by you 
or someone else in your house¬ 
hold.. . n 

Rented for cash . .. LJ 

Occupied without payment of 

PI 2. When did this person move into 
this house (or apartment)? 

(Iheck date of lant move: 

In 1959 or I960.. . fl 

In 1950. n 

In 1957.. . ... . n 

April 1955 to Dec. 1956...... Q 

Jan. 1954 to March 1955. lU 

1950 to 1953. n 

1940 to 1949.. □ 

1939 or earlier.. □ 

Always lived here.....— Q 


Direct interview 

Hi 2. Is this unit owned by someone 
living in it or is it rented? 


Owned or being bought. O 

Rented. O 

No cash rent. O 

Pi 2. In what year did he move into 
this house (or oportment)? 

Mark date of last move: 

1959-60. O 

1950. O 

1957. O 

April 1955 to Dec. 1956. O 

Jan. 1954 to March 1955. O 

1950-53. O 

1940-49. O 

1939 or earlier. O 

Always lived here. O 


VACANCY STATUS, DURATION OF VACANCY 

Determination by enumerator 

H7. Occupancy 

Occupied. O 

Vacant: 

Year-round. O 

Migratory wkr. O 

Seasonal. O 

HI 3. Vacancy status 

For rent. O 

For sole only. O 

Rtd. or sold not occ. O 

For occasional use. O 

Other vacant. O 

H38. How many months has this 
unit been vacant? 

Up to 1 month. O 

1 up to 2. O 

2 up to 4. O 

4 up to 6. O 

6 or more. O 


By (lofiiiitioii, tlie popnlalion in housing units is the same as 
popnlation in hon.soliolcls iti the reports of the 1960 Census of 
I’opuhiLion. In some ctiaes, however, there are small cliiferenees 
resnlting from proces.sing procedures (see discussion of house¬ 
holds in the .secllon above on “Occupied housing unit”). 

The “population in dwelling units, 1950” is the 1950 pop- 
ultitiou in (piurters classified as dwelling units; and the “popula¬ 
tion per occuiried unit” is computed in the same way as the 1960 
figure'. Although the concepts are similar, the change from 
"dwelling unit” to “housing unit” may have introduced an ele¬ 
ment of difference between the 1900 and 1950 figures in some 
areas. 

The 1950 figures for places, urbanized areas, and counties in 
A^oUuiie T f>f the I960 Housing reports are based on boundaries 
as of 1950. For individual SMSA’s aud the total inside and out¬ 
side SMSA’s, the 1950 figures are based on 1960 boundaries; for 
central cities, however, the figures are based on 1950 city limits 
for cities designated central cities in 1960. The 1950 figures for 
fhe urban and rural portions of a State, division, region, or the 
United Stales are based on the 1950 designation of urban and 
rural territor.y. The 1950 figures for rui'al-nonfarm and rnral- 
fnrm units in table 5 in the State chapters reflect the 1950 defi¬ 
nition of farm residence; because of the change in the definition 
of farm residence, the 1950 and 1960 figures are not comparable. 

Leaders (_) are sliown where it was not possible or feasible 

to reconstruct the 1950 figures. 

The “p{)pulal;ion per occupied unit” in the 1940 Census of 
Homslng is essentially comparable with the concept of “population 
per occupied unit” (or “population per household”) in the 1950 
and 1960 Censuse,s. Similarly, the concept of population per unit 
(identified as “population per family” or “population per private 
family”) in the Censuses of Population in 1930 and earlier are 
essentially comparable with the current concept of population per 
occupied unit (or household). The population count in the publi¬ 
cations of 1940 and some of the earlier censuses, however, is the 
total population and includes persons in institutions, rooming 
houses, and similar quarters. Likewise, counts of units (fami¬ 
lies) for some of the censuses include group quarters or quasi- 
family groups. Thus, comparability is affected in small areas 
having an appreciable number of persons in group quarters 
(quasi-family groups). 

In text table P in the United States Summary chapter, total 
population was used for all years in the computation of the pop¬ 
ulation per occupied unit to provide consistency. 
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Persons (P2).—All persons enumerated in the 1960 Census of 
Population as members of the household were counted in deter¬ 
mining the number of persons who occupied the housing unit. 
These persons include not only occupants related to the head but 
also any lodgers (roomers, boarders, partners, wards, foster 
children) and resident employees who shared the living quarters 
of the household'head. 

The median number of persons for occupied housing units 
is the theoretical value which divides the distribution into two 
equal parts—one-half the units having more persons and one-half 
having fewer persons than the median. In the computation of the 
median, a continuous distribution was assumed, with the whole 
number of persons as the midpoint of the class interval. For 
example, when the median was in the 3-person group, the lower 
and upper limits were assumed to be 2.5 and 3.5 persons, respec¬ 
tively. In table 26 of the State chapters of Volume I, the median 
for all occupied units was computed from the 100-percent count 
of units, whereas the medians for owner- and renter-occupied 
units were computed from the 25-percent sample of units. The 
sample rate for medians in other tables is given in table I. 

Comparable data on the number of persons in the unit are 
available from the 1950 and 1940 Censuses of Housing. In certain 
areas, comparability may be affected to some small extent by the 
change in concept from dwelling unit to housing unit. Data are 
available also from the Censuses of Population in 1930 and 
earlier; however, data for some of these censuses pertain only 
to persons related to the head. 

Persons per room. —The number of persons per room was 
computed for each occupied housing unit by dividing the number 
of persons by the number of rooms in the unit. The tabulation 
form contained a terminal category of “10 or more” rooms; for 
purposes of the computation, the terminal category was given a 
mean value of 11. Similar data are available from the 1950 and 
1940 Censuses. 

Color (P5).—Occupied housing units are classified according 
to the color of the head of the household into two groups, white 
and nonwhite. Data for units with nonwhite houshold heads are 
published for areas having a specified number of such units (see 
section on “Description of tables”). The color group designated 
“nonwhite” consists of such race.s or ethnic groups as Negro, 
American Indian, Japanese, Chinese, Filipino, Hawaiian, Eskimo. 
Aleut, Korean, Asian Indian, and Malayan. Persons of Mexican 
birth or ancestry who are not definitely of Indian or other non¬ 
white race are classified as white. Persons of mixed racial 
parentage are classified as nonwhite. 

The concept of race, as it has been used by the Bureau of the 
Census, is derived from that which is commonly accepted by the 
general public. The use of self-enumeration in the 1960 Census 
may have affected the accuracy of the data on color as compared 
with earlier censuses. Whereas formerly the classification was 
obtained in most cases by the enumerator’s observation, in 1900 
it was possible for members of the household to classify 
themselves. 

Data on color of head of household are available from the 
1950 and 1940 Censuses of Housing. Except for 1910, the number 
of units (families) by color of household head is available from 
the Censuses of Population from 1930 back to 1890 (data for 
1910 being available only for the Southern States). 

Heads of Spanish stirname and Puerto Rican heads. —In 
order to provide data for homsing occupied by Spanish- and 
Mexican-Americaas for area.s of the United States where most 
of these persons live, white household heads of Spanish surname 
were identified in five Southwestern States (Arizona, California, 
Colorado, New Mexico, and Texas). In all other States, Puerto 
Ripan heads of households were identified. Puerto Ricans com¬ 
prise persons born in Puerto Rico and persons of native parentage 
with at least one parent born in Puerto Rico (as determined by 
population items on place of birth). Native persons include per¬ 
sons born in the United States, the Commonwealth of Puerto Rico, 
or a possession of the United States. Data are published in the 
State chapters for areas having a specified number of units with 
white hou.sehold heads of Spanish surnume or units with Puerto 
Rican heads (see section on “Description of tables”). No data 
for these units are published in the United States Summary 
chapter. 

Housing data were published in 1950, but not in earlier cen- 
su.ses, for units with white household heads of Spanish surname 
in the five Southwestern States. Housing data for units with 
Puerto Rican heads are not available in censuses prior to 1960. 

Tenure {H12) . —A homsing unit is “owner occupied” (reported 
as “owned or being bought” on the enumeration forms) if the 
owner or co-owner lives in the unit, even if is mortgaged or not 


fully paid for. The owner need not be the head of the household. 
A cooperative apartment unit is “owner occupied” only if the 
owner lives in it. 

All other occupied units are classified as “renter occupied,” 
including units rented for cash as well as units occupied without 
payment of cash rent. Units rented for cash (reported on the 
direct-interview form as “rented”) are units for which any money 
rent is paid or contracted for. Such rent is commonly paid by the 
occupants but may be paid by persons not living in the unit—for 
example, a welfare agency. Units for which no cash rent is paid 
include units provided by relatives not living in the nnit and 
occupied without rental payment, units provided in exchange for 
services rendered, and units occuined by a tenant farmer or share¬ 
cropper who does not pay any cash rent. “No cash rent” appears 
as a category in the rent tabulations. In county tables for rural- 
farm units in the State chapters, the category appears under 
‘■reut.status.” 

Essentially the same definitions of tenure were used in the 
1950 and 1940 Censuses of Housing and in the Censuses of Popu¬ 
lation from 1930 back to 1890. 

Year moved into unit (P12). —Data on year moved into unit 
are based on the information reported for the head of the house¬ 
hold. The question refers to the year of latest move. Thus, if 
the head moved back into a unit he had previously occupied, the 
year he moved back was to be reported; or if he moved from one 
apartment to another in the same building, the year he moved 
into his present unit was to be reported. 

The intent of the question is to establish the year the present 
occupancy of the unit began, as indicated by the year the house¬ 
hold head moved into the unit. The year the head moves is not 
necessarily the same year other members of the household move, 
although in the great majority of cases the entire hou.sehold moves 
at the same time. The statistics roughly reflect turnover in occu¬ 
pancy of units but do not necessarily Indicate the total number 
of changes in occupancy that have occurred in a given period. 

Data on year moved into the unit were not collected in cen¬ 
suses prior to 1960. 

Vacant housing unit.—A housing unit is “vacant” if no per¬ 
sons are living in it at the time of enumeration. However, if its 
occupants are only temporarily absent, the unit is considered 
occupied. Units temporarily occupied entirely by .persons having 
a usual place of residence elsewhere are classified as vacant (the 
unit at their usual residence is considered occupied). A vacant 
unit may be furnished or unfurni.shed; it may be offered for rent 
or sale; it may have been rented or sold but the new occupant.s 
have not moved in; or it may be held off the market for the 
owner’s occasional or future use, for .speculation, or for other 
reasons. 

Newly constructed vacant units are included in the inventory 
if construction has reached the point that all the exterior windows 
and doors are installed and the final usable floors are in place. 
If construction has not reached this point, the unit is excluded. 
Dilapidated vacant units are included, provided they are still 
u.s.ablc as living quarters; they are excluded if they are unlit for 
human habitation. VacanI units arc defined as unfit for human 
habitation if, through deterioration or vandalism, most of the 
doors and windows are missing and the floors are unsafe. 

Vacant quarters are excluded from the hou,sing inventory if 
there is pn.sitive cwidence (a sign, notice, or mark on the house 
or in the block) that the unit is to be demolished. Vacant quarters 
condemned for reasons of health or safety st) that further occu¬ 
pancy is prohibited are likewise excluded from the inventory. 
Also excluded are quarters being used for cominereial or busine.ss 
purposes, quarters used for the storage of hay, machinery, busi¬ 
ness supplies, and the like: and vacant trailers. 

With few exceptions, the same general instructions Avere used 
in 1950. In the 1960 Ceu.sus, however, the instructions for enu¬ 
merating certain vacant units were more .specific than in 1950, 
particularly the instructions regarding units to be demolished, 
unit.s unfit for human habitation, and units being used for non- 
residential purposes. It is possible also that comparability i.s 
affected in some areas by the change from “dwelling unit” to 
“housing unit.” 
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as Ol Iiie lime n| eiiiiiiuM-allnii. Ill ( 1 ,(‘ (iiliiiliiIiniis, llu> live eale- 
aories ,|,-s.MaI,ed I.elnw apidy In vaeiiiil iiiiils liilimdi'd I'nr v(‘ur- 
rntiud neiMiimuey iiml ill sniiiiil nr didiM-inraliim'cniidii imi. 

Til,' eniiiil nl’ iiruHiihlf vm'iiiieie.s enusliliil(‘s a iiimisiire nf 
vaeaiil Iiiiils nil I he luiii.siiiii' iii/irkel. M eniisisis nf iiiiils which 
are fni- year rniiiid netMipaiiey. an‘ in eillier sniiiid nr (hderinrniiiiji; 
eniidilinu, 1111(1 aiv nHeri'd for lauil nr fur sale. lOxelitded are 
Ne.'isniial iuiKm; diliipldaled uiiils; mid imils already reuh'd or 

M,hl, lield ..•msinniil um('. nr iml nii I lie iviilnl nr .sale iiiurlu'l 

for ol lier reiiNoiis. 

Tile lIHlh ealcf'dry "aviillalile” Is eniiiimrahh' willi llie ninl) 
eiileaory '•uniismisniml iml dilapidaled, I’oi* i-eui oi> sale,’' d’lie 
separale enleunrles ‘'for sale niily'' mid “for r(Mil." for hnlh yt'iirs 
also are eoiiiparahle .since esseiilially liu' sauu‘ enuei'pls uaua' 
used; in Ih.'id, linwever, elliiraeliMMsIies wiM’i' nnl Inhiilll'led for Ihe 
Iwn pvniips sepiiralely. e\e(‘pl I'nr value and renl, Tlie eale«'nries 
provided in Ihe IhlO ('imisus r(‘pnrl .4 ar,* iiol. eninparfihle wllh (he 
IhllU or Ih.’iO eiilemn'ies. 

I'nil-. iiniildhlr lor nnlr oi//// are Ihi' tiviiilnhk' viieaii'l. nails 
\shieli are nlTiM’ed for siih' (,nl.v : I hey exelinh' uiiils nffma'd ‘‘for 
sale ,ir riMil." vaeaiil iiiiil in a ('onpiMniliV(*ly nwiu'd apnrliiKMil 
Iniildiii.y Is iindiidml if Ihe iiidlvidiiiiI iiiiil is “for sale only.'’ A 
vaeaiil nnil in a imilliiiiiil sinndiiiv* which is fnrsa)(> as an eiiliri* 
■slniel lire i.s ineliided if lhal. nnil is liiicnded In h(‘ niaMipIed hy 
I he lieu nu per and if (li(‘ nnil is iml a isn for real , 

I nils iiriiiliihlr for rriil ar,' (lu' availahh‘ \''iieiiii( nails vvlileh 
an* nn’ered for |•(•lll mid Ilinsi* offered for ri'iil orsah'iil (iK'sanie 
I iiiie. 


'rile ealepory (uhnliiled as rrnlril or noM, nuKilllnd orciijunicjl 
ennsisis of vaeaiil mills which ur,* for yimr-rniiiid neeupaiiey and 
in eilher sound or delerinraliiip' eniidilinu, and which linve hi'cii 
renled or sold hiii I lie new ne(Mi|>anls havi* uni. aioved in as of llu* 
dale of eiiuiiieriilinn. 

'I'he eale^^ory ialnilaled ns//eh//or oeea.s'iom//. ii.sr eniisisis of 
vaemil niiils which iin* for yi'iir-rnund oeeiijwiiiey and in ('illu'r 
sniiiid nr (ielerinriililia: eniidilinu. and wliieh.ma* hidil for wei'ki'iid 
or ollii'r neeasinaai iisi*. ’’I'he iiilc'iil nf lids (inestioii was l.o idi'ii- 
(ify hniiu's ri'servcd hy (In'ir owners a.s “sc'cniid linau's.” lUiemise 
of'ihe dillieidly of disi inn'idwhini;;’ heiweeii lids ealiwny and sea- 
sniiiil viieaiieii's, linwex’i'l’, i( is possilili* (lull. soiiK* seeniid liniiies 
Wi'i-e elassilled ns seasonal and llu'refnn* are included in llu* 
eid(‘k'lry ‘‘seasnaul.” 

The ealeitnry laindaled as itefd for oilier /v;f/.vow,v eonsisls of 
vaeaiil anils wliieli an* for yeiir-rniiiid oeciipimey mid in eillier 
sound nr deh'rinraliiifij rondilinii, and wliieli ma* Iield off Ihe iiiar- 
lv(‘l, for r(*asniis iioi. sp,*eilied 'iilmve. For exiuiiph*, (he eiiM'^ory 
iiieliides nails lu'ld for a earelaker or janil.or, nails held for 
.sellleiiKMil of aa esiale, and uiiils lii'ldfor iiersiaial reasons of the. 
owner. 


11a* enlef’-oru's ‘•reiiU*d or sold, awaiting oeenpaiiey,” “hold 
lor occasional use,” mid “h(*ld for ol.h(*r n*a,soiis” when c(>nihiiu*(l 
urc* eoiiipariilih* with (lie lhaO eidegory "iiniiseasoiiid not dilapi- 
(hil.(*d, not lor r(*iit or sale” (and some portion of (lie .IhoO 
‘iioiiri*sid(*n|.” eid(*gory). 

IJoiiirotntrr Tantnoii ratc.—Tho pereeulage reluLionsJuii lie- 
lu(‘(‘ii Vaemil iniil,'.; availalik* (or sale and the (olal houieowiu*!* 
iiiV(*u|ory is ((*niu'(i (he liniiieowiier vaemiey laite. The '(.olid 
hoiii(*owii(*r iii\'(*n(ory eonsisls of owii(*i'-oeeu))ied uiiils and vaeani 
iniils availahl(* I’nr sah*. 'Phis raU* more adeiiualoly de.serihes llu* 
saUi market. Ilimi a raU* luisi'd on (olal limising uiiils. 

Ix'ciilal rocdiu'ji ru(e.•-•'Tlu* ii(‘re(*iilag(* relatiniisliip h(*tw('eu 
vacant niiils availahh* for rt*iil. and 'the (olal reiilal iiiventnry is 
l(*rnie(l lln* r(*nlal vaemiey rail*. Tlu* (olal n'lilal invenl.nry eoii- 
sisls nf rmilcr-neenpied nnils and vaemil. units available fur reid. 
'Phis nail* more a(h*(pnit(*ly (h'serihes renlal market eondilinns 
Ilian a rad* ha.si'd on lotal lionsing nnils. 

Iliirdlioii of va(‘(i)ir.!i (//.IN).- -Tin* diiralinn of vaeaiiey i.s llu* 
leiiglh (d I hm* (in iiinnlhs) from llu* dale (lie last neeupauls 
in(iv(*(l from (lu* nnil. In llu* dali* of enniiu'ndinii. '"Plie data, 

Ih(*r(*fnr(*, do nnl. prnvidi* a direel. nn*asnr(' of llu* Inlal lt*ng’lli of 
liiiu* nnils r(*main vaeani. For m*wly eonsirneted nnils which 
havi* ni'i'i'i* Ik'ch oe('npi(*d, Ihe diiralinn of vaeaiay ri*pres(‘n(.s tin* 
lime pi'riod since I in* dali* coastriiol ion was eompl(‘l(‘d. 

No inronnniion on diiralinn of vaemiey was eoll(*eli>d in 
previous eensu.s(*s. 

Arrcd ill. Ilir pfdcr {[111).- -In I lu* Sliid* elinpd'i's of Voliinie 1, 
(lain on niiiiilK*r of aeri'S in llu* place are pr('senl(*d for vneani 
nnils in rural ((*rri(ory. h'lu* eal(*gori('.s are “10 aeri's or iiiori*” 
and ‘‘l(*s.s lliiiii 10 aeiU's” (see seelinn on “Fanu-nonfnnu 
r(*sid('iie('”). 

(U\m\iurdbiHIj! irilli the lloiidiiii; Vdcdovn K/,rre,/,---I)a<ii ou 
many of lln* vaemiey charaeU'rislies in Vnlinm* 1 are availahh* 
for lln* lhiil(*d Slad's (hy iiisiiU* and oiilsiiU* sdindard melropnli- 
lan slalislieal ari*as) from llu* Housing Vaemiey Snrv(*y (HA'S). 
'Phis unlioiiwid,* snrve.v, eovi'riiig a sainpii* of api)rnximnd*ly 
■IL'.OOO nnils loeeiipied and vaeani) i.s eniidiied*!! monihly hy llu* 
lliin*m! of llu* Ceiisns In cm,jiiiiel inn wilh ils (hirreiil Poindatioii 
Survey. Dalii ma* puhlislied ((tmrierly in Ciirrriil lloii.s'iiu/ lli'- 
paiiN, Seri(*,s 11 III, lloK.siiif/ I'ltroiirir.'i. 'Pile* eoneepls aiul deli- 
nil ion.s iisi'd in llu* n\'S in lOliO wi'ia* esseiil iiill.v I lie siiiiu* us (Imse 
ns(*d ill llu* April 1000 ('(misiis. 

Iti'siill.s ,slmw(*d (lull i).l i>(*reenl'. of llu* Inlal housing nnils 
in Ihe I'ailed Slides wi’ia* viieiinl according In llu* Aiiril 1001) 

('(‘iisns and 10.2 pereenl. were* vm'iinl aeenrding In Ihe IH'S for 
(lu* lirsl (piarli'r 1000. ''I’Ik’si* vaeani. nnils iueliidi* nnils availahh* 
for sah* nr real, s(*asnnnl nnils, dilniiidaU*!! inihs, and nlln*r_lypes 
Hint ma* lu‘id off lln* market. Vaeani nnils iivailalil,* for siih* 
ninniind*(l In 0.0 pi'peeiil. nf (lu* l.olai linusing invcnlnry in tlu* April 
1000 (',*iisus and 0.0 p(*re('n( in llu* IIVS; the rad*s for vaemil 
nnils availaliU* I'nr ri'iil wen* 2.0 and 2.0 ii(*reenl, v(*sp(*el ivi'ly. 
Cliiiraed'risl Ies of avalliihl,* viiemieies, such ns nu*dimi sale jiriia*. 
nicllmi l■(>nl, ni(*d!mi ninnher of rooms, mid llu* prniinrlinii wilh 
ail pliiinliing I'aeilili(*.s iigr(*(*d fairl.v elns(*iy. 

1 )irr(*r(*iua*s li('IW('('ii llu* Aiiril IlKiO Hensns niiil llu* HVS may 
ill* III I rilmd'il lnsev(*riil fai'lnrs. Smnpling vaviahllily of tlu* ligiin'S 
from I lie H\'S and Ihnsi* liasi'd on n .saiupli* fnim lln* April liXM) 
(’(*usu.s is niii* faeinr. OHier facinrs ineliid,* snrv(*,v leelini(in(*s ; 
m(*l.linds iis(*d In w(*iglding lln* smnpli* (*slimale.s: Hu* nmn* ox- 
Icnsive (riiinlng, eonliad, and (‘xperii'iiee of Ihe IH’S i'iimiu*r- 
alnrs (limi of I lie (a'lisiis eniimeral nrs; and (lu* use* nf hnurl.v rud* 
imynu'iils in llu* HVS and nf piece-rule puymenls in tlie eensus. 

Farm-nonfann residence (H17, H18, H412). —In rural l(*rrllory, 
oceuph'd hnusiiig anils aia* suhdivided into rural-farm mid rurul- 
noufai’ui nnils nii llu* hasis nf nuinhi'r nf iieri's in llu* pliiee iind 
Inlal .sales nf farm prodiiels in 10.10. All vaemit uiiils are iiielud- 
('d ill Hie vural-iiniifurm iiivi'iilnry. Nuiiih('r of aer(*s in (ho phn-e 
was reii>nrd*d for vaemit uiiils hid; no iiiforniuHnn was ohtnined ou 
sale's of farm prodnels. 

()(‘euiii(*(l lioiisliig units are elussifu>(l us farm units if th(*y an* 
loeided ou places of Id or men* ner(*.s from which sali*s of farm 
prodnels amnitiid'd to .I5r>() or more in 10.10, nr ou places O'C h'ss 
Ihmi 10 U(M-('H from which suh*s of fnnn iirmlucls am,muted to 
$210 or more in 1050. ''Plie remiuiiing oeeuiii(*(l unihs, iiielndiiig 
lliose ou “cily lols,” are clussHied as mmCariu units. (A, honso 
is (III a eily hit if it is located in ii (•oiiiinunity or closely built-up 
ai-i'H and Hie “place” is no larger than the house ami yard.) Oc- 
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cupied unit:; fur (*asb. rent is paid also are classified as 

nonfarm if the rent does not inclnde any land used for farmiiif:, 
e%'eu tlioujrh tlie place on which the miit is located (lualifies as 
a farm. 

For purix>ses of deteriiiiiiing farm residence, the residential 
“place" consists of the laud which the respondent considers to he 
the farm, ranch, or property. The plate may ccmsi.st of more 
than one tract of land; the tracts are usually adjoining although 
they may be separated hy a road, creek, or another piece of land. 
If there is more than one house on the place, all have the same 
farm-noufarm classification (except that, on farms, units for 
which cash rent is paid are always cla.ssitied as nonfarm if the 
rent does not include any land used for farming). For example, 
if the operator lives in one house and a hired hand lives in a 
.separate house on the same place, both housing uuit.s have the 
.same classification. 

Sales of farm jiroducts refer to the total aunmnt (gro.sv; 
amountj received from the sale of crops, vegetables, fruits, nuts, 
livestock anti livestof.-k products tmilk. wool, etc.), poultry and 
ixiultry products, and nursery and forest products prcKluced on 
the place and sold at any time during 

Farm-iu)ufariii residence in 19.10 was determined for both o<-- 
cupied and vacant units in rural territory hy the resimndent's 
answer to the question, “Is this house on a farm or raachV" 
I’nits on farm.s who.';e (Kvupants paid cash rent for the house and 
yard only were classified as nonfarm, similar to the prtjcedurt' 
in 15K>(>. Uuit.s on institutional grounds and in summer camps 
and touri.st court.s were classified as nonfarm in regardless 

of the answer to the alxive question. Housing units in such 
places in 1CH>0 are classified aecttrdiug to the answers to the iiues- 
tions on acreage and .sales of product.s. 

F'arni residence was determined in the liHO Ceii.sn.s of Housing 
also. Counts of farm units (families > are available for each of 
the census years from 1930 back to l-Sitfi. Comparability is affect¬ 
ed not only by the change in the defmitiun of farm residence but 
als(h by the change in the delineation of urban and rural territory. 

In 1950 and 1940, a count of farm dwelling units located, in 
cities and other urban territory was obtained, but in the 1900 
Census of Housing no effort was made to identify urban-farm 
units. In 1950, the count of urban-farm units (occupied and 
vacant) amounted to only about fkJ.OOO in the United States as 
a whole. 

The definition of farm residence adttpted for 1900 emidoys more 
restrictive criteria than the 1950 definition. One reason for the 
change was to make the definition of farm residence essentially 
consistent with the definition of a fanu used in the agricultural 
cen.su.s, beginning with the 19.59 Census of Agriculture. The 
effect of the 1900 definition is to exclude from the farm inventory, 
those housiug units located on places con.sidered as farms by the 
occupants but from which agricultural prcxlucts are not sold or 
from which .sales are below the .sr»ecified minimum. On the other 
hand, the 1900 definition brlug.s into the farm inventory a .smaller 
group of housing units which meet the criteria but which are nut 
considered by the (X’cupants to be loc-ated on farms. 

A test conducted in the Census Bureau's Current Population 
Survey (CPS) in March 1900 indicated that at that time the 
change in definition of farm residence resulted in a net reduction 
of 1.0 million occupied units (households) on farms, representing 
approximately one-fifth of the farm units under the 1950 defini¬ 
tion. The CPS e.stimate of 4.1 million (jccupied farm units under 
the new' definition, however, was 0.5 million greater than the 
April 1900 Census figure of 3.0 million. Xo similar e.stLmates 
of the difference are available by State or smaller area. The 
impact of the change in definition has probably been very uneven 
from one area to another. 

Although there is no conclusive evidence on the relative validity 
of the farm-nonfarm classification in the CPS as compared with 


that in the April 1900 Census, several factors must be taken into 
rtiusideration in evaluating the figure, 0.5 million. These factors 
include the more extensive training, control, and exi>erience of 
the CPS enumerators than of the census enumerators; the use 
of hourly rate payments in the CPS and of piece-rate payments 
in the census: the use ot .';elf-enumeration in the census; the 
methods u.sed in weighting the sample estimates; and the dif¬ 
ference between the sampling variability in the CPS and in the 
:i.5'percent sample in the 1900 Census. There is also a difference 
between the definition of urban territory in the census and that in 
the CPS. In the March 1900 CPS. the boundaries of urban areas 
used were still those of the 1950 Census of Hou-sing and did not 
include the annexations and other substantial expansions of urban 
territory that were incorix)rated in the 1900 Census of Housing. 
In the 1900 Census, the determination of farm residenc*e was 
limited to rural territory a.s defined in 1960. The effect of this 
difference was to classify an unknown but presumably small 
number of units as rural farm in. the CPS that are treated as 
urban in the reimrts of the 1900 Census. Finally, for some of 
the units in the CPS sample in March 1900, the determination as 
to farm residence had been made as early as December 1959, 
whereas the determination for the units in the April 1900 Census 
was made as of the time of enumeration. In view of the con¬ 
tinued decline in the number of farms, it is probable that a num¬ 
ber of pla(‘e.s that tiualified as farms in December would no longer 
have been so classified in April. 

There are differences also between the number of farms as 
enumerated in the 1959 Census of Agriculture and the number of 
occupied rural-farm housing units from the 1960 Census of Hou.s- 
ing. According to the 1959 Censms of Agriculture, there were 
3.7 million farms in the United States and 3.4 million farm opera¬ 
tors living on the farms they operated. The number of occupied 
rural-farm housing units according to the 1900 Census of Housing 
• 3.0 million) was 3.8 percent below the number of farms hut 3.6 
percent above the number of resident farm oi>erators. Even if 
there had been no errors of enumeration, the number of occupied 
rural-farm housing units from the Census of Housing would not 
equal exactly either the number of farms or the number of 
operators living on the farms they operated. The Census of 
I Agriculture, for example, includes farms in urban territory. 

Moreover, there are two or more occupied housing units on some 
i farms and no occupied housing units on other farms. In addition, 
there may be occupied farm housing units even where there is no 
resident farm operator. Finally, the Census of Agriculture was 
taken in the fall of 1959, and evidence from other sources suggests 
that there was some decline in the number of farm units between 
the time of the Census of Agriculture and the Census of Housing. 

Data from a study in which schedules from the 1960 Sample 
Survey of Agriculture were matched with those from the 1960 
I Census of Housing .suggest that approximately 13 percent of the 
! units occupied by farm oi>erators in rural areas were not classified 
j as farm units in the 1900 Census of Housiug. The nature of the 
matching procedure was such that it was not pos.sible to identify 
and count the complementary group of units classified as farm in 
the housing census but as nonfarm in the agriculture survey. 

STRUCTURAL CHARACTERISTICS 

The comparison of the wording and explanations that appeared 
on the seif-enumeration and direct-interview forms is given below. 
Type of housing unit and number of units in structure were 
always to be determined by the enumerator through observation 
and supplementary question.s asked of the respondent. Number 
of rooms appeared as a self-enumeration item on the Advance 
Census Report, and all the other self-enumeration items appeared 
on the Household Questionnaire, which was used in two-stage 
areas. The direct-interview questions appeared on a FOSDIC 
schedule. Although the question on year built appeared on the 
self-enumeration form, the enumerator was instructed to obtain 
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this iiifornuition from tho rosidout ownor, nmnjifjror, or junilor if 
the unit was in a slruetnro coulainiiif; live housing uniLs or iiiore. 

Rooms (H8),—The iuuul)er ol! rooms in the unit is the couul. 
of whole rooms used for living purposes, such as living rooms, 
dining rooms, bedrooms, kitchens, llnislual all ic or bascunent 
rooms, ns'naition ro'Onis, lodgiu’s’ rooms, and rooms us('(l for 
ollicc's by a pi'rson living in the unit. Nid. considc-red as rooms are 
batlirooins ; halls, foytu's, or vost.ibub's ; closets ; alciwes; pani.ries ; 
strip or pulhuan kitchens; laundry or furnace rooms; uullnished 
attics, basements, and oth{*r space ns('d for storage'; porche.s, un¬ 
less they an^ pe'rmaucntly cnclosc'd and suilJd)le for year-round 


ROOMS, BEDROOMS, 

YEAR STRUCTURE BUILT 


Self-enumeration 

Direct interview 


H8. How many rooms ar« in your 

H8. How many rooms or« In this 

house or oportment? 

unit? 


Count a kitchen as a room hut do 

(hm7U kitchen but not bathroom. 


1 not count bathrooms. 

Number of rooms:.... 

123456789 101' 
OOOOOOOOOO 

HI 9. How many bedrooms ore in 

Hi 9. How many bedrooms are 

in 

your house or apartment? 

this unit? 


Count rooms whose main use is as 
bedrooms even if they are occa¬ 
sionally used for other purposes. 

If you live in a onc-room apart¬ 
ment without a separata bedroom, 
check **No bedroom.” 

No bedroom. d 

No bedroom.— 

o 

1 bedroom.... p] 

1...... 

o 

2 bedrooms.. PI 

2...... 

o 

3 bedrooms... Q 

3...... 

o 

4 bedrooms or more.... O 

4 or more.... 

o 

H20. About when woi this house 

H20, About when was this house 1 

orislnoily built? 

originally built? 


In 1959 or 1960....... H 

In 1959 or 1960. 

o 

1955 to 1958.... PJ 

1955 to 1958.......... 

o 

1950 10 1954........___ ri 

1950 to 1954......... .................... 

o 

1940 to 1949.............. □ 

1940 to 1949....... ... 

o 

1930 to 1939.... PI 

1930 to 1939..... 

o 

1929 or earlier.. □ 

1929 or earlier.......—................ 

o 

UNITS IN STRUCTURE, TRAILERS 

Delerminalioii 
by enumerator 



H29. Number of units In structure I 


1 unit, detached...............- 

o 


1 unit, attached------- 

o 


2 units....... 

o 


..... .. ..-.. 

o 


5-9.........—.... 

o 


10-19.... 

o 


20-49... 

o 


50 or more.. 

H3. Type of housing unit 

o 


House, apt., flat..— 

Trailer.-. 

o 


o 

Self-enumeration 

Direct interview 


H37. If you live In a trailer, is it— 

H37. If this is a trailer —Is 

the 

trailer mobile or has It been 

put 

Mobile (on wheels, or can easily 

on a permanent foundation? 


be put on wheels). Q 

Mobile. 

o 

On a permanent foundation. U 

On permanent foundation. 

o 

BASEMENT, ELEVATOR IN STRUCTURE 


Self-enumeration 

Direct interview 


H33. Is this house built— 

H33. Is this house built— 

o 

With a basement.. D 

With a basement.. 

On a concrete slab.-. LJ 

On a concrete slab... 

o 

In another way. LJ 

In another woy . 

o 

H34. Does this building have— 

H34. Does this building have— 


3 stories or less. d 

3 stories or less. 

o 


4 stories or more-— 

o 

With elevator. Q 

With elevator. 

Walkup. d 

Walkup... 

o 


us('; and olliccs u.sc'd only by pe'rsous not. livitig in the unit. I 
part,laity divide'd room, such as a diiu'tte next, to a Uile'lu'ii o 
living room, is <Mmsider{'d a s('parat(' roeau if lln're is a partitior 
from lloor t.o e('iiing. Rooms <'(iiui>p<'d witii movabh' partition; 
from lloor to <‘('iling an' se'parali' roeans. If a rooia is shared h.i 
occnpaids of more than <an' unit, it is iuclmh'd with tlu' unit t’ron 
wliich it. Is most. ('Msily n'uchc'd. 

'riu' au'dinu uniuhcr of rooms is t.Iu' Ilu'or(''tical valui' wide] 
divides (he disiribid.ion of units inlet twee ('eptul purls eaie'hnl 
the luiils luiving more' roejius ami ean'-lialf having fe'we*r rooini 
l.han I h(' mcelian. In IhC’ comped at ieai e>f llt<‘ median, !i ce»ul inuom 
dislrihidieai was a.ssniiK'el, with llu' whedt' mmihe'r of rooms as the 
mielpeeinl; of the' e-biss inle'rval. I'’()r ('xiiEuieU', wlie'ii < lu' me'tlieu 
was In tin* ri-reeeem group, the* leewer nnei U()pe'r limits wcn‘ eissiime'c 
1,0 let' l.n jiuel d.n I'ooms, re'spe'edive'ly. A jeliis t-l-) sign eilte'r i 
me'eihin iudicede's t.luil. the' necdijiu feills in lh(' le'i*minal oalcgeuw 
for (exiimpli', “7.0-1-” indie-ate's Ihul. the uie'ilian fidls in the' eaele' 
geiry ‘‘.S reeeems or nieu'C'" and was not. ceiiiiptile'el. It<'e'jui.'ee> tlei 
l.(U'min!i.l cjilt'geery feer ,soui(> eef tlie' Uihulnlieens wjis highe'r llini 
“S reeoms oi‘ metre'',” ei uu'elian nlietve' T.H is ued ne'e'cs.seirily leigliC' 
than a nu'etiiui of "T.n-l-” retonis. In InbU' lib of the' Jdleile' ediap 
l('rH, the' nK'eliiiii for all unils was e'etatjeedcel fntiu (In' IdO pe'rce'U 
cetuid. of nails, whi'reies (lie mcdiiues feer oweici-- sueil re'eite'e' 
oce'uplcel leuits we'i'e' coeeeput.cel for ee saneplc' eef lenils. TIu' .suiei()l 
rjite for nee'elijues iie otlee'f (Jihlt'.H is give'te iee (ilblc 1. 

Ave'e-age mmeiicr eef neoiees (arilleniclic leeeum) is proveeie'el fe> 
plaea's of 1,00(1 tee H.bOO leeleiebiteuets in dee' Stale e'lejeple'rs. It wn 
e'ompiete'el by divlellug tiee' sieiei eef the' e'eieems feer ceee'le le'mei'e' green 
liy the' leeieeibe'i- etf owiee'r- e>r re'eeti'r-oe'e'Ujeie'd leeeits, resttcctive'l.v 
TIei' tnbiebet ioie fetriei <-ontieleeceI ee (crmlieal cate'geiry etf “10 <ir iiettro 
rooiee.s. t'eir peei’ieose's of llee* <'e)ieepeita(ioee, I let' (crneiieeil ciete'goe-. 
wees glve'a ei iieeaiie valtee' of I I. 

'I'let' liXiO eliitee eae nueiibe'e- of rooeies :ere' ceieesitle'red dirce-tl; 
compiereelile' wille lObO jeieel 15)10 data, sieici' cs.se'eil belly (lu* •siine' 
ele'llnil.Ieeies we'rt' eise'd he all llire't' ce*ee.sei.s(‘.s. In cert a iee eere-a.' 
e'eeeeepai'jebllity tee'lwe-e'ee lt>no jind 1000 leeiey be jitfce'le'd to .sttiie 
seieeill I'Xtt'til by I lee'e'hieiege' he emeeci'pl fi'oeei elwedling uiell to leoees 
heg leiell. 

Bcdroojufl (H19). O'let' niueebcr of ix'eli'eeeines lu (lete uieil. Is lie 
e'oiiiel. of reeeteeiS list'd meehily as lictii'ooiti.s. la itdilUlon to rcgiela 
ht'di’oeeieis, (be ceelitet incIutle'S sllidle'S, tlt'iis, ciiclee.st'd peti'cltc.^ 
llnl.slee'el altlc.s, gne'Sl reiotns, or othor t'-vl.i’a roones If (hoy lire ciii 
rt'ally ii.sctl lu'liiclpnlly ane! n'gularly feu* sleeping. Itooin.s iisei 
eaily eM'e'fisieenally foe* sb't'phig, sneli as a living room wide ei hide 
uweiy l)('d, tve'i'e' not It) be* eoimle*el ns lie'^elroeaiis. A heui.sliig nui 
e'oiiHisI iiig eef only oiit' reeeem, sue'h ii.s n 1 ■roeeni eJileh'iie'y apa r( me'iit 
was to he' I’cpeerte'el as leaving no he'ih'oenii. 

luformalleai on the' iiuinhe'r of ht'di'oonis avus not ceelleeleel i 
lilt' DlbOoi’ 11)10 <li'iisiise'S. 

Year structure built (H20). “Vt'ju* ladlt” I't'fcrs to tlu' dal 
the' eerig'iuai e*eiie.s(e*ne|.ie)n of the' stnielnre* was e’eauiele'le'tl, nett ( 
iiuy late'i* I'e'mode'lhig, aelelilleui, or eonve'i-sieen. h’oi* trailers, tie 
uieedel yt'iir wees eessuuu'el to hee the'' yt'iir hnill. 

'Tilt' llgure'H oil I bee iinmhe'r eef units hutlt during a glveui pe'riet 
re'ialte It) the iiumlecr eef iiiiits in e'xisle'iiee' at thee tiiiie' etf cuunie'n 
t.ieeii. The' ligure'S i'(‘li<'e‘( Hit' numher eef units e*oiisti'ucl('il durln 
a give'll iie'rlod plus the' iiumhe'r e-reatt'el by e'emve'rsleeii.s in stnn 
l.ui’t's eeriglnally hiiilt eiiirhig llmt pe'viod, mimes Ihee mimhe'i* lo,- 
lu sirue*lui*<'s hullt dui*hig Hit' pe-rleed. Ijossc's ete'cur tlii’oug 
elt'meelKieeii, ih*e', lleeenl, eli.sHste'r: ehaiige' to uemrcsleit'iit.iiU ust 
eir iiie'e’ge'r l.ev fe'wcr housing uiiils. 

Data oil yt'iir ladlt ai*t' luoi'c sn.secpllhlt! to en'ors of rt'spoith 
auel iieeui'cpeu't.iiig than da I a on mniiy of tiit' eetlicr itesus. in moi 
case's, (he iiifeu-mat hen wusglve'ii ae-e'eerellug tee im'ineei’y or cst Iniufe 
eef (he oecupaiitH eef the' structure! eer eef eithe'r pewHous who Imd live 
in (ht! mdghheei’hood a long time. 
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States and Small Areas 


Statistics iu this volume cm the number of new units, according 
to the data on year built, may differ froui figures on new con¬ 
struction collected in the (hnnpoucnts of Inventory (thange pro¬ 
gram which employed spocializc^d procedures for collecting the 
data. (Statistics on new construction units for selected SMSA’s, 
the four regions, and the United States are published in 1960 
Census of Housing, Volume IV, Components of Inventory Change, 
Parts lA and IB.) 

Data on year built were collected in the 1050 and the 1940 
Censuses (jf Housing also. While the delinition.s were the same 
in the three censuses, comparability of the data may be affected 
by relatively large reporting errors. 

Units in structure (H29).—In determining the number of units 
in the structure, the enumerator was instructed to count 
both occupied and vacant housing units, but not business 
units or group quarters. uV structure is defined as a separate 
building that either ha.s open space on all four sides, or is sepa¬ 
rated from other structures by dividing wuxlls that extend from 
ground to roof. Structures containing only one housing unit were 
further classified as detached or attached. Trailers are tabulated 
as units in 1-uuit detached .structures when not shouui as a 
separate category in a table. 

A 1-unit detached structure has open space on all four .sides and 
contains only one housing unit. Such a structure i.s considered 
detached even though it has 'Un adjoining shed or private garage 
or contains a business unit. A 1-unit attached structure contains 
only one housing unit and has one or more walls extending from 
ground to roof separating it from adjoining structures. For row 
houses, double houses, or houses attached to nonresidential struc¬ 
tures, each house is a separate attached structure if the dividing 
or common wall goes from ground to roof. 

Statistics are presented in terms of number of housing units 
rather than number of residential structures. The number of 
structures for some of the categories, however, is apparent. For 
housing units in 1-unit structures, the number of housing units 
and the number of structures are the same. The number of 
housing units in 2-unit structures i.s twice the number of struc¬ 
tures. For 'the remaining categoi-ie.s, the number of structures 
cannot be ascertained from the data as tabulated. 

Some of the categories for number of hou.sing units in sti'ueture 
in 19C0 are not directly comparable with those in 1950—in par¬ 
ticular the categories for 1- and 2-unit structures. In 1950, units 
in detached or attached structures W'cre shown separately, but 
those in semidetached structures containing 1 or 2 units were 
combined into one category. (“Semidetached” .structui’es of 1950 
are defined as “attached” iu 1900.) Comparability between 1950 
and 1900 data may also be affected by the change iu concept from 
dwelling unit to housing unit. 

In the 1940 Census, data were provided on number of residen¬ 
tial structures as well as number of units in a structure. The 
1940 definitions were basically the same as in 1900 with a few 
exceptions. Principally, each unit classified as “2-family side-by- 
side” in 1940 would be classified as “1-unit attached” according 
to the 1960 definition; and units in structures containing a busi¬ 
ness and having one to four units constituled a separate category 
in 1940. 

Statistics on the count of structures and number of persons per 
structure are available from the Censuses of Population from 
1890 to 1930. In those censuses, data w^ere shown in terms of 
“dwellings,” the concept of “dwelling” being roughly comparable 
with the current concept of “.structure.” Statistics on the number 
of occupied units per structure (families per dwelling) also were 
included in some of the censuses. 

Trailer (H3, H37).—Trailers are included in the housing in¬ 
ventory if they are occupied as living quarters; vacant trailers 
and trailer’s used only for business or vacation puiyroses were not 
enumerated. When one or more rooms have been added to a 


trailer, however, it is classified as “house, apartmeiil, flat.” A 
trailer is “mobile” if it rests on wheels or on a temporary founda¬ 
tion, such as blocks or posts. A trailer is “on a permanent foun¬ 
dation” if it is mounted on a regular foundation of brick, stone, 
concrete, etc. Characteristics of occupied trailers are included iu 
all the tabulations except those on value. Trailers are shown as 
a separate category, for some areas, in the tabulations on number 
of units in structure. 

In 1950, only occupied trailers on wheels or on temporary 
foundations were identified. A trailer on a permanent fonndation 
or with a room added was classified as “house, apartment, flat.” 
In 1940, occupied trailers were combined with tents, boat.s, 
railroad cars, and shacks in the published data. 

Basement (H33).—Statistics on basements are presented in 
tei’ms of the number of housing units located in structures built 
with a basement, on a concrete slab, or in another way. “Base¬ 
ment” is defined as enclosed space beneath all or part of a sLrirc- 
Lure, accessible to the occupants and of sufficient depth so that an 
adult can walk upright. Units built on a “concrete slab” have no 
basement and no crawl space or air space below the first floor. 
The category “other” includes units in stiaretures resting on posts, 
those built directly oir the ground, and those having only crawl 
space under the building lo provide ventilation or accessibility for 
service or repair’s. 

No question aboirt basements was asked iu censuses pi’ior to 
1960. 

Elevator in structure (H34).—Statistics on elevator in struc¬ 
ture are presented in terms of the nrimber of housing rrnits lo¬ 
cated iu structures with four stories or more, not counting the 
basement. Units are classified “with elevator” if they are 
located iu a building with an elevator which passengers may use. 
Units are in a “walkup” structure if the structure has no i)a.s- 
seiiger elevator or if the only elevator service is for freight. 
Data on elevators are published only for large places, that i.s, 
places which had a population of 50,000 or more in 1950 or iu an 
interim census prior to 1960 and alsO' had a popirlation of 50,000 
or more in 1900. Data for all .such places in the United Slates 
are given iu the United States Summary chapter. No data on 
elevator iu structure arc given in the State chapters. 

Data on elevator in structure were nut collected in earlier 
cen.srr.ses. 

CONDITION AND PLUMBING FACILITIES 

The questions on condition and plumbing are shown below. 
Water supply, toilet facilities, and bathing facilities appeared 
as .self-enumeration items on the Advance Census Report and the 
remaining three self-enumeration items appeared on the House¬ 
hold Questionnaire, which was used iu two-stage areas. The 
direct-interview questions appeared on a POSDIG schedule. 
Condition of the unit, however’, was determined by the enumer¬ 
ator on the basis of his observation; the respondent was not to 
he questioned about the condition of his living quarters. 

Condition and plumbing combined.—Both the condition of a 
hou.sing unit and the type of plumbing facilities are considered 
measures of the quality of housing. Categories representing 
various levels of housing quality have been established by pre¬ 
senting the items in combination. 

To measure condition, the enumerator classified, each housing 
unit iu one of three categories; Sourrd, deteriorating, or dilapi¬ 
dated. The plumbing facilities that are combined with condition 
are: Water supply, toilet facilities, and bathing facilities. 

The category "with all plumbing facilitie.s” consists of units 
which have piped hot and cold water inside the structure, and 
flush toilet and bathtub (or shower) inside the structure for 
the exclusive use of the occupants of the unit. 


Introduction 


CONDITION 


Ohiinvatioii by 
mumeraior 

H6, Condlllon 

Sound . . ......... O 

IJifferioraling... O 

Dilapidated . ... O 


WATER SUPPLY, TOILET AND BATHING FACILITIES, BATHROOMS 


H9. h (h«i« hot ond cold runninj 
water in thii hou»e or building? 
Mill tinil lull) iitinun*) nuler in- 
4uk' the htuim or l>mhlui«i 1 1 
( t/ily i oh) fo/mi/oj v^uivr msitlc 1 | 

Ruiimti'i v.iilwi on jiiofifily but 
not m»i»)c IniiMin'i ( j 

No iiinnin'i wiHer j j 

H10. li ther® a flush toilet In this 
house nr building? 

Y«i. lot ihr inr til this houiehoh) 
only ( I 

Yes, hut shurei) with ttnuther 
hstusehohl I i 

No Hush ((!ilnt fiir tin,* use of this 
housi'hohl 1 I 

Nil, It there o bathtub or thower 
in this house or building? 

Y«s, for the list- Ilf this lioinuhold 
only I I 

Yet. but thimnl with ttiiolher 
hoiisufiolil I I 

No fittlfifub Of sliuwer fur fh® use 
of this hiHisetniltl | | 

H30. How mony bothroom* ate fn 
your houte or apotfnienf? 

,T I'lxiriiftf. hi}.'/. • ill I in hoi lii>(h Jlmh 
t<’di! ijfi.i Intlhir.ij fOi'ililriM diiillt 
tub in ihiiu-rri ,1 pnituU bnllt • 
niiitr, lin' It ‘lii'th li'ilfl <11 litllfiiny 
fni'liilif, h'tt Ih't liiiUi 

No lifiiliniMin, nr only (1 narthd 
fiitthiitiiin I I 

t I itmtileK' Inltllfiii.in I I 

J (iimiils'U' liiiihioMiii, (ilut (n)flial 

biilhtnimi(*) 1 1 

y ur nuoi- ititni.icfe Imlliiuiims I | 


l>iirH interview 

H9. it there hot running water (for 
thlj unit)? 

Running water in structure: 

Hot and cold .. .. O 

Cold only ... ..... 0 

Rut), water outside ... .. O 

No running woler. ... .. ... O 

HIO. It there o flush toilet (for this 
unlr)? 

Tor exclusive use.... O 

Shared.. .. . O 

None . . . ..... O 

H11. It there a bathtub or shower 
(for this unit)? 

lot exclusive use, .. . ... O 

Shared .. .. O 

None . . . ..... „.. O 

H30. How many bathroomi are in 
fhli unit? 


None or partial only.. O 

1 , . ... ___O 

1 anri pcitlitil. . ...... O 

2 or mote . ., - O 


SOURCt Of WATER AND SEWAGE DISPOSAL 

.'if-fr' rniinirriitiiiti 


H31. t)(» you get water frym -- 
A (niblii tyslcin (nr pfiville <iini' 

(Kiny) I I 

Ati Imhvithral well I I 

litime (iIIht S'lUici' I I 

H32. Is this house connected to a 
public sewer? 

Yv., I iit)tH‘<-ttHl 111 ft (iiiblir sewer I 1 

No. hin seiilii Itinl*. tn eesSfionl I 1 

Nu, hus other tiienns id sewage 

(Jisptisa! I I 


Dircei inle.ruiow 

H31, What It the lource of water? 
Public system (or private com¬ 
pany) .-.. - O 

Individual well ....... .. . ..... . . O 

Other. . .... ..... O 

H32. It the house connected to a 
public tewer? 

Public sewer.-. O 

Septic lanh or cesspool. O 

Other... ... • O 


l iiils ••la<-lviJiM Duly httl M’ftUM’” 1 UIV(‘ till Hu' Ttu‘illlii's exoi'itl. 
Jiipinl lint wainf. I’uilM "iackUiK i>luitil)hiiT fiicllllit's” may 

(r)i' may iinl t liav<‘ h<d wtilnr hul Jack oito or titor(‘ of (ho ol.lu'r 
.NOH-illcrl I'acililirvs. Also in<'hi(i(gl in UiIh caU'botvy arc tuiils 
liaviiiK lilt piptHl walcr Inside llu' slfui'lufci iiiul uniln whoso oc- 
I'ltpatilH shari' loihd or halliluK facilll.li's with Uto oi'cttpunl.s of 
jiliollior lioti.siiig' nail. 'I'ho comltinaliim of “lackliif^ only liol. 
walor” JUKI '■lai-kiiiL'' oHk'J' plinultiiiK facili|,i<‘s” Ls prosoiil.i'd as 
"htckiiif^ Hotiu* or all fuciiilics" iti .soaipi of I, ho (lisfrihiilioiis. 

hi ih<‘ (lislrll)uliofi of pluiiiliiiiK faoililii'S for vaoatil; nvaihihlo 
niiiLs, lh<‘ liKiiJ'f's apply <Htly Lo hooihI and dotorloml.lug unlls. 
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Dfila for dilapidalod vai'iiul. uuils arc no(, shown sopariiloly, hul. 
iiro iii<dn<!<'(l in IhiMlisIrihiilion for “all tmil.s.” 

OoiHlilion wa.s jiri'smil(*d in i-oinbinalion wilh ithimhiiifif fiicil- 
ili(‘S In llu' I'.inp ropoiis also. If llu' iv'spoclivo cah'^^nrios mnh'r 
“sound” Jiiid “(l(d('rioral:ina;” iif<‘ coniliinod, Iho 111(10 caloj^ory “wilh 
till plU'UihliiM’ racililios” ooutpnros wilh (ho lOoO ‘•uol dilaiti- 
dalt'd, will! privalt' (oih'l. and halli, and hoi. rniiniiig walor”; Iho 
10(10 “lackiitfi;- only liol. walor” ooiaitaia's ^\illl (.lio tOoO “nol dilapi- 
(hihsl, wilh jtrh'alo (oihd. iiiul hallt, and only cold wfili'r”; and 
lli(‘ 1000 “laoklnf^ olln'r iilumhinf;' faoilil.it's” ooniitart's wilh tin' 
lono I'onihlnalioii of "nol ililapidalod, wilh rnmiiufj: wiilor, hick- 
tiiK prh'JiU' (oih'l or halh" iuid “not dilnpidak'd, no nuiiiiuj^ 
WiUor.” 

(’ondiiidle (llli). 'I’lu' ('iiunn'i'alor (l('(('rniinod Iho ooiulitioii 
of llio honsiiiK null by ohsi'rvalion, on (ho basis of spooiliod ori- 
li'i’la rt'lalod lo lla't'xloiil or dojijroo of vlslldi'(h'focls. 'Pin' typi's 
of doft'ols dll' (‘iiunn'ralor was lo look for are iissocititi'd wilh 
woallK'r (i}i;hliK'ss, ('xloiil of disn'jtair, Ini/.ards l.o tlu' pliysictil 
Mjift'ly of llio oooiipjiids, tind intidorinalo or atfilu'shift ooiustmc- 
(ion. 'I'Ik'si' iir(‘ si)^iis of olln'r s(nic(iir!il dc'lot'ls wliioh may ho 
Itlddon. l)('f(‘<«ls which would be ri'voidt'd only hy n more carofnl 
iiisp('clIon (ban i.s irossibU' diirinjj; a census, suoli fis llioprosonco of 
ilnmpnoss or itd’i'slaliou, inadt'rpudo wiriiifi', tind rolh'd bc'iims, 
art' nol hiolixiod in llu' crilt'rtii for (h'lc'rmiiihiK Hk' coudilioii of 
a nntf. 

Hdiiiul lionsliifi,- Is (h'llnt'd as llinl wdiiclilins no dofi'cl.s, or only 
slifj;'ltl. dt'for'Is wlnrdi normally ari' r-rtrn'cK'd diirin/j; tlio <'onr.so 
of n'builnr nuiiidt'iinmg'. lOxnmpU's of slight (h'focls are: Tiiu-k 
of palnl : sliKbl daimipu' lo porch or slops; slight M-oarinj' awtiy 
of morltir Ix'lwor'ii hrir-ks or ollu'r aiasonry ; small cracks in wtilLs, 
pinslt'f or r'hlmiK'y ; crtu'ki'tl windows; slip:lU wi'aron Iloors, door- 
sills, doorframes, window .sills, or window fnuiu's; and hrokoii 
Kill h'rs or downsponis. 

ncldrifiriiliiifj bonshiK lU'i'ds mon* n'ptilr Ilian would In' pro¬ 
vided hi (In' I'oiirsi' of ri'Kulnr iiuiinlcininci'. Such liousin}>’ has 
otU' or iiiori' (h'l'i'cls of tin inlcniu'dlali' nalii.ri' Had', ninsl, bo <'or- 
rccli'd if lh(' iinil is lo coiiliiUK' lo provide safe and adi'iiunlo 
slu'lli'f. I'lxamph's of inU'vtiu'dljik' d('fcc(s nro; Holes, o))on 
oraclvs, rolled, loose, or niissiiiK mnli'ritil o/'cr a miiall area of llu' 
fouudalion, walls, roof, lloor.s, or rc'iliuKH; shtdey or unsnIV porcli, 
sh'ps, or niilhiKs; si'voral broki'u or iiiisslnK wiiulowptUK's; sonu' 
rol.li'd or loosi' window frnnu'S or saslu's dial are no loiiKbr rain¬ 
proof or wlinlin'oof; broken or loosi' slair Irt'tids, or broki'u, loosi', 
or niissiiiK ri.si'rs, Italnsk'rH, or raillUKH of inside or onishh' sltiirs ; 
(h'op ivi'iir on doorHills, doorfriuiK's, onishh' or inside sh'ps or 
Iloors; iniHsliiK bricks or cnicks in Iho chimuoy which ai.'<' nol. 
serious ('iioiiKh lo Ik' n (In' hti/.nrd; and maki'slilft ciilmm'y such 
as a s(ov('[)}pc or ollu'r tmiiisidali'd |)l|i(' IcadluK dh'i'clly from (Tic 
slovc lo |.h(' onishh' IlinniKh ti Imh' in lh<' roof, wall, ot window. 
Hitch d('(’('cls tiri' hIkhs of in'Kh'cl which h'tid lo si'iTons siriK'Inral 
(h'Icrioralion or tIniiuiKc If md corri'clcd. 

/filajilthilcd liousiiiK docs nol. providi' safe tind adiginolo 
shclk'i’ uml in 11s pri'smil. condition I'lKlaiiKi'rs liii' lu'alth, .safi'ly, 
or wi'll Ix'liiK of (ho oconiinnis. Siioh iionsiiiK has one or niori' 
crilical (lofccls; or lias ti comliiinil.hm <d' inli'nucdialo (h'focls 
in HUlllclciU. iinmhi'r or I'xli'id. lo rciniiri' coiishh'rahh' roptiir or 
rchnihlhiK; or Is of imuh'ipmk'oriKhial coiislruclion. 'Plio di'fi'cts 
ari' ('Illii'r so crilictd or so whh'spn'jid (liat tin' slriiclnro should 
ln' ('xti'iislvi'ly n'iiain'd, ri'huill, or lorn down. 

(irlllcal dofi'cls ri'sidl. from conrmiK'd uokIccI or hick of 
n'itair, or Indicalo si'rious thiniiiKi' to (ho slrnclnrt'. I'j.xmnplcs 
of crllioal di'IVols tiro: Iloii's, opi'ii cracks, or rolti'd, loose, or 
niissiuK nmli'i'lal (dnphoard sidiiiK, sIuukTos, bricks, concrolc, 

I ill', itliisU'r, or lloorhoards) oiicr if. Iiiriic. area of Uio fouucliUion, 
indsido walls, roof, chimney, or inside walks', floors, or coilin?i:.s ; 
suhslnnlisil siiKKlkKaf iloors, walls, or riMiC; and oxtoiisivo (lanmp;(' 
hy slorm, lire, or Hood. 

To ho olnssilii'il as dllnpidiih'd on Iho basis of ink'ruu'diato 
di'rocts, a honsliiK unit must havi' such di'IVols in sntlioioni: num- 
Ix'r or oxh'iit lhat 11. no Ioukn' provhh'S .sjifi' timl luh'iiinito ,s]u'lf.('r. 
No si't numlx'r of inlornu'diati^ dotVots is roquii'i'd. 

IniKh'iiualo original ooustriiotion inoludos: Hluioks, huts, or 
toids; slnicturc.s with mnla'.shlft wadis or imofs, or built of patde- 
iiiK liox'OH, Hcnip hunix'i', or tin; stnicturoH InckinK foundations 
1 walls rest diroclly on tlu' Ki'omid) ; struotnros with dirt Ihxms; 
and ci'llars, sheds, hams, KiiniKi'b, or other places not originally 
iulondod for living <imirtor,s iiiul imidoqutilely coiivorlod lo such 
use. 
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States and Small Areas 


_ The e-numeratoi" was instructed to judge each xuiit on the 
basis of its own characteristics, regardless of the neighbor¬ 
hood, age of the structure, or the race or color of the occupants. 
He was cautioned, for example, that although lack of paint is 
only a slight defect, this and other signs of neglect are warnings 
to look closely for more serious defects. Also, exterior covering 
may improve the appearance of a structui*e but not its condition, 
and the sturdiness of brick or other masonry walls can be mis¬ 
leading if there are defects in other parts of the structure. 

In judging condition, the enumerator was instructed to de¬ 
termine whether the unit was dilapidated or not dilapidated. If 
the unit was “not dilapidated,” then he wa.s to classify it as 
“sound” or “deteriorating.” The use of this technique in 1900 
was designed to maintain comparability with the 1950 enumera¬ 
tion of condition when only the two categories, not dilapidated 
and dilapidated, were reported. The change to the three-way 
classification of condition in 1960 reflects the growing interest 
in housing quality and its importance in slum clearance and 
urban renewal programs. 

The new classification and improved training techniques, 
designed to yield more adequate measures of potential urban 
blight, were developed by a group of experts working with the 
census staff. Meld studies were conducted to explore the fea¬ 
sibility of the three-way classification and to test various types 
of training instructions that would define and convey to enumera¬ 
tors the concepts of the three levels of condition. While the 
1950 concept and definition of the category “dilapidated” were 
retained without change for 1960, additional study was required 
to develop the concepts and terminology for the two other cate¬ 
gories. 

The enumerator was provided with detailed written instruc¬ 
tions and with photographs illustrating the levels of condition. 
In addition, audio-visual techniques were used in training the 
enumerator. A filmstrip of photographs in color depicted various 
types of defects and a recorded narrative explained how to de¬ 
termine the classification of condition on the basis of these 
defects. Photographs and instructions from the Enumerator’s 
Reference Manuals are reproduced in the appendix to the United 
States Summary chapter of Volume I. 

Although detailed oral and written instructions and visual 
aids were provided, it was not possible to achieve uniform results 
in applying the criteria for determining the condition of a unit. 
Data on condition for small areas, which depend on the work of 
only a few enumerators, may have a wider margin of relative 
error than data for larger areas, which are based on the work of a 
number of enumerators. 

The 1960 and 1950 definitions of “dilapidated” are considered 
comparable, since the basic 1950 concept of dilapidation was re¬ 
tained in 1960. The 1960 concepts of “sound” and “deteriorat¬ 
ing” combined are comparable with the 1950 concept “not 
dilapidated.” It is possible, however, that the change in cate¬ 
gories Introduced an element of difference between the 1960 and 
1950 statistics. 

The concept of “dilapidation” replaced the concept of “need¬ 
ing major repairs” which was used in the 1940 Census. Because 
the two terms differ significantly, the 1940 results are not com¬ 
parable with the 1950 or 1960 results on condition. 

Water supply {S9 ).—^A housing unit is classified in the tables 
as having “piped water inside structure” if there is running water 
inside the structure and it is available to the occupants of the 
unit. A unit has piped hot water even though the hot water is 
not supplied continuously; for example, it may be supplied only 
at certain times of the day, week, or year. Units with “piped 
water outside stmcture” have no running water inside the struc¬ 
ture but have running water available on the same property, 
either outdoors or in another structure. In the category “no 
piped water” are units for which the only source of water is a 
hand pump, open well, spring, cistern, etc., and units in which 
the occupants obtain water from a source which is not on the 
same property. 

The 1960 Census data on water supply are comparable with 
the 1960 data. The 1940 Census data, however, were presented on 
the basis of the availability of piped water inside or outside the 
unit rather than inside or outside the structure. The 1960 count 
of units with piped water inside the structure may be considered 
roughly comparable with the 1940 count of units with running 
water in the unit, except where there is an appreciable number of 
units with running water inside the structure but outside the 
unit. 

Toilet facilities (HIO).—A housing unit has a flush toilet 
(supplied with piped water) if it is inside the structure and avail¬ 
able for the use of the occupants of the unit. Mush toilets for ex¬ 


clusive use are differentiated from those that are shared with oc¬ 
cupants of other units. Units with other toilet facilili('s, such as 
privy, chemical toilet, or outside flush toilet, and units with no 
toilet facilities are included in the category “other toilet facilities 
or none” (reported “none” or “no flush toilet for the use of this 
household” on the enumeration forms). 

Data comparable with the 1960 data were provided by botli 
the 1950 and 1940 Censuses. 

Bathing facilities (Ell ).—^A housing unit has a bathtub or 
shower if either facility, supplied with piped water (not neces¬ 
sarily hot water), is inside the structure and available for the use 
of the occupants of the unit. Bathing facilities for exclusive use 
are differentiated from those that are shared with occupanis of 
other units. The category “no bathtub or shower” (reported 
“none” or “no bathtub or shower for the use of this household” 
on the enumeration forms) consists of units with only portable 
facilities, as well as units having no bathing facilities inside the 
structure and available for the use of the occupants. 

Data comparable with the 1960 data were provided by both 
the 1950 and 1940 Censuses. 

Exclusive or shared use .—Facilities are “for exclusive use” 
if they are used only by the occupants of the one housing unit, 
including lodgers or other unrelated persons living in the housing 
unit. 

Facilities are “shared” if they are used by occupants of two 
or more housing units, or if they would be shared with the occu¬ 
pants of a unit now vacant. Shared facilities may be inside one 
of the units in the structure or may be centrally located wiiere 
they can be reached by occupants of all units that share them. 

Inside or outside structure .—Facilities are located “inside the 
structure” if they are located inside the same structure as the 
housing unit. They may be located within the housing unit itself, 
or they may be located in a hallway or in a room used by occu¬ 
pants of several units. It may even be necessary to go outdoors 
to reach that part of the structure in which the facilities are 
located. Facilities located in the basement or on an enclosed 
porch, or enclosed by partitions on an otherwise open porch, are 
“inside the structure.” Facilities on an open porch (for example, 
piX)ed water) are “outside the structure.” 

Bathroom (H30).—A housing unit has a complete bathroom if 
it has a flush toilet and bathtub (or shower) for the exclusive use 
of the occupants of the unit and also has piped hot water. (Th(i 
requirement that the unit must have hot water was imposed 
during the proc‘es.sing of the data in an edit combining the items 
on bathroom and water supply.) The facilities must be located 
inside the structure but need not be in the same room. A partial 
bathroom consists of toilet or bathing facilities for exclusive use, 
but not both. Units with a partial bathroom in addition to a 
complete bathroom are published in the category “1 plus partial” 
in some tables and “more than 1” in other tables. Units with only 
a partial bathroom are included in the published category “shared 
or none” together with units which share or lack bathroom 
facilities. 

No data on number of bathrooms were provided in the 1950 or 
1940 Censuses; however, data were presented on the nuriii)Gr of 
units with both private flush toilet and bathtub (or shower). 

Source of water (H31).—Data on source of water are pub¬ 
lished only in the State chapters. The source of water was to he 
reported in one of three categories. “Public system or private 
company” refers to a common source supplying running water to 
moi'G than five houses. The source may be a city or county water 
department, a water district, a private water company, or a 
cooperative or partnership group. “Individual well” describes a 
source which serves five or fewer houses from a well on the prop¬ 
erty of the unit being enumerated or on a neighboring property. 
The water from such a well may he hand drawn, wind drawn, or 
power drawn. It may be piped or not piped; it may be stored in 
tanks or used directly from the well. (Because the criterion of 
“five or fewer” houses did not appear on the self-enumeration 
form, it is possible that some units were reported in the category 
“individual well” although the well serves more than fire houses.) 
“Other” describes water coming directly from springs, creeks, 
rivers, ponds, lakes, and all other sources. 
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Iijformation on source of water was not collected in the larger 
urban places, that is, places which had a population of i)0,000 or 
more in lt)50 or in an interim census prior to 1960. Hence, the 
county data on source of water in table 35 of the State chapters 
do not cover units in such places. 

No data on source of water were collected in previous censuses. 

Sewage disposal (H32).—Data on sewage disposal are pub¬ 
lished only in the State chapters. This item refers to the sewage 
disposal system for the structure in which the unit is located. 
The category “public sewer” applies to units connected to a city, 
county, sanitary district, neighborhood, or subdivision sewer 
system. A “septic tank or cesspool” is an underground tank or 
pit for sewage disposal. Small sewage treatment plants which in 
some localities are called neighborhood septic tanks are classified 
a.s public sewers. Units for which .sewage is disposed of in some 
other way are included in the category shown in the tables as 
“other or none.” 

Information on sewage disposal was not collected in the larger 
urban places, that is, places which had a iiopulation of 50,(X10 or 
more In 1950 or in an interim census prior to 1960. Hence, the 
coTUrty data on sewage disposal in table 35 of the State chapters 
do not cover units in such places. 

No data on sewage disposal were collected in previous censuses. 

EQUIPMENT AND FUELS 

Data oh equipment and fuels were derived from answers to 
the questions listed below. The self-enumeration questions ap¬ 
peared on the Household Questionnaire, which was used in two- 
stage areas. The direct-interview questions appeared on a 
FOSDIC schedule. Although the questions appeared on the self- 
enumeration form, the enumerator was instructed to obtain 
information on heating equipment, house heating fuel, and water 
heating fuel from the resident owner, manager, or janitor if the 
unit being enumerated was in a structure containing five housing 
units or more. 

Equipment.—Data on equipment are provided for occupied 
housing units only, except for heating equipment which was to 
be reported for all housing units. The statistics are in terms of 
the number of bousing units with the particular equipment or 
having the equipment available, as the case may be. 

Heating equipment (£21 ).—“Steam or hot water” refers to 
a central .heating system in which heat from steam or hot wmter 
is delivered through radiators or other outlets. “Warm air 
furnace” refers to a central system which provides warm air 
through ducts leading to the various rooms. 

“Floor, wall, or pipeless furnace” includes permanently in- 
.stalled heating units which deliver warm air to the room directly 
above the furnace or to the room (or rooms) on one or both sides 
of the wall in which the furnace is installed. These devices do 
aiot have ducts leading to other rooms. - 

“Built-in electric units” are heating units which are perma¬ 
nently installed in floors, walls, or ceilings. Heat pump® are 
included in this category. In some babies in the State chapters, 
housing units having a “floor, wall, or pipeless furnace” and those 
having “built-in electric units” are combined into the one category 
“built-in room units.” 

“Other means with flue” (shown on the self-enumeration 
form as “room heater connected to chimney or flue”) describes 
stoves, radiant gas beaters, fireplaces, and other equipment con¬ 
nected to a chimney or flue which carries off the smoke or fumes. 
“Other means without flue” (shown on the self-enumeration 
form as “room heater not connected to chimney or flue”) describes 
electric beaters, electric steam radiators, kerosene heaters, ra¬ 
diant gas heaters, and other portable or plug-in devices not 
connected to a chimney or flue. 

The main type of heating equipment was to be reported even 
if it was temporarily out of order at the time of enumeration. If 
two types of heating equipment were used to about the same ex¬ 
tent, the type appearing flrst in the sequence above was to be 
reported. For vacant units from which the heating equipment 
had been removed, the equipment used by the last occupants was 
to be reported. 


Similar data on heating equipment were collected in the 1950 
CensiLs. except that the 1050 data were restricted to occupied 
units (1960 data are for all units). Furthermore, the 1960 cate- 
gorie.s “warm air furnace” and “floor, wall, or pipeless furnace” 
mii.st be combined to be comparable with the single 1950 category 
warm air furnace”; and the 1960 categories "built-in electric 
units ’ and "other means without flue” must be combined to be 
comparable with the single 1950 category “other means without 
fine.” 


Data on heating equipment were collected for occupied units 
ill the 1940 Census also. The categories are comparable with 
1960 categories when certain combinations are made. 

Clothes washing machine (B23 ).—“Wringer or spinner” de- 
scribe,s a power-operated machine which requires handling of the 
laundry betvveen washing and rinsing. “Automatic or semiauto¬ 
matic” describes a machine that washes, rinses, and damp dries 
blit does not fully dry the laundry in the same tub. A “washer- 
dryer combination" is a machine which washes and fully dries 
the laundry in the same tub. 

A clothes washing machine owned by a member of the house¬ 
hold was to be reported, whether it was located in the housing 
unit or elsewhere on the property. Machines used but not owned 
by members of the household, such as those provided by the 
management of an apartment building, were not to be reported. 

The 1960 Censn.s is the flrst census to provide information on 
clothes washing machines. 

Clothes dryer {HZJf ).—A clothes dryer is defined as a sep¬ 
arate mechanical appliance in which clothes are dried by heated 
air. Two types are identified—^those which operate exclusively 
with electricity and those which u.se gas heat for drying. Units 
with a “washer-dryer combination” are elas.sifl.ed as units having 
no clothes dryer since the dryer is not a separate appliance. 


HEATING EQUIPMENT 


Sclf-enuiiieralioiL 

H21. How is your house or opart- 
ment heated? 

Cheek ONLY Ilia kind of heal tjun 
nsc Ihc ninul. 

Heated by— 

Steam or hot wafer. □ 

Warm air furnace with individual • 

room resislers.. Q 

Floor, wall, or pipeless furnace..- Q 

Built-in electric units. Q 

Room heafcr(s) connected to 

chimney or flue. □ 

Room hcoter(s) not connected to 

chimney or flue. Q 

Other method (UVr/c in. .) 

Not heated... O 


Direel interview 

H21. How is this unit heated? 


Steam or hot water.-. O 

Warm air furnacC;. O 

Floor, woll, or pipelcss furnace.. O 
Built-in electric units..-.. O 

Other means—with flue. O 

Other means—no flue. O 

Not heated. O 


CLOTHES WASHING MACHINE, CLOTHES DRYER, 
HOME FOOD FREEZER 


Self-enumeralion 


Direct interview 


H23. Do you hove a clothes washing 
machine? 

Do not count inachincs shared with 
any other household in this 
building. 

Machine with wringer or separate 
spinner. □ 

Automatic or semiautomatic ma¬ 
chine. Q 

Washer-dryer combination (single 

unit). D 

No washing machine. □ 

H24. Do you have an electric or gas 
clothes dryer? 

Do not count dryers shared with any 
other household in this building. 

Electrically heoted dryer- D 

Gas heated dryer.—. □ 

No dryer.---.-. □ 


H23. Is there a clothes washing 
machine in this unit? 


Wringer or spinner..—. O 

Automatic or semiautomatic. O 

Washer-dryer combination. O 

No washing machine. O 


H24. Is there a clothes dryer in this 
unit? 


Electric. O 

Gas. O 

No clothes dryer-... O 


H28. Do you have a home food 
Freezer which is separate from your 
refrigerator? 


Yes. 

No., 


□ 

□ 


H28. If there a home food freezer 
separate from the refrigerator in 
this unit? 


Yes- 

No.. 


O 

O 
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TELEPHONE AVAILABLE, AUTOMOBILES AVAILABLE 


Self-Enumeration 


Direct interview 


H35. It there a telephone on which 
people who live here con be 
colled? 

Yes... □ 

No—. □ 


H35. Is there o telephone on which 
people in this unit con be called? 


Yes- 

No.- 


H36. How many passenger auto¬ 
mobiles are owned or regularly 
used by people who live here? 

Count company cars kept at home. 

No automobile.. □ 

1 automobile-.-. □ 

2 automobiles.. □ 

3 automobiles or more-.. □ 


H36. How many automobiles ore 
owned or regularly used by people 
who live in this unit? 


Include company cars kept at home. 


No auto_ 

1 _ 

2 _ 

3 or more— 


O 

O 

O 

O 


AIR CONDITIONING, TELEVISION SETS, RADIO SETS 


Self-enumeration 

H27. Do you have any air condi¬ 
tioning? 

Count only equipment which cools 
the air by refrigeration. 

Room unit—1 only.. □ 

Room units—2 or more_ □ 

Central air conditioning system_ D 

No air conditioning.. □ 

H25. Do you hove any television 
sets? 

Count only sets in working order. 
Count floor, table, and portable 
television sets as well as combina¬ 
tions. 

1 set.- □ 

2 sets or more- O 

No television sets..... D 

H26. Do you have any radios? 

Count only sets in working order. 
Count floor, table, and portable 
radios as well as radio combina¬ 
tions. Do not count automobile 
radios. 

1 radio_ D 

2 radios or more. □ 

No radios.. □ 


Direct interview 

H27. Is there any air conditioning in 
this unit? 


Room units: 1_ O 

2 or more- O 

Central system - O 

No air conditioning_ O 

H25. Is there television in this unit? 


1 set- O 

2 or more- O 

No television- O 

H26. Are there any radios in this 
unit? 


1 set- O 

2 or more_ O 

No radios---..O 


HEATING FUEL, COOKING FUEL, WATER HEATING FUEL 


Self-enumeration 

H22. Here is a list of fuels. 

In the Hr si column, check which 
one is used most for heating. In 
the second column, check the one 
used most for cooking. In the third 
column, check the fuel used most for 
heating water. 


Houie Cook- Water 

Coal or coke— 

heat¬ 

ing 

fuel 

n 

ing 

fuel 

□ 

heat¬ 

ing 

hjel 

□ 

Wood- 

u 

u 

u 

Utility gas 
from under¬ 
ground pipes 
serving the 
neighbor¬ 
hood— 

□ 

□ 

□ 

Bottled, tank, 
or LP gas- 

n 

□ 

□ 

Electricity- 

u 

u 

□ 

Fuel oil, kero¬ 
sene, etc- 

n 

□ 

R 

Other fuel- 

11 

u 

□ 

No fuel used— 

u 

u 

u 


Direct interview 

H22. What fuel is used most foi— 



Heat- Cook- 

Heat¬ 


ing 

ing 

ing 


this 




unit 



Cool or coke—. 

o 

O 

O 

Wood- 

o 

O 

O 


Utility gas- 

O 

O 

o 

Bottled, tank, 
or LP gas- 

O 

O 

o 

Electricity- 

O 

O 

o 

Fuel oil, kero¬ 
sene, etc- 

O 

O 

o 

Other- 

O 

O 

o 

No fuel used-.. 

O 

o 

o 


(The washer-dryer combination is tabnlared under ehithe- 
washing machine.) 

A clothes dryer owned by a member of the heuselndd was t.< 
be reported whether it was locatetl in the huusing unit or else¬ 
where on the proixwty. Dryers used but net uwnerl by members 
of the household, such as those itrevided by the managenrent of 
an apartment building, were not to be rei>«:rted. 

The IbtiO Census is the first census to provide information on 
clothes dryers. 

Borne food freezer \H2S). —A home food freezer is defined 
as an appliance, separate from the refrigerator, which freezes 
food and. keeps it frozen. The freezer must be locatetl in the 
housing unit or elsewhere on the proiKfrty. Excluded is a freezer 
combined in the same cabinet with a refrigerator, even if it has a 
separate door. 

The 1960 data are not comparable with data on refrigeration 
from earlier censmses. In 1950 and 1940, information as to me¬ 
chanical or nonmeehanical refrigeration equipment was rei>orted 
but no information was obtainetl on separate appliances for 
freezing food. 

Telephone available iHSo). —.4 unit is classified as having a 
telephone if there is a telephone available to the oecupant.s of the 
unit for receiving calls. The telephone may i>e located inside or 
outside the housing unit, and one telephone may serve the <x.‘(‘u- 
pants of several units. The number of hou.sing units with tele¬ 
phones available, therefore, does not indicate the number of 
subscribers or the number of telephones installed in homes. 

Xo data on telephones were collected in eemsuses prior to 
1960. 

Automobiles available {BSB). —The count of automobiles 
available represents the number of passenger automobiles, in¬ 
cluding station wagons, owned or regularly used by any of the 
occupants of the housing unit. Passenger cars were to be counted 
if they were owned by a member of the household or if they were 
regularly used and ordinarily kept at home, such as some com¬ 
pany car.s. Not to be counted were taxis, pickups or larger 
trucks, and dismantled or dilapidated ears in an early stage of 
being junked. The statistics do not reflect the number of auto¬ 
mobiles privately owned or the number of households owning 
one or more automobiles. 

Data on automobiles were not collected in censuses prior to 
1960. 

Air conditioning (Hl't). —Air conditioning is defined as the 
cooling of air by refrigerating api>aratus. Excluded are evajt- 
orative coolers and fans or blowers which are not connected to 
a refrigerating apparatus. A room unit is an individual air c-on- 
ditioner designed to cool one room. A central system is an in¬ 
stallation which air conditions a number of rooms. In an apart¬ 
ment building, a central system usually provides air conditioning 
for all the apartments. 

-lir conditioning was not included in the 1950 or earlier 
census^. 

Television sets (H25). —Sets of all kinds located in the unit 
were to be included in the count —flfK>r, table, built-in. iM>rtable, 
and combination with radio or phonograph. Sets in working 
order and .sets being repaired were to be counted. A combination 
radiotelevision set was to be reported both as a television and 
as a radio set. 

The 1960 statistics are comparable with data from the 1950 
Census, which was the first census to Include this item. Both 
censuses provide the (“ount of cxcupied units having at least one 
television set (and in 1960 those having two or more), although 
the total number of television sets was not determined. 

Radio sets (E26), —Sets of all kinds located in the unit were 
to be included in the count—floor, table, portable, and combi¬ 
nation with television, phonograph, or clock. Set.s in working 
order and sets being repaired were to be counted. A combination 
radio-television set was to be reported both as a radio and as a 
television set. The following types of radios were to be excluded 
from the count; Sets which were not in working order and w’ere 
not being repaired, automobile radios, sending-receiving sets 
(“ham radio” sets) and crystal sets (“cat whisker” sets). 

The 1960 statistics are comparable with data from the 1950 
and 1940 Censuses. All three censuses provide the count of oc¬ 
cupied units having at least one set (and in 1960 those having 
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two or more), although the total number of radio sets was not 
determined. The number of units (families) with a radio set was 
provided also in 11)80 as part of the 1980 Census of Population 
(see section on “Housing data from other censuses”). 

Puels.—Information on fuel is provided for occupied units 
only. The figures represent the principal fuel used for heating 
the unit, for cooking, and for heating w'ater, respectively. Hor 
fuels .sui)plied hy utility companies, the census data are not likely 
to be comparable with utility company reports on the umnher of 
residential customers for that fuel. Generally, utility company 
data are based on a count of meters or the number of hills ren- 
dei'ed. Several households which are served hy one meter are 
usually counted as one customer by the utility companies but as 
several housing units in the reports of the Bureau of the Census. 
On the other hand, the count of meters may include some meters 
for units that are vacant. Furthermore, the utility companies 
generally report each customer regardless of the amount of fuel 
used, w'hile the census reports the fuel if it is the principal fuel 
u.sed for the specified purpose. 

IIeating fuel (1122 ).—The fuel to be reported was the fuel 
used most for beating tbe unit. In reporting gas as tbe fuel, a 
distinction was made between “utility gas” and “bottled, tank, 
or LP gas.” Utility gas is piped in from a central system serv¬ 
ing tbe community. Such gas is supplied by a public utility com¬ 
pany, municipal government, or similar organization. Bottled, 
tank, or LP (licpiefied petroleum) gas is supplied in containers 
which, are replaced or refilled as necessary. “Fuel oil, kerosene, 
etc.” includes fuel oil, kerosene, gasoline, alcohol, and other 
combustible liquids. “Other fuel” includes purchased steam, 
waste mateidals (such as corncobs), and other fuels not speciflecl 
among those listed on the enumeration fonns. In some tables 
w'here “wood” is not shown separately, it is included in the cate¬ 
gory “other fuel.” 

Comparable data on fuel used for heating the unit were col¬ 
lected in 1950 except that separate distributions were provided 
in 10.50 for units with central heating equipment and those with 
nonceiitral equipment. Although the definitions of the types of 
fuel are the same in both censuses, the wording of some of the 
categories is more specific in 1960. For example, the 1960 cate¬ 
gory “bottled, tank, or LP gas” is identical with the 1950 “bottled 
gas”; “fuel oil, kerosene, etc.” of 1960 is the same as “liquid 
fuel” of 1950; and “coal or coke” in 1900 is equivalent to “coal” 
in 1050. 

The data collected in the 1940 Census also are comparable 
witb tbe data collected in 1960. In 1940, however, tbe one cat¬ 
egory “gas” included both utility gas and bottled, tank, or LP gas. 

Cooking fuel (1122 ).—Tbe fuel to be reported was tbe fuel 
that was used moat for cooking. Tbe definitions of tbe categories 
are the same as those for beating fuel. 

Comparable data on cooking fuel were provided in both tbe 
1050 and 1940 Censuses, witb categories similar to those for beat¬ 
ing fuel. 

Water heating fuel (H22 ).—^The fuel to be reported was tbe 
fuel that was used moat for beating wmter. If tbe unit bad no 
piped hot water, it was tabulated as using no fuel for beating 
water. Tbe definitions of tbe categories are tbe same as those for 
beating fuel. 

No information on water beating fuel was collected iu 
censuses prior to 1960. 

FINANCIAL CHARACTERISTICS 

Tbe items on value and rent appeared both on the forms used 
in self-enumeration and on tbe forms used in direct interview. 
In cities and localities for which bousing.statistics are provided 
for city blocks, value and rent (items H15 and H16) appeared as 
self-enumeration items on the Advance Census Report; these 
items, as well as tbe questions on tbe costs of utilities and fuel, 
appeared as self-enumeration items on the Household Question¬ 
naire, which was used in two-stage areas. Tbe description of tbe 
property to which the value figure applied was determined largely 
by tbe enumerator and was not reported directly by tbe 
respondent. 


Value (H15, H40).—^Value is tbe re.si)ondent’s e.stimate of bow 
much tbe property would sell for on tbe current market (April 
1960). Value data for owner-occupied units are resti-icted to 
units having only one bousing unit in tbe property and no busi¬ 
ness, A business for this purpose i.s defined as a clearly recog¬ 
nizable commercial establishment such as a restaurant, store, or 
filling station. Units in multiunit structures and trailers were 
excluded from the tabulations; and in rural territory nnit.s on 
farms and all units on places of 10 acres or more (w'hether farm 
or nonfarm) also were excluded. The values of such units are 
not provided because of heterogeneity in the use and size of the 
property. 

A property generally consists of the house and the land on which 
it stands. Tbe estimated value of the entire property, including 
tbe land, was to be reported, even if the occupant owned tbe bouse 
but not tbe land, or tbe property was owned jointly witb another 
owner. 

For vacant units, value is tbe price asked for the property. Tbe 
price is tbe amount asked at tbe time of enumeration and may 
differ from tbe price at which tbe property is sold. Data for 
vacant units are restricted to properties available for sale which 
have only one bousing unit and no business. Units in multiunit 
structures were excluded from tbe tabulations; and in rural ter¬ 
ritory units on places of 10 acres or more also were excluded. 
(Data do not reflect sale price of trailers since vacant trailers 
were not enumerated.) 

Tbe median value of bousing units is the theoretical value 
which divides tbe distribution into two equal parts—one-balf tbe 
cases falling below this value and one-balf the cases exceeding 
this value. In the computation of the median, tbe lower limit of 
a class .interval was assumed to stand at the beginning- of tbe 
value group and the upper limit at tbe beginning of the successive 
value group. Medians were rounded to the nearest hundred 
dollars. Tbe median was computed on the basis of tbe tab-ulation 
groups in fuU detail as shown in the tables for tbe United States 
or State totals, and tbe terminal category used in tbe collection 
of tbe data was “$35,000 or more.” For vacant units, however, 
tbe terminal category used in tbe tabulation was “$25,000 or 
more” for some areas. Thus, a median above $25,000 (for ex¬ 
ample, a median of “28,600” for owner-occupied units) is not 
necessarily higher than a median of “25,000-f ” for vacant units. 

Average value (arithmetic mean) of owner-occupied units is 
provided in tbe State chapters for places of 1,000 to 2,500 in¬ 
habitants. Tbe average was computed by dividing tbe sum of tbe 


VALUE 

Delerminaiion 
by enumeralor 

HI 4 (H39). Descripfion of property 
1 unit, no business- O 

1 unit, with business-- O 

2 or more units.. O 

Direct interview 

Ht5(H40). If "1 unit, no busi¬ 
ness ’’— 

About how much do you thinh this 
property would sell for on today's 
market? 

(If vacant: What is the price asked 
for this property?) 

Under $5,000. O 

5,000-7,400. O 

7.500- 9,900. O 

10,000-12,400_ O 

12.500- 14,900_ O 

15,000-17,400. O 

17.500- 19,900_ O 

20,000-24,900_ O 

25,000-34,900. O 

35,000 or over_ O 


Self-enumeration 

Hi 5 (H40). About how much do 
you think this property would sell 
for on today's market? 


Under $5,000_ □ 

$5,000 to $7,400. □ 

$7,500 to $9,900- □ 

$10,000 to $12,400_ □ 

$12,500 to $14,900_ □ 

$15,000 to $17,400_ □ 

$17,500 10 $19,900_□ 

$20,000 to $24,900_□ 

$25,000 to $34,900_□ 

$35,000 or more.— □ 
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RENT, UTILITIES AND FUEL IN RENT 


Self-enumeration 

H<6(H41). If you pay your rent 
by the month — 

What is your monthly r«nt? 

$_ .00 

(.nearest dollar) 


OR 


If you pay your rent by~the week or 
some other period of time — 

What if your rent and what period 
does it cover? 

$_ .00 per _ 

(nearest dollar) (week, year, etc.) 


H43 and H44. In addition to rent, 
do you also pay foi“ 

Electricity? 


Yes. 

No- 


□ 

□ 


j^What is the average 
monthly cost for 
electricity? 

$ .00 


Gas? 

Yes... 

No.... 


□ 

□ 


^e'What is the average 
monthly cost for 
gas? 

$ .00 


Water? 

Yes._ □ 

No. □ 


'What is the average 
monthly cost for 
Water? 

$ .00 


Direct interview 

HI6 (H4i). What is the monthly 
relit (for this unit)? 


Enter to nearest dollar 


$01 23456789 
Hnd's OOOOOOOOOO 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 


H43. In addition to rent does relitcr 
pay for— 

a. Electricity? Yes. O 

No... O 

b. Gas? Yes. O 

No_ O 

c. Water? Yes- O 

No_ O 

H44. If "Fes” in H4S and if 
occupied — 

What is the average monthly cost 
foi— 

a. Electricity? 

$0123456789 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 

b. Gas? 

$01 23456789 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 

c. Water? 

$01 23456789 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 


H45 and H46. In addition to rent, 
do you also pay for oil, coal, 
kerosene, or wooa? 


Yes.- □ 

No. □ 


'About how much do 
you pay for such 
fuel per year? 

$ .00 


HOW TO FIGURE COST OF 
UTILITIES AND FUEL 

Enter the cost to the nearest 
dollar. 

Utilities—If you don’t know ex¬ 
actly how much you have spent and 
if you don’t have records, put down 
the approximate costs. 

Fuels—If you don’t know how 
much fuels cost per year, one of the 
following methods may help jyou 
hgure the approximate costs: 

Coal—Multiply number of tons 
used per year by the cost per ion. 

Oil or kerosene—Multiply num¬ 
ber of gallons used per year by the 
cost per gallon; OR multiply num¬ 
ber of deliveries by average cost per 
delivery. 

Wood—Multiply number of cords 
(or loads) used per year by cost per 
cord (or load). 

Note: If you buy fuel in small 
quantities (such as kerosene by the 
can or coal by the bag), it may be 
easier to Hgure about how much you 
spend for fuel per week, and mul¬ 
tiply by the number of weeks during 
which it is used. 


H45. In addition to rent, does renter 
pay for— 

Oil, coal, wood, or kerosene? 

Yes. O 

No. O 

H46. If “Yes” in \H45 and if 
occupied — 

What is the total yearly’ cost for— 
Oil, coal, wood, or kerosene? 

$0123456789 
Hnd's OOOOOOOOOO 
Tens OOOOOOOOOO 
Units OOOOOOOOOO 


values by tbe number of owuer-occupied units for which value 
is shown. For purposes of the computation, the midpoints of the 
intervals were used except that a mean of $3,500 was assigned to 
values less than $5,000 and a mean of $42,000 was assigned to 
values of $35,000 or more. (In 1950, averages for these places 
were computed from the specific amounts reported.) 


In 1950, value data were published for owner-o 
and for vacant units available for sale (with th 
combined for places with a population under 10,00( 
were restricted to nonfarm units (excluding traile 
one unit in the property and no business. In rui 
1950 data for both owner-occupied and vacant u 
values for farm units but included nonfarm units 
10 acres or more. 

Another difference between 1960 and 1950 statis 
method of reporting value amounts. In 1900, resp 
asked to select an appropriate class interval, wh' 
specific figures were given hy the respondents. This 
not believed to affect comparability of the data to 
extent. 

To take account of the rise in value of property si 
class intervals were established for presenting tli 
lowest tabulation group in 1960 is “less than $5,< 
highest for the larger areas is “$35,000 or more.” 
lowest and highest intervals for the larger areas W( 
$2,000” and “$20,000 or more.” The class intervals 
set so that combinations of value groups could be u 
parison from census to census. 

The 1960 value data indicate value levels in 196 
reflect changes .since 1950 for identical units. Besi 
through new construction and other sources, and h 
demolition and other means, there have been ch 
owner-occupied inventory through shifts in tenure, 
there has been some shifting between farm and nonfs; 
as well as a change in the definition of farm resi 
changes in value of “same” units, see IdGO Censuf. 
Volume IV, Components of Inventory Change, Part 

Data on value of owner-occupied units were eollei 
as well as nonfarm units in the 1940 Census of Hoi 
iionfarm units (homes) in the 1930 Censu.s of Pop' 
data are not strictly comparable with data from ’ 
1960 Censuses. In the 1930 and in .some of the 194C 
(Volume II of the 1940 Housing reports), value d 
restricted to 1-unit properties. In Volume III of th 
ing reports, however, .statistics for 1-family struct 
busiuess are provided for the United States, rog 
principal metropolitan districts, and cities of 100,00i 
or more. Comparability is affected to some extent 
enee.s in the definitions of farm-noiifarm residence. 

Data for 1950 and earlier in the text tables in the 1 
Summary chapter are expressed in current dollar,' 
value at the time of the re.spective censuses). 

Contract rent (H16, H41),—Contract rent is the 
agreed upon regardless of any furnishing.s, utilities 
that may be included. If tbe rent includes payment f 
unit or additional houslug units, au estimate of the 
housing unit being enumerated i.s. to be reported. ] 
lodgers or roomers in the household is disregarded, 
units, rent is the amount asked for the unit; the rent i 
a.sked at the time of enumeration and may differ f: 
contracted for when the unit is occupied. Data for 
are restricted to vacant units available for rent. Ii 
tory, data for renter-occupied units exclude rents for j 
units, and data for vacant units exclude rents for ur 
of 10 acres or more. 

The median rent is the theoretical rent which 
distribution into two equal parts—one-half the .i 
below this rent and one-half the cases exceeding t 
the computation of the median, the lower limit of a c 
was assumed to stand at the beginning of the rent g 
upper limit at the beginning of the successive rent 
median was computed on the basis of more tabul, 
than are shown in the tables, and the terminal categ. 
or more. Medians were rounded to the nearest v 



















Introduction 


XXXIX 


Renter-occupied units for which “no cash rent” is paid (see defini¬ 
tion of tenure) are excluded from the computation of the median : 
and iu tables 21, 24, 26, 30, and 32 in the State chapters, such 
units are also excluded from the count of “renter occupied” units 
shown under “Contract rent.” 

Medians for vacant units are provided for two kinds of avail¬ 
able vacant units—those for which the rent includes payment 
for all utilities and fuel, and those for which the rent includes 
only some or none of the utilities and fuel. (Refer to the sec¬ 
tion on “Gross rent” for discussion of utilities and fuel.) 

Rent data were published in 1950 for renter-occupied units 
and for vacant units available for rent (with the two groups 
combined for places with a population under 10,(XX)). In rural 
areas, the 1950 rent data for both the renter-occupied and 
vacant units excluded rents for farm units. 

To take account of the rise in rents since 1950, new class 
intervals were established for presenting the figures. However, 
the class intervals in 1960 were set so that combinations of 
rental groups could be made for comparison from census to 
census. 

The 1960 rent data indicate rent levels i-n 1960 and do not 
reflect changes since 1950 for identical units. In addition to 
new units coming on the market and withdrawals from the in¬ 
ventory, there have been changes in the renter-occupied inven¬ 
tory through shifts in tenure. Furthermore, there has been some 
shifting between farm and nonfarm residence as well as a change 
in the definition of farm residence. (For change in rent of 
“same” units, see 1960 Census of Bousing, Volume IV, Gom- 
ponents of Inventory Change, Part IB.) 

Changes reflected by the 1960 and 1950 Census data are not 
comparable with changes in rents obtained by the Bureau of 
Labor Statistics for its Consumer Price Index. The data com¬ 
piled by the Bureau of Labor Statistics represent changes in 
rent for essentially similar units with comparable services and 
facilities. 

In 1940, the Census of Housing provided contract rent data for 
renter-occupied nonfarm units and estimated rents for farm units, 
owner-occupied units, and vacant unit.s. In 1930, the Census of 
P(jpulation pi-ovided rent statistics for rented nonfarm units 
(homes). In ai-eas which included rural housing, comparability 
with the later censuses is affected by the change in the definition 
of farm residence. 

Data for 1950 and earlier in the text tables in the United States 
Summary chapter are expressed in current dollars (the dollar 
rent at the time of the respective censuses). 

Gross rent.—The computed rent termed “gross rent” is the con¬ 
tract rent plus the average monthly cost of utilities (water, 
electricity, gas) and fuels such as wood, coal, and oil if these 
items are paid for by the renter (or paid for him by a relative, 
welfare agency, or friend) in addition to rent. Thus, gross rent 
eliminates differentials which result from varying practices with 


respect to the inclusion of utilities and fuel as part of the 
rental payment. Rent data exclude rents for farm units in rural 
territory. (Gross rent data for housing units with nonwhite 
household heads, Puerto Rican heads, and beads of Spanish sur¬ 
name in the detailed tables erroneously include data for farm 
units,' see section on “Corrections.”) 

The procedures to be followed by the enumerator for deter¬ 
mining the costs of utilities and fuels conformed to the instruc¬ 
tions given to the respondents on the self-enumeration form. 
The costs of fuels were reported on a yearly basis and con¬ 
verted to a monthly estimate in the tabulation processes. If 
the utility or fuel bill covered a business unit or additional 
housing units, an amount was to be reported for the one hous¬ 
ing unit being enumerated. If the renter had just moved 
into the .unit, the cost of the item was to be estimated on the 
basis of recent experience and general knowledge of utility 
and fuel costs. Gross rent is not computed for units for which 
“no cash rent” is paid (see definition of tenure) even though 
the renter may pay for utilities or fuel. 

The median rent is the theoretical rent which divides the dis¬ 
tribution into two equal parts—one-half the cases falling below 
this rent and one-half the cases exceeding this rent. The median 
was computed in the same manner as the median contract rent. 
It was computed on the basis of more tabulation groups than are 
shown in the tables, and the terminal category was “$200 or 
more.” Medians were rounded to the nearest whole dollar. 
Renter-occupied xmits for which “no cash rent” is paid are shown 
separately in the tables and are excluded from the computation 
of the median. 

Average gross rent (arithmetic mean) is provided in the State 
chapters for places of 1,000 to 2,500 inhabitants. The average 
was computed by dividing the sum of the rental amounts by the 
number of renter-occupied units, excluding units for which “no 
cash rent” was paid and excluding farm units in rural areas. 

Data on gross rent were published in 1950 and iu 1940 for 
renter-occupied units, excluding fann units in rural.areas. In 
both 1950 and 1940, an additional adjustment was made to gross 
rent; if the use of furniture was included in the contract rent, the 
reported estimated rent of the unit without furniture was used 
in the computation. In areas which include rural housing, com¬ 
parability with 1960 data is also affected by the change in the 
definition of farm residence. 

Data for 1950 and earlier in the text tables in the United States 
Summary chapter are expressed in current dollars (the dollar 
rent at the time of the respective censuses). 

Bent status.—Renter-occupied units comprise units rented for 
cash and units for which no cash rent is paid. “No cash rent” 
is shown as a sei^arate category in the distributions for contract 
rent and gross rent; in the State chapters, the category is shown 
under “Rent status” in the county table for rural-farm units 
(table 34). See also section on “Tenure.” 


COLLECTION AND PROCESSING OF DATA 


The collection and processing of data in the 1960 Census dif¬ 
fered in several important respects from the procedures used in 
the 1950 Census. Much of the information in 1960 was obtained 
by self-enumeration supplemented by follow-up procedures, in 
contrast to direct interview in 1950; a two-stage census was in¬ 
troduced in the more populous sections of the country, represent¬ 
ing about four-fifths of the population; and much greater use was 
made of sampling than in 1950. A further innovation was the 
formal field review of the enumerator’s work during the course 
of enumeration. Finally, extensive use was made of electronic 


A summary of the procedures for collecting and processing 
the data is given below. Some of the forms are illustrated in the 
appendix to the United States Summary chapter of Volume I of 
the 1960 Housing reports; instructions from the Enumerator’s 
Reference Manuals for enumerating some of the items are in¬ 
cluded also. Additional information on the 1960 practices is 
given in United States Censuses of Population and Housing, 1960: 
Principal Data Collection Forms and Procedures. A detailed 
description of the collection and processing of data is provided 
in the report entitled Eighteenth Decennial Census: Procedural 
History. The schedule used in the 1950 Census of Housing and 
iusstruntinTici from the 1950 E um ator’ Reference Manual are 
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reproduced in tlie United States Sniuniary chapter of 1950 Census 
of Housing, Yolnme I, G-eneral CharaGterisUes; a description 
of the collection and processing of data is given in the report 
entitled The 1950 Censuses—How They Were Talcen. 

COLLECTION OF DATA 

Data-collection forms.—Two basic types o.f forms were used 
for collecting data in the 1960 Census—the forms which respond¬ 
ents were asked to fill and the forms used by the enumerator 
to record the information for processing. 

Advance Census Report and, Household Questionnaire. —^Both 
the Advance Census Report (ACR) and the Household Question¬ 
naire were self-enumeration forms. The ACR contained items 
which were to be reported for all occupied housing units and was 
used on a nationwide basis. The Household Questionnaire con¬ 
tained questions which were asked on a sample basis and was 
used ill the more populous areas. 

FOSDIC schedules. —The FOSDIC schedules are forms spe¬ 
cially designed for electronic data processing. Two basic types 
were used—a “complete count” FOSDIC schedule and a “sample” 
FOSDIC schedule. The complete-count FOSDIC schedule con¬ 
tained items enumerated for every housing unit. Information 
was either transferred from the ACR or recorded on the sched¬ 
ule during direct interview. This schedule was used also for 
recording information not called for on the ACR, namely access 
to unit (which is pertinent to the identification of a housing 
unit), eoudition of the unit, and information about vacant units. 
The sample FOSDIC schedule contained items that were enu¬ 
merated on a sample basis. Information was either transferred 
from the Household Questionnaire or recorded on the schedule 
during direct interview. 

Enumeration procedures.—Before the enumeration began, the 
Post Office Department delivered an ACR to households on postal 
delivery routes in all parts of the United States. This form con¬ 
tained questions which were to be answered for every occupied 
housing unit. Household members were requested to fill the ACR 
and have it ready for the enumerator when he called. 

Two-stage and single-stage procedures. —The enumeration 
process involved two basic procedures. In the densely populated 
areas of the United States (with approximately 82 percent of the 
population and 35 percent of the land area), a “two stage” enu¬ 
meration procedure was used. In the first-stage visit to the hous¬ 
ing unit (Stage I), the enumerator transferred information from 
the ACR to the complete-count FOSDIC schedule. If the ACR 
was not filled for the unit or if the form had omissions or incon¬ 
sistencies, the enumerator was instructed to ask the questions and 
record the answers directly on the FOSDIC schedule. If the 
household was in the sample, the enumerator left a Household 
Questionnaire to be filled and mailed promptly to the local census 
office. It was also necessary for the vStage I enumerator to trans¬ 
fer the complete-count information for each sample household to 
its sample FOSDIC schedule. This schedule was then given to 
the Stage II enumerator. 

In the second stage (Stage II), the enumerator transferred 
the information supplied by the household from the Household 
Questionnaire to the sample FOSDIC schedule. If the enumera¬ 
tor found that the questionnaire was incompletely filled or had 
not been mailed, or if he detected answers containing obvious in¬ 
consistencies, he obtained the missing information by personal 
visit or by telephone and recorded it directly on the sample 
FOSDIC schedule (or on the Household Questionnaire and then 
on the FOSDIC schedule). 

In the rest of the United States, where approximately one- 
fifth of the population lives, a “single stage” enmneration pro¬ 
cedure was used.'' As in the two-stage areas, the enumerator 
visited the housing unit and transferred information from the 
ACR to the complete-count FOSDIC schedule. If the ACR was 
not filled for the unit or if the form had omissions or inconsisten¬ 
cies, the enumerator was instructed to ask the questions and 
record the answers directly on the FOSDIC schedule. For each 


States enumerated completely on a single-stage basis were: Alaska, 
Arkansas, Hawaii, Idaho, Mississippi, Montana, Nevada, New Mexico, 
North Dakota, South Dakota, and Wyoming. States enumerated partly, 
but not completely, on a single-stage basis were: Alabama, Arizona, 
California, Colorado, Florida, Georgia, Kansas, Kentucky, Louisiana, 
Maine, Michigan, Minnesota, Nebraska, Oklahoma, Oregon, Texas, Utah, 
Washington, and Wisconsin. 


uuit in the sample, the enumerator asked the questions for the 
sample items and recorded the answers directly on the sample 
FOSDIC schedule. The Household Questionnaire was not u.sed 
in single-stage areas. 

Thus, the “two stage” and “single stage” procedures differ 
only in the method of obtaining information for the sample items. 

Methods of obtaining information.—Information for the hous¬ 
ing items was obtained through self-enumeration, direct interview, 
and observation. The method used for each item and the enu¬ 
meration form on which the item appears are indicated in the 
section on “Definitions and explanations.” 

Procedure for vacant units.—In both two-stage and single-stage 
areas, information for vacant units was obtained by the enu¬ 
merator and recorded directly on the FOSDIC schedule. Infor¬ 
mation was obtained fi’om owners, landlords, neighbors, or other 
persons presumed to know about the rmit. For each vacant unit 
in the sample, the enumerator in single-stage areas completed the 
sample FOSDIC schedule at the same time he obtained the 
complete-count information. In two-stage areas, the Stage II 
enumerator completed the sample FOSDIC schedule. 

listing procedure.—^As a means toward obtaining complete cov¬ 
erage of housing units, the enumerator in both two-stage and 
single-stage areas listed each occupied and vacant unit on his 
first visit to the unit for information from the ACR. He was 
instructed to canvass each block, street, or road in a systematic 
manner and to record the address, name of head (of occupied 
unit), time to call if a callback was required, and other pertinent 
information about the visit. A Listing Book was used for this 
purpose. 

Field review.—One of the important innovations in the 1960 
Census was a series of regularly scheduled “field reviews” of the 
enumerator’s work by his crew leader or by a field reviewer. This 
operation was designed to assure at an early stage of the work 
that the enumerator was performing his duties properly and had 
corrected any errors he had made. Moreover, the completeuos.s 
of coverage of housing units was cheeked in various ways, includ¬ 
ing for the first time a comparison of addresses listed by the enu¬ 
merator with an advance partial listing of addresses prepared by 
the supervisor. 

PROCESSING OF DATA 

Electronic processing.—Although mechanical equipment was 
widely used in the 1950 and 1960 Censuses in the editing, coding, 
and tabulating of housing data, the procedures adopted in 1960 
differed in several important respects from those used in 1950. 
The procedural changes reflected, in large part, the shift from 
conventional mechanical equipment to electronic equipment, which 
had been applied to the processing of housing information on a 
relatively limited scale in 1950. 

In 1960, the enumerator recorded housing information by shad¬ 
ing appropriate circles on FOSDIC schedules. To process the 
data, (1) the schedules were sent to the central processing office 
in Jeffersonville, Indiana, where they were microfilmed; (2) the 
microfilm was then sent to Washington, D.O., where the markings 
were converted to signals on magnetic tape by FOSDIC (Film 
Optical Sensing Device for Input to Computers) ; (3) the tape 
was processed by an electronic computer, which edited, coded, 
and tabulated the data; (4) a high-speed electronic printer 
printed the numbers, captions (column heads), and stubs on 
sheets to which preprinted titles were added, and the tables were 
reproduced by offset printing (except for the tables in the United 
States Summary chapter of Volume I, which were typed 
manually). 

In 1950, the enumerator recorded housing information by 
marking a precoded check box or writing a numerical answer. To 
process the data, (1) clerks punched a card for each unit con¬ 
taining the codes for the housing characteristics ; (2) the punch- 
cards were edited, coded, and tabulated by conventional tabulators 
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for all the 1950 Houaing reports except Volume II, for which 
electronic equipment was used for the tabulations; (3) the tables 
(except in the reports on block statistics) were typed manually 
on sheets with preprinted stubs and partially preprinted captions, 
and the tables were reproduced by offset printing. 

The extensive use of electronic equipment in the 1960 Census 
insured a more uniform and more flexible edit than could have 
been accomplished manually or by less intricate mechanical equip¬ 
ment. In the editing operations, improved techniques of allocation 
for nonresponses and inconsistencies were feasible. Moreover, 
the use of FOSDIO completely eliminated the cardpunching oper¬ 
ation and thereby removed one important source of error in the 
published statistics; the new types of error introduced by the use 
of FOSDIC were probably minor by comparison. 

The electronic computer made it possible to do much more 
complex editing and coding than in earlier censuses and to assure 
consistency among a larger number of interrelated items. For 
example, the computer assigned a code to each housing unit for 
one of seven categories of condition and plumbing facilities; to 
detei’mine this code In some instances required the scanning of 
entries in four items, where a full cross-classiflcation of the items 
would involve approximately 36 combinations of categories. At 
the same time, the greater capacity of the computer permitted the 
keeping of a detaiied record of the extent of computer editing. 

In 1960, practically all the editing and coding operations on 
the housing schedules were accomplished by electronic equipment. 
The only schedules examined manually (after the field review and 
inspection) were those flagged by the computer for clerical review 
because the number of corrections required exceeded the toler¬ 
ances that were established. In 1950 also, much of the editing 
and coding was accomplished by mechanical equipmeiit, including 
electronic equipment for some tabulations. A few specified items 
on the housing schedules in 1950 were examined manually, and 
corrected when necessary, befoi'e the schedules were processed 
mechanically. 

Editing.—In a mass statistical operation, such as a national 
census, human and mechanical errors occasionally arise in one 
form or another, such as failure to obtain or record the required 
information, recording information in the wrong place, misreading 
position marlcings, and skipping ijages. These were kept to a 
tolerable level by means of operational control systems. Nonre¬ 
sponses and inconsistencies were eliminated by using the com¬ 
puter to assign entries and correct inconsistencies. In some cases, 
missing and inconsistent entries resulted from poor markings 
which were unreadable or were misread by FOSDIO. In general, 
few assignments or corrections were required, although the 
amount varied by subject and by enumerator. 

Whenever information was missing, an allocation procedure 
was used to assign an, acceptable entry, thereby eliminating the 
need for a “not reported” category in the tabulations. The assign¬ 
ment was based on related information reported for the housing 
unit or on information reported for a similar unit in the immediate 
neighborhood. For example, if tenure for an occupied unit was 
omitted but a rental amount was reported, the computer automat¬ 
ically edited tenure to “rented.” On the other hand, if the unit 
was reported as “rented” but the amount of rent was missing, the 
computer automatically assigned the rent that was reported for 
the preceding renter-occupied unit. 

A similar procedure was used when the information reported 
for an Item was inconsistent with other information reported for 
the unit. For example, if a housing unit was enumerated as 
having “no running water” but having both a bathtub (or shower) 
and flush toilet for the exclusive use of the occupants of the unit, 
the computer edited water supply to “hot and cold water,” a cate¬ 
gory considered to be consistent with the reported bathing and 
toilet facilities. 

Specific tolerances were established for the number of computer 
allocations acceptable for a given area. If the number was beyond 


tolerance, the data were rejected and the original schedules were 
I'e-examined to determine the source of the error. Correction and 
reprocessing were undertaken as necessary and feasible. In some 
cases, the corrective action consisted simply of making darker 
shadings in the code circles. If the high number of allocations 
resulted from faulty entries or absence of entries on the schedules, 
the appropriateness of the computer allocations was considerecl 
and, in some instances, a manual allocation was substituted. 

The extent of the allocations for nonresponses or for incon¬ 
sistencies, including those resulting from poor markings, is shown 
fur each item in appendix table A-1 in the individual chapters for 
States. The percentages reflect only the allocations made by the 
computer; they exclude any that were made in the field review 
of the census schedules and those that were made manually after 
they had been rejected by the computer. The table presents totals 
for ihe State, by inside and outside SMSA’s, and totals for places 
of various population size groups. Tire base on which, the per¬ 
centage is computed is shown for each item. For most items, the 
percentages are based on all housing units or occupied housing 
units. In some instances, the base is a specific group of units. 
For example, a figure of 2.5 for “duration of vacancy” for places 
of 50,000 inhabitants or more means that answers to this question 
were supplied or edited for 2.5 percent of the vacant units available 
for rent or sale; the percent is a combined figure for all places of 
50,000 inhabitants or more in tlie State. Percentages are not 
shown if the item is not published for the specified area. 

In earlier censuses, assignments of acceptable entries for non- 
responses and inconsistencies also were based on related informa¬ 
tion given for the units. In the absence of related information 
for the unit, either an acceptable code was assigned or the item 
was “not reported.” If a code was assigned, it was made on the 
basis of distributions of characteii.sties from previous eensu,se.s 
or surveys. The use of electronic equipment in 1060 improved 
upon the procedure by making feasible the use of information 
implicit in the 1960 data being tabulated. 

ACCURACY OF DATA 

As explained above, information was obtained through self- 
enumeration and direct-interview procedures. The forms used 
by household iiieiubers for self-enumeration were necessarily 
different from those used by the enumerator in direct inter¬ 
view, although the intent of the two types of forms was the 
same. The use of self-enumeration forms allowed house¬ 
hold members to see the questions as worded and to consult 
household records to ascertain the correct answers. Further¬ 
more, the self-enumeration forms provided brief but uniform 
explanations for some of the items and called attention to the 
response categories in a uniform manner. The less detailed 
wording of some items on the FOSDIC schedules was sup¬ 
plemented by the ti-aining and instructions given to the enumei*- 
ators. The enumerators received standardized and formal 
training in canvassing their districts, in interviewing, and in 
filling out the schedules. During training, they used a work¬ 
book which contained practice exercises and illustrations. 
Filmstrips with accompanying narratives and recorded inter¬ 
views were also used. The fine distinctions made in the instruc¬ 
tions, however, were probably not ordinarily conveyed to the 
respondents, unless they asked the enumerator for clarification of 
a particular point. 

Some of the areas for which separate statistics' are provided 
in Volume I are areas with relatively small numbers of housing 
units, and the enumeration represents the work of only a few 
enumerators. Moreover, such items as the delineation of living 
quarters and the classification of the condition of a housing unit 
were always determined by the enumerator. To the extent that 
answers to other census questions were obtained by direct inter¬ 
view, responses may have been affleeted by misunderstanding on 
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the part of the enumerator. Therefore, misinterpretation of 
the instructions or variation in interpretation of responses may 
have led to a wider margin of relative error and response 
variability in data for small areas (i>laces with relatively small 
population, or the mral-nonfarm and rural-farm parts of coun¬ 
ties) than for large areas. The systematic field review early 
in the enumeration corrected some of the errors arising from 
misunderstandings by the enumerator. 

In the processing of the data, careful efforts were made at 
each step to reduce the effects of errors. Errors occurred 
through failure to obtain complete and consistent information, 
incorrect recording of information on the FOSDIC schedules 
or incorrectly transferring it from the self-enumeration forms, 
faulty marhing of the FOSDIC schedules, and the like. 

Some of the innovations in the 1960 Census reduced errors 
and others prmduced a more consistent quality of results, It is 
believed that the innovations have improved the quality of the 
results compared with those of earlier censuses but, at the 
same time, have introduced an element of difference in the 
statistics. According to present plans, one or more reports 


evaluating the statistics of the 1960 Census of IIou 
lirrblished later. 

Statistics such as the number of owner-occupiod 
occupied units usually appear in more than one table 
area. These figures may differ between tables, or 
table, when characteristics of these units were tabu 
ferent sample rates; for example, the number of uui 
by condition and plumbing facilities may differ from 
tabulated by I)athroom,s (see table I and the section 
estimation”). In the case of financial eluiracterist 
types of units were excluded from the tabulations 
differences between the counts obtained from the val 
distributions and corresponding count,s from distri 
<jther characteristics may refiect the exclusion of thes 

Statistics in this report may differ from tho.se in o1 
from the 1960 Census of Housing where different si 
were used for the same item. Moreover, in some a 
eiices caused by errors iii enumeration or processiui 
covered after the publication of the early reports 
corrected in subsequent reports. 


SAMPLE DESIGN AND SAMPLING VARIABILITY 


SAMPLE DESIGN 

Although some information was collected for all housing units 
in 1900, information for most of the items was collected for 
samples of housing units. The enumerator was instructed to 
assign a Sample Key letter (A, B, C, or D) to each housing unit 
sequentially in the order in which he first visited the unit, whether 
or not he completed the interview. Each enumerator was given a 
random key letter to start his assignment, and the order of can¬ 
vassing was indicated in advance, although the instructions al¬ 
lowed some latitude in the order of visiting individual units at an 
address. Each hoiisiug unit which was assigned the key letter 
“A” was designated as a sample unit. 

Information for each housing unit in the sample was recorded 
on a samiple FOSDIC schedule. The schedules were bound in 
books which were so arranged that every fifth sample FOSDIC 
schedule carried housing que.stions comprising the ii-percent 
sample items; the other foui'-fifths carried questions comprising 
the 20-percent sample items. Items which appeared on both types 
of schedules comprised the 25-percent sample items. Thus, sam¬ 
ple items were based on 5, 20, or 25 percent of the housing units ; 
for these items the tabulations were based on the full 5-, 20-, or 
25-percent sample, respectively. For items enumerated for all 
housing units, however, the tabulations were not always based on 
the complete count; data for some of these items were tabulated 
from a sample of units, paidieularly for areas with large popula¬ 
tion. Furthermore, the same item may be tabulated at different 
rates within this volume. The use of different rates was de¬ 
termined largely by the amount of detail to be tabulated. 

Although the sampling proeedui-e did not automatically insure 
an exact 25-, 20-, or 5-pereent sample of housing units in each 
area, the sample design was unbiased if carried through accord¬ 
ing to instructions. Generally, for large areas, the deviation from 
the estimated sample size was found to be quite small. Small 
biases arose, however, w^hen the enumerator failed to follow the 
listing and sampling instructions exactly. The 25-percent sample 
as finally processed comprised 24,53 percent of the total occupied 
housing units and 24.71 percent of the total population in the 
United States as a whole. 

Sample rate for tabulation.—The rate at which an item was 
tabulated in the 1960 Census is given in table I. To illustrate. 


in the United States Summary chapter, condition aiu 
facilities and number of rooms were tabulated fvou 
plete count (100 percent) for vacant units and I'roiu the 
sample for the distributions of ‘‘owner occnijied,” “ri 
pied,” and “all” units. Tlio rates given in table I ai 
1960 data in the text, tables as well us in tlu' detailed t 

In the State chapters, condition and pluinl)ing fu' 
renter-occupied units were tabulated from ilu' 2n-per(‘ 
for table 12 and from the complete count (100 peroou 
fur table 25; value for owiier-oceupied units was tabu 
the 25-per(:ent sample for each table in which it is pres 
the distribution and median number of i)ersoiis for “all 
units in table 26 were based on tlic l()()-p<'vcent conn 
the inedinii.s for owner- and ronter-oeeiiiiic'd units weri 
from tlie 2n-pei'ceut sample. Data on niimbe'r of units ii 
were tabulated from the 20-percent saiuide for ownc 
renter-occupied, and vacant units. Data, on number 
for vacant units in table 3 in the State chapti'rs were 
from the 100-percent count of vacant units; data on ro< 
units in table 3 wore tabulated from tlie 2r)-i)ereent 
occupied and vacant units. Unless otherwise' spc'i 
sample rate for the subject is applicable to tlie median,s 
ages as well as the di.stribution.s. 

Median,s were eoinputed from distributions hasi'd on 
samples tabulated at the rate iiidicati'd for the subji'ct 
Medians, averages, and iporceiitages are not shown 
base is smaller than the required minimum. For items 
from the complete count, the luiniumm base is 50 unit, 
25-perceut sample, the minimum bn.se is 200 units; ai: 
20-percent sample, the minimum base is 250 units. Fc 
tion per occupied unit, the population tigure i,s con,si 
base. 

In 1950, information was collected on a complete-cc 
except for information on heating equipment, electric 
refrigeration, kitchen sink, year built, radio, televisioi 
fuel, aud cooking fuel. In the text tables in the Unit 
Summary chapter, the li)50 data for the .spedfied items 
on 20-percent samples of units for conteriiiiiions Uiiiti 
and on the complete count for Alaska and Hawaii; the : 
for the remaining items and all data from earlier cen 
based on the complete count (see section on “Descr 
tables”). 
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Table I. —Sample Rate for Tabulation 


[Rttto shown in porconfc. Rates applicable to 1960 data; see note below regarding data 
for 1960 and earlier] 


Subject 

United 

States 

Sum¬ 

mary 

chapter 

Tables 
1 to 24. 
28 to 36 

State c 

Tables 
26 to 

1 27, 30 

ihaptors 

Tables 
37 to 
39 

Tables 
40 to 

42 

Inventory:' 






All housing units... 

(2) 

(2) 

100 



By faTin-nonfarm residence_ 

26 

26 




Occupied units........ 

(2) 

(2) 

100 

100 

26 

By color.. 

(S) 

(2) 

100 



By farm-nontarm residence_ 

25 

26 




Owner occuuiocl; rontor oeeupiert . 

(2) 

(2) 

100 

100 

26 

By color____ .. 

(S) 

(2) 

100 



By farra-nonfarm residence_ 

25 

26 




Vacant units... . 

100 

100 

100 



Occupancy characteristics: 






Color or ethnic group..... 

2 26 

2 26 

100 

100 

26 

Persons.... 

25 

25 

5 100 

25 

26 

Persons per room.... 

26 

26 

100 

26 

25 

Population, 1960____ 

■1 26 

25 

100 



Population, 1960.... 

100 

100 




Tenure..... 

2 26 

2 26 

100 

100 

26 

Rent status (no cash rent). 

26 

25 

25 

26 

25 

Year moved into unit.. 

26 

25 

25 



Acres in place.... 


26 




Duration of vacancy..... 

26 

25 




Vacancy status_I_ 

100 

100 

100 



Structural characteristics: 






Basement.... 

20 

20 




Bedrooms___ 


5 




Elevator in structure.... 

20 





Rooms: 






All units; owner; renter... 

25 

26 

»100 

26 

26 

Vacant_____ ... 

100 

100 




Units in structure.. 

20 

20 

20 

20 

20 

Trailers__ 

25 

26 


25 

25 

Year structure buUt.. 

26 

26 

25 

25 

26 

Condition and plumbing facilities; 






Bathing facilities.... 

26 

26 

100 

25 

25 

Bathrooms__ 

20 

20 

20 



Condition and plumbing; 






All units; owner; renter.... 

26 

26 

100 

26 

26 


100 

100 




Sewage (Usposal. . 


20 

20 



Source of water 


20 

20 



Toilet facilities... 

25 

26 

100 

26 

26 

Water supply__ 

26 

26 

100 

26 

26 

Equipment and fuels: 






Air conditioning..__ 

6 

6 




AntoTnohUes evnilnlile. . 

» 20,5 

'20,6 





■ 6 

'6 




Clothes washing machine_ 

6 

5 




Conking fuel. ” . 

6 

5 




Heating equipment_ 

26 

25 

26 



Treating fuel. 

6 

5 





6 





RfttTio sots ... . .. 

5 

6 




Telephone nveilahlo . 

26 

26 




Television sets 

6 

6 





6 

5 




Financial characteristics: 






Contract rent: 






RpTit.er.neenpietT units.. 

26 

25 

26 




noo,25 

»100,25 





'25 

'26 




Gross rent...... 

25 

25 

26 

26 

25 

Value: 






Owner-occupied units. 

25 

26 

26 

26 

25 


n00,26 

«100,26 









> Refers to counts of units under the subject “Tenure, color, and vacancy status.” 

2 Under the subject “Tenure” or “Tenure, color, and vacancy status,” the counts of 
vacant units are based on the lOO-perceut enumeration; the counts of owner- and renter- 
occupied units by color are based on the 26-percent sample and, because they are major 
components in the ratio estimation, are essentially in agreement with the complete 
count except when tabulated by farm-nonfarm residence. These counts appear as con¬ 
trol totals in various tables for the area; totals of distributions for characteristics based 
on samples of dlflereut size may not agree precisely with these counts (see section on 
“Ratio estimation"). 

® For owner- and renter-occupied units, median number of persons and median num¬ 
ber of rooms were computed from the 25-percent sample of units. 

* Based on the 100-percent enumeration in text tables D and F. 

' For automobiles, 20-peroent sample in places of 50,000 inhabitants or more in 1960 
or in an Interim census prior to 1960; 6-percent sample elsewhere. For rent and value 
of vacant units, 100-percent in places of 60,000 inhabitants or more in 1960 for which 
statistics are published by blocks in lOdO Census of Housing, Volume III, CUy Blocks; 
26-peroent sample elsewhere. For an area including a place of 60,000 Inhabitants or more 
(e.g., a region, division, or SMSA), the parts were tabulated at their respective rates 
and then combined. 

Note. —The 1950 data in the text tables of the United States Summary chapter are 
based on the complete count, except in conterminous United States data on age of 
structure, radio, television, cooking fuel, and heatmg fuel are based on the 20-percent 
samples subject to ratio estimation. The 1940 data are based on the complete count. 


RATIO ESTIMATION 

'Tlie 1960 statistics based on samples of housing units are esti¬ 
mates thai; were developed through the nse of a ratiO’ estimation 
procedure. Essentially this procedure was carried out for each 
of seven groups of housing units in each area, separately for the 
25-, 20-, and 5-percent samples.® The groujis are as follows : 

Group Tenure, color, vacancy status 

1 Owner occnpied, white 

2 Owner occupied, nonwhite 

3 Renter occupied, white 

4 Renter occupied, nonwhite 

5 Vacant, 'available for sale ■only 

6 Vacant, available for rent 

7 Vacant, other 

For each of 'the seven groups, the ratio of 'the complete count to 
the sample count of housing units in the group was deteimined. 
Each sample housing unit in the group was assigned an integral 
weight so the sum of the weights would equal the complete count 
for the group. For example, if the ratio for a group was 4.2, one- 
fifth of the housing units (selected at i-andom) within the group 
were assigned a weight of 5, and the remaining four-fifths, a 
weight of 4. The use of 'SUch a combination of integral weights 
rather than a single fractional weight was adopted to avoid the 
complications involved in rounding. For the 25-percent sample 
tabulations, where there were fewer than 50 housing units in the 
complete count in a group or where 'the resulting weight would be 
over 16, groups were, in general, combined in a specific order to 
satisfy these two conditions. Similar procedures with appropri¬ 
ate values were used for the 20- and 5-percent sample tabulations. 

The ratio estimates achieve some of the gains 'of stratification 
which would have been obtained if the sample had been stratified 
by the groups for which separate ratio estimates were computed. 
The net effect is a reduction in the sampling variability and in 
the bias of many statistics below that which would be obtained 
by weighting the results of the 25-percent 'sample by a unifonn 
factor of 4 (the 20-percent sample by 5 or the 5-percent sample by 
20). The reduction in sampling variability is trivial for some 
items and substantial for others. 

The ratio estimation procedure was generally applied to the 
smallest complete geographic 'area for which any data were to be 
published. Thus, tJie area may be a city, tract within a city, 
county, SMSA, urbanized area, or the rural part of a county. 
The rural-farm and rural-nonfarm units in a county, however, do 
not represent complete areas; therefore, data by rural-farm and 
rural-nonfarm residence are not subject to the reduction in sam¬ 
pling variability which is 'achieved by the ratio estimation pro¬ 
cedure. Distributions of characteristics which were tabulated 
at different sample rates may not add to the same total. 

The inventory of housing units (counts of 'all units, owner 
occupied, renter occupied, and vacant) are provided under the 
subject “Tenure, color, and vacancy status.’’ In the detailed 
tables in the United States Summary chapter 'and in tables 1 to 
24 and 28 to 35 in the State chapters, as a byproduct of the ratio 
estimation procedure, estimates of owner- and renter-occupied 

® Estimates of characteristics of the housing units from the sample for 
a given area are produced using the formula: 

i=i y- 

where x' is the estimate of the characteristic for the area obtained 
through the use of the ratio estimation procedure, 

X, is the count of sample housing units with the characteristic 
for the area in one (1) of the 7 groups, 

y, is the count of all sample housing units for the area In the 
same one of the 7 groups, and 

Y, Is the complete count of housing units for the area In the 
same one of the 7 groups. 
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units by color of bead of household (except when tabulated by 
f.arm-nonfarm residence) are essentially in agreement with the 
total numbers of units from the 100-percent counts in the respec¬ 
tive groups in each area (occupied units were tabulated from the 
25-percent sample and vacant units were tabulated from tbe 100- 
pereent counts). However, where some of the groups in the ratio 
estimation procedure were combined, the estimates for owner- 
and renter-occupied units by color are subject to a relatively 
small sampling variability. Tbe counts of units which are shown 
under the subject “Tenure, color, and vacancy status” in tbe first 
table for a given area appear as control totals in subsequent 
tables for the area. For subjects tabulated from the 20-percent 
or 5-percent sample, the distributions may not add precisely to 
these control totals. 

In tables 25 and 36 to 38 in the State chapters, the counts of 
owner- and renter-occupied units by color and the counts of va¬ 
cant units, when presented under the subject “Tenure” or “Ten¬ 
ure, 'Color, and vacancy status,” are the 100-percent counts and 
therefore are not subject to sampling variability. In State table 
27, the counts of owner-occupied, renter-occupied, and available 
vacant units also are the 100-percent counts. In State tables 40 
to 42, airthedataiare subject to sampling variability. 

Farm residence was based on tbe 25-percent sample of units, 
and estimates of owner- and renter-occupied units by color were 
inflated to the 100-percent counts for the entire rural portion of a 
county. Tbe separate counts of rural-nonfarm .and rural-farm 
units, therefore, are subject to sampling variability. 

In the text tables in the United States Summary chapter, the 
1960 inventory counts are essentially in agreement with the 100- 
percent counts, as specified in the headnotes. For these figures, 
the counts are based partly on a sample; figures for owner- 
occupied and renter-occupied units are based on the 25-pereent 
sample subject to ratio estimation, and the counts of vacant units 
are based on the lOO-percent enumeration. Distributions of 
characteristics based on samples of units may not add precisely 
to the inventory counts. 

SAMPLING VARIABILITY 

Standard error of numbers and percentages.—Figures from 
sample tabulations are subject to sampling variability. For the 
1960 data based on samples, tbe sampling variability can be esti¬ 
mated by using factors from table IV in conjunction with table II 
for absolute numbers and with table III for percentages.” These 
tables do not reflect the effect of response variance, processing 
variance, or bias aris.tag in the collection, processing, and estima¬ 
tion steps; estimates of the magnitude of some of these factors in 
the total error are being prepared and will be published at a later 
date. The chances are about two out of three that the difference 
due to sampling variability between an estimate based on a 
sample and the figure that would have been obtained from a 
complete count is less than the standard error. The chances are 
about 19 out of 20 that the difference is less than twice the stand¬ 
ard error and about 99 out of 100 that it is less than 2% times 
the standard error. The amount by which the estimated stand¬ 
ard error must be multiplied to obtain other odds deemed more 
appropriate can be found in most statistical textbooks. 

Table II shows estimates proportionate to the standard errors 
of estimated numbers of housing units. Table III shows esti¬ 
mates proportionate to the standard errors of estimated percent¬ 
ages of housing units. Table IV provides a factor by which the 

* These estimates of sampling variability are based on partial informa¬ 
tion on variances being calculated from a sample of 1960 Census results. 
Further estimates are being calculated and will be made available. 


estimates proportionate to the standard errors shown i 
and III should be multiplied to adjust for the combinc- 
the sample design and tbe e.stimation procedure. 


Table II. —Estimates Proportionate to Standard 
Estimated Number 

[Range of 2 eliances out of 3; for factors to bo applied, see table IV i 


Estimated number > 

Estimate 
propor¬ 
tionate to 
standard 
error 

Estimated number > 


16 

6,000.. 

mn 

20 

10,000.. 

250 

30 

16',000. 

son 

40 

20',000. 

1,000- . - 

60 

25^000.-. 

2,500 

80 

60)000. 



I For estimated numbers larger than 50,000, the relative errors ore somo’ 
than for 60,000, 


Table III. —Estimates Proportionate to Standard 
Estimated Percentage 

[Range of 2 chances out of 3; for factors to bo applied, see table IV ar. 



To estimate a standard error for a given charactcrist 
in table I the sample rate used in the tabulation, and in 
the factor applying to the item according to the sample rf 
multiply this factor by the estimate proportionate to the 
error given for the number shown in table II. The produ 
multiplication is tbe approximate standard error. Sim: 
obtain an estimate of the standard error of a percentage, 
the figure as shown in table III by the factor from table ’ 
most estimates, linear interpolation in tables II and III 
vide reasonably accurate results. 

Illustration: Let us assume table 13 in a State cbapt' 
that in a given city there are an estimated 2,500 housi 
with two or more bathrooms. According to tfible I, 
number of bathrooms in table 13 were tabulated from 
percent sample of housing units. Table IV shows tlu 
number of bathrooms is tabulated from the 20-percent 
the appropriate number in table II should be multipli 
factor of 1.2. Table II shows that the estimate proporti 
the standard error for an estimate of 2,500 is about 80. Tl; 
of 1.2 times 80, or 96, means that the chances are appros 
2 out of 3 that the results of a complete count would lu 
by more than 96 from the estimated 2,500. It also folio 
there is only about 1 chance in 100 that the results of a e 
count would differ by as much as 240, that is, by 2% ti 
standard error. Assume also that table 28 for a State shov 
are an estimated 300 dilapidated bousing units in a given 
According to table I, the sample rate of tabulation for c( 
and plumbing is 25 percent, and according to table IV tlu 
is 1.2. Table II shows that the estimate proportionate 
standai-d error for an estimate of 300 is about 32. The fs 
1.2 times 32, or 38, means that tbe chances are approx 
2 out of 3 that the results of a complete count would not d 
more than 38 from the estimated 300. In table 25 for tin 
however, the estimated number of dilapidated units was ta', 
from tbe 100-percent count, and, therefore, is not sub 
sampling variability. 

Homeowner and rental vacancy rates, which are given ir 
1, 2, 3, 9, and 15 in the United States Summary chapter 
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Table IV. —Factor To Be Applied to Tables II and III 


[Rotor to table I for aamplo rate applying to data tabloa] 


---w --1.-1--- 

- 

-—-- 

Subjoefc 

Bamplo 
rate tor 
tabulation 
(percent) 

Factor 

Inventory: 

26 

1.2 

Occupancy characteristics: 

CJolor....... 

26 

26 

0.(1 

1.2 


26 

0.0 


26 

0.0 


25 

1.2 


26 

a 0.0 

Ilont status (no oasb rent)_______ 

25 

LO 

Year mo'vod into unit.I____ 

26 

t.2 


26 

1.2 


28 

1.2 

Structural charaaeristics: 

20 

1.2 


6 

2.B 


20 

1.2 

Itoonis: All unite, owner, rontor...._-..— 

26 

LO 


20 

8 12 


26 

1.2 

Year struoturo built-._____....._....... 

26 

1.0 

Condition and plumbing fncilides: 

26 

LO 


20 

1.2 

Condition and plumbing: 

26 

1.2 

Sowago disposal-...!...._....__ 

20 

1.2 


20 

1.2 


26 

1.0 


26 

1.0 

Equipment and fuels: 

Air conditioning..............____ 

6 

2.8 

Automobiles available..-..---..-.___........._ 

20 

1.2 


6 

2.(1 

Clotbos dryer..-_....______ 

6 

2.8 


6 

2.8 

Cooking fuol-.r.............—- 

6 

2.8 

Heating equipment.........-_-_ 

26 

1.0 

Heating fubl.l._..._____- 

6 

2.8 

Homo food froozor.....-__ 

6 

2.8 

Radio seta._«...____—— 

6 

2.4 

Tolepliono available..-.--.-.-...... 

26 

1.0 

Television sets_______——...__ 

6 

2.4 

Water bflatiiig fiinR...,.______ ___ _ 

6 

2.8 

Financial characteristics: 

Contract rent: 

Rontor-ocoupled units......._____ 

26 

L.O 

Vacant.,...!—...............______ 

26 

1.0 

Gross rent.——-____- 

26 

LO 

Value: 

26 

1.0 


26 

LO 





> Tables 40 to 42 In tbo State ohaptcrs, 

> Wlion tabulated by oUinJc group, the faotor Is somewhat larger. 
» For the category "1 unit" in struotriro, use the faotor 1,8. 


lablos 1, 2, 12, 18. luul 22 in Ihp Hlnlc cIuiijIith, an* to 

vcUitlvtdy Hiiuill .^jiiapliiiK Viirhihilily in most (‘Rhoh siiu-o ilu'y uri‘ 
conijmttHl by UKlng tlit> KKbpam'iit. count of vacant unitn uiul the* 
csliiaulcs of owiu'f-of'cupltHl jmd naitcr-occuplcd tinils. 

For a cliai’iictcrlHtlc tubuliitod by color or tenure, the factui' for 
the cbarncf.erlHtlc in table IV JipproxlnmlcH tile factor that appllcH 
t<» the (lata lu the crosH-tJibnlutlon. For exauiphs to ohijtin the 
appTaxlnuite staiulard (‘rror of the t'Kllimited mniibcr of (»\vner' 
()ccupi<‘d uullH built in the imriod 15)50 to 1954, apply the factor 
hi table IV for structure built” to live estiniale in table U. 

In the U'Xt tables in the IJnitial Hlutiis Huuiinury ehapter, 1950 
data hased on a sample also are subji'et to sampling’ variability. 
Kstlnuili's of the .standard error.s are given In f050 CotJiUs »f 
ITomhw, Volume I, (U'lura!- VhariWtvriHtiCH. 

Standard error of differences. -The standard errors egtlmated 
from tnbk'H II and HI (using factors from table IV) are not 
diiTcIly applicabh! lo dlffermiceH Irntweeii two i‘Hlimat(b<i. The 
estimates of sanipling errors uri' lo 1 m‘ applied dlfi'erontly hi the 
■following three situations: 

1, For a dllTerwici' belweou a sample eslliuate and one baainl 
on a eoiui)let.(‘ eounl. ((‘.g., a dlfl'erenee arising from comparison 
betwewi condition and plumbing fucllllh's based ou the 2r»-j)('rcent 
sample for one area, and coudillon and plumbing fucilUieH from 
the l.(K)-pt!rcent talmlalions lu iiuolher urea), the standard error 
of the (llff(‘reneo is identical with the standard (*rror of the 
estimahHiaHed ou the snnipte. 

2. h’or a dlfPeicnce between two sample estimates (e.g., oiu' 
from 1900 and the other from 1959, or both from th(‘ sanu* census 
year), the Hl.amlard error,Is approximately the square root of the 
sum of (lie H(iuui*cB of (he slandard error of <‘acli estimate eon- 
sldored separately. This formula will reprew'ut the Hlaudatd 
iMTOf quite aeeurately for the dlffermice' between estlimitt's of the 
same eharaetm’lHlle lu (.wo dllTereiU. areas, or for (he difference 
betwewi seiiarale and uiicorrehiU'd eharacti'idstles in tlx* saax« 
urea. If, however, (hei*e la a high posIUve corri'lallon hetweim 
Uu\ t.wo' eluiracteristics, (he formula will overostiinatt* the true 
standard error. 

2. For u dllTeroiice between (,wo sample estlmati's oiu^ of 
which represiailH n HUlKilass of the other (e.g., imlls in sound 
coiulll.lon and having all iilumblng faclUtJ.es as a suhcluss of all 
unllH lu sound coiulltlun), the dlfforence should ho coUHlderial as 
the Hitmplo estlmati'; (ho Htaudard error of this cllffercnice may bo 
obtained directly. 

















































XLVI 


States and Small Areas 


CORRECTIONS 


For the State chapters of Volume I, the portion consisting of the de¬ 
tailed tables has been prepared by assembling the materials originally 
issued in the separate HC(1) final State reports; for the United States 
Summary chapter, data tabulated for the State reports were used to com¬ 
pile the summary statistics. This plan was adopted to conserve public 
funds. The corrections in the distributions below would ordinarily have 
been made in the separate chapters if the detailed tables had been 
reprinted. 

The corrections apply to the data on gross rent for housing units with 
nonwhite household heads, white heads of Spanish surname, and Puerto 
Rican heads. In both the State and the United States Summary chapters of 
Volume I, the gross rent distributions shown for these units erroneously 
include data for farm housing units; analysis reveals that for virtually all 
areas the great majority of these farm units were tabulated in the "no 
cash rent" category. Furthermore, each monthly gross rent of $200 or 
more was erroneously edited as "not reported" and was assigned the rent 
of the preceding unit; it has been determined that the number of xinits in¬ 
volved in this error is relatively small. 


Corrected distributions for some of the areas published in Volume 
are available from the tabulations for Volume II of the I960 Housing re 
ports. Only those areas for which Volume II data are available are liste 
below. In addition to some individual SMSA's and places, corrected gros 
rent data from the Volume II tabulations are not available for State 
(divisions, regions, and the United States) by urban and rural residenc 
and by location in and out of central cities . 

Distributions are presented in section 1 for units with nonwhite house 
hold heads, in section 2 for units with white household heads of Spanis 
surname, and in section 3 for units with Puerto Rican heads. As is evi 
dent, the Volume II distributions were tabulated on the basis of fewe 
intervals than Volume I, affecting the lower and upper ends of the distri 
button. Medians are not shown because those computed from the cor 
reeled data show no change in most cases and very little in others 
compared with the median gross rents presented in the Volume I tables . 

It should be noted that the gross rent data in the census tract report! 
(Series PHC( 1) reports) are not subject to the gross rent errors identi¬ 
fied in Volume I of the 1960 Housing reports. 


SECTION 1 

GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS, 

FOR SPECIFIED AREAS: 1960 


(Data supersede those in tables 11, 37, and 39 in State chapters and tables 26 and 29 in United States Summary chapter) 


Area 

Total 

Less 

than 

$30 

$30 

to 

$39 

$40 

to 

$49 

$50 

to 

$59 

$60 

to 

$69 

$70 

to 

$79 

$80 

to 

$99 

$100 

to 

$119 

$120 

or 

more 

No 

cash 

rent 

UNITED STATES 












Total. 

2,982,762 

376,781 

305,051 

359,065 

374,293 

372,702 

302,951 

382,609 

155,729 

91,971 

261,610 

Inside SMSA's. 

2,249, 00;^ 

131,550 

194,926 

285,791 

329,077 

343,853 

283,999 

362,850 

149,984 

87,710 

79,264 

Outside SMSA’s. 

733,758 

245,231 

110,125 

73,274 

45,216 

28,849 

18,952 

19,759 

5,745 

4,261 

182,346 

REGIONS 












Northeast... 

637,744 

11,546 

35,063 

78,084 

107,815 

116,722 

88,175 

110,534 

45,058 

28,623 

16,124 

North Central. 

604,224 

15,944 

31,623 

58,874 

66,696 

84,942 

82,163 

132,439 

71,823 

41,664 

18,056 

South. 

1,431,149 

326,744 

215,490 

190,767 

158,271 

125,056 

88,358 

84,390 

22,823 

13,922 

205,328 

West. 

309,645 

22,547 

22,875 

31,340 

41,511 

45,982 

44,255 

55,246 

16,025 

7,762 

22,102 

DIVISIONS 












New England... 

53,963 

1,116 

2,498 

5,254 

6,998 

8,930 

8,937 

12,446 

4,559 

2,165 

1,060 

Middle Atlantic... 

583,781 

10,430 

32,565 

72,830 

100,817 

107,792 

79,238 

98,088 

40,499 

26,458 

15,064 

East North Central. 

508,124 

9,279 

21,923 

42,464 

51,408 

70,080 

71,010 

120,284 

68,687 

40,630 

12,359 

West North Central .. 

96,100 

6,665 

9,700 

16,410 

15,288 

14,862 

11,153 

12,155 

3,136 

1,034 

5,697 

South Atlantic... 

755,165 

140,497 

103,475 

98,914 

85,418 

75,570 

62,553 

66,217 

19,373 

11,366 

91,782 

East South Central. 

318,599 

102,334 

57,028 

42,110 

28,956 

16,608 

7,377 

5,849 

1,136 

1,206 

55,995 

West South Central. 

357,385 

83,913 

54,987 

49,743 

43,897 

32,878 

18,428 

12,324 

2,314 

1,350 

57,551 

Mountain... 

32,543 

3,713 

3,625 

4,499 

4,219 

3,694 

2,677 

3,225 

1,371 

717 

4,803 

Pacific .. 

277,102 

18,834 

19,250 

26,841 

37,292 

42,288 

41,578 

52,021 

14,654 

7,045 

17,299 

STATES 












Alabama. 

117,804 

45,460 

22,463 

15,788 

8,593 

3,738 

1,496 

1,114 

305 

576 

18,271 

Inside SMSA’s. 

64,178 

17,404 

16,963 

13,213 

7,368 

3,022 

1,088 

572 

102 

125 

4,321 

Outside SMSA's. 

53,626 

28,056 

5,500 

2,575 

1,225 

716 

408 

542 

203 

451 

13,950 

Arizona. 

11,043 

2, 123 

1,651 

1,737 

1,434 

849 

439 

389 

94 

66 

2,261 

Inside SMSA’s .. 

6,489 

964 

1,150 

1,219 

994 

569 

307 

256 

69 

44 

917 

Outside SMSA’s... 

4,554 

1,159 

501 

518 

440 

280 

132 

133 

25 

22 

1,344 

Arkansas . 

42,855 

14,625 

7,018 

3,488 

1,553 

732 

372 

271 

113 

82 

14,601 

Inside SMSA's... 

8,002 

1,931 

1,966 

1,515 

833 

418 

194 

80 

38 

36 

991 

Outside SMSA’s.. 

34,853 

12,694 

5,052 

1,973 

720 

314 

178 

191 

75 

46 

13,610 

California. 

202,836 

9,143 

11,478 

18,799 

28,929 

34,897 

35,035 

41,548 

10,857 

4,167 

7,983 

Inside SMSA’s. 

192,577 

8,165 

10,488 

17,555 

27,584 

33,739 

34,116 

40,444 

10,498 

3,951 

6,037 

Outside SMSA’s. 

10,259 

978 

990 

1,244 

■1,345 

1,158 

919 

1, 104 

359 

216 

1,946 

Connecticut. 

22,290 

316 

773 

1,739 

2,560 

3,386 

3,648 

5,535 

2,501 

1,418 

414 

Inside SMSA’s. 

21,041 

274 

680 

1,573 

2,358 

3,205 

3,459 

5,348 

2,405 

1,381 

358 

Outside SMSA’s. 

1,249 

42 

93 

166 

202 

181 

189 

187 

96 

37 

56 

District of Columbia. 

75,163 

836 

2,202 

4,657 

6,894 

12,562 

16,265 

19,405 

5,893 

4,729 

1,720 

Florida . 

131,661 

17,567 

18,060 

19,562 

17,799 

15,949 

13,175 

13,644 

3,329 

1,216 

11,360 

Inside SMSA’s. 

87,464 

7,787 

9,940 

12,100 

12,505 

12,931 

11,558 

12,382 

3,079 

1,040 

4,142 

Outside SMSA’s.. 

44,197 

9,780 

8,120 

7,462 

5,294 

3,018 

1,617 

1,262 

250 

176 

7,218 

Georgia... 

155,941 

46,792 

27,850 

22,127 

15,142 

9,644 

5,561 

3,954 

630 

596 

23,645 

Inside SMSA’s.'... 

77,036 

13,450 

15,290 

15,930 

12,160 

8,331 

4,922 

3,222 

422 

311 

2,998 

Outside SMSA's .... 

78,905 

33,342 

12,560 

6,197 

2,982 

1,313 

639 

732 

208 

285 

20,647 

Hawaii.... 

52,723 

7,873 

5,685 

5,891 

5,738 

4,755 

4,089 

7,379 

2,667 

1,751 

6,895 

Inside SMSA's. 

36,758 

2,835 

2,994 

3,531 

4,358 

4,078 

3,808 

7,088 

2,606 

1,697 

3,763 

Outside SMSA’s. 

15,965 

5,038 

2,691 

2,360 

1,380 

677 

281 

291 

61 

54 

3,132 



























































Corrections 


XLVII 


SECTION 1 


GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS, 

FOR SPECIFIED AREAS; 1960~Coii. 

(Data supersede those in tables 11, 37, and 3g in State chapters and tables 26 and 29 in United States Summary chapter) 


Area 



Inside SMSA's , 
Outside SMSA's 

Mississippi. 

Inside SMSA's . 
Outside SMSA's 

Missouri. 

Inside SMSA's . 
Outside SMSA's 

New Jersey ..... 
Inside SMSA's . 
Outside SMSA's 

New York . 

Inside SMSA's . 
Outside SMSA's 

North Carolina ., 
Inside SMSA's . 
Outside SMSA's 

Ohio. 

Inside SMSA's . 
Outside SMSA's 

Oklahoma. 

Inside SMSA's . 
Outside SMSA's 

Pennsylvania .... 
Inside SMSA's . 
Outside SMSA's 

South Carolina. .. 
Inside SMSA's . 
Outside SMSA's 

Tennessee . 

Inside SMSA's , 
Outside SMSA's 

Texas. 

Inside SMSA's . 
Outside SMSA's 

Virginia ... 

Inside SMSA's . 
Outside SMSA's 

Washington. 

Inside SMSA's . 
Outside SMSA's 



Less 

$30 

$40 

$50 

$60 

$70 

$80 

$100 

$ 120 

than 

to 

to 

to 

to 

to 

to 

to 

or 

$30 

$39 

$49 

$59 

$69 

$79 

$99 

$119 

more 



223,999 

219,048 

4,951 



154,726 

113,176 

41,550 








































































XLVIII 


StMcs mkI Ssmll Areas 


SECTION 1 

G-HOSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONW^HITE HOUSEHOLD HEADS, 

FOR SPECIFIED AREAS: 1960~Con. 

! gtt.p«r@»de tiose in tables II, 37, and 39 in State rr.apters ar.d tab.es and a* ir. United States Suminary ckapter ■ 


STATISTICAL AJIEAS 


; 


, Tex......' 

913 j: 

142 ■ 


AScircBi, C&ao.... 

4,fc54 

102 , 

2 

Alkrt* city...* 

4,344 " 

9S 


Alfcmjttf, Ga....' 

4, b79 

1,J44 i 

I 

Aifeajay-Sc&eaiecta.sii'-Troy, N.Y... 

3.709 ;> 

155 ‘ 


A-lbisy city. 

i,530 ■; 

109 , 


Ail»«pi«r^e , N. Mex .... . ... 

I ,'j93 (. 

4>J , 


Alim^wr^e city...^ 

WZ ! 



All«*to«ra-Bethlehem-Ea8ti», Pa.-N.J. . 

331 s 

35 , 


AlleatowB city ......’ 

lib i’ 



A-umriilo, Tex... 

i ,.-99 ' 

12!J 


Ajxmrillo city.....i 

1.291 0 

123 : 


Asm Arbcsr, Micfa. .. 

1,597 

13 ■ 


A»li.evill«, N. C.................... ... 

1,972 9 

34 > 


Atlanta, Ga. .. 

J9,b73 il 

4, 147 


AxXa&ta. city....... 

53, isSi j' 

2,897 . 

4, 

AtLastic City, N. J .........j 

4,b71 ' 

1 is© ! 


Aagttata., Ga.-S.C, ... 

d,7'iS i 

2,904 , 

2 , 

AaMtiia, Te*. ....! 

3,233 0 

s03 


Aastus city .... 

3.391 . 

5&1 ' 


Brnkerafield, Caisf... 

2,b87 -‘i 

187 , 


Baltizmore, Md. ..... 

57,994 , 

1,579 : 

3 , 

Ba-ltiroore city.....j 

52.82 S 1 

1,257 

2. 

R^g« , La... 

7,933 !■ 

1,297 

3 , 

Ba.tiw Rouge city.. 

5,Sbl ,i 

739 1 

I. 

-Port Arthur, Tex. .....' 

9.208 j' 


1. 

B«s.anK»t city ...... 

5,212 ,] 

434 1 

1, 

Birzningkam , Ala.. 

31,201 

8,367 ' 

^ , 

Birrmaghaum city. ... 

22,577 ii 

3, I9t> ' 

5. 

BostsM, Mass. .. 

20,59 3 i'- 

437 , 


BoatcQ city.....i 

13,GOS 

429 ! 


Cambridge city .....l 

i,434 ; 

... ' 


Br-idgeport, Ctam.: 

3,405 ;i 

69 


Bxi^eport city... 

3,211 'i 

fe4 1 


Brockton, Maas. ..' 

234 :1 

... 1 


Biiffalo, N.Y ...... 

17.218 r 

219 = 


jBMifiEaio city.' 

14,735 r 

187 


Niagara W^hs ctty .. 

1,391 :| 

8 


CaB»t««, Ofcio ..; 

2,09S II 

48 


CmjtstaB city....| 

1,389 

ZM 


CBou^KiLifXi'Orbaaa, lU....i 

1,191 |i 

25 


d»a.xi®»tojB., S.C.i 

11,134 1{ 

3,515 I 

z, 

CBa-rlestMaLj W. Va..........! 

2,224 I? 

176 1 


CBajriistt®, N.C.i 

12,280 jl 

540 1 

1, 

Cfearloa* city...i 

11,013 jj 

ZB"? 1 

1, 

Cta.«aiio®.g», Teaa.-Ga.! 

9,229 

1,346 i 

i , 

Cisa-ttanooga city....> 

S.I47 li 

1,185 i 

1, 

CBicago, Bl.... 

205,019 

1,C07 ; 

4g 

Qticag® ctty... 

il 

919 1 

4, 

Ciactasati, Oisio- Ky..... 

28, Us 

1,428 ' 

5. 

Ci»ciimati city....... .i 

25,015 

1,243 ; 

3 . 

Cleirielaad,, Oaio...' 

4S, 5e>0 'i 

523 j 

1 , 

; Clevela** city.... 

47,84 3 

523 i 

1. 

! Ceiorado Springs, Csilo.....! 


i 


! Coimzsb-ia., S.C.......j 

9, 145 .1 

J433 i 

1 ^ 

Ga..-Ma. ..■ 

9,351 

2, 1 

Z s 

: CeiMsnta* city ......’ 

5,559 

8i2 ' 

1, 

, Cfcio...... 

12,889 ’i 

192 


city... 1 

I2.b44 

Ss 


Cerpaa Chn-»ti, Tex, .... 

3.779 '! 

282 


Ccaryaa Ckrtati city.i 


Z2D j 


, T«*. ...• • •. •! 

25,459 r 

2,494 f 

2. 

IltaiUAs C!tey .... 

22,148 if 

i,t3S , 

2, 

EtewWfwrt-S.^ck lslaad-MaIiB@, l9wa-QI. .! 

*43 i| 

4 i 


Dsaft®*, C^®.1 

9.016 Jl 

2Q9 1 


Eteftecifcf...1 

7,8SS !| 

lai 1 


IMtcrnmr, m. .. 

557 ij 

33 j 


I>(ssBw«r, C^o......... 

fe, 5sS7 h 

21b 1 


csty ... 

ft,2S5 j} 

272 j 


Omm kfctawi, fawa.. .s 

i,Z% 1 

52 


I>®« Mamma city .. 

1,274 !! 

52 


Mick. .. 

88.953 

7S3 

2. 

D«orb«m city ..... .| 

16 II 



city...] 

79, US f! 

7C3 i 

2, 

, MiM.-Wi®.1 

2f8 {! 

4 1 


ctty....i 

ZOa i- 

4 1 


I3nirlsa«, N.C...! 

S , T \- 

339 ! 






































































































































Correaions 


I 


SECTION 1 

GROSS RBNT OP NO^ HOOSHHOBO HB.BS, 

(D.» a... i„ UM.. n. 37, ..i 3 , 1 . S..U ch.p.„. „„1,. 26 „d 2, i„ U^«d S«». S„™„^ chap,.,) 


STANDARD METROPOLITAN 
STATISTICAL AREAS—Continued 


Erie, Pa. 

Erie city. 

Evansville^ Ind.-Ky. 
Evansville city .., 

Flint, Mich. 

Flint city. 


Fort Lauderdale-Hollywood, Fla. 

Fort Smith, Ark.] ' 

Fort Wayne, Ind... 

Fort Wayne city. 

Fort Worth, Tex. 

Fort Worth city. 

Fresno, Calif. 

Fresno city. 

Gadsden, Ala.. 

Galveston-Texas City*,’ Tex’."".!!!!!”! 
Gary-Hanrunond-East Chicago, Ind!!!! 

Gary city.... ^ 

Hammond city. 

Grand Rapids, Mich.. 

Grand Rapids city. !!.!!!!!!!! 

Greensboro-High Point, N.C. .!.!!!!! 

Greensboro city.! 

Greenville, S.C. !!!!!!!" 

Hamilton-Middletown, Ohio. 

Harrisburg, Pa... 

Hartford, Conn. !,!!*"' 

Hartford city... 

Honolulu, Hawaii. 

Honolulu city .. 

Houston, Tex. !!!!!!!! 

Houston city. 

Huntington-Ashland, W. Va.-Ky.-Ohio. 

Huntsville, Ala.! 

Indianapolis, Ind. 

Indianapolis city... 

Jackson, Mich. 

Jackson, Miss.!! 

Jackson city. 

Jacksonville, Fla. 

Jacksonville city. 

Jersey City, N.J. 

Jersey City.. 

Johnstown, Pa..... 

Kalamazoo, Mich. 


Kansas City, Mo.-Kans. 
Kansas City, Kans. . .. 

Kansas City, Mo. 

Knoxville, Tenn. 

Knoxville city. 

Lake Charles, La. 


Lancaster, Pa. 

Lansing, Mich. 

Lansing city. 

Las Vegas, Nev. 

Lawton, Okla. 

Lexington, Ky. 

Lima, Ohio. 

Lincoln, Nebr. 

Lincoln city... 

Little Rock-North Little Rock, Ark. 

Little Rock city. 

Lorain-Elyria, Ohio... 

Los Angeles-Long Beach, Calif. ... 

Anaheim city. 

East Los Angeles (U).. 

Glendale city... 

Long Beach city. 

Los Angeles city. 

Pasadena city ... 

Santa Ana city. 

Torrance city. 


Louisville, Ky.-Ind. 
Louisville city.. .. 

Lubbock, Tex. 

Lubbock city. 

Lynchburg, Va. 

Lfecon, Ga.. 

Madison, Wis. ..... 
Madison city. 


103,115 

SO 

410 

120 

2,562 

83,601 

2,757 

384 

65 


109 

141 

256 

181 

6 l 0 

328 

93 

56 

856 

1,484 

2,273 

2,841 

856 

1,480 

2,269 

2,837 

10 

22 

40 

92 

1,421 

2,799 

2,033 

692 

1,365 

2,746 

2,005 

679 

2,507 

2,946 

2,722 

2,410 

2,248 

2,697 

2,440 

2,225 

491 

1,082 

1,691 

2,025 

427 

934 

1,467 

1,757 

95 

109 

102 

105 

11 

44 

53 

93 

1,936 

3,206 

3,662 

2,965 

231 

554 

627 

597 

1,674 

2,576 

2,950 

2,329 

764 

692 

492 

422 

652 

650 

380 

388 

573 

682 

538 

444 

35 

48 

86 

63 

8 

24 

54 

150 

8 

16 

42 

139 

55 

108 

219 

268 

95 

148 

144 

219 

587 

628 

510 

407 

54 

69 

126 

280 

15 

68 

61 

61 

15 

39 

6 l 

61 

1,611 

1,361 

788 

402 

806 

947 

597 

336 

27 

124 

181 

237 

4,005 

6,709 

13,040 

20,111 


$70 $80 

to to 

$79 $99 


295 

164 

136 

39 

295 

158 

136 

39 

242 

144 

101 

13 

224 

123 

94 

13 

490 

571 

1,190 

610 

476 

560 

1,167 

595 





















































































States and Small Areas 


SECTION 1 

OILOSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH NONWHITE HOUSEHOLD HEADS, 

FOR SPECIFIED AREAS: 1960-Con. 

(Data supersede those in tables 11, 37, and 39 in State chapters and tables 26 and 29 in United States Summary chapter) 



STANDARD METROPOLITAN 
STATISTICAL AREAS—Continued 


■^dtes-mjdiis, .. 

JMDemphis city. 

Fla. 

^&«Ciami city. 

RdCaeSLand, Tex. 

R^Cil-waufcee, Wis. 

iMlilwaakee city. 

N^l-j.Btinteapolis - St. Paul, Minn. 

^Minneapolis city. 

St . Paul city. 

RMofeile, Ala. 

^Mobile city. 

IMlOsouxoc, La. 


NdDoxatgomery, Ala. 

IMUmtgornery city . 


Nutsasalcegem-Muakegon Heights, Mich. 

NaL-ailrwllle, Tenn. 

XCatshville city. 

ISTeswaxh, N.J. 

lElliaabeth city. 

T^erwarh city. 

ISTes’w Bedford, Mass. 

T^crw Bedford city. 

TsTce-^rar Britain, Conn. 

ISTer^gi^ Haven, Conn. 

T4'crw Haven city. 

JSttsrmr Lontkm-Groton-Norwich, Conn. 

Orleans, La. 

Orleans city. 

New^port News-Hampton, Va. 

l?'C«fwport Mews city. 

New York, N.Y. 

York City. 

YTcankers city. 

Norrfolk-Portsmouth, Va.. 

BJoxfolk city... 

I^OTtsmoBth city. 

Noxrwalk, Conn. 

Ocissessa, Teat. 

Ogrjdem, Utah. 

OlcXaJiama City, Okla. 

CMdaboma City. 

Oxxaaaita, Nebr.-Iowa. 

Omaha city. 


Oxrlaaxiido, Fla. 

IPataBxarxi-CHftcaa-Passaic, N.J..,. 

3E®?a»terson city. 

I>«B*xwncola, Fla. 

I>€=p«>3rla, m. 

I»ieoria city.. 

I>lai3.mdelphia, Pa.-N.J. 

Oatmden city, N.J. 

^PYxiladelidua city. Pa. 

Aria. 

jF»Sao«iix city. 

r>itt»lmrgh. Pa. 

I>ittsbiargh city. 

jooxrtlaad, Oreg.-Waah. 

3E*oxtlafflid city..... 

I>x-«>"®nUience-Pawtucket, R.I.-Mass. 

JF^xrtrvidwace city... 

joTaMBstsl®, Goto. 

ILatciaae, Wis. 

ILsdefilfh, N.C. 

R,e-at*ain.g, Pa. 

R,c*3»s3»j, Hev. 

Va. 

HLdtmond city. 

jj_c>saucM3k*, Va. 


8,272 

7,698 

4,700 

4,365 

1,455 

1,429 

101,146 

3,865 

85,053 

4,672 

3,442 

29,106 

20,392 

3,310 

3,094 

3,251 

2,768 

294 

778 


Sa.^to-a.w, Mich- 

Q-t, jrose^. Mo. ... 
St: . Mo.-Ill. 

gt: - l-ouis city . ., 


$80 

to 

$99 

$ 100 
to 

$119 

556 

111 

521 

99 

6,461 

2,282 

4,340 

1,798 

43 


4,348 

1,887 

4,336 

1,887 

1,037 

427 

707 

293 

310 

122 

130 


96 


27 

... 

54 


49 


41 

’ *5 

182 

35 

567 

98 

559 

90 

13,073 

6,158 

656 

219 

9,267 

4,135 

57 

8 

48 

8 

162 

34 

1,476 

585 

1,432 

556 

152 

56 

1,999 

242 

1,954 

233 

1,506 

324 

1,118 

217 

51,960 

23,162 

48,466 

21,138 

393 

99 

2,171 

309 

1,590 

240 

423 

53 

271 

105 

20 

4 

32 

4 

321 

51 

299 

43 

575 

198 

559 

194 

714 

86 

2,098 

1,120 

1,423 

718 

63 

12 

181 

38 

176 

38 

11,988 

3,364 

582 

176 

9,037 

2,433 

152 

44 

128 

40 

3,807 

1,142 

3,001 

939 

600 

141 

563 

133 

267 

59 

222 

41 

17 

9 

316 

160 

154 

15 

75 

30 

152 

102 

1,311 

251 

1,241 

232 

216 

51 

1,412 

562 

1,399 

562 

260 

92 

199 

77 

763 

205 

546 

144 

816 

217 

9 

4 

6,731 

1,480 

6,301 

1,364 















































































































Corrections 


LI 


SECTION 1 

OSS —o- H-ns, 

- (°»««~>»-.-..>o..in..M..„.3,,..„a3,.„S..U ch.,.„. „d ..Ue. 26 »6 2, ta S...„ 


STANDARD METROPOLITAN 
STATISTICAL AREAS—Continued 


Salt Lake City, Utah. 

Salt Lake City. 

San Angelo, Tex. '///_ . 

San Antonio, Tex., 

San Antonio city. 

San Bernardino-Riverside-Ontarioj C^’if! 

San Diego, Calif. 

San Diego city. 

San Franciaco-Oakland’,’ Calif. 

Berkeley city. 

Oakland city. 

San Francisco city. 

San Jose, Calif. 

San Jose city. 

Santa Barbara, Calif. i i 

Savannah, Ga. 

Savannah city. 

Seattle, Wash. . 

Seattle city. 

Shreveport, La. 

Shreveport city. 

Sioux City, Iowa. 

South Bend; Ind. 

South Bend city. 

Spokane, Wash.ii !! 

Spokane city. 

Springfield, Ill. 

Springfield, Mo. 

Springfield, Ohio. !.!!!!!! 

Springfield-Chicopee-Holyoke, Mass. 

Springfield city. 

Stamford, Conn. [ '//. 


Steubenville-Weirton, Ohio-W. Va. 

Stockton, Calif. 

Syracuse, N.Y. 

Syracuse city. 

Tacoma, Wash. 

Tacoma city. 


Tampa-St. Petersburg, Fla. 

St. Petersburg city. 

Tampa city. 

Terre Haute, Ind. 

Texarkana, Tex.-Ark. 

Toledo, Ohio . 

Toledo city. 

Topeka, Kans. 

Topeka city. 

Trenton, N.J. 

Trenton city. 

Tucson, Ariz. 

Tucson city. 

Tulsa, Okla. 

Tulsa city. 

Tuscaloosa, Ala. 

Tyler, Tex. 

Utica-Rome, N.Y. 

Utica city. 


Waco, Tex... 

Washington, D. C.-Md.-Va. 

Arlington County, Va. 

Washington, D. C. 

Waterbury, Conn. 

Waterbury city. 

Waterloo, Iowa. 

West Palm Beach, Fla. 

Wheeling, W. Va.-Ohio .... 

Wichita, Kans. 

Wichita city ..'. 

Wichita Falls, Tex. 

Wichita Falls city. 


Wilmington, Del.-N.J.... 

Winston-Salem, N.C. 

Winston-Salem city .... 

Worcester, Mass. 

Worcester city. 

York, Pa. 

Youngstown-Warren, Ohio 
Youngstown city.. 


$30 $40 

to to 

$39 $49 


,194 

729 

1,732 

271 

32 

18 

,340 

11 

43 

,287 

8 

43 

803 

49 

84 

691 

49 

79 

865 

80 

88 

294 

35 

77 

453 

68 

94 

629 

26 

52 

416 

14 

52 

967 

17 

46 

003 

40 

78 

146 

760 

513 

644 

20 

47 

498 

20 

47 

058 

43 

93 

128 

33 

87 


2,461 

1,196 

513 

182 

5,980 

93 

438 

643 

5,850 

90 

429 

619 

1,193 

58 

84 

179 

1,159 

51 

84 

179 

3,935 

72 

188 

242 

3,134 

52 

169 

203 

1,817 

273 

291 

310 

1,336 

128 

232 

264 

5,187 

547 

566 

935 

4,119 

364 

373 

781 

4,492 

1,689 

1,409 

713 

2,566 

557 

735 

540 

1,076 

20 

111 

205 

810 

16 

98 

179 

3,112 

880 

775 

586 

82,129 

1,071 

2,471 

5,148 

916 

19 

7 

8 

75,163 

836 

2,202 

4,657 

1,485 

5 

32 

182 

1,478 

5 

32 

182 

390 

12 

16 

35 


$50 $60 

to to 

$59 $69 


209 

254 

492 

92 

99 

304 

84 

79 

108 

796 

293 

209 

761 

284 

188 

991 

947 

1,306 

947 

915 

1,233 

,042 

312 

298 

980 

283 

239 

80. 

19 

13 

218 

283 

349 

218 

280 

346 

118 

125 

84 

114 

114 

80 

153 

91 

62 

17 

9 


260 

196 

198 

518 

488 

671 

506 

427 

639 

317 

263 

493 

213 

114 

123 

318 

131 

98 

402 

393 

716 

378 

388 

694 

263 

468 

583 

19^ 

226 

195 


407 

17,041 

21,007 

6,514 

5,164 

66 

78 

379 

166 

95 

562 

16,265 

19,405 

5,893 

4,729 

358 

345 

246 

43 

16 

358 

345 

246 

43 

13 

60 

74 

62 

46 

4 

242 

837 

854 

101 

65 

62 

60 

35 



593 

425 

600 

109 

" *7 

584 

413 

589 

109 

7 

155 

75 

43 

4 

4 

146 

75 

43 

4 

4 

013 

963 

1,487 

443 

165 

257 

891 

629 

146 

39 

228 

883 

607 

146 

36 

103 

105 

126 

21 

9 

100 

105 

123 

16 

5 

160 

81 

89 

12 


953 

811 

920 

384 

ioi 

633 

579 

719 

319 

76 
















































































States and Small Areas 


LI I 


SECTION 2 

GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH WHITE HOUSEHOLD HEADS 
HAVING SPANISH SURNAMES, FOR SPECIFIED AREAS; 1960 


(Data supersede those in tables 40 and 42 in State chapters) 


Area 

Total 

Less 

than 

$30 

$30 

to 

$39 

$40 

to 

$49 

$50 

to 

$59 

$60 

to 

$69 

$70 

to 

$79 

$80 

to 

$99 

$100 

to 

$119 

$ 120 
or 

more 

No 

cash 

rent 

STANDARD METROPOLITAN 












STATISTICAL AREAS 













531 

84 

77 

89 

66 

56 

17 

56 

4 

8 

74 

Amarillo, Tex. 

375 

26 

27 

75 

36 

50 

37 

39 

8 

8 

69 

Amarillo city. 

351 

26 

27 

75 

36 

46 

37 

39 

4 

8 

53 

Austin, Tex. 

2,265 

435 

446 

417 

358 

230 

86 

83 

9 

8 

193 


2,105 

406 

438 

405 

350 

218 

78 

71 

9 

8 

122 

Bakersfield, Calif. 

2,917 

Z33 

432 

531 

520 

285 

274 

193 

69 

28 

352 

Beaumont-Port Arthur, Tex. 

671 

47 

45 

105 

142 

132 

54 

64 

17 

8 

57 

Beaumont city. 

223 

11 

12 

24 

43 

55 

20 

29 

4 

8 

17 

Brownsville-Harlingen-San Benito, Tex. , 

7,296 

2,868 

1, 172 

702 

272 

180 

97 

59 

29 

17 

1,900 

Corpus Christ!, Tex. 

6,905 

1,115 

1,283 

1,732 

1,098 

524 

212 

130 

37 

16 

758 

Corpus Christi city. 

5,704 

736 

1,087 

1,661 

1,047 

489 

205 

122 

33 

12 

312 


3,705 

344 

428 

533 

655 

609 

307 

340 

103 

67 

319 

Dallas city. 

3,179 

301 

353 

497 

603 

552 

260 

304 

89 

53 

167 

El Paso, Tex. 

14,239 

4,278 

2,882 

2,055 

1,355 

916 

490 

607 

196 

in 

1,349 

El Paso city. 

13,412 

4,021 

2,803 

2,008 

1,341 

898 

482 

550 

184 

101 

1,024 

Fort Worth, Tex. 

1,739 

98 

233 

348 

275 

261 

181 

135 

43 

27 

138 

Fort Worth city. 

1,457 

90 

196 

320 

238 

239 

146 

86 

20 

17 

105 


5,819 

575 

795 

1,125 

940 

723 

370 

293 

65 

43 

890 

Fresno city. 

l'505 

86 

191 

345 

241 

208 

154 

145 

37 

12 

86 

Galveston-Texas City, Tex. 

1,523 

185 

248 

300 

306 

160 

119 

71 

25 

4 

105 

Houston, Tex. 

8,125 

633 

1,108 

1,554 

1,750 

1,196 

639 

445 

112 

I5l 

537 

Houston city. 

7,510 

574 

1,043 

1,465 

1,663 

1, 146 

606 

400 

108 

122 

383 

Laredo, Tex. 

4,061 

1,670 

657 

429 

266 

l56 

82 

72 

32 

3 

694 

Los Angeles-Long Beach, Calif. 

81,793 

2,011 

4,342 

8,2ZZ 

13,436 

15,103 

13,347 

15,144 

4,567 

2,819 

2,802 

Anaheim city. 

473 

4 

33 

20 

76 

49 

56 

97 

62 

19 

57 

East Los Angeles (U). 

10,091 

182 

482 

1,088 

1,912 

2,436 

2,047 

1,492 

130 

13 

309 

Glendale city. 

658 

18 

20 

29 

87 

114 

102 

150 

78 

32 

28 

Long Beach city. 

1,127 

9 

24 

113 

157 

219 

181 

293 

87 

28 

16 

Los Angeles city. 

44,182 

1,315 

2,824 

5,018 

8, 107 

8,297 

6,909 

6,851 

2,247 

1,627 

987 

Pasadena city. 

816 


25 

92 

97 

180 

91 

184 

53 

51 

43 

Santa Ana city. 

1,379 

16 

73 

138 

244 

269 

226 

264 

51 

21 

77 

Torrance city. 

263 

8 

30 

15 

33 

45 

16 

43 

24 

20 

29 

Lubbock, Tex. .. 

1,711 

191 

277 

351 

293 

150 

41 

66 

22 

8 

312 

Lubbock city. 

1,432 

171 

245 

340 

285 

138 

41 

62 

22 

8 

120 

Midland, Tex. 

297 

17 

36 

70 

55 

48 

10 

4 

. . , 


57 

Odessa, Tex. 

433 

49 

59 

76 

69 

55 

13 

31 

5 


76 

Sacramento, Calif.1. 

3, l66 

128 

265 

346 

434 

417 

354 

687 

190 

155 

190 

Sacramento city. 

2,128 

107 

211 

285 

358 

328 

245 

418 

66 

61 

49 

San Angelo, Tex. 

637 

204 

119 

113 

49 

33 

9 

8 

t • • 

17 

85 

San Antonio, Tex.•. 

22,263 

6,403 

4,997 

3,929 

2,394 

1,254 

607 

520 

137 

122 

1,900 

San Antonio city. 

21,423 

6,188 

4,909 

3,891 

2,370 

1,227 

547 

463 

125 

106 

1,597 

San Bernardino-Riverside-Ontario, Calif. 

8,214 

741 

719 

1,322 

1,303 

1,155 

874 

871 

234 

114 

881 

San Diego, Calif. 

7,323 

184 

317 

472 

836 

1,084 

1,123 

1,881 

660 

314 

452 

San Diego city. 

4,897 

96 

208 

249 

576 

728 

815 

1,369 

472 

200 

184 

San. Francisco-Oakland, Calif. 

21,764 

758 

1,256 

1,734 

2,944 

3,297 

3,167 

4,716 

1,822 

1,227 

843 

Berkeley city. 

658 

12 

36 

42 

73 

77 

85 

209 

53 

28 

43 

Oakland city. 

3,578 

85 

243 

340 

588 

678 

574 

737 

184 

75 

74 

San Francisco city. 

10,063 

482 

675 

849 

1,388 

1,572 

1,598 

2,091 

722 

500 

186 

San Jose, Calif. 

7,076 

148 

340 

444 

687 

934 

1,032 

1,755 


385 

611 

San' Jose city. 

3,034 

56 

124 

178 

252 

418 

432 

887 


146 

118 

Santa Barbara, Calif. 

2,526 

102 

151 

256 

310 

342 

281 

383 


172 

305 

Stockton, Calif. 

2,955 

263 

417 

555 

516 

416 

268 

190 


40 

242 

Waco, Tex. 

797 

108 

171 

150 

114 

58 

41 

28 



123 

Wichita Falla, Tex. 

333 

33 

46 

69 

42 

39 

28 

43 



25 

Wichita Falls city. 

282 

26 

46 

61 

38 

27 

24 

35 



17 


SECTION 3 

GROSS RENT OF RENTER-OCCUPIED NONFARM UNITS WITH PUERTO RICAN HOUSEHOLD 

HEADS, FOR SPECIFIED AREAS; 1960 

(Data supersede those in tables 40 and 4Z in State chapters) 


Area 

Total 

Less 

than 

$30 

$30 

to 

$39 

.. 

$40 

to 

$49 

$50 

to 

$59 

$60 

to 

$69 

$70 

to 

$79 

$80 

to 

$99 

$100 

to 

$119 

$ 120 
or 

more 

No 

cash 

rent 

STANDARD METROPOLITAN 
STATISTICAL AREAS 

New York, N. Y. 

149,830 

148,714 

2,464 

2,453 

9,211 

9,167 

21,782 

21,734 

32,682 

32,627 

35,051 

34,944 

20,699 

20,540 

1 

5,143 

4,998 

2,833 

2,663 

2,890 

2,841 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 


Cedar Rapids, Iowa: Linn County. Iowa. 

Davenport-Rock Island-Moline, lowa-IlL: Scott County, Iowa; 

Rock Island County. Ill. 

Des Moines, Iowa: Polk County, Iowa. 

Dubuque, Iowa: Dubuque County, Iowa. 


Omaha, Nebr.-Iowa: Douglas and Sarpy Counties, Nebr.; Pottawat 
tamie County, Iowa. 

Sioux Qty, Iowa: Woodbury County. Iowa. 

Waterloo, Iowa: Black Hawk County, Iowa. 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 


Cedar Rapids, Iowa: Part of Linn County, Iowa. 

Davenport-Rock Island-Moline, lowa-Ul.: Parts of Scott County. 

Iowaof Rock Island and Henry Counties, Ill. 

Des Moines, Iowa: Part of Polk County, Iowa. 

Dubuque, Iowa: Parts of Dubuque County. Iowa; of Jo Daviess 
County, III. 


Omaha, Nebr.-Iowa: Parts of Douglas and Sarpy Counties, Nebr. 
of Pottawattamie County, Iowa. 

Sioux City, lowa-Nebr.-S. Dak.: I’art.s of Woodbury County, Iowa 
of Dakota County. Nebr.; of Union County, S. Dak. 

Waterloo, Iowa: Part of Black Hawk County. Iowa. 
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Table I. Si:i,r(-i'i;n (aiMtAi 'i i.uis'nr.s, I'ou Trii: Statk, S'i'andauo Mirnun'oj.iTAN Statkstk'ai. A«,i;as, 

AM) I’l.Ai rs oi' Imiahitantn on Moiue: 1960 

jSiiitu' tluUi IwMnl im wimiili*; m* loxi. "U" cUmiiUmnn uriim'iirjioralcil iiku’c. I'Iuh ( | ) oi' minus (■ ) atlor mimbor Indicates median above or below that number. I'creent not showii where 

less than 0.1] 
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State and Small Areas 


Tahk 2.—Ten’Ure, Vacanxy Statl's, sn’d Lun’ditidn Pi.uMBiMi Facilitii.s, for the State, 
IxsiDE AN'D Outside SMSA\ Urban and Rusal 1960 

[Soffi* data based on sampk; »«test] 


Tenui; bv t jjIot. Si 

X’jur.L'r stjtus. Fj 

jnd Plumb tUfhir.L’ 


total 


If»StGE 
b“SA ' 5 


O'JTSIDE 
SMSA'S 


1 CCCwPIl 

farm 


AU. HOLSIKG WITS 


TENi«E< color I AHD VACANCY 

status 


OCCUPIED. 

0»«,R OCCUPIED. 

PERCENT Of ALL OCCUPIED.. . . 

•HITE... 

»«0»«WHITE... 

RENTER OCCifflED . 

... 

... 


841 357 
581 352 
69.1 
577 061 
4 291 
260 OC5 
256 805 
3 200 


277 302 
193 555 
69.9 
190 240 
3 315 

B3 447 
e: 943 
2 504 


564 355 
367 797 
58,7 
386 821 
9T6 
176 558 
175 862 
696 


459 635 
317 336 
69.0 
313 197 
4 139 
1..2 299 
139 196 
3 103 


381 722 
264 016 
69.2 
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117 706 
117 609 
97 
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73.7 
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1C7 
53 225 
53 136 
89 
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11 : 


VACANT. . ........... 

TE&P ROlW. .. 

SOUW OR DETERIORATING. .. 

available . 

ROR sale only. 

hoicoxher vacancy Rate. 

FOR RENT. 

rental vacancy rate . 

RENTED OR SOLD. AWAITING OCCUPANCY. . . 

«LD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS. 

dilapidated.. . . . . 

S£AS0)«AL.. 


63 93a 
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38 914 
20 692 
5 907 


13 969 
12 307 
IC 527 
7 546 
2 430 
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35 691 
28 2S7 
13 046 


1.0 
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5.4 
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10 302 
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COWITION AND PLUMBING 
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with all PLtWiNS FACILITIES. . . 

lacking only hot WATER. 

lacking other plumbing facilities 

IS:TERIORATlNa. 

with all plumbing FACILITIES. . . 

lacking 0M.Y hot water. 

lacking other plumbing facilities 
dilapidated . 

owner occupied. 

SOlM). 

with all PLtWiNG facilities. . . 
lacking so*c or all facilities. . 

BETERIORATir^ . 

WITH ALL PLUHBINS FACILITIES. . , 

lacking some or all facilities. . 
dilapidated . 

RENTER occupied. 

souw. 

WITH ALL R.L«BlNa FACILITIES. . . 

lacking sohe or all facilities. . 

ECTERIORATins . 
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LACKI« SOHC OR ALL FACILITIES. . 

dilapidated . 

VACANT available FOR SALE . . . 

with all pli9«ing facilities. . . . 

LACKING SOME OR ALL FACILITIES. . . 
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with All plimbing facilities. . . . 

LACKING SOME OR ALL FACILITIES. . . 
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12B 1 

61 

082 

24 

754 

54 

426 

28 

SS2 i 

113 
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32 
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8 
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30 
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14 
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53 
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31 
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40 
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21 
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31 
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2*9 

20 

947 

11 

663 1 

21 

73-4 ; 

7 
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19 

206 

9 

*60 

6 

17C j 

6 

863 

6 

767 

4 

447 \ 

176 

558 ! 
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299 

117 

706 

53 

525 i 
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103 

858 

85 
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35 

729 ] 

103 

231 ; 

87 

769 

65 
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27 
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25 

182 

16 

069 

19 

909 

8 

927 j 

40 

912 

30 

8*0 

27 
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13 
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22 
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19 

074 

13 
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6 
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18 
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14 
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601 

4 
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45C ’ 

3 

4‘?7 I 
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« TT 1 

3 
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1 
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1 
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* 
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404 

1 

217 

1 

£16 ; 

9 
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B 
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5 

917 

5 
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<4 

44C ' 

5 
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2 

54B 

2 

966 ' 


629 , 

3 

£26 

_i 

569 

3 


497 

383 


431 

658 


6B2 

276 


544 

343 

184 

3B1 

164 

217 


17' 

14: 

11 ' 

26 

32 

15 

16 

3 

115 

9-4 


37 

11 

14 


water supply 


(I 


HtOT A««l COLD PIPED WATER INSIDE STRUCTURE . . 
WS.Y emUJ PIPED WATER INSIDE STRUCTURE. . . . 

PIPED water OUTSIDE STRUCTURE ... . 

NS PIPED water. 


779 575 
53 496 j 
4 550 i 
5“. 6*.6 :| 


269 43: 
13 755 

885 

6 896 


toilet facilities 


FLUSH TOILET) EXCLUSIVE USE ... • 

FLLW TOILET) shared. 

sthcr toilet facilities or none . 


bathi«, facilities 


bathtub or shower, EXCLUSIVE USE. 

bathtus or shoucr. Shared ..... . 

ton aSTuTlim na SHOWER. 


762 70a 
29 829 
1X2 75C 


259 :i7 

15 B32 

16 iia 


747 090 
30 896 
127 281 


25* 467 
16 211 
2D 289 



5C •’50 ji 


452 481 
21 7bc 
574 
6 336 


327 094 
31 716 
3 975 
61 310 


>C3 691 1 
13 99"’ ;| 
96 6 12 j 

H 


I 

>92 623 I 
:* 6S5 
.06 992 I 


439 943 
26 412 
14 816 


429 512 
27 076 
24 583 


322 765 
3 417 
97 914 


317 578 
3 820 
102 698 


182 164 
21 695 
1 877 
38 761 


186 500 
2 976 
55 021 


179 422 
3 295 
61 780 
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Srate and 55>ma.Ii Arexs 


TaWc 2.—-TlN'l'Rl-n WCANCY Sl^Tl'V WQ Pl.l'MBlNu F %l H fl* THI StaTI. 

KmD! Ol’T-lD! SMS I'aBAN ^XDRfB\L lyfrU 
[Some diSa based oa sasjpie. we s«st] 


Tcriiir.- 

Viwr 


\\ 


''Tims 
jrii Plumf’ 



AU- rtCaSIt»5 


OCCiJ'IEC. 

cim.m ccc^iED. 

«:rce«»t Of ALL. OCCUPIES 

•HITE .. 

WJ%«hITE. .. 

renter OCCLIPIED. 

■HITE . ... 

.. 


vacant. ... . 

rEA« mourn. ... 

smm m DETERioRATiNa. 

AVAlLtM.1. . 

EDS SA 4 .E 0 %.T .......... 

hO«.&»(|£B vACAWrv rate. . . . . 
FOR fttWT .. 

«.«TAl vaCA«T .. 

««TED m SOUS. a«a:tii»s occupawt. 

►CJJ3 PO« OCCASitWAL USE. 

»«LD rw OTt«.R reasons. 

dilapidated . 

.. 


CtWOlTION AND n.Lf>4g!Na 


AU. .. 

S&'UMI. 

with all PLU«BINS FACILITIES. . . 
lacmns o»«ly HO'" water. 

LACKING OTfW PLUmiMS FACILITIES 

DCTEWI ORATES. 

with All PLtlRffilNG FACILITIES. . . 

LACKim om.'t hot water. 

LACKINS DTt«.R PL‘J»^I**S FACILITIES 

dilapidated . 


OKWIR CXCUPIED. 

S 01 M. 

with AUL PLimiNS facilities. 

LACKI»« SS»ff DR ALL FACILITIES 

ia:TE»i(»ATI*«. 

with all PLi»*I»iS facilities. 

UkCm-im sa«. tm all facilities 
dilapidated. 


»iTEiR CXICUFIEB ...... 

SOiM>. 

with all pl««in3 facilities. 

LACKI** SCH-ff DR ALL FACILITIES 

5XT£R1C*ATII*S. 

WITH AlL PlUWIW facilities. 
LACKIW SOt« Wl ALL FACILITIES 
OILAPIDATEC .. 


VACANT available F» SALE • 
WITH all PLUtWINS FACILITIES. . 
LACKIW SO* OR ALL FACILITIES. 

VACANT available FOR RENT . 

with all «.uw«s facilities. . 
lackins swtt as all facilities. 


ALL HCUSINS lAilTS . . . 

water Supply 


AS® CCLS PIPED WATER INSIDE 3TRuC''J»E 
tm.r COLD PIPED water inside STRlfCTURE. . 

PI«.D water OUTSIIX STRICTURE. 

W PIFSS WATER.. , 


TOILET facilities 


FLUSH TSILET. EXCLUSIVE USE . . 

FLUSH toilet. Shared. 

OTAtR TOILET FACILITIES 0« «fO« 


iathins facilities 


SAThTL* OB E*a.USIVE USE. 

baThtl* oa Shared. 

BAThTW m SHO«R. 


841 337 ; 

277 D02 ! 

P 

56*9 355 jj 


635 i 

381 

722 I 

2ZZ 

123 

17? 599 

591 352 

193 555 ; 

3S'' ■^9'’ 

31' 

336 i 

264 

016 1 

IhB 

B98 

115 118 

69.1 1 

1 

6i.7 :i 

&9.W 1 

69.2 i 

73.7 

64.1 

1 


3B5 821 Sj 

313 

197 1 

263 

S6^ 1 

148 

“'91 

115 073 

4 291 

3 315 ’ 

975 ii 


139 1 


152 ! 


107 

^5 

3&C 0C5 1 

53 *»7 

553 Jj 

1^2 

299 , 

li"' 

706 t 

53 

225 

64 461 

256 SC5 I 

^43 ! 

175 852 4 

139 

195 i 

11“’ 

609 : 

53 

136 

64 473 

5 22c I 

2 5C4. 1 

696 il 

3 

:c3 1 


9*’ f 


59 

B 

63 93S 

I 

13 989 1 

49 949 ij 

21 

563 1 

42 

3'’£ ^ 

42 

375 


4*^ 99S 

12 307 1 

?5 'i 

19 

364 ' 

28 

63*r > 

28 

63h 


3a 914 

1: 627 1 

;s 287 4 

16 

79g j 

22 

116 j 

<2 

116 


20 592 

fs^t ' 

13 :4fc ,! 

12 


a 

293 ' 

B 

298 


5 9C7 

2 430 . 

3 ‘p*’"' *j 

3 

526 , 

2 

381 i 

2 

381 


1.0 1 

1 *2 1 

C.9 


!• 1 '' 


C.9 il 

1.6 


l4 785 

5 216 I 

9 569 ;! 

s 

863 ! 

5 

^.-9 ' 

5 

91"’’ 


s*** 1 

5.9 

5.1 


5,9 , 


-.a 


aC.C 


3 433 

^a5 

2 453 ii 

1. 

505 1 

1 

033 

1 

833 


2 189 

535 

1 154 ; 


5:6 

1 

683 1 

1 

683 


12 595 

I 661 1 

1: 934 \[ 

2 

293 j 

10 

3C2 1 

10 

302 


9 CB4 ! 

1 690 

7 404 li 

Z 

556 

6 

518 i 

6 

518 


15 940 1 

1 582 ; 

l4 25S 1; 

2 

199 

13 

741 i 

13 

*741 



■.79 5 Y 3 
53 4-% 
4 55C 

6"' 


7fe2 *'0® 
29 829 
112 t3c 


-.LY 590 

30 a96 
:2~’ 2Sl 


269 43. 
13 ■’55 
815 
6 896 


219 

15 532 

16 113 


25* LfcY 
16 211 
2C 289 


9C5 

26*^ 1 

290 907 

61*p 

5CC 

4S1 

I’l 

42h 

096 1 

24H 

497 

179 

599 

“'IS 

E79 1 

239 9CS , 

4-8 

9*^1 j 

396 


322 

462 i 

1"’9 

383 

143 

079 

631 

914 j 

22: ;33 

-^ll 

S®1 !! 

368 

864 

263 

05: 

147 

596 

115 

454 

-» 

755 i 

*7a*7 ' 

e 

CCS 1 

2 

769 


966 

3 

454 

1 

532 

79 

210 i 

:s i2i . 

6! 

082 .j 

24 

7S4 

^4 

426 ■ 

28 

333 

26 

093 

15C 

689 i 

79 aa2 

1IC 

SC’ ;i 

67 

672 

B3 

Cl"' ■ 

5C 

431 

32 

586 

S3 


25 266 

5e 

204 il 

**6 

C"?2 

37 

398 ■ 

21 

65B 

15 

740 

1 * 


1 22Z • 

3 

9C** ij 

2 

466 

2 

630 i 

2 

116 


522 

62 

C95 > 

;3 396 

4g 

699 ';i 

19 

1 14 

42 

961 ' 

26 

657 

16 

324 

35 

699 i 

1 - 1 *’*’ 

2n 

522 ■! 

1*7 

082 

18 

61’ ; 

14 

683 

3 

934 

581 

352 1 

193 555 ’ 

387 

''9"" ;■ 

31-^ 

336 

264 

016 

148 

898 

115 

118 

496 

129 1 

I"': 611 

325 

SIB 'j 

279 

033 

217 

096 

123 

043 

94 

053 

457 

188 ■ 

163 S5: 

293 

SS” :i 

2“'C 

121 

1S7 

06"’ 

1C8 

835 

76 

232 

3® 

941 1 

6 "'feC 

32 

181 ii 

s 

912 

30 

029 

14 

206 

15 

821 


593 i 

18 4S4 

53 

129 n 

31 

4L0 

40 

153 

21 

579 

18 

574 

45 

196 1 

13 821 

31 

3*^5 

24 

249 

20 

947 1 

11 

a 97 

9 

050 

26 

397 

4 663 

21 

-34 il 

•7 

191 

19 

206 1 

9 

682 

9 

524 

13 

630 1 

4 460 , 

9 

17C ;! 

6 

863 

6 

76"* i 

4 

276 

2 

491 

26® 

CXIS 

63 447 ! 

176 

558 ij 

142 

299 

117 

“’06 • 

53 

225 

64 

481 

1E8 

938 

t: 525 j 

123 

413 U 

103 

ssi 

85 

080 t 

36 

054 

49 

026 

152 

960 1 

..9 729 ' 

1C3 

231 ;! 

S“' 

"’89 

65 

171 1 

27 

949 

37 

222 

35 

978 1 

lO 

25 

1B2 ;i 

16 

069 

19 

909 

s 

105 

11 

S04 

M 

839 

17 927 , 


912 

3G 

84 0 

27 

999 1 

13 

987 

14 

012 

32 

i 

IZ 084 : 

Z2 

324 

19 

074 

13 

334 s 

6 

644 

6 

690 

26 

431 i 

7 843 ; 

18 

588 

11 

7^®6 

14 

665 

7 

343 

7 

322 

12 

22s 1 

4 995 1 

"* 

233 .j 

*7 

6C1 

4 

627 i 


184 

1 

443 

5 

9,44 i 

2 4 5C 

3 

•^•9 il 

3 

526 

2 

381 

2 

381 


• • * 

4 

2B6 1 

2 :C9 

2 

jr-T-P i 

3 

122 

1 

164 

1 

164 


w « 

1 

62l j 

321 


300 ‘i 


404 

1 

217 ! 


217 


... 

14 

785 1 

5 216 ' 

9 

569 '' 

B 

S6S 

5 

917 

5 

917 


• • • 

B 

190 t 

3 25C ’ 

A* 

^4C ' 

5 

642 

2 

548 

2 

548 


• • 

6 

595 1 

1 966 ■ 

4 

625 J 

3 

226 

3 

369 1 

3 

369 


... 

9C5 

-^ 

«£_1 



l! 

3C4 ,i 

481 

198 

424 

097 i 

244 

498 

179 

599 


665 

-SC 


523 591 
13 99"’ 
96 512 


*92 523 
1* 605 
126 992 


L52 LBl 
21 ■’8D 

5^4 

5 335 


439 943 
26 412 
14 616 


429 512 
27 OHe 
24 5S3 


327 094 
31 716 
3 976 
51 310 


322 745 
3 41-’ 
97 914 


317 578 
3 820 
102 698 


182 164 
21 695 
1 877 
38 761 


1S6 500 
2 976 
53 021 


179 422 
3 295 
61 7S0 


144 930 
10 021 
2 D99 
22 549 


136 265 
441 
42 893 


13B 155 
525 
40 918 













































































I PLUS PARTIAL 
a OR MORE . . 
SHARED OR NONE 


MORE THAN 1 . 
SHARED OR NONE 


MORE THAN I . 
SHARED OR NONE 


ALL UNITS . . 

1 ROOM. 

2 ROOMS . 

3 ROOMS 

‘I ROOMS ...... 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

a ROOMS OR MORE . . 
MEDIAN. 

OWNER occupied. 
I ROOM. ...... 

a ROOMS . 

3 ROOMS . 

‘I ROOMS.. 

5 ROOMS ...... 

6 ROOMS . 

7 ROOMS . 

6 ROOMS OR MORE . . 
MEDIAN. 

RENTER OCCUPIED 

1 ROOM. 

a ROOMS . 

3 ROOMS . 

R ROOMS ...... 

5 ROOMS ...... 

6 ROOMS . 

7 ROOMS . 

a ROOMS OR more . . 

MEDIAN. 


NONE. . . 

1 . . . . 

Z ... . 
3 . . . . 

tt OR MORE 


0 AND 1 

2 . . . 


RENTER OCCUPIED 

NONE. 

. .. . 

.. 

3 OR MORE . . . . . 









































































































































































17-8 


State and Small Areas 


Tahfc 4.-“-.5TiircTUBAi. Lhasacti.hisucs %nd Heatin’G Iiqi/ipmen’T, for the State, In’side an’d 
OrxMDi SMSA's L'bba.v and Rusal; I960 
fBased on mnspls: gee text] 


Units in Structure Basement 

Trailer Heating Equipment 

Year Stnicmrc Built 


SUSaEC' 




A„i. 


a. 

5 mo .. 

5 o« .. 

T«AIi.£»5 

0*1 »»t««A»chT 

.. 


OCCuMEO. 
DCtACHED . . . . 
ATT&C?«D . . . , 


3 ANC 4 . 
5 0« »WE 
TSAIuER . 


«,(fT£R OCCt^IEXJ 

Is DCTACrCD .... 

attached .... 

3 Wffl 4 ..... . 
3 TD 9..»«*.. 
1C Tc 1^. ..... 

ae T0as%» . . . , . 
so W MOBE. .... 

...... 


VACA*»T available F0» RE»4T 


2 TO 4. . , 

5 TO f, . . 
JO ©S t«0*C. 


TEA* structure Built 


ALL JtjITS . 
1»5<» TO WWCH 19*0 
J»55 Te 19S«. . . 
1»» TO 195*. . . 
imo TO i9#f. . . 
1930 Te iW9. . . 

192» OK earlier . 


SCCl»»IED 
i99S TO march IffcO 
JfSO TO 1954. . . 
1*A0 TO IW. . . 
i*» B« EARLIER . 


ALL MOLSIW WITS ........... 

BASOCST 


»AS£»«)«T. . . 
CSKWTE SLAi 
OTHtW . . . . 


HCATlstg eSUI«*EInT 


STCAH os hot KATES. 

»*W* Al« FU«%«E. ........ 

FLW* W*U.< cm PI(»tLESS Ft*l»ACe. 

miLf-m CLEcmjc uhits. 

ST»c« **« kith .. 

8T»«» fC«S KIThbwT flue. 


i 

1 T«£ state 

1 

URBAN. 

total 

RURAL 


■Bl 


OUTSIDE 

SMSA'S 

total 

lilH 

Occupied 

FARM 

905 ZTJ 

29C 971 

614 300 

481 175 

424 096 

■ 

179 631 

TfcH 525 

220 53S 

543 987 

361 950 

402 567 


177 822 

23 071 

8 203 

14 868 

16 694 

6 377 


351 

39 7S7 1 

;S 447 

2: 340 

34 626 

5 161 

4 792 

369 

27 91L 

15 197 

12 717 

25 916 

1 998 

1 983 

15 

38 239 

24 092 

14 147 

36 520 

1 719 

1 693 

26 

979 

203 

776 

296 

683 

543 

140 

JO 756 

4 291 

6 465 

5 165 

5 591 

4 683 

908 

581 362 

193 570 

387 792 


264 019 

149 161 

114 858 

545 299 i 

177 608 

367 691 


253 753 

140 162 

113 591 

7 079 

2 788 

4 291 


2 449 

2 243 

206 

12 237 

5 754 

6 4S3 

10 534 

1 703 

1 515 

188 

i L 016 

2 131 

1 665 

3 697 

319 

314 

5 

2 078 

1 126 

952 

1 965 

113 

113 

• • • 

1C 653 1 

• 

H 163 

6 490 

4 971 

5 6B2 

4 814 

868 

253 995 j 

63 432 

176 553 

142 292 

117 703 

52 930 

64 773 

166 429 

33 842 

132 587 

57 770 

108 659 

44 426 

64 231 

14 419 

4 950 

9 469 

11 221 

3 198 

3 053 

145 

24 6CB 

11 563 

13 025 

21 607 

2 801 

2 620 

181 

21 440 1 

11 944 

9 496 

20 092 

1 348 

1 338 

10 

16 781 1 

10 545 

6 236 

16 250 

531 

510 

21 

6 687 

4 441 

2 246 

6 419 

268 

263 

5 

5 242 

3 551 

1 691 

4 936 

306 

306 

• • • 

3 307 

2 245 

1 062 

3 307 


• « • 

• • • 

1 C82 

331 

751 



412 

ISO 

13 954 

5 073 

S 891 



5 202 


T 301 

1 507 

5 714 



4 473 


3 632 

1 673 

1 959 

3 070 

562 

562 


1 291 

785 

506 

1 198 

93 

93 


1 74C 

1 028 

712 

1 666 

74 

74 


905 267 

290 967 

614 300 

461 171 

424 096 

244 497 

179 599 

20 711 

9 975 

10 736 

13 617 

7 094 

5 915 

1 179 

6C 471 

28 576 

31 895 

40 887 

19 584 

15 624 

3 760 

6S 060 

30 411 

37 649 

45 461 

22 599 

16 952 

5 647 

76 174 

30 206 

45 960 

48 429 

27 745 

19 437 

6 308 

65 880 

24 985 

40 394 

40 457 

25 423 

14 788 

10 635 

613 971 

166 813 

447 150 

292 320 

321 651 

171 581 

150 070 

501 352 

193 555 

387 797 

317 336 

264 016 

148 898 

115 116 

6*’ 745 

32 856 

34 889 

46 482 

21 263 

17 320 

3 943 

55 084 

25 270 

29 814 

38 139 

16 945 

12 720 

4 225 

53 905 

23 618 

30 207 

35 737 

18 168 

12 559 

5 6O9 

404 516 

111 011 

292 607 

196 976 

207 640 

106 299 

101 341 

■.^ 

905 293 i 


614 304 

481 198 

424 097 

244 490 

179 599 

i 

i 

741 839 i 

r 

251 590 

490 249 

420 B39 

321 000 

172 937 

14S 063 

3® 788 1 

13 B'-L 

2-, 944 

20 793 

17 995 

12 694 

5 301 

j 124 fe44 i 

^ i 

25 537 

99 107 

59 543 

65 101 

58 834 

26 267 

90 C86 j 

32 757 

57 319 

64 134 

25 952 

17 602 

S 350 

524 318 I 

208 590 

315 728 

334 758 

189 560 

104 965 

84 595 

49 456 1 

1: 795 

37 671 

22 393 

2? 073 

16 213 

10 S60 

2 377 1 

431 

1 946 

621 

1 756 

817 

939 

225 303 1 

34 6T9 

190 624 

55 680 

169 623 

96 416 

73 207 

6 990 

1 701 

5 2B9 1 

2 622 

4 368 

2 848 

1 520 

6 727 

1 004 

5 723 1 

963 

5 764 

5 636 

126 





































































































































































































































































17-10 


State and Small Areas 


Tal>fe 6- —Type of Fuel and Selected Equipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural; I960 

[Based on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Ivlachine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


AU. OCCUPIED UNITS. 


The state 


total 


INSIDE 

SMSa'S 


OUTSIDE 

SMSA'S 


heating fuel 

utility sas . 

P-OEL OIL. KEROSENE. ETC.. . 

COAL OS COKE.. 

.. 

Electricity . 

bottled, tank, or LP GAS. . 

OTi-CR FUEL. 

•tCM:.. 


WATER heating FUEL 

utility has. 

Electricity . 

COAL OR COKE. 

KOOO. ............. 

&CTTLEO. TANK' OR LP GAS. , . . 

fuel oil. kerosene. ETC. 

OTi«R fi®:l. ... . 

NOW. ............. 


COOKING fuel 

utility sas . . . 

electricity . 

bottled. TANK' OR LP GAS. . 
fuel oil. kerosene, etc.. . 

COAL OR COKE. 

WOOD. 

OTi-CR FUEL. 

NOW ............ 


CLOTHES WASHING MACHINE 

WRINSER OiR SPINNER.. . 

AU''‘»«ATIC OR SEMI-AUTOMATIC. 

WASWR-E«YER COMBINATION. 

WOW... 


clothes dryer 


SAS fCATED... 

electrically heated . 


WW. . . . 

home food freezer 

1 m KDRE , 

• 

telephone available 

rts • • . . 
.. 

automobiles available 

1 . 

a. 

3 OK MORE , 

... 

AIR conditioning 

RODW 

1 . 

2 OR MORE . . . 

central system. . 

.•••••••«•• 


Television sets 

1 . 

2 C» more . 

NOW .... 

RADIO SETS 

1 .... . 

a OR MORE . 

NOW .... 



841 357 

277 002 

564 355 

349 629 

182 085 

167 544 

308 450 

61 560 

246 890 

113 905 

20 803 

93 102 

11 356 

1 017 

10 339 


443 

1 912 

52 015 

9 885 

42 130 

3 213 

1 074 

2 139 

417 

US 

299 

364 089 

197 676 

166 413 

239 999 

34 980 

205 019 

7 782 

1 967 

5 815 

1 289 

169 

1 120 

105 197 

19 711 

85 486 

26 488 

4 362 

22 126 


319 

969 

95 208 

17 801 

77 407 

328 784 

178 687 

150 097 

240 763 

56 952 

183 811 

24B 919 

36 783 

212 136 

5 361 

845 

4 516 

5 073 

SOS 

4 265 

7 246 

1 001 

6 245 

1 111 

236 

875 

4 083 

1 673 

2 410 

467 652 

117 298 

350 354 

235 775 

99 765 

136 010 

14 040 

5 422 

B 61B 

123 873 

54 500 

69 373 

81 563 

37 576 

43 987 

134 286 

33 472 

100 814 

625 491 

205 937 

419 554 

257 387 

53 555 

203 832 

583 953 

223 430 

360 523 

750 230 

249 397 

500 833 

91 127 

27 605 

63 522 

543 551 

170 341 

373 2l0 

163 767 

55 421 

108 346 

18 327 

6 292 

12 035 

115 695 

44 931 

70 764 

70 209 

30 380 

39 829 

16 124 

6 285 

9 839 

11 520 

5 986 

5 534 

743 487 

234 334 

509 153 

709 S67 

232 010 

477 857 

40 349 

21 360 

18 989 

91 124 

23 615 

67 509 

507 225 

158 189 

349 036 

288 503 

101 573 

186 930 

45 612 

17 223 

28 389 


316 827 
88 361 
39 273 
667 
614 
11 569 
2 113 
211 


336 699 
59 126 
4 504 
302 

23 905 
9 667 

678 

24 754 


302 499 
103 956 
45 754 
1 344 
1 626 
868 
164 
3 424 


195 130 
164 483 
8 459 
91 563 


55 577 
57 8 84 
346 174 


SO 858 
378 777 


416 816 
42 819 


279 686 
89 574 
9 763 
80 612 


50 891 
11 495 
8 909 
3B8 340 


381 989 
30 341 
47 305 


264 874 
166 365 
2S 396 


32 802 
220 089 
74 632 
10 689 
1 741 
40 446 
1 100 
206 


27 390 
180 873 
3 278 
987 
81 292 
16 821 
610 
70 454 


26 285 
136 807 
203 165 
4 017 
3 447 
6 378 
947 
659 


272 522 
71 292 
5 581 
32 310 


25 986 
76 402 
279 317 


176 529 
205 176 


333 414 
48 308 


263 865 
74 193 
8 564 
35 083 


19 318 
4 629 
2 611 
355 147 


327 878 
10 008 
43 819 


242 351 
122 13B 
17 216 


30 481 
117 615 
29 246 
2 930 
701 
20 832 
563 
125 


25 823 
85 157 
1 938 
263 
43 953 
9 238 
150 
35 871 


24 186 
63 989 
107 157 
2 434 
2 048 
1 766 
294 
519 


131 368 
42 364 
3 044 
25 617 


14 028 
32 076 
156 289 


60 962 
141 43l 


169 399 
32 724 


131 444 
36 787 
3 695 
30 467 


13 638 
3 04S 
1 908 
183 799 


168 746 
6 709 
26 938 


132 585 
58 212 
11 596 


2 321 
102 474 
45 386 
7 859 
1 040 
19 614 
537 
81 


1 567 
95 716 
1 340 
724 
37 339 
7 583 
460 
34 583 


2 099 
72 818 
96 008 
1 583 
1 399 
4 612 
653 
140 


141 154 
28 928 
2 537 
6 693 


11 958 
44 326 
123 028 


115 567 
63 745 


164 015 
15 584 


132 421 
37 406 
4 869 
4 616 


5 680 
1 581 
703 
171 348 


159 132 
3 299 
16 881 


109 766 
63 926 
5 620 


URBAN. 

TOTAL 


rural 


total 


NONFARM 


OCCUPIED 

FARM 






















































































IT-II 


T:iblc 7.—Financial Chauacthiiistics and Duration oI' Vacancy, i'OU tiiu Statu, Insidb ani5 
Oiri'vSini'; SMSA's, Urban and Ruhai. Nontarm: I960 
[Sonic data baaed on saniplo; sec text. Plus (-|-) or minus (-) after number indicates niodUin above or boiow that number] 


Vjloe 
tiriwi Rriit 




THE STATE 

' 






URBAN 1 

SUBJECT 




total 


TOTAL 

INSIDE 

OUTSIDE 




SMSA‘S 

SMSAIS 


VALUE 





OWNER OCCUPIED. 

428 666 

167 IBO 

261 486 

294 527 

LESS than $51000.. . . • 

6a 802 

U 064 

57 738 

26 S0O 

65i000 TO $71400. 

75 700 

19 929 

55 771 

42 990 

671500 TO $91900. 

71 722 

26 943 

44 779 

%0 169 

$10i000 TO $12 i400... 

71 313 

31 773 

39 540 

55 195 

612i500 TO $14 i900. . 

51 904 

27 545 

24 5S9 

42 993 

615i000 TO $17i400. 

36 383 

19 957 

16 426 

30 826 

617i50o TO $19 1 900. 

20 652 

11 945 

a 709 

17 921 

$201 000 TO $24,900. 

17 781 

9 008 

7 973 

15 320 

$25,000 TO $34,900. 

9 815 

3 382 

4 433 

B 505 

$35,000 OR MORE . 

4 594 

2 036 

1 730 

4 020 

MEDIAN.DOLLARS . 

9 900 

12 DOO 

8 BOO 

11 200 

VACANT available FOR SALE . 

5 280 


2 835 

3 616 

LESS THAN $5,000. 

1 289 


1 004 

428 

$5,000 TO $9,900. 

1 281 


74S 

817 

$10,000 TO $14,900... 

1 151 


S63 

922 

$15,000 TO $19,900. 

983 

637 

346 

904 

$20,000 TO $24,900. 

354 

232 

102 

397 

$25,000 OR MORE . 

262 

107 

75 

348 

MEDIAN PRICE ASKED.DOLLARS . 

0 

0 

0 

13 500 

7 900 

13 lOO 

GROSS RENT 





RENTER OCCUPIED . 

195 524 

78 391 

117 133 

143 299 

LESS THAN $20 . 

1 S87 

268 

1 319 

m‘i 

$20 TO $29. 

6 4Sl 

2 100 

4 271 

4 4«4 

$30 TO .. 

13 033 

4 674 

0 361 

9 165 

$40 TO ... . 

19 728 

6 950 

U 770 

13 928 

$50 TO $59... 

as 386 

9 4 34 

15 992 

10 in 

$60 TO .. 

28 164 

10 955 

17 209 

ai 236 

$70 TO .. 

24 578 

10 602 

n 976 

18 627 

$aO TO .. 

33 175 

13 114 

10 061 

25 9«S 

$100 TO $119. 

15 161 

7 804 

7 277 

U 971 

$120 TO $149. 

6 916 

4 113 

2 003 

6 171 

$150 TO .. 

2 OU 

1 373 

630 

1 761 

$200 OR MORE. 

631 

331 

320 

407 

No CASH RENT. 

18 681 

4 513 

14 160 

a 394 

MEDIAN.. dollars . 

68 

72 

65 

69 

contract RENT 





RENTER OCCUPIED . 

19S S24 

78 391 

117 133 

143 299 

LESS THAN $20 ..... . 

6 651 

932 

•i 719 

2 190 

$20 TO $29.. 

17 1S4 

4 279 

12 075 

9 136 

$30 TO .. 

23 326 

7 436 

16 390 

14 9 D 6 

$40 TO .. 

60 087 

21 718 

50 369 

44 964 

$60 TO $79. 

46 028 

2,3 701 

22 247 

4 1 250 

$80 TO $99. 

14 681 

9 844 

4 037 

M 702 

$100 TO $149. 

7 308 


2 002 

6 879 

$150 OR MORE. 

1 108 


446 

804 

NO CASH RENT. 

18 681 


14 160 

fl 394 

MEDIAN.DOLLARS . 

S4 

62 

49 

98 

VACANT available FOR RENT . 

11 848 

4 9 23 

6 923 

8 738 

LESS than $30 . 

2 OOb 

348 

1 660 

981 

$30 TO $39. 

1 923 

372 

1 351 

1 23? 

$40 TO $59. ... 

3 892 

1 519 

2 373 

2 96i 

$60 TO .. 

2 448 

1 337 

1 111 

2 170 

$80 TO $99. 

036 

631 

205 

689 

$100 TO $119. 

328 

263 

65 

317 

$120 OR MORE. 

413 

235 

158 

374 

MEDIAN RENT ASKED (DOLLARS )1 





vacant available for RENT . 

50 

60 

43 

59 

WITH ALL utilities IN RENT.. . 

53 


46 

93 

WITH SOME OR NO UTILITIES IN RENT .... 

49 

63 

43 

S6 

duration of vacancy 





VACANT AVAILABLE FOR SALE . 

5 951 


3 393 

3 738 

LESS THAN 4 MONTHS. 

2 917 

1 726 

1 191 


4 UP TO 6 MONTHS. 

736 

231 

495 


6 MONTHS OR MORE. 

2 298 

3Sl 

1 747 

1 019 

VACANT AVAILABLE FOR RENT . 

13 868 

5 065 

a 803 

8 746 

LESS THAN 1 MONTH . 

3 117 

1 742 

1 375 

2 674 

1 UP TO 4 months. 

4 740 

2 074 

2 666 

3 428 

4 UP TO 6 MONTHS. 

1 442 

350 

1 084 

739 

6 months or MORE. 

4 569 

091 

3 678 

1 909 


tittiurjif Rfiu 

nurjtuitt III Vjijiii^ 


Rural 

MONFARMI 

TOTAL 


1.1« I IM 

W TIU 

SI nsi 

16 1 IM 
H 911 

•> W 

a Til 

g uei 

1 310 

see 

& 000 


1 *6*1 
B61 

wen 

aoo 

TO 

ST 

1« 

S 000- 


•js 

60‘S 
I 06T 
3 «T0 
3 flOO 
7 OTS 
© OilB 
S 031 
7 a,*T 
a IMS 
T«3 
a«H) 
a«M 
10 a«T 


63 


•ss aas 

*1 RAl 

a 03a 
a 030 
H 133 
M 7T0 

ma 

30« 

10 aaT 

eg 


no 

03S 

606 

93.4 

J!TK 

IM7 

U 

39 

SB 

S9 

36 


2 S13 
690 
204 
I 270 

9 U8 

HM3 

1 312 
703 

2 66M 


y 
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Table 12. —Tenure, Va.cancv Status, and Condition and Plumbing F.acilities, tor SMSA’s, Constituent 
Counties, Places of 50,000 Iniix\hitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fat. 


[Some data based on sample; see text. “U” denotes an unincorporated place] 


standard metropolitan statistical areas 




CEDAR 

RAPIDS 



n 

DAVENPORT-ROCK ISLAND-MOLINE 

THE 

AREA 

LINN 

COUNTY 

CEOAR 

RAPIDS 

urban 

balance 

RURAL 

The 

area 

IOWA PORTION 

TOTAL 

SCOTT 

county 

DAVEN¬ 

PORT 

URBAN 

BALANCE 

RURAL 

43 

825 

30 288 

4 

641 

B 

696 

85 

160 

37 

060 

28 

199 

3 

516 

5 345 

42 

223 

29 538 

4 

491 

8 

194 

81 

767 

35 

648 

27 

339 



4 936 

29 

911 

20 364 

3 

486 

6 

061 

55 

173 

23 

629 

17 

406 



3 551 

70.8 

68.9 

77.6 

74.0 

67.5 

66.3 

63.7 


71.9 

29 

762 

20 219 

3 

486 

6 

057 

54 

405 

23 

404 

17 

193 



3 539 


149 

145 


* * T 


4 


76B 


225 


213 


• • * 

12 

12 

312 

9 174 

1 

005 

2 

133 

26 

594 

12 

019 

9 

933 


699 

1 367 

12 

117 

8 991 

I 

OOl 

2 

125 

25 

751 

11 

744 

9 

682 


691 

1 371 


195 

163 


4 


8 


843 


275 


251 


6 

16 

1 

602 

750 


150 


702 

3 

393 

1 

412 


660 


145 

407 

I 

162 

690 


120 


352 

2 

791 

1 

194 


812 


145 

237 


968 

621 


110 


257 

2 

446 

1 

082 


727 


140 

215 


607 

426 


61 


120 

1 

576 


729 


532 


106 

91 


240 

156 


43 


41 


491 


221 


136 


55 

30 


o.a 

0.8 


1.2 


0.7 


0,9 


0.9 


0.6 


2.0 

0 < B 


367 

270 


18 


79 

1 

087 


508 


396 


51 

61 


2.9 

2.9 


1.8 


3.6 


3,9 


4.1 


3.8 


6 • 8 

4*2 


147 

64 


29 


34 


369 


160 


110 


21 

29 


55 

20 


2 


33 


86 


42 


13 


• • • 



179 

91 


18 


70 


413 


151 


72 


13 

66 


174 

69 


10 


95 


343 


112 


65 


5 

22 


440 

60 


30 


350 


602 


218 


46 



170 

43 

825 

30 286 

4 

641 

8 

896 

65 

160 

37 

060 

28 

199 

3 

516 

5 345 

36 

933 

26 377 

3 

966 

6 

590 

71 

066 

31 

096 

23 

593 

3 

071 

4 432 

33 

959 

24 534 

3 

839 

5 

586 

65 

880 

28 

840 

22 

259 

3 

019 



157 

75 


22 


60 


497 


199 


94 


16 

89 

2 

817 

1 768 


105 


944 

4 

689 

2 

057 

1 

240 


36 

781 

5 

387 

3 166 


520 

1 

681 

11 

046 

4 

709 

3 

626 


345 

736 

3 

441 

2 025 


468 


948 

7 

021 

2 

970 

2 

373 


245 

352 


79 

39 


8 


32 


273 


93 


65 


12 

16 

1 

867 

1 122 


44 


701 

3 

752 

1 

646 

1 

188 


88 

370 

1 

505 

725 


155 


625 

3 

048 

1 

255 


980 


100 

175 

29 

9U 

20 364 

3 

486 

6 

061 

55 

173 

23 

629 

17 

406 

2 

672 

3 551 

26 

680 

16 686 

3 

075 

4 

919 

49 

664 

21 

387 

15 

832 

2 

429 

3 126 

25 

832 

18 371 

3 

016 

4 

445 

47 

645 

20 

575 

15 

535 

2 

405 

2 63b 


648 

315 


59 


474 

1 

839 


612 


297 


24 

491 

2 

547 

1 352 


343 


852 

4 

570 

1 

848 

1 

316 


190 

342 

2 

007 

1 119 


307 


581 

3 

369 

1 

398 

1 

066 


149 

183 


540 

233 


36 


271 

1 

181 


450 


250 


41 

159 


684 

326 


68 


290 


919 


394 


256 


53 

83 

12 

312 

9 174 

1 

005 

2 

133 

26 

594 

12 

019 

9 

933 


699 

1 387 

9 

191 

7 133 


757 

1 

301 

19 

124 

8 

707 

7 

154 


527 

1 026 

7 

419 

5 696 


695 

1 

028 

16 

335 

7 

542 

6 

241 


499 

802 

i 

772 

1 437 


62 


273 

2 

789 

1 

165 


913 


28 

224 

2 

485 

1 692 


169 


624 

5 

778 

2 

594 

2 

156 


136 

302 

1 

349 

868 


153 


328 

3 

403 

1 

480 

1 

242 


81 

157 

1 

136 

824 


16 


296 

2 

375 

1 

114 


914 


55 

145 


636 

349 


79 


206 

1 

692 


718 


623 


36 

59 


240 

156 


43 


41 


491 


221 


136 


55 

30 


219 

149 


42 


28 


442 


203 


129 


54 

20 


21 

7 


1 


13 


49 


18 


7 


1 

10 


367 

270 


18 


79 

1 

087 


508 


396 


51 

61 


204 

153 


15 


36 


635 


318 


242 


51 

25 


163 

117 


3 


43 


452 


190 


154 


. . . 

36 

43 

825 

30 288 

4 

641 

8 

896 

B5 

160 

37 

060 

26 

199 

3 

516 

5 345 


all housing units.. . . . 

TENUREi color. AND VACANCY 
STATUS 

OCCUPIED ... 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

white. 

nonwhite . . 

RENTER OCCUPIED. 

WHITE. . ... . . 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

available. 

FOR SALE ONLY. 

homeowner vacancy rate . . . . 

FOR RENT . 

rental vacancy RATE. 

RENTED OR SOLD. AWAITING OCCUPANCY 
held for occasional use. . 

HELD FOR OTHER REASONS . 

dilapidated. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 

lacking only HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED. 

owner OCCUPIED . 

SOUND. .... . 

WITH ALL PLUMBING FACILITIES • . 
LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED. 

renter occupied. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. . . 
WITH ALL PLUMBING FACILITIES . . . 
lacking some or all FACILITIES . . 

VACANT AVAILABLE FOR RENT. . . 
WITH all PLUMBING FACILITIES . . . 
LACKING SOME OR ALL FACILITIES . . 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT and COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSlOE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . • 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER . 


41 249 
I 106 
14a 
1 322 


38 B62 
2 559 
2 404 


38 498 
2 641 
2 686 


29 547 
554 
0 

179 


27 471 
2 405 
412 


27 141 
2 471 
676 


4 512 


4 506 
75 
60 


4 459 
87 
95 


7 190 
453 
140 
1 113 


6 885 
79 
1 932 


6 898 
83 
1 915 


79 106 
4 020 
166 
1 868 


77 206 
4 198 
3 756 


75 198 

4 254 

5 708 


34 442 
1 846 
58 
714 


33 748 
1 817 
1 495 


32 786 

1 ai3 

2 461 


26 835 
1 176 
33 
153 


26 190 
1 673 
336 


25 315 
1 661 
1 223 


3 387 


3 348 
83 
85 


3 332 
79 
105 


4 220 
575 
21 
529 


4 210 
61 
1 074 


4 1.' 

1 i; 










































































































OES MOINES 











i 


OES 

URBAN 

RURAL 

i H'wSAL 

POLK 

MOINES 

balance 


1 

i 

1 

COUNTY 




1 

3Cl ■' 616 

89 C84 

71 758 

10 424 

6 902 

-1 - 

1 

1 

! 

86 ' 6 957 

84 352 

68 226 

9 832 

6 294 

■'b! 5 •*12 

59 661 

46 439 

8 502 

4 720 

.31 77.8 

“^0,7 

68.1 

86.5 

75.0 

53 i 5 399 

57 ■'94 

44 618 

B 456 

4 720 

23 i 13 

1 867 

1 821 

46 

• • • 

;c 1 545 

24 691 

21 787 

1 330 

1 574 


23 395 

20 513 

1 317 

1 565 

H?! 

1 296 

1 274 

13 

9 

«... j 659 

4 732 

3 532 

592 

608 

2: i h16 

4 547 

3 470 

543 

534 

25 * 348 

3 989 

3 057 

491 

441 

•S 7 1 • TC 

3 155 

2 543 

365 

247 

37 1 5B 

1 IBB 

B56 

202 

130 

.9| 1.1 

2.0 

1.8 

2.3 

2.7 

95: 117 

1 967 

1 687 

163 

117 

.S i ■’.0 

7.4 

7.2 

10.9 

6.9 

90 ‘ 50 

300 

195 

66 

39 

:3' 3: 

68 

33 

Q 

26 

CO ' 92 

466 

286 

51 

129 

95 ' 68 

556 

413 

52 

93 

1« 1 243 

1B5 

62 

49 

74 

i 

50 , *’ 616 

69 082 

71 756 

10 424 

6 902 

' 6 C28 

71 766 

57 187 

9 132 

5 467 

S2 ! 3 2S4 

66 152 

53 000 

B 579 

4 573 

£*• 1 120 

211 

113 

34 

64 

fc2 1 624 

5 423 

4 074 

519 

830 

sa : 1 238 

13 194 

11 205 

956 

1 033 

5"1 559 

8 421 

7 425 

578 

416 

i 62 

283 

227 

39 

17 

6 « 617 

4 490 

3 553 

339 

598 

73 350 

4 102 

3 364 

336 

402 

■'e ' 5 412 

59 661 

46 439 

B 502 

4 720 

5« i 4 596 

51 549 

39 788 

7 726 

4 033 

T- I 232 

49 557 

38 667 

7 347 

3 543 

■*"' I 364 

1 992 

1 121 

381 

490 

63 1 675 

6 351 

5 282 

561 

508 

■'« i 350 

4 762 

4 153 

367 

242 

S9 I 325 

1 589 

1 129 

194 

266 

59 j 141 

1 761 

1 369 

213 

179 

IC 1 1 545 

24 691 

21 787 

1 330 

1 574 

16: 1 C50 

17 278 

15 158 

965 

1 135 

62* Sll 

14 229 

12 538 

877 

814 

57, 239 

3 049 

2 620 

108 

321 

■’6 j 400 

5 594 

4 985 

264 

345 

2 '% J 166 

3 091 

2 804 

148 

139 

52 234 

2 503 

2 181 

116 

206 

16; 95 

1 Bl9 

1 644 

61 

94 

3'’ , 5S 

1 188 

B56 

202 

l30 

2 : ‘ 46 

1 021 

758 

165 

96 

16 . 12 

167 

98 

37 

32 

951 117 

1 967 

1 687 

163 

117 

2 : , 37 

1 234 

1 072 

101 

61 

64 1 80 

733 

615 

62 

56 

3C' - 616 


71 758 

10 424 

6 902 

j 

3"’ j 6 143 

83 266 

68 115 

9 620 

5 553 

Ofe 1 6 34 

3 732 

2 718 

504 

510 

31 54 

231 

75 

31 

125 

w6 ; “^85 

'' 

1 631 

846 

269 

714 

i 

57 j 6 214 

78 087 

63 353 

9 437 

5 297 

6 -' 23 

5 474 

5 342 

70 

62 

39; 1 379 

! 

1 

5 521 

3 061 

917 

1 543 


77 423 

5 602 

6 057 


62 689 
5 454 
3 613 


9 467 
83 
874 


5 267 
65 
1 570 

























































































COND,T,™ ANO P,A,J,A,NG FaCAT.K, FOR SMSA's. CoNSTITUEN 
Aiu.as: 1960 -^-C:on. ^ Urban Balaxvce, Rural Total, and Urbanize 


s^T 

Urbanized 


rSniue (lata based on sample: see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


17-15 

Water Supply 
Toilet F.ic. 
Bathing Fac. 


SUBJECT 


ALL HOUSING UNITS. 


TFNUKEi COLOR) ANB VACANCY 

status 


OCCUPIED . 

OWNER OCCUPIED..* 

PERCENT OF ALL OCCUPIEd! 

WHITE. 

NONWHITE . ' 

RENTER OCCUPIED.* 

WHITE.' 

NONWHITE . ■ 


VACANT . 

YEAR ROUND. 

SOUND OR DETERIORATING .!..!!! 

AVAILABLE. 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE .... 

FOR RENT . 

RENTAL VACANCY RATE, ..... 
RENTED OR SOLD. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUND.. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL plumbing FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED. 


OWNER OCCUPIED . 

SOUND. .... . 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. . . . 

WITH AUL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

deteriorating. 

WITH AuL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 

Lacking some or all facilities 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT and cold piped WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 
BATHTUB OR SHOWER. EXCLUSIVE USE 

bathtub or shower, shared. . . . 
NO bathtub or shower . 


the 

AREA 


DUBUQUE 

COUNTY 


22 007 


21 laa 
lA 250 
67.4 
14 234 
16 
6 692 
6 B72 
20 

665 

725 

643 

441 

110 

0.8 

331 

4.6 

75 

25 

102 

82 

140 


22 007 
18 994 
16 599 
562 

1 813 

2 428 
1 342 

238 

848 

585 

14 250 
12 997 
12 076 
921 
1 017 
697 
320 
236 


892 

411 

130 

281 

205 

561 

644 

276 

110 

87 

23 

331 

197 

134 


22 007 


19 357 
2 009 
97 
544 


20 042 
965 
1 000 


19 110 
984 
1 913 


_STA^RD metropolitan STATISTICAL AREAS-CON. 


DUBUQUE 


IS 524 
9 864 
63.5 
9 648 
16 
5 660 
5 640 
20 

566 

519 

473 

373 

86 

0.9 

2B7 

4.8 

48 

11 

41 

46 

47 


urban 

balance 


990 

779 

78.7 

779 

Ki 

211 


19 

17 

16 

8 

4 

0.5 


4 628 
3 607 
77.9 
3 607 

1 621 

1 021 


280 

189 

154 

60 

20 

0.6 

40 

3.3 

26 

13 

55 

35 

91 


The 

AREA 


136 645 
88 643 
64.9 
85 104 
3 539 
48 002 
44 215 

3 787 

7 017 
6 399 
5 664 

4 197 
1 060 

1.2 
3 137 
6 . 1 
576 
101 
788 
735 
618 


NEBRASKA 

PORTION 


111 749 
70 704 
63.3 
67 268 
3 436 
41 045 
37 315 

3 730 

5 666 
5 179 

4 665 
3 636 

890 
1.2 
2 746 
6.3 
479 
53 
497 
514 
487 


IOWA PORTION 


POTTA¬ 

WATTAMIE 

COUNTY 


26 247 


24 696 
17 939 
72.1 
17 836 
103 
6 957 
6 900 
57 


COUNCIL 

bluffs 


17 595 


16 981 
12 206 
71.9 
12 103 
103 
4 775 
4 718 
57 

614 

566 

469 

360 

90 

0.7 

270 

5.4 

50 

13 

66 

97 

28 


urban 

BALANCE 


1 313 
1 155 
B8.0 
1 155 

158 

158 


92 

75 

64 

25 

IS 

1.3 

10 


RURAL 


6 602 
4 578 
69.3 
4 576 

2 024 
2 024 


645 
559 
446 
176 
65 
1 .4 
111 
5.2 
30 
32 
206 
113 
36 


16 090 

1 009 

4 908 

143 652 

117 405 

26 247 

17 595 

1 405 

7 247 

13 900 

898 

4 196 

121 308 

100 416 

20 892 

14 318 

1 090 


12 371 

355 

3 373 

114 141 

94 911 

19 230 

13 367 

1 059 

4 804 

M66 

4 

112 

500 

287 

213 

112 

7 

94 

1 063 

39 

711 

6 667 

5 218 

1 449 

839 

24 

586 


79 

580 

17 856 

13 645 

4 213 

2 546 

230 

1 437 

1 034 

43 

265 

12 419 

9 665 

2 754 

1 881 

167 

706 

166 

4 

46 

584 

349 

235 

147 

12 

76 

549 

32 

267 

4 855 

3 631 

1 224 

518 

51 

655 

421 

32 

132 

4 486 

3 344 

1 142 

731 

85 

326 

9 864 

779 

3 607 

88 643 

70 704 

17 939 

12 206 

1 155 

4 576 

9 053 

705 

3 239 

79 398 

64 202 

15 196 

10 482 

927 

3 787 

6 641 

693 

2 742 

77 833 

63 236 

14 597 

10 209 

919 

3 469 

412 

12 

497 

1 565 

966 

599 

273 

8 

318 

663 

54 

300 

7 469 

5 286 

2 203 

1 400 

160 

643 

494 

31 

172 

6 213 

4 628 

1 585 

1 127 

116 

342 

169 

23 

126 

1 276 

658 

618 

273 

44 

301 

148 

20 

68 

1 756 

1 216 

540 

324 

68 

148 

5 660 

211 

1 021 

48 002 

41 045 

6 957 

4 775 

158 

2 024 

4 451 

174 

786 

37 327 

32 327 

5 000 

3 500 

BO 

1 420 

3 442 

150 

538 

32 727 

28 590 

4 137 

2 898 

77 

1 162 

1 009 

24 

248 

4 600 

3 737 

863 

602 

3 

258 

977 

25 

203 

8 670 

7 074 

1 596 

986 

61 

549 

477 

12 

72 

5 576 

4 553 

1 023 

649 

51 

323 

500 

13 

131 

3 094 

2 521 

573 

337 

10 

226 

232 

12 

32 

1 005 

1 644 

361 

289 

17 

55 

86 

4 

20 

1 060 

890 

170 

90 

15 

65 

78 

2 

7 

1 OlO 

B65 

145 

83 

15 

47 

8 

2 

13 

50 

25 

25 

7 

... 

18 

267 

4 

40 

3 137 

2 746 

391 

270 

10 

111 

177 

2 

16 

1 890 

1 630 

260 

193 

10 

57 

no 

2 

22 

1 247 

1 116 

131 

77 

... 

54 

16 090 

1 009 

4 908 

143 662 

117 415 

26 247 

17 595 

0 

U) 

7 247 

14 453 

945 

3 959 

137 582 

113 801 

23 781 

16 629 

1 266 

5 866 

1 527 

48 

434 

3 989 

2 557 

1 432 

796 

76 

560 

17 

« t 9 

60 

234 

121 

113 

21 

t - - 

92 

93 

16 

435 

1 847 

926 

921 

149 

43 

729 

15 043 

973 

4 026 

131 474 

108 147 

23 327 

16 162 

1 302 

5 863 

665 

12 

68 

8 136 

7 127 

1 OO 9 

968 

t t t 

41 

162 

24 

814 

4 042 

2 131 

1 911 

465 

103 

1 343 

14 316 

922 

3 872 

130 257 

107 256 

23 001 

15 864 

1 284 

5 853 

660 

32 

72 

8 381 

7 351 

1 030 

989 

» t « 

41 

894 

55 

964 

5 014 

2 798 

2 216 

742 

121 

1 353 
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State and Small Areas 


Table 12.—Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA's, Constituent ^^V^canc” Sntus %ildt 

Counties, Places of 50,000 Infiaditants or More, Urban Balance, Rural Total, and Urbanized CondSon^anTpbmb. BathTng'puc. 

Areas: I960—Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SIOUX CITY 


WOODBURY 

COUNTY 


SIOUX 

CITY 


URBAN 

BALANCE 


rural 


black hawk 
COUNTY 


URBAN 

balance 


all housing UNITS. 


TENURE. 


COLOR. AND VACANCY 

status 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 


33 243 
21 988 
66.1 
21 607 
181 
11 255 
lO 964 
271 


27 791 
18 445 
66.4 
16 264 
181 
9 346 
9 083 
263 


264 

181 

68.6 

181 

63 

83 


5 186 
3 362 
64.8 
3 362 

1 826 
1 618 
6 


35 498 
26 177 
73.7 
25 403 
77A 
9 321 
8 931 
390 


21 970 
IS 653 
72.2 
15 083 
770 
6 117 
5 764 
353 


8 365 
6 489 
77.6 
6 489 

1 876 
1 839 
37 


5 163 
3 835 
74.3 
3 831 
4 

1 326 
1 328 


VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

homeowner VACANCY RATE . 

FOR RENT . 

rental vacancy rate. 

RENTED OR SOLD. AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


2 176 
1 993 
1 632 
1 160 
226 
1.0 
952 
7.8 
79 
75 
298 
361 
165 


1 426 
1 367 
1 130 
938 
200 
1.1 
738 
7.3 
53 
25 
114 
237 
59 


32 

5 

1 

1 

1 


4 

27 


720 

621 

501 

241 

27 

o.a 

214 

10.5 

26 

50 

184 

120 

99 


1 849 
1 466 
1 294 
973 
273 
1.0 
700 
7.0 
125 
22 
174 
172 
383 


949 
375 
791 
664 
175 
1 . 1 
469 
7.4 
51 
10 
66 
84 
74 


420 

360 

324 

240 

77 

1.2 

163 

8.0 

37 

6 

41 

36 

60 


480 

231 

179 

69 

21 


3.5 

37 

6 

67 

52 

249 


CONDITION and PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

Lacking some or all facilities . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING units. 

Water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


35 410 
28 621 
26 100 
259 

2 462 

5 152 

3 146 
194 

1 810 

1 437 

21 988 
19 356 
18 557 
799 

2 254 
1 738 

516 

376 

11 255 
8 265 

6 658 

1 607 

2 296 
1 212 
1 084 

694 

228 

192 

36 

952 

607 

345 


29 206 
24 347 
22 421 
150 

1 776 
3 685 

2 351 
124 

1 210 
1 174 

18 445 
16 575 
16 170 
405 
1 568 
1 273 
295 
302 

9 346 
6 937 
5 597 
1 340 
1 784 
931 
853 
625 

200 

180 

20 

738 

461 

277 


296 

5 906 

154 

4 320 

154 

3 525 

... 

109 

... 

686 

128 

1 339 

120 

677 

... 

70 

6 

592 

14 

249 

181 

3 362 

116 

2 665 

116 

2 271 

... 

394 

61 

625 

61 

404 

... 

221 

4 

72 

83 

1 826 

24 

1 304 

24 

1 037 

... 

267 

54 

458 

49 

232 

5 

226 

5 

64 

1 

27 

1 

11 

. . . 

16 

... 

214 

... 

146 

. . . 

68 


37 336 
31 386 
29 153 
126 

2 107 

4 799 

3 190 

98 
1 511 

1 151 

26 177 
23 446 
22 657 
789 

2 264 
1 634 

630 

467 

9 321 
6 673 

5 614 

1 059 

2 157 
1 368 

789 

491 

273 

242 

31 

700 

430 

270 


22 909 
19 432 
18 063 
49 

1 320 

2 748 
1 862 

52 

834 

729 

15 653 
14 337 
13 919 
416 
1 238 
938 
300 
278 

6 117 
4 416 

3 587 
829 

1 329 
633 
496 
372 

175 

154 

21 

489 

303 

186 


8 785 
7 582 
7 174 
29 
379 
1 011 
723 
15 
273 
192 

6 489 
5 984 
5 782 
202 
414 
304 
110 
91 

1 876 
1 326 
1 183 
143 
496 
353 
143 
54 

77 

69 


163 

98 

65 


5 642 

4 372 

3 916 
48 
408 

1 040 
605 

31 

404 

230 

3 835 

3 125 

2 956 
169 
612 
392 
220 

98 

1 326 
931 
844 
87 
332 
182 
150 
65 

21 

19 

2 

48 

29 

19 


35 421 


29 217 


296 


5 906 


37 347 


22 919 


B 785 


5 643 


32 388 
2 300 
137 
535 


27 477 
1 613 
30 
86 


286 

5 


5 


4 625 
682 
157 
444 


34 926 
1 330 
51 
1 029 


21 864 
573 
20 
432 


6 231 
327 


4 811 
430 
27 
374 


TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. . 

flush TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE 


31 241 
2 524 
1 645 


26 276 
2 480 
450 


266 


10 


4 679 
44 
1 185 


33 710 

1 484 

2 142 


20 755 
1 274 
880 


8 105 
180 
500 


4 850 
30 
762 


BATHING facilities 

bathtub or SHOWER. EXCLUSIVE USE 
bathtub OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER . 


30 

2 

2 


454 

559 

397 


25 

2 


696 

515 

995 


286 4 

’io 1 


472 

44 

392 


33 

1 

2 


195 

582 

559 


20 

1 

1 


436 

361 

112 


040 

183 

557 


4 719 
33 
890 
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UHHANI/.FD ARTAfi 








nAVfNF'OHT-ROCK ISLAND- 




nUDUQUF 


Sinux CITY 









MOL I Nr 












SOtl.iFCT 













... 











cruAR 





OF), 














KAFMO*'. 



IOWA 


MO INI 




IOWA 




IOWA 








total 

PORTION 



total 

PORTION 

total 

PORTION 

ALl, MOUSINfi UNITS. ..... 

, 


, « 

Ill 

2U6 

(3 

199 

11 

71.1 

F)1 

2,9H 

16 

917 

16 

206 

31 

967 


*ni 

riNURei coi.OHi and vacancy 




















status 




















OCCUR If D.. 



1 * 

13 

172 

69 

873 

10 

710 

77 

221 

16 

300 

15 

720 

30 

379 

80 

099 

OWNf R OeCUPIKl ......... 



• • 

3 3 

a 17 

1)6 

210 

20 

078 

98 

208 

10 

801 

10 

033 

20 

2.72 

10 

6?6 

RTHCTNT Of AU. OCCURIH). . . 



1 * 

70.3 

66,1 

68.4 

70.3 

68.8 

63.0 

66,7 

66.8 

WHITT.. 



« • 

31 

272 

as 

867 

19 

H6S 

92 

817 

10 

809 

10 

on 

20 

061 

10 

889 

nonwhite.. 



• * 


IMS 


78 3 


213 

1 

067 


16 


16 


21 1 


101 

RgNTFH OCCUPIl tl. 



« * 

9 

996 

23 

662 

10 

632 

2? 

9 37 

s 

007 

5 

607 

10 

107 

9 

829 

WHITF. , 



♦ • 

9 

76(1 

33 

818 

10 

.173 

21 

690 

s 

707 

3 

667 

9 

808 

9 

166 

NONWHlTfe ... . 



• « 


1H7 


827 


2S9 

1 

207 


20 


20 


303 


863 

VACANT . 



* * 


RBa 

P 

327 

1 

008 

8 

077 


609 


S66 

1 

800 

1 

800 

YfAH HOUND . 



* • 


796 

2 

118 


987 

3 

967 


887 


S19 

1 

897 

1 

378 

SiOUNt) OH tlETfRUlRATlNfi .... 



w t 


719 

1 

889 


867 

3 

.903 


895 


873 

1 

230 

1 

111 

AVAlLAHOt. .. 



« « 


ilHl 

1 

.112 


6311 

a 

890 


176 


373 

1 

009 


919 

^^OH hAU ONLY. 



• • 


199 


803 


191 

1 

088 


fl6 


66 


220 


801 

homfownth vacancy rati . 



• « 


a. a 


0,9 


0.9 


1.9 


0,0 


0.0 


1.1 


1.1 

TOR HtNI ........ . 



• « 


?H3 


909 


887 

1 

086 


290 


207 


781 


710 

rintai vacancy ratt,. . . 



• t 


3.11 


3.7 


8,0 


7.8 


8,0 


8.0 


7,2 


7.3 

RENTED OR SOLD. AWAITINO OCCUPANCY . 


11.3 


290 


111 


219 


83 


80 


68 


51 

Hf.in T0f( OCTASIONAL USE. . . 

* 


• « 


3.0 


28 


13 


81 


20 


11 


2S 



held tor other rfasons . . . 





lOS 


286 


US 


137 


86 


81 


132 


118 

OIUAPUlATf .. 





77 


281 


90 


868 


92 


6 


267 


881 

SrASONAl. ... 

• 

' 

• • 


88 


189 


88 


no 


62, 


87 


91 


06 

CONDITION AND PUUHDlNfi 




















ALL units. .... . 



t • 

111 

386 

73 

199 

11 

718 

01 

296 

16 

917 

16 

206 

31 

956 

89 

902 

^OUNU. 




29 

766 

60 

606 

26 

668 


868 

18 

813 

18 

022 

26 

256 


Sni 

WITFI ALl PUUHtUNIi TAClLlTIfS . . 



« • 

2.7 

8311 

87 

018 

28 

278 

60 

717 

12 

919 

12 

891 

28 

w 

?a 

975 

LACKtWi ONLY HOT WATCH . 



• « 


1)8 


308 


no 


187 


801 


866 


191 


ISO 

LACKiNti OTHER RlUMMlNfi FACU.ITIPS, 



1 

fWa 

1 

388 

1 

2.76 

n 

niio 

1 

091 

1 

063 

1 

912 

1 

776 

uetiriohatino. 




3 

6a a 

9 

070 

1 

971 

12 

136 

1 

910 

1 

011 

8 

287 

1 

013 

with All, PLUHllINfi f’ACUITIRn . . 



1 « 

3 

a 3a 

6 

no 

2 

618 

7 

9H7 

1 

121 

1 

053 

2 

780 

2 

871 

LACK-lNti ONLY hot WATER. 





a 7 


196 


77 


261 


199 


190 


160 


188 

L&CKINO OTHER PIUMHINO FACIlJTSf 




1 

161 

2 

766 

1 

276 

3 

HRH 


890 


060 

1 

337 

1 

»10 

DlLAPIOATF 0, , .. 



• « 


HM6 

2 

831 

1 

080 

3 

696 


898 


851 

1 

8*53 

1 

10B 

OWNfcR OCCUR I ft). 




»3 

an 

86 

3.10 

ao 

078 

98 

208 

10 

801 

10 

033 

20 

272 

U) 

626 

liOUNU. .. 




31 

166 

81 

962 

18 

261 

86 

063 

9 

881 

9 

168 

n 

971 

16 

691 

WITH All, PUUMHINO PAClUlTirS . . 



* « 

21 

on 

80 

978 

17 

980 

89 

369 

9 

110 

0 

792 

n 

896 

16 

206 

LACK 1 NO SONB OR AU, PACIlHIKS . 





398 


988 


321 

1 

898 


813 


812 


91S 


8ft» 

dbtprionatino. 




1 

673 

3 

881 

1 

S06 

8 

839 


768 


701 

1 

096 

1 

689 

WITH AU PUUMFllNO FAClUlTirS . . 




1 

1)07 

2 

8S6 

1 

216 

8 

816 


880 


913 

1 

898 

1 

318 

UACKINO HONE, OR AUt PACILITIKS . 





366 


697 


291 

1 

323 


206 


100 


392 


899 

OILAPIDATUI, ... . 





378 


698 


311 

1 

802 


198 


160 


815 


306 

RtNTfR OCCUPlfO.. , . 



* • 

9 

998 

23 

663 

10 

612 

S2 

9.17 

S 

007 

9 

607 

10 

107 

9 

829 

SOUND. 



« 4 

7 

718 

17 

088 

7 

681 

in 

979 

8 

883 

8 

862 

7 

369 

6 

961 

with AU PLUHHINO RAC U, I TIPS . . 



* • 

6 

338 

18 

733 

6 

780 

13 

236 

1 

»16 

1 

8S3 

S 

971 

9 

621 

LACK INC. SOME OR ALL FACILITIES . 



¥ ¥ 

1 

1)90 

3, 

336 


981 

2 

723 

1 

027 

1 

009 

1 

198 

1 

380 

OETlRIOHATJNCi.. 




1 

F)3a 

8 

076 

2 

292 

s 

237 

1 

on 


9B1 

1 

901 

1 

01B 

WITH ALL PLUHfllNO FACILITIFS . . 





9Ba 

1 

000 

1 

52.3 

s 

980 


89? 


877 

1 

07 S 


900 

LACKINO SONI OR ALL FACIUlTiP.S . 





880 

1 

996 


969 

s 

297 


*518 


908 


900 


690 

OILAPIOATFO. 



» * 


a 1.1 

1 

Sill 


699 

1 

721 


2»3 


288 


759 


610 

VACANT AVAILAHLF FOR SALE, . . 



¥ ¥ 


199 


801 


191 

1 

D88 


66 


06 


880 


201 

with ALU PUUMfllNO FACJLlTlF.S . . . 



• 4 


I9t 


376 


181 


910 


70 


7H 


206 


101 

LACKING SOME OR AU, FACILITIFS . . 



• • 


8 


27 


8 


118 


n 


0 




80 

VACANT AVAILAHLB FOR RENT. . . 



• « 


202 


909 


887 

1 

(186 


290 


287 


701 


710 

WITH all plumbing FACILITIES , . . 



* * 


162 


873 


293 

1 

169 


179 


177 


890 


861 

LACKING SOME OR ALL FACILlTIRS . . 



• • 


120 


336 


198 


677 


111 


llO 


891 


277 




















ALL HOUSING UNITS. . 




la 

2S6 

72 

199 

31 

71S 

01 

2.90 

16 

917 

16 

286 

31 

967 

89 

Sl3 

water supply 


















hot and cold piped water INSIDE STRUCTURE. 

33 

ais 

66 

783 

30 

222 

76 

06» 

IS 

168 

18 

606 

89 

763 

87 

763 

ONLY COLO PIPED WATER INSIDE STRUCTURE 

• • 


62a 

2. 

an 

1 

271 

3 

213 

1 

605 

1 

SS9 

1 

003 

1 

610 

PIPED WATER OUTSIDE STRUCTURE, . . 



^ • 


8 


91 


37 


106 


17 


n 


30 


10 

NO PIPED WATER . . 

• 

• 

• • 


ao9 


S9« 


10§ 

1 

112 


131 


108 


878 


91 

TOILET facilities 




















FLUSH TOILET. EXCLUSIVE USE. . . • 




31 

319 

66 

762 

29 

930 

71 

911 

19 

809 

IS 

220 

28 

630 

26 

S68 

FLUSH TOlLETi SHARED . 


, 

. . 

2 

a69 

a 

118 

1 

796 

S 

812 


900 


ees 

2 

587 

8 

800 

OTHER toilet Facilities or none. . 

* 

• 

• • 


a ?2 

1 

303 


421 

3 

973 


208 


ISl 


791 


860 

BATHING FACILITIES 




















bathtub or shower, exclusive use . 




50 

os 3 

68 

093 

2,0 

687 

71 

2S9 

19 

030 

18 

877 

27 

902 

as 

902 


WATTKLOO 


11 7tlt| 


10 139 
22 It? 

73.7 
21 972 
770 
7 003 
7 60.1 
390 

1 369 

1 2.19 

1 ns 

90a 

2S2 

1.1 

6S2 

7.9 

fl« 

16 

107 

120 

11M 


31 MU 
27 01*1 

2S 257 
71) 

1 699 
3 7S9 

2 S«» 

67 
I 107 
921 

32 laa 
30 321 
19 701 

620 
1 6»a 
1 »tia 
Die 
369 

7 993 

9 76 a 

M 770 
972 
1 flJ!9 
I 166 
639 
1126 

as3 

223 

29 

6S2 

aOl 

2S1 


31 7011 


10 US 
900 
2M 
639 


aa 660 

1 hSm 

1 380 


afl «?6 
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State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 


CEDAR 

RAPIDS 






DAVENPORT-ROCK 

ISLAND-MOLINE 



THE 

AREA 

LINN 

COUNTY 

CEDAR 

RAPIDS 

URBAN 

BALANCE 

rural 

THE 

AREA 

1 IOWA PORTION 

TOTAL 

SCOTT 

county 

DAVEN¬ 

PORT 

URBAN 

BALANCE 

RURAL 

BATHROOMS 

















ALL UNITS. 

43 625 

30 288 

4 

641 

8 

896 

85 

141 

37 

060 

26 

199 

3 

516 

5 

345 


31 211 

22 014 

3 

479 

5 

718 

61 

770 

26 

448 

20 

960 

2 

245 

3 

223 

1 PLUS PARTIAL . 

4 140 

2 904 


593 


643 

7 

609 

3 

709 

2 

610 


573 


526 

2 OR MORE. 

2 698 

2 036 


338 


324 

4 

611 

2 

116 

1 

471 


474 


171 

SHARED OR NONE . 

5 776 

3 334 


231 

2 

211 

11 

151 

4 

767 

3 

138 


224 

1 

425 

owner occupied . 

29 911 

20 364 

3 

466 

6 

061 

55 

187 

23 

656 

17 

431 

2 

674 

3 

551 


21 996 

15 139 

2 

540 

4 

317 

40 

767 

17 

002 

13 

072 

1 

648 

2 

2B2 

MORE THAN 1. 

6 123 

4 512 


830 


781 

10 

825 

5 

095 

3 

653 


915 


527 

SHARED OR NONE . 

1 792 

713 


116 


963 

3 

595 

1 

559 


706 


111 


742 

RENTER OCCUPIED. 

12 312 

9 174 

1 

005 

2 

133 

26 

580 

11 

992 

9 

908 


697 

I 

367 


8 513 

6 450 


814 

1 

249 

19 

277 

8 

7S5 

7 

388 


540 


827 

MORE THAN I. 

614 

353 


90 


171 

1 

133 


593 


375 


59 


159 

SHARED OR NONE . 

3 185 

2 371 


lOl 


713 

6 

170 

2 

644 

2 

145 


98 


401 

ROOMS 

















ALL UNITS. 

43 625 

30 288 

4 

641 

a 

896 

85 

160 

3? 

060 

28 

199 

3 

516 

5 

345 

1 ROOM . 

1 600 

1 390 


12 


198 

2 

039 


911 


786 


69 


56 

2 ROOMS. 

1 916 

1 427 


154 


335 

3 

651 

1 

801 

1 

536 


85 


160 

3 ROOMS. 

4 494 

3 377 


489 


628 

9 

167 

4 

063 

3 

305 


243 


535 

4 ROOMS. 

6 376 

5 891 


943 

1 

542 

19 

819 

6 

195 

6 

291 


902 

1 

002 

5 ROOMS. 

12 377 

9 000 

1 

488 

1 

889 

23 

484 

9 

746 

7 

588 

1 

112 

1 

048 

6 ROOMS. 

7 669 

5 416 


801 

1 

652 

15 

498 

6 

820 

5 

167 


700 


953 

7 ROOMS. 

4 119 

2 339 


452 

1 

328 

6 

756 

3 

106 

2 

121 


264 


721 

B ROOMS OR MORE. 

3 074 

1 448 


302 

1 

324 

4 

744 

2 

396 

1 

405 


141 


B50 

MEDIAN . 

4.9 

4.6 


5.0 


5.4 


4.6 


4.9 


4.8 


4.9 


5.4 

OWNER OCCUPIED . 

29 911 

20 364 

3 

486 

6 

061 

55 

173 

23 

629 

17 

406 

2 

672 

3 

551 

1 ROOM . 

75 

51 


4 


20 


155 


72 


43 


17 


12 

2 ROOMS. 

330 

157 


72 


101 


463 


217 


126 


20 


71 

3 ROOMS* . . 

1 306 

758 


200 


348 

2 

276 


942 


603 


69 


270 

4 ROOMS. 

5 422 

3 727 


671 

1 

024 

12 

387 

4 

954 

3 

655 


639 


660 

5 ROOMS. 

10 311 

7 583 

1 

246 

1 

480 

17 

993 

7 

398 

5 

697 


908 


793 

6 ROOMS... 

6 593 

4 727 


656 

1 

210 

12 

471 

5 

557 

4 

219 


646 


692 

7 ROOMS. 

3 393 

2 068 


367 


938 

5 

555 

2 

565 

1 

617 


248 


500 

6 ROOMS OR MORE. 

2 481 

1 293 


248 


940 

3 

673 

1 

924 

1 

246 


125 


553 

MEDIAN... 

5.3 

5.2 


5.1 


5.5 


5.2 


5.3 




5.2 


5.5 

RENTER OCCUPIED. 

12 312 

9 174 

1 

005 

2 

133 

26 

594 

12 

019 


Q 


699 

1 

387 

1 ROOM... 

1 2B3 

1 263 


8 


12 

1 

560 


716 


rA;M 


52 


16 

2 ROOMS. 

1 320 

1 161 


79 


60 

2 

762 

1 

391 




53 


45 

3 ROOMS. 

2 980 

2 484 


267 


229 

6 

257 

2 

850 


Eul«1 


163 


147 

4 ROOMS... 

2 718 

2 033 


254 


431 

6 

648 

2 

903 


h»l 


248 


242 

5 ROOMS. 

1 716 

1 222 


176 


318 

4 

710 

2 

060 

1 

726 


135 


199 

6 ROOMS. 

1 099 

616 


112 


371 

2 

754 

1 

162 


398 


20 


244 

7 ROOMS.. 

634 

235 


55 


344 

1 

076 


487 


270 


12 


205 

6 ROOMS OR MORE. 

562 

140 


54 


368 


807 


448 


143 


16 


289 

MEDIAN . 

3.7 

3.4 


4.1 


5.5 


3.9 


3.9 


3.7 


3.6 


5.7 

VACANT available FOR SALE.. . 

240 

156 


43 


41 


491 


221 


136 


55 


30 

1 TO 3 ROOMS . 

14 

7 


1 


6 


30 


15 


9 


3 


3 

4 ROOMS. 

26 

17 


2 


7 


64 


35 


19 


4 


12 

5 ROOMS. 

122 

80 


28 


14 


200 


88 


51 


32 


5 

6 ROOMS. 

38 

24 


9 


5 


112 


55 


38 


ll 


6 

7 ROOMS OR MORE. 

40 

28 


3 


9 


65 


28 


19 


5 


4 

MEDIAN . . . 

5.2 

5.2 


... 


... 


5.2 


5.2 


5.3 


5.1 



VACANT AVAILABLE FOR RENT. 

367 

270 


16 


79 

1 

087 


508 


396 


51 


61 

1 ROOM... 

66 

66 


• • 


• . . 


141 


64 


61 


* - 


3 

2 ROOMS. 

49 

42 


1 


6 


180 


96 


80 


5 


11 

3 ROOMS. 

85 

68 


8 


9 


304 


145 


116 


12 


17 

4 ROOMS. 

79 

55 


4 


20 


260 


106 


82 


12 


12 

5 ROOMS OR MORE. 

88 

39 


5 


44 


202 


97 


57 


22 


16 

MEDIAN . 

3.3 

2.9 


. .. 


4.7 


3.2 


3. 1 


3.0 


4*2 


3,5 

BEDROOMS 

















ALL UNITS. 

43 809 

30 288 

4 

625 

8 

696 

84 

640 

36 

970 

26 

112 

3 

513 

5 

345 

NONE.. 

2 435 

2 078 


18 


339 

3 

397 

1 

609 

1 

455 


81 


73 


7 105 

5 273 


649 

1 

183 

14 

767 

6 

593 

5 

504 


422 


667 


14 541 

10 375 

1 

625 

2 

541 

33 

446 

13 

796 

10 

906 

1 

173 

1 

717 


15 046 

9 945 

1 

789 

3 

312 

24 

738 

10 

769 

7 

594 

1 

547 

1 

628 


4 682 

2 617 


544 

1 

521 

8 

492 

4 

203 

2 

653 


290 

1 

260 

OWNER OCCUPIED . 

29 907 

20 364 

3 

482 

6 

061 

54 

756 

23 

305 

17 

092 

2 

662 

3 

551 

0 AND 1.. 

2 293 

1 392 


275 


626 

4 

607 

1 

963 

1 

467 


160 


336 


10 565 

7 566 

I 

159 

1 

840 

23 

665 

9 

457 

7 

287 


952 

1 

218 


13 131 

8 997 

1 

562 

2 

572 

19 

790 

8 

662 

6 

143 

1 

280 

1 

239 


3 918 

2 409 


486 

1 

023 

6 

694 

3 

223 

2 

195 


270 


758 

renter OCCUPIED. 

12 316 

9 174 

1 

009 

2 

133 

27 

Oil 

12 

343 

10 

247 


709 

1 

387 


2 000 

1 938 


18 


44 

2 

663 

1 

356 

1 

255 


81 


20 


4 555 

3 773 


374 


408 

9 

456 

4 

205 

3 

811 


221 


173 


3 473 

2 522 


390 


561 

8 

901 

3 

956 

3 

371 


201 


384 


2 288 

941 


227 

1 

120 

5 

971 

2 

826 

1 

810 


206 


810 
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17-20 


State and Small Areas 


Table 13. Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms Bedrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 

DUBUQUE 

OMAHA 

THE 

AREA 

DUBUQUE 

COUNTY 

DUBUQUE 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

NEBRASKA 

PORTION 

IOWA PORTION 

TOTAL 

POTTA- 
WATTAM1E 
COUNTY 

COUNCIL 

BLUFFS 

URBAN 

BALANCE 

RURAL 

BATHROOMS 


■ 












ALL UNITS. 

22 007 


090 

1 009 

4 908 

143 656 

117 409 

26 247 

17 

595 

1 405 

7 

247 


14 778 


047 

673 

3 058 

105 472 

85 750 

19 722 

13 

805 

1 071 

4 

846 

1 PLUS PARTIAL . 

2 051 


494 

171 

386 

13 405 

11 783 

1 622 

1 

014 

108 


500 

2 OR MORE. 

1 310 


052 

67 

191 

9 868 

8 738 

1 130 


756 

71 


303 

SHARED OR NONE . 

3 S6B 

2 

497 

98 

1 273 

14 911 

11 138 

3 773 

2 

020 

155 

1 

598 

OWNER occupied . 

14 243 

9 

864 

772 

3 607 

88 627 

70 687 

17 940 

12 

207 

1 155 

4 

578 


9 757 

6 

846 

507 

2 404 

64 904 

50 801 

14 103 

9 

962 

897 

3 

244 

MORE THAN 1. 

3 07S 

2 

350 

213 

515 

20 172 

17 801 

2 371 

1 

562 

161 


648 

SHARED OR NONE.... 

1 408 


m 

52 

688 

3 551 

2 085 

1 466 


683 

97 


686 

renter occupied. 

6 899 

5 

660 

218 

1 021 

48 018 

41 062 

6 956 

4 

774 

158 

2 

024 


4 582 

3 

885 

147 

550 

36 802 

31 829 

4 973 

3 

459 

117 

1 

397 

MORE THAN 1. 

241 


166 

25 

50 

2 473 

2 139 

334 


194 

12 


128 

SHARED OR NONE . 

2 076 

1 

609 

46 

421 

8 743 

7 094 

1 649 

1 

121 

29 


499 

ROOMS 














ALL UNITS. 

22 007 

16 

090 

1 009 

4 908 

143 652 

117 405 

26 247 

17 

595 

1 405 

7 

247 

1 ROOM . 

608 


560 

4 

44 

5 197 

4 551 

646 


569 

6 


71 

2 ROOMS. 

654 


566 

12 

76 

7 710 

6 542 

1 168 

1 

021 

41 


106 

3 ROOMS. 

1 951 

1 

529 

84 

338 

15 606 

13 105 

2 501 

1 

997 

170 


334 

4 ROOMS. 

4 057 

3 

156 

182 

719 

28 759 

23 467 

5 292 

3 

877 

257 

1 

158 

5 ROOMS... 

5 676 

4 

597 

194 

885 

42 613 

34 636 

7 977 

5 

765 

571 

1 

641 

6 ROOMS. 

4 606 

3 

357 

253 

996 

24 125 

19 698 

4 427 

2 

585 

255 

1 

587 

7 ROOMS. 

2 256 

1 

336 

128 

792 

11 556 

9 290 

2 266 

1 

111 

60 

1 

095 

8 ROOMS OR MORE. 

2 199 


989 

152 

1 058 

8 006 

6 116 

1 970 


670 

45 

1 

255 

MEDIAN . 

5.2 


5.0 

5.6 

5.9 

4.8 

4.8 

4.9 


4.7 

4.9 


5.7 

OWNER OCCUPIED . 

14 250 

9 

864 

779 

3 607 

88 643 

70 704 

17 939 

12 

206 

1 155 

4 

578 

1 ROOM. 

32 


12 

• ■ • 

20 

168 

110 

58 


36 

• • ■ 


22 

2 ROOMS. 

71 


31 

12 

28 

747 

556 

191 


125 

19 


47 

3 ROOMS. 

483 


259 

27 

197 

3 400 

2 541 

859 


557 

140 


162 

4 ROOMS. 

2 128 

1 

546 

113 

469 

17 135 

13 327 

3 808 

2 

857 

204 


747 

5 ROOMS. 

4 230 

3 

396 

167 

667 

31 902 

25 603 

6 299 

4 

806 

476 

1 

017 

6 ROOMS. 

3 619 

2 

636 

224 

759 

19 184 

15 667 

3 517 

2 

231 

228 

1 

058 

7 ROOMS. 

1 890 

1 

140 

105 

645 

9 616 

7 782 

1 834 


988 

56 


790 

a ROOMS OR MORE. 

1 797 


844 

131 

822 

6 491 

5 118 

1 373 


606 

32 


735 

MEDIAN . 

5.6 


5.4 

5.8 

6.1 

5.2 

5.2 

5.1 


5.0 

5.0 


5.8 

RENTER occupied... 

6 892 

5 

660 

211 

1 021 

48 002 

41 045 

6 957 

4 

775 

158 

2 

024 

1 ROOM . 

477 


465 

4 

8 

3 962 

3 473 

489 


463 

• • * 


26 

2 ROOMS. 

506 


474 

• • • 

32 

6 110 

5 248 

862 


828 

3 


31 

3 ROOMS. 

1 307 

1 

181 

50 

76 

11 038 

9 613 

1 425 

1 

283 

15 


127 

4 ROOMS. 

1 757 

1 

496 

69 

192 

10 435 

9 234 

1 201 


897 

47 


257 

5 ROOMS. 

1 297 

1 

082 

21 

194 

9 226 

7 891 

1 335 


836 

62 


437 

6 ROOMS. 

873 


656 

29 

188 

4 185 

3 455 

730 


314 

21 


395 

7 ROOMS. 

335 


183 

17 

135 

1 661 

1 282 

379 


101 

4 


274 

a ROOMS OR MORE. 

340 


123 

21 

196 

1 385 

849 

536 


53 

6 


477 

MEDIAN . 

4.2 


4.0 

4.2 

5.5 

3.8 

3.7 

4.1 


3.4 

... 


5.8 

VACANT AVAILABLE FOR SALE. 

110 


86 

4 

20 

1 060 

890 

170 


90 

15 


65 

I TO 3 ROOMS.. . . . . 

9 


4 

1 

4 

46 

33 

13 


7 

1 


5 

4 ROOMS. 

16 


15 

• • • 

1 

124 

84 

40 


25 

3 


12 

5 ROOMS. 

57 


52 

1 

4 

508 

435 

73 


37 

7 


29 

6 ROOMS... 

9 


7 

1 

1 

263 

235 

28 


16 

3 


9 

7 ROOMS OR MORE. 

19 


8 

1 

10 

119 

103 

16 


5 

1 


10 

MEDIAN . 

5.0 


5.0 

... 

... 

5.2 

5.3 

4.9 


4.9 

... 


5.0 

VACANT AVAILABLE FOR RENT. 

331 


287 

4 

40 

3 137 

2 746 

391 


270 

10 


111 

1 ROOM . 

43 


43 

• • • 

« • • 

723 

677 

46 


39 

... 


7 

2 ROOMS. 

41 


39 

• • • 

2 

499 

443 

56 


48 

f t 1 


6 

3 ROOMS... 

87 


75 

1 

11 

730 

639 

91 


77 

2 


12 

4 ROOMS. 

77 


68 

2 

7 

577 

485 

92 


61 

1 


30 

5 ROOMS OR MORE. 

83 


62 

1 

20 

608 

502 

106 


45 

7 


54 

median . 

3.4 


3.3 

. . . 

. . . 

3.0 

2.9 

3.5 


3.1 



4.5 

BEDROOMS 














ALL UNITS. 

22 007 

16 

090 

1 009 

4 908 

143 062 

116 922 

26 140 

17 

595 

1 360 

7 

185 

NONE. 

755 


700 

23 

32 

8 836 

7 651 

1 185 

1 

068 

• • • 


117 


3 393 

2 

989 

86 

318 

24 784 

20 836 

3 948 

3 

088 

217 


643 


6 704 

5 

299 

231 

1 174 

53 204 

43 666 

9 538 

6 

615 

621 

2 

302 


7 508 

5 

525 

459 

1 524 

42 823 

34 680 

8 143 

5 

287 

482 

2 

374 

4 OR MORE . 

3 647 

1 

577 

210 

1 860 

13 415 

10 089 

3 326 

1 

537 

40 

1 

749 

OWNER occupied . 

14 274 

9 

864 

803 

3 607 

89 039 

70 903 

18 136 

12 

348 

1 136 

4 

652 

0 AND I . 

1 045 


800 

43 

202 

6 447 

4 720 

1 727 

1 

173 

158 


396 


4 232 

3 

273 

161 

798 

36 713 

29 583 

7 130 

5 

096 

524 

1 

510 


6 151 

4 

544 

413 

1 194 

34 825 

28 173 

6 652 

4 

687 

434 

1 

531 

4 OR MORE. . . . 

2 846 

1 

247 

186 

1 413 

11 054 

8 427 

2 627 

1 

392 

20 

1 

215 

RENTER OCCUPIED . 

6 868 

5 

660 

187 

1 021 

47 606 

40 846 

6 760 

4 

633 

177 

1 

950 

NONE . 

555 


532 

23 

t • ■ 

7 164 

6 237 

927 


870 

t • • 


57 


2 224 

2 

137 

24 

63 

16 818 

14 800 

2 018 

1 

772 

40 


206 


2 217 

1 

856 

70 

291 

14 884 

12 850 

2 034 

1 

394 

78 


562 

3 OR MORE . 

1 872 

1 

135 

70 

667 

a 740 

6 959 

1 781 


597 

59 

1 

125 



































































































t.TANl)AU[l MflROPOLITAN hlAfthTICAL AULA.H--CON. 
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county 
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17-22 

State and Small Areas 

T,bk I3.-B.vrHR(X)Ms, Ranis, and Bedrooms, for SxMSAs Covst.t,.vv.^ r 

i.MlUMJANTs OK MoRE, L'rhAV BaIaVCE Rural Tor.. I’ COUXTIES, PeaCES OF 50,000 

__ "umber indicates median ab^e fhat number] ^ “"Jn^fpotated place. Plus (+) after 


Bjthrooms 

Rooms 


i P..wS P&o'^lAL 
i 0& mq^E. , , 
S(-A»£t: OS NOIWE 


C»NER occupied 


«CS£ >. . 

sm^r£- os %'O^e 


FE^rES CCCuPlEC 


“CPE ~H£.^ , 

S-iKEC GS '.ONE 


&^L UMTS 

1 SCOW .... 

2 SOO«S. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 

8 Qp MQpp 

MEClA'Ni , , . " 


X FOO^ 
2 r: 


3»N£R CCCUPIEE 


3 ROOMS. 

rooms. 

5 rooms. 

6 ROOMS. 

7 Reams . 

S ROOMS CR MOPE. 
MEDIAN .... 


renter OCCJPIEC. 

1 * 

2 ?^Q0^S* 

3 ROO^S, •••*** 

4 ROO^WS* • • • * * 

5 ROOMS. ...II* 

fe ROD^^S* • • , * * 

7 ROOMS. 

S ROOMS O*? K0>5£, * 

• . . . * * 


P RCCMS, ... . 

5 ROOMS, . . I I " ' * * ’ ■ • 

fe R00“S. ,1.1 . 

■’ ROOMS DP more.. 

»ECIAN . 


; availas^e for rent. 

^ '^COMS, .. 

3 RDO*^^. *••*•••, 


5 R|I0^S Or mo®p 


aEDROOMS 

-NITS. . . . 

• . • . . * * 

I. 

3, I ! * i J ) . 

^ OR ft^CR£# *••••* 

OWNER OCCUPIED 
C AND :, . ‘-^ • . . . 

2... 

3» **•••• 

4 0® M0®5£, • • • • , 

REN’E® occupied, 

4*»,4 ••• 


URBANIZED AREAS 


DAVENPORT-ROCK ISLANO- 
MOLINE 


CEDAR 

RAPIDS 


34 256 
25 064 
3 361 

2 309 

3 522 

23 417j 
17 454 
5 159 
804 

9 955 
7 076 
425 
2 454 


34 256 
1 398 

1 555 
3 799 
6 737 

10 351 
6 111 

2 681 
1 624 

4.9 

23 417 
5, 
217 
950 

4 344 
a 730 

5 306 
2 364 
1 449 

5.2 

9 955 
1 267 

1 246 

2 700 
2 244 
1 370 

697 

271 

160 

3.4 

199 

8 

19 

10a 

33; 

5.2 


282 

66 

43 

72 

59 

42 


total 


72 lec 
53 289 
6 667 
4 209 

8 015 1 

46 224 
34 471 

9 ■’Cl 
2 052 

23 648 
17 483 
944 
5 22: 


72 199 
1 867 
3 282 
7 983 
16 647 
20 469 
13 330 
5 445 
3 176 
4.8 

46 2icj 
109 I 
333 

1 641 
10 194 
15 604 
1C 645 

4 674 

2 810 
s.af 

23 662 

1 524 

2 673 

5 935 
5 948 
4 271 
2 282 

694 
335 i 


59 

172 


54 

5,2 

909 
136 
15 -’ 
256 
209 
151 
3.1 : 


IO»A 

PORTION 


OP MORE. 


34 256 
2 096 
S 788 
11 828 
11 557 
2 987 

23 402 

1 629 

8 573 
10 440 

2 760 

9 970 

1 956 
4 051 

2 892 
1 0711 


7l 879 
3 108 
13 222 
28 497 
20 891 
6 161 

45 793 
3 788 
19 920 
16 S65 
5 220 

24 079 
2 623 
a 985 
7 925 
4 546 


31 715 
23 225 
3 183 
1 945 

3 362 

20 105 
14 720 

4 568 
817i 

10 605 
7 928 
434 
2 243 


31 715 
855 
1 621 
3 546 

7 193 

8 ■’OC 
5 867 
2 3851 
1 546! 

4.8| 

=0 076 
60 I 
146 
672 
4 294 1 
6 605 ' 


065 

371 


10 632 
702 

1 346 

2 703 
2 661 
1 861 

918 i 
282 I 
159 ! 
3.7} 


5.2 

447 

61 

85 

128 

94 

79 

3. 


31 625 

1 536 
5 926 

12 079 
9 141 

2 943 

19 754 

1 627 
B 239 
7 423 

2 465 

10 956 

1 336 
4 032 

3 572 

2 016 


DES 

MOINES 


81 296 
56 935 
7 196 
4 325 
10 840 

54 271 
40 368 
10 401 
3 502 

22 950 
16 093 
841 
6 016 


81 296 

3 071 

4 912 
9 626 

16 970 
23 763 
13 627 

5 670 
3 657 

4.8 

54 284 
127 
397 

2 251 
11 460 
19 781 
11 921 

5 042 

3 305 
5.2 

22 937 
2 411 

4 018 

6 678 
4 693 
2 955 
1 407 

512 

263 

3.3 


DUBUQUE 


044 

64 

211 

529 

162 

78 


1 846 
392 
347 
524 
342 
241 
2.9 


81 045 
5 877 
15 366 
31 128 
22 864 
5 810 

54 981 

4 784 
24 574 
20 182 

5 441 

22 240 
5 081 
9 572 
5 404 
2 183 


16 9 
U 588 
1 568 

1 097 

2 664 

10 494 
7 280 

2 449 
765 

5 814 

3 974 
181 

1 659 


16 917 
578 
596 
1 621 

3 320 

4 836 
3 50a 
1 42l 
1 037 

5.0 

10 501 
22 
52 
308 

1 659 
3 593 

2 772 
1 214 

881 

5.4 

5 807 
473 
480 
1 215 
1 532 
1 lie 
665 
190 
134 
4.0 

86 


15 

52 

7 

8 

5.0 

290 

43 

39 

78 

68 

62 

3.3 


16 917 
722 
3 162 
5 497 
5 847 
1 689 


IOWA 

PORTION 


Sioux city 


10 399 
866 

3 385 

4 ail 

1 337 

5 909 
554 

2 227 
1 925 
1 203 


16 286 
11 172 

1 503 
1 062 

2 549 

10 026 
6 952 

2 369 
705 

5 694 

3 904 
166 

1 624 


16 286 
560 
578 
1 553 

3 210 

4 660 
3 388 
1 340 

997 

5.0 

10 033 
12 
43 
275 

1 585 
3 455 

2 667 
1 144 

852 I 
5 


5 687 
465 
474 
1 189 
1 511 
1 086 
656 
183 
123 
4.0 

86 

4 

15 

52 


5.0 

287 

43 

39 

75 

68 

62 

3. 


31 956 
23 648 

2 285 
1 534 
4 489 

20 272 
15 776 

3 408 
1 088 

10 107 
6 943 
345 
2 819 


31 956 

1 336 

2 088 

3 871 
6 978 
a 590 

4 935 
2 454 
1 704 

4.7 

20 272 
29 
167 
973 
4 693 
6 648 
4 135 
2 120 
1 507 
5.1 


lO'VA 

PORTION 


16 

286 

700 

3 

032 

5 

343 

5 

612 

1 

599 

10 

060 

843 

3 

317 


631 

1 

269 

5 

660 

53a 

2 

137 

1 

856 

1 

135 


10 107 
1 lie 

1 643 

2 601 
1 924 
1 674 

693 

282 

172 

3.4 

228 

20 

40 

98 

37 

33 

5.1 

781 

164 

161 

209 

125 

122 

2.8 


31 856 
2 297 

6 794 
12 332 

7 530 
2 903 

20 175 
2 148 
9 147 
6 335 
2 545 

10 204 

1 948 
4 014 

2 947 
1 295 


9 429 
1 074 

1 609 

2 426 
1 752 
1 517 

633 

260 

158 

3.3 

201 
17 j 
31 


5.1 

738 

146 

158 

200 

119 

115 

2.8 


29 424 
2 233 

6 064 
11 177 

7 162 
2 788 


18 526 

1 691 

a 286 

6 092 

2 457 

9 529 

1 906 

3 763 

2 674 
1 186 


29 502 
21 973 

2 123 
1 484 

3 922 

18 626 
14 603 
3 224 
799 

9 429 
6 514 
325 
2 590 


29 502 

1 263 

2 013 

3 486 

6 236 

7 836 

4 655 
2 364 
1 649 

4.7 

18 626 
17 
133 
783 
4 168 
6 087 
3 920 
2 052 
1 466 
5.2 


Bedrooms 


31 698 
24 057 

2 719 
1 43S 

3 484 

22 346 
17 399 
3 738 
1 209 

7 989 
5 816 
343 
1 830 


31 694 
739 

1 138 
3 526 
6 920 
9 345 
5 677 

2 696 
1 653 

4.9 


22 342 
36 
167 

1 014 
4 639 
7 817 
4 868 

2 355 

1 446 
5.2 

7 993 
556 
864 

2 186 
1 953 
1 282 

692 

297 

163 

3.7 

252 

22 

59 

107 

38 

26 

4.9 

652 

123 

101 

175 

144 

109 

3.1 


31 423 

1 165 
4 BOO 

11 796 
11 019 

2 643 

22 187 

1 472 

8 566 

9 886 

2 263 

a 148 
970 

3 050 
2 856 
1 272 
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I.il'if I I. >niri ti‘K\i ( n Ml \i iikisius wo lli I'.qimi’Mi n r, iok SMSA'n, C .ons'i ri'iM-.N'r (lot'N rii's, 

Ii Min u! n'.OlUi I\}i\iui\\in ok Mdui, I’kiian Dm.ami, I^HRAi. To'i'ai., and UuiiANi/.i.n Aiua.s: 
hifu' 

llln-u'il lilt nuiinili-; Hct> ii'Hi, "U" (ii'niili'H nil iiiiiii(’iir]iiii'alt'cl iiIkit] 


I'lilts III .Striii'turi,- H.iSfiiKiii 

'IV.iiltT (Ic.iriiiit I'i]u»|'iin lit 

Yc,ir Striiaurc limit 


'.ThUiTUHI 


All -i.M*’ 
IH ! Ai 111 I- 
(ArtifM 


n (jti M|>m 
?«a|i t »t 1 

Iff. (■( * 

•■'iHiH , , , 


t IHI'lHAt JUt.) 


JWf,t H HI ( t‘*' 11 (1 
I 1 Ii! * (It i', t 
( I A S ’ A- ij| !•, , 

d AKii n, , , . 

•j ltd Mtllil , , » 

IKAIHW, . . . 


Ml .‘Mt M (iJ I i»«' K Hi 

Ht TAt lit 

A t t Ai. HI s' 


1 A*,i- «. , 
A 11 *.1 1 , 

l-i I.! l-i . 
J.i ttl H’J , 
ltd ItW MllWt 
tsIAUHl. 1 


VAtAfll AVAIlAStlt K>M MtfU 


tl Ml -itHW fmt tlUlt T 


All ijNlMti 


Hnn 

to 

MAMt H S'JUSO 

Min-. 

t«i 

(ynn 4 , , 

(•jinii 

to 

(■inn . . . 


til 

. . . 


t 

1 » it * 

I'ir'y 


t AMI 1 e- H1 , 

MtNtM UtiUlMHI 

I ynn 

fo 

HAMt'K I'iftrt 


to 

(•jnn 1 1 4 

SyMM 

lo 

1 « « 

iNTd 

UK 

t AH( tTK4 4 


AM liUUMNit MMtT'i. . 


t»A*H Ht N* 
CONCKl Tt 
wtMtH, , 


‘il, AH , 


HfAUNfi fQUJMENT 


!tT{AM ON IlOf 1 . . , t 1 . 

UtAHH &IH HJHN&Ct .. 

»-l,OORi WAlLi OH PlPEtKSft FURNACt 
«wtl.,t-tf1 H.lCtRlc UNITS. . , . . 

otmth HtM% with FUUK. , , . . . 

OTmIN MI=AN*i without Fl.UF . . . . 

Nom .. 


•STANnARn Mt'TROPOl ITAN STATISTICAL AREAS 


('(-DAH HAf’IDS 


ClAVENPORT-ROCK I.SLAND-MOUINE 








. ... . 

.. . .... 

TUI 






IOWA PORTION 

AMI A 






. . .. 



C! 0AM 

UllHAN 

MURAL 

The 

total 



1 INN 

MAPI OS 

[lALANCI. 


AlU A 


OAVF.N- 

URBAN 

‘CHIN TV 





SCOTT 

PORT 

BALANCE 






COUNTY 

. 

• ... 

4 3 H.'5 

3t) 2HH 

4 641 

8 896 

85 141 

37 060 

28 199 

3 516 

33 7ns 

.!!' 050 

3 107 

8 198 

61 H9<) 

2S 829 

18 081 

2 917 

714 

76*J 

74 

75 

2 687 

1 02.4 

844 

95 

994 

a 4.'3 

44 0 

131 

8 478 

3 917 

3 679 

1 19 

'I9M 

2 5*t3 

196 

49 

4 708 

2 326 

2 178 

100 

2 Sill 

2 488 

83 

10 

5 746 

3 310 

3 053 

291 

41 


Ii 

33 

90 

40 

16 

» « 4 

042 

a 09 

333 

400 

1 140 

614 

352 

74 

.'9 911 

at) 364 

.3 4 86 

0 061 

nn 187 

23 656 

17 431 

2 674 

! 2416 

Ul 714 

;> 890 

602 

49 '-.25 

20 973 

15 228 

2 4R5 

34 7 

277 


45 

807 

377 

287 

40 

OftK 

653 

195 

20 

2. 531 

1 297 

1 218 

40 

434 

399 

28 

• • ( 

SS2 

285 

236 

39 

134 

119 

10 

B 

22.5 

110 

no 

• » 1 

«3;> 

1*02 

.341 

309 

1 497 

614 

3.82 

70 

U' 3l;i 

9 174 

1 uoh 

2 133 

26 580 

11 992 

9 900 

697 

►, 31,n 

a 9 10 

491 

1 904 

10 IMl 

4 014 

2 469 

324 

4 36 

462 

49 


1 78? 

602 

030 

15 

i 906 

1 611 

a 2.9 

106 

5 ‘.124 

2 454 

a 330 

73 

2 0H4 

1 (172 

163 

49 

3 876 

1 902 

1 809 

85 

1 419 

1 341 

73 

'i 

2 863 

1 527 

1 4 30 

97 

376 

376 

• f • 

• « • 

1 2.79 

777 

608 


119 

119 

« • 1 

« « « 

691 

490 

489 

ft 

4 36 

4 36 

• • 1 

• • • 

269 

186 

ISI 

3.5 

ni 

7 

... 

44 

1.53 

40 

16 

4 

3 7n 

3 16 


30 

1 037 

4 07 

308 

37 

149 

104 

2.0 

.18 

2H.3 

85 

49 

• » * 

14 M 

135 

9 


441 

2U 

184 

12 

27 

.‘7 

• • t 

» * » 

161 

108 

99 

• • • 

no 

no 



172 

85 

60 

as 

4 3 Han 

30 2HH 

4 641 

8 896 

83 160 

37 060 

28 199 

3 &16 

1 721 

997 

4‘)M 

266 

Z 806 

1 073 

573 

324 

n 072 

3 4 16 

1 00 n 

1 371 

6 623 

2 859 

1 812 

6?0 

4 mu 

3 302 

san 

H2h 

9 399 

4 404 

3 079 

786 

3 977 

2 764 

.376 

836 

11 72.0 

4 960 

2 9S0 

060 

3 049 

2 466 

116 

477 

7 824 

2 877 

2 222 

24 S 

#‘*1 HUM 

17 342 

2 081 

n 121 

4? 128 

2.1 2B7 

17 563 

703 

29 911 

20 364 

3 486 

6 061 

9ft 173 

23 629 

17 406 

2 672 

6 693 

3 948 

1 .311 

1 434 

7 948 

3 410 

2 14S 

766 

3 809 

2 ntio 

471 

538 

7 902 

3 779 

2 678 

633 

? 976 

V. 106 

266 

.534 

a 928 

3 533 

2 393 

653 

16 .343 

ll 390 

1 448 

3 935 

' . 

30 39S 

12 099 

10 190 



.50 ZBB 

4 641 

8 896 

O 

37 060 

20 199 

3 516 

37 S55 

27 219 

3 736 

6 600 

71 543 

32 041 

2S 067 

2 9 14 

a 738 

1 aai 

2.51 

606 

6 109 

2 493 

1 7S9 

377 

3 532 

l 108 

6S4 

1 690 

7 409 

2 S26 

1 373 

22S 


3 54S 

424 

3S7 

U 706 

9 066 

4 413 

202 

31 389 

23 386 

3 S6l 

4 442 

61 412 

26 568 

20 SIS 

2 998 

1 950 

1 092 

181 

677 

2 579 

1 157 

917 

lOS 

132 

44 

11 

84 

103 

48 

0 

• • • 

S 593 

2 093 

458 

3 042 

0 571 

3 081 

2 174 

19S 

284 

103 

13 

168 

506 

228 

130 

i6 

151 

29 

... 

126 

203 

92 

42 



34S 

Oil 

las 

laj 


Sbl 

260 

50 

3y 

10 

192 


1 387 
1 221 
57 
51 
3H 


62 

1(0 

16 

6 


5 3Hb 
176 
da? 
569 
742 
410 
3 021 


3 551 
507 
460 
487 
2 089 


5 345 


060 

357 

928 


4S1 

075 

135 

40 

S12 

82 

90 














































DES MOINES 


SUBJECT 


OAVENPORT-ROCK ISLAND-MOLINE—CON 
ILLINOIS PORTION 

TOTAL [1 1 ! 


ROCK ISLAND 

county 


ROCK 

ISLAND 


URBAN 

BALANCE 


UNITS IN STRUCTURE 


THE AREA 


RURAL 


POLK 

COUNTY 


DES URBAN 

MOINES balance 


RURAL 


ALL UNITS. 

I. detached. 

1, attached . 

... 

3 AND .. 

5 OR MORE. . 

TRAILER! 

ON PERMANENT FOUNDATION 
mobile . 


48 081 
36 066 

1 663 
4 558 

2 382 
2 436 


17 154 
11 376 
771 
2 196 
1 301 
1 452 


23 311 
17 756 
711 
2 298 
1 061 
961 


7 616 
6 934 
181 
64 
20 
23 


89 082 
67 452 
1 997 

3 739 

4 866 
9 879 


71 756 
51 277 
1 782 

3 524 

4 760 
9 734 


10 424 
9 613 
167 
170 
61 
113 


50 

926 


12 

512 


38 33 

356 1 116 


16 

663 


12 

2SB 


OWNER OCCUPIED 
1. DETACHED. . . . 
1. attached. . . . 

2 . 

3 AND .. 

5 OR MORE. 

TRAILER. 


31 531 
28 552 
430 
1 254 
297 
115 
883 


10 243 
9 184 
154 
610 
188 
76 
31 


15 876 
14 450 
184 
619 
104 
34 
485 


5 412 
4 918 
92 
25 
5 
5 

367 


59 654 
55 537 
820 
1 160 
653 
450 
1 034 


46 431 
42 921 
721 
1 095 
643 
431 
620 


8 497 4 • 

a 112 4 5 

65 
45 

19 . 

256 I 


RENTER OCCUPIED 
It DETACHED. . . . 
1. ATTACHED. . . . 
2 ......... 

3 AND 4. 

5 TO 9. 

10 TO 19 . 

20 TO 49 . 

50 OR MORE .... 
TRAILER. 


14 588 
6 144 
1 185 
3 070 
1 974 
1 336 
502 
201 
83 
93 


6 333 
1 946 
613 
1 464 
1 035 
753 
365 
130 

27 


6 710 
2 815 
503 
1 573 
924 
565 
137 
71 
83 
39 


1 545 
1 383 
69 
33 
15 
18 


27 


24 698 
8 957 

1 119 

2 317 

3 777 

4 273 
1 791 
1 324 
1 025 

115 


21 795 
6 480 

1 014 

2 183 

3 705 

4 219 
1 786 
1 324 
1 025 

59 


1 335 
1 011 
91 
109 

37 

38 
5 


44 


VACANT AVAILABLE FOR RENT 

1 . 

2 TO 4. 

5 TO 9. 

10 OR MORE.. . 


570 

238 

245 

198 

32 

79 

229 

lie 

111 

56 

30 

26 

87 

58 

29 


87 

87 


1 929 
548 
524 
377 
480 


668 

381 

497 

359 

431 


176 

98 

27 

18 

33 


( 


1 


YEAR structure BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


48 100 
1 433 

3 764 

4 955 
7 160 
4 947 

25 841 


17 154 
296 
931 

1 344 

2 159 
1 811 

10 613 


23 330 
733 

1 761 

2 335 

3 639 
2 464 

12 398 


7 616 
404 
1 072 
1 276 

1 362 
672 

2 830 


89 082 
3 511 
9 020 
10 019 
10 866 
8 877 
46 789 


71 756 
2 180 
5 600 
7 371 
a 209 
7 230 
41 166 


10 424 
885 
2 675 
1 974 

1 875 
966 

2 049 


6 90 
44 
74 

67 
78 

68 
3 57' 


OWNER occupied . . . 
1955 TO MARCH I960 . . . 

1950 TO 1954 . 

1940 TO 1949 ...... 

1939 OR EARLIER. 


ALL HOUSING UNITS 


BASEMENT 


31 544 
4 530 

4 123 

5 395 
17 496 


10 256 
1 019 
1 071 
1 602 
6 564 


15 876 
2 229 
2 009 
2 777 
8 861 


5 412 
1 282 

1 043 
1 016 

2 071 


59 661 
10 363 
8 193 
8 715 
32 390 


46 

6 

5 

6 
27 


439 

a 502 

4 721 

315 

3 041 

1 00- 

957 

1 717 

51‘ 

608 

1 549 

55! 

559 

2 195 

2 63< 


48 100 


17 154 


23 330 


7 616 


89 084 


71 758 


10 424 


6 ! 


basement . . . 

CONCRETE SLAB. 
OTHER. 


39 502 

3 696 

4 883 


15 896 
882 
376 


19 187 

1 766 

2 358 


4 419 

1 048 

2 149 


77 288 
3 441 
8 353 


64 567 
2 217 
4 972 


a 061 
725 
1 638 


4 

1 


660 

499 

743 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR* WALLi OR PIPELESS FURNACE . . . . 

BUILT-IN electric UNITS. 

OTHER means WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . 

NONE.... . 


6 720 

2 696 

3 511 

34 824 

13 299 

16 952 

1 422 

215 

639 

55 

22 

21 

4 690 

869 

2 033 

278 

45 

137 

111 

8 

37 


513 

573 

568 

12 

788 

96 

66 


10 401 
67 617 
3 496 
116 
6 621 
548 
283 


9 

55 

2 

3 


765 

333 

303 

046 

8 364 

4 207 

523 

614 

359 

85 

19 

12 

841 

919 

1 861 

422 

68 

58 

74 

107 

102 


























































































STANDARD METROPOLITAN STATISTICAL AREAS—CON 


DAVENPORT-ROCK ISLAND-MOLINE—CON. 


DES MOINES 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS. 

I. detached. 

It attached . 

2 . 

3 AND . . 

5 OR MORE. 

TRAILER! 

ON PERMANENT FOUNDATION 
mobile . 


OWNER occupied 

It detached. . . . 
It attached. . . . 

2 . 

3 AND H . 

5 OR MORE. 

TRAILER. 


renter occupied 
I t detached. . . . 
It attached. . . . 
2 ......... 

3 AND . . 

5 TO 9. 

10T019 . . . . . 

20 TO 49 . 

50 OR MORE .... 
Trailer. 


VACANT available FOR RENT 

1 . 

2 TO 4. 

5 TO 9. 

10 OR MORE . 


YEAR structure BUILT 


ALL UNITS. . 
1959 TO MARCH i960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


ALL HOUSING UNITS 


basement 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOORt WALLt OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . , . 
NONE. 


ILLINOIS PORTION 

TOTAL 

- ROCK urban RURAL 

ROCK ISLAND ISLAND BALANCE 

COUNTY 


THE AREA 


POLK 

county 


urban RURAL 

BALANCE 



17 

154 

23 311 

7 616 

11 

376 

17 756 

6 934 


771 

711 

181 

2 

196 

2 298 

64 

1 

301 

1 061 

20 

1 

452 

961 

23; 


t • • 

12 

38 


5a 

512 

356 


10 

243 

15 876 

5 

412 

9 

184 

14 450 

4 

918 


154 

184 


92 


610 

619 


25 


laa 

104 


5 


76 

34 


5 


31 

485 


367 


6 333 

6 710 

1 545 

1 946 

2 815 

1 383 

613 

503 

69 

1 464 

1 573 

33 

1 035 

924 

15 

753 

565 

18 

365 

137 

... 

130 

71 

... 

... 

83 

. • • 

27 

39 

27 


238 

245 

87 

32 

79 

87 

118 

111 

•« • 

30 

26 

ft* 

58 

29 

• • * 


17 

154 

23 330 

7 

616 


296 

733 


404 


931 

1 761 

1 

072 

1 

344 

2 335 

1 

276 

2 

159 

3 639 

1 

362 

1 

811 

2 464 


672 

10 

613 

12 398 

2 

830 


10 

256 

15 876 

5 

412 

1 

019 

2 229 

1 

282 

1 

071 

2 009 

1 

043 

1 

602 

2 777 

1 

016 

6 

564 

8 861 

2 

071 


48 100 


17 154 23 330 7 616 




4 419 

1 048 

2 149 


513 
4 573 
56B 
12 
1 788 
96 
66 


77 288 
3 441 
a 353 


10 401 
67 617 
3 496 
116 
6 621 
548 
283 


64 

567 

2 

217 

4 

972 

9 

765 

55 

046 

2 

523 


85 

3 

841 




















































































































‘.ll'lc It. S|!)l 1 ( ft\U U tl UIM'H'.S A\n IflM'INti I'.qi 11 I'M lilH SMSA’k, C AlNfi'I'ri'Ul'NT (ioUNril'S, 

I’l vt 1 •. tii KftMinwis iiK Mold, i'uttA\' Hai.ani)', Rhuai, 'Iotai., and IluiiANr/.i.i> Aui as' 

I'k'D I till 


Uiiiffi III Siniitiirc HjM'iMfUC 

■rr.iiln llr.if nu’. t i|iii|'nii »« 

Yc.il ."'trui'iiirc Ituik 


tliHM'i) im witM|ili': Hw "H" ilcmiUw tm iinlnniniuniLwl plncy] 


STANDARD MFTROPOLITAN .STATI STICAU AREAS—CON. 


Duriuauf, URBAN 
tlALANCE 


IOWA PORTION 

Nt’HRASKA 

PORTION MUTrA- COUNCIL URBAN HUHAU 
WAT rAM II. bluffs tULANCl. 

CUlINTY 


UH|t>, IN MsUCTUHr 


Ait 

1 • pt I Al id It. • 
ii AUAtHtll, • 


T ANU .. 

n iiU MUKf 
IMAU tttl 

UN l•tliMANI'Nt MniNOATSlsN 
HCtPllt ........ 


tmNlH OKUTMtB 

i< ortAiurti. . . , 

I. .iTTAiHrCt, . , , 

•» AWt M. , , . . , 

.>» n« mm < . « . , 

tNAurn, . , . . . 


WjnUk isrfiw' 
11 pt- tA« H? ti. . , 
It AfisrurP, . . 


1 ANti M. . 
n n» Y , . 
lit 10 DJ , 
.to n» H*i , 
til t'M KtlRI' 


VAtANI AWIjAHU it« RrWt, 


W t tJ « • . 
n ft! "4 . , 

IM *.B Mimf 


11|3 6S6 
101 001 

5 out) 
8 988 

6 964 
17 487 


U7 409 
ft? 083 
4 900 
7 4!}6 
» 963 
16 204 


*48i}r’rM«t. null.r 


Ail , 

191*4 111 HAHl'M Iyfelt 
I Mil tf) • . « 

l»10 Dj IMIK , . , 

IMHO Kt IMHM . . . 
1*410 Ul 191*4 . . . 
tw t AHi ins, . 


14.1 69a 
6 &74 
IS 6a3 
IS 268 
la 090 
12 077 
eo 420 


117 409 
9 702 

12 838 

13 aaa 
U 436 
10 903 
63 .304 


mmtt wcn»»iTB 

1999 In HARt'M S 7 ft 0 

1990 t« IMIM . , , 

IMHO !« IMMM . . , 

IMtM iW tARl.It'R, . 


Ail MOiniNS UNITS. 


tlA&IMENf , , , 

LONCRITt SLAH, 

OTMfS, , . , . 


U4 S47 
6 809 
12 300 


103 971 
S 471 
7 967 


HfATtWi rOUlPMENT 


SIT-AM OW HOT WATfM ....... 

WARM AjR FURNACE 

FLOOR. WALL! W PI PI LESS PURNACf. 
built-in iLiCtRK UNITS. .... 
OTHER Mf'ANi with PLUR, ..... 
OTHfR H«,ANS without flue .... 


19 331 
104 492 
4 890 
197 
13 965 
667 

H'nn 







































I 


.Scute untl Small Areas 


lubk* 1 1 . Snti'i'Ti'u.M. t.iiAit.M n ui.si'ii.s snii lltAfiNu I'grti'Mi \'r, n>n SMSA's, ( Ionm-imm \ r (ioiw rn ,s, 

I I \U S U1 Ul,(U)tl 1 mi.\ 1U I A\IS UK Moiu, I IlllAN BaI.A.NU . Rc'UAI 'l urAl., AND I'uitAM/lD .\UIAS' 

C.on. 

(Himi'cl <1)1 wniiiili'; sri' It'sl. “U'* ilcntiU'it nn iitiiiu'tirpiirnU’il itlacf] 


SUBJfCT 


STANDAHD MFTHOPCJLI TAN ‘.TAtl STICAL. ARt.A 


SIOUX riTY 


THf ARtA 

WOOOHURY 

COUNTY 


SIOUX 

CITY 


URBAN 

HAUANCt, 


HURAl. 


THt ARt A 

tH.ACK HAWK 
COUNTY 


I'liiti. Ill Striuiurc 
'IT.tilt r 

Yf.ii Strut tuir Hiiilt 


I'jsnisini 

I If.llllll', I tpill'IIU III 


-CON. 


WATFRL.00 


watfrloo 


URUAN 
lUl ANCI 


RURAL. 


UNITS IN STHUCTURp 


AUU UNITS. 

It Dt-TACHED. 

It attached. 

^ ANtI It. , .. 

•J OR MORE.. 

IRAIUtRl 

ON PERMANENT FOUNOaTION 
MOHItr , . 


n mo 

J.(\ «62 

1 asti 

a i5« 
1 46? 
A 740 


?fl ?60 
OIlH 
U lOf, 
I 44? 
X 7 10 


?96 

241 

21 

S 


S 9QH 
S 461 
506 
37 
14 
10 


37 340 
30 117 
1 4 OS 
1 7B1 
1 579 
1 H97 


22 913 
17 420 
99? 
I 393 
1 207 
1 667 


H 7fi«i 
7 2(16 
374 
304 
3i>4 
219 


S 64? 

S 311 
59 
B4 
Ifl 
11 


16 I? 

311 199 


4 

flS 


.33 


fj?fi 


134 


fl 

240 


2 b 
154 


OWNER OCCUPIED 
It OtTACHEO. . . . 

It ATTACHE'O. . , , 

5 AND 4. . 

5 OR MORE. 

trailer. . . . . . 


21 9H(( 
20 179 
372 
696 
?3l 
?17 
295 


IH 4 45 
16 773 
5*i? 
690 
231 
21? 
111? 


IHl 

146 

6 


29 


,3 .362 
3 260 
20 


”b 

77 


26 170 
24 »64 
269 
541 
1H5 
ni 
H5B 


15 It46 
14 «3H 
224 
426 
153 
71 
134 


6 5011 
6 064 
44 
UH 
5? 
10 
244 


.3 832 
3 69b 

14 


160 


RENTER OCCUPIED. 

It OtTACHED. 

It attached.. , . 

.3 AND 4. 

5 TO 9.... . , 

10 TO 19.. 

20 TO 49 ... ... 

90 OR MORF . 

trailer. . . ......... 


11 -JW 

4 971 
699 
1 303 
1 110 
1 306 
?1B 
B0O 
?36 
36 


9 346 
3 ?93 
9 3(1 
1 266 
1 090 
1 304 
715 
H«0 
2.16 
24 


U3 

67 

11 

6 


1 h;'6 
1 611 
161 

27 

13 


12 


9 3 20 
4 360 
1 043 
1 0H9 
1 2.02 
036 
17H 
426 
164 
2.3 


6 124 
2 266 
7 OH 
H39 
B96 
6Hl 
144 
426 
164 


1 H69 

914 

50? 

IHO 

2Hfl 

143 

.34 


4 


1 331 
1 IBO 
33 
70 
Ifl 
11 


19 


VACANT available FOR RENT. 


a TO 4 ... . 

9 TO 9 ... . 

10 or more . . 


946 

7 57 

407 

203 

190 

190 

1»? 

IS? 

104 

104 


209 

204 

9 


633 

166 

291 

H8 

llH 


476 

06 

243 

30 

UH 


1.32 
56 
4fl 
2 A 


2b 

25 


VfcAR STRUCTURE, BUILT 


ALL UNITS. . , 

1999 TO MARCH I960 , 
19M TO 199B . . . , 
1990 TO 1994 , , , . 
1940 To 1949 . . . . 
1930 TO 1939 . . . , 
1929 OR earlier. . . 


35 410 
669 
1 717 
3 141 

a 208 

3 23? 
24 3631 


29 206 
374 
1 53n 
? B7n 
1 904 
? H73 
19 63fi 


296 

13 

26 

ao 

24 

41 

172 


6 900 
201 
153 
24 3 
.360 
310 
4 5S3 


,37 ,336 
1 390 
4 607 
4 473 
» 343 
3 B60 
17 463 


2? 909 
6f)3 
2 30fl 

2 263 

3 ?H0 
2 690 

U 713 


H 7Mb 
433 
1 4/1 
I 591 

1 676 
017 

2 697 


5 642 
304 
720 
61? 
507 
3S.3 
3 093 


QWNP-R occupied . 

19S9 TO MARCH 1960 . 

S9S0 TO 1954 ........ . 

1940 TO 1949 .. . . . 

1919 OR EARLIflR... 


21 90fl 

1 769 

2 436 
1 746 

16 037 


10 445 

1 573 

2 225 
1 400 

13 167 


101 

39 

12 

12 

110 


3 362 
15? 
199 
?94 
2 7S2 


26 177 
5 270 

3 869 

4 .377 
12 661 


15 053 
Z 647 
1 9S9 
Z 739 
0 900 


6 4(19 
1 7tJ3 
1 40? 

1 205 
? 129 


3 fl39 
870 

son 

433 
2 024 


ALL HOUSING UNITS 


35_421 


29 217 


296 


9 900 


37 347 


22 919 


0 785 


b 643 


HASEMENT 


BASEMENT . . 
CONCRETE, SLAB 
OTHER. . . . 


30 686 
1 536 
3 iBB 


26 767 
914 
1 .52.5 


2 IS 
36 
4S 


3 704 
906 
1 610 


33 179 

1 603 

2 402 


21 481 
729 
703 


7 0H9 
670 
1 oin 


4 605 
276 
761 


heating equipment 


STEAM OR HOT WATER .... 

WARM AlR FURNACE . 

FLOORt WALL. OR PIPELESS FURNACE . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 


4 460 
2.4 014 
1 396 
36 
B 111 
197 


4 270 
21 204 

1 OS? 

24 

2 394 
IS? 


19 

166 

S 

98 


171 

2 964 
339 
12 
2 619 
49 


3 040 
2B 999 
1 217 
43 
3 924 
09 
20 j 


? 315 
10 6S0 
492 
39 
1 360 
60 
9 


909 

216 

6 694 

3 643 

460 

297 

• • • 

4 

1 106 

1 490 

0 

13 























































l.ll'lr I I. Nllfl l It U\l C ll\U.\i nuiSlK'S IllAl'INd I'.IJIIII’MINT, I'OH SMSA’s, C AINSTI’I’l Il'NT (iOl I N'l'l l-S, 

!’> " ' I Ml\iM I A\I .s III! Miiki, l^miAN Hai.am'i, Kuuai, InrAi,, ANO UiuiANi/i'.n /Aki'a.s: 

1 'K<i' I nil 

IltjiM'iI 111 ! wiiiipli'; Hi'c text. "U" ilrmiU'H un uiiluoui'iiitraU'd iilnmO 


I lulls in Srruuurf KjSfUKiit 

Tf.iilir I If.itiiie, I iiiui'iiu Ml 

Yc.if Struaurc liiiilr 


Urbanized areas 


nAVFNPOHT-ROCK ISLAND- 
MOlINF 


iiMC. IN ■.flUICTUKl 


A| ( ilNI !• 
I. I't lAi Hj :i. , 

ji AiiAiMin. « 


4 A"." !l . , . . I , . > , . 

MjM. I , . . . , , , , , 

IMAU I •'< 

1)1. Cl MI^ANI N’ I iiU'JI'Al It'N. 

HChItl • < .. 


liWM M ui I Ul'Jf t» 
It III ! At HI il. . , , 
It At lAi )<)!•. • . . 


^ Al.c . 

'I tin WiMt* > 

)«Aii t . 


Ml hti »< <n (lie n It, 
1. 11 I At HI n, , , , , 

1 1 Af IA« HHi, . , , . 


I- u I'i . 
. I n' u 'j , 
CM Mr nt 
J n A1 i t M. . 


VA* Aif») AVAU.AIU t HIM MfNf, 


t( AM >.tinu Him Him t 


All UDiJ I'., . 
III Ham'H Jvrr'l 
1 Ill S*J1M . t . 

In mill , , , 

I'JMC In I'Hiy I . , 

l-Mi- «U I’JX-J . , , 

I'M I Am u n, , 


imm « iHumiiH 

I‘inn ill MAM( H HjfiH 
mni- Hi 1‘iAii , . , 

til l-JiCi « , , 

I 'J Vi HH » AMI If K, , 


Al 1 IIOlHitNi. UNSTN 


HAM Him . , . 
reiNfflt Tl M.AHi 
ptmim, , , , . 


HI ATINti IQUlPMfNT 


NTtAH ()H hot WATIM 
WARh aim njNNACt 

fl.Ot)Mi WAl.1 . tm PIMll.fTHi FUHNACF 

HUH ?~1N llJCTRir UNITS. 

OTHfH Mt ANS WITH .. 

OTMtN HfANS without T'i.Uf . , . . 


IOWA 

PORTION 


IOWA 

PORTION 


IOWA 

PORTION 


M 

7IS 

fll 296 

16 917 

16 286 

31 9S6 

29 

502 

20 

99B 

60 106 

10 516 

10 031 

23 160 

21 

001 


H99 

1 096 

999 

933 

962 


948 

3 

7911 

3 663 

2 600 

2 550 

2 192 

2 

127 

2 

2?fi 

4 021 

1 341 

1 326 

1 527 

1 

447 

3 

304 

9 036 

1 360 

1 36B 

3 753 

3 

739 


16 

20 

9 

4 

16 


12 


M26 

947 

eo 

64 

346 


228 

20 

lOB 

•j4 271 

10 494 

10 026 

20 272 

10 

626 

I? 

713 

60 393 

0 993 

0 593 

10 412 

16 

019 

.327 

701 

392 

367 

357 


392 

1 

25B 

1 130 

007 

782 

711 


696 


27 S 

643 

162 

162 

242 


231 


liO 

450 

65 

06 

212 


212 


1422 

072 

74 

56 

338 


216 

10 

60*. 

S2 950 

5 014 

5 694 

10 107 

9 

429 

2. 

793 

7 392 

1 300 

1 240 

3 920 

3 

360 

Mi) 

1 056 

974 

539 

543 


530 

;i 

M03 

2 271 

1 663 

1 643 

1 322 

1 

276 

1 

(16 <1 

3 742 

1 110 

1 100 

1 196 

1 

095 

1 

Sg? 

4 246 

6S3 

653 

1 311 

1 

305 


y~n 

1 791 

206 

286 

719 


715 


490 

1 32‘l 

140 

140 

800 


080 


106 

1 025 

63 

69 

2.36 


236 


20 

103 

IS 

12 

24 


24 


42?) 

1 044 

326 

326 

77B 


737 


‘IIS 

479 

60 

60 

224 


203 


196 

52.4 

143 

143 

210 


190 


99 

377 

5l 

91 

192 


152 


00 

464 

72 

72l 

192 


104 


54 

1 


72 

199 

31 

71B 

01 

296 

16 

917 

16 

206 

31 

996 

29 

902 

31 

694 

44? 

1 

926 


09? 

2 

089 


494 


483 


49? 


380 

1 

086 

4 

470 

S 

124 

2 

432 

8 

050 

1 

193 

1 

111 

1 

8S6 

1 

»64 

3 

879 


H04 

7 

514 

3 

035 

9 

213 

1 

267 

1 

220 

3 

287 

2 

898 

3 

Q96 


U)0 

9 

616 

3 

018 

9 

977 

1 

133 

1 

075 

2 

295 

1 

928 

4 

9S6 



6 

742 

2 

467 

8 

1S2 


027 


794 

3 

130 

2 

914 

3 

907 

iH 

fSfll 

41 

277 

10 

266 

43 

015 

12 

003 

11 

603 

20 

891 

19 

010 

14 

4 10 


4 17 

46 

210 

20 

070 

,54 

284 

10 

SOi 

10 

033 

20 

272 

18 

626 

22 

342 

h 


6 

159 

2 

911 

9 

042 

1 

941 

1 

460 

1 

940 

1 

612 

4 

4 00 



6 

391 

3 

311 

7 

567 

1 

102 

1 

064 

2 

923 

2 

23? 

3 

361 

7 

4.30 

7 

425 

3 

046 

8 

079 


979 


927 

1 

731 

1 

492 

3 

944 


W 

26 

235 

10 

010 

29 

596 

6 

079 

6 

902 

14 

07 B 

13 

285 

10 

637 


-1 


It .. 





3 124 

4 337 

4 297 

2 824 

10 200 

22 891 

21 4S0 

29 352 

332 

1 230 

1 OS? 

920 

20 

24 

24 

39 

2 503 

3 247 

2 492 

2 474 

91 

176 

1S2 

76 

1 A 

43 

30 

9 


: [.-i 
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State and Small Areas 


Table 15 . —Occupancy Characteristics,tor SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Popubnon Persons per Room 

OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 Year Moved mro Un.r 

[Based on sample; see text “U” denotes an unincorporated place] 


SUBJECT 











STANDARD METROPOLITAN 

statistical 

AREAS 








CEDAR 

RAPIDS 
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State and Small Areas 


Table 15. —Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 iNiiAniTANTS 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 
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Table 15. —Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1 960—Con. 

[Based on sample; see text, “U’’ denotes an unincorporated place] 
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State and Small Areas 


Table 15. —Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Population Persons per fioom 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960—Con. Persons Year Moved into Unit 

[Based on sample; see text. “U” denotes an unincorporated place] 
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924 

799 

739 

1 210 

3 441 

1 581 

2 697 

915 

BSO 

1 359 

• 1 262 

940 

733 

1 924 

844 

1 547 

549 

536 

871 

829 

506 

759 

1 684 

807 

1 557 

680 

676 

' 750 

718 

558 

328 

984 

408 

748 

341 

341 

383 

367 

224 
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TH* ttiitifttitttitt* 
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It 

it 
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t « t t I • I I 


A|R COtMtTtWdW 
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a w >wif. . , . , 
etwnAi. sTifiM , » , 
• *»*«»« 


* I « * t I I 

* • * > I • * • 

t • • • » « « 


T1U¥|SW ICTS 


«0A« RAPIDS 


tMf 

ARC A 


LIW 

COUNTY 


i ^ IM, . , . 

« • C i « 


»»»*»•»*»* 


RAOtO Mfi 


i m »wt, . , , t . 


» « • • 

» ♦ » f 
» * » » 


«ta IIS 


a« sag 

« TAS 
t W 
16« 
) AID 


It StA 
A MS 
iO] 

s 1*1 
sa» 
i«s 
t tan 


oti 

in 

isa 

I* 

lao 

lit 


i* m 
t* ITT 
i IBO 
g Ml 


ft Oil 
ft *?l 
It •>§ 


t ill 
}« TOII 


SB ftTO 
S KfS 


as fit 

t iti 
Ml 
ft t*i 


s «ii 
at} 
Til 
}* til 


If Ml 
» ill 
} ill 


an Mil 
If *«• 
g Ml 


CCOAR 

RAPIDS 


It M* 


« OIT 
I 3tt 

1 ua 

ID 

U04 

17ft 


« TftO 
I Dll 
II 
731 
111 
11} 
ftSi 


isa 

712 
tt? 
• • ■ 
II 
II 
set 


1ft St# 

tg lift 
BIO 
ft 117 


I 70} 
} 7ft 
21 07* 


I OOt 
II sit 


17 ll« 

I uo 


It t7i 

s to« 

739 
I tai 


g 711 
731 
*17 
IS 10* 


11 3*1 
1 BOS 
1 371 


1* *33 
U 310 
1 MB 


URBAN 

BALANCE 


I Itl 


I 630 
I »ll 
It* 

131 

17 


903 

ag7 

39 

119 

13* 


RURAL 


B 191 


IMS 


I m 
1 IBS 
•78 

t»t 

It 

17 


1 gB7 
8 IBB 
113 
g*3 


ftftt 
tSI 
I 170 


I ItO 
3 101 


I an 

IBO 


1 tot 
1 ItB 
76 
30* 


311 
tt 
10 
I 031 


3 971 
ISO 
870 


1 673 
1 6*6 
191 


*tl 
I »S0 
1 179 

ai 

l 071 
SIR 


733 
3 997 
II 
1 9gl 

ITS 

I 1»7 


*09 
3 070 
M 1*0 
•ft 
*M 
*3 
II 


I 616 
g 273 
317 
9«« 


690 
1 9*0 

s sm 


3 310 

I 871 


7 011 
I 193 


I 999 
8 IS* 
139 
918 


S03 

*3 

•I 

914 


219 

4*3 

901 


9 lie 

I 691 
294 


OAVENPORT-ROCK ISLANO-MOLINE 


thi 

AREA 


• 1 767 


IOWA PORTION 


total 


SCOTT 

county 


39 *4S 


96 790 
12 0B9 
t 499 
41 
3 Olt 
364 

8U 


61 94* 
6 410 
BBI 
* ftS* 
909 
20 
4 to* 


98 eiB 
10 «»• 
a 299 
146 
289 
lOB 
347 


33 987 
89 *31 
1 939 
17 270 


14 061 
7 049 
60 617 


14 710 
67 047 


73 301 
• 46* 


93 491 
If 149 
I 084 

a 347 


• 140 
1 989 
1 329 
70 847 


*a 9*8 

7 410 

8 389 


44 802 
31 790 
4 47S 


29 009 
4 677 
4 689 

I 1*1 
•0 
16 


2* 896 
3 038 
441 


733 

446 

30 

134 


29 23B 


DAVEN¬ 

PORT 


17 359 


107 

913 

63 

117 

41 

199 


14 249 
13 177 
BOB 
7 41* 


* 196 
3 3*4 
26 138 


6 *44 
29 004 


32 314 
3 324 


88 428 
6 997 
926 
9 343 


3 818 
928 
990 

30 391 


30 193 
2 730 
2 779 


19 990 
13 714 
1 344 


11 1B3 
1 669 
3 046 

390 

39 

16 


23 904 
801 
396 
1 093 
9* 
10 
1 309 


33 396 
3 429 
1 493 


URBAN 

balance 


10 879 
9 960 
698 
6 412 


4 836 
1 869 
20 634 


3 *71 
13 668 


24 797 
1 941 


16 991 
9 179 
713 
4 899 


2 967 
790 
2B1 
23 341 


12 883 
2 094 
2 361 


14 879 
10 911 
I 949 


3 371 


647 

9l0 

171 

t»* 

23 

30 


730 

294 

23 

131 

66 

116 


1 741 
1 313 
214 
«•« 
32 

**1 


•78 
I 960 
44 
489 


813 
816 
I 973 


634 
2 737 


393 

118 


2 347 
986 
US 
326 


963 
IS7 
327 
2 424 


2 9l0 
294 
167 


I 897 
L 601 
213 


RURAL 


4 938 


179 
2 902 
1 4*8 

76# 

21 


222 
I 943 
162 
1 938 
284 

789 


201 
1 389 
3 239 
63 
42 
42 


3 091 
1 897 
81 
i07 


908 

909 
3 ill 


1 339 

2 999 


4 274 
6*4 


3 483 
1 193 
lOl 
162 


288 
21 
42 
4 987 


4 3*0 
331 
246 


3 194 
1 601 
181 


I 
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State and Small Areas 


Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


He.iting Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes W.ashing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS--CON. 


SUBJECT 

DAVENPDRT-ROCK ISLAND-MOLINE—CON. 

OES MOINES 


ILLINOIS 

PORTION 


the area 

POLK 

COUNTY 

DES 

MOINES 

URBAN 

BALANCE 

RURAL 

TOTAL 

ROCK island 
COUNTY 

ROCK 

ISLAND 

URBAN 

BALANCE 

RURAL 

ALL OCCUPIED UNITS . 

46 119 

16 576 

22 586 

6 957 

84 352 

68 226 

9 832 

6 294 

HEATING FUEL 









UTILITY GAS.. 

31 781 

13 451 

17 598 

732 

65 860 

56 316 

7 961 

1 583 

FUEL OlLi KEROSENEi ETC. 

7 412 

1 145 

2 764 

3 503 

9 950 

5 793 

1 382 

2 775 

COAL OR COKE ... . 

4 S14 

1 838 

1 632 

1 344 

5 975 

4 707 

115 

1 153 

ELECTRICITY. 

42 

• • • 

42 

• • • 

123 

82 

23 

18 

bottled 1 TANK I OR LP GAS. 

1 848 

102 

430 

1 316 

2 219 

1 237 

331 

651 

OTHER FUEL . 

184 

40 

102 

42 

205 

91 

• • • 

114 

NONE. 

38 

... 

18 

20 

20 

1 • ■ 

20 

• « t 

WATER HEATING FUEL 









UTILITY GAS. 

35 090 

15 156 

19 163 

771 

68 921 

59 785 

7 693 

1 443 

ELECTRICITY. 

3 382 

230 

1 173 

1 979 

5 395 

2 334 

878 

2 183 

COAL OR COKE . 

443 

162 

219 

62 

730 

666 

• « • 

64 

bottled, tank, or LP gas . 

3 963 

269 

907 

2 787 

3 863 

1 932 

48a 

1 443 

FUEL OIL. KEROSENEi ETC. 

459 

51 

158 

250 

560 

272 

137 

151 

OTHER FUEL . 

• « • 

• • • 

• • • 

• • • 

79 

61 

• • • 

18 

NONE. 

2 782 

708 

966 

1 108 

4 804 

3 176 

636 

992 

COOKING FUEL 









UTILITY GAS.. . . . . 

33 590 

14 645 

18 217 

728 

60 736 

54 137 

5 52a 

1 071 

ELECTRICITY. 

5 751 

1 401 

2 663 

1 687 

16 512 

10 739 

3 462 

2 311 

BOTTLED. TANK. OR LP GAS . 

6 383 

340 

1 645 

4 398 

6 131 

2 706 

803 

2 622 

FUEL OIL. KEROSENEi ETC. 

83 

24 

38 

21 

306 

79 

39 

isa 

COAL OR COKE . 

158 

96 

« • • 

62 

177 

132 

• • • 

45 

OTHER FUEL ... . . . . 

66 

22 

23 

21 

174 

117 

f • « 

57 

NONE. 

88 

48 

• • • 

40 

316 

316 

• • • 

• • • 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER . 

18 682 

6 477 

8 528 

3 677 

28 162 

21 788 

2 991 

3 383 

AUTOMATIC OR SEMI-AUTOMATIC. 

16 454 

5 45a 

9 158 

1 838 

34 706 

27 247 

5 508 

1 951 

washer-dryer COMBINATION . 

1 131 

455 

530 

146 

1 521 

1 174 

303 

44 

NONE. 

9 852 

4 186 

4 370 

1 296 

19 963 

18 017 

1 030 

916 

CLOTHES DRYER 









GAS HEATED . 

7 905 

3 003 

4 067 

835 

13 854 

lO 416 

2 544 

894 

ELECTRICALLY HEATED. 

3 685 

697 

1 880 

1 108 

8 569 

6 061 

1 527 

981 

NONE. 

34 529 

12 876 

16 639 

5 014 

61 929 

51 749 

5 761 

4 419 

HOME FOOD FREEZER 









1 OR MORE. 

8 076 

1 958 

3 367 

2 751 

12 634 

a 476 

1 979 

2 179 

NONE. 

38 043 

14 618 

19 219 

4 206 

71 718 

59 750 

7 853 

4 115 

TELEPHONE AVAILABLE 










40 977 

14 629 

20 392 

5 956 

75 629 

60 999 

9 046 

5 584 


5 142 

1 947 

2 194 

1 001 

8 723 

7 227 

786 

710 

AUTOMOBILES AVAILABLE 










30 069 

10 215 

15 004 

4 850 

49 480 

40 025 

5 369 

4 086 


8 888 

3 297 

3 898 

1 693 

18 148 

13 062 

3 423 

1 663 

3 OR MORE. . 

1 158 

367 

645 

146 

1 848 

1 583 

202 

63 

NONE. 

6 004 

2 697 

3 039 

268 

14 876 

13 556 

838 

482 

AIR CONDITIONING 









ROOM UNITi 










4 422 

1 901 

2 143 

378 

11 319 

9 030 

1 904 

385 

2 OR MORE. 

1 027 

404 

501 

122 

2 516 

2 027 

408 

81 

CENTRAL SYSTEM . 

775 

272 

440 

63 

1 971 

1 407 

446 

118 

NONE. 

39 895 

13 999 

19 502 

6 394 

68 546 

55 762 

7 074 

5 710 

television SETS 










38 815 

13 361 

19 241 

6 213 

70 063 

56 544 

8 096 

5 423 

2 OR MORE. 

4 690 

2 236 

2 163 

291 

7 538 

5 780 

1 315 

443 

NONE. 

2 614 

979 

1 182 

453 

6 751 

5 902 

421 

42B 

RADIO sets 










24 912 

a 60 a 

12 096 

4 208 

46 085 

3? 649 

4 826 

3 610 

2 OR MORE. 

19 076 

7 276 

9 236 

2 564 

33 242 

26 301 

4 602 

2 339 

NONE. 

2 131 

692 

1 254 

185 

5 025 

4 276 

404 

345 
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Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Coa 

[Based on sample; see text. “U” denotes an unincorporated place] 


Hciiting Fuel 
Water Heat. Fuel 
Cooking Fuel 
Cloches Washing 
Machine 
Cloches Dryer 


Home Food Fcecacr 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Teicvisiim Sets 
Radio Secs 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 

DUBUQUE 

OMAHA 


DUBUQUE 

Urban 

BALANCE 

RURAL 

THE 

AREA 

NEBRASKA 

PORTION 

IOWA PORTION 

TOTAL 

POTTA¬ 

WATTAMIE 

COUNTY 

COUNCIL 

BLUFFS 

urban 

BALANCE 

RURAL 

ALL OCCUPIED UNITS . 

21 142 

15 524 

990 

4 628 

136 645 

111 749 

24 896 

16 981 

1 313 

6 602 

HEATING fuel 



■ 








UTILITY GAS. 

5 367 

4 975 


42 

98 015 

79 634 

18 381 

15 866 

722 

1 793 

FUEL OIL. KEROSENE. ETC. 

12 640 

8 850 


3 335 

28 898 

25 070 

3 828 

432 

512 

2 884 

COAL OR COKE . .... 

2 087 

1 294 


678 

4 422 

3 496 

926 

335 

40 

5S1 

ELECTRICITY. 

f “ t 

» ■ • 

• • • 

« • • 

158 

101 

57 

42 

• • • 

15 

BOTTLED. TANK. OR LP GAS . 

782 

283 

70 

429 

4 448 

2 948 

1 500 

242 

39 

1 219 

OTHER FUEL . 

225 

81 

• • • 

144 

642 

459 

183 

43 

• • • 

140 

NONE . 

41 

41 

.. . 


62 

41 

21 

21 

... 

. .. 

WATER heating FUEL 




■n 







UTILITY GAS. ....... . , . 

7 393 

7 113 

280 


107 356 

89 697 

17 659 


704 

1 746 

ELECTRICITY. 

8 831 

5 432 

438 


15 773 

12 995 

2 778 


493 

1 7B9 

COAL OR COKE . 

81 

61 

• • • 

20 

569 

482 

87 


• • I 

44 

BOTTLED. TANK. OR LP GAS . 

1 612 

778 

159 

675 


4 372 

2 238 


39 

1 916 

FUEL OIL. kerosene. ETC . 

766 

471 

91 

204 


919 

115 

60 

1 • « 

55 

OTHER FUEL .. . 

36 

36 

• • t 

• • • 


120 

• t I 

• • • 

• • * 

1 « « 

NONE . 

2 423 

1 633 

22 

768 

5 183 

3 164 

2 019 

890 

77 

1 QS2 

COOKING FUEL 











UTILITY GAS. 

a 246 

a 035 

211 

• • • 

88 500 

72 225 

16 275 

14 039 

684 

1 SS2 

ELECTRICITY. 

7 103 

5 005 

395 

1 703 

3S 332 

30 655 

4 677 

2 365 

417 

1 895 

BOTTLED, tank. OR LP GAS . 

5 019 

1 917 

384 

2 718 

10 486 

7 066 

3 420 

471 

192 

2 7S7 

FUEL OIL. KEROSENE. ETC. 

211 

149 


62 

378 

340 

38 

• f 1 


16 

COAL OR COKE... 

39 

16 


21 

528 

326 

202 

43 



OTHER FUEL . 

207 

103 


104 

481 

260 

221 

• • 1 



NONE... 

317 

297 

1 

20 

940 

877 

63 

63 



CLOTHES WASHING MACHINE 











WRINGER OR spinner . 

11 853 

7 464 

647 

3 744 

50 §81 

38 294 


7 362 

528 


AUTOMATIC OR SEMI-AUTOMATIC. 

3 826 

S 081 

252 

493 

§1 382 

43 482 


6 024 

476 


WASHER-DRYER COMBINATION . 

214 

193 

• • • 

21 

2 972 

2 229 

743 

394 

98 


NONE. 

5 247 

2 786 

91 

370 

31 710 

27 744 

3 966 


211 

554 

CLOTHES DRYER 











GAS heated . . . 

1 124 

803 

92 

229 

16 366 

13 04B 

3 318 


96 

643 

ELECTRICALLY HEATED. 

4 141 

2 928 

185 

1 028 

21 860 

18 004 

3 856 


436 

1 060 

NONE. 

15 877 

11 793 

713 

3 371 

98 419 

80 697 

17 722 

12 042 

781 

4 899 

HOME FOOD FREEZER 











1 OR MORE.. • 

5 542 

2 432 

41S 

2 695 

23 264 

17 466 


2 198 

273 

3 325 

NONE. 

15 600 

13 092 

575 

1 933 

113 381 

94 281 


14 783 

1 040 

—1 

TELEPHONE AVAILABLE 










HI 


18 994 

14 199 

882 

3 913 

123 600 

101 196 

22 404 

13 228 

1 187 



2 148 

1 325 

108 

715 

13 045 

10 553 

2 492 

1 753 

126 

■1 

AUTOMOBILES AVAILABLE 










HI 


13 415 

9 639 

625 


82 355 

66 569 

15 786 

10 393 

1 020 



3 360 

2 101 

296 


25 180 

20 518 

4 662 

2 803 

253 


3 OR MORE. 

468 

262 

• • « 

206 

3 248 


489 

331 

• • • 

158 

NONE. 

3 899 

3 522 

69 

308 

25 862 


3 959 

3 454 

40 


AIR CONDITIONING 











ROOM UNITi 












1 359 

1 140 

93 

126 

26 813 


3 884 

3 172 

233 


2 OR MORE. 

264 

264 

• I • 

• t • 

6 965 


731 

613 

60 


CENTRAL SYSTEM . 

242 

198 

44 

« • « 

6 155 


497 

322 

38 


NONE. 

19 277 

13 922 

853 

4 502 

94 712 

74 928 

19 784 

12 874 



TELEVISION SETS 










^^H 


17 035 

12 174 

851 

4 010 

ill 47§ 

90 590 

20 885 

13 933 



2 OR MORE. 

1 023 

SU 

47 

165 

13 019 

U 425 

1 594 

1 200 

98 

296 

NONE. 

3 084 

2 539 

92 

453 

12 151 

9 734 

2 417 

1 848 

58 

511 

RADIO sets 












12 722 

8 728 

644 

3 350 

81 47§ 

66 360 

15 115 

10 063 

802 

4 2S0 

2 OR MORE. 

7 671 

6 152 

323 

1 196 

43 386 

35 423 

7 963 

5 617 

413 

1 933 

NONE. 

749 

644 

23 

82 

11 784 

9 966 

1 BIB 

1 301 

98 

419 
























































































































STANDARD metropolitan STATISTICAL AREAS—CON 


SUBJECT 


ALL OCCUPIED UNITS. 


HEATING FUEL 


UTILITY GAS. 

fuel oil I KEROSENE) ETC. 

COAL OR COKE. 

ELECTRICITY. 

BOTTLED) TANK) OR LP GAS 

OTHER FUEL. 

NONE .. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE. 

BOTTLED) TANK) OR LP GAS 
FUEL OIL) KEROSENE) ETC. 

OTHER FUEL. 

NONE .. 


COOKING FUEL 


UTILITY GAS. 

electricity. 

BOTTLED) TANK) OR LP GAS 
FUEL OIL) KEROSENE) ETC. 

COAL OR COKE. 

OTHER FUEL. 

NONE . . 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER. 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE • . . 


CLOTHES DRYER 


GAS heated . ... . 
electrically HEATED, 
NONE ... 


HOME FOOD FREEZER 

1 OR MORE.. 

NONE .. 


telephone available 

YES. .. 

NO . .. 


AUTOMOBILES AVAILABLE 

1 . . • • • . 

2 . . ... 

3 OR MORE.. 

NONE ... 


AIR CONDITIONING 

ROOM UNITi 

2 OR more.. 

CENTRAL SYSTEM. 

NONE. 


TELEVISION SETS 

1 .. • .. 

2 OR MORE. 

NONE. 


RADIO SETS 


1 . . • 

2 OR MORE 
NONE • • 


SIOUX CITY 

WATE 

RLOO 


THE area 




the area 





SIOUX 

urban 

RURAL 

_ 

WATERLOO 

urban 

rural 

WOODBURY 

CITY 

balance 


slack HAWK 


balance 


COUNTY 




county 




33 243 

27 791 

264 

5 188 

35 498 

21 970 

a 365 

5 163 

23 298 

22 941 

183 

174 

15 822 

12 145 

3 373 

304 

6 996 

3 433 

81 

3 484 

14 704 

7 156 

4 106 

3 442 

1 521 

837 

• • • 

684 

3 122 

2 068 

384 

670 

62 

43 

• « • 

19 

97 

97 

• • • 

• ft 

1 085 

475 

• • • 

610 

1 508 

418 

483 

607 

279 

62 

• • • 

217 

208 

86 

19 

103 


• • • 

• • • 

• • • 

20 

• • • 

... 

20 

24 634 

24 297 

183 

154 

22 817 

17 973 

4 383 

461 

3 643 

556 

61 


4 390 

876 

1 556 

1 958 

172 

152 



354 

236 

59 

59 

1 946 

965 

20 


4 164 

1 019 

1 385 

1 760 

311 

213 

* • • 

98 

1 636 

865 

517 

254 

83 

43 

• • • 

40 

127 

86 

f • • 

41 

2 454 

1 565 


BB9 

1 993 

915 

465 

613 

24 028 

23 651 

183 

194 

20 072 

16 233 

3 398 

441 

4 037 

2 513 

• • • 

1 524 

8 399 

3 953 

2 911 

1 535 

4 581 

1 363 

81 

3 137 

6 588 

1 484 

2 038 

3 066 

79 

21 

• • • 

58 

62 

44 

Is 

« f • 

78 

58 

• • • 

20 

61 

41 

• • • 

20 

296 

41 

• • • 

255 

176 

92 

• • • 

84 

144 

144 

• • • 

• • • 

123 

123 

• • • 


17 739 

13 617 

122 

4 000 

16 712 

10 165 

3 343 

3 204 

8 644 

7 888 

SO 

876 

12 735 

7 654 

3 653 

1 426 

269 

229 

21 

19 

587 

419 

83 

85 

6 391 

6 057 

41 

293 

5 447 

3 732 

1 284 

431 

3 139 

2 693 

40 

406 

3 963 

2 440 

8B9 

634 

1 978 

1 313 

• • • 

665 

4 893 

2 339 

1 504 

1 050 

28 126 

23 785 

224 

4 117 

26 625 

17 191 

3 972 

3 462 

4 906 

3 105 

40 

1 761 

8 514 

4 333 

1 815 

2 366 

28 337 

24 686 

224 

3 427 

26 967 

17 637 

6 550 

2 780 

29 247 

24 942 

224 

4 081 

32 129 

19 917 

7 611 

4 601 

3 996 

2 849 

40 

1 107 

3 369 

2 053 

754 

562 

20 905 

16 907 

203 

3 795 

22 494 

13 559 

5 268 

3 667 

5 243 

4 482 

20 

741 

7 759 

4 380 

2 331 

1 048 

591 

491 

■ « • 

•lOO 

1 039 

552 

297 

190 

6 504 

5 911 

41 

552 

4 189 

3 479 

469 

241 

4 095 

3 760 

20 

315 

2 277 

1 533 

507 

237 

575 

419 

• ■ • 

156 

378 

258 

59 

61 

1 090 

1 050 

• • • 

40 

915 

724 

191 

• W t 

27 483 

22 562 

244 

4 677 

31 911 

19 455 

7 608 

4 B48 

28 024 

23 157 

244 

4 623 

30 2aB 

18 477 

7 379 

4 432 

2 387 

2 249 

20 

118 

2 580 

1 852 

479 

249 

2 832 

2 385 

• • • 

447 

2 613 

1 641 

■ 507 

465 

20 724 

16 893 

203 

3 628 

19 399 

12 232 

4 258 

2 909 

9 168 


41 

1 150 

14 187 

8 478 

3 643 

2 066 

3 351 


20 

410 

1 895 

1 260 

464 

171 
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Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Baaed on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Ait Conditioning 
Television Sets 
Radio Sets 


URBANIZED AREAS 


SUBJECT 

CEDAR 

RAPIDS 

DAVENPORT-ROCK ISLAND- 
MOLINE 

DES 

MOINES 

DUBUQUE 

SIOUX CITY 

WATERLOO 


IOWA 

PORTION 

TOTAL 

IOWA 

PORTION 

TOTAL 

IOWA 

PORTION 

ALL OCCUPIED UNITS . 

33 

372 

69 

872 

30 

710 

7? 

221 

16 

308 

15 

720 

30 

379 

28 

035 

30 335 

HEATING FUEL 


















UTILITY GAS. 

27 

657 

55 

879 

24 

830 

63 

540 

4 

975 

4 

975 

25 

170 

23 

124 

15 518 

FUEL OlLi KEROSENEi ETC. 

3 

375 

6 

084 

2 

175 

7 

095 

9 

476 

9 

024 

3 

779 

3 

514 

11 262 

COAL OR COKE . 

1 

229 

6 

687 

3 

217 

4 

802 

1 

429 

1 

316 


837 


837 

2 452 

ELECTRICITY. 


20 


42 


• • • 


105 


« t • 


• • • 


43 


43 

97 

Bottled t tanki or lp gas . 


498 


945 


413 

1 

568 


283 


283 


4B8 


475 

901 

OTHER FUEL. 


593 


201 


59 


91 


104 


SI 


62 


62 

105 

NONE. 


... 


34 


16 


20 


41 


41 


f • • 


• • • 

• • • 

WATER heating FUEL 


















UTILITY GAS. 

28 

525 

60 

953 

26 

634 

66 

681 

7- 

113 

7 

113 

26 

289 

24 

480 

22 356 

ELECTRICITY. 

2 

602 

2 

498 

1 

095 

3 

192 

5 

924 

5 

519 


749 


617 

2 432 

COAL OR COKE . 


62 


660 


279 


666 


84 


61 


152 


152 

295 

BOTTLEOi TANKi OR LP GAS . 

1 

048 

2 

361 

1 

185 

2 

420 


890 


821 

1 

020 


985 

2 404 

FUEL OlLi KEROSENEi ETC. 


233 


371 


162 


389 


537 


515 


213 


213 

1 382 

OTHER FUEL... 


143 


20 


20 


61 


36 


36 


43 


43 

86 

NONE. 


759 

3 

009 

1 

335 

3 

812 



1 

655 

1 

913 

1 

565 

1 360 

COOKING fuel 


















UTILITY GAS. 

23 

347 

57 

899 

25 

037 

59 

067 



B 

035 

25 

644 

23 

834 

19 631 

ELECTRICITY. 

7 

737 

7 

816 

3 

752 

13 

962 

5 

251 

5 

027 

2 

808 

2 

513 

6 864 

BOTTLED 1 TANK. OR LP GAS. 

1 

680 

3 

662 

1 

677 

3 

509 

2 

409 

2 

091 

1 

613 

1 

444 

3 522 

FUEL OlUi KEROSENEi ETC. 


• • . 


62 


• • • 


118 


195 


149 


43 


2L 

62 

COAL OR COKE.. 


41 


181 


85 


132 


18 


18 


58 


58 

41 

OTHER FUEL ... . 


58 


45 


• • • 


117 


103 


103 


41 


41 

92 

NONE. 


509 


207 


159 


316 


297 


297 


172 


144 

123 

CLOTHES WASHING MACHINE 


















WRINGER OR SPINNER . 

11 

530 

26 

158 

11 

153 

24 

500 

7 

691 

7 

596 

14 

989 

13 

739 

13 508 

AUTOMATIC OR SEMI-AUTOMATIC . 

13 

932 

26 

536 

11 

920 

32 

297 

5 

258 

5 

124 

B 

478 

7 

968 

11 309 

washer-dryer COMBINATION . 


944 

1 

711 


726 

1 

477 


216 


193 


264 


250 

502 

NONE . 

6 

966 

15 

467 

6 

911 

IB 

947 



2 

607 

6 

648 

6 

098 

5 Q16 

clothes ORYER 


















GAS HEATED . 

5 

372 

12 

718 

5 

648 

12 

700 




803 

2 

885 

2 

733 

3 329 

ELECTRICALLY HEATED .. 

4 

498 

5 

032 

2 

455 

7 

489 



2 

950 

1 

415 

1 

313 

3 B43 

NONE. 

23 

502 

52 

122 

22 

607 

37 

032 

12 

442 

11 

967 

26 

079 

24 

009 

23 163 

HOME FOOD FREEZER 



















6 

047 

9 

630 

4 

305 

10 

335 

2 

565 

2 

47S 

3 

374 

3 

145 

6 14s 

NONE. 

27 

325 

60 

242 

26 

405 

66 

BB6 

13 

743 

13 

245 

27 

003 

24 

910 

24 187 

TELEPHONE AVAILABLE 



















31 

Oil 

63 

071 

28 

050 

69 

261 

14 

924 

14 

387 

27 

143 

23 

166 

27 528 


2 

361 

6 

801 

2 

660 

7 

960 

1 

384 

1 

333 



2 

889 

2 807 

AUTOMOBILES AVAILABLE 



















20 

421 

44 

158 

18 

939 

44 

915 

10 

109 

9 

726 

IS 

634 

17 

110 

18 827 


6 

988 

12 

960 

5 

765 

16 

246 

2 

256 

2 

210 

4 

872 

4 

502 

6 711 

3 OR MORE. 


787 

1 

837 


825 

1 

746 


262 


262 


532 


491 

849 

NONE. 

5 

176 

10 

917 

5 

lai 

14 

314 

3 

681 

3 

522 

6 

341 



3 948 

AIR CONDITIONING 
















1 


ROOM UNiTi 

3 

047 

7 

574 

3 

530 

10 

834 

1 

140 

1 

140 

4 

066 



2 040 

Z OR MORE. 


791 

1 

812 


907 

2 

395 


286 


264 


4S5 


419 

317 

CENTRAL SYSTEM . 


637 

1 

220 


508 

1 

853 


219 


219 

1 

094 

1 

050 

915 

NONE. 

ZB 

897 

59 

266 

25 

765 

62 

139 

14 

663 

14 

097 

24 

764 

22 

806 

27 063 

TELEVISION SETS 



















2? 

792 

58 

395 

25 

793 

63 

923 

12 

778 

la 

370 

25 

502 

23 

401 

25 856 

2 OR MORE .. • 

3 

035 

6 

787 

2 

388 

7 

035 


855 


811 

2 

406 

2 

269 

2 331 

NONE ... 

2 

545 

4 

690 

2 

529 

6 

263 

2 

675 

2 

539 

2 

471 

2 

385 

2 148 

RADIO SETS 



















IB 

BB4 

37 

140 

16 

436 

41 

838 

9 

311 

6 

881 

18 

774 

17 

096 

16 490 

2 OR MORE .. 

12 

760 

28 

624 

12 

112 

30 

703 

6 

330 

6 

195 

8 

415 

8 

016 

12 121 

NONE . 

1 

72s 

4 

108 

2 

162 

4 

6B0 


667 


644 

3 

190 

2 

941 

1 724 
































































































STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 


cedar 

RAPIDS 


DAVENPORT-ROCK ISLAND-MOLINE 

THE 

AREA 

LINN 

COUNTY 

CEOAR 

RAPIDS 

URBAN 

balance 

rural 

The 

AREA 

IOWA PORTION 

TOTAL 

SCOTT 

county 

daven¬ 

port 

urban 

BALANCE 

RURAL 

VALUE 










OWNER OCCUPIED . 

25 245 

16 952 

2 970 

3 323 

47 154 

19 9D2 

15 266 

2 472 

2 164 

LESS THAN SSiOOO . 

1 039 


103 

479 

1 989 

641 

262 

49 

330 

55,000 TO $7,400 ... 

2 049 


186 

565 

3 869 

1 155 

728 

p] 

370 

$7,500 TO $9,900 . 

3 D64 


296 

584 

6 200 

2 154 

1 667 


369 

$10,000 TD $12,400 . 

4 450 

3 302 

546 

602 

9 401 

3 960 

3 211 


415 

$12,500 TO $14,900 . 

5 163 

4 040 

669 

454 

8 882 

3 836 

3 137 

466 

233 

$15,000 TO $17,400 . 

4 D77 

3 269 

567 

241 

6 002 

3 078 

2 510 

391 

177 

$17,500 TO $19,900 . 

2 281 

1 813 

328 

140 

3 680 

1 886 

1 562 

209 

115 

$20,000 TO $24,900 . 

1 734 

1 398 

207 

129 

3 774 

1 721 

1 224 

417 

80 

$25,000 TO $34,900 . 

895 

775 

56 

64 

2 106 

900 

625 

228 

47 

$35,000 OR MORE. 

493 

416 

12 

65 

1 251 

571 

340 

203 

28 

median . DOLLARS . 

13 500 

13 900 

13 800 

10 100 

13 100 

13 800 

13 900 

16 400 

10 100 

VACANT AVAILABLE FOR SALE. 

242 

156 

49 

37 

515 

246 

136 

72 

38 

LESS THAN $5,000 . 

22 

2 

• • t 

20 

29 

18 

4 

4 

10 

$5,000 TO $9,900 . 

20 

11 

-ft 

9 

67 

36 

16 

• t « 

20 

$10,000 TO $14,900 . 

57 

37 

16 

4 

140 

46 

26 

12 

8 

$15,000 TO $19,900 . 

91 

59 

26 

4 

134 

56 

34 

22 

• t f 

$20,000 TO $24,900 .. . . 

24 

19 

5 

• f • 

70 

4a 

33 

15 

• t « 

$25,000 OR MORE. ...... . 

28 

2B 

... 

... 

75 

42 

23 

19 

... 

median PRICE ASKED . DOLLARS . 

16 200 

17 400 

... 

... 

15 800 

17 100 

18 200 

... 

... 

GROSS RENT 










RENTER OCCUPIED. 

11 601 

9 174 

1 005 

1 422 

25 617 

11 425 

9 933 

699 

793 

LESS THAN $20. .... . 

16 

12 

• t t 

4 

65 

35 

27 

4 

4 

$20 TO $29 . 

225 

209 

4 

12 

435 

186 

157 

4 

25 

$30 TO $39 . 

592 

547 

13 

32 

1 182 

531 

461 

40 

30 

$40 TO $49 . 

848 

707 

60 

81 

2 083 

874 

759 

44 

71 

$50 TO $59 . 

1 096 

844 

75 

177 

2 900 

1 260 

1 156 

19 

85 

$60 TO $69 . 

1 449 

1 145 

94 

210 

3 865 

1 574 

1 400 

59 

115 

$70 TO $79 . 

1 489 

1 140 

154 

195 

4 047 

1 896 

1 702 

86 

108 

$B0 TO $99 . 

2 709 

2 214 

208 

287 

5 568 

2 548 

2 232 

129 

187 

$100 TO $119 . 

1 301 

991 

173 

137 

2 695 

1 266 

1 077 

118 

71 

$120 TO $149 . 

823 

623 

132 

68 

1 343 

632 

502 

108 

22 

$150 TO $199 . 

363 

313 

38 

12 

297 

170 

142 

24 

4 

$200 OR MORE . 

56 

40 

4 

12 

52 

32 

8 

16 

8 

NO CASH RENT . . . 

634 

389 

50 

195 

1 085 

421 

3i0 

48 

63 

MEDIAN . DOLLARS . 

78 

78 

88 

75 

74 

75 

75 

90 

73 

CONTRACT RENT 










RENTER OCCUPIED. 

11 601 

9 174 

1 005 

1 422 

25 617 

11 425 

9 933 

699 

793 

LESS THAN $20 . 

66 

28 

4 

36 

232 

123 

65 

8 

50 

$20 TO $29.. 

393 

268 

14 

111 

1 238 

453 

337 

12 

104 

$30 TO $39 . 

927 

702 

43 

182 

2 152 

937 

778 

56 

103 

$40 TO $59 . 

2 605 

2 024 

216 

445 

6 950 

2 843 

2 530 

78 

235 

$60 TO $79 . 

3 518 

2 862 

351 

305 

9 196 

4 179 

3 792 

207 

180 

$80 TO $99 .... . 

2 086 

1 821 

165 

100 

3 17B 

1 624 

1 432 

155 

37 

$100 TO $149 . 

1 153 

959 

158 

36 

1 483 

779 

651 

115 

13 

$150 OR MORE .. 

137 

121 

4 

12 

103 

66 

38 

20 

8 

NO CASH RENT . 

634 

389 

50 

195 

1 085 

421 

310 

48 

63 

median . DOLLARS . 

68 

70 

72 

53 

63 

65 

65 

77 

50 

VACANT AVAILABLE FOR RENT . 

316 

270 

25 

21 

1 106 

489 

396 

47 

46 

LESS Than $30 . 

22 

16 

• • • 

4 

75 

19 

19 


• • • 

$30 TO $39 . 

45 

38 

3 

4 

118 

39 

35 

• • • 

4 

$40 TO $59 . 

74 

58 

3 

13 

342 

149 

121 

• • • 

28 

$60 TO $79 . 

90 

77 

13 

t • • 

345 

148 

131 

8 

9 

$80 TO . .. 

39 

33 

6 

« # • 

115 

73 

60 

8 

5 

$100 TO $119 ... 

24 

24 


« t • 

44 

25 

18 

7 

• • • 

$120 OR MORE . 

22 

22 


• # • 

67 

36 

12 

24 

• • t 

MEDIAN RENT ASKED (DOLLARS) 1 










vacant available for rent . 

63 

64 


• • • 

61 

65 

63 

t • f 

• • * 

WITH ALL utilities IN RENT . 

• • • 

• • • 


• « • 

57 

• • • 

• • • 

t • • 

« • • 

WITH SOME OR NO UTILITIES IN RENT. . . 

• • • 

• • . 


• • • 

61 

66 

65 

... 

... 

DURATION OF VACANCY 










vacant available for sale . 

240 

150 

49 

41 

510 

228 

118 

72 

38 

LESS THAN 4 MONTHS . 

194 

129 

49 

16 

309 

146 

72 

52 

22 

4 UP TO 6 MONTHS .. 

• • • 

• • # 

• • • 

ft- 

41 

20 

8 

4 

8 

6 MONTHS OR MORE . 

46 

21 

... 

25 

160 

62 

38 

16 

8 

VACANT available FOR RENT. 

369 

306 

25 

38 

1 093 

487 

382 

47 

58 

LESS THAN 1 MONTH. 

190 

183 

3 

4 

456 

248 

216 

28 

4 

1 UP TO 4 months . 

126 

89 

16 

21 

434 

157 

112 

7 

38 

4 UP TO 6 months . 

10 

• • • 

6 

4 

27 

12 

4 

• t f 

8 

6 MONTHS OR MORE.. 

43 

34 

... 

9 

176 

70 

50 

12 

8 
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Table 17. Financial Characteristics and Duration op Vacancy, for SMSAs, Constituent Counties, Value Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; Gross Rent Duration of Vacancy 

1960—Con. 

[Some data based on sample; median not shown where base Is insufficient; see text. "U" denotes an unincorporated place. Plus (-{-) or 
minus ( — ) after number indicates median above or below that number] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 

DAVENPORT-ROCK ISLAND-MOLINE— 

CON. 


DES 

MOINES 



ILLINOIS 

PORTION 



DES 

MOINES 

URBAN 

BALANCE 

RURAL 

TOTAL 

ROCK ISLAND 
COUNTY 

ROCK 

ISLAND 

URBAN 

BALANCE 

RURAL 

POLK 

COUNTY 

VALUE 









OWNER occupied . 

27 252 

9 261 

14 426 

3 565 

54 166 

43 065 

8 122 

2 979 

LESS Than ssiOOO . 

1 348 

265 

687 

396 

3 400 

2 593 

485 

322 

$5i000 TO S7|400 . 

2 714 

598 

1 488 

628 

6 430 

5 045 

893 

492 

$7i500 TO $9i900 . 

4 046 

1 192 

2 254 

600 

8 885 

7 598 

749 

538 

SlOiOOo TO $12(400 . 


1 906 

2 771 

764 

10 O9O 

a 678 

909 

503 

$12(500 TO $14(900 . 


1 941 

2 652 

453 

8 359 

6 929 

1 011 

419 

$15(000 TO $17(400 . 


1 112 

1 553 

259 

6 430 

5 033 

1 172 

225 

$17(500 TO $19(900 . 


655 

1 001 

138 

4 214 

2 948 

1 132 

134 

$20(000 TO $24(900 . 

2 053 

812 

1 025 

216 

3 446 

2 327 

940 

179 

$25(000 TO $34(900 . 

1 206 

507 

605 

94 

2 003 

1 220 

659 

124 

$35(000 OR MORE. 

680 

273 

390 

17 

909 

694 

172 

43 

MEDIAN . DOLLARS ( 

12 500 

13 400 

12 500 

10 500 

12 100 

11 800 

15 000 

10 700 

VACANT AVAILABLE FOR SALE. 

269 

75 

148 

46 

1 203 

856 

231 

116 

LESS THAN $5(000 . 

11 

2 

9 

• • • 

134 

92 

16 

26 

$5(000 TO $9(900 . 

31 

8 

9 

14 

279 

194 

34 

51 

$10(000 TO $14(900 .. . 

94 

22 

66 

6 

283 

234 

36 

13 

$15(000 TO $19(900 . 

78 

19 

33 

26 

324 

243 

75 

6 

$20(000 TO $24(900 . 

22 

5 

17 

• • • 

117 

55 

42 

20 

$25(000 OR MORE. 

33 

19 

14 

... 

66 

38 

28 


MEDIAN PRICE ASKED . DOLLARS , 

14 900 

16 400 

... 

... 

13 300 

13 000 

17 900 

... 

GROSS RENT 









renter occupied. 

14 192 

6 320 

6 710 

1 162 

24 039 

21 787 

1 330 

922 

LESS THAN $20. 

30 

4 

14 

12 

95 

75 

12 

8 

$20 TO .. 

249 

103 

126 

20 

546 

524 

10 

12 

$30 TO $39 . 

651 

324 

280 

47 

1 529 

1 442 

49 

38 

$40 TO $49 . 

1 209 

488 

633 

88 

2 204 

2 032 

81 

91 

$50 TO $59 ..... . 

1 640 

752 

758 

130 

2 915 

2 693 

117 

105 

$60 TO ... , 

2 291 

1 070 

1 081 

140 

3 368 

3 091 

154 

123 

$70 TO $79 . 

2 151 

974 

1 011 

166 

3 027 

2 745 

J.53 

129 

$80 TO $99 . 

3 020 

1 377 

1 391 

252 

4 198 

3 857 

225 

116 

$100 To $119 .... . 

1 429 

621 

728 

80 

2 425 

2 150 

198 

77 

$120 To $149 . 

711 

313 

358 

40 

1 542 

1 380 

105 

57 

$150 TO $199 .... . 

127 

68 

47 

12 

664 

540 

100 

24 

$200 OR MORE . 

20 

S 

12 

t • • 

184 

170 

10 

4 

NO cash RENT.. ... 

664 

218 

271 

175 

1 342 

1 088 

116 

138 

MEDIAN . DOLLARS . 

73 

73 

73 

73 

72 

72 

82 

71 

contract rent 









RENTER occupied. 

14 192 

6 320 

6 710 

1 162 

24 039 

21 787 

1 330 

922 

LESS THAN $20. 

109 

23 

38 

48 

250 

212 

17 

21 

$20 TO $29 . 

7B5 

297 

393 

95 

927 

761 

62 

104 

$30 TO $39 . 

1 215 

505 

512 

198 

2 035 

1 800 

94 

141 

$40 TO $59 . 

4 107 

1 640 

2 0B5 

382 

6 131 

5 605 

262 

264 

$60 TO $79 . 

5 017 

2 443 

2 366 

208 

7 276 

6 733 

386 

157 

$80 TO $99 ... . 

1 554 

800 

718 

36 

3 346 

3 107 

197 

42 

$100 TO $149 . 

704 

378 

306 

20 

2 354 

2 148 

170 

36 

$150 OR MORE . 

37 

16 

21 

• • • 

37a 

333 

26 

19 

NO CASH RENT . 

664 

210 

271 

175 

1 342 

1 088 

116 

138 

MEDIAN . DOLLARS . 

62 

64 

61 

47 

65 

65 

68 

SO 

VACANT AVAILABLE FOR RENT. 

617 

267 

249 

101 

1 926 

1 687 

172 

67 

LESS THAN S30. 

56 

15 

16 

23 

102 

84 

10 

a 

$30 TO $39 . 

79 

25 

32 

22 

186 

172 

8 

6 

$40 TO $59 . . . . 

193 

82 

71 

40 

602 

518 

47 

37 

$60 TO $79 . . . . 

197 

88 

93 

16 

543 

493 

37 

13 

$80 TO $99 . 

42 

2B 

14 

1 • • 

216 

203 

10 

3 

$100 To Sli9 .. . 

19 

14 

5 

• « t 

125 

122 

3 

• • • 

$120 OR MORE . 

31 

15 

16 

• • • 

152 

95 

57 

• • • 

MEDIAN RENT ASKED (DOLLARS) 1 









VACANT AVAILABLE FOR RENT . 

57 

62 

61 

1 • * 

62 

63 

ft* 


WITH ALL utilities IN RENT . 

• • • 

• • • 

« • ■ 

• • • 

57 

57 

• • • 


WITH some or no UTILITIES IN RENT. . . 

56 

• • • 

... 

• ■ • 

65 

68 

... 

. .. 

DURATION OF VACANCY 









VACANT AVAILABLE FOR SALE. 

2S2 

76 

148 

58 

1 298 

931 

235 

132 

LESS THAN 4 MONTHS . 

163 

34 

109 

20 

901 

660 

171 

70 

4 UP TO 6 MONTHS . 

21 

8 

« t • 

13 

153 

87 

38 

28 

6 MONTHS OR MORE . 

98 

34 

39 

25 

244 

184 

26 

34 

VACANT AVAILABLE FOR RENT. 

606 

240 

249 

117 

1 952 

1 687 

172 

93 

LESS THAN 1 MONTH* . 

208 

98 

76 

34 

624 

579 

45 


1 UP TO 4 MONTHS . 

277 

111 

122 

44 

898 

799 

62 

37 

4 UP TO 6 MONTHS . 

15 

• • • 

4 

11 

172 

118 

45 

9 

6 MONTHS OR MORE . 

106 

3l 

47 

28 

25a 

191 

20 

47 






































































































































































STANDARD metropolitan STATISTICAL AREAS—CON. 


SUBJECT 

DUBUQUE 

OMAHA 

THE 

AREA 

DUBUQUE 

COUNTY 

DUBU(3UE 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

NEBRASKA 

PORTION 

IOWA PORTION 

TOTAL 

POTTA¬ 

WATTAMIE 

COUNTY 

COUNCIL 

Bluffs 

URBAN 

BALANCE 

RURAL 

VALUE 
























owner occupied . . . 



9 • ■ t 


10 

817 

8 

528 

714 

1 

575 

79 

166 

64 

253 

14 

913 

11 

430 

1 

068 

2 

415 

LESS THAN SStOOO .... 



• 4 9 4 



557 


302 

39 


216 

5 

956 

4 

192 

1 

764 

1 

033 


112 


619 

SStOOO TO $7,400 .... 



9 9 9 4 


1 

062 


694 

71 


297 

10 

222 

7 

625 

2 

597 

1 

891 


168 


538 

$7i500 to $9,900 . . . . 





1 

56A 

1 

197 

110 


257 

13 

413 

10 

170 

3 

243 

2 

697 


136 


410 

$10,000 TO $12,400 . . . 





2 

038 

1 

584 

134 


320 

15 

171 

12 

024 

3 

147 

2 

599 


212 


336 

$12,500 TO $14,900 . . . 





1 

757 

1 

429 

108 


220 

11 

556 

9 

528 

2 

028 

1 

637 


180 


211 

$15,000 TO $17,400 . . . 





1 

505 

1 

287 

117 


101 

8 

033 

7 

123 


910 


723 


80 


107 

$17,500 TO $19,900 . . . 



9 9 9 4 


1 

045 


869 

76 


100 

5 

347 

4 

841 


506 


359 


76 


71 

$20,000 TO $24,900 . . . 



9 4 9 4 



799 


719 

40 


40 

4 

867 

4 

430 


437 


278 


80 


79 

$25,000 TO $34,900 . . , 






287 


256 

15 


16 

2 

901 

2 

721 


180 


136 


12 


32 

$35,000 OR MORE . 



9 9 9 4 



203 


191 

4 


6 

1 

700 

1 

599 


101 


77 


12 


12 

MEDIAN . 

. . . 

• 

DOLLARS 

• 

12 

800 

13 

400 

12 600 

10 

100 

11 

600 

12 

100 

9 

900 

10 

100 

11 

400 

7 

800 

VACANT AVAILABLE FOR 

SALE. 


9 9 9 9 



94 


86 



8 

1 

026 


892 


134 


68 


30 


36 

LESS THAN $5,000 . . . . 






3 


3 



9 9 9 


76 


43 


33 


12 


f • • 


21 

$5,000 TO $9,900 . . . . 



4 9 9 4 



20 


12 



8 


140 


104 


36 


30 


3 


3 

$10,000 TO $14,900 . . . 






8 


8 

9 9 9 


. . . 


208 


180 


28 


10 


14 


4 

$15,000 TO $19,900 . . . 



9 4 9 9 



46 


46 

9 9 9 


9 1 9 


399 


377 


22 


12 


6 


4 

$20,000 TO $24,900 . . . 



9 4 1 9 



9 


9 

9 9 9 


• . . 


71 


63 


8 


4 


■ • • 


4 

$25,000 OR MORE. . . . . 



9 4 9 4 



8 


8 



... 


132 


125 


7 


... 


7 


... 

MEDIAN PRICE ASKED . . . 

. . . 

• 

DOLLARS 

• 


... 

17 

200 

... 


... 

16 

100 

16 

600 


... 


... 


... 


... 

GROSS RENT 























RENTER OCCUPIED, . . 



4 9 9 9 


6 

509 

5 

660 

211 


638 

46 

328 

40 

456 

5 

872 

4 

775 


158 


939 

LESS THAN $20. 






8 


8 

9 9 9 


9 9 9 


215 


195 


20 


9 


• • f 


11 

$20 TO $29 . 



9 9 9 9 



226 


190 

16 


20 

1 

490 

1 

350 


140 


124 


• * t 


16 

$30 TO $39 . 






379 


348 

9 9 9 


31 

2 

505 

2 

275 


230 


211 


• • f 


19 

$40 TO $49 . 






589 


492 

29 



3 

364 

2 

880 


484 


387 


26 


71 

$50 TO $59 . 






828 


691 

37 



5 

025 

4 

200 


825 


644 


8 


173 

$60 TO $69 ....... 






860 


743 

34 



6 

052 

5 

209 


843 


745 




91 

$70 TO $79 ....... 





1 

018 


937 

17 


kvI 

5 

605 

4 

853 


752 


584 


Hfc 


149 

$80 TO $99 . 





1 

274 

1 

114 

40 


ll£] 

8 

810 

7 

651 

1 

159 


979 




132 

$100 TO $U9. 






548 


504 

8 



5 

670 

5 

063 


607 


552 




34 

$120 To $149 . 

• • • 


4 9 9 9 



232 


219 

9 



3 

548 

3 

318 


230 


215 


BE 


11 

$150 To $199 . 

• • • 


9 9 4 9 



32 


16 

9 9 9 



1 

444 

1 

399 


45 


26 


Bl 


8 

$200 OR MORE . 



9 9 4 9 



16 


12 

9 9 9 




292 


280 


12 


8 




4 

NO CASH RENT . 



4 9 9 9 



499 


386 

21 


92 

2 

308 

1 

783 


525 


291 


14 


220 

MEDIAN . 

. . . 

• 

DOLLARS 

• 


71 


72 

... 


67 


76 


77 


72 


72 


... 


68 

CONTRACT RENT 























renter OCCUPIED. . , 





6 

509 

5 

660 

211 


638 

46 

328 

40 

456 

5 

872 

4 

775 


158 


939 

LESS THAN $20. 



9 9 4 4 



113 


81 

4 


28 


423 


343 


80 


41 


• • 


39 

$20 TO $29 . 



9 9 9 4 



564 


445 

26 


91 

2 

054 

1 

745 


309 


203 


16 


90 

$30 TO $39 . 



9 9 9 9 



914 


745 

33 


136 

3 

677 

3 

227 


450 


258 


18 


174 

$40 TO $59 . 



4 9 4 9 


2 

071 

1 

787 

101 


103 

10 

717 

8 

976 

1 

741 

1 

430 


32 


279 

$60 TO $79 . 



9 9 9 4 


1 

712 

1 

636 

16 


60 

14 

050 

12 

217 

1 

833 

1 

684 


46 


103 

$80 TO $99 . 



9 9 4 4 



487 


455 

6 


24 

7 

161 

6 

423 


738 


702 


21 


15 

$100 TO $149 . 



9 9 4 4 



133 


117 

4 9 9 


16 

5 

156 

4 

977 


179 


153 


11 


15 

$150 OR MORE . 






16 


6 

4 9 9 


8 


782 


765 


17 


13 


t • 


4 

NO CASH rent . 






499 


386 

21 


92 

2 

308 

1 

783 


525 


291 


14 


220 

MEDIAN . 


• 

DOLLARS 

• 


54 


56 

... 


42 


67 


68 


61 


63 

■ 

m 


44 

VACANT AVAILABLE FOR 

RENT. 


9 9 9 4 



335 


287 

7 


41 

2 

997 

2 

692 


305 


242 

■ 

B 


54 

LESS THAN $30. 



• 9 9 4 



40 


25 

7 


8 


255 


244 


11 


7 




4 

$30 TO $39 . 



9 4 9 4 



56 


43 



13 


525 


472 


53 


35 


■HI 


18 

$40 TO $59 . 



9 9 9 4 



94 


82 



12 


753 


651 


102 


70 


HH 


32 

$60 TO $79 . 



9 4 9 4 



106 


98 



8 


718 


638 


80 


77 


3 


• • 

$80 TO $99 . 



• 9 9 4 



27 


27 



9 9 


324 


286 


38 


35 


3 


• • 

$100 TO $119 . 



14 9 4 



8 


8 



9 9 


198 


177 


21 


18 


3 


t • 

$120 OR MORE . 



9 9 9 4 



4 


4 



9 9 


224 


224 


• « • 


• 


mi 


f • • 

MEDIAN RENT ASKED (DOLLARS)* 




















BB 



vacant available for RENT. . 


9 4 9 4 



54 


58 



9 9 


59 


59 


58 


63 




• • 

WITH ALL utilities IN RENT 


9 9 9 4 



9 9 4 


4 9 9 



9 9 


47 


46 


• . . 


... 


HN 


• • • 

WITH some dr no utilities 

IN 

RENT. . 



60 


4 9 9 



9 9 


69 


70 


• • • 


... 

■ 

B 


... 

duration of vacancy 























VACANT available FOR 

sale. 


9 9 4 9 



79 


71 

9 9 9 


8 

1 

051 


888 


163 


83 


30 


50 

LESS Than 4 months . . . 

• • 


9 9 9 9 

4 


48 


48 

9 9 4 


9 9 


754 


652 


102 


53 


27 


22 

4 up TO 6 MONTHS .... 

• • 


9 9 9 9 



10 


10 

9 9 9 


9 9 9 


llO 


103 


7 


7 


... 


• • • 

6 MONTHS OR MORE .... 

. . . 

• 

.... 

• 


21 


13 

... 


1 


187 


133 


54 


23 


3 


28 

VACANT available FOR 

RENT. 


9 9 9 9 



360 


30B 

7 


1 

3 

107 

2 

784 


323 


242 


9 


72 

LESS THAN 1 MONTH. . . . 

• • 


9 9 9 9 



43 


39 

9 9 9 



1 

322 

1 

191 


131 


103 


9 


19 

1 UP TO 4 MONTHS .... 

• • 


9 9 9 9 



119 


106 

9 9 9 


13 

1 

291 

1 

182 


109 


90 


D 


19 

4 UP TO 6 months .... 

• 4 


9 9 9 4 



51 


36 

7 


8 


118 


102 


16 


9 


D 


7 

6 MONTHS OR MORE .... 

. . . 


9 9 9 9 



147 


127 

... 


20 


376 


309 


67 


40 

HI 

a 


27 
















































































































Iowa 


17-41 


Table I7.—Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, Value 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 

I960—Con, 

[Some data baaed on sample; mediM not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacincy 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS—CON. 

SIOUX CITY 

WATERLOO 

THE AREA 

WOODBURY 

county 

SIOUX 

CITY 

URBAN 

BALANCE 

RURAL 

THE AREA 

BLACK HAWK 
COUNTY 

WATERLOO 

URBAN 

BALANCE 

RURAL 

VALUE 









OWNER OCCUPIED.. , 

18 913 

17 167 

144 

1 602 

23 224 

14 954 

6 058 

2 212 

LESS THAN S5.000 .. 

2 290 

1 63b 

29 

623 

1 373 

671 

380 

322 

$5i000 TO S7i400 . 

3 708 

3 213 

17 

478 

2 928 

1 721 

777 

430 

$7i500 TO $91900 .. 

4 144 

3 B49 

30 

265 

3 889 

2 6B6 

913 

290 

$10(000 TO $12(400 . 

3 482 

3 332 

32 

118 

4 606 

3 311 

913 

382 

$12(500 TO $14(900 .. . . . 

2 268 

2 197 

27 

44 

4 134 

2 901 

922 

311 

$15(000 TO $17(400 . 

1 250 

1 200 

9 

41 

2 707 

1 586 

910 

211 

$17(500 TO $19(900 .... . 

603 

598 

# • • 

5 

1 408 

683 

612 

113 

$20(000 TO $24(900 . 

561 

545 

• • • 

16 

1 110 


382 

86 

$25(000 TO $34(900 . 

396 

388 

• • • 

8 

721 


209 

57 

$35(000 OR MORE. 

211 

207 

... 

4 

348 


40 

8 


9 600 

9 900 

... 

5 900 

11 900 

11 800 

12 600 

10 400 

VACANT available FOR SALE. 

229 

200 


29 

297 

175 

85 

37 

LESS THAN $5(000 . 

53 

24 

• • • 

29 

22 

12 

10 

• a • 

$5(000 TO $9(900 . 

72 

72 

• • • 


73 

46 

18 

9 

$10(000 TO $14(900 .. . . 

52 

52 

• t • 

9 9 9 

94 

67 

8 

19 

$15(000 TO $19(900 . 

28 

28 

• t • 

9 9 9 

70 

28 

33 

9 

$20(000 TO $24(900 .... . 

7 

7 

• 9 • 

9 9 9 

19 

12 

7 

■ » • 

$25(000 OR MORE. 

17 

17 

... 

9 9 9 

19 

10 

9 

... 

MEDIAN PRICE ASKED . DOLLARS . 

9 300 

10 400 

... 

... 

12 800 

12 200 

... 

... 

GROSS RENT 









RENTER OCCUPIED. 

10 331 

9 346 

83 

902 

8 614 

6 117 

1 876 

621 

LESS THAN $20. 

57 

53 

• • • 

4 

37 

24 

13 

• • • 

$20 TO $29 . 

618 

590 

• • • 

28 

239 

199 

15 

25 

$30 TO $39 . 

1 035 

947 

t • • 

88 

378 

278 

84 

16 

$40 TO $49 . 

1 104 

997 

• • • 

107 

847 

559 

239 

49 

$50 TO $59 . 

1 458 

1 333 

10 

115 

1 052 

763 

215 

74 

$60 TO $69 . 

1 585 

1 474 

19 

92 

1 276 

971 

249 

56 

$70 TO $79. 

1 239 

1 138 

9 

92 

1 181 

849 

264 

68 

$80 TO $99. 

1 525 

1 341 

20 

164 

1 701 

1 161 

392 

148 

$100 TO $119 . 

717 

699 

10 

8 

1 020 

800 

177 

43 

$120 TO $149 . 

298 

280 

10 

8 

356 

246 

94 

16 

$150 TO $199 . 

54 

54 

• • • 

9 9 9 

45 

37 

8 

• • • 

$200 OR MORE . 

20 

20 

9 • • 

9 9 9 

11 

11 

t • • 

* • • 

NO CASH RENT . 

621 

420 

5 

196 

471 

219 

126 

126 

MEDIAN . DOLLARS . 

64 

64 

... 

61 

72 

72 

72 

74 

CONTRACT RENT 









renter OCCUPIED . 

10 331 

9 346 

83 

902 

8 614 

6 117 

1 876 

621 

LESS THAN $20 . 

202 

143 

t • ■ 

59 

96 

53 

21 

22 

$20 TO $29 . 

1 029 

841 

5 

,183 

604 

321 

206 

77 

$30 TO $39 . 

1 520 

1 340 

• » • 

180 

653 

462 

125 

66 

$40 TO $59... 

3 439 

3 254 

25 

160 

2 808 

1 953 

657 

19S 

$60 TO $79.. . 

2 407 

2 349 

38 

20 

2 856 

2 214 

538 

104 

$80 TO $99 . 

746 

632 

10 

104 

817 

641 

148 

28 

$100 TO $149 . 

334 

334 

9 9 9 

9 9 9 

294 

243 

SI 

• • 9 

$150 OR MORE . 

33 

33 

9 9 9 

9 9 9 

15 

11 

4 

• • « 

NO CASH RENT . 

621 

420 

5 

196 

471 

219 

126 

126 

MEDIAN . DOLLARS . 

53 

54 

... 

36 

59 

61 

57 

49 

VACANT AVAILABLE FOR RENT. 

901 

738 

9 9 9 

163 

653 

469 

144 

20 

LESS THAN $30. 

93 

73 

9 9 9 

20 

61 

35 

22 

4 

$30 TO $39 . 

141 

128 

9 9 9 

13 

52 

37 

8 

7 

$40 TO $59 . 

251 

242 

9 9 9 

9 

247 

187 

56 

4 

$60 TO $79 . 

140 

140 

9 9 9 

9 9 9 

230 

178 

47 

5 

$60 TO $99 . 

198 

77 

9 9 9 

121 

40 

32 


• • • 

$100 To $119 ... 

45 

45 

9 9 9 

9 9 9 

15 

12 


• • • 

$120 OR MORE . 

33 

33 

9 9 9 

9 9 9 

8 

8 


• • • 

MEDIAN RENT ASKED (DOLLARS)! 









vacant available FOR RENT . 

57 

54 

9 9 9 

9 9 9 

58 

59 


• • • 

WITH ALL UTILITIES IN RENT . 

57 

48 

9 9 9 

9 9 9 

52 

51 


• t « 

WITH SOME OR NO UTILITIES IN RENTi . . 

50 

54 

9 9 9 

9 9 9 

60 

63 


• • • 

DURATION OF VACANCY 









VACANT AVAILABLE FOR SALE . 

232 

190 

9 9 9 

42 

318 

191 

90 

37 

LESS THAN 4 MONTHS . 

128 

120 

9 9 9 

8 

207 

108 

67 

32 

4 UP TO 6 MONTHS . 

38 

34 

9 9 9 

4 

53 

45 

8 

• • • 

6 MONTHS OR MORE . 

66 

36 

... 

30 

58 

38 

15 

5 

VACANT AVAILABLE FOR RENT . 

933 

728 

9 9 9 

205 

641 

464 

144 

33 

LESS THAN 1 MONTH . 

276 

218 

9 9 9 

58 

230 

177 

48 

5 

1 Up TO 4 MONTHS . 

380 

296 

9 9 9 

84 

285 

216 

57 

12 

4 UP TO 6 MONTHS . . . .'. 

44 

44 

9 9 9 

9 9 9 

53 

30 

14 

9 


233 

170 

... 

63 

73 

41 

25 

7 




















































































































































State and Small Areas 

Pilc'i^orso Om Vacancy, for SMSA’s, Constituent Counties, 

ipJo—Con ’ Urban Balance, Rural Total, and Urbanized Areas: 

[Some data based on sample; not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) or 

___ minus (—) after number mdicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 


URBANIZED AREAS 




owner occupied . 

LESS THAN SSiOOO . . 
SStOOO TO $71400 . , 
471500 TO 49 1900 . . 
410(000 TO 412(400 . 
412(500 TO 414(900 . 
415(000 TO 417(400 . 
417(500 TO 419(900 . 
420(000 TO $24(900 . 
425(000 TO 434(900 . 
435(000 OR MORE# , . 


VACANT available FOR SALE 

LESS THAN 45(000 . 

45(000 TO 49(900 . 

410(000 TO 414(900 . 

415(000 TO 419(900 . 

420(000 TO $24(900 . 

425(000 OR MORE. 


MEDIAN PRICE ASKED DOLLARS 


RENTER OCCUPIED, 
LESS THAN 420, , . . 

420 TO $29 . 

430 TO 439 . 

440 TO $49 . 

450 TO $59 . 

460 TO $69 . 

470 TO $79 . 

480 TO 499 . 

*100 TO 4119 . , , , 

4120 TO 4149 . . , , 

4150 To 4199 . . . , 

4200 OR MORE . , . , 

NO CASH RENT . , . , 


CONTRACT rent 

renter occupied. 


LESS THAN 420.’ 


420 TO $29 . 


430 TO 439 . 


440 TO 459 .* 


460 TO 479 .. ’ 


480 TO $99. ’ 


4100 TO 4149. * 


4150 OR MORE.‘ 


NO CASH RENT . 


MEDIAN 

. DOLLARS . 

VACANT AVAILABLE FOR RENT, 
LESS THAN $30. 


430 TO 439 .* 


440 TO 459 . 


460 TO ..' 


480 TO 499 . 


4100 TO 4119 . 


4120 OR more . 



MEDIAN RENT ASKED (DOLLARS)I 

vacant AVAILABLE FOR RENT. 

WITH ALL utilities IN RENT . 

WITH SOME OR NO UTILITIES IN RENT, , 


duration OF VACANCY 


VACANT available FOR SALE, 

LESS than 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


VACANT available FOR RENT, 

LESS Than i month, • . . , , 

1 up TO 4 months . 

4 up TO 6 MONTHS. 

6 MONTHS OR MORE . 
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Table 18. —Tewure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: 1960 

[Some data based on sample; see text, “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

AMES 

BURLINGTON 

CLINTON 

FORT DODGE 

IOWA CITY 

MASON CITY 

OTTUMWA 

ALU HOUSING UNITS. 

7 576 

11 223 

10 916 

9 847 

9 727 

9 915 

11 748 

TENURE, COLOR, AND VACANCY 








STATUS 








occupied . 

7 298 

10 731 

10 465 

9 335 

9 413 

9 549 

11 029 

OWNER occupied . 

3 815 

7 525 

7 467 

6 127 

4 811 

6 709 

8 206 

PERCENT OF ALL OCCUPIED. 

52.3 

70.1 

71.4 

65.6 

51.1 

70.3 

74.4 

WHITE. 

3 796 

7 444 

7 423 

6 089 

4 792 

6 65l 

a 102 

NONWHITE . 

19 

81 

44 

38 

19 

58 

104 

RENTER OCCUPIED. 

3 483 

3 206 

2 998 

3 208 

4 602 

2 840 

2 823 

WHITE. 

3 417 

3 118 

2 957 

3 168 

4 486 

2 814 

2 791 

NONWHITE . 

66 

88 

41 

40 

116 

26 

32 

VACANT . 

278 

492 

451 

512 

314 

366 

719 

YEAR ROUND . 

236 

454 

394 

507 

288 

344 

668 

SOUND OR DETERIORATING . 

226 

380 

304 

481 

276 

305 

517 

AVAILABLE. 

176 

262 

199 

410 

192 

228 

381 

FOR SALE ONLY.. . 

44 

31 

60 

33 

52 

71 

119 

HOMEOWNER VACANCY RATE . 

1.1 

0.4 

0.8 

0.5 

1.1 

1.0 

1*4 

FOR RENT . 

132 

231 

139 

377 

140 

157 

262 

RENTAL VACANCY RATE. 

3.7 

6.7 

4.4 

10.5 

3.0 

5.2 

8.5 

RENTED OR SOLD, AWAITING OCCUPANCY . 

26 

34 

37 

32 

45 

41 

23 

HELD FOR OCCASIONAL USE. 

3 

4 

9 

14 

17 

9 

4 

HELD FOR OTHER REASONS . 

21 

80 

59 

25 

22 

27 

109 

DILAPIDATED. 

10 

74 

90 

26 

12 

39 

151 

SEASONAL . 

42 

38 

57 

5 

26 

22 

51 

CONDITION AND PLUMBING 








all UNITS.. • 

7 576 

11 223 

10 916 

9 847 

9 727 

9 915 

11 748 

SOUND. 

6 434 

8 986 

8 622 

8 326 

8 472 

8 166 

8 791 

WITH ALL plumbing FACILITIES ...... 

6 169 

8 255 

8 211 


7 987 

7 716 

7 991 

LACKING ONLY HOT WATER . 

9 

64 

121 


6 

B 


LACKING OTHER PLUMBING FACILITIES. . , . 

256 

667 

290 


477 

442 

730 

DETERIORATING. 

1 098 

1 773 

1 635 


1 116 

1 379 

2 356 

WITH ALL PLUMBING FACILITIES . 

993 

1 239 

1 201 


797 

919 

1 500 

LACKING ONLY HOT WATER.. . 

4 

73 

161 


12 

28 


LACKING OTHER PLUMBING FACILITIES. . . . 

101 

461 

273 


307 

432 

813 

DILAPIDATED. 

44 

464 

659 


139 

370 

599 

OWNER OCCUPIED . 

3 815 

7 525 

7 467 


4 ail 

6 709 

a 206 

SOUND. 

3 599 

6 272 

6 357 


4 415 

5 995 

6 804 

WITH ALL PLUMBING FACILITIES . 

3 552 

6 045 

6 176 


4 343 

5 875 

6 435 

LACKING SOME OR ALL FACILITIES . 

47 

227 

181 

222 

72 

120 

369 

deteriorating. 

212 

1 032 

756 

490 

340 

587 

1 165 

WITH ALL PLUMBING FACILITIES . . 

200 

814 

581 

416 

297 

494 

879 

LACKING SOME OR ALL FACILITIES . 

12 

218 

175 

74 

43 

93 


DILAPIDATED. 

4 

221 

354 

28 

56 

127 

237 

renter OCCUPIED. 

3 483 

3 206 

2 998 

3 206 

4 602 

2 840 

2 823 

SOUND. 

2 645 

2 430 

2 002 

2 345 

3 801 

1 955 

1 704 

WITH ALL PLUMBING FACILITIES . 

2 444 

2 006 

1 827 

1 923 

3 405 

1 652 

1 332 

LACKING SOME OR ALL FACILITIES . 

201 

424 

175 

422 

396 

303 


DETERIORATING. 

806 

629 

758 

804 

723 

698 

908 

WITH ALL PLUMBING FACILITIES . 

734 

357 

523 

471 

456 

369 

509 

LACKING SOME OR ALL FACILITIES . 

72 

272 

235 

333 

267 



DILAPIDATED. 

32 

147 

238 

59 

78 

187 


VACANT AVAILABLE FOR SALE. 

44 

31 

60 

33 

52 

71 

119 

WITH ALL PLUMBING FACILITIES . 

42 

28 

52 

31 

50 



LACKING SOME OR ALL FACILITIES . 

2 

3 






VACANT AVAILABLE FOR RENT.. 

132 

231 

139 

377 

140 

157 

262 

WITH ALL PLUMBING FACILITIES . 

101 

141 

100 

213 

105 

il7 

129 

LACKING SOME OR ALL FACILITIES ...... 

31 

90 

39 

164 

35 

40 


ALL HOUSING UNITS. 

7 576 

11 223 

10 916 

9 847 

9 727 

9 915 

11 748 

water supply 






^■1 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

7 494 

10 496 

10 072 

9 471 

9 630 


10 625 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

70 

547 

762 

347 

57 



PIPED WATER OUTSIDE STRUCTURE. 

« f • 

8 

19 

« • • 




NO PIPED WATER . 

12 

172 

63 

29 

28 



toilet facilities 








FLUSH TOILET, EXCLUSIVE USE. 

7 264 

10 188 

10 420 

8 910 

8 970 


10 171 

flush toilet, shared . 

300 

759 

336 

847 

698 

69^ 


OTHER TOILET FACILITIES OR NONE. 

12 

276 

160 

90 

59 

74 


BATHING facilities 








bathtub or shower, exclusive use . 

7 195 

9 874 

10 111 

8 619 


8 905 

9 832 

BATHTUB OR SHOWER, SHARED. 

321 

775 

340 

962 


673 


NO bathtub or shower . 

60 

574 

465 

266 


337 


BATHROOMS 









5 302 

8 506 

7 866 

6 988 


7 094 

a 560 

1 PLUS PARTIAL . .. 

1 024 

674 

1 103 

990 


1 217 

670 

2 OR MORE. 

852 

466 

761 

577 


584 

367 

SHARED OR NONE . 

398 

1 577 

1 186 

1 292 



2 151 


0 
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State and Small Areas 


Table 19 . —Structural Characteristics, for Places of 25,000 to 50,000 Inhabitants: 1960 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 


SUBJECT 


AMES 


BURLINGTON 


CLINTON 


FORT DODGE 


IOWA CITY 


mason CITY 


OTTUMWA 


ROOMS 


ALL UNITS 
1 ROOM .... 
a ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. ... 

5 ROOMS. ... 

6 ROOMS. . . . 

7 ROOMS. ... 
a ROOMS OR MORE 
MEDIAN .... 


7 576 
259 
379 
1 445 
1 633 
1 597 
1 151 
595 
517 
4.5 


11 223 
357 
475 
1 018 

2 430 

3 041 
1 906 
1 253 

743 

4.9 


10 916 
274 
334 
1 082 
1 830 
3 124 
1 935 
1 414 
923 
5.1 


9 847 
879 
511 
926 
2 018 
2 365 

1 ail 

876 

461 

4.7 


9 727 
525 
710 

1 636 

2 183 
1 954 
1 325 

746 

648 

4.4 


9 915 
280 
445 
742 

2 041 

3 065 

1 920 

939 

483 

5.0 


11 748 
363 
462 
1 155 
3 032 
3 610 
1 671 
B64 
591 
4.7 


owner occupied 

1 TO 3 ROOMS . . . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

a ROOMS OR MORE. . 
MEDIAN . 


3 815 
176 
530 
1 153 
957 
534 
465 
5.6 


7 525 
333 

1 464 

2 302 
1 641 
1 130 

655 

5.4 


7 467 
258 
1 122 
2 369 
1 619 
1 287 
812 
5.5 


6 127 
433 
1 144 
1 945 
1 489 
732 
384 
5.3 


4 811 
209 
808 
1 486 
1 129 
636 
543 
5.4 


6 709 
165 

1 312 

2 390 
I 644 

775 

423 

5.3 


a 206 

424 
2 130 
2 942 
1 438 
751 
521 
5.0 


RENTER OCCUPIED. 

1 ROOM ...... 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS.. 

6 ROOMS. ..... 

7 ROOMS OR more. . 

median . 


3 403 
225 
318 
1 251 
1 061 
377 
164 
07 
3.5 


3 206 
265 
355 
657 
870 
659 
237 
163 
3.9 


2 998 
215 
240 
773 
634 
678 
263 
195 
3.9 


3 208 
429 
399 
723 
809 
355 
291 
202 
3.6 


4 602 
487 
642 
1 402 
1 292 
416 
178 
185 
3.3 


2 840 
250 
370 
548 
652 
585 
242 
193 
3,9 


2 a23 
279 
332 
660 
745 
513 
186 
108 
3.7 


VACANT AVAILABLE FOR SALE 

1 TO 3 ROOMS . 

4 AND 5 ROOMS. 

6 ROOMS OR MORE. 

MEDIAN . . 


44 

1 

27 

16 


31 

22 

9 


60 

5 

32 

23 

5.2 


33 

17 

16 


52 

2 

36 

14 

5.0 


71 

3 

47 

21 

S.O 


119 

11 

76 

32 

4.9 


VACANT AVAILABLE FOR RENT 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

MEDIAN . 


132 

28 

27 

34 

25 

18 

2.8 


231 

49 

23 

54 

62 

43 

3.3 


139 

377 

140 

18 

223 

26 

20 

50 

24 

50 

48 

36 

22 

31 

40 

29 

25 

14 

3.1 

1.3 

3.1 


157 

21 

32 

32 

32 

40 

3,3 


262 

44 

39 

71 

50 

58 

3.2 


BEDROOMS 


ALL UNITS 

NONE. 

1 . 

2. 

3 . 

4 OR MORE. . . 


7 576 
404 

1 506 

2 984 
2 096 

586 


11 223 
594 
1 670 
4 281 
3 525 
1 153 


10 916 
312 
1 966 
3 708 
3 377 
1 553 


9 847 
1 096 

1 726 
3 341 

2 955 
729 


9 727 
849 

2 246 

3 115 
2 486 
1 031 


9 915 
491 
1 509 
3 669 
3 193 
1 053 


11 748 
471 
2 010 
5 216 
3 214 
837 


owner OCCUPIED 

0 AND 1. 

2 . 

3 . 

4 OR MORE. 


3 815 
173 
1 355 
1 785 
502 


7 525 
579 
3 047 
2 784 
1 115 


7 467 
566 
2 644 
2 914 

1 343 


6 127 
608 
2 378 
2 538 
603 


4 811 
432 

1 534 

2 031 
814 


6 709 
400 
2 582 
2 784 
943 


8 206 
737 
3 938 
2 796 
735 


renter OCCUPIED 

NONE. 

1 . 

2 . 

3 OR MORE. 


3 483 
358 
1 216 
1 560 
349 


3 206 
437 
1 OlO 
1 133 
626 


2 990 
251 
1 197 
970 

580 


3 208 
616 
1 282 
842 
468 


4 602 
749 
1 789 
1 487 
577 


2 840 
395 
1 089 
895 
461 


2 823 
392 
1 047 
1 015 
369 


UNITS IN STRUCTURE 


ALL UNITS 

It detached. . 

1, ATTACHED. . 

2 . 

3 AND 4. . . . 

5 OR MORE. . . 
TRAILER. . . . 


7 576 
4 723 
1 206 
665 
381 
501 
100 


11 223 

a 195 

353 
954 
560 
1 065 
96 


10 916 
8 076 
263 
1 165 
751 
617 
44 


9 847 
6 712 
106 
891 
573 
1 512 
53 


9 727 
5 243 
592 
1 352 
872 
1 594 
74 


9 915 
8 317 
211 
314 
419 
643 
11 


11 748 
9 659 
307 
579 
441 
721 
41 


owner OCCUPIED 
1, DETACHED. . . . 

1, attached. . . . 

2 OR MORE. 

TRAILER. . . . . . 


3 815 
3 395 
45 
284 
91 


7 525 
6 890 
110 
429 
96 


7 467 
6 724 
117 
582 
44 


6 127 
5 474 
35 

573 

45 


4 an 
4 160 
48 
529 
74 


6 709 
6 488 
45 
165 
11 


8 206 
7 851 
65 
257 
33 


RENTER OCCUPIED 

1, detached. . . . 

1, attached. . . . 

2 ...••.... 

3 AND .. 

5 TO 9. 

10 TO 19.. 

20 OR more . . . . . 
TRAILER. 


3 483 
1 169 
1 145 
454 
286 
255 
20 
145 
9 


3 206 
1 064 
226 
586 
404 
625 
121 
180 


2 998 
1 091 
124 
689 
579 
268 
119 
128 


3 208 

1 097 

71 

587 

462 

351 

196 

436 

8 


4 602 
979 
529 
968 
712 
917 
309 
188 


2 840 
1 597 
161 
213 
306 
300 
116 
147 


2 823 
1 314 
224 

355 

329 

380 

64 

149 

8 


VACANT AVAILABLE FOR RENT 

1 . 

2 OR MORE. 


129 

52 

77 


199 

43 

156 


117 

44 

73 


371 

33 

336 


154 

15 

139 


157 

69 


236 

95 
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Table 20 .—Occupancy Characteristics, Y ear Built, and Heating Equipment, for Places of 
25,000 TO 50,000 Inhabitants; 1960 

[Baaed on sample! aee text, “U" denotes an unincorporated place] 


Year Struct. Built 
Basetneot 

Heating Equipment 
Source of Water 


Sewage Dispos-al 

Population 

Persons 

Persons per Room 


SUBJECT 

AMES 

BURLINGTON 

CLINTON 

FORT DODGE 

IOWA CITY 

MASON CITY 

OTTUMWA 

ALL HOUSING UNITS. 

7 576 

11 223 

10 916 

9 847 

9 727 

9 915 

11 748 

YEAR STRUCTURE BUILT 









1 293 

577 

894 



1 192 

639 


633 

B32 

748 



936 

1 035 

1940 TO 1949 . 

1 594 

1 432 

all 



1 005 

1 357 

1939 OR EARLIER.. . . . 

4 056 

8 362 

a 463 


6 325 

6 782 

a 697 

basement 








basement . 

6 066 

9 491 

9 994 

a 912 

8 382 

9 243 

9 308 

CONCRETE SLAB.. . . . 

1 047 

481 

292 

471 

950 

298 

541 

OTHER. 

463 

1 251 

630 

464 

395 

374 

1 899 

HEATING EQUIPMENT 








STEAM OR HOT WATER . 

1 027 

1 380 

1 311 

1 645 

2 048 

1 253 

1 641 

WARM AIR FURNACE . 

5 301 

7 969 

7 800 

7 275 

6 312 

7 577 

7 442 

FLOORi WALLf OR PIPELESS FURNACE . 

176 

549 

194 

323 

226 

522 

666 

BUILT-IN ELECTRIC UNITS. 

24 

4 

16 

16 

3 

4 

24 

OTHER MEANS WITH FLUE. 

1 032 

1 268 

1 022 

565 

1 086 

526 

1 839 

OTHER MEANS WITHOUT FLUE . 

12 

29 

51 

23 

44 

17 

103 

NONE. 

4 

24 

22 

... 

a 

16 

33 

SOURCE OF WATER 








PUBLIC SYSTEM OR PRIVATE COMPANY . 

7 526 

10 917 

10 785 

9 771 

9 543 

9 850 

11 151 

INDIVIDUAL WELL.. 

25 

209 

113 

41 

164 

60 

491 

OTHER. 

25 

97 

18 

35 

20 

5 

106 

SEWAGE disposal 








PUBLIC SEWER . 

7 492 

10 719 

10 344 

9 708 

9 553 

9 774 

10 577 

SEPTIC TANK OR CESSPOOL. 

54 

297 

478 

40 

134 

106 

426 

OTHER OR NONE. 

30 

207 

94 

99 

40 

35 

745 

POPULATION 





■1 



POPULATION IN HOUSING UNITS. 1960. 

21 957 

32 228 

32 809 

27 691 


30 423 

33 826 

PER OCCUPIED Unit. 

3.0 

3.0 

3.1 

3.0 


3.2 

3.1 

OWNER. 

3.3 

3.1 

3.3 

3.2 


3.4 

3.2 

renter . 

2.7 

2.8 

2.8 

2.6 


2,7 

2.7 

POPULATION IN DWELLING UNITS. 1950 , , . . 

17 920 

29 923 

29 161 

24 286 

20 450 

26 825 

32 890 

PER OCCUPIED Unit. 

3.1 

3.1 

3.1 

3.2 

3,0 

3.2 

3.1 

all OCCUPIED UNITS . 

7 298 

ao 731 

10 465 

9 335 

9 413 

9 549 

11 029 

PERSONS 








OWNER OCCUPIED . 

3 815 


7 467 

6 127 

4 811 

6 709 

8 206 

1 PERSON . 

360 


856 

854 

500 

623 

906 

2 PERSONS. ... . , . 

1 202 


2 430 

1 973 

1 429 

2 037 

2 776 

3 PERSONS. 

671 

1 380 

1 249 


816 

1 209 

1 495 

4 PERSONS. 

725 

1 109 

1 301 


862 

1 249 

1 262 

5 PERSONS. 

465 

77 i 

822 


648 

809 

970 

6 PERSONS. 

2ia 

410 

381 


313 

471 

488 

7 persons. 

86 

130 

217 


126 

157 

192 

a PERSONS OR MORE. 

88 

153 

211 


117 

154 

117 

MEDIAN . ... 

3,0 

2.6 

2.9 

2.7 

3.1 

3.1 

2.8 

RENTER occupied. 

5 483 

3 206 

2 998 


4 602 

2 840 

2 823 

1 PERSON . . . 

721 

908 

825 


1 247 

802 

816 

2 PERSONS. . . . 

1 147 

803 

814 


1 385 

794 

768 

3 PERSONS. 

678 

526 

472 


963 

440 

440 

4 PERSONS. ... 

606 

448 

381 


644 

378 

377 

5 PERSONS.... 

2ta 

254 

217 


207 

217 

207 

6 PERSONS. 

77 

156 

182 


84 

115 

120 

7 PERSONS. 

20 

86 

76 

67 

30 

44 

33 

8 PERSONS OR MORE. 

16 

25 

31 

67 

42 

SO 

62 

MEDIAN . 


2.4 

2.3 

2.1 

2.3 

2.3 

2.3 

PERSONS PER ROOM 








' OWNER OCCUPIED . 

3 815 

7 525 

7 467 

6 127 

4 811 

6 709 

8 206 

0.50 OR LESS . 

1 889 

4 127 

3 962 

2 943 

2 372 

3 114 

4 051 

0.51 TO 1.00 . 

1 732 

3 002 

2 984 

2 783 

2 093 

3 066 

3 469 

1.01 OR MORE . 

194 

396 

521 

401 

346 

529 

686 

RENTER OCCUPIED.. 

3 483 

3 206 

2 998 

3 208 

4 602 



0.50 OR less . 

1 040 

1 158 

1 176 

’ 1 147 

1 350 



0.51 TO 1.00... 

2 051 

1 656 

1 469 

1 739 

2 795 



1.01 OR MORE . 

392 

392 

353 

322 

457 


381 
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State and Small Areas 


Table 21 .—Financiai. Characteristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: I960 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (4-) or minus (—) 

after number indicates median above or below that number] 


Year Moved into Unit 
Autonuibilc.s Avail. 
Air (londitinnin^ 
Value 


Gruwi Rent 
Ctimracr Rent 
fJiir.ition of 
Vac.mcy 


SUBJECT 


ALL occupied UNITS . . . . 

YEAR MOVED INTO UNIT 

owner OCCUPIED . 

1959 TO MARCH 1960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER occupied. 

1959 TO MARCH 1960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 


AUTOMOBILES AVAILABLE 


1 . . . . 
2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNIT(S) . 
CENTRAL SYSTEM 
NONE. 


VALUE 


owner occupied . 

LESS THAN S5.000 . 

$5(000 TO $7(400 .. . . 

$7(500 TO $9(900 . 

$10(000 TO $12(400 . 

$12(500 TO $14(900 . 

$15(000 TO $17(400 . 

$17(500 TO $19(900 . 

$20,000 TO $24(900 . 

$25(000 TO $34(900 . 

$35(000 OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE. . 

median price asked . 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20. 

$20 TO $29 ... . 

$30 TO $39 . 

$40 TO $49 . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$80 TO $99 . 

$100 TO $149 . 

$150 OR MORE . 

NO CASH RENT . 

MEDIAN . 


contract rent 

RENTER OCCUPIED. 

MEDIAN.. . 

VACANT AVAILABLE FOR RENT. . 

LESS THAN $30. 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$aO TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

MEDIAN RENT ASKED (DOLLARS)I 
VACANT AVAILABLE FOR RENT. , . 

WITH ALL utilities IN RENT . 

WITH SOME OR NO UTIL. IN RENT 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS than 4 MONTHS . 

4 MONTHS OR MORE . 

VACANT AVAILABLE FOR RENT. 

LESS THAN 1 MONTH. 

1 UP TO 4 MONTHS . 

4 MONTHS OR MORE . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


AMES 

BURLINGTON 

CLINTON 

FORT DODGE 

lOWA CITY 

MASON CITY 

. 7 298 

10 731 

10 465 

9 335 

9 413 

9 549 

3 815 

7 525 

7 467 

6 127 

4 811 

6 709 

539 

835 

684 

686 

663 

743 

327 

504 

505 

576 

355 

571 

1 006 

1 634 

1 577 

1 565 

1 290 

1 824 

1 300 

2 762 

2 952 

2 153 

1 694 

2 332 

643 

1 790 

1 749 

1 147 

809 

I 239 

3 483 

3 206 

2 998 

3 208 

4 602 

2 840 

1 898 

1 420 

1 190 

1 340 

2 542 

1 256 

567 

538 

411 

443 

653 

384 

625 

715 

718 

760 

871 

639 

322 

406 

522 

557 

413 

478 

71 

127 

157 

108 

123 

83 

5 026 

6 394 

6 637 

5 199 

5 630 

5 390 

1 358 

2 295 

1 925 

2 293 

1 648 

2 291 

199 

278 

144 

16D 

359 

142 

715 

1 764 

1 759 

1 683 

1 776 

1 726 

1 751 

1 110 

1 093 

935 

1 772 

738 

179 

152 

42 

43 

226 

100 

5 368 

9 469 

9 330 

a 357 

7 415 

a 711 

3 561 

7 137 

6 839 

5 490 

4 374 

6 595 

61 

940 

699 

289 

62 

342 

130 

1 540 

1 356 

758 

155 

763 

250 

1 521 

1 362 

872 

348 

1 111 

479 

1 335 

1 273 

1 115 

533 

1 501 

655 

726 

806 

902 

677 

1 U1 

648 

399 

539 

566 

858 

745 

432 

179 

299 

347 

589 

425 

525 

266 

268 

308 

624 

318 

298 

160 

198 

196 

391 

137 

83 

71 

39 

137 

137 

132 

15 800 

9 300 

10 000 

11 900 

16 200 

11 800 

42 

44 

57 

37 

52 

71 

3 483 

3 206 

2 998 

3 208 

4 602 

2 840 

• • • 

24 

12 

44 

52 

26 

68 

124 

63 

126 

108 

147 

182 

IBS 

140 

226 

197 

179 

754 

323 

244 

2S4 

240 

267 

334 

429 

417 

434 

268 

393 

391 

629 

506 

487 

1 055 

362 

379 

511 

525 

391 

584 

264 

500 

488 

495 

523 

982 

583 

643 

292 

361 

515 

797 

417 

70 

24 

30 

40 

105 

21 

162 

174 

205 

138 

214 

181 

68 

67 

70 

69 

75 

69 

3 321 

3 032 

2 793 

3 070 

4 388 

2 659 

60 

50 

57 

60 

70 

57 

126 

204 

139 

361 

140 

157 

18 

32 

4 

31 

4 

17 

4 

36 

32 

57 

8 

25 

63 

100 

44 

113 

23 

64 

25 

28 

55 

80 

62 

19 

12 

4 

9 ■ f 

7 

26 

32 

4 

t • • 

• 9 9 

7 



... 

4 

4 

66 


... 

... 

46 

9 9 9 

58 



::: 

!!! 

!!! 

56 


!!! 

42 

44 

60 

41 

52 

71 

26 

24 

37 

30 

36 

36 

16 

20 

23 

11 

16 

55 

126 

204 

139 

361 

140 

157 

41 

100 

50 

215 

51 

2& 

35 

32 

38 

113 

68 

66 

50 

72 

51 

33 

21 

43 


OTTUMWA 


11 039 


a 306 
902 
S6a 
3 010 
5 193 
1 834 


2 833 
1 319 
388 
563 
431 
123 


6 608 
2 005 
177 
2 239 


1 169 
133 
9 738 


7 860 
1 889 
1 961 
1 S44 
I 070 
646 
339 
149 
169 
109 
96 
7 700 

147 


8 823 

4 

166 

343 

369 

498 

439 

881 

394 

842 

29 

146 

60 


2 677 
49 

342 

42 

68 

101 

20 

7 

**4 

42 


190 

62 

88 

242 

24 

188 

90 


I 
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Table 22 .— Tenurk, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inuabitants; I960 
[Some data baaed on sample: see text. "U” denotes an unincorporated place] 


Tenure b/ Color, 
V.'icancy Status 
Condition and 
Plumbing 


W.itcr Supply 
Toilet T'air. 
B.ithing Fac. 
Bathrooms 


SUBJECT 

BETTEN¬ 

DORF 

BOONE 

CEDAR 

FALLS 

FORT 

MADISON 

KEOKUK 

MARION 

MARSHALL¬ 

TOWN 

MUSCATINE 

newton 

OSKA- 

LODSA 

WEST DES 
MOINES 

all housing units. 

3 362 

4 559 

6 085 

4 909 

5 534 

3 313 

7 606 

7 244 

5 217 

4 150 

3 610 

TENURE, COLOR, AND VACANCY 












STATUS 












OCCUPIED . 

3 220 

4 320 

5 864 

4 601 

5 215 

3 216 

7 323 

6 964 

5 059 

3 934 

3 410 

OWNER OCCUPIED.. 

2 354 

3 099 

4 450 

3 209 

3 670 

2 523 

5 079 

4 479 

3 705 

2 735 

2 926 

PERCENT OF ALL OCCUPIED. ...... 

79.3 

71.7 

75.9 

69.7 

70.4 

78.5 

69.4 

64.3 

73.2 

69.5 

85.8 

WHITE. 

2 554 

3 099 

4 450 

3 156 

3 545 

2 523 

5 016 

4 455 

3 697 

2 723 

2 884 

nonwhite . 

• ff • 

« • * 

• • • 

53 

125 

• t » 

63 

24 

8 

12 

42 

RENTER OCCUPIED... 

666 

1 221 

1 414 

1 392 

1 545 

693 

2 244 

2 485 

1 354 

1 199 

484 

WHITE. 

666 

1 221 

1 385 

1 358 

1 487 

689 

2 219 

2 468 

1 346 

1 191 

475 

nonwhite . 

... 

. •. 

29 

34 

58 

4 

25 

17 

S 

8 

9 

VACANT . 

142 

239 

221 

308 

319 

97 

283 

280 

158 

216 

200 

YEAR ROUND . 

142 

197 

208 

281 

303 

70 

218 

249 

157 

164 

163 

SOUND OR DETERIORATING.. 

137 

172 

191 

232 

253 

65 

187 

210 

142 

138 

147 

AVAILABLE. 

104 

126 

148 

162 

183 

33 

143 

127 

95 

87 

106 

FOR SALE ONLY. 

54 

26 

53 

40 

48 

27 

45 

27 

33 

29 

75 

HOMEOWNER VACANCY RATE . 

2.1 

o.a 

1.2 

1.2 

1.3 

1.1 

0.9 

0.6 


1.0 

2.5 

FOR RENT.. . . . . 

50 

lOO 

95 

122 

135 

6 

98 

100 


58 

31 

RENTAL VACANCY RATE. ...... 

7.0 

7.6 

6.3 

8.1 

8.0 

0.9 

4.2 

3.9 


4.6 

6.0 

rented or sold, AWAITING OCCUPANCY . 

20 

21 

25 

20 

21 

21 

16 

38 

24 

19 

26 

HELD FOR occasional USE. 

« • • 

5 

2 

8 

4 

» • » 

4 

9 

3 

5 

4 

HELD FOR OTHER REASONS . 

13 

20 

16 

42 

45 

11 

24 

36 

20 

27 

11 

DILAPIDATED. 

5 

25 

17 

49 

50 

5 

31 

39 

15 

26 

16 

SEASONAL.. . . 

... 

42 

13 

27 

16 

27 

65 

31 

1 

52 

37 

CONDITION AND PLUMBING 












ALL UNITS.. 

3 362 

4 559 

6 085 

4 909 

5 534 

3 313 

7 606 

7 244 

5 217 

4 150 

3 610 

SOUND. 

2 950 

3 291 

5 400 

3 857 

4 358 

2 795 

6 748 

5 782 

4 487 

3 492 

3 074 

WITH ALL PLUMBING FACILITIES . 

2 902 

3 098 

5 285 

3 633 

3 949 

2 726 

6 263 

5 158 

4 167 

3 192 

3 001 

LACKING ONLY HOT WATER . 

12 

28 

5 

17 

36 

9 

44 

55 

32 

41 

12 

LACKING OTHER PLUMBING FACILITIES. . . , 

36 

165 

110 

207 

373 

60 

441 

569 

288 

259 

61 

deteriorating. ........ . 

515 

935 

581 

806 

923 

409 

650 

1 240 

643 

517 

352 

WITH ALL PLUMBING FACILITIES . 

228 

679 

492 

564 

608 

369 

413 

645 

445 

311 

288 

LACKING only HOT WATER ......... 

12 

36 

11 

20 

32 

8 

44 

59 

24 

33 

14 

LACKING OTHER PLUMBING FACILITIES. . . . 

75 

220 

78 

222 

283 

32 

193 

536 

174 

153 

50 

DILAPIDATED. 

97 

333 

104 

246 

253 

109 

208 

222 

87 

141 

1B4 

OWNER OCCUPIED . 

2 554 

3 099 

4 450 

3 209 

3 670 

2 523 

5 079 

4 479 

3 705 

2 735 

2 926 

SOUND... 

2 32S 

2 379 

4 230 

2 780 

3 110 

2 207 

4 728 

3 866 

3 362 

2 405 

2 595 

WITH ALL PLUMBING FACILITIES . 

2 308 

2 299 

4 209 

2 726 

2 932 

2 191 

4 569 

3 593 

3 266 

2 301 

2 550 

LACKING SOME OR ALL FACILITIES . 

20 

BO 

21 

54 

178 

16 

159 

273 

96 

104 

45 

deteriorating.. 

173 

556 

169 

346 

448 

276 

295 

S32 

311 

259 

211 

WITH ALL PLUMBING FACILITIES . 

145 

424 

157 

260 

325 

252 

207 

330 

24D 

163 

182 

LACKING SOME OR ALL FACILITIES . 

2B 

1 132 

12 

86 

123 

24 

88 

202 

71 

96 

29 

dilapidated... 

53 

164 

51 

83 

112 

40 

56 

81 

32 

71 

120 

RENTER OCCUPIED. ..... . 

666 

1 221 

1 414 

1 392 

1 545 

693 

2 244 

2 485 

1 354 

1 199 

484 

SOUND. ..... . 

507 

771 

1 018 

934 

1 034 

501 

1 844 

1 752 

1 014 

967 

327 

WITH all PLUMBING FACILITIES ...... 

479 

686 

932 

800 

867 

44a 

1 543 

1 445 

809 

789 

305 

LACKING SOME OR ALL FACILITIES . 

2a 

65 

86 

134 

167 

53 

301 

307 

205 

178 

22 

DETERIORATING. 

123 

309 

363 

347 

416 

12S 

309 

626 

300 

185 

106 

WITH ALL PLUMBING FACILITIES . 

6S 

231 

294 

263 

259 

112 

184 

261 

185 

124 

71 

LACKING SOME OR ALL FACILITIES ..... 

55 

78 

69 

84 

157 

16 

125 

345 

115 

61 

35 

DILAPIDATED. 

36 

141 

33 

111 

95 

64 

91 

107 

40 

47 

51 

VACANT AVAILABLE FOR SALE. 

54 

26 

53 

40 

48 

27 

45 

27 

33 

29 

75 

WITH ALL PLUMBING FACILITIES . 

53 

20 

53 

37 

33 

27 

44 

25 

33 

23 

75 

LACKING SOME OR ALL FACILITIES . 

1 

6 

... 

3 

15 

... 

1 

2 

... 

6 

... 

vacant available for rent.. . 

50 

100 

95 

122 

135 

6 

98 

100 

62 

58 

31 

WITH ALL PLUMBING FACILITIES.. . 

50 

47 

75 

61 

69 

4 

67 

56 

35 

24 

22 

LACKING SOME OR ALL FACILITIES . 

•. • 

53 

20 

61 

66 

2 

31 

44 

27 

34 

9 

ALL HOUSING UNITS. 

3 362 

4 559 

6 085 

4 909 

5 534 

3 313 

7 606 

7 244 

5 217 

4 150 

3 610 

WATER supply 












HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

3 249 


6 000 

4 596 

5 067 

3 256 

7 214 

6 412 

4 978 

3 789 

3 481 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

89 


57 

244 

411 

49 

324 

754 

IBS 

293 

52 

PIPED WATER OUTSIDE STRUCTURE. 

4 

4 

4 

• • • 

4 

t • • 

4 

12 

■ t • 

4 

5 

NO PIPED WATER . 

20 

40 

24 

69 

52 

8 

64 

66 

51 

64 

72 

TOILET FACILITIES 












FLUSH TOILET, EXCLUSIVE USE . 

3 210 

4 194 

5 873 

4 429 

5 006 

3 224 

7 042 

6 411 

4 839 

3 815 

3 453 

FLUSH TOILET, SHARED ., 

83 

242 

176 

271 

282 

64 

426 

403 

290 

224 

54 

OTHER TOILET FACILITIES OR NONE . 

69 

123 

36 

209 

246 

25 

138 

430 

88 

111 

103 

BATHING FACILITIES 












BATHTUB OR SHOWER, EXCLUSIVE USE . 

3 194 

4 D30 

5 849 

4 365 

4 778 

3 192 

6 S52 

6 031 

4 716 

3 664 

3 440 

BATHTUB OR SHOWER, SHARED . 

79 

25a 

184 

275 

282 

72 

442 

412 

286 

225 

63 

NO BATHTUB OR SHOWER .. 

S9 

271 

52 

269 

474 

49 

312 

801 

215 

261 

107 

bathrooms 













2 174 

3 197 

4 486 

3 760 

3 914 

2 533 

5 346 

4 868 

3 944 

2 995 

2 553 

MORE Than i. 

983 

794 

1 343 

517 

757 

641 

1 380 

1 009 

660 

553 

856 

shared or NONE . 

205 

568 

256 

632 

863 

139 

880 

1 367 

593 

602 

201 
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State and Small Areas 


Table 23. —Structural Characteristics and Sei.kcted Equipment, for Places of 10,000 
TO 25,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


.Rooms 
Bedrooms 
Units in Stnicture 
Tniilcr 

Year Struct. Built 


Basement 
He.itinir Equip. 
Source ol’ Water 
Sew.igc Dispos.ll 


SUBJECT 

BETTEN¬ 

DORF 

BOONE 

CEDAR 

FALLS 

FORT 

MADISON 

KEOKUK 

MARION 

MARSHALL¬ 

TOWN 

MUSCATINE 

NEWTON 

OSKA- 

LOOSA 

WEST DES 
MOINES 

ROOMS 







■ 

■ 















ALL UNITS. 

3 

362 

4 

559 

6 

0B5 


RSh 

5 

534 



7 

606 

7 

244 

5 

217 

4 

150 

3 

610 

1 ROOM .... . 


56 


151 


29 


Itr] 


116 


8 


199 


163 


149 


107 


25 

2 ROOMS. 


85 


172 


156 


ILni 


178 


109 


256 


304 


218 


167 


69 

3 ROOMS. 


227 


422 


690 


554 


610 


346 


712 


795 


512 


395 


206 

a ROOMS. 


869 


806 

1 

113 


973 


991 


673 

1 

350 

1 

583 

1 

509 


811 


515 

5 ROOMS. 

1 

073 

1 

010 

1 

861 

1 

429 

1 

633 

1 

175 

2 

368 

1 

766 

1 

432 

1 

244 

1 

596 

6 ROOMS. 


667 


974 

1 

234 


939 


986 


552 

1 

439 

1 

565 


869 


777 


768 

7 ROOMS... 


248 


625 


591 


356 


548 


262 


755 


681 


326 


361 


300 

8 ROOMS OR more. 


137 


399 


411 


368 


472 


166 


507 


387 


202 


288 


131 

MEDIAN . . 


4.9 


5.2 


5.1 


4.9 


5.0 


4.9 


5.0 

■ 

m 


4.7 


5.0 


5.1 

owner occupied . 

2 

554 

3 

099 

4 

450 

3 

209 

3 

670 

2 

523 

5 

079 



3 

705 

2 

735 

2 

926 

1 TO 3 ROOMS . 


84 


112 


129 


172 


143 


160 


192 


217 


179 


135 


90 

4 ROOMS. 


623 


528 


696 


543 


607 


492 


798 



1 

078 


518 


372 

5 ROOMS. 


877 


799 

1 

640 

1 

082 

1 

269 


995 

1 

662 


1X1^1 

1 

193 


913 

1 

361 

6 ROOMS. 


613 


795 

1 

111 


800 


796 


460 

1 

150 




788 


629 


700 

7 ROOMS OR MORE. 


357 


865 


874 


612 


855 


396 

1 

Pm 


tltU 


467 


540 


403 

MEDIAN . 


5.1 


5.6 


5.4 


5.3 


5.4 


5.1 


5.3 






5.3 


5.2 

RENTER OCCUPIED. 


666 

1 

221 

1 

414 

1 

392 

1 

545 


693 

2 

244 





1 

199 


484 

1 ROOM . 


52 


98 


29 


92 


86 


4 


175 




wUA 


87 


21 

2 ROOMS. 


53 


128 


119 


100 


139 


65 


166 


228 


llri!1 


117 


43 

3 ROOMS. 


159 


286 


538 


325 


406 


200 


520 


565 


342 


235 


111 

4 ROOMS. 


231 


237 


337 


384 


332 


172 


503 


629 


387 


269 


130 

5 ROOMS. 


127 


183 


168 


296 


310 


140 


462 


448 


195 


277 


lOe 

6 ROOMS. 


20 


167 


113 


127 


156 


68 


248 


326 


73 


131 


58 

7 ROOMS OR MORE. 


24 


122 


110 


68 


114 


44 


150 


149 


53 


83 


13 

MEDIAN . 


3.8 


3.9 


3.6 


4.0 


3.9 


4.0 


4.0 


4.0 


3.6 


4.1 


4.0 

VACANT AVAILABLE FOR SALE. 


54 


26 


53 


40 


46 


27 


45 


27 


33 


29 


75 

MEDIAN . 


5.1 


... 


5.0 


. . . 


... 


... 


... 


... 


... 

■ 



5.1 

vacant AVAILABLE FOR RENT . 


50 


lOO 


95 


122 


135 


6 


98 


100 


62 

n 



31 

MEDIAN . . 


4.2 


1.8 


3.2 


2.7 


3.0 


. .. 


3.4 


3.3 


3.0 




... 

ALL HOUSING UNITS . 

3 

362 

4 

559 

6 

085 

4 

909 

5 

534 

3 

313 

7 

606 

7 

244 

5 

217 

4 

150 

3 

610 

BEDROOMS 























0 AND .. 


503 


980 


793 

1 

288 

1 

274 


378 

1 

366 

1 

903 


993 


790 


418 


1 

109 

1 

667 

2 

014 

1 

863 

1 

947 

1 

212 

3 

157 

2 

781 

2 

207 

1 

827 

1 

114 

3 OR MORE . 

1 

750 

1 

912 

3 

216 

1 

758 

2 

313 

1 

723 

3 

063 

2 

560 

2 

017 

1 

533 

2 

078 

UNITS IN STRUCTURE 























ALL UNITS . 

3 

362 

4 

559 

6 

085 

4 

909 

5 

534 

3 

313 

7 

606 

7 

244 

5 

217 

4 

150 

3 

61D 


2 

827 

3 

677 

5 

075 

3 

876 

4 

459 

2 

549 

6 

269 

5 

721 

4 

457 

3 

392 

3 

448 



119 


329 


300 


389 


376 


347 


452 


795 


165 


338 


121 

3 AND 4. 


100 


241 


349 


292 


369 


141 


518 


309 


318 


250 


41 

5 OR MORE. 


251 


260 


210 


255 


262 


72 


327 


362 


210 


115 


• f • 

TRAILER. 


65 


52 


151 


97 


46 


204 


40 


57 


47 


55 


... 

OWNER OCCUPIED . 

2 

554 

3 

099 

4 

453 

3 

209 

3 

670 

2 

523 

5 

079 

4 

479 

3 

705 

2 

735 

2 

926 


2 

414 

2 

911 

4 

159 

2 

939 

3 

426 

2 

134 

4 

602 

4 

185 

3 

503 

2 

567 

2 

696 

2 OR MORE . 


79 


140 


143 


193 


200 


1B5 


241 


246 


155 


125 


30 

trailer . 


61 


48 


151 


77 


44 


204 


36 


46 


47 


43 


... 

renter occupied . 


666 

1 

221 

1 

411 

1 

392 

1 

545 


693 

2 

244 

2 

485 

1 

354 

1 

199 


484 



308 


620 


776 


746 


B62 


330 

1 

291 

1 

370 


642 


669 


374 



73 


193 


180 


233 


205 


181 


257 


553 


105 


230 


78 

3 AND 4 . 


55 


185 


283 


215 


279 


115 


402 


226 


222 


190 


32 

5 TO .. 


97 


129 


138 


91 


122 


67 


200 


163 


93 


66 


• • 

10 OR MORE . 


129 


90 


34 


87 


73 


• • 


90 


162 


92 


12 


• • 

TRAILER . 


4 


4 


... 


20 


4 


... 


4 


9 


... 


12 


... 

YEAR STRUCTURE BUILT 























1955 TO MARCH 1960 ... 


911 


296 

1 

435 


330 


329 

1 

119 


923 


532 


698 


241 

1 

016 

1950 TO 1954 . 


731 


236 


957 


345 


266 


381 


538 


389 


655 


253 


617 

1940 TO 1949 . 


805 


187 


734 


364 


244 


269 


541 


467 


462 


314 


559 

1939 OR EARLIER . 


915 

3 

840 

2 

959 

3 

870 

4 

693 

1 

544 

5 

604 

5 

656 

3 

402 

3 

342 

1 

416 

basement 























BASEMENT . 

2 

809 

4 

214 

5 

461 

4 

105 

4 

699 

2 

616 

7 

017 

6 

389 

4 

435 

3 

530 

3 

180 

CONCRETE SLAB. 


357 


110 


304 


232 


217 


177 


173 


213 


148 


149 


170 

OTHER. .... . 


196 


235 


320 


572 


616 


318 


416 


642 


634 


471 


260 

HEATING EQUIPMENT 























STEAM OR HOT WATER . 


186 


778 


493 

1 

034 


600 


292 


591 


665 


382 


660 


138 

WARM AIR FURNACE . 

2 

890 

3 

006 

5 

129 

2 

503 

3 

056 

2 

637 

6 

319 

4 

493 

4 

095 

2 

602 

3 

126 

FLOOR* WALLi OR PIPELESS FURNACE . 


101 


214 


77 


344 


516 


lOe 


92 


332 


364 


178 


16D 

BUILT-IN ELECTRIC UNITS. 


• • • 


t • • 


• • • 


24 


4 


4 


4 


23 




4 


4 

OTHER MEANS WITH FLUE. 


169 


545 


378 


908 

1 

063 


266 


511 

1 

659 


368 


650 


126 

OTHER MEANS WITHOUT FLUE . 


16 


8 


8 


60 


71 


4 


56 


39 


6 


33 


37 

NONE. 


... 


8 


... 


36 


20 


... 


33 


33 


... 


3 


19 

SOURCE OF WATER 























PUBLIC SYSTEM OR PRIVATE COMPANY . 

3 

121 

4 

519 

5 

947 

4 

474 

5 

466 

3 

216 

7 

541 

7 

116 

5 

125 

4 

093 

3 

332 

INDIVIDUAL WELL. 


230 


25 


133 


356 


46 


91 


59 


79 


71 


30 


246 

OTHER. 


11 


15 


5 


79 


20 


6 


6 


49 


21 


27 


30 

SEWAGE OISPOSAL 























PUBLIC SEWER . 

2 

883 

4 

349 

5 

650 

4 

475 

5 

014 

3 

222 

7 

406 

6 

180 

4 

954 

3 

913 

2 

905 

SEPTIC TANK OR CESSPOOL. 


419 


135 


209 


239 


323 


61 


137 


805 


207 


146 


599 

OTHER OR NONE. 


60 


75 


26 


195 


197 


10 


63 


259 


56 


91 


106 
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Table 24. Occupancy AND'FtNANciAL Characteristics, for Places of 10,000 
TO 25,000 Infiabitants; 1960 

[Based on sample! see text, "V” denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (-) 
after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


BETTEN’ 

DORF 


BOONE 


CEDAR fort 

FALLS MADISON 


KEOKUK 


MARION 


MARSHALL¬ 

TOWN 


MUSCATINE 


NEWTON 


OSKA- WEST DES 
LOOSA MOINES 


POPULATION 


POPULATION IN HOUSING UNITSi I960. , . . 

PER OCCUPIED UNIT. ... . 

OWNER. . > . 

renter . 

POPULATION IN DWELLING UNITSi 1950 . . . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 
PERSONS 


11 443 

3.6 

3.7 
3.1 


12 331 
2.9 
3.0 
2.6 
11 792 
3.0 


19 423 
3.3 
3.5 
2.8 
12 091 
3.1 


14 072 
3.1 
3.3 
2.6 
13 716 
3.1 


16 497 

3.2 

3.3 
2.9 

15 802 
3.1 


11 059 

3.4 

3.5 
3.3 


22 203 
3.0 
3.1 
2.8 
19 245 
3.1 


20 615 
3.0 
3.0 
2.8 
18 699 
3.0 


15 610 

3.1 

3.2 
2.7 

11 394 
3.1 


10 655 

2.7 

2.8 
2,6 

10 800 

2.8 


12 251 

3.6 

3.7 
3.0 




OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 

renter OCCUPIED 

1 PERSON ..... 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. .... 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 
MEDIAN ...... 


PERSONS PER ROOM 

owner OCCUPIED . 

0.50 OR LESS . 

0.51 TO 1.00.. 

1.01 OR MORE . . . 

renter OCCUPIED. 

0.50 OR LESS ......... 

O.Sl To 1.00.. , 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER occupied . 

1959 To MARCH i960 . 

1958 . 

1954 Td 1957 . 

1940 To 1953 ... 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1959 To MARCH I960 . 

1958 ... 

1954 TO 1957 . 

1940 TO 1953 .. 

1939 OR EARLIER. 

VALUE 

OWNER OCCUPIED . 

LESS THAN $5i000 . 

»5i000 TO *7.400 ........ 

*7.500 TO *9.900 ........ 

*10.000 TO *12.400 . 

*12.500 TO *14.900 

*15.000 TO *19.900 . . . . , . . 

*20.000 TO *24.900 .. . 

*25.000 OR MORE. 


MEDIAN ..- ' ' * 

. DOLLARS . 

VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED . 

. DOLLARS . 

GROSS RENT 


renter OCCUPIED. 

LESS Than * 20 . , . 

*20 TO *39 .! 

•40 TO *59 . 

*60 TO *79., , , 

*80 TO *99 . 

*100 To *119. . - r ! 

*120 OR more . 

No CASH RENT.! 

median.' . . ! ' 

• • 9 • • • 

••••«• 

• * 9 9 t • 

9 9 • 9 9 9 

999999 

9 9 9 9 9 9 

9 9 9 9 9 9 

999999 

• 99999 

. DOLLARS . 

CONTRACT RENT 


RENTER OCCUPtED. 

median.! . ! . ! 

. dollars . 

FOR rent. 

median rent ASKED. 

. DOLLARS . 


2 55t 

3 09? 

4 450 

3 209 

3 670 

14C 

507 

263 

369 

384 

6 O; 

1 083 

1 301 

1 038 

1 148 

476 

523 

796 

599 

782 

584 

403 

951 

465 

600 

4i<; 

364 

667 

371 

354 

191 

123 

337 

196 

207 

81 

48 

76 

80 

100 

52 

48 

59 

91 

95 

3.6 

2.5 

3.3 

2.8 

2.9 

666 

1 221 

1 414 

1 392 

1 545 

122 

382 

286 

445 


166 

350 

428 

367 


140 

162 

274 

231 


136 

161 

238 

178 


59 

97 

117 

88 

136 

11 

41 

40 

48 

66 

16 

16 

19 

8 

37 

16 

12 

12 

27 

38 

2.8 

2.2 

2.5 

2.2 

2.4 

2 554 

3 099 

4 450 

3 209 

3 670 

875 

1 850 

1 909 

1 652 

1 852 

1 441 

1 137 

2 263 

1 275 

1 611 

238 

112 

278 

282 

207 

666 

1 221 

1 414 

1 392 

1 545 

169 

541 

511 

665 

581 

391 

599 

731 

612 

757 

106 

81 

172 

115 

207 

2 554 

3 099 

4 450 

3 209 

3 670 

462 

267 

617 

266 

372 

341 

244 

460 

119 

223 

734 

660 

1 413 

672 

741 

854 

1 196 

1 527 

1 278 

1 510 

163 

732 

433 

874 

824 

666 

1 221 

1 414 

1 392 

1 545 

300 

462 

722 

496 

610 

in 

177 

260 

161 

246 

159 

300 

257 

357 

379 

80 

240 

155 

314 

219 

16 

42 

20 

64 

91 

2 363 

2 903 

4 128 

2 984 

3 440 

45 

503 

71 

386 

834 

52 

626 

246 

614 

891 

101 

639 

457 

542 

550 

330 

504 

599 

521 

469 

466 

260 

738 

361 

222 

576 

264 

1 431 

291 

263 

387 

52 

356 

137 

99 

406 

55 

230 

132 

112 

16 300 

8 800 

14 800 

9 800 

mmi 

72 

24 

61 

31 

46 

666 

1'221 

1 414 

1 392 

1 545 

4 

... 

13 

24 

18 

44 

162 

60 

164 

168 

63 

348 

407 

448 

593 

137 

319 

364 

416 

384 

124 

177 

240 

139 

169 

106 

85 

151 

59 

61 

148 

28 

88 

12 

29 

40 

102 

91 

130 

123 

89 

63 

71 

60 

58 

626 

1 119 

1 323 

1 262 

1 422 

78 

51 

58 


48 

47 

89 

[■B| 

|H 

142 


2 523 

5 079 

4 479 

3 705 

1— 

20 c 

5 OO 

591 

311 

Be ] 

675 

1 777 

1 62C 

1 287 


448 

990 

1 • 

666 

363 

576 

833 

b! 

655 

408 

348 

582 

b 1 

495 

200 

164 

258 

193 

200 

124 

68 

81 

99 

56 

52 

44 

68 

63 

35 

12 

3.4 

2.8 

2.5 

2.9 

a.3 

693 

2 244 


1 354 

1 199 

77 

613 


359 

327 

176 

580 

r 1 

403 

364 

140 

355 

r 1 

163 

226 

148 

320 

? *- 

233 

149 

104 

215 

^^^^B 2 [ 

105 

74 

24 

106 

• \ 

66 

38 

8 

35 

33 

16 

4 

16 

20 

45 

9 

17 

3.2 

2.4 

2.3 

2.3 

2.2 

2 523 

5 079 

4 479 

3 705 

2 735 

987 

2 690 

2 538 

1 716 

1 688 

1 280 

2 088 

1 657 

1 735 

895 

256 

301 

284 

254 

152 

693 

2 244 

2 485 

1 354 

1 199 

153 

843 

1 032 

447 

512 

448 

1 193 

1 183 

734 

591 

92 

208 

270 

173 

96 

2 523 

5 079 

4 479 

3 705 

2 735 

544 

536 

475 

480 

315 

311 

393 

293 

350 

180 

764 

1 335 

987 

993 

626 

638 

1 800 

1 591 

1 407 

1 059 

216 

1 015 

1 133 

475 

555 

693 

2 244 

2 485 

1 354 

1 199 

348 

1 082 

942 

707 

466 

136 

290 

322 

217 

181 

120 

464 

607 

216 

323 

60 

324 

512 

185 

189 

29 

84 

102 

29 

40 

2 223 

4 703 

4 283 

3 482 

2 537 

40 

352 

623 

215 

499 

112 

632 

933 

431 

612 

196 

9 O 9 

743 

839 

496 

396 

987 

809 

892 

383 

500 

692 

436 

437 

235 

763 

806 

403 

435 

208 

176 

220 

147 

118 

64 

40 

185 

189 

115 

40 


11 300 

9 500 

10 700 

8 300 


39 

30 

32 

24 

693 

2 244 

2 485 

1 354 

1 199 

... 

... 

28 

22 

8 

12 

210 

302 

129 

152 

76 

368 

786 

302 

384 

212 

715 

745 

455 

341 

156 

414 

334 

225 

158 

101 

255 

133 

US 

38 

104 

144 

26 

42 

12 

32 

138 

131 

61 

106 

85 

73 

61 

68 

60 

661 

2 106 

2 354 

1 293 

1 093 

73 

61 

48 

59 

49 

5 

56 

lOl 

63 

51 


2 926 
185 
708 
466 
703 
472 
235 
73 
84 
3.6 

484 

111 

103 

112 

77 

32 

33 
10 

6 

2.8 


2 926 
1 044 
1 573 
309 

484 

184 

227 

73 


2 926 
435 
336 
1 017 
872 
266 

484 

226 

63 

113 

63 

19 


2 866 
115 
350 
230 
309 
345 
935 
318 
264 
15 500 

97 


484 

”3 

122 

113 

80 

41 

78 

37 

76 


447 

68 

24 
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State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-t-) after 

number indicates median above that number] 


Tenure by Ciolor, 
V.ic.incy St;icus 
Condition ;ind 
Plumbing 
Water Suppiv 
Toilet Facilities 


B.it hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

ALBIA 

ALGONA 

ANAMOSA 

ANKENY 

ATLANTIC 

AUDUBON 

BELLE 

PLAINE 

BELMOND 

BLOOM¬ 

FIELD 

CARROLL 

CENTER¬ 

VILLE 

ALL HOUSING UNITS. 

I 

— 

65fi 

1 902 

1 

200 

884 

2 

578 

1 

047 

1 141 

855 

1 056 

2 

285 

2 

595 

TENUREt COLOR 1 AND VACANCY STATUS 



















OWNER OCCUPIED . 

I 

054 

1 

268 


719 


1 

517 


771 

807 

589 


1 

541 

1 

696 

WHITE. 

1 

047 

1 

266 


719 


1 

513 


771 

806 

589 


1 

541 

1 

672 

NONWHITE . 


7 


2 


* . • 

2 


4 


* • 

1 




• # * 


24 

RENTER OCCUPIED. 


523 


577 


452 

180 


929 


219 

246 

228 

294 


668 


736 

WHITE.. . 


521 


576 


452 

180 


929 


ai9 

246 

228 

292 


667 


727 

NONWHITE . 


2 


1 


t_f • 

• • • 


• • 


• • 

• • • 

• • 1 

2 


1 


9 

AVAILABLE VACANT . 


17 


32 


10 

18 


76 


10 

39 

22 

29 


27 


56 

FOR SALE only. 


4 


11 


2 

14 


13 


5 

17 

1 

6 


14 


16 

FOR RENT . 


13 


21 


8 

4 


63 


5 

22 

21 

23 


13 


40 

OTHER VACANT . 


64 


25 


19 

29 


56 


47 

49 

16 

32 


49 


107 

CONOITION and plumbing 



















ALL UNITS. 

I 

658 

1 

902 

1 

200 

884 

2 

578 

1 

047 

1 141 

855 

1 056 

2 

285 

2 

595 

SOUND.. . . 

1 

239 

1 

468 

1 

018 

845 

2 

084 


980 

860 

754 

624 

2 

066 

1 

915 

WITH ALL PLUMBING FACILITIES . 

1 

017 

1 

412 


90B 

828 

1 

961 


906 

745 

713 

565 

1 

965 

1 

660 

LACKING ONLY HOT WATER . 


31 


13 


26 

6 


21 


8 

36 

4 

10 


26 



lacking OTHER PLUMBING FACILITIES. . . . 


191 


43 


84 

11 


102 


66 

79 

37 

49 


75 


223 

DETERIORATING.. 


307 


278 


142 

32 


393 


55 

205 

77 

401 


178 


579 

WITH ALL PLUMBING FACILITIES . 


154 


226 


95 

27 


264 


40 

113 

43 

276 


142 


264 

LACKING only HOT WATER . 


29 


12 


15 

t • • 


15 


1 

22 

1 



9 



LACKING OTHER PLUMBING FACILITIES. . . . 


124 


40 


32 

5 


114 


14 

70 

33 

107 


27 


278 

DILAPIDATED. 


112 


156 


40 

7 


101 


12 

76 

24 

31 


41 


101 

RENTER OCCUPIED. 


523 


577 


452 

180 


929 


ai9 

246 

228 

294 


668 


736 

SOUND. 


360 


372 


354 

158 


678 


196 

181 

189 

147 


S67 


474 

WITH ALL PLUMBING FACILITIES . 


246 


349 


293 

153 


596 


177 

132 

174 

120 


518 


354 

LACKING SOME OR ALL FACILITIES . . . . . 


114 


23 


61 

5 


82 


19 

49 

15 

27 


49 



DETERIORATING. 


118 


120 


82 

17 


213 


22 

54 

28 

135 


86 


223 

WITH ALL PLUMBING FACILITIES . 


53 


99 


50 

14 


139 


17 

28 

14 

86 


64 


85 

LACKING SOME OR ALL FACILITIES . 


65 


21 


32 

3 


74 


5 

26 

14 

49 


22 



DILAPIDATED. 


45 


85 


16 

5 


38 


1 

11 

11 

12 


15 


39 

ALL HOUSING UNITS. 

1 

658 

1 

902 

1 200 

884 

2 

578 

1 

047 

1 141 

855 

I 0S6 

2 

285 

2 

595 

Water supply 



















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

325 

1 

790 

1 

067 

868 

2 

427 


993 

928 

793 

910 

2 

199 

2 

108 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 


228 


102 


107 

14 


121 


48 

141 

22 

102 


77 


261 

PIPED WATER OUTSIDE STRUCTURE. 


2 


« • 


• • 

1 


7 


• • 

2 

t • • 

1 


3 


9 

NO PIPED WATER . 


103 


10 


26 

1 


23 


6 

70 

40 

43 


6 


217 

TOILET FACILITIES 



















FLUSH TOILET( EXCLUSIVE USE.. . 

1 

366 

1 

837 

1 

121 

878 

2 

389 

1 

005 

1 011 

792 

945 

2 

210 

2 

114 

FLUSH TOILET. SHARED . 


110 


39 


44 

2 


121 


29 

34 

18 

51 


51 


147 

OTHER TOILET FACILITIES OR NONE. . . . , . 


182 


26 


35 

4 


68 


13 

96 

45 

60 


24 


334 

BATHING FACILITIES 



















BATHTUB OR SHOWER. EXCLUSIVE USE . 

I 

265 

1 

761 

1 

064 

867 

2 

318 


963 

942 

768 

881 

2 

162 

2 

018 

bathtub or SHOWER. SHARED. 


91 


48 


44 

6 


134 


25 

28 

16 

50 


60 


137 

NO bathtub or SHOWER . 


302 


93 


92 

11 


126 


59 

171 

71 

125 


63 


440 

BATHROOMS 




















1 

069 

1 

285 


871 

738 

1 

828 


744 

717 

590 

639 

1 

691 

I 

667 

MORE THAN I. 


169 


414 


164 

120 


488 


230 

165 

182 

149 


452 


245 

shared or none . 


420 


203 


165 

26 


262 


73 

259 

83 

268 


142 


683 

source of WATER 



















PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

595 

1 

882 

1 

164 

874 

2 

563 

1 

036 

1 074 

777 

975 

2 

271 

2 

340 

INDIVIDUAL WELL. 


63 


20 


36 

10 


5 


11 

41 

73 

78 


14 


218 

other. 


... 


... 


... 

... 


10 


... 

26 

S 

3 


... 


37 

SEWAGE DISPOSAL 



















PUBLIC SEWER . 

1 

387 

1 

828 

1 

148 

869 

2 

514 

1 

001 

1 029 

777 

939 

2 

248 

2 

202 

SEPTIC tank or CESSPOOL. 


138 


44 


32 

15 


41 


35 

40 

44 

53 


26 


90 

OTHER OR NONE. 


133 


30 


20 

... 


23 


11 

72 

34 

64 


11 


303 

ROOMS 



















1 ROOM . 


18 


31 


43 

8 


92 


25 

31 

12 

11 


42 


69 

2 ROOMS. 


58 


43 


25 

15 


108 


23 

23 

17 

37 


61 


141 

3 ROOMS.... 


178 


215 


121 

38 


219 


105 

85 

67 

104 


203 


249 

4 ROOMS. 


301 


327 


221 

182 


425 


199 

151 

197 

234 


367 


588 

5 ROOMS. 


523 


425 


269 

399 


724 


254 

266 

206 

305 


674 


809 

6 ROOMS. 


269 


407 


261 

154 


522 


199 

252 

169 

187 


440 


410 

7 ROOMS. . . . 


177 


292 


134 

55 


305 


150 

174 

122 

91 


295 


176 

B ROOMS OR MORE. 


134 


162 


126 

33 


163 


92 

159 

65 

87 


203 


153 

MEDIANt 



















ALL UNITS. 




5.3 





5.1 


5.2 

1 2 






4.8 

OWNER OCCUPIED . 




5.8 





5.4 


5.6 





1 


5.1 

RENTER OCCUPIED.. 




3.8 


4.5 



4.4 


3.8 

i 

^■11 

Ki; 

■ 

E i 


3.8 

UNITS IN STRUCTURE 

H 


















i. INCL. TRAILER... 



1 

556 

1 

031 

842 

2 

175 

1 

003 

980 

738 

949 

1 

910 

2 

339 





186 


82 

31 


133 


• • * 

93 

78 

57 


152 


59 

3 AND .. 




73 


51 

• t • 


131 


17 

37 

19 

37 


110 


61 

5 OR MORE. 




87 


36 

11 


139 

_ 

27 

31 

_ 

20 

13 


113 


136 
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17-51 


Tabic 25 . —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where hose is insufflcient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


B.at hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

CHARITON 

CHARLES 

CITY 

CHEROKEE 

CLARINOA 

CLARION 

CLEAR 

LAKE 

CRESCO 

CRESTON 

DECORAH 

DENISON 

DE WITT 

all housing units . 

1 927 

3 

414 

2 

310 

1 

842 

1 167 

2 

475 

1 354 

2 

915 

1 

943 

1 

761 

1 095 

TENURE! COLOR! AND VACANCY STATUS 






















OWNER OCCUPIED . 

1 

269 

2 

419 

1 

438 

1 

121 


791 

1 

486 


957 

1 

933 

1 

228 

1 

154 

777 

WHITE. 

1 

266 

2 

419 

1 

438 

1 

110 


791 

1 

486 


957 

1 

929 

1 

228 

1 

153 

777 

nonwhite... 


3 


. • 


• f 


11 


• t T 


■ • 




4 


- 1 


1 

• t t 

RENTER OCCUPIED... 


563 


867 


788 


1^ 


345 


525 


323 


789 


641 


542 

279 

WHITE. 


562 


867 


788 




344 


524 


321 


789 


640 


542 

279 

NONWHITE . 


1 


. • 


. . 


StB 


1 


1 


2 


• 1 t 


1 


t 1 • 

t • t 

AVAILABLE VACANT . 


27 


62 


27 


72 


8 


123 


32 


59 


34 


27 

22 

FOR SALE ONLY. 


12 


18 


8 


13 


1 


27 


11 


17 


5 


9 

9 

FOR RENT . 


15 


44 


19 


59 


7 


96 


21 


42 


29 


18 

13 

OTHER VACANT . 


68 


66 


57 


52 


23 


341 


42 


134 


40 


38 

17 

CONDITION AND PLUMBING 






















all Units. 

1 

927 

3 

414 

2 

310 

1 

842 

1 

167 

2 

475 

1 

354 

2 

915 

1 

943 

1 

761 

1 095 

SOUND. 

1 

407 

3 

030 

1 

981 

1 

413 

1 

035 

2 

106 

1 

130 

2 

182 

1 

430 

1 

475 

965 

WITH ALL plumbing FACILITIES . 

1 

245 

2 

788 

1 

839 

1 

260 


970 

2 

069 

1 


2 

066 

1 

277 

1 

293 

945 

LACKING ONLY HOT WATER . 


23 


35 


6 


15 


3 


4 


27 


20 


26 


25 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 


139 


207 


136 


138 


62 


33 


94 


96 


127 


157 

16 

DETERIORATING. 


445 


302 


232 


334 


107 


316 


214 


598 


378 


227 

115 

WITH ALL PLUMBING FACILITIES . 


250 


l4e 


174 


249 


86 


286 


104 


429 


266 


153 

95 

LACKING ONLY HOT WATER . 


39 


13 


5 


10 


8 


4 


19 


23 


16 


12 

6 

LACKING OTHER PLUMBING FACILITIES, . , . 


156 


141 


53 


75 


13 


26 


91 


146 


96 


62 

14 

DILAPIDATED. 


75 


82 


97 


95 


25 


53 


10 


135 


135 


59 

15 

renter OCCUPIED. 


563 


867 


788 


597 


345 


525 


323 


789 


641 


542 

279 

SOUND . 


373 


744 


617 


395 


301 


437 


241 


502 


401 


421 

214 

WITH ALL PLUMBING FACILITIES . 


291 


598 


522 


302 


258 


423 


190 


464 


329 


318 

202 

LACKING SOME OR ALL FACILITIES . 


82 


146 


95 


93 


43 


14 


51 


38 


72 


103 

12 

DETERIORATING . 


172 


102 


124 


163 


40 


69 


78 


238 


161 


93 

58 

WITH ALL PLUMBING FACILITIES . 


79 


51 


85 


125 


33 


63 


40 


172 


101 


57 

48 

LACKING SOME OR ALL FACILITIES . 


93 


51 


39 


38 


7 


6 


38 


66 


60 


36 

10 

DILAPIDATED . 


18 


21 


47 


39 


4 


19 


4 


49 


79 


28 

7 

ALL HOUSING UNITS. 

1 927 

3 

414 

2 

310 

1 

842 

1 

167 

2 

475 

1 354 

2 

915 

1 

943 

1 

761 

1 095 

WATER supply 



















■ 



HOT and COLD PIPED WATER INSIDE STRUCTURE. 

I 

642 

3 

133 

2 

229 

1 

692 

1 

122 

2 

430 

1 

175 

2 

640 

1 

790 

■ 


1 071 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 


189 


169 


64 


112 


33 


35 


143 


157 


129 



19 

PIPED WATER OUTSIDE STRUCTURE . 


1 


6 


3 


4 


• • • 


t • • 


4 


3 


t • • 


13 

• f 9 

NO PIPED WATER . 


95 


106 


14 


34 


12 


10 


32 


llS 


24 


19 

5 

TOILET FACILITIES 






















FLUSH TOILET! EXCLUSIVE USE . 

1 

667 

3 

107 

2 

152 

1 

652 

1 

104 

2 

442 

1 

230 

2 

678 

1 

775 

1 

574 

1 073 

FLUSH TOILET! SHARED . 


111 


147 


126 


108 


38 


19 


45 


68 


137 


119 

15 

OTHER TOILET FACILITIES OR NONE . 


149 


160 


32 


82 


25 


14 


79 


169 


31 


68 

7 

BATHING FACILITIES 






















bathtub or shower I EXCLUSIVE USE . 

1 

588 

3 

035 

2 

085 

1 

593 

1 

079 

2 

405 

1 

167 

2 

603 

1 

669 

1 

507 

1 060 

bathtub or SHOWER! SHARED . 


91 


136 


144 


118 


45 


21 


49 


70 


159 


123 

15 

NO BATHTUB OR SHOWER . 


248 


243 


81 


131 


43 


49 


138 


242 


115 


131 

20 

BATHROOMS 























1 

218 

2 

534 

1 

697 

1 

212 


827 

1 

828 


852 

2 

036 

1 

159 

1 

140 

797 

MORE THAN 1 . 


273 


510 


408 


316 


261 


561 


264 


534 


455 


355 

246 

SHARED OR NONE . 


436 


370 


205 


314 


79 


86 


238 


345 


329 


266 

52 

SOURCE OF WATER 






















PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

831 

3 

234 

2 

279 

1 

774 

1 

162 

2 

440 

1 

320 

2 

791 

1 

865 

1 

707 

1 095 

individual well . 


78 


175 


21 


59 


5 


35 


34 


96 


63 


26 

• • • 

OTHER ... 


18 


5 


10 


9 


... 


... 


... 


28 


15 


28 

... 

SEWAGE DISPOSAL 






















PUBLIC SEWER . 

I 

716 

3 

179 

2 

235 

1 

693 

1 

086 

2 

434 

1 

251 

2 

726 

1 

855 

1 

604 

1 039 

SEPTIC TANK OR CESSPOOL . 


68 


127 


55 


78 


67 


20 


55 


57 


41 


83 

44 

OTHER OR NONE. .... . 


143 


108 


20 


71 


14 


21 


48 


132 


47 


74 

12 

ROOMS 






















I ROOM . 


69 


73 


82 


84 


32 


40 


16 


39 


54 


87 

4 

2 ROOMS. 


93 


124 


81 


108 


35 


78 


40 


115 


89 


54 

33 

3 ROOMS. 


183 


342 


267 


176 


116 


308 


110 


281 


220 


168 

84 

4 ROOMS. 


346 


653 


491 


320 


178 


546 


197 


453 


333 


336 

194 

S ROOMS. 


567 


80S 


531 


430 


261 


596 


300 


803 


417 


393 

266 

6 ROOMS. 


305 


732 


377 


350 


287 


492 


305 


608 


390 


349 

251 

7 ROOMS. 


209 


385 


259 


207 


157 


258 


213 


366 


259 


225 

164 

8 ROOMS OR MORE. 


155 


297 


222 


167 


101 


157 


173 


250 


181 


149 

99 

MEDIANt 






















ALL UNITS. 


5.0 


5.1 


4.9 


5.0 


5.4 


4.9 


5.5 


5.2 


5.2 


5.1 

5.4 

owner OCCUPIED . 


5.3 


5.6 


5.4 


5.5 


5.7 


5.5 


5.9 


5.6 


5.7 


5.5 

5.6 

RENTER OCCUPIED. 


3.9 


3.9 


3.9 


3.8 


4.7 


4.1 


4.6 


4.1 


3.8 


3.8 

4.0 

UNITS IN structure 






















Ii INCL. TRAILER . 

1 

806 

2 

844 

^■1 


1 

458 

1 

067 

2 

345 

1 

329 

2 

610 

1 

339 

1 

712 

1 053 



30 


2S1 




142 


41 


66 


15 


133 


372 


30 

23 

3 AND .. 


54 


198 




104 


15 


25 


10 


74 


161 


• • • 

13 

5 OR MORE. 


37 


91 




138 


44 


39 


... 


98 


71 


19 

6 
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State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is iiisuffident; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacincy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat hiiig Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

DYERS- 

VILLE 

EAGLE 

GROVE 

ELDORA 

EMMETS- 

BURG 

ESTHER- 

VILLE 

evansdale 

FAIRFIELD 

FOREST 

CITY 

GLENWOOD 

GRINNELL 

HAMPTON 

all housing Units . 

833 

1 504 

1 141 

1 274 

2 604 

1 531 

2 813 

999 

1 176 

2 270 

1 664 

TENURE 1 COLOR 1 AND VACANCY STATUS 












OWNER OCCUPIED ... 

620 

1 074 

737 

876 

1 799 

1 148 

1 770 

678 

667 

1 497 

1 116 

WHITE. 

620 

1 074 

737 

876 

1 798 

1 147 

1 762 

677 

667 

1 493 

1 115 

nonwhite . 

• • • 

• • • 

« • • 

• ■ • 

1 

1 

8 

1 

• • • 

4 

1 

RENTER OCCUPIED . 

192 

363 

352 

309 

663 

255 

874 

267 

474 

688 

459 

WHITE . 

192 

363 

352 

309 

663 

252 

870 

267 

472 

68 S 

459 

NONWHITE . 

• • • 

• • • 

• • • 

• • • 

• t • 

3 

4 

• • • 

2 

• t • 

• • • 

AVAILABLE VACANT . 

10 

28 

17 

53 

93 

70 

100 

27 

3 

44 

41 

FOR SALE ONLY . 

4 

IS 

9 

18 

21 

16 

32 

8 

1 

8 

15 

FOR rent . 

6 

10 

8 

35 

72 

54 

68 

19 

2 

36 

26 

OTHER VACANT . 

11 

39 

35 

36 

49 

58 

69 

27 

32 

41 

48 

CONDITION AND PLUMBING 












ALL UNITS . 

833 

1 504 

1 141 

1 274 

2 604 

1 531 

2 813 

999 

1 176 

2 270 

1 664 

SOUND. ........... . . . 

762 

1 012 

970 

1 107 

2 222 

1 200 

2 145 

888 

716 

1 842 

1 415 

WITH ALL plumbing FACILITIES . 

710 

974 

897 

1 030 

2 142 

1 on 

2 035 

810 

669 

1 709 

1 352 

LACKING ONLY HOT WATER . 

7 

8 

10 

12 

8 

12 

17 

9 

2 

7 

21 

LACKING OTHER PLUMBING FACILITIES. . . . 

45 

30 

63 

65 

72 

177 

93 

69 

45 

126 

42 

DETERIORATING .. . 

65 

383 

132 

151 

314 

275 

544 

83 

328 

347 

213 

WITH ALL PLUMBING FACILITIES . 

50 

316 

87 

74 

229 

133 

422 

43 

228 

255 

135 

LACKING ONLY HOT WATER . 

1 

10 

12 

5 

4 

4 

20 

2 

9 

12 

9 

LACKING OTHER PLUMBING FACILITIES. . , . 

14 

57 

33 

72 

81 

138 

102 

38 

91 

80 

69 

DILAPIDATED . 

6 

109 

39 

16 

68 

56 

124 

28 

132 

81 

36 

RENTER OCCUPIED . 

192 

363 

352 

309 

663 

255 

874 

267 

474 

68 S 

459 

SOUND . 

165 

206 

305 

261 

505 

170 

605 

231 

202 

530 

373 

WITH ALL PLUMBING FACILITIES . 

140 

185 

254 

229 

469 

128 

542 

187 

173 

447 

350 

LACKING SOME OR ALL FACILITIES . . . . . 

25 

21 

51 

32 

36 

42 

63 

44 

29 

83 

23 

DETERIORATING. 

27 

124 

44 

48 

131 

74 

225 

31 

161 

139 

73 

WITH ALL PLUMBING FACILITIES . 

17 

104 

27 

31 

92 

29 

162 

21 

110 

83 

49 

LACKING SOME OR ALL FACILITIES . 

10 

20 

17 

17 

39 

45 

63 

10 

51 

56 

24 

DILAPIDATED.. 

• • • 

33 

3 

• • * 

27 

11 

44 

5 

111 

19 

13 

ALL HOUSING UNITS. 

833 

1 504 

1 141 

1 274 

2 604 

1 531 

2 813 

999 

1 176 

2 270 

1 664 

water supply 












HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

798 

1 407 

1 052 

1 146 

2 506 

1 229 

2 640 

922 

1 086 

2 156 

1 544 

only COLO PIPED WATER INSIDE STRUCTURE , . 

26 

76 

65 

71 

57 

212 

159 

53 

65 

80 

70 

PIPED WATER OUTSIDE STRUCTURE. 

• 9 • 

4 

2 

3 

2 

1 

2 

f • • 

1 

- - T 

2 

NO PIPED WATER . 

9 

17 

22 

54 

39 

89 

12 

24 

24 

34 

48 

TOILET FACILITIES 












FLUSH TOILETt EXCLUSIVE USE. 

807 

1 451 

1 065 

1 153 

2 476 

1 219 

2 678 

926 

974 

2 087 

1 590 

FLUSH TOILETi SHARED . 

16 

19 

38 

23 

74 

2 

116 

40 

ISl 

136 

12 

OTHER TOILET FACILITIES OR NONE. 

10 

34 

38 

98 

54 

310 

19 

33 

51 

47 

62 

BATHING facilities 












BATHTUB OR SHOWERi EXCLUSIVE USE . 

771 

1 379 

1 024 

1 129 

2 416 

1 193 

2 583 

879 

944 

2 026 

1 530 

BATHTUB OR SHOWER. SHARED. 

27 

19 

48 

26 

77 

• . . 

105 

34 

153 

152 

17 

NO bathtub or SHOWER . 

35 

106 

69 

119 

111 

338 

125 

86 

79 

92 

117 

BATHROOMS 













554 

1 031 

737 

916 

1 772 

1 100 

2 018 

664 

774 

1 600 

1 103 

MORE THAN 1... 

219 

290 

251 

203 

609 

50 

552 

207 

134 

444 

422 

shared or NONE . 

58 

183 

153 

155 

223 

381 

243 

128 

268 

226 

139 

SOURCE OF WATER 












PUBLIC SYSTEM OR PRIVATE COMPANY . 

795 

1 458 

1 118 

1 199 

2 532 

888 

2 808 

927 

1 OIO 

2 250 

1 547 

individual well. 

36 

46 

14 

69 

62 

612 

5 

55 

147 

20 

117 

OTHER. 

... 

... 

9 

6 

10 

31 

... 

17 

19 



SEWAGE DISPOSAL 












PUBLIC SEWER . 

774 

1 442 

1 041 

1 114 

2 507 

20 

2 797 

927 

956 

2 207 

1 528 

SEPTIC TANK OR CESSPOOL. 

34 

31 

41 

85 

47 

1 299 

11 

45 

57 

32 

86 

OTHER OR NONE. 

23 

31 

59 

75 

50 

212 

5 

27 

163 

31 

50 

ROOMS 












1 ROOM.... . 


15 

33 

36 

72 

7 

82 

15 

128 

69 

16 

2 ROOMS. 


20 

34 

32 

78 

24 

116 

36 

58 

100 

49 

3 ROOMS. 


75 

106 

101 

223 

179 

283 

93 

115 

211 

148 

4 ROOMS. 


227 

199 

228 

489 

685 

537 

204 

242 

331 

333 

5 ROOMS. 


378 

274 

307 

723 

439 

774 

221 

301 

515 

383 

6 ROOMS. 

197 

379 

202 

271 

555 

147 

531 

215 

170 

454 

316 

7 ROOMS. 

145 

229 

162 

163 

272 

40 

270 

138 

85 

313 

216 

8 ROOMS OR MORE.. 

125 

181 

131 

136 

192 

10 

220 

77 

77 

277 

203 

MEDIAN! 












ALL UNITS. 

5.8 

5.6 

5.2 

5.3 

5.1 


5.0 

5.2 


5.3 

5.2 

OWNER OCCUPIED . 

6.1 

5.9 

5.8 

5.4 

5.4 


5.4 



6.0 

5.7 

RENTER occupied. 

... 

4.7 

4.3 


4.2 


3.9 

4.2 


4.3 

4.3 

UNITS IN STRUCTURE 












It INCL. trailer . 

780 

1 364 

997 


2 179 


2 144 

836 

1 003 

1 825 

1 501 


42 

59 

45 


268 


334 

87 

33 

229 

74 

3 AND 4. . . . 

9 

63 

71 




213 

71 

49 

95 

50 

5 OR MORE.. 

... 

18 

28 


66 1 


122 

5 

91 

121 

39 
















































































































I t 
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State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text, “U” denotes an unincorporated place. Plus (-1-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy .Sc.itiis 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
.Source ot' Water 
Sewage Dispo.sal 
Rooms 

Units in Structure 


SUBJECT 

MISSOURI 

VALLEY 

MONTI- 
CELLO 

MOUNT 

PLEASANT 

MT VERNON 

NEVADA 

NEW 

HAMPTON 

ALL housing units. 

1 224 

1 093 

2 242 

673 

1 523 

1 098 

TENURE 1 COLOR 1 AND VACANCY STATUS 







OWNER OCCUPIED . 

830 

727 

1 376 

433 

994 

791 

white. 

828 

737 

1 358 

432 

994 

790 

NONWHITE . 

2 

1 • • 

18 

1 

t • • 

1 

RENTER OCCUPIED. 

333 

333 

690 

224 

448 

273 

WHITE.. . . 

333 

332 

682 

224 

448 

272 

NONWHITE . 

• • • 

I 

8 

• • • 

f t • 

1 

AVAILABLE VACANT . 

21 

15 

112 

6 

44 

2 

FOR SALE ONLY. 

3 

5 

8 

• • t 

8 

2 

FOR RENT . 

18 

10 

104 

6 

36 

• • • 

OTHER VACANT . 

40 

18 

64 

10 

37 

32 

CONDITION AND PLUMBING 







ALL UNITS. 

1 224 

1 093 

2 242 

673 

1 523 

1 098 

SOUND... 

964 

897 

1 764 

588 

1 176 

883 

WITH ALL PLUMBING FACILITIES . 

867 

823 

1 560 

563 

1 075 

802 

LACKING ONLY HOT WATER . 

23 

18 

12 

4 

6 

26 

LACKING OTHER PLUMBING FACILITIES. . , . 

74 

56 

192 

21 

95 

55 

deteriorating.. . . . 

211 

159 

375 

51 

309 

201 

WITH ALL PLUMBING FACILITIES . 

129 

103 

248 

46 

211 

126 

LACKING only HOT WATER . 

22 

13 

18 

1 

6 

19 

lacking OTHER PLUMBING FACILITIES. . . . 

60 

43 

109 

4 

92 

56 

dilapidated. 

49 

37 

103 

34 

38 

14 

RENTER OCCUPIED. 

333 

333 

690 

224 

448 

273 

SOUND. 

221 

240 

498 

178 

303 

203 

WITH all plumbing FACILITIES . 

196 

202 

394 

167 

245 

168 

LACKING SOME OR ALL FACILITIES . 

25 

38 

104 

11 

58 

35 

DETERIORATING. 

80 

78 

164 

30 

129 

65 

WITH ALL PLUMBING FACILITIES . 

51 

52 

lOS 

29 

89 

40 

LACKING some OR ALL FACILITIES . 

29 

26 

59 

1 

40 

25 

DILAPIDATED. 

32 

15 

28 

16 

16 

5 

ALL HOUSING UNITS.. . 

1 224 

1 093 

2 242 

673 

1 523 

1 098 

water SUPPLY 







HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 061 

988 

2 036 

649 

1 428 

980 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

116 

97 

135 

22 

61 

97 

PIPED WATER OUTSIDE STRUCTURE. 

2 

1 

7 

• t • 

2 

2 

NO PIPED WATER . 

45 

7 

64 

2 

32 

19 

TOILET FACILITIES 







FLUSH TOILETt EXCLUSIVE USE. 

1 112 

1 035 

1 941 

652 

1 355 

1 022 

FLUSH TOILETt SHARED . . . 

23 

41 

189 

18 

106 

43 

OTHER TOILET FACILITIES OR NONE. 

89 

17 

112 

3 

62 

33 

BATHING FACILITIES 







BATHTUB OR SHOWERt EXCLUSIVE USE . 

1 062 

982 

1 881 

643 

1 318 

980 

BATHTUB OR SHOWERt SHARED. 

30 

43 

181 

18 

108 

44 

NO BATHTUB OR SHOWER . 

132 

68 

180 

12 

97 

74 

BATHROOMS 








866 

775 

1 428 

429 

998 

742 

MORE THAN 1. ......... . . 

191 

151 

454 

201 

317 

238 

SHARED OR NONE . 

167 

167 

360 

43 

208 

118 

SOURCE OF WATER 







PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 163 

1 088 

2 132 

668 

1 489 

1 083 

INDIVIDUAL WELL. 

56 

• • • 

65 

5 

34 

11 

OTHER. 

5 

5 

45 

... 

... 

4 

sewage DISPOSAL 







PUBLIC SEWER . 

976 

1 078 

2 023 

648 

1 414 

1 078 

SEPTIC TANK OR CESSPOOL.. . . 

190 

5 

87 

25 

70 

5 

OTHER OR NONE. 

58 

10 

132 


39 

15 

ROOMS 







I ROOM . 

13 

14 

168 


62 

12 

2 ROOMS. 

44 

22 

122 

25 

69 

18 

3 ROOMS. 

140 

97 

217 

80 

155 

59 

4 ROOMS... 

218 

178 

403 

90 

291 

158 

5 ROOMS. 

367 

280 

484 

137 

350 

226 

6 ROOMS. 

242 

201 

371 

123 

285 

232 

7 ROOMS. 

134 

166 

250 

95 

171 

210 

8 ROOMS OR MORE. ... 

66 

135 

227 

119 

140 

183 

MEDIAN! 







ALL UNITS. 

5.0 

5.3 

4.9 

5.5 

5.0 

5.8 

OWNER OCCUPIED.. . 

5.3 

5.7 

5.7 


5.6 

6.1 

RENTER OCCUPIED... 

4.1 

4.4 

3.8 


4.1 

5.2 

UNITS IN STRUCTURE 







It INCL. TRAILER . 

1 043 

956 


51B 

1 242 

1 054 


81 

69 


89 

116 

11 

3 AND 4. 

56 

40 


55 

77 

11 

5 OR MORE. 

44 

28 


11 

88 

22 


OELWEIN 

ONAWA 

ORANGE 

CITY 

OSAGE 

OSCEOLA 

2 844 

1 192 

913 

1 330 

1 323 

2 016 

768 

711 

1 011 

870 

2 015 

768 

711 

1 011 

870 

667 

340 

172 

285 

376 

664 

340 

171 

284 

375 

3 

• • • 

1 

1 

1 

94 

37 

13 

7 

28 

31 

7 

4 

1 

7 

63 

30 

9 

6 

21 

67 

47 


27 

49 

2 844 

1 192 


1 330 

1 323 

2 261 

907 


1 263 

943 

2 126 

768 


1 152 

821 

19 

17 


29 

24 

116 

122 


82 

98 

447 

226 


56 

319 

328 

75 


27 

152 

28 

14 

2 

S 

21 

91 

137 

20 

21 

146 

136 

59 

30 

11 

61 

667 

340 

172 

285 

376 

548 

231 

136 

265 

231 

494 

180 

110 

233 

182 

54 

51 

26 

32 

49 

90 

89 

27 

19 

127 

54 

26 

23 

7 

46 

36 

63 

4 

12 

81 

29 

20 

9 

1 

18 

2 844 

1 192 

913 

1 330 

1 323 

2 620 

906 

844 

1 232 

1 055 

162 

108 

54 

80 

124 

2 

14 

2 

5 

2 

60 

164 

13 

13 

142 

2 666 

924 

880 

1 269 

1 077 

86 

33 

11 

18 

69 

92 

235 

22 

43 

177 

2 570 

880 

802 

1 223 

1 034 

72 

33 

18 

27 

61 

202 

279 

93 

80 

228 

2 021 

644 

597 

882 

803 

572 

168 

213 

287 

162 

251 

380 

103 

161 

358 

2 761 

979 

892 

1 306 

1 154 

58 

198 

21 

24 

169 

25 

15 

• « • 

• « • 

• • t 

2 705 

906 

810 

1 226 

1 002 

52 

67 

82 

60 

167 

87 

219 

21 

44 

154 

40 

36 

6 

4 

29 

71 

68 

15 

29 

69 

198 

154 

51 

104 

116 

525 

244 

156 

230 

239 

831 

274 

198 

299 

340 

651 

198 

190 

288 

260 

326 

119 

182 

205 

144 

202 

99 

115 

171 

126 

5.2 


5.7 

5.5 

5.1 

5.4 




5.4 

4.3 

■ 

... 




128 

913 


HI 


11 


HiO 



13 





40 
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Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 — Con. 

[So^e data baaad on saraplo; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by tloliir, 
V.icaucy St.uus 
tlonditiun .tiul 
Plumbing 
W.itcr Supply 
Toilet [''.tcilictes 


li.iclHii.t! i'.iuluit'h 
H.uhrtxnn.s 
.Soiirtf ol VV.irer 
Scw.i.cie Disixi-;.!! 
Ruluu^ 

Ibut.s in StnKfure 


SUBJECT 

PELLA 

PERRY 

RED 

OAK 

ROCK 

RAPIOS 

SAC CITY 

SHELDON 

SHENAN¬ 

DOAH 

SIBLEY 

SPENCER 

SPIRIT 

LAKE 

STORM 

lake 

TAMA 

ALL HOUSING UNITS. 

1 

783 

2 

387 

2 

425 

992 

1 

220 

1 

512 

2 

482 

1 

017 

3 

050 

1 013 

2 

608 

1 004 

TENUREi COlORi AND VACANCY STATUS 






















OWNER OCCUPIED . 

I 

303 

1 

565 

1 

563 

689 


764 

1 

043 

1 

440 


711 

1 

987 

622 

1 

656 

717 

WHITE. 

1 

303 

1 

542 

1 

557 

689 


763 

1 

042 

1 

440 


711 

1 

987 

622 

1 

655 


NONWHITE . 


■ 


23 


6 

• ■ • 


1 


1 


t • • 


t t t 


• « t 

• • • 


1 


RENTER OCCUPIED. 


423 


681 


762 

255 


332 


378 


889 


241 


905 

278 


630 

245 

white. 


421 


676 


761 

255 


3B2 


376 


888 


241 


904 

278 


628 

242 

NONWHITE . 


2 


5 


1 

• • * 


• • • 


2 


1 


• • « 


1 

• • • 




AVAILABLE VACANT . 


39 


76 


65 

26 


32 


31 


78 


43 


99 

33 


66 

23 

FOR SALE ONLY. 


4 


11 


13 

5 


6 


3 


8 


11 


20 

9 


10 

6 

FOR RENT. 


35 


65 


52 

21 


26 


28 


70 


32 


79 

24 


56 


OTHER VACANT . 


23 


65 


35 

22 


42 


60 


75 


22 


59 

80 


66 

19 

CONDITION AND PLUMBING 






















ALL UNITS. 

1 

78B 

2 

387 

2 

425 

992 

1 

220 

1 

512 

2 

482 

1 

017 

3 

oso 

1 013 

2 

608 

1 004 

SOUND. 

1 

476 

1 

722 

1 

886 



824 

1 

263 

1 

889 


933 

2 

686 

665 

2 

239 

743 

WITH ALL PLUMBING FACILITIES . 

1 

327 

1 

678 

1 

780 



773 

1 

184 

1 

770 


825 

2 

S69 

647 

2 

170 

677 

LACKING ONLY HOT WATER . 


12 


. . . 


16 



6 


13 


10 


19 


9 

4 


3 


LACKING OTHER PLUMBING FACILITIES. . . . 


137 


44 


90 

86 


45 


66 


109 


89 


108 

14 


58 

48 

DETERIORATING . 


2B2 


595 


527 

65 


317 


199 


439 


73 


288 

316 


293 


WITH ALL PLUMBING FACILITIES . 


205 


517 


416 

39 


253 


144 


360 


33 


239 

253 


277 

153 

LACKING ONLY HOT WATER . 


12 


12 


18 

2 


8 


7 


13 


7 


4 

1 


t t * 


LACKING OTHER PLUMBING FACILITIES. . . . 


65 


66 


93 

24 


56 


48 


66 


33 


45 

62 


16 

79 

DILAPIDATED. 


30 


70 


12 

11 


79 


50 


154 


11 


76 

32 


76 


RENTER OCCUPIED. 


423 


681 


762 

255 


382 


378 


889 


241 





030 

245 

SOUND. 


299 


442 


536 

236 


227 


280 


616 


208 





666 

138 

WITH ALL PLUMBING FACILITIES . 


236 


415 


465 

183 


200 


246 


536 


174 





622 

114 

LACKING SOME OR ALL FACILITIES . 


63 


27 


71 

53 


27 


34 


BO 


34 





4U 


DETERIORATING. 


109 


212 


223 

16 


124 


83 


202 


27 


Pi 



136 


WITH ALL PLUMBING FACILITIES . 


83 


1S6 


166 

9 


98 


59 


151 


12 





130 


LACKING SOME OR ALL FACILITIES ..... 


26 


26 


57 

7 


26 


24 


51 


15 





6 


DILAPIDATED. ... . 


15 


27 


3 

3 


31 


15 


71 


6 


25 

IHBHQ 


28 


ALL HOUSING UNITS. 

1 TSB 

2 

387 

2 

425 

992 

1 220 

1 

512 

2 

482 

1 

D17 

3 

050 

1 013 

2 

608 

1 004 

WATER SUPPLY 






















HOT and cold piped WATER INSIDE STRUCTURE. 

I 

673 

2 

284 

2 

342 

918 

1 

127 

1 

407 

2 

348 


915 

2 

964 

953 

2 

570 

892 

only cold piped water inside STRUCTURE . . 


110 


82 


72 

58 


74 


81 


118 


83 


66 

32 



106 

PIPED WATER OUTSIDE STRUCTURE. 


• t « 


1 


• 1 t 

2 


2 


2 


1 


t • • 


Z 

4 


• • • 

1 

NO PIPED WATER . 


5 


20 


11 

14 


17 


22 


15 


19 


18 

24 


4 


TOILET FACILITIES 






















FLUSH TOILET 1 EXCLUSIVE USE. 

1 

720 

2 

280 

2 

282 

916 

1 

155 

1 

432 

2 

308 


967 

2 

939 

945 

2 

560 

950 

FLUSH TOILET I SHARED. 


58 


61 


117 

36 


23 


40 


142 


29 


81 

22 


43 

42 

OTHER TOILET FACILITIES OR NONE. 


10 


46 


26 

40 


40 


40 


32 


21 


30 

46 


5 


BATHING FACILITIES 






















BATHTUB OR SHOWERi EXCLUSIVE USE . 

1 

577 

2 

240 

2 

239 

873 

1 

094 

1 

381 

2 

244 


886 

2 

867 

916 

2 

525 

069 

bathtub or shower I SHARED. 


67 


60 


124 

39 


35 


37 


154 


25 


86 

23 


43 

31 

NO BATHTUB OR SHOWER . 


144 


87 


62 

80 


91 


94 


84 


rD6 


97 

74 


40 


BATHROOMS 























1 

152 

1 

829 

1 

765 

676 


847 

1 

113 

1 

706 


700 

2 

234 

727 

1 

922 

666 

MORE THAN .. 


409 


4D0 


480 

226 


210 


252 


491 


203 


638 

189 


629 

153 

SHARED OR NONE . 


227 


158 


180 

90 


163 


147 


285 


112 


178 

97 


57 

165 

SOURCE OF WATER 






















PUBLIC SYSTEM OR PRIVATE COMPANY . 

I 

777 

2 

358 

2 

405 

972 

1 

178 

1 

476 

2 

456 


692 

2 

665 

972 

2 

603 

978 

INDIVIDUAL WELL. 


6 


20 


20 

15 


36 


36 


14 


311 


385 

28 


• • • 

21 

OTHER. 


S 


9 


... 

5 


6 


• • • 


12 


14 


• • • 

13 


3 

5 

SEWAGE disposal 























1 

746 

2 

304 

2 

381 

879 

1 

090 

1 

386 

2 

392 


996 

2 

983 

886 

2 

603 

963 

SEPTIC TANK OR CESSPOOL. 


37 


34 


34 

82 


104 


81 


44 


5 


47 

66 


• • 

36 

OTHER OR NONE. 


5 


49 


10 

31 


26 


45 


46 


16 


20 

61 


5 

5 

ROOMS 
























35 


33 


58 

27 


33 


62 


66 


17 


15 

49 


24 

16 



35 


79 


91 

30 


35 


37 


142 


28 


122 

50 


75 

26 



162 


238 


206 

79 


128 


126 


305 


87 


388 

110 


277 

73 



359 


441 


424 

207 


190 


266 


519 


234 


643 

222 


510 

157 



415 


679 


662 

250 


277 


370 


662 


243 


802 

277 


685 

222 



359 


455 


465 

188 


236 


299 


389 


202 


540 

159 


524 

194 



273 


282 


293 

130 


176 


191 


201 


109 


310 

96 


295 

194 



150 


180 


226 

81 


145 


153 


198 


97 


230 

50 


218 

122 

MEDIANt 






















ALL UNITS . 


5.2 


5,1 


5.2 



5.3 


5.2 


4.8 


5.1 


4.9 

4.8 


5.1 

5.S 

OWNER OCCUPIED . 


5.4 


5.4 


5.6 



5.6 


5.6 


5,4 


5.4 


5,3 

5.2 


5.6 

6.0 

RENTER OCCUPIED . 


4.2 


4.2 


4.2 



4.4 


4.5 


3.9 


4.4 


3.8 

4.0 


4. 1 

4.2 

UNITS IN STRUCTURE 























1 

640 

2 

050 

2 

057 

808 


983 

1 

350 

2 

134 


925 

2 

629 

989 

2 

147 

944 



124 


160 


139 

98 


93 


62 


117 


36 


202 

15 


202 

30 



24 


66 


ml 

41 


83 


64 


156 


38 


159 

9 


96 

10 



... 


111 

■ 

fm 

45 


61 


36 


75 


18 


60 



163 

20 
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State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (-(-) after 

number indicates median above that number] 


Tenure by Color, 
Vauncy Status 
Condition .ind 
Plumbing 
Water Supply 
Toilet Facilities 


Bat hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


WEST 


SUBJECT 

TIPTON 

TOLEDO 

URBAN- 

DALE 

VINTON 

WASH¬ 

INGTON 

waukon 

WAVERLY 

WEBSTER 

CITY 

BUR¬ 

LINGTON 

WEST 

UNION 

WINDSOR 

HEIGHTS 

— 

WINTER- 

SET 

ALL HOUSING UNITS. 

1 

039 

877 

1 575 

1 

695 

2 

236 

1 

209 

1 

916 

2 

936 

781 

868 

1 

459 

1 

414 

TENURE! COLOR! AND VACANCY STATUS 






















OWNER OCCUPIED . 


677 

629 

1 

396 

1 

151 

1 

495 


779 

1 

264 

1 

874 

702 

640 

1 

361 


931 

WHITE. 


677 


1 

394 

1 

151 

1 

491 


779 

1 

264 

1 

872 

702 

640 

1 

261 


931 

NONWHITE ..... . 


. * - 



2 


t • t 


4 


• • • 


• • 


2 

« t « 

t « • 


• • • 


• « « 

RENTER OCCUPIED. 


307 



99 


475 


630 


389 


562 


915 

77 

210 


155 


401 

WHITE.... . . . 


307 



99 


474 


626 


389 


560 


912 

77 

210 


155 


401 

NONWHITE . 





• • • 


1 


4 


• f 


2 


3 


• • • 


• • t 


• • 

AVAILABLE VACANT . 


Km 



63 


26 


35 


22 


51 


88 

2 

5 


36 


29 

FOR SALE ONLY . 


Bn 



51 


9 


15 


5 


21 


30 

2 

3 


17 


4 

FOR RENT .. . . , . 



1 


12 


17 


20 


17 


30 


58 

• • • 

2 


19 


25 

OTHER Vacant . 

■ 

WM 

22 


17 


43 


76 


19 


39 


59 

... 

13 


7 


53 

CONDITION AND PLUMBING 

■ 

B 




















ALL UNITS . 

■ 

ItlkM 

877 

1 

575 

1 

695 

2 

236 

1 

209 

1 

916 

2 

936 

781 

868 

1 

459 

1 

414 

SOUND. 



622 

1 

490 

1 

073 

1 

739 


943 

1 

607 

2 

593 

559 

522 

1 

395 

1 

159 

WITH ALL PLUMBING FACILITIES . . 


Wilna 

533 

1 

480 

1 

006 

1 

618 


623 

1 

534 

2 

428 

546 


1 

389 

1 

020 

lacking only hot water . 


17 

3 


1 


15 


13 


31 


14 


11 

1 



• • • 


4 

LACKING OTHER PLUMBING FACILITIES. . . . 


71 

86 


9 


52 


108 


89 


59 


154 

12 

^Bk 


6 


135 

deteriorating. 


112 

192 


82 


515 


411 


208 


281 


261 

219 



60 


180 

WITH ALL PLUMBING FACILITIES ...... 


75 

140 


60 


369 


291 


119 


213 


176 

185 

241 


49 


97 

LACKING ONLY HOT WATER . 


9 

7 


2 


28 


18 


26 


21 


9 

17 

10 


1 


5 

LACKING OTHER PLUMBING FACILITIES. . . . 


2B 

45 


20 


118 


102 


63 


47 


76 

17 

60 


10 


78 

DILAPIDATED . 


25 

63 


3 


107 


86 


58 


28 


82 


35 


4 


75 

RENTER OCCUPIED . 


307 

220 


99 


475 


630 


389 


562 


915 


210 


155 


401 

SOUND . 


257 

145 


SO 


238 


425 


261 


422 


749 


87 


137 


295 

WITH ALL PLUMBING FACILITIES . 


321 

118 


78 


211 


354 


196 


390 


646 


79 


133 


212 

LACKING SOME OR ALL FACILITIES . 


36 

27 


2 


27 


71 


65 


32 


103 


8 


4 


83 

deteriorating . 


46 

61 


18 


191 


178 


102 


127 


134 


115 


17 


80 

WITH ALL PLUMBING FACILITIES . 


36 

42 


10 


120 


127 


46 


107 


94 


92 


17 


46 

LACKING SOME OR ALL FACILITIES . 


10 

19 


8 


71 


51 


56 


20 


40 


23 


« • • 


34 

DILAPIDATED. 


4 

14 


1 


46 


27 


26 


13 


32 


8 


1 


26 

ALL housing UNITS. 

1 

039 

877 

1 

575 

1 

695 

2 

236 

1 

209 

1 

916 

2 

936 

781 

868 

1 459 

1 414 

WATER SUPPLY 



K 



















HOT AND COLD PIPED WATER INSIdE STRUCTURE. 


941 


1 

547 

1 

491 

2 

055 

1 

029 

1 

808 

2 

772 

750 

786 

1 

446 

1 

248 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


86 



IS 


143 


120 


162 


69 


116 

29 

65 


8 


82 

PIPED WATER OUTSIDE STRUCTURE. 


1 



. • 


9 


2 


. . 


t_f • 


• • 

• • • 

7 


1 


2 

NO PIPED WATER . 


11 

95 


10 


52 


59 


18 


39 


48 

2 

10 


4 


82 

TOILET FACILITIES 






















FLUSH TOILET! EXCLUSIVE USE . 


984 

740 

1 

547 

1 

542 

2 

050 

1 

102 

1 

836 

2 

745 

765 

823 

1 

444 

1 

218 

FLUSH TOILET 1 SHARED . 


34 

33 


3 


54 


93 


76 


29 


100 

10 

20 


7 


98 

OTHER TOILET FACILITIES OR NONE . 


21 

104 


25 


99 


93 


31 


51 


91 

6 

25 


8 


98 

BATHING FACILITIES 






















bathtub or SHOWERi EXCLUSIVE USE . 


925 

716 

1 

545 

1 

454 

1 

978 

1 

019 

1 

791 

2 

667 

752 

769 

1 

442 

1 

147 

BATHTUB OR SHOWER! SHARED . 


39 

28 


1 


57 


105 


72 


38 


102 

10 

24 


7 


107 

NO BATHTUB OR SHOWER . 


75 

133 


29 


184 


153 


118 


87 


167 

19 

75 


10 


160 

BATHROOMS 
























668 

566 

1 

040 

1 

143 

1 

466 

m 

R9 

1 

304 

2 

170 

665 

608 


777 


996 

MORE THAN I . 


222 

132 


497 


268 


517 




455 


492 

64 

146 


672 


178 

SHARED OR NONE .. . . . . 


149 

179 


38 


284 


253 

M 



157 


274 

50 

114 


10 


240 

source of WATER 






















PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 

1 

031 

748 

1 

531 

1 

629 

2 

196 

1 

195 

1 

846 

2 

861 

764 

848 

1 

444 

1 

322 

INDIVIDUAL WELL . 


« • ■ 

119 


44 


35 


35 


6 


60 


55 

10 

20 


15 


59 

OTHER. 


8 

10 


... 


31 


5 


8 


10 


20 

5 

... 


... 


33 

sewage DISPOSAL 






















PUBLIC SEWER . 

I 

021 

730 

1 

258 

1 

568 

2 

149 

1 

174 

1 

836 

2 

796 

744 

796 

1 

299 

1 

283 

SEPTIC TANK OR CESSPOOL. 


5 

36 


301 


38 


42 


16 


55 


56 

35 

51 


155 


40 

OTHER OR NONE... 


13 

111 


16 


89 


45 


19 


25 


84 


21 


5 


91 

ROOMS 






















1 ROOM . . . 


32 

3S 


3 


47 


39 


32 


16 


45 

2 

12 


7 


55 

2 ROOMS. 


27 

69 


9 


59 


67 


50 


58 


103 

27 

27 


38 


61 

3 ROOMS. 


86 

85 


33 


174 


203 


123 


157 


298 

64 

72 


68 


144 

4 ROOMS. 


155 

163 


224 


303 


376 


168 


347 


568 

177 

133 


171 


264 

5 ROOMS. 


246 

135 


759 


371 


490 


253 


510 


745 

244 

212 


458 


340 

6 ROOMS. 


209 

133 


379 


314 


455 


237 


372 


579 

129 

178 


463 


235 

7 ROOMS. 


156 

136 


133 


248 


332 


232 


258 


379 

106 

125 


165 


172 

8 ROOMS OR MORE. 


128 

118 


35 


179 


274 


114 


198 


219 

32 

109 


89 


143 

MEDIANi 






















ALL UNITS. 



5.1 


5.2 




5.4 


ml 


5.2 


5.1 

5.0 

5.4 


5.5 


5.0 

OWNER OCCUPIED .. . . 


Era 



5.2 


ml 


5.9 


an 


5.4 


5.5 

5.0 

5.7 


5.6 


5.5 

RENTER OCCUPIED . 


4.6 



... 


nM 


4.2 


4.5 


4.7 


4.3 


4.8 




3.9 

UNITS IN STRUCTURE 






















l! INCL. TRAILER . 


898 

746 

1 

555 

m 


1 

814 

1 

056 

1 

594 

2 

481 

756 

853 

1 

413 

1 

215 



99 

25 


5 




223 


63 


186 


205 

23 

15 


10 


87 

3 AND .. 


21 

42 


15 




140 


62 


102 


95 

• • • 





40 

5 OR MORE . 


21 

64 


... 

■ 



59 


28 


34 


155 

... 

... 


36 


72 




































































































































Tabic 26. -CXctlJ^AIVi Y AND I’lNANHAt (.JtAK AlTHRiurU &, IHAR UtfU.f, AND III AlINti IvQDtt'M JNT, 
roK PLActys t>i' 2.UK) ni tO.O(K) iNiiAniTANfH Iy6£> 

[Some data tjaaed on aample. median not ahown where Iwm> to innuMent, aw teal. ”1)“ denotw an unim'urjwrated place. Plua ( f) or 
mlnua ( ) after number Indtoalw median above or below that number] 


Ycji Siroinur IU»ili 
Hejfiiig l-quipmrnj 
l'«pul4rum 

Pciwns per Rtmm 


Yfii Mavcti iiiio 

I’nif 

Y'jiltir 

c »HB* Kent 
t tuitiH r Kent 


auu HQUSlNft UM1T&, . , , 
YtA« At age rust RUluT 
JU9S to MARCH IVfeO 

1090 tq jesa ... . 

iONO TO lUMO , 

1090 Oft laftcteft. 


HIATJNO lOOlMHrNT 


STIAH OR HOT NAttR . . . 
NartH AIR ftURNACC « i t , 
iUlt.T-IM ROOM UhJTS, , , 
OTHER HEAN9 «1 Tm (fLUt. . 
OTHtR HKAN9 RiTMOUT ftkOf 
... . . 


POm.AT|ON IN HOUI>tNO gN|T«< l<$m, , • t 
PER OCCOPtCO UNIT. 

OWNtft» ,1 f 

RCNTCR 


auc OCCueitB UN|T% 


\ PERSON . . • . 
a PERSONS. , . . 
i PERSONS. . . . 
ft PCRSONI. . . > 

9 PERSONS. . . . 
a PERSONS. . . . 

7 PBRIONS, , . . 

8 PERSONS OR MORE 
HIOIANI 

Al.1. OCCUR 110 . 
OWNER. . . . 
RINTtR , . , 


1.00 OR LlSB 
1.0! OR MORE 


OWNER OCCUR]10 

1998 TO MARCH t«60 
19S« to IMT . , , 
IMO TO IfSi . . ♦ 

1999 OR tARUlCR. . 

RENTER OCCURHB 
1498 TO MARCH I4a0 
14»« TO VW . , , 
i4«0 TO 1493 . , . 
1434 OR BARkllR. . 


owner OCCUPIBO 
uBSi than as1000 . 
•9*000 TO »4*400 , 
•lOtOOO TO flfttWOO 
•ISiOOO TO »14*400 
•20.000 TO il8«400 
•29)000 OR MORE, . 
MEDIAN ..... . 


RENTER OCCUPIEO 
uss Than * 80 . . . 
•80 TO *34 ... . 
•ftO TO 194 ... . 
*60 TO *74 , 

•60 TO *44 ... . 
•100 TO *114 . . . 
•180 OR MORI . . . 
NO cash RENT . , . 
MEDIAN . . 



CONTRACT rent 

renter occupied. . . . 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

TOR Places op 2,500 to 10,000 Inhabitants: I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (•+■) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons pet Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER. 


HEATINS EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE ....... . 


POPULATION 

POPULATION IN HOUSING UNITSi 1960. 

PER OCCUPIEO UNIT. 

owner.. 

renter . 


ALL occupied UNITS. 

PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 
e PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER occupied . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 To 1957 . 

1940 TO 1953 . 

1939 OR earlier. 


VALUE 


OWNER OCCUPIED . 

LESS Than ssiOoo . 

SStOOO TO S9!900 . 

SlOiOOO TO S14i900 . 

$15)000 TO $19)900 ... 

$20)000 TO $24)900 . 

$25)000 OR MORE. 

MEDIAN . DOLLARS . 


GROSS RENT 

renter OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . DOLLARS . 


CONTRACT rent 

renter occupied. 

MEDIAN . DOLLARS . 


CHARITON 

CHARLES 

CITY 

CHEROKEE 

CLARINOA 

CLARION 

CLEAR 

lake 

CRESCO 

CRESTON 

DECORAH 

DENISON 

DE WITT 

1 927 

3 414 

2 310 

1 842 

1 167 

2 475 

1 354 

2 915 

1 943 

1 761 

1 095 

5B 

45 

73 

1 751 

25B 

963 

147 

546 

11 

203 
293 
387 
2 531 

384 
2 335 
222 
466 

3 

4 


84 

92 

206 

1 460 

237 

897 

104 

568 

24 

12 

H 

347 

248 

332 

1 546 

175 

1 460 
539 
141 
140 
20 

97 

57 

77 

1 123 

243 

586 

106 

411 

8 

169 
230 
140 
2 376 

244 

1 361 
431 
739 
32 
108 

148 
88 

149 

1 558 

554 

1 047 
84 
190 
60 

8 

222 

121 

113 

1 305 

237 

1 103 
76 
332 

13 

134 

107 

121 

733 

95 

769 

29 

202 

4 907 

9 806 

6 428 

■ 

3 232 

■ 

3 725 

7 564 

5 503 

1 

3 216 

2.7 

3.0 

2.9 


2.8 


2.9 

2.8 

2.9 


3*0 

2.6 

3. 1 

3.0 


2.9 


2.9 

2.8 

3.1 


3.1 

2.4 

2.7 

2.7 


2.7 


3.0 

2.7 

2.7 


2.9 

1 832 

3 286 

2 226 

1 718 

1 136 

2 oil 

1 280 

2 722 

1 869 

1 696 

1 056 

445 

■1 

440 

345 

229 

334 

245 

562 


368 

185 

615 


753 

618 

378 

654 

428 

993 


537 

326 

289 


350 

286 

180 

323 

218 

410 

364 

288 

185 

233 

518 

312 

215 

174 

301 

164 

346 

289 

207 

163 

140 

326 

197 

129 

99 

226 

124 

221 

165 


94 

67 

156 

89 

78 

41 

104 

52 

98 

91 


63 

25 

62 

40 

30 

21 

46 

25 

57 

31 


16 

18 

44 

45 

17 

14 

23 

24 

35 

20 


24 

2.3 


2.4 

2.3 

2.4 

2.6 

2.4 

2.3 

2.6 


2.6 

2.4 


2.4 

2.5 

2.5 

2.5 

2.4 

2.4 

2.8 

2.4 

2.S 

1.9 

■ 

2.4 

2.2 

2.7 

2.9 

2.5 

2.4 

2.5 

2.3 

2.7 

1 736 

3 065 

2 088 

1 610 

1 075 

1 893 

1 223 

2 570 

1 763 

1 583 

998 

96 

221 

138 

108 

61 

118 

57 

152 

106 

113 

58 

1 269 

2 419 

1 438 

1 121 

791 

1 486 

957 

1 933 

1 228 

1 154 

777 

240 

428 

278 

196 

106 

357 

196 

336 

228 

184 

136 

247 

490 

305 

231 

178 

396 

187 

505 

200 

252 

245 

515 

968 

627 

474 

351 

520 

389 

735 

556 

493 

274 

267 

533 

228 

220 

156 

213 

185 

357 

244 

225 

122 

563 

867 

788 

597 

345 

525 

323 

789 

641 

542 

279 

282 

486 

426 

322 

164 

328 

162 

474 

366 

342 

140 

131 

212 

203 

125 

98 

110 

117 

157 

137 

95 

52 

138 

133 

133 

122 

67 

79 

36 

134 

89 

90 

82 

12 

36 

26 

28 

16 

8 

8 

24 

49 

15 

5 

1 216 

2 260 

1 326 

1 066 

766 

1 394 

925 

1 872 

996 

1 124 

754 

401 

221 

151 

168 

112 

64 

148 

581 

72 

129 

23 

539 

892 

538 

485 

313 

334 

483 

746 

324 

413 

183 

187 

777 

336 

237 

202 

536 

220 

350 

284 

368 

316 

53 

268 

207 

127 

77 

228 

45 

145 

200 

153 

150 

16 

61 

56 

17 

37 

124 

17 

32 

92 

33 

52 

20 

41 

36 

32 

25 

108 

12 

18 

24 

28 

30 

6 700 

10 100 

9 800 

8 800 

9 500 

12 600 

7 900 

7 000 

11 700 

10 200 

12 900 

563 

867 

788 

597 

345 

525 

323 

789 

641 

542 

279 

16 

11 

9 

16 

. • . 

« • « 

... 

... 

4 

8 

• • • 

106 

126 

69 

120 

28 

50 

41 

78 

88 

41 

30 

174 

235 

157 

137 

63 

66 

84 

298 

146 

120 

54 

113 

210 

244 

163 

110 

167 

65 

217 

205 

172 

71 

82 

152 

174 

49 

85 

110 

64 

60 

88 

122 

67 

15 

70 

60 

48 

23 

52 

20 

32 

30 

32 

29 

... 

25 

24 

. • « 

8 

39 

4 

8 

4 

4 

5 

57 

38 

51 

64 

28 

41 

45 

96 

76 

43 

23 

55 

64 

70 

59 

69 

74 

64 

58 

65 

69 

69 

506 

829 

737 

533 

317 

484 

278 

693 

565 

499 

256 

44 

_^ 


43 

53 

62 

45 

48 

53 

56 

51 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhamtants; 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-|-) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL housing units. 

Year structure built 

1955 TO MARCH i960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER.. . 


heating EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR furnace . 

BUILT-IN ROOM UNITS. .... . 

OTHER MEANS WITH FLUE. 

OTHER means WITHOUT FLUE . 

NONE.. . . . 


POPULATION 

POPULATION IN HOUSING UNITS) 1960. 

PER occupied UNIT. . 

OWNER. 

RENTER . 


ALL occupied units . 

PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 persons. . . . 

6 PERSONS. . . . 

7 PERSONS. . . , 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . , 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER occupied.. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

renter occupied. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 


VALUE 


OWNER OCCUPIED . ....... 

LESS THAN S5>000 . 

SSiOOO TO S9f900 . 

$10,000 TO $14)900 . 

$15)000 TO $19)900 . 

$20)000 TO $24)900 . 

$25)000 OR MORE. 

MEDIAN . DOLLARS • 


GROSS rent 

renter occupied. 

LESS THAN $20. 

$20 TO $39.. . . 

$40 TO $59 . 

S6D TO $79... 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE.. • . . 

NO CASH RENT . 

MEDIAN . DOLLARS . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . . DOLLARS . 


DYERS- 

VILLE 

eagle 

grove 

eldora 

EMMETS- 

BURG 

ESTHER- 

VILLE 

EVANSDALE 

FAIRFIELD 

FOREST 

CITY 

GLENWOOO 

GRINNELL 

HAMPTON 

833 

1 504 

1 141 

1 274 

2 604 

1 531 

2 813 

999 

1 176 

2 270 

1 664 

147 

99 

98 

115 

310 

152 

232 


126 

3D1 

159 

66 

73 

58 

95 

324 

391 

206 


73 

142 

207 

59 

118 

91 

170 

340 

667 

196 


75 

136 

1 / B 

559 

1 214 

894 

894 

1 630 

321 

2 179 


902 

1 691 

1 120 

242 

136 

322 

142 

288 

5 

498 

132 

195 

457 

218 

461 

971 

580 

768 

1 763 

784 

1 614 

487 

569 

1 492 

1 157 


94 

79 


195 

250 

159 

101 

72 

76 

Bi? 

75 

294 

152 


350 

492 

522 

249 

316 

222 

201 

4 

9 

4 


4 

• 8 • 

16 

25 

20 

IB 

• • # 



4 


4 

... 

4 

5 

4 

5 

5 

2 795 

4 328 

2 912 

■ 

7 797 

5 738 

7 543 

2 722 

■ 

6 382 

4 427 

3,4 

3.0 

2.7 


3.2 

4.1 

2.9 

2.9 


2.9 

2«a 

3.5 

3.0 

2.7 


3.3 

4.1 

3.0 

2.9 


3. 1 

2 • B 

3.4 

3.0 

2.6 


2.9 

4.0 

2.7 

2.9 


2.6 

2«8 

812 

1 437 

1 089 

1 185 

2 462 

1 403 

2 644 

945 

1 141 

2 185 

1 575 

110 

249 

256 

214 

417 


483 

180 

288 


273 

253 

474 

385 

350 

746 


875 

307 

360 


583 

126 

247 

168 

193 

399 


485 

166 

174 


263 

B8 

186 

126 

135 

350 


409 

138 

147 


203 

92 

147 

86 

130 

251 

254 

238 


98 

210 

135 

72 

75 

46 

78 

177 

148 

94 


45 

101 

55 

32 

35 

12 

44 

63 

88 

32 


21 

45 

25 

37 

24 

10 

41 

59 

68 

28 


8 

30 

16 

2w8 

2.5 


2.6 

2.7 


2.5 


2.3 

2.5 

2.4 

3.0 

2.5 


2.5 

2.7 


2.7 


2.5 

2.B 

2*5 


2.9 

■ 

2.4 

2.6 


2.4 


2.1 

2.4 

2*3 

726 

1 372 

1 040 

1 071 

2 255 

996 

2 501 

903 

1 017 

2 072 

1 310 

86 

65 

49 

114 

207 

407 

143 

42 

124 

113 

65 

621 

1 074 

737 

876 

1 799 

1 148 

1 770 

670 

667 

1 497 

1 116 

154 

227 

100 

153 

378 

284 

374 

106 

163 

311 

212 

161 

208 

193 

253 

410 

389 

404 

149 

126 

353 

262 

1 82 

449 

296 

319 

636 

442 

675 

270 

291 

571 

415 

124 

190 

148 

151 

375 

33 

317 

153 

87 

262 

227 

191 

363 

352 

309 

663 

255 

674 

267 

474 

688 

459 

68 

209 

183 

151 

383 

195 

501 

158 

250 

387 

246 

50 

98 

80 

86 

205 

45 

211 

71 

121 

175 

113 

4D 

47 

81 

64 

65 

8 

146 

38 

86 

96 

92 

13 

9 

8 

B 

10 

7 

16 

... 

17 

30 

0 

596 

1 034 

693 

828 


1 119 

1 572 

638 

647 

1 370 

1 078 

24 

251 

103 

167 

136 

205 

166 

89 

101 

176 

113 

145 

506 

325 

317 

571 

709 

615 

220 

281 

466 

341 

211 

189 

135 

235 

641 

184 

465 

206 

172 

407 

428 

173 

64 

90 

82 

257 

17 

222 

79 

52 

207 

159 

24 

16 

24 

8 

58 

4 

53 

28 

24 

67 

14 

19 

B 

16 

19 

37 

t • « 

51 

16 

17 

47 

23 

13 000 

7 200 

B 800 

9 000 


7 300 

10 000 

10 200 

8 900 

10 500 

10 BOO 

191 

363 

352 

309 


255 

874 

267 

474 

688 

459 



68 

• • • 


• • • 

3 

« « • 

65 

• • • 

* • • 

16 

34 

17 

41 

55 

15 

66 

38 

49 

52 

31 

62 

57 

90 

93 

105 

23 

246 

62 

155 

161 


47 

lOB 

81 

49 

268 

90 

261 

82 

72 

172 


33 

67 

61 

53 

115 

101 

168 

43 

69 

136 



51 


34 

42 

11 

54 

19 

24 

67 


9 

5 

12 


22 

7 

24 

4 

8 

Si 


16 

41 

23 

39 

56 

8 

52 

19 

32 


HI 


70 

58 

60 

72 

79 

69 

65 

55 

■ 

74 

175 

322 

329 

270 

607 

247 

822 

248 

442 

H 

416 


50 

42 

51 

56 

55 

54 

53 

50 


55 
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State and Small Areas 


Table 26. —Occupan’cy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-}-) or 
minus ( —) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL housing units. ... 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 .. 

1950 TO 1954 .. 

1940 TO 1949 . 

1939 OR EARLIER. 


HEATING EQUIPMENT 
STEAM OR HOT WATER . 

warm air furnace . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE.. 


POPULATION 

POPULATION IN HOUSING UNITSi 1960 

PER OCCUPIED Unit. 

OWNER.. 

RENTER . , 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. , . , 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MED IAN I 

ALL OCCUPIED . 
OWNER. ... 
RENTER ... 


PERSONS per room 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

owner occupied . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

renter occupied. 

1958 TO MARCH I960 . 

1954 TO 1957 . 

1940 To 1953 . 

1939 OR EARLIER. 


VALUE 


OWNER occupied . 

LESS THAN S5»000 . 

SSiOOO TO $9i900 ... . 

$10,000 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. 

median . DOLLARS . 


GROSS RENT 

RENTER occupied. 

LESS than $20. 

$20 TO $39.. 

$40 TO $59 . 

$60 TO $79 . 

$ao TO $99.. , 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

median . DOLLARS . 


contract RENT 

RENTER occupied. 

median . DOLLARS . 



HARLAN 

HAWAROEN 

HUMBOLDT 

INDEPEND¬ 

ENCE 

INDIANOLA 

IOWA 

FALLS 

JEFFERSON 

KNOXVILLE 

LE MARS 

MAN¬ 

CHESTER 

MAQUO- 

KETA 


1 537 

899 

1 346 

1 852 

2 261 

1 975 

1 794 

2 223 

2 211 

1 544 

2 007 


123 

55 

219 

159 

547 

249 

110 

235 

247 

121 

293 

• 

129 

61 

180 

137 

141 

179 

198 

203 

220 

101 

215 


144 

42 

154 

158 

167 

193 

155 

253 

159 

137 

109 


1 141 

741 

793 

1 398 

1 406 

1 354 

1 331 

1 532 

1 585 

1 185 

1 390 


198 

108 

275 

335 

189 

496 

157 

165 

255 

223 

182 


1 034 

467 

851 

1 023 

1 536 

1 146 

1 130 

I 410 

1 534 

905 

1 260 


74 

59 

40 

lie 

156 

95 

20 C 

I7I 

103 

86 

76 


227 

211 

180 

372 

369 

218 

30] 

458 

315 

312 

473 


4 

24 

f • • 

4 

3 

4 

6 

19 

• • • 

8 

16 


... 

30 

... 

... 

8 

16 

... 

... 

4 

10 



■ 

2 480 

■ 

5 440 

■ 

5 529 

4 553 

6 224 

■ 

■ 

II 



3.0 


3.1 


2.9 

2.7 

2.9 






3.0 


3.1 


3.0 

2.7 

3.0 




• 

2.8 

2.9 


3.1 


2.7 

2.7 

2.7 



■Kl 


1 456 

827 

1 289 

1 777 

2 141 

1 877 

1 670 

2 136 

2 119 

1 469 

1 927 



176 

200 

324 

366 

332 

■n 

380 

460 

■ 

331 



251 

414 

564 

634 

601 


698 

682 


607 


231 

120 

206 

279 

383 

345 


372 

296 


340 


201 

108 

196 

242 

354 

279 

206 

342 

272 


320 


117 

91 

155 

184 

229 

169 

140 

199 

173 


181 


65 

37 

86 

96 

107 

91 

47 

87 

115 

67 

81 


31 

33 

20 

50 

47 

42 

36 

33 

66 

23 

34 


29 

11 

12 

38 

21 

IB 

29 

25 

55 

36 

33 


2.4 


2.6 

2.5 


2.5 

2.2 

2.5 

2.4 

2.4 

2.6 


2.5 


2.9 

2.7 


2.6 

2.2 

2.7 

2.3 

2.4 

2.5 


2.6 

2.7 

2.4 

2.7 


2.4 

2.4 

2.5 

2.3 

2.7 

2.6 


1 375 

75S 

1 203 

1 652 

1 994 

1 765 

1 593 

I 986 

1 957 

1 376 

1 786 


81 

72 

86 

125 

147 

112 

77 

150 

162 

93 

141 


1 028 

596 

1 009 

1 233 

1 551 

1 344 

1 204 

1 452 

1 419 

1 016 

1 250 


185 

92 

236 

252 

531 

322 

212 

360 

238 

148 

300 


202 

123 

226 

281 

367 

283 

263 

404 

310 

238 

273 


446 

274 

416 

488 

492 

506 

503 

484 

606 

467 

453 


195 

107 

131 

212 

161 

233 

226 

204 

265 

163 

224 


428 

231 

280 

544 

590 

533 

466 

684 

700 

453 

677 


243 

119 

154 

301 

410 

288 

320 

424 

390 

265 

407 


116 

56 

68 

118 

117 

132 

85 

153 

173 

96 

108 


59 

52 

46 

103 

49 

93 

53 

91 

90 

74 

146 


10 

4 

12 

22 

14 

20 

8 

16 

47 

IB 

16 


915 

572 

943 

1 152 

1 366 

1 281 

1 127 

1 332 

1 322 

922 

1 120 


138 

146 

39 

95 

61 

93 

208 

144 

111 


76 


257 

247 

267 

537 

421 

427 

466 

568 

470 

323 

353 


348 

104 

384 

407 

501 

473 

254 

480 

398 

323 

406 


120 

45 

164 

74 

267 

199 

114 

92 

250 

127 

202 


20 

13 

61 

27 

80 

63 

52 

32 

47 

35 

67 


24 

17 

28 

12 

36 

26 

33 

16 

46 

25 

16 


10 600 

7 400 

12 100 

9 400 

11 800 

11 100 

8 800 

9 500 

10 900 

10 600 

11 300 


428 

231 

280 

544 

590 

533 

466 

684 

700 

453 

677 



• • • 

• * • 

8 

12 

4 

4 






26 

24 

44 

38 

50 

53 

46 

74 


41 

48 


94 

78 

71 

106 

179 

146 

109 

209 


101 

113 


91 

85 

75 

193 

152 

109 

152 

213 


113 

171 


135 

16 

38 

105 

86 

116 

07 

141 


78 

179 


50 

4 

12 

49 

48 

35 

26 

19 

48 

52 

01 


4 

f • • 

20 

B 

12 

B 

4 

8 

19 

15 

44 


16 

24 

20 

37 

51 

62 

38 

12 

07 

53 

41 


78 

61 

64 

69 

63 

67 

66 

64 

66 

68 

78 


412 

207 

260 

507 

539 

471 

428 

672 

613 

400 

636 

L 

5B 

44 

54 

53 

56 

52 

54] 

50 

52 

53 

60 


I 

t 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus {-|-) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

MISSOURI 

VALLEY 

MONTI- 

CELLO 

MOUNT 

pleasant 

MT VERNON 

NEVADA 

NEW 

HAMPTON 

OELWEIN 

ONAWA 

orange 

CITY 

OSAGE 

OSCEOLA 

ALL HOUSING UNITS. 

1 224 

1 093 

2 242 

673 

1 523 

1 098 

2 844 

1 192 

913 

1 330 

1 323 

YEAR structure BUILT 








■i 




1955 TO MARCH 1960 . 

84 

99 

152 

44 

189 

99 

260 


84 

119 

124 

1950 TO 1954 . 

26 

107 

252 

23 

96 

71 

175 



90 

64 

1940 TO 1949 . 

29 

157 

202 

41 

191 

70 

149 



■89 

104 

1939 OR EARLIER. 

1 085 

730 

1 636 

565 

1 047 

858 

2 260 

940 


1 032 

1 031 

heating equipment 












STEAM OR HOT WATER . 

242 

194 

356 

88 

176 

185 

337 

56 

114 

216 

137 

WARM AIR furnace . 

454 

689 

1 186 

469 

963 

641 

1 942 

547 

624 

793 

610 

BUILT-IN ROOM UNITS. 

122 

54 

168 

12 

139 

53 

137 

77 

47 

75 

149 

OTHER means WITH FLUE. 

385 

136 

499 

99 

234 

219 

424 

508 

123 

227 

403 

OTHER MEANS WITHOUT FLUE . 

18 

20 

29 

5 

* 9 • 

• • • 

• • « 

4 

5 

19 

24 

NONE. 

3 

... 

4 

... 

11 

... 

4 

... 

... 

... 

... 

population 

■ 





■ 






POPULATION IN HOUSING UNITS. 1960. 


3 160 

5 774 

1 969 

4 169 


8 219 

3 141 

2 609 

3 732 

3 311 

PER OCCUPIED Unit. 


3.0 

2.8 

3.0 

2.9 


3.1 

2.8 

3.0 

2.9 

2.7 

OWNER. 


3.0 

3.0 

3.1 

2.9 


3.2 


2.9 

2.9 

2.8 

RENTER . 


3.0 

2.5 

2.8 

2.8 


2.8 


3.0 

2,7 

2.4 

ALL OCCUPIED UNITS . 

1 163 

1 060 

2 066 

657 

1 442 

1 064 

2 683 

1 108 

883 

1 296 

1 246 

PERSONS 












1 PERSON . 

196 

192 


129 


164 

434 

233 

160 

259 

307 

2 PERSONS... 

387 

332 


199 


323 

881 

349 

307 

455 

425 

3 PERSONS. 

181 

187 


102 


181 

446 

204 

139 

197 

191 

4 PERSONS. 

171 

169 

279 

106 


175 

398 

153 

111 

152 

149 

5 PERSONS. ... . 

111 

92 

180 

59 

140 

101 

270 

91 

85 

117 

111 

6 PERSONS. 

62 

48 

89 

33 

62 

65 

148 

43 

49 

72 

33 

7 PERSONS. 

37 

19 

38 

18 

20 

29 

54 

18 

19 

20 

15 

8 PERSONS OR MORE. 

18 

21 

24 

11 

12 

26 

52 

17 

13 

24 

15 

MEDIAN! 












ALL OCCUPIED , . 

2.5 

2.5 


2.5 

2.5 

2.7 

2.6 

2.4 

2.4 

2.4 

2.2 

OWNER. ... . 

2.8 

2.4 


2.7 

2.5 

2.7 

2.6 

2.4 

2.4 

2.7 

2.4 

renter . 

2.8 

2.7 

2.1 

2.3 

2.3 

2.6 

2.3 

2.7 


2.4 

1.9 

PERSONS PER ROOM 












1,00 OR less... 

1 055 

990 

1 937 

621 

1 369 

1 006 

2 506 

1 017 

849 

1 232 

1 186 

1,01 OR MORE . 

108 

70 

129 

36 

73 

58 

177 

91 

34 

64 

60 

YEAR MOVED INTO UNIT 












OWNER occupied , , . 

830 

727 

1 376 

433 

994 

791 

2 016 

768 

711 

1 011 

870 

1958 TO MARCH 1960 .. 

184 

114 

304 

86 

172 

112 

360 

132 

110 

199 

212 

1954 TO 1957 . 

190 

106 

303 

94 

203 

163 

485 

120 

197 

251 

232 

1940 TO 1953 .. . . , . 

305 

333 

544 

176 

452 

331 

701 

327 

329 

323 

266 

1939 OR EARLIER.. , , 

151 

174 

225 

77 

167 

185 

470 

189 

75 

238 

160 

renter OCCUPIED.. • • • 

333 

333 

690 

224 

448 

273 

667 

340 

172 

285 

376 

1958 TO MARCH I960 .. , 

213 

150 

381 

161 

272 

132 

373 

213 

122 

141 

171 

1954 To 1957 .. , , 

62 

105 

166 

29 

72 

69 

147 

71 

35 

97 

127 

1940 TO 1953 . 

41 

74 

111 

29 

92 

67 

116 

52 

15 

47 

74 

1939 OR EARLIER, . . 

17 

4 

32 

5 

12 

5 

31 

4 

• • • 

• * • 

4 

VALUE 












OWNER occupied . 

744 

685 

1 301 

366 

906 

783 

1 874 

720 

711 

949 

811 

less THAN *5.000 .. , 

225 

32 

182 

39 

104 

54 

269 

229 

147 

81 

259 

$5,000 TO $9 <900 .. , . , , 

325 

208 

519 

125 

279 

329 

852 

249 

300 

389 

320 

$10i000 TO *14,900 . 

127 

314 

408 

135 

320 

269 

465 

162 

179 

312 

188 

*15.000 TO S19,900 . ... 

39 

90 

136 

40 

139 

99 

210 

64 

54 

123 

26 

$20,000 TO *24,900 . 

24 

37 

32 

19 

44 

24 

57 

12 

15 

28 

4 

*25,000 OR MORE, . 

4 

4 

24 

8 

20 

8 

21 

4 

16 

16 

12 

MEDIAN...DOLLARS . 

6 900 

11 200 

9 500 

10 600 

11 000 

10 100 

8 900 

7 200 

8 600 

10 100 

6 600 

GROSS RENT 












renter occupied. , . . , . 

333 

333 

690 

224 

448 

273 

667 

340 

172 

285 

376 

LESS THAN *20. . . 

4 

• • • 

24 

• • • 

8 

« * t 

• • • 

9 

• * * 

t • • 

9 

*20 TO *39 , , . 

9 

12 

81 

5 

52 

20 

34 

44 

10 

38 

75 

*40 TO *59.. 

106 

49 

172 

59 

92 

60 

105 

101 

43 

103 

128 

$60 TO *79 . 

100 

110 

153 

28 

124 

69 

231 

91 

54 

74 

77 

*80 TO *99 . 

64 

53 

142 

48 

80 

49 

144 

60 

25 

32 

49 

*100 TO *119.. . , 

13 

43 

65 

46 

48 

38 

52 

9 

15 

25 

12 

*120 OR MORE.. . , , , , 

4 

t • • 

16 

24 

24 

12 

47 

• • • 

5 

• t « 

9 

NO cash RENT . . !.! . , 

33 

66 

37 

14 

20 

25 

54 

26 

20 

13 

17 

MEDIAN . DOLLARS . 

65 

73 

65 

83 

68 

74 

74 

61 

* « I 

59 

53 

CONTRACT RENT 












renter occupied, ........... 

300 

267 

653 

210 

428 

248 

613 

314 

152 

272 

359 

median . ... . DOLLARS . 

49 

59 

51 

63 

55 

52 

58 

41 

• • . 

48 

43 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-I-) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Hc.icing Equipment 
Population 
Person.s 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

PELLA 

PERRY 

RED OAK 

ROCK 

SAC CITY 

SHELDON 

SHENAN- 

SIBLEY 

SPENCER 

SPIRIT 


TAMA 





RAPIDS 



DOAH 



LAKE 

mu 


ALL HOUSING UNITS. 

1 788 

2 387 

2 425 

992 

1 220 

1 512 

2 482 

1 017 

3 050 

1 013 

2 608 

1 004 

YEAR STRUCTURE BUluT 













1955 TO MARCH I960 . 

279 

174 

160 

77 

85 

165 

188 

128 

403 

112 

282 

34 

1950 TO 1954 . 

157 

121 

191 

89 

106 

125 

182 

94 

334 

94 



1940 TO 1949 . 

184 

aas 

170 

110 

76 

174 

229 

134 

419 

203 

533 


1959 OR EARLIER. 

1 168 

1 864 

1 904 

716 

953 

1 048 

1 88 3 

661 

1 894 

604 

1 446 


HEATING equipment 













STEAM OR HOT WATER... 

306 

530 

410 

244 

198 

284 

285 

174 

581 

93 

418 

125 

WARM AIR furnace . 

1 047 

1 288 

1 341 

564 

704 

938 

1 261 

591 

2 175 

533 

1 909 


BUILT-IN ROOM units. 

150 

299 

320 

54 

50 

76 

382 

72 

104 

163 

96 

47 

OTHER means with FLUE. 

269 

233 

340 

130 

259 

214 

524 

176 

186 

222 

185 


OTHER MEANS WITHOUT FLUE . 

16 

24 


* • • 

9 

• • • 

21 

4 

• • f 

• • • 

• • • 


NONE. 

• « • 

13 

4 

• • • 

. • • 

• • • 

9 

• •. 

4 

2. 

n • • 


population 









■ 




POPULATION IN HOUSING UNITS. 1960. 

4 840 

6 360 

6 360 

2 729 

3 304 

4 189 

6 460 



2 666 

7 522 

2 848 

PER OCCUPIED UNIT. 

2.8 

2.8 

2.7 

2.9 

2.9 

2.9 

2.B 



3.0 

3»0 


owner. 

2.8 


2.8 

3.0 

3.0 

2.9 

2.8 

3.0 

3. 1 

3,0 

3t 1 


RENTER . 

2.7 


2.6 

2.7 

2.7 

2.9 

2.7 

3.1 

2.8 

2.9 

2.8 

2«6 

all occupied units . 

1 726 

2 246 

2 325 

944 

1 146 

1 421 

2 329 

952 

2 892 

900 

2 486 

962 

PERSONS 













I PERSON . 


445 

496 

175 

237 

266 

449 

169 

488 

162 

415 

193 

2 persons. . . . 


760 

769 

328 

378 

482 

782 

309 

912 

28S 

788 

301 

5 PERSONS. 


375 

382 

152 

182 

220 

434 

155 

478 

149 

429 

161 

4 PERSONS. 


333 

337 

123 

153 

204 

358 

143 

450 

146 

389 

121 

5 PERSONS... 

162 

189 

196 

96 

98 

119 

190 

93 

316 

84 

254 

100 

6 PERSONS.. 

72 

83 

80 

40 

62 

70 

77 

42 

159 

43 

120 

41 

7 PERSONS. 

20 

33 

23 

21 

18 

40 

24 

25 

54 

18 

59 

31 

B PERSONS OR MORE. 

12 

28 

20 

9 

18 

20 

15 

16 

35 

10 

32 

14 

MEDIAN! 













ALL OCCUPIED . . 

2.4 

2.4 

2.3 

2,4 

2.4 

2.4 

2.4 


2.6 


2 • 6 

2*5 

owner. 

2.4 

2.5 

2.3 

2.7 

2.4 

2.4 

2.4 


2.5 

H 

2.7 

2.4 

RENTER . 

2.6 

2.2 

2.5 

2.1 

2.2 

2.7 

2,5 


2.4 


2.7 

2.5 

PERSONS PER ROOM 













1.00 OR LESS . 

1 656 

2 143 

2 220 

893 

1 082 

1 345 

2 179 

896 

2 698 

826 

2 365 

900 

I.OI OR MORE . 

70 

103 

105 


64 

76 

150 

56 

194 

74 

121 

62 

YEAR MOVED INTO UNIT 




H 









OWNER occupied ..... . 

1 303 

1 565 

1 563 


764 

1 043 

1 440 

711 

1 987 

622 

1 656 

717 

1958 TO MARCH 1960 . 

287 

300 

245 


118 

152 

254 

129 

415 

124 

341 

70 

1954 TO 1957 . 

295 

336 

341 


158 

249 

348 

180 

504 

143 

401 

165 

1940 TO 1955 . 

470 

589 

627 


379 

469 

510 

300 

705 

270 

655 

289 

1939 OR EARLIER. 

251 

340 

350 


109 

173 

328 

102 

363 

85 

259 

193 

RENTER OCCUPIED. 

423 

681 

762 

255 

382 

378 

889 

241 

905 

278 

830 

245 

1958 TO MARCH I960 . 

197 

355 

430 

123 

219 

251 

530 

127 

565 

186 

558 

132 

1954 TO 1957 . 

123 

192 

196 

83 

69 

77 

187 

74 

194 

46 

152 

40 

1940 TO 1955 . 

67 

113 

no 

34 

78 

50 

157 

32 

138 

42 

112 

65 

1959 OR EARLIER. 

36 

21 

26 

15 

16 

... 

15 

8 

8 

4 

B 

8 

VALUE 













OWNER occupied . 

1 245 

1 426 

1 485 

646 

697 

963 

1 376 

663 

1 866 

593 

1 539 

674 

LESS Than ss.ooo . . 

88 

182 

262 

83 

137 

81 

217 

105 

113 

74 

52 

205 

$5,000 TO S9.900 .. . 

416 

698 

507 

244 

241 

400 

558 

266 

567 

219 

447 

322 

$10,000 TO $14,900 . ...... 

469 

348 

512 

199 

208 

302 

329 

211 

650 

186 

579 

84 

$I5.00o TO $19,900 . 

157 

162 

142 

92 

72 

124 

155 

57 

267 

86 

284 

43 

$20,000 TO $24,900 . 

76 

28 

27 

20 

13 

24 

65 

24 

137 

24 

U7 

12 

$25,000 OR MORE.... 

37 

8 

35 

8 

26 

32 

52 

• • • 

132 

4 

60 

8 

MEDIAN . DOLLARS . 

11 100 

8 500 

9 800 

9 900 

9 300 

10 000 

9 100 

9 400 

U 700 

10 loo 

12 100 

6 800 

GROSS RENT 













RENTER OCCUPIED. 

423 

681 

762 

255 

382 

378 

889 

241 

905 

278 

830 

245 

LESS THAN $20.. 

• ■ • 

• . « 

• • • 

3 

• • • 

4 

4 

4 

4 

• • • 

• - • 


$20 TO $59 . 

55 

59 

75 

41 

42 

43 

96 

12 

72 

a 

30 

40 

$40 TO $59 . 

88 

194 

228 

67 

120 

77 

294 

44 

233 

81 

217 

78 

$60 TO $79 . 

130 

219 

192 

71 

79 

82 

242 

71 

215 

101 

201 

78 

$80 TO $99 . 

75 

116 

149 

29 

69 

107 

156 

43 

189 

25 

166 

12 

$100 TO $119 . 

27 

49 

67 

24 

16 

30 

37 

12 

58 

29 

146 

4 

$120 OR MORE . 

16 

8 

17 

• • • 

16 

5 

32 

12 

93 

9 

25 


NO CASH RENT.. 

32 

36 

34 

20 

40 

30 

28 

43 

41 

25 

45 

33 

MEDIAN . DOLLARS . 

69 

65 

66 

62 

63 

69 

63 

... 

69 

66 

75 

57 

CONTRACT RENT 













RENTER OCCUPIED. ... 

391 

645 

728 

235 

342 

348 

861 

198 

864 

253 

785 

212 

MEDIAN . DOLLARS . 

50 

54 

S3 

47 

50 

52 

49 

... 

60 

51 

60 

41 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see le.xt. denotes an unincorporated place. Plus (+) or 
minus (-) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 











west 




SUBJECT 

TIPTON 

TOLEDO 

urban- 

VINTON 

wash- 

WAUKON 

waverly 

WEBSTER 

BUR- 

WEST 

WINDSOR 

WINTER- 




DALE 


INGTON 



CITY 

LINGTON 

UNION 

heights 

SET 

ALL HOUSING UNITS. 

1 039 

877 

1 575 

1 695 

2 236 

1 209 

1 916 

2 936 

781 

868 

1 459 

1 414 

year structure built 




■■ 









1955 TO MARCH I960 . 

138 

70 

834 


141 

102 

271 

340 

190 

105 

488 

69 

1950 TO 1954 ..... . 

49 

49 

276 


95 

67 

230 

326 

173 

68 

426 

97 

1940 TO 1949 .. • . . 

88 

5B 

228 


133 

129 

190 

314 

35 

62 

262 

87 

1939 OR EARLIER. 

764 

700 

237 

1 247 

1 867 

911 

1 225 

1 956 

381 

633 

283 

1 161 

heating equipment 













STEAM OR HOT WATER . 

209 

190 

56 

274 

227 

231 

165 

568 

44 

84 

29 

109 

WARM AIR FURNACE . 

620 

443 

1 474 

820 

1 472 

674 

1 379 

1 692 

564 

545 

1 354 

703 

BUILT-IN ROOM UNITS. 

15 

B 

36 

72 

124 

53 

56 

246 

92 

61 

31 

158 

OTHER MEANS WITH FLUE. 

195 

229 

4 

510 

390 

247 

298 

406 

79 

174 

45 

428 

OTHER MEANS WITHOUT FLUE . 

• • • 

4 

5 

16 

12 

4 

18 

24 

• • t 

4 

t • < 

iZ 

NONE. 

... 

3 

... 

3 

11 

. .. 

. .. 

.. . 

• • • 

... 

... 

4 

POPULATION 


■ 









■ 


POPULATION IN HOUSING UNITSt 1960. 



5 816 

4 539 

5 939 

3 561 

5 521 

8 485 

2 560 

2 512 


3 578 

PER OCCUPIED UNIT. 



3.9 

2.B 

2.8 

3.0 

3.0 

3.0 

3.3 

3.0 


2.7 

OWNER. 



3.9 

2.9 

2.9 

3.1 

3.0 

3. 1 

3.3 

2.9 


2.7 

RENIER . 


2.8 

3.5 

2.6 

2.6 

2.9 

3.0 

3.0 

2.9 

3.0 

■BQ 

2.6 

ALL OCCUPIED UNITS . 

984 

649 

1 495 

1 626 

2 125 

1 168 

1 826 

2 789 

779 

850 

1 416 

1 332 

PERSONS 













1 PERSON . 

190 

173 

42 

334 

462 

239 

271 

492 

89 

169 

85 

295 

2 PERSONS. 

349 

260 

271 

575 

733 

368 

595 

820 

230 

286 

479 

474 

3 PERSONS. 

147 

125 

293 

268 

303 

187 

342 

481 

141 

115 

261 

214 

4 PERSONS.. 

135 

106 

400 

203 

2B6 

145 

298 

458 

154 

124 

VIZ 

162 

5 persons . 

93 

75 

290 

126 

167 


177 

293 

81 

81 

185 

117 

6 persons. 

39 

55 

127 

72 

91 


87 

158 

46 

39 

96 

46 

7 PERSONS ... 

21 

26 

46 

27 

39 


33 

51 

22 

19 

23 

16 

B PERSONS OR MORE . 

ID 

29 

26 

21 

24 


23 

36 

16 

17 

15 

e 

MEDIAN 1 













ALL OCCUPIED .. 

2.4 

2.5 

3.9 

2.3 

2.3 


2.6 

2.7 

3.0 

2.4 

3. 1 

2.3 

OWNER . 

2.4 

2.5 

3.8 

2.5 

2.6 


2.6 

2.7 

3.0 

2.4 

3.2 

2.3 

renter . 

2.5 

2.6 

... 

2.1 

2.2 

2.6 

2.7 

2.7 

. ■ • 

3.1 

• • ■ 

2.4 

PERSONS PER ROOM 













1.00 OR LESS . . . 

930 

732 

1 324 

1 550 

2 039 

1 069 

1 718 

2 568 

692 

799 

1 350 

1 260 

1.01 OR MORE . 

54 

117 

171 

76 

86 

99 

108 

221 

87 

51 

66 

72 

year MOVED INTO UNIT 













OWNER OCCUPIED . ....... 

677 

629 

1 398 

1 151 

1 495 

779 

1 264 

1 874 

702 

640 

1 261 

931 

1958 TO MARCH 1960 . 

145 

121 

552 

181 

318 

156 

255 

383 

193 

130 

316 

180 

1954 TO 1957 . 

137 

145 

544 

347 

270 

118 

275 

410 

228 

166 

506 

217 

1940 TO 1953 . 

279 

229 

269 

444 

638 

318 

508 

742 

175 

206 

347 

360 

1939 OR EARLIER.. 

116 

134 

33 

179 

269 

187 

226 

339 

106 

138 

92 

154 

RENTER OCCUPIED. 

307 

220 

97 

475 

630 

389 

562 

915 

77 

210 

155 

401 

1958 TO MARCH 1960 ... 

161 

132 

62 

275 

316 

230 

332 

560 

50 

113 

110 

188 

1954 TO 1957 .. . 

77 

52 

15 

113 

142 

66 

137 

192 

9 

54 

31 

111 

1940 TO 1953 . . . 

61 

28 

15 

83 

146 

85 

S4 

142 

18 

35 

14 

86 

1939 OR EARLIER . 

a 

8 

5 

4 

26 

8 

9 

21 

1 I • 

8 


16 

VALUE 













OWNER OCCUPIED . 

591 

554 

1 390 

1 085 

1 385 

707 

1 145 

1 752 

632 

580 

1 253 

838 

LESS than 55(000 .. 

42 

122 

a 

152 

168 

87 

52 

180 

48 

66 

• ft 

98 

55(000 TO 59(900 . 

240 

237 

120 

503 

568 

269 

207 

608 

268 

247 

60 

405 

510(000 TO 514(900 . 

168 

122 

350 

280 

437 

255 

497 

592 

251 

171 

231 

245 

515(000 TO 519(900 . 

90 

64 

533 

89 

159 

84 

2B6 

230 

53 

68 

311 

62 

520(000 TO 524(900 . 

21 

9 

251 

32 

29 

8 

71 

91 

8 

24 

260 

16 

525(000 OR MORE. 

30 

... 

128 

29 

24 

4 

32 

51 

4 

4 

391 

12 

MEDIAN . DOLLARS . 

10 400 

8 000 

16 900 

8 500 

9 600 

9 900 

13 000 

10 600 

10 000 

9 500 

20 500 

8 800 

GROSS RENT 













RENTER OCCUPIED... 

307 

220 

97 

475 

630 

389 

562 

915 

77 

210 

155 

401 

LESS THAN 520 . 

... 

4 

• ■ • 

15 

3 

t • • 

4 

9 

11 • 

t 1 8 

• • • 

■ • • 

$20 TO 539 . 

20 

28 

5 

47 

52 

80 

21 

82 

• 1 • 

23 

• • • 

74 

$40 TO 559 . 

68 

56 

• • • 

131 

153 

117 

54 

225 

9 

33 

8 

UO 

$60 TO 579 . 

101 

68 

14 

138 

184 

53 

151 

268 

18 

82 

42 

97 

580 TO $99 . 

66 

40 

10 

64 

94 

60 

134 

155 

24 

23 

22 

68 

SlOO TO 5119 . 

21 

• # t 

10 

24 

58 

27 

104 

65 

e 

19 

37 

7 

5120 OR MORE .. 

4 

* • t 

40 

7 

28 

7 

13 

33 

« « « 

• • • 

41 

8 

NO CASH RENT .... . 

27 

24 

18 

49 

58 

45 

81 

78 

18 

30 

5 

37 

MEDIAN . DOLLARS . 

73 

... 

... 

63 

67 

57 

82 

67 

• • # 

• • • 

• * • 

60 

CONTRACT RENT 













renter OCCUPIED . 

280 

196 

79 

426 

572 

344 

481 

837 

59 

180 

150 

364 

MEDIAN . DOLLARS . 

54 

... 

... 

50 

52 

40 

62 

55 

... 

... 

• • • 

48 
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State and Small Areas 


Table 27. —Selected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants; 1960 


PLACE 


ACKLEY . 
ADEL . . 

AKRON. . 

ALTA . . 

ALTON. . 

ALTOONA. 

ANITA. . 

AVOCA. . 

BANCROFT 

BEDFORD. 


BELLEVUE . . . 

BRITT. 

BROOKLYN . . . 
BUFFALO. . . . 
BUFFALO CENTER 
CAMANCHE . . . 
CARLISLE . . . 
CARTER lake. . 
CASCADE. . . . 
CENTER POINT . 


CENTRAL CITY . . . 
CLARKSVILLE. . . . 

COLFAX . 

COLUMBUS JUNCTION. 
COON RAPIDS. . . . 
CORALVILLE .... 

CORNING. 

CORYDON. 

OALLAS center. . . 
DUNLAP . 


DURANT .... 
DYSART .... 
EDDYVILLE. . . 

ELDON. 

ELKADER. . . . 
ELK RUN HEIGHTS 
EXIRA. .... 
FAYETTE. . . . 

FONDA. 

GARNER .... 


GEORGE .... 
GOWRIE .... 
GREENE .... 
GREENFIELD . . 
GRISWOLD . . . 
GRUNDY CENTER. 
GUTHRIE CENTER 
GUTTENBERG . . 
HAMBURG. , . . 
HARTLEY. . . . 


HIAWATHA 
HOLSTEIN 
HUDSON . 
HULL . . 
IDA GROVE 
JESUP. . 
JEWELL . 
KALONA . 
KEOSAUQUA 
KEOTA. . 


KINGSLEY . . 
LAKE CITY. . 
LAKE MILLS . 
LAKE VIEW. . 
LAMONI . . . 
LANSING. . . 
LA PORTE CITY 
LAURENS. . . 
LE CLAIRE. . 
LENOX. . . . 


LEON . . 

LISBON . 

LOGAN. . 
MC GREGOR 
MADRID . 
MALVERN. 
Manly. . 
MANNING. 
MANSON . 
MAPLETON 


MARCUS .... 
MARENGO. . . . 
MECHANICSVILLE 
MEDIAPOLIS . . 
MILFORD. . . . 
MONONA .... 
MONROE .... 
MONTEZUMA. . . 
MOUNT AYR. . . 
MOVILLE. . . • 


ALL HOUSING UNITS BY CONDITION AND PLUMBING I 

OCCUPIED 

HOUSING 

UNITS 





SOUND [ 

deteriorating 

dilap¬ 

idated 


OWNER OCCUPI 

ED 

RENTE 

R OCCUP 

I ED 

1.01 

OR 

MORE 

PER¬ 

SONS 

PER 

ROOM 

A 

A 

OCCU- V 
PIED H 
BY 

NON- U 
WHITE 

TOTAL 

TOTAL 

WITH 

ALL 

PLUMB¬ 

ING 

FA¬ 

CILI¬ 

TIES 

LACK¬ 

ING 

SOME 

OR ALL 
FA¬ 
CILI¬ 
TIES 

total 


mm 

■i29| 



AVERAGE 

VALUE 

(DOL¬ 

LARS) 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

TOTAL 

AVER¬ 

AGE 

GROSS 

RENT 

(DOL¬ 

LARS) 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

1 

633 

651 

446 

495 

275 

414 

401 

518 

606 

390 

450 

237 

390 

335 

115 

45 

56 

45 

38 

24 

66 

47 

86 

35 

25 

49 

8 

38 

1 

1 

1 

1 698 

2 046 

1 343 

1 359 

I 040 

I 420 

1 215 

502 

532 

336 

401 

246 

362 

325 

9 500 
10 500 

8 000 

8 500 

6 000 
12 500 

6 500 

6.1 

5,5 

5.7 
5.9 

6.3 

5.4 

5.8 

1 

« • • 

• • • 

5.3 

4.1 

4.7 

5.3 

5.6 

416 

1 



609 

493 

458 

35 

91 

56 

35 


I 515 

436 

8 000 

5.9 

130 


4a6 

10 



283 

767 

206 

613 

193 

552 

13 

61 

76 

125 

49 

76 

27 

49 

1 

29 

979 

1 772 

227 

530 

6 000 

5,9 

6.0 

49 

156 


4 T 6 

23 

■ 

1 

748 

553 

■ 

■ 

179 

110 

69 

16 

2 168 

507 

10 000 

5.8 

199 

61 

4.6 

57 

■ 

1 

733 

554 



109 

95 

14 

70 

2 034 

549 

9 000 

5.7 

146 

• * a 

5a0 



1 

524 

329 

453 

297 


■ 

63 

31 

31 

3 

32 

28 

B 

1 

1 415 

1 088 

401 

201 

9 000 

6.0 

5.0 

101 

106 

« • « 

4a6 

4.2 

72 

15 

4iO 

341 

324 

17 

59 

31 

2B 

10 

1 134 

330 

9 000 

5t5 

66 

• « a 

5*6 




657 

468 

445 

23 

113 

99 

14 

76 

2 225 

542 

12 000 

5.0 

S3 

• • • 

4a3 

99 



428 

373 

353 

20 

43 

30 

13 

12 

1 317 

363 

12 500 

5,4 

44 

• • • 

a a a 




649 

597 

590 

7 

45 

36 

7 

7 

2 287 

532 

10 500 

5.1 

70 

• • • 

4a5 

87 



462 

363 

312 

51 

91 

45 

46 

8 

1 583 

332 

8 500 

5.9 

107 

• « • 

4a4 

60 



435 

335 

302 

33 

74 

44 

30 

26 

1 222 

314 

a 000 

5.5 

91 

* t « 

4aS 

28 



357 

309 

270 

39 

39 

22 

17 


1 078 

256 

10 000 

5.5 

86 

« « • 

4.4 

33 



474 

200 

190 

10 

251 

182 

69 


1 305 

332 

8 000 

5.8 

113 

9 * • 

5 a 4 




796 

558 

518 

40 

178 

110 

68 


2 274 

577 

7 500 

5.5 

178 


4a2 

65 


6 

418 

345 

300 

45 

62 

21 

41 


990 

265 

a 500 

5.8 

130 


4a0 

12 



538 

462 

430 

32 

53 

33 

20 

23 

1 530 

375 

8 000 

5.8 

147 


4.8 

26 



730 

686 

674 

12 

42 

33 

9 

2 

2 357 

532 

14 500 

4.9 

162 

*62 

3aa 

76 


3 

765 

566 

518 

48 

144 

105 

39 

55 

2 008 

517 

a 500 

5.7 

209 

4,2 

39 


i 

695 

469 

404 

65 

156 

101 

55 

70 

1 649 

485 

6 500 

5«6 

161 

a 9 f 

4a 1 

28 


n 

375 

305 

285 

20 

53 

45 

8 

17 

1 083 

291 

9 000 

6.1 

66 

• t • 

mm 

A 3 



466 

252 

244 

8 

202 

124 

78 

14 

1 236 

324 

6 000 

5,6 

112 

• a • 


32 

■ 

1 

453 

401 

369 

32 

48 

31 

17 

4 

1 266 

339 

10 SOO 

5.7 

11 

« * • 

4.6 

23 



432 

344 

321 

23 

81 

56 

25 

7 

1 135 

330 

10 000 

6.2 

85 

9 f « 

5.6 

12 



356 

241 

167 

54 

70 

32 

38 

47 

1 000 

258 

5 000 

5.4 

67 

* • « 

4.5 

29 



541 

312 

288 

24 

152 

86 

66 

77 

1 386 

404 

4 500 

5.4 

89 

• • a 

4 a 6 

39 



587 

539 

470 

69 

44 

37 

7 

4 

1 461 

376 

10 000 

6. 1 

184 

t a « 

4a5 

14 



260 

256 

256 

2 

2 

2 


• • • 

1 124 

240 

11 000 

4.9 

14 


a a a 

57 



440 

418 


48 

18 

13 

^^IKi 

4 

1 111 

334 

B 000 

5.3 

64 

t a a 

4,3 

25 



459 

187 


12 

181 

150 


91 

1 334 

291 

7 500 

6.1 

139 

a a a 

4a6 

36 


2 

357 

313 


19 

30 

15 


14 

1 017 

246 

6 300 

6. 1 

62 

a a a 

5.3 

23 

• 


694 

627 


35 

4B 

37 


19 

1 990 

507 

10 500 

5.8 

164 

a a a 

4,7 

41 

• 

• 

444 

408 

347 

61 

32 

18 


4 

1 200 

329 

9 000 

5.8 

96 

• at 

4.9 

18 

, 

. 

434 

424 

394 

30 

10 

5 


« • 9 

1 127 

320 

9 500 

5.8 

92 

a a a 

4.8 

10 

a 

• 

535 

397 

375 

22 

130 

89 

41 

8 

1 410 

393 

9 000 

6.0 

113 

a a a 

62 

5,1 

24 



85B 

646 

593 

53 

194 

151 

43 

18 

2 208 

609 

9 000 

5,7 

222 

4,3 

31 

^^H 


484 

376 

355 

21 

99 

6B 

31 


1 176 

322 

7 500 

5.9 

132 


4.6 

IS 



897 

792 

767 

25 

86 

67 

19 


2 387 

676 

10 500 

5,9 

167 

a a a 

4,7 

24 

^^H 


709 

527 

480 

47 

179 

144 

35 


2 062 

562 

a 000 

5.6 

217 

63 

4.2 


^^H 


755 

625 

530 

95 

119 

56 

63 


2 079 

617 

8 500 

5.6 

196 

■ 

4.4 




694 

307 

272 

35 

245 

153 

92 


1 647 

420 

6 500 

5.5 

211 

4.0 


^^H 

1 

663 

589 

547 

42 

63 

41 

22 


1 703 

510 

10 500 

5.6 

130 


5.2 



1 

397 

350 

348 

2 

47 

44 

3 

• • • 

1 336 

313 

13 500 

4,9 

59 


4.3 

32 


1 

555 

469 

428 

41 

77 

35 

42 

9 

1 368 

440 

9 000 

5.9 

85 

HD 

4,8 

23 



332 

318 

310 

B 

11 

7 

4 

3 

1 0B5 

264 

11 500 

5.5 

95 

HD 

4.8 

30 


a • 

438 

397 

332 

65 

34 

17 

17 

7 

1 289 

362 

11 000 

5.8 

56 

MB 

5.6 

14 



044 

638 

596 

42 

181 

128 

53 

25 

2 257 

605 

9 500 

5.8 

205 

63 

4,4 

39 



464 

450 

420 

30 

14 

6 

8 

• a • 

1 4B3 

350 

10 300 

5.S 

97 

• a a 

4.9 

36 



405 

318 

292 

26 

72 

55 

17 

15 

1 089 

297 

8 000 

5.7 

97 

a a a 

5.0 

17 



392 

309 

275 

34 

81 

49 

32 

2 

1 184 

314 

12 000 

6.0 

71 

a a a 

4.0 

21 



372 

286 

246 

40 

71 

40 

31 

15 

1 011 

252 

8 500 

5.9 

68 

a a a 

4.6 

26 


2 

408 

393 

332 

61 

15 

2 

13 

... 

1 076 

303 

B 000 

6,2 

73 

a a a 

5.3 

18 


•• 

373 

312 

297 

15 

58 

32 

26 


1 044 

288 

7 500 

5,9 

74 

a a • 

5.0 

18 


,, 

790 

711 

624 

87 

70 

35 

35 


2 073 

545 

7 500 

5.8 

177 


4.8 

42 


a a 

656 

589 

502 

87 

59 

27 

32 


1 744 

457 

10 000 

5.5 

172 


4.2 

37 


a 

597 

533 

395 

138 

57 

30 

27 


1 147 

320 

10 000 

5,6 

94 


4.8 

21 


a 

601 

467 

432 

35 

84 

48 

36 


1 584 

416 

7 000 

5.6 

135 

a a a 

3.8 

36 


a 

436 

423 

304 

119 

9 

a • t 

9 


1 317 

290 

6 000 

6.3 

127 

a a a 

4.7 

36 


a 

684 

540 

494 

46 

loa 

59 

49 

36 

1 929 

501 

8 500 

5.6 

154 

a a a 

4.7 

47 


a a 

596 

511 

488 

23 

72 

62 

10 

13 

1 793 

476 

11 ODD 

5.5 

85 

a a a 

4.6 

46 


a a 

470 

299 

261 

36 

139 



32 

1 546 

346 

9 500 

5.2 

85 


mm 

68 


a a 

466 

388 

321 

67 

67 



11 

1 157 

344 

7 000 

5.B 

94 


Bi 

17 


* • 

819 

660 

545 

115 

124 


B 

35 

1 924 

524 

6 500 

5.5 

221 

53 

3.8 

43 


.. 

4l0 

394 

362 

32 

15 



1 

1 221 

328 

9 000 

6.1 

71 



17 


a a 

572 

484 

448 

36 

75 



13 

1 546 

415 

B 500 

5.5 

141 


HR 

32 


1 

459 

373 

291 

82 

64 



22 

1 040 

246 

7 000 

6.0 

134 


HR 

24 


a « 

695 

660 

584 

76 

28 

12 

16 

7 

2 116 

550 

9 OOP 

5,4 

131 


HR 

46 


a t 

422 

222 

209 

13 

142 

82 

6C 

58 

1 163 

329 

7 000 

5.7 

76 

f § 

4.6 

29 


12 

489 

421 

390 

31 

51 

33 

18 

17 

1 425 

345 

8 500 

5.5 

119 


4.5 

41 


653 

517 

503 

14 

110 

82 

28 

26 

1 670 

493 

9 000 

5,8 

134 


5.1 

18 


a a 

629 

599 

575 

24 

25 

ME 

8 

5 

1 771 

496 

9 500 

6.1 

109 


5.0 

32 


a a 

670 

472 

398 

74 

163 



35 

1 672 

391 

7 500 

5.4 

203 

•• 

4.0 

50 


•• 

445 

377 

351 

26 

53 

m 

■1 

15 

1 258 

344 

8 000 

6.1 

90 


5.1 

24 


,, 

814 

544 

521 

23 

223 


53 

47 

2 233 

584 

9 500 

5.7 

199 

6 

4.7 

32 


9 a 

355 

312 

306 

6 

20 

16 

4 

23 

1 010 

254 

9 000 

5,9 

89 

a a 

5.5 

21 


a a 

354 

335 

302 

33 

16 

6 

10 

3 

1 012 

285 

10 500 

6,0 

56 

a 9 

5,2 

21 


a a 

586 

215 

214 

1 

339 

311 

28 

32 

1 458 

375 

8 500 

5.4 

134 

a t 

4.4 

38 


a t 

524 

399 

358 


115 

80 

35 

10 


405 

9 500 

6.1 

99 

• • 

5,3 

14 


a a 

501 

417 

371 


65 

29 

36 

19 


357 

8 000 

5,7 

107 

a a 

4.7 

28 


1 

547 

481 

412 


62 

31 

31 



381 

8 500 


125 

a a 

4.1 

20 


a a 

689 

557 

496 


127 

54 

73 

5 


469 

7 000 

BE 

189 

a a 

4.4 

33 


a a 

426 

378 

347 

■ 

46 

15 

31 

2 


285 

8 000 

Bi 

112 

•• 

4.3 

35 


•• 


INS 


14 

2& 

3 

4 
7 

ao 

a& 

4 

23 

21 

6 

<3 

7 

6 

a 

9 

14 

a 

12 

2 

11 

10 

9 

4 

27 

13 

4 
7 

5 

10 

4 
9 
9 

10 

3 
11 
10 

2 

5 

6 

7 

4 

15 

14 
12 

3 
14 
21 

9 

21 

9 

4 

13 

11 

8 
4 

3 
13 

a 

33 

16 
9 

la 

4 

a 

la 

17 

4 

35 

2 

a 

7 

7 

9 

20 

10 
12 
16 

7 

6 

2 

5 

49 

6 
9 

17 

12 

15 

































































































































































































































































































































































































SUBJECT 


BENTON 


BOONE 


ADAIR 


ADAMS 


ALLAMAKEE 


APPANOOSE 


AUDUBON 


BREMER 


BUCHANAN 


BUENA 

Vista 


BUTLER 


ALL HOUSING UNITS . 

3 

978 

2 

733 

5 

027 

6 

391 

3 

668 

7 

744 

9 

133 

6 

CO 

B 

647 

7 

145 

5 

776 

TENUREi COLOR? AND VACANCY STATUS 

















■ 






occupied . 

3 

614 

2 

422 

4 

546 

5 

583 

3 

373 

7 


8 

493 

6 



029 

6 

644 

5 

408 

OWNER OCCUPIED . 

2 

611 

1 

710 

3 

289 

4 

301 

2 

391 

4 

940 

5 

915 




291 

4 

294 

3 

684 

WHITE. 

2 

611 

1 

710 

3 

289 

4 

277 

2 

391 

4 

936 

5 

915 



Hu 

287 

4 

290 

3 

684 

NONWHITE . ......... 


• . . 


. • . 


... 


24 


• • • 


4 


• 1 • 




4 


4 


t • • 

RENTER OCCUPIED. 

1 

003 


712 

1 

257 

1 

282 


982 

2 

275 

2 

578 


QQ 

1 

738 

2 

350 

1 

724 

WHITE. 

1 

003 


712 

1 

257 

1 

267 


982 

2 

271 

2 

578 



1 

734 

2 

346 

1 

724 

NONWHITE . 


... 


... 


... 


15 


... 


4 


... 


4 


4 


4 


... 

VACANT . 


364 


311 


481 


808 


295 


529 


640 


332 


618 


501 


368 

YEAR ROUND . 


289 


287 


235 


586 


230 


393 


521 


269 


364 


462 


258 

SOUND OR deteriorating . 


199 


211 


196 


388 


192 


298 


419 


235 


294 


396 


232 

AVAILABLE. 


59 


76 


89 


192 


59 


137 


242 


142 


139 


161 


96 

FOR SALE ONLY. 


11 


18 


21 


111 


15 


48 


53 


38 


44 


25 


35 

FOR RENT.. . 


48 


58 


68 


81 


44 


89 


189 


104 


95 


136 


61 

RENTED DR SOLD. AWAITING OCCUPANCY . 


26 


18 


10 


10 


16 


31 


40 


23 


39 


44 


13 

HELD FOR OCCASIONAL USE. 


26 


8 


13 


14 


8 


16 


22 


14 


17 


13 


18 

HELD FOR OTHER REASONS . 


88 


109 


84 


172 


109 


114 


115 


56 


99 


178 


105 

dilapidated. 


90 


76 


39 


198 


38 


95 


102 


34 


70 


66 


26 

SEASONAL . 


75 


24 


246 


222 


65 


136 


119 


63 


254 


39 


110 

CONDITION AND PLUMBING 























ALL UNITS. 

3 

978 

2 

733 

5 

027 

6 

391 

3 

668 

7 


9 

133 

6 

448 

6 

647 

7 

145 

5 

776 

SOUND. 

2 

459 

1 

757 

4 

228 

4 

002 

3 

143 

5 


7 

013 

5 

341 

4 

897 

5 

953 

4 

678 

WITH ALL PLUMBING FACILITIES . 

2 

014 

1 

344 

3 

164 

2 

806 

2 

674 

4 


6 

183 

4 

697 

4 

097 

5 

467 

3 

810 

LACKING ONLY HOT WATER . 


28 


22 


118 


89 


57 


82 


67 


80 


36 


33 


52 

LACKING OTHER PLUMBING FACILITIES. . . . 


417 


391 


946 

1 

107 


412 


576 


763 


564 


764 


453 


816 

DETERIORATING. 

1 

211 


814 


644 

1 

898 


457 

1 

828 

1 

598 


949 

1 

401 

1 

005 

1 

035 

WITH all PLUMBING FACILITIES . 


656 


325 


209 


485 


178 

1 

042 

1 

003 


548 


753 


658 


521 

LACKING ONLY HOT WATER . 


28 


B 


36 


65 


12 


64 


52 


57 


38 


16 


45 

LACKING OTHER PLUMBING FACILITIES. . . . 


527 


481 


399 

1 

348 


267 


722 


543 


344 


610 


331 


469 

dilapidated . 


308 


162 


155 


491 


68 


307 


522 


158 


349 


187 


63 

VACANT AVAILABLE FOR SALE . 


11 


18 


21 


111 


15 


48 


53 


38 


44 


25 


35 

WITH ALL PLUMB'iNG FACILITIES . 


8 


5 


8 


23 


8 


28 


33 


29 


30 


13 


15 

VACANT AVAILABLE FOR RENT . 


48 


58 


68 


81 


44 


89 


189 




95 


136 


61 

WITH ALL PLUMBING FACILITIES . 


18 


19 


21 


26 


12 


40 


89 


IE H 


47 


96 


20 

ALL HOUSING UNITS. ......... 

3 

978 

2 

733 

5 

027 

6 

391 

3 

668 

7 

744 

9 

133 

6 

448 

6 

647 

7 

145 

5 

776 

WATER supply 












■ 











HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 

997 

1 

918 

3 

716 

3 

700 

3 

099 

6 


7 

864 

5 

567 

5 

331 

6 

433 

4 

678 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


257 


177 


469 


516 


313 




554 


363 


BHil 


321 


434 

PIPED WATER OUTSIOE STRUCTURE . 


48 


35 


60 


16 


48 


ggi 


15 


52 




19 


8 

NO PIPED WATER . 


676 


603 


782 

2 

159 


208 


628 


7OO 


466 




372 


656 

TOILET FACILITIES 























FLUSH TOILET. EXCLUSIVE USE. . . 

2 

861 

1 

778 

3 

778 

3 

629 

3 

035 

6 

474 

7 

746 

5 

586 

5 

180 

6 

449 

4 

678 

FLUSH TOILET. SHARED . 


40 


42 


124 


138 


47 


108 


294 


47 


105 


58 


32 

OTHER TOILET FACILITIES OR NONE. 

1 

077 


913 

1 

125 

2 

624 


586 

1 

162 

1 

093 


815 

1 

362 


638 

1 

066 

BATHING FACILITIES 























bathtub OR SHOWER. EXCLUSIVE USE . 

2 

874 

1 

747 

3 

555 

3 

616 

2 

988 

6 

296 

7 

577 

5 

500 

5 

100 

6 

297 

4 

495 

BATHTUB OR SHOWER. SHARED . 


48 


42 


137 


129 


47 


112 


305 


67 


109 


53 


29 

NO BATHTUB OR SHOWER . 

1 

056 


944 

1 

335 

2 

646 


633 

1 

336 

1 

251 


881 

1 

438 


795 

1 

252 

ROOMS 























1 ROOM . 


32 


19 


89 


107 


31 


150 


177 


51 


113 


45 


27 

2 ROOMS . 


52 


37 


130 


200 


41 


153 


190 


100 


180 


128 


97 

3 ROOMS... 


142 


104 


333 


438 


238 


420 


581 


403 


422 


434 


205 

4 ROOMS. 


438 


397 


486 

1 

507 


447 


850 

1 

447 


865 


804 

1 

013 


689 

5 ROOMS. 


816 


623 


930 

1 

867 


701 

1 

522 

1 

924 

1 

257 

1 

181 

1 

445 

1 

181 

6 ROOMS. 


981 


651 

1 

029 

1 

126 


758 

1 

582 

2 

004 

1 

229 

1 

446 

1 

613 

1 

339 

7 ROOMS. 


787 


407 


966 


641 


756 

1 

438 

1 

486 

1 

105 

1 

164 

1 

253 

1 

037 

S ROOMS OR MORE. 


730 


495 

1 

064 


505 


696 

1 

629 

1 

324 

1 

438 

1 

337 

1 

214 

1 

201 

MEDIANI 























ALL UNITS. 


6.0 


5.8 


6.0 


5.0 


6.0 


6.0 


5.6 


5.9 


5.9 


5.8 


6.0 

OWNER OCCUPIED . 


6.1 


5.9 


6.3 


5.2 


6.0 


6.1 


5.8 


6.1 


6.1 


5.9 


6.0 

RENTER OCCUPIED . 


6.1 


5.7 


5.4 


4.4 


6.3 


6.0 


5.2 


5.8 


5.7 


5.7 


6.2 

UNITS IN STRUCTURE 
























3 

740 

2 

678 

4 

704 

6 

065 

3 

584 

7 

265 

8 

205 

5 

791 

6 

284 

6 

530 

5 

606 



144 


10 


117 


59 


10 


220 


351 


317 


156 


244 


45 

3 AND .. 


25 


15 


83 


66 


28 


107 


245 


142 


71 


122 


15 

5 TO . . 


20 


14 


34 


112 


11 


43 


158 


52 


27 


94 


10 

10 OR MORE . 


5 


• • • 


19 


24 


31 


41 


110 


4 


. . - 


94 


20 

TRAILER! ON PERMANENT FOUNDATION . 


12 


• t • 


4 


4 


• • • 


8 


16 


8 


9 


• t_» 


• f 

MOBILE . 


32 


16 


66 


61 


4 


60 


48 


134 


100 


61 


80 

YEAR STRUCTURE BUILT 























1959 TO MARCH 1960 ... 


31 


12 


71 


77 


49 


100 


156 


173 


159 


150 


88 

1955 TO 195S . 


76 


76 


260 


91 


103 


340 


362 


413 


374 


376 


246 

1950 TO 1954 . 


159 


58 


194 


152 


263 


398 


427 


560 


467 


596 


400 

1940 TO 1949 . 


218 


95 


420 


217 


265 


562 


455 


531 


520 


883 


400 

1930 TO 1939 . 


185 


155 


286 


338 


247 


337 


484 


425 


416 


537 


266 

1929 OR EARLIER . 

3 

309 

2 

337 

3 

796 

5 

516 

2 

741 

6 

007 

7 

249 

4 

346 

4 

711 

4 

603 

4 

376 

BASEMENT 























BASEMENT .. . 

2 

947 

1 

957 

4 

486 

3 

730 

2 

602 

6 

838 

7 

936 

5 

785 

5 

660 

6 

159 

4 

966 

CONCRETE SLAB . 


153 


92 


89 


400 


295 


155 


289 


177 


201 


189 


211 

OTHER . 


878 


684 


452 

2 

261 


771 


751 


908 


486 


786 


797 


599 


4 


I 


I 

f 


s 


I 


i 
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Tabic 28.— Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSA’s: 1960—Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenute by Colot, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Pacilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS. 

TENURE. COLOR. AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE... 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR OETERIORATING . 

AVAILABLE. 

FOR SALE ONLY.. 

FOR RENT . 

RENTED OR SOLO. AWAITING OCCUPANCY 

HELO FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. . , . . . 

With all plumbing facilities . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 


ALL HOUSING UNITS. 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED Water outside structure.. 

NO PIPED WATER . , 

toilet facilities 

FLUSH toilet. EXCLUSIVE USE. 

FLUSH TOILET. SHARED ..... . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or SHOWER. EXCLUSIVE USE .... . 

bathtub or SHOWER. SHARED. 

NO BATHTUB OR SHOWER . 

ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIANI 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 


1 . 

2 . 

3 and 4. 

5 TO 9. 

10 OR MORE . 

TRAILERI ON PERMANENT FOUNDATION. 

MOBILE . 

YEAR STRUCTURE BUILT 

1959 TO MARCH i960 . 

1955 TO 195s . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 ... . 

1929 OR EARLIER. .... . 


basement 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


CALHOUN 

CARROLL 

CASS 

CEDAR 

CERRO 

GORDO 

CHEROKEE 

CHICKASAW 

CLARKE 

CLAY 

CLAYTON 

CLINTON 

5 705 

6 991 

6 438 

5 930 

17 068 

5 648 

4 633 

3 106 

6 285 

7 380 

17 

293 

5 034 



5 504 

15 347 

5 304 

4 317 

2 816 

5 698 

6 690 

16 

536 

3 285 



3 677 

10 730 

3 255 

3 224 

2 046 

3 655 

4 865 

11 

773 

3 285 


o 

CM 

rv 

3 677 

10 668 

3 255 

3 220 

2 046 

3 655 

4- 665 

11 

729 

• • • 

« • • 

4 

• t • 

62 

• • • 

4 

, t • 

t • t 

♦ • • 


44 

1 749 

2 188 

2 072 

1 827 

4 617 

2 049 

1 093 

770 

2 043 

1 825 

4 

763 

1 749 

2 188 

2 072 

1 827 

4 587 

2 049 

1 088 

770 

2 043 

1 825 

4 

722 

... 

... 

. .. 

... 

30 

... 

5 

... 

... 

... 


41 

671 

356 

442 

426 

1 721 

344 

316 

290 

587 

690 


757 

360 

303 

402 

306 

849 

271 

273 

245 

429 

335 


644 

303 

224 

300 

235 

751 

223 

220 

201 

373 

263 


510 

129 

66 

157 

120 

471 

65 

78 

98 

158 

105 


296 

27 

29 

22 

24 

136 

20 

19 

44 

36 

31 


89 

102 

57 

135 

96 

335 

45 

59 

54 

122 

74 


207 

2 

27 

25 

28 

74 

20 

39 

12 

10 

30 


61 

39 

13 

9 

16 

87 

35 

17 

12 

24 

16 


33 

133 

98 

109 

71 

119 

103 

86 

79 

181 

112 


120 

57 

79 

102 

71 

98 

48 

S3 

44 

56 

72 


134 

311 

53 

40 

120 

872 

73 

43 

45 

156 

355 


113 

5 705 

6 991 

6 438 

5 930 

17 068 

5 648 

4 633 

3 106 

6 285 

7 380 

17 

293 

4 722 

5 767 

5 016 

4 371 

14 074 

4 747 

3 543 

2 019 

5 496 

5 368 

13 

660 

4 053 

5 185 

4 480 

4 023 

12 943 

4 177 

2 882 

1 506 

4 793 

4 457 

12 

743 

37 

62 

85 

62 

58 

60 

52 

52 

31 

171 


206 

632 

520 

451 

286 

1 073 

510 

609 

461 

672 

740 


711 

877 

991 

1 143 

1 189 

2 412 

689 

908 

977 

649 

1 729 

2 

703 

433 

522 

603 

671 

1 567 

401 

485 

249 

371 

818 

1 

889 

14 

51 

72 

81 

48 

15 

28 

43 

U 

62 


194 

430 

418 

468 

437 

797 

273 

395 

685 

267 

849 


620 

106 

233 

279 

370 

582 

212 

182 

110 

140 

283 


930 

27 

29 

22 

24 

136 

20 

19 

44 

36 

31 


89 

17 

20 

17 

IB 

114 

14 

11 

8 

26 

11 


74 

102 

57 

135 

96 

335 

45 

59 

54 

122 

74 


207 

52 

32 

67 

59 

252 

29 

15 

16 

93 

39 


145 

5 705 

6 991 

6 438 

S 930 

17 068 

5 648 

4 633 

3 106 

6 285 

7 380 

17 

293 

4 731 

6 157 

5 480 

5 080 


4 954 

3 684 

1 999 

5 495 

5 648 

15 

630 

265 

431 

562 

365 

651 

375 

283 

275 

217 

690 

1 

179 

35 

77 

55 

46 

28 

49 

32 

17 

43 

55 


57 

674 

326 

341 

439 

563 

270 

634 

815 

530 

987 


427 

4 709 

6 097 

5 485 

5 129 

15 408 

4 852 

3 604 

1 935 

5 374 

5 832 

16 

019 

48 

56 

159 

92 

734 

136 

71 

84 

111 

86 


408 

948 

838 

794 

709 

926 

660 

958 

1 087 

800 

1 462 


866 

4 636 

5 931 

5 359 

5 009 

14 998 

4 760 

3 567 

1 904 

5 317 

5 600 

15 

586 

42 

75 

164 

116 

722 

149 

67 

80 

no 

115 


417 

1 027 

9B5 

915 

805 

1 348 

739 

999 

1 122 

858 

1 665 

1 

290 

86 

56 

141 

121 

426 

77 

25 

37 

58 

110 


315 

143 

75 

125 

100 

696 

134 

35 

89 

208 

156 


451 

313 

399 

358 

253 

1 420 

392 

178 

177 

525 

431 

1 

391 

707 

770 

871 

623 

3 293 

796 

482 

436 

1 020 

894 

2 

627 

1 112 

1 454 

1 515 

981 

4 494 

1 001 

847 

713 


1 220 

4 

277 

1 288 

1 470 

1 355 

1 147 

3 260 

1 092 

1 132 

705 


1 600 

3 

146 

1 031 

1 346 

982 

1 233 

1 954 

975 

970 

514 


1 285 

2 

472 

1 025 

1 421 

1 091 

1 472 

1 525 

1 181 

964 

435 

900 

1 684 

2 

614 

5.9 

6.0 

5.7 

6.3 

5.1 

5.9 

6.2 

5.6 

5.5 

6.0 


5.4 

6.0 

6.1 

5.8 

6.3 

5.4 

6.0 

6.3 

5.8 

5.7 

6.3 


5.7 

6.2 

5.9 

5.4 

6.4 

4.4 

5.8 

5.9 

5.2 

5.2 

5.8 


4.6 

5 602 

6 486 

5 949 

5 464 

15 372 

5 124 

4 506 

2 956 

5 763 

7 001 

14 

458 

33 

226 

143 

258 

391 

201 

26 

55 

242 

159 

1 

257 

2S 

129 

131 

63 

454 

89 

17 

45 

163 

91 


769 

15 

49 

69 

19 

381 

63 

32 

25 

48 

17 


349 

10 

64 

70 

17 

332 

110 

16 

• • t 

21 

26 


279 

8 

• • • 

• t • 

27 

4 

12 

8 

• • • 

4 

43 


28 

12 

37 

76 

82 

134 

49 

28 

25 

44 

43 


153 

69 

105 

143 

114 

423 

111 

78 

48 

136 

102 


394 

178 

390 

412 

338 

1 503 

265 

217 

117 

425 

313 

1 

159 

363 

547 

286 

361 

1 573 

355 

231 

92 

512 

262 

1 

162 

415 

547 

360 

388 

1 828 

355 

214 

194 

681 

496 

1 

331 

418 

483 

454 

239 

2 141 

376 

216 

185 

713 

486 


971 

4 262 

4 919 

4 783 

4 490 

9 600 

4 186 

3 677 

2 470 

3 818 

5 721 

12 

276 

4 173 

5 856 

4 835 

5 214 

14 592 

4 648 

4 255 

1 747 

5 631 

6 371 

15 

694 

261 

291 

289 

149 

677 

147 

97 

133 

179 

150 


491 

1 271 

844 

1 314 

567 

1 799 

853 

281 

1 226 

475 

859 

1 

108 
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State and Small Areas 


Table 28.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: I960—Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water SujDply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

CRAWFORD 

DALLAS 

DAVIS 

DECATUR 

DELAWARE 

DES 

MOINES 

DICKINSON 

EMMET 

FAYETTE 

FLOYD 

franklin 

ALL HOUSINS UNITS. 

6 

164 

8 

403 

3 

214 

3 

890 

5 

878 

15 

119 

7 

690 

4 

762 

9 

111 

6 

904 

5 

268 

TENURE 1 color* AND VACANCY STATUS 























occupied . 

5 

668 

7 

776 



3 

336 

5 

174 

14 

286 

3 

984 

4 

424 

8 

533 

6 

524 

4 

884 

OWNER occupied . 

3 

751 

5 

422 



2 

467 

3 

581 

10 

162 

2 

714 

2 

970 

6 

295 

4 

663 

3 

129 

WHITE. 

3 

751 

5 

403 

2 

182 

2 

467 

3 

581 

10 

081 

2 

714 

2 

965 

6 

282 

4 

663 

3 

125 

NONWHITE . 


■ ■ 


19 


4 


• • • 


• • • 


81 


• • 


5 


13 


• • 


4 

renter occupied. 

1 

917 

2 

354 


727 


869 

1 

593 

4 

124 

1 

270 

1 

454 

2 

238 

1 

861 

1 

755 

WHITE. 

1 

917 

2 

345 


727 


869 

1 

589 

4 

036 

1 

270 

1 

454 

2 

238 

1 

861 

1 

755 

NONWHiTE . 


... 


9 


... 


... 


4 


88 


... 


• . 


• • 


•.. 


• • 

VACANT ..... . 


496 


627 


301 


554 


704 


833 

3 

706 


338 


578 


380 


384 

year round . 


399 


539 


242 


411 


301 


634 


380 


265 


485 


304 


340 

sound or deteriorating . 


279 


445 


193 


280 


228 


521 


331 


229 


388 


263 


298 

AVAILABLE. 


68 


212 


84 


136 


lUO 


298 


137 


129 


162 


118 


123 

FOR SALE ONLY. 


18 


53 


27 


74 


23 


43 


26 


29 


54 


46 


32 

FOR RENT . 


50 


159 


57 


62 


77 


255 


111 


100 


108 


72 


91 

RENTED OR SOLD* AWAITING OCCUPANCY . 


11 


44 


4 


6 


17 


52 


16 


15 


37 


24 


21 

HELD FOR OCCASIONAL USE. 


15 


24 


19 


3 


25 


18 


92 


7 


22 


5 


24 

HELD FOR OTHER REASONS . 


185 


165 


86 


135 


86 


153 


86 


78 


167 


116 


130 

DILAPIDATED. ............. 


120 


94 


49 


131 


73 


113 


49 


36 


97 


41 


42 

SEASONAL ..... . 




88 


59 


143 


403 


199 

3 

326 


73 


93 


76 


44 

CONDITION AND PLUMBING 























all UNITS. 



8 

403 

3 

214 

3 

890 

5 

876 

15 

117 

7 

690 

4 

762 

9 

111 

6 

904 

5 

268 

SOUND. 



6 

545 

2 

100 

2 

566 

4 

272 

11 

958 

5 

015 

4 

170 

6 

791 

5 

740 

4 

260 

WITH ALL PLUMBING FACILITIES . 


938 

5 

792 

1 

320 

1 

798 

3 

423 

10 

804 

4 

557 

3 

715 

5 

906 

5 

051 

3 

764 

LACKING ONLY HOT WATER . 


96 


56 


42 


47 


49 


99 


50 


24 


66 


64 


64 

LACKING OTHER PLUMBING FACILITIES. , . . 


629 


697 


738 


721 


800 

1 

055 


408 


431 


819 


625 


432 

DETERIORATING. 

1 

230 

1 

543 


959 

1 

038 

1 

280 

2 

569 

2 

533 


471 

1 

895 


997 


890 

WITH ALL PLUMBING FACILITIES . 


555 

1 

042 


345 


209 


588 

1 

683 

1 

739 


252 

1 

159 


497 


516 

LACKING ONLY HOT WATER . 


61 


49 


28 


56 


51 


105 


98 


8 


52 


38 


8 

LACKING OTHER PLUMBING FACILITIES. . . . 


614 


452 


586 


773 


641 


781 


696 


211 


684 


462 


366 

DILAPIDATED. 


271 


315 


155 


286 


324 


590 


142 


121 


425 


167 


lie 

VACANT AVAILABLE FOR SALE. 


18 


53 


27 


74 


23 


43 


26 


29 


54 


46 


32 

WITH ALL PLUMBING FACILITIES . 


12 


36 


6 


22 


17 


37 


17 


21 


46 


25 


23 

VACANT AVAILABLE FOR RENT. 


50 


159 


57 


62 


77 


255 




100 


108 


72 


91 

WITH all plumbing FACILITIES . 


25 


lOO 


16 


37 


39 


148 


Bl 


66 




36 


39 

ALL HOUSING UNITS. 

6 

164 

8 

403 

3 

214 

3 

890 

5 

878 

15 

119 

7 

690 

4 

762 

9 

1 

6 

904 

5 

268 

Water supply 























HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

4 

9S4 

7 

302 

1 

934 

2 

282 

4 

447 



6 

543 

4 

173 

7 

669 

5 

938 

4 

542 

only COLD PIPED WATER INSIDE STRUCTURE . . 


635 


420 


225 


269 


585 


764 


581 


202 


535 


373 


258 

PIPED WATER OUTSIDE STRUCTURE. 


166 


43 


22 


8 


32 


32 


44 


• • • 


80 


43 


27 

NO PIPED WATER . 


379 


638 

1 

033 

1 

331 


812 


688 


522 


387 


827 


550 


441 

toilet facilities 























FLUSH TOILET* EXCLUSIVE USE. 

4 

898 

7 

205 

1 

841 

2 

196 

4 

466 

13 

331 

6 

763 

4 

144 

7 

607 

5 

852 

4 

498 

FLUSH TOILET* SHARED.. . 


101 


148 


69 


100 


50 


782 


53 


72 


137 


160 


32 

OTHER TOILET FACILITIES OR NONE. 

1 

165 

1 

050 

1 

304 

1 

594 

1 

360 

1 

004 


874 


546 

1 

367 


892 


738 

BATHING FACILITIES 























BATHTUB OR SHOWER* EXCLUSIVE USE . 

4 

767 

7 

122 

1 

795 

2 

170 

4 

256 

12 

999 

6 

508 

4 

063 

7 

405 

5 

778 

4 

431 

bathtub OR SHOWER* SHARED. ........ 


113 


152 


67 


101 


52 


802 


49 


72 


159 


167 


29 

NO bathtub or shower . 

1 

284 

1 

129 

1 

352 

1 

619 

1 

568 

1 

316 

1 

133 


627 

1 

547 


959 


808 

ROOMS 























1 ROOM. 


95 


81 


17 


68 


146 


413 


418 


79 


75 


106 


12 

2 ROOMS. 


75 


235 


71 


99 


183 


578 

1 

003 


127 


175 


153 


74 

3 ROOMS. ...... . ..... 


335 


524 


204 


214 


432 

1 

274 

1 

009 


328 


455 


439 


279 

4 ROOMS... 


693 

1 

437 


571 


524 


538 

3 

054 

1 

316 


722 

1 

123 


987 


642 

5 ROOMS. 

1 

246 

2 

047 


845 


963 


956 

3 

911 

1 

399 

1 

132 

1 

947 

1 

378 


915 

6 ROOMS... 

1 

391 

1 

618 


636 


893 

1 

162 

2 

650 

1 

090 

1 

084 

1 

935 

1 

622 

1 

044 

7 ROOMS... 

1 

158 

1 

302 


469 


551 


ii«irJ 

1 

862 


747 


681 

1 

595 

1 

063 


995 

8 ROOMS OR MORE. 

1 

171 

1 

159 


401 


578 


kim 

1 

375 


708 


609 

1 

806 

1 

156 

1 

307 

MEDIAN! 










im 













ALL UNITS... 


6.0 


5.4 


Em 


5.6 


nn 


5.1 


4.6 


5.5 


5.9 


5«7 


6.2 

OWNER OCCUPIED . 


w 


5.6 


tKI 


5.8 


KH-I 


5.4 


5.4 


5.6 


6.1 


5.9 


6.2 

RENTER occupied. 




5.3 


iQ 


5.2 

■ 



4.2 


5.4 


5.4 


5.4 


5.2 


6.4 

UNITS IN structure 






1 


















6 


7 

674 



3 

672 

5 

574 

12 

113 

7 

311 

4 

279 

8 

324 

6 

195 

5 

025 



50 


280 


B^J 


53 


159 

1 

004 


41 


278 


374 


306 


105 



31 


131 


KrvJ 


76 


41 


613 


35 


91 


199 


213 


70 



5 


128 


■H 


28 


15 


740 


60 


31 


58 


43 


15 

10 OR MORE . 


14 


16 


lUV 


27 


21 


415 


227 


39 


13 


52 


34 

TRAILER! ON PERMANENT FOUNDATION. 


• • t 


25 


13 


... 


4 


25 




8 


12 


4 


8 

MOBILE . 


40 


149 


38 


34 


62 


207 


16 


36 


131 


91 


11 

YEAR structure 8UILT 























1959 TO MARCH 1960 . 


89 


249 


35 


25 


116 


213 


174 


101 


150 


79 


82 

1955 To 1958 .. . 


279 


446 


109 


69 


346 


^1 


464 


290 


416 


310 


197 

1950 To 1954 . 


297 


426 


168 


136 


269 




762 


446 


426 


491 


382 

1940 To 1949 . 


343 


583 


133 


188 


401 

1 

858 

1 

129 


520 


481 


567 


504 

1930 TO 1939 . 


266 


508 


155 


172 


410 


893 


941 


461 


559 


476 


379 

1929 OR EARLIER. 

4 

890 

6 

191 

2 

614 

3 

300 

4 

334 


080 

4 

220 

2 

944 

7 

079 

4 

981 

3 

724 

BASEMENT 























basement . 

4 

965 

6 

438 

1 

474 

2 

079 

4 

956 


245 

3 

855 

4 

172 

8 

256 

6 

307 

4 

812 

CONCRETE SLAB. ... . 


272 


287 


248 


269 


166 


695 

1 

040 


105 


175 


175 


124 



927 

1 

678 

1 

492 

1 

542 


754 

2 

177 

2 

795 


485 


680 


422 


332 
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Table 28 , —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s; I960—Con. 

[Some data based on sample; see text Median not shown where base is leas than 200] 


Tcnuic by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sujipl)’ 

Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


FREMONT 

GREENE 

GRUNDY 

GUTHRIE 

-1 

HAMILTON 

HANCOCK 

haroin 

— 

HARRISON 

HENRY 

HOWARD 

HUMBOLDT 

3 B30 

5 

235 

4 

690 

4 

981 

6 

70B 

4 

712 

7 

942 

6 

067 

6 

135 

4 

065 

4 307 

3 395 

4 

730 

4 

461 

4 

483 

6 

292 

4 

394 

7 

365 

5 

519 

5 

506 

3 

763 

3 981 

2 224 

3 

000 

2 

894 

3 

176 

4 

017 

2 

922 

4 

952 

3 

794 

3 

832 

2 

810 

2 693 

2 224 

3 

000 

2 

890 

3 

172 

4 

013 

2 

922 

4 

948 

3 

786 

3 

82B 

2 

BIO 

2 693 

• « « 


1 t 1 


4 


4 


4 


• • . 


4 


B 


4 


*99 

* 9 9 

1 171 

1 

730 

1 

567 

1 

307 

2 

275 

1 

472 

2 

413 

1 

725 

1 

674 


953 

1 288 

1 167 

1 

730 

1 

567 

1 

307 

2 

275 

1 

472 

2 

413 

1 

725 

1 

669 


953 

1 288 

4 


... 


... 


... 


... 


... 


... 


... 


5 


... 

... 

435 


505 


229 


498 


416 


318 


577 


548 


629 


302 

326 

343 


442 


1B6 


440 


310 


222 


4OB 


451 


523 


243 

223 

202 


366 


147 


305 


259 


1B6 


343 


334 


393 


206 

186 

62 


175 


68 


104 


136 


74 


142 


110 


217 


90 

61 

23 


29 


16 


30 


42 


17 


51 


17 


47 


24 

15 

39 


146 


52 


74 


94 


5? 


91 


93 


170 


66 

46 

11 


20 


17 


22 


14 


27 


46 


62 


19 


31 

14 

9 


28 


8 


17 


12 


6 


28 


19 


35 


13 

17 

120 


143 


54 


162 


97 


79 


127 


143 


122 


72 

94 

141 


76 


39 


135 


51 


36 


65 


117 


130 


37 

37 

92 


63 


43 


58 


106 


96 


169 


97 


106 


59 

103 

3 830 

5 

235 

4 

690 

4 

981 

6 

708 

4 

712 

7 

942 

6 

067 

6 

135 

4 

065 

4 307 

2 040 

4 

276 

3 

715 

3 

246 

5 

558 

3 

905 

6 

324 

4 

495 

4 

602 

3 

0B6 

3 906 

1 746 

3 

731 

3 

342 

2 

714 

5 

D67 

3 

526 

5 

582 

3 

832 

3 

921 

2 

480 

3 374 

40 


20 


34 


54 


48 


18 


lOB 


68 


53 


61 

42 

254 


525 


339 


478 


443 


361 


634 


595 


628 


545 

490 

1 227 


719 


855 

1 

418 


924 


610 

1 

389 

1 

265 

1 

138 


893 

347 

738 


420 


540 


735 


548 


378 


888 


547 


620 


315 

138 

53 


4 


31 


56 


17 


12 


77 


96 


32 


33 

8 

436 


295 


284 


627 


359 


220 


424 


622 


486 


545 

201 

563 


240 


120 


317 


226 


197 


229 


307 


395 


86 

54 

23 


29 


16 


30 


42 


17 


51 


17 


47 


24 

15 

14 


18 


6 


17 


37 


9 


39 


12 


25 


12 

a 

39 


146 


52 


74 


94 


57 


91 


93 


170 


66 

46 

19 


80 


32 


22 


59 


28 


50 


37 


62 


25 

23 

3 830 

5 

235 

4 

690 

4 

981 

6 

708 

4 

712 

7 

942 

6 

067 

6 

135 

4 

06s 

4 307 

2 782 

4 

515 

4 

143 

3 

883 



4 

213 

6 

904 

4 

742 

■ 

979 

2 

994 

3 729 

380 


198 


272 


493 




224 


464 


659 


345 


352 

263 

32 


96 


37 


47 




24 


37 


52 


20 


67 

4 

636 


426 


236 


558 


429 


251 


537 


614 


791 


652 

311 

2 808 

4 

334 

4 

122 

3 

849 

5 

894 

4 

156 

6 

926 

4 

733 

4 

B21 

3 

017 

3 671 

50 


106 


22 


85 


99 


32 


148 


88 


223 


93 

66 

972 


795 


546 

1 

047 


715 


524 


B6B 

1 

246 

1 

091 


955 

570 

2 788 

4 

311 

4 

056 

3 

754 

5 

804 

4 

059 

6 

751 

4 

658 

4 

737 

2 

947 

3 618 

46 


106 


30 


114 


103 


36 


156 


89 


222 


97 

74 

996 


BIS 


604 

1 

113 


BOX 


617 

1 

035 

1 

320 

1 

176 

1 

021 

615 

73 


83 


13 


23 


65 


77 


147 


70 


193 


57 

31 

61 


90 


30 


100 


118 


65 


155 


127 


201 


66 

95 

257 


272 


15B 


255 


407 


204 


472 


365 


330 


197 

207 

703 


559 


609 


651 


827 


589 

1 

070 


843 


804 


343 

530 

841 

1 

143 


843 

1 

016 

1 

390 


957 

1 

549 

1 

555 

1 

296 


669 

842 

782 

1 

137 


892 

1 

033 

1 

513 


995 

1 

604 

1 

442 

1 

278 

1 

043 

973 

467 

1 

026 


933 


942 

1 

290 


923 

1 

439 


837 


979 


761 

755 

646 


925 

1 

212 


961 

1 

098 


902 

1 

506 


828 

1 

054 


929 

874 

5.5 




6.3 


5.9 


5.9 


6.0 


5.9 


5.6 


5.7 


6.2 

6.0 

5.7 


kW*! 


6.2 


6.0 


6.0 


5.9 


6.0 


5.7 


5.9 


6.2 

6.0 

5.4 




6*6 


5.9 


5.7 


6.4 


5.9 


5.4 


5.2 


6.1 

6.1 

3 651 

5 

Rn!l 

4 

499 

4 

ao8 

6 

159 

4 

592 

7 

302 

5 

665 

5 

652 

3 

912 

4 122 

92 


■rU 


117 


60 


229 


41 


307 


172 


172 


61 

89 

19 


BAI 


31 


28 


95 


41 


180 


80 


45 


33 

14 

34 


20 


11 


30 


• • • 


9 9 9 


35 


48 


41 


• • • 

10 

13 


19 


5 


10 


155 


10 


51 


• f • 


161 


26 

20 

9 


4 


4 


• • • 


• • 9 


• • • 


• • • 


20 


16 


• • • 

• • t 

12 


12 


23 


45 


70 


28 


67 


82 


48 


33 

52 

31 


28 


71 


41 


131 


66 


96 


59 


85 


45 

111 

78 


135 


245 


116 


368 


275 


498 


146 


207 


131 

245 

143 


296 


297 


15B 


469 


349 


426 


177 


437 


154 

279 

223 


377 


425 


314 


509 


483 


659 


178 


3B2 


165 

354 

265 


370 


274 


253. 


363 


339 


497 


290 


318 


162 

294 

3 090 

4 

029 

3 

378 

4 

099 

4 

B6S 

3 

200 

5 

766 

5 

217 

4 

706 

3 

408 

3 024 

2 223 

4 

184 

4 

275 

3 

669 

5 

502 

3 

991 

6 

947 

3 

733 

4 

889 

3 

645 

3 657 

175 


273 


101 


142 


339 


216 


270 


26B 


312 


64 

91 

1 432 


778 


314 

1 

170 


867 


505 


725 

2 

066 


934 


356 

559 


ALL HOUSING UNITS. 

TENURE I COLORt AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

nonwhite . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING. 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLD. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL ..... . 

CONDITION ANO PLUMBING 

ALL UNITS. 

OUND. 

WITH ALL PLUMBING FACILITIES . 

Lacking only hot water . 

lacking other PLUMBING FACILITIES, . , 
deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIOE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

=IPEO water outside STRUCTURE. 

HO PIPED WATER . 

TOILET FACILITIES 

=LUSH TOILET. EXCLUSIVE USE. 

-LUSH TOILET. SHARED. 

3THER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

3ATHTUB OR SHOWER. EXCLUSIVE USE ... . 

SATHTUa OR SHOWER. SHARED. 

HO BATHTUB OR SHOWER. 

ROOMS 

L ROOM . 

I ROOMS. 

: ROOMS. 

i ROOMS. 

} ROOMS. 

!i ROOMS. 

7 ROOMS. 

3 ROOMS OR MORE. 

IEDIANi 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 

I. 

S AND 4.. 

; TO .. 

LO OR MORE. 

IRAILERI ON PERMANENT FOUNDATION. . . . 

MOBILE . 

YEAR structure BUILT 

1959 TO MARCH i960 . 

L955 TO 1958 . 

L950 TO 1954 . 

940 TO 1949 . 

L950 To .. 

1929 OR earlier. 

BASEMENT 

ASEMENT . 

lONCRETE SLAB. 

.. 
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State and Small Areas 


Table 28 - —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, eor Counties Outside SMSA’s; 1960 — Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


■i 


SUBJECT 


ALL HOUSING UNITS. 

TENURE* COLOR. AND VACANCY STATUS 

occupied . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

renter occupied. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLD. AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

dilapidated. 

SEASONAL . 


CONDITION AND PLUMBING 

all UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

lacking OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED.. . . 

VACANT available FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 


all HOUSING UNITS. 

Water supply 

HOT ANO COLD PIPED WATER INSIDE STRUCTURE. 

only COLD PIPED Water inside structure . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

bathing FACILITIES 

bathtub OR SHOWER. EXCLUSIVE USE . 

bathtub or shower. SHARED. 

NO bathtub or SHOWER . 

ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIANj 

ALL UNITS. 

owner occupied . 

RENTER occupied. 

units IN STRUCTURE 


1 . 

.. 

3 and .. 

5 TO .. 

10 OR MORE . 

TRAILERl ON PERMANENT FOUNDATION. 

MOBILE . ... . . . . 

YEAR structure BUILT 

1959 TO MARCH 1960 . 

1955 TO 1958 . 

1950 TO 1954 . 

1940 TO 1949 .. 

1930 TO 1939 . 

1929 OR EARLIER. 


BASEMENT 


basement . . 

CONCRETE SLAB 
OTHER. . . . 


IDA 

IOWA 

JACKSON 

JASPER 

B| 


JONES 

KEOKUK 

KOSSUTH 

LEE 

LOUISA 

LUCAS 

3 483 

5 268 

6 

522 

11 

753 

5 

506 

15 

802 

6 

136 

5 

659 

7 

598 

14 

391 

3 

730 

4 

075 



4 

950 

6 

077 

11 

050 

4 

958 

15 

071 

5 

874 

4 

975 

7 

186 

13 

372 

3 

215 

3 

699 


142 

3 

610 

4 

277 

7 

802 

3 

486 

8 

889 

3 

955 

3 

773 

4 

577 

9 

727 

2 

187 


722 

2 

142 

3 

610 

4 

273 

7 

786 

3 

486 

8 

866 

3 

955 

3 

773 

4 

577 

9 

536 

2 

187 


718 






4 


16 


• I • 


23 


«_• • 


• • • 


• • • 


191 


• • • 


4 


134 

1 

340 

1 

800 

3 

248 

1 

472 

6 

182 

1 

919 

1 

202 

2 

609 

3 

645 

1 

028 


977 

1 

134 

1 

340 

1 

aoo 

3 

236 

1 

465 

6 

066 

1 

919 

1 

202 

2 

609 

3 

549 

1 

028 


977 






... 


12 


7 


116 


... 


. .. 


... 


96 


• # • 


• • • 


207 


318 


445 


703 


548 


731 


262 


684 


412 

1 

019 


515 


376 


187 




223 


560 


451 


557 


211 


558 


390 


843 


245 


224 


142 




188 


469 


302 


505 


163 


379 


342 


697 


173 


181 


44 




90 


216 


162 


302 


S2 


82 


151 


400 


71 


62 




14 


23 


66 


44 


85 


23 


40 


29 


105 


22 


29 


36 


78 


67 


150 


118 


217 


59 


42 


122 


295 


49 


33 


6 


46 


10 


45 


14 


60 


19 


25 


18 


94 


10 


9 


4 


15 


24 


22 


6 


39 


10 


17 


9 


49 


6 


19 


88 


69 


64 


186 


120 


104 


52 


255 


164 


154 


86 


91 


45 


63 


35 


91 


149 


52 


48 


179 


48 


146 


72 


43 


20 


33 


222 


143 


97 


174 


51 


126 


22 


176 


270 


152 

3 

483 

5 

268 

6 

522 

11 

753 

5 

506 

15 

802 

6 

136 

5 

659 

7 

598 

14 

391 

3 

730 

4 

075 

2 

627 

4 

137 

5 

025 

9 

493 

3 

682 

13 

465 

5 

027 

3 

733 

6 

226 

11 

553 

2 

750 

2 

902 

2 

364 

3 

745 

4 

098 

8 

218 

3 

227 

12 

365 

4 

321 

2 

878 

5 

523 

10 

001 

2 

191 

2 

168 


32 


36 


158 


107 


71 


64 


153 


164 


68 


136 


60 


65 


231 


356 


769 

1 

168 


384 

1 

036 


553 


691 


635 

1 

416 


499 


669 


767 


924 

1 

336 

1 

851 

1 

420 

1 

954 


889 

1 

429 

1 

146 

2 

243 


758 

1 

021 


470 


473 


668 


938 


709 

1 

235 


456 


662 


695 

1 

287 


366 


356 


56 


57 


84 


52 


42 


36 


48 


73 


15 


60 


24 


61 


241 


394 


584 


861 


669 


683 


385 


694 


436 


896 


368 


604 


89l 


207 


161 


409 


404 


383 


220 


497 


226 


595 


222 


152 


8 


14 


23 


66 


44 


85 


23 


40 


29 


105 


22 


29 


3 


7 


19 


49 


31 


76 


11 


22 


14 


74 


S 


11 


36 


78 


67 




lie 


217 


59 


42 


122 


295 


49 


33 


19 


29 


34 


ia 


65 


146 


25 


17 


63 


139 


13 


13 

3 

483 

5 

26S 

6 

522 

11 

753 

5 

506 

15 

602 

6 

136 

5 

659 

7 

598 

14 

391 

3 

730 

4 

075 

■ 


4 

460 

5 

076 

9 

999 

4 

277 

14 

735 

5 

122 

3 

857 


Bh 

12 

427 

2 

730 

2 

e08 




322 


626 


680 


334 


380 


525 


654 


[Qj 


944 


310 


393 


71 


29 


44 


43 


8 


40 


49 


28 




28 


24 


12 


91 


457 


776 

1 

031 


887 


647 


440 

1 

120 


418 


992 


666 


862 

3 

063 

4 

487 

5 

273 

9 

751 

4 

277 

■ 


5 

260 

4 

032 

6 

642 

12 

137 

2 

749 

2 

794 


71 


32 


125 


338 


119 




89 


38 


71 


568 


33 


92 


349 


749 

1 

124 

1 

664 

1 

110 




787 

1 

589 


885 

1 

686 


948 

1 

189 

2 

999 

4 

416 

5 

087 

9 

545 

4 

225 



5 

044 

m 


6 

500 

11 

662 

2 

729 

2 

769 


68 


28 


122 


342 


99 




101 


KQ 


83 


572 


33 


69 


416 


824 

1 

313 

1 

866 

1 

182 




991 

■ 


1 

015 

1 

957 


96S 

1 

237 


66 


37 


95 


232 


118 


586 


52 

■ 



51 


301 


123 


68 


49 


80 


160 


340 


170 


880 


69 




97 


411 


173 


124 


130 


245 


335 


836 


399 

2 

302 


430 


235 


451 

1 

392 


227 


240 


446 


568 


853 

2 

446 


882 

3 

074 


743 


734 


894 

2 

606 


577 


618 


559 

1 

003 

1 

201 

2 

788 

1 

297 

3 

179 

1 

064 

1 

212 

1 

509 

3 

856 


693 

1 

067 


738 

1 

201 

1 

328 

2 

260 

1 

128 

2 

392 

1 

134 



1 

651 

2 

823 


709 


897 


617 

1 

045 

1 

277 

1 

449 


762 

1 

665 

1 

181 

■ 

I! 9 

1 

490 

1 

471 


561 


551 


878 

1 

089 

1 

273 

1 

402 


750 

1 

724 

1 

463 

■ 

L jl 

1 

455 

1 

531 


667 


510 




6.1 

■ 



5.2 


5.4 


4.8 


6.1 


5.9 


6.0 


5.1 


5.6 


5.4 


is 


6.2 




5.4 


5.7 


5.5 


6.3 


6.0 


6.1 


5.5 


6.0 


5.7 


6.3 


5.8 

■ 

m 


4.9 


4.8 


3.7 


5.8 


5.8 

■ 



4.2 


5.6 


4.7 

3 

229 

5 

001 

5 

707 

10 

771 

4 

737 

11 

160 

5 

698 

5 

501 

■ 


12 

110 

3 

613 

3 

905 


127 


149 


365 


226 


339 

1 

406 


178 


49 




800 


21 


39 


57 


50 


157 


347 


213 


906 


102 


25 




670 


22 


54 


• • 


• • • 


54 


112 


79 

1 

077 


27 


4 




308 


. . 


18 


21 


5 


22 


107 


52 


668 


41 


• • • 




229 


10 


19 


8 


t « • 


16 


20 


20 


12 


8 


8 


4 


40 


a 


. • • 


41 


63 


201 


170 


66 


573 


82 


72 


67 


234 


56 


40 


56 


72 


156 


236 


87 


656 


105 


36 


108 


213 


48 


34 


138 


270 


397 


895 


229 

1 

805 


262 


201 


396 


728 


210 


116 


182 


238 


450 


972 


298 

1 

31? 


397 


152 


435 


875 


197 


100 


125 


192 


345 


860 


339 

1 

959 


385 


241 


618 


951 


200 


164 


180 


197 


276 


954 


363 

1 

376 


384 


242 


693 


921 


227 


266 

2 

802 

4 

299 

4 

898 

7 

836 

4 

190 

8 

689 

4 

603 

4 

787 

5 

348 

10 

703 

2 

848 

3 

395 

2 

899 

4 

651 

5 

653 

8 

964 

4 

018 

13 

146 

5 

569 

4 

143 

6 

654 

11 

753 

2 

77? 

2 

514 


102 


120 


148 


363 


382 

1 

204 


144 


140 


216 


700 


179 


196 


482 


497 


721 

2 

426 

1 

106 

1 

452 


423 

1 

376 


728 

1 

938 


774 

1 

365 
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Table 28 . —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, eor Counties Outside SMSA’s: 1960 — Con. 

[Some data baaed on sample; aee text. Median not ahown where base ia less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet F.acilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


all housins units. 

TENURE* COLOR* AND VACANCY STATUS 


OCCUPIED . 







4 190 

3 

99e 

OWNER OCCUPIED . 







2 658 

2 

83e 

WHITE. 







2 658 

2 

838 

NONWHITE . 







• t • 


• . . 

RENTER OCCUPIED. 







1 532 

1 

158 

WHITE. 







1 532 

1 

158 

NONWHITE . 







... 


... 

VACANT . 







207 


410 

YEAR ROUND . 







lai 


371 

SOUND OR DETERIORATING . . 







159 


283 

AVAILABLE. 







86 


no 

FOR SALE ONLY. 







28 


26 

FOR RENT . 







58 


84 

RENTED OR SOLD* AWAITING 

OCCUPANCY 


18 


25 

HELD FOR OCCASIONAL USE. 


• 





5 


16 

HELD FOR OTHER REASONS . 







SO 


132 

dilapidated. 







22 


88 

SEASONAL . 

• 

• 

• 

• 

• 


26 


39 

CONDITION AND PLUMBING 









ALL UNITS. 







4 397 

4 

406 

SOUND.. 


« 





3 949 

3 

167 

WITH ALL PLUMBING FACILITIES 







2 861 

2 

506 

LACKING ONLY HOT WATER . . . 

• 






67 


32 

LACKING OTHER PLUMBING FACILITIES 





1 021 


629 

DETERIORATING. 







420 

1 

012 

WITH ALL PLUMBING FACILITIES 







122 


392 

Lacking only hot water . . . 


• 





13 


28 

Lacking other plumbing facilities 





285 


592 

DILAPIDATED. 

• 

• 





28 


227 

VACANT AVAILABLE FOR SALE. 







28 


26 

WITH ALL PLUMBING FACILITIES . 

• 

• 





10 


13 

VACANT AVAILABLE FOR RENT, 







58 


84 

WITH ALL PLUMBING FACILITIES . 

• 

• 




' 

25 


20 

ALL HOUSING UNITS. . . , 






• ... 

4 397 

4 

406 


water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

toilet FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHINS FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE . 

BATHTUB OR SHOWER* SHARED. 

NO BATHTUB OR SHOWER.. • • 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS... 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

a ROOMS OR MORE. 

MEDIANI 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 

1 . 

2 . 

3 AND 4. 

5 TO 9. 

10 OR MORE . 

TRAILERI ON PERMANENT FOUNDATION. 

MOBILE . 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 . 

1955 TO 1958 . 

1950 TO 1954 . 

1940 TO 1949 i . 

1930 TO 1939 .. 

1929 OR EARLIER. 


BASEMENT . . , 
CONCRETE SLAB. 
OTHER. 




8 274 12 616 


3 949 4 410 5 000 


3 599 5 334 
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State and Small Areas 


Table 28. —^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960—Con. 

[Some data based on sample; see text Median not shown where base is leas than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

OSCEOLA 

PAGE 

PALO 

ALTO 

PLYMOUTH 

POCA¬ 

HONTAS 

POWE¬ 

SHIEK 

RINGGOLD 

SAC 

SHELBY 

SIOUX 

STORY 

ALL HOUSING UNITS. 

3 

176 

7 

448 

4 

763 

7 

218 

4 

673 

6 

212 

3 

063 

5 

909 

4 

860 

7 

870 

14 

978 

TENURE 1 COLOR* AND VACANCY STATUS 























occupied... 

2 

969 

6 

761 

4 

220 

6 

815 

4 

241 

5 

769 

2 

638 

5 

284 

4 

488 

7 

465 

14 

195 

OWNER OCCUPIED . 

1 

913 

4 

417 

2 

782 

4 

356 

2 

781 

3 

904 

1 

957 

3 

396 

2 

982 

5 

140 

8 

449 

WHITE. 

1 

913 

4 

413 

2 

782 

4 

352 

2 

781 

3 

896 

1 

957 

3 

391 

2 

978 

5 

140 

a 


NONWHITE . 


- - - 


4 


- • 


4 


• 


8 


• • 


5 


4 


• • • 



RENTER OCCUPIED. 

1 

056 

2 

344 

1 

438 

2 

459 

1 

460 

1 

865 


681 

1 

see 

1 

506 

2 

325 

5 

746 

WHITE. .... . 

1 

056 

2 

344 

1 

438 

2 

459 

1 

460 

1 

861 


681 

1 

888 

1 

506 

2 

325 

5 

680 

NONWHITE . 


... 


... 


... 


... 


... 


4 


... 


• • • 


.. . 


• • • 


66 

Vacant . 


207 


687 


543 


403 


432 


443 


425 


625 


372 


405 


783 

Year round . 


176 


620 


381 


319 


357 


397 


309 


335 


313 


369 


699 

SOUND or deteriorating ........ 


155 


438 


336 


253 


256 


319 


232 


276 


269 


306 


621 

available. 


81 


232 


152 


103 


115 


130 


56 


121 


67 


141 


386 

FOR SALE ONLY. 


20 


37 


47 


?6 


30 


20 


34 


25 


19 


35 


99 

FOR RENT . 


61 


195 


IDS 


77 


85 


110 


22 


96 


48 


106 


287 

RENTED OR SOLD. AWAITING OCCUPANCY . 


11 


20 


12 


9 


38 


26 


42 


10 


46 


18 


52 

HELD FOR occasional USE. 


6 


26 


14 


11 


8 


22 


26 


10 


6 


20 


22 

HELD FOR OTHER REASONS . 


57 


160 


158 


130 


95 


141 


108 


135 


146 


127 


161 

DILAPIDATED. 


21 


182 


45 


66 


101 


78 


77 


59 


44 


63 


78 

SEASONAL . 


31 


67 


162 


84 


75 


46 


116 


290 


59 


36 


84 

condition and PLUMBING 























ALL UNITS. 

3 

176 

7 

448 

4 

763 

7 

218 

4 

673 

6 

212 

3 

063 

5 

909 

4 

860 

7 

870 

14 

978 

SOUND. 

2 

815 

5 

391 

4 

209 

6 

109 

3 

688 

4 

813 

2 

052 

4 

518 

4 

131 

7 

132 

12 

569 

WITH ALL PLUMBING FACILITIES . 

2 

180 

4 

780 

3 

450 

5 

344 

3 

220 

4 

164 

1 

546 

4 

037 

3 

660 

5 

609 

11 

641 

LACKING ONLY HOT WATER . 


37 


66 


51 


92 


39 


32 


28 


137 


45 


105 


36 

LACKING OTHER PLUMBING FACILITIES. . . . 


598 


545 


708 


673 


429 


617 


478 


344 


426 

1 

418 


892 

deteriorating. 


340 

1 

616 


491 


939 


816 

1 

119 


857 

1 

146 


621 


580 

2 

166 

WITH ALL PLUMBING FACILITIES . 


107 

1 

060 


171 


323 


463 


698 


224 


751 


339 


225 

1 

571 

LACKING ONLY HOT WATER . 


28 


53 


12 


36 


4 


37 


8 


45 


16 


18 


40 

LACKING OTHER PLUMBING FACILITIES. , , . 


205 


503 


308 


580 


349 


384 


625 


350 


266 


337 


555 

dilapidated. 


21 


441 


63 


170 


169 


280 


154 


245 


108 


158 


243 

VACANT AVAILABLE FOR SALE. 


20 


37 


47 


26 


30 


20 


34 


25 


19 


35 


99 

WITH ALL plumbing FACILITIES.. . 


12 


18 


28 


15 


15 


10 


6 


21 


10 


17 


75 

VACANT AVAILABLE FOR RENT. 


61 


195 


105 


77 


B5 


110 


22 


96 


48 


106 


287 

WITH ALL PLUMBING FACILITIES . 


29 


121 


51 


47 


41 


60 


4 


65 


30 


55 


178 

all housing units. 

3 

176 

7 

448 

4 

763 

7 

218 

4 

673 

6 

212 

3 

063 

5 

909 

4 

S60 

7 

870 

14 

978 

Water supply 























HOT and cold piped WATER INSIDE STRUCTURE. 

2 

465 

6 

425 

3 

798 

6 

087 

3 

935 

5 

298 

1 

906 

5 

063 


272 

6 

493 

13 

984 

only cold piped WATER INSIDE STRUCTURE . . 


232 


410 


295 


491 


247 


331 


142 


464 


271 


630 


488 

PIPED water OUTSIDE STRUCTURE. ...... 


40 


20 


17 


112 


16 


36 


33 


57 


80 


110 


28 

NO PIPED WATER . 


439 


593 


653 


528 


475 


547 


982 


325 


237 


637 


478 

TOILET FACILITIES 























FLUSH TOILET. EXCLUSIVE USE. 

2 

530 

6 

263 

3 

794 

5 

985 

3 

884 

5 

133 

1 

851 

5 

196 

4 

199 

6 

515 

13 

646 

FLUSH TOILET. SHARED . 


24 


254 


28 


85 


21 


163 


25 


50 


45 


57 


475 

OTHER TOILET FACILITIES OR NONE. 


622 


931 


941 

1 

148 


768 


916 

1 

187 


663 


616 

1 

298 


855 

bathing FACILITIES 























bathtub OR SHOWER. EXCLUSIVE USE . 

2 

379 

6 

193 

3 

732 

5 

857 

3 

847 

5 

071 

1 

825 

5 

121 

4 

124 

■1 


13 

471 

bathtub OR SHOWER. SHARED. 


29 


273 


28 


103 


B 


192 


22 


57 


45 


km 


513 

NO BATHTUB OR SHOWER . 


768 


982 

1 

003 

1 

258 


816 


949 

1 

216 


731 


691 


728 


994 


ROOMS 


TAMA 


7 180 


6 716 
4 730 
4 660 
70 
1 9B6 
1 95B 
2B 


464 

375 

306 

147 

35 

112 

15 

17 

127 

69 

B9 


7 160 
5 163 
4 412 
BO 
671 
1 699 
945 
46 
706 
316 

35 

24 

112 

46 


7 180 


5 664 
510 
69 
717 


5 660 
156 
1 164 


5 669 
152 
1 339 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. . . 

6 ROOMS. 

7 ROOMS. 

6 ROOMS OR MORE. ....... 

MEDIAN! 

ALL UNITS. 

owner occupied . 

RENTER occupied. 

UNITS IN STRUCTURE 


12 

32 

151 

405 

610 

766 

555 

645 


170 
261 
495 
1 104 
1 729 
1 442 
1 102 
1 125 


71 
97 
296 
644 
860 
1 155 
626 
814 


78 
148 
332 
870 
1 302 
1 633 
1 271 
1 584 


28 
44 
139 
487 
899 
1 153 
919 
1 004 


48 
152 
328 
726 
1 172 
1 309 
1 234 
1 243 


12 

29 

93 

404 

773 

693 

566 

493 


101 
126 
363 
783 
1 157 
1 162 
966 
1 251 


40 
26 
187 
556 
995 
1 087 
961 
1 006 


32 
93 
326 
912 
1 501 
1 720 
1 635 
1 651 


360 

546 

1 960 

2 651 
2 920 
2 754 
1 853 
1 932 


90 
131 
307 
622 
1 286 
1 501 
1 486 
1 553 


6.0 5.5 
6.0 5.8 
6.2 4.9 


5.9 6.0 
6.0 6.1 
6.0 5.9 


6.1 6.0 

6.1 6.2 

6.4 5.6 


5.8 5.9 
6.1 5.9 
5.7 6.1 


6.1 6.1 

6.2 6.1 

6.0 6.3 


5.2 6.1 
5.6 6.2 
4.0 6.1 


1 . 

2 . 

3 AND 4. 

5 TO 9.. . 

10 OR MORE . . 

TRAILER! ON PERMANENT FOUNDATION. 

MOBILE . 

YEAR structure SUILT 


3 034 

6 672 

4 611 

46 

273 

64 

38 

260 

24 


86 

23 

HU 

127 

... 


9 

... 

28 

21 

41 


6 847 
172 
83 
20 
30 
8 
58 


4 603 
34 
20 


16 


5 645 
269 
111 
46 
90 
12 
39 


3 021 
5 
5 

4 

8 

20 


5 477 
166 
128 

33 

34 
4 

67 


4 538 
185 
48 
42 
15 
4 
28 


7 691 
74 
31 
9 

4 

61 


12 612 
938 
468 
364 
251 
4 

341 


6 630 
113 
67 
30 
54 
9 
77 


1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 To 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


BASEMENT 


51 

199 

185 

267 

268 
2 206 


83 

211 
334 
591 
491 
5 738 


65 
176 
238 
425 
292 
3 567 


92 
330 
484 
383 
398 
5 531 


24 
191 
233 
350 
301 
3 574 


106 
327 
343 
302 
213 
4 921 


24 
52 
118 
119 
124 
2 626 


73 
309 
369 
469 
367 
4 322 


77 
151 
258 
274 
320 
3 780 


118 
330 
596 
617 
581 
5 628 


598 
1 482 

1 099 

2 176 
1 321 
a 302 


93 
260 
316 
368 
364 
5 779 


Basement . . 
CONCRETE SLAB 
OTHER. ... 


2 694 5 

59 

423 1 


761 

345 

342 


3 837 
272 
654 


6 


019 3 

202 
997 


876 5 

148 

649 


463 1 

194 

555 1 


304 4 

264 

495 


848 3 

213 

848 


752 

204 

904 


5 874 
486 
1 510 


11 931 
1 334 
1 713 


5 992 
290 
908 































































































































Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960—Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 


Rooms 

Units in Structure 


Condition & Plumb. Trailer 


Water Siijiply 
Toilet Facilities 
Bathing Facilities 


Year Structure 
Built 
Basement 



all housing units. 

TENURE I COLOR I AND VACANCY STATUS 

OCCUPIED . ... . . . . 

owner OCCUPIED . 

white. 

NONWHITE . 

renter occupied. 

WHITE. 

NDNWHITE . 

VACANT . 

YEAR ROUND . 

SOUNO OR deteriorating . 

AVAILABLE.. . . . 

FOR SALE ONLY. 

FOR RENT.. . . . , 

RENTED OR SOLDI AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 

CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING only HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . , 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

VACANT available FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 


all HOUSING UNITS. 

Water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER ..... . 


Warren 

WASH¬ 

INGTON 

WAYNE 

WEBSTER 

WINNE¬ 

BAGO 

WINNE¬ 

SHIEK 

worth 

wriqht 

6 645 

6 535 

3 995 

15 848 

4 271 

6 309 

3 353 

6 633 



FLUSH TOILET I EXCLUSIVE USE. . 

flush TOILET I SHARED. 

OTHER TOILET FACILITIES OR NONE 


bathtub or SHOWER. EXCLUSIVE USE 
bathtub or SHOWERI SHARED. . . . 
NO bathtub or shower . 


1 ROOM . 

Z ROOMS. 

S ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEDIANl 

ALL UNITS. . . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR earlier. . 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 
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State and Small Areas 


Table 29.—Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


ALL HOUSINS UNITS. 


HEATINS EQUIPMENT 
STEAM OR HOT WATER . 

warm air furnace . 

FLOORt WALLi OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE. 


POPUL AT ION 


POPULATION IN HOUSING UNITSi 1960. 

PER OCCUPIED unit. 

OWNER. 

RENTER . 

POPULATION IN dwelling UNITSi 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS . . . 
PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIANl 

ALL OCCUPIED . 

OWNER.. 

RENTER . 

PERSONS PER ROOM 

1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER occupied . 

1958 TO MARCH I960 . 

1954 TO 1957 . 

1940 TO 1953 ......... 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH i960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HEATING fuel 

UTILITY GAS. 

FUEL OILt KEROSENE* ETC. . . . 

coal OR COKE . 

WOOD. 

ELECTRICITY. 

BOTTLED* TANK. OR LP GAS . . . 

OTHER FUEL . 

NONE .. 

WATER HEATING FUEL 

UTILITY gas. 

ELECTRICITY. 

coal OR COKE . 

WOOD. 

BOTTLED* TANK* OR LP GAS . . . 
FUEL OIL* KEROSENE. ETC. . . . 

OTHER FUEL.. 

NONE.. 

COOKING FUEL 

UTILITY GAS. 

ELECTRICITY. 

BOTTLED* TANK* OR LP GAS . . . 
fuel OIL* KEROSENE* ETC. . . . 

COAL OR COKE . 

WOOD . . 

OTHER FUEL . 

.. 


DAIR 

ADAMS 

ALLAMAKEE 

APPANOOSE 

AUDUBON 

BENTON 

BOONE 

BREMER 

BUCHANAN 

BUENA 

VISTA 

BUTLER 

3 

978 

2 733 

5 

027 

6 

391 

3 

668 

7 

744 

9 

133 

6 

448 

6 

647 

7 

145 

5 

776 



93 


60B 




140 


784 

■ 


■ 



564 


890 


515 




2 

439 



1 

559 

3 

708 

5 

146 



2 

772 

4 

139 

2 

508 


361 

251 


221 


347 


355 


311 


614 




474 


354 


305 



a 


Z9 


3 


12 


52 


28 




26 


12 


8 

2 

010 

1 501 

1 

664 

3 

059 

1 

439 

2 

763 

2 

223 



2 

572 

1 

670 

2 

264 



49 


27 


54 


32 


52 


66 




167 


27 


44 


15 

12 


39 


4 


131 


74 


23 

B^l 



72 




132 

10 

932 

i 

16 

304 

16 

104 

10 

933 

23 

138 

25 

890 

19 

878 

21 

660 

21 

484 

18 

065 


3.0 



3.6 


2.9 


3.2 


3.2 


3.0 


3.3 


3*6 


3.2 


3.3 


2.9 



3.6 


2.9 


3.1 


3.1 


3.0 


3.1 


3.5 


3.0 


3.1 


3.4 

3.3 


3.5 


2.9 


3.7 


3.5 


3.2 


3.5 


3.7 


2 » 6 


3*B 

12 

265 

8 695 

16 

212 

19 

514 

11 

537 

22 

272 

26 

051 

18 

334 

19 

987 

20 

662 

17 

351 


3.2 

3.1 


3.5 


3.1 


3.3 


3.2 


3.1 


3.3 


3.5 


3.2 


3.3 

3 

614 

2 422 

4 

546 

5 

583 

3 

373 

7 

215 

8 

493 

6 

116 

6 

029 

6 

644 

5 

408 


504 

325 


542 




423 

■ 


1 

349 


740 


630 


933 


639 

1 

289 

807 

1 

220 


980 

1 

110 



2 

773 

1 

793 

1 

788 

1 

970 

1 

609 


626 

457 


765 


926 





1 

393 

1 

239 


988 

1 

177 


896 


523 

409 


751 





1 

241 

1 

294 

1 

050 


902 

1 

003 


968 


390 

241 


429 


Bfira 




840 


946 


628 


733 


824 


647 


148 

90 


409 


rtll 


175 


427 


469 


395 


437 


447 


326 


70 

55 


216 


■■tl 


90 


172 


153 


131 


247 


190 


219 


64 

38 


214 


IQ 


67 


141 


116 


140 


304 


100 


104 


2.5 

2.7 




RM 


2.8 


2.8 


m 


2.9 


3.1 


2.9 


3.0 


2.4 

2.5 


Em 


2.4 


2.5 


2.6 


SB 


2.8 


3.0 


2.5 


2.6 


3.2 

3.3 

■ 

m 


2.4 


3.6 


3.5 


2.9 


3.3 


3.4 


3.5 


3.7 

3 

471 

2 302 

4 

171 

5 

147 

3 

194 

6 

838 

8 

116 

5 

809 

5 

484 

6 

286 

5 

077 


143 

120 


375 


436 


179 


377 


377 


307 


545 


358 


331 

2 

611 

1 710 

3 

289 

4 

301 

2 

391 

4 

940 

5 

915 

4 

404 

4 

291 

4 

294 

3 

684 


281 

23e 


450 


570 


350 




875 


780 


764 


746 


576 


376 

273 


458 


695 


415 



1 

113 


747 


816 


883 


635 

1 

242 

735 

1 

261 

1 

820 

1 

051 



2 

305 

1 

723 

1 

845 

1 

700 

1 

589 


712 

464 

1 

120 

1 

216 


575 



1 

622 

1 

154 


866 


965 


884 

1 

003 

712 

1 

257 

1 

282 


982 



2 

578 

1 

712 

1 

738 

2 

350 

1 

724 


369 

355 


584 


566 


435 


987 

1 

184 


813 


800 

1 

109 


688 


241 

173 


274 


299 


169 


531 


569 




431 


484 


375 


296 

138 


266 


301 


269 


541 


637 




410 


615 


473 


97 

46 


133 


116 


109 


216 


188 

■ 

1 


97 


142 


188 


774 



40 


881 

1 

377 


62 

5 

377 


950 


943 

2 

276 



1 

629 

1 676 

2 

672 

1 

111 

1 

312 

5 

450 

1 

916 

3 

578 

3 

318 

3 

148 

3 

891 


661 

468 

1 

277 

2 

777 


329 

1 

057 


465 

1 

120 

1 

107 


571 


991 


106 

92 


359 


91 


36 


220 


80 


177 


267 


52 


117 


19 

• • • 


20 


t * t 


• t • 


40 


20 


20 


21 


• «_• 


• • * 


425 

186 


117 


700 


319 


386 


547 


227 


352 


580 


409 





61 


23 


D 




88 


44 


21 


17 




612 





968 

1 



695 

4 

913 


887 


965 

1 

897 


19 

1 

596 

1 343 

2 

708 


912 

1 

070 

4 

085 

1 

565 

3 

413 

2 

756 

2 

661 

3 

184 


22 

55 


20 


302 


• • • 


99 


59 


38 


64 


19 


57 


• • • 

19 


40 


■ t . 


19 


17 


. • 


. . 


21 


• t_* 


• « • 


383 

296 


491 

1 

330 


495 

1 

098 


662 


810 


880 

1 

339 

1 

172 


145 

130 


255 


129 


163 


194 


163 


240 


327 


205 


98 


• « . 

• • • 


• . • 


• t . 


19 


20 


22 


• . 


... 


18 


• • 


856 

579 

1 

032 

1 

942 


400 

1 

007 

1 

109 


728 

1 

016 


505 


878 


508 



59 


602 

1 

017 


793 

4 

955 


845 

1 

121 

1 

712 


19 

1 

317 

1 044 

2 

296 

1 

361 

1 

360 

3 

060 

1 

770 

2 

724 

1 

740 

2 

409 

2 

019 

1 

566 

1 285 

1 

913 

3 

334 


866 

2 

922 

1 

647 

2 

237 

2 

661 

2 

392 

3 

117 


102 

38 


19 


66 


56 


57 


21 


120 


81 


19 


20 


79 

19 


39 


197 


• • t 


139 


80 


19 


62 


54 


59 


42 

36 


220 


23 


36 


163 


20 


133 


304 


19 


118 


• • • 

• • • 


• . • 


D 


19 


61 


• t 


19 


20 


19 


• • • 


. .. 

. ■. 


... 


D 


19 


20 


.. • 


19 


40 


20 


56 


















































































































































Iowa 


17-75 


Table 29.—Occupancy Characteristics, Heating Equipment, and Type ot Fuel, tor Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text. Median not shown where base is leas than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL housing units. 


heating equipment 

STEAM OR HOT WATER . 

warm air furnace . 

FLOORt WALL I OR PIPELESS FURNACE. 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE. 


POPULATION 


POPULATION IN HOUSING UNITSi 1960. 

PER OCCUPIED UNIT.. . 

OWNER. 

RENTER . 

POPULATION IN dwelling UNITSt 1950 . . . . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS . 

PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . , 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER occupied . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

renter occupied. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 


HEATING FUEL 


UTILITY GAS. 

FUEL OIL I kerosene* ETC. 

COAL OR COKE . 

WOOD. 

ELECTRICITY. 

bottled I TANK* OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED* tank* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

NONE. 


CALHOUN 

CARROLL 

CASS 

CEDAR 

CERRO 

GORDO 

CHEROKEE 

CHICKASAW 

CLARKE 

CLAY 

CLAYTON 

CLINTON 

t 

5 

705 

6 

— 

991 

6 

438 

5 

930 

17 

068 

5 

648 

4 633 

3 106 

6 285 

7 380 

17 293 


311 


780 


390 


766 

1 

574 


641 

343 

137 

810 

1 459 

2 352 

2 

705 

3 

716 

2 

993 

3 

570 

11 

275 

2 

940 

2 011 

966 

3 659 

2 901 

11 677 


600 


304 


489 


173 

1 

525 


320 

283 

277 

263 

4B9 

407 


4 


8 


15 


30 


SO 


4 

32 

20 

16 

14 

45 

1 

855 



2 

469 

1 

302 

2 

260 

1 

682 

1 908 

1 613 

1 441 

2 453 

2 671 


75 




48 


54 


272 


a 

8 

33 

59 

32 

106 


155 




34 


35 


112 


53 

48 

60 

37 

32 

35 

15 

777 

23 

246 

17 

772 

18 

131 

49 

652 

17 

076 

14 896 

8 396 

18 219 

22 294 

54 576 


3.1 


3.5 


3.0 


3.3 


3.2 


3.2 

3.5 

3.0 

3.2 

3.3 

3.3 


2.9 


3.4 


2.8 


3.1 


3.3 


3.0 

3.4 

3.0 

3.0 

3.2 

3,3 


3.6 


3.8 


3.3 


3.7 


3.1 


3.6 

3.7 

2*9 

3,5 

3.6 

3.2 

16 

736 

22 

677 

18 

322 

16 

793 

44 

719 

17 

047 

15 083 

9 314 

17 923 

22 331 

48 303 


3.2 


3.6 


3.1 


3.2 


3.3 


3.4 

3.5 

3.1 

3.3 

3.3 

3.3 

5 

034 

6 

635 

5 

996 

5 

504 

15 

347 

5 

304 

4 317 

2 816 

5 698 

6 690 

16 536 


749 


858 


915 


570 

1 

■ 


781 

466 

453 

815 

■ 

2 247 

1 

632 



2 

038 

1 

814 


tLT.i 

1 

657 

1 331 

932 

1 749 


4 880 


811 



1 

163 


933 


r-UJ 


812 

735 

494 

871 

^HHEEI 

2 853 


791 

Hi 



891 


873 




895 

635 

487 

1 004 

1 023 

2 708 


519 


775 


547 


683 

1 

781 


567 

523 

235 

685 

749 

1 788 


325 


467 


244 


360 


988 


269 

328 

92 

340 

427 

1 041 


109 


256 


128 


175 


354 


168 

137 

82 

130 

166 

571 


98 


317 


70 


96 


330 


155 

162 

41 

104 

242 

448 


2.7 


3.1 


2.5 


2.9 


2.9 


2.8 

3.0 

2.5 

2.8 


2.9 


2.4 


2.8 


2.4 


2.5 


2.9 


2.4 

2.8 

2.5 

2.5 


2.9 


3.5 


3.6 


3.1 


3.7 


2.7 


3.5 

3.4 

2.7 

3.4 

H 

2.9 

4 

805 

6 

041 

5 

717 

5 

239 

14 

130 

5 

017 

4 014 

2 662 

5 314 

6 248 

15 153 


229 


594 


279 


265 

1 

217 


287 

303 

154 

384 

442 

1 383 

3 

285 

4 

447 

3 

924 

3 

677 

10 

730 

3 

255 

3 224 

2 046 

3 655 

4 865 

11 773 


425 


646 


596 


573 

2 

036 


522 

432 

372 

656 

675 

1 922 


557 


885 


754 


649 

2 

732 


584 

520 

427 

780 

829 

2 554 

1 

417 

1 

681 

1 

653 

1 

519 

3 

906 

1 

330 

1 386 

832 

1 395 

1 807 

4 524 


886 

1 

235 


921 


936 

2 

056 


819 

866 

415 

824 

1 554 

2 773 

1 

749 

2 

188 

2 

072 

1 

827 

4 

617 

2 

049 

1 093 

770 

2 043 

1 825 

4 763 


560 


921 

1 

001 


701 

2 

460 


791 

490 

318 

970 

687 

2 333 


425 


488 


474 


436 

1 

012 


481 

225 

225 

392 

419 

1 116 


519 


556 


457 


517 


934 


583 

272 

189 

554 

469 

946 


245 


221 


140 


173 


211 


194 

106 

38 

127 

250 

368 

2 

200 

1 

B29 

2 

805 


20 

11 

699 

2 

724 

313 


2 897 


4 051 

1 

545 

3 

806 

1 

693 

3 

451 

1 

797 

1 

990 

2 495 

1 648 

1 965 

3 645 

7 434 


539 


602 


633 

1 

434 


841 


233 

934 

769 

513 

2 019 

3 508 


16 


57 


97 


58 


40 


38 

221 

131 

• • • 

618 

41 


22 


17 


17 


38 


18 


• • 

68 

38 

f • « 

• « ■ 

40 


691 


286 


692 


503 


780 


299 

286 

230 

265 

389 

622 




34 


59 


• . • 


152 


20 

• » • 

t « • 

58 

19 

21 


21 






. . • 


20 


• • • 

• • • 

• • • 

• • t 


19 

1 

955 

1 

416 

2 

478 


20 

11 

375 

2 

282 

152 


2 793 

19 

6 618 

1 

273 

3 

747 

1 

296 

3 

001 

1 

194 

1 

858 

2 257 

1 249 

1 431 

3 921 

5 115 


22 


36 


17 


73 


20 


• • t 

18 

19 

56 

78 

83 


t 


17 


25 


• . « 


22 


• • 

19 

• • • 

• t • 

19 

• * » 


980 


541 

1 

305 

1 

351 

1 

542 


458 

950 

427 

944 

1 032 

1 612 


133 


286 


143 


454 


140 


41 

200 

190 

78 

383 

1 425 


21 


22 


42 


« • • 


i • • 


99 

• • • 

• • • 

20 

• • • 

t • • 


650 


570 


690 


605 

1 

054 


566 

721 

931 

376 

1 238 

1 683 

1 

746 

1 

380 

1 

961 


58 

10 

631 

1 

933 

223 


2 101 

61 

7 279 

1 

446 

2 

582 

1 

859 

2 

237 

2 

260 

2 

014 

1 728 

1 097 

1 943 

2 398 

4 412 

1 

681 

2 

476 

1 

954 

2 

995 

2 

187 

1 

219 

2 219 

1 623 

1 535 

3 961 

4 664 


21 


87 


70 


39 


42 


* • • 

20 

39 

• • • 

19 

21 


97 


. • • 


IB 


118 


60 


19 

34 

19 

41 

• * t 

80 




56 


80 


57 


145 


98 

93 

19 

38 

232 

61 


43 


34 


34 


... 


• • t 


• • « 

• • • 

19 

40 

19 

• • f 


... 


20 


... 


... 


22 


21 

... 

... 

... 

... 

19 

















































































































17-76 


State and Small Areas 


Table 29, —Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Watet Heating Fuel 
Cooking Fuel 


SUBJECT 


CRAWFORD 


all housins units. 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR* WALL* OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE. 


POPULATION 


POPULATION IN HOUSING UNITS* 1960, 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITS* 1950 
PER OCCUPIED Unit. 


ALL OCCUPIED UNITS 
PERSONS 

1 person . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. ....... 

7 PERSONS. 

a PERSONS OR more. . . . 

MEDI AN 1 

ALL OCCUPIED . 

owner. 

renter . 


PERSONS PER ROOM 

1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

owner OCCUPIED . 

1958 TO MARCH i960 . 

1934 TO 1957 .... . 

1940 TO 1953 . 

1939 OR EARLIER. 

renter occupied. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HEATING FUEL 

UTILITY GAS. 

FUEL OIL* KEROSENE* ETC. . . . 

COAL OR COKE . 

WOOD ..... . 

ELECTRICITY. 

BOTTLED* TANK* OR LP GAS . . . 

OTHER FUEL . 

NONE. 

WATER HEATING FUEL 

UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

WOOD.. 

BOTTLED* TANK* OR LP GAS . . , 
FUEL OIL* KEROSENE* ETC. . . . 

OTHER FUEL . 

NONE. 

COOKING FUEL 

UTILITY GAS. 

ELECTRICITY. 

BOTTLED* TANK. OR LP GAS . . . 
fuel OIL. KEROSENE. ETC. . . . 

COAL OR COKE . 

WOOD.. 

OTHER FUEL.. 

NONE. 


394 
2 S44 
262 
30 
2 23S 
162 
214 


DALLAS 


18 593 

3.3 
3.1 
3.7 

19 647 

3.4 


5 668 


756 
1 650 
1 052 
890 
638 
397 
134 
151 

2.9 

2.6 

3.5 


5 335 
333 


3 751 
486 
722 
1 578 
965 

1 917 
735 
397 
534 
251 


047 

Oil 

80 

18 

475 

37 


3 378 
38 
38 

1 002 
284 
19 
909 


433 

015 

43 

22 

99 

18 

38 


905 
4 309 
742 
29 
2 335 
49 
34 


DAVIS 


24 345 
3.1 
3.0 
3.4 
23 422 
3.1 


7 776 


034 

5 T 8 

369 

235 

830 

433 

132 

165 

2.7 

2.5 

3.1 


7 280 
496 


422 

926 

168 

060 

268 

354 

o76 

592 

497 

189 


3 225 
2 592 
1 062 
76 
24 
611 
164 
22 


2 987 
2 640 
150 

1 047 
154 


2 759 

2 502 
2 363 
41 
24 
87 


3 214 


DECATUR 


3 890 


83 

949 

271 

12 

818 

37 

44 


9 300 
3.2 

3.2 

3.3 
9 890 

3.2 


2 913 


358 

987 

443 

516 

329 

12B 

93 

59 

2*8 

2.7 

3.1 


2 696 
217 


2 186 
338 
456 
863 

529 

727 

291 

217 

175 

44 


265 

255 

846 

237 

310 


210 

971 

21 

491 

132 


143 
765 
1 804 
100 
42 
59 


184 

053 

279 


2 323 
30 
21 


10 051 
3.0 
2.9 
3.2 
12 018 
3.1 


534 

201 

523 

416 

343 

174 

96 

49 

2.4 

2.4 

2.B 


3 142 
194 


2 467 
404 
454 
1 061 
548 

869 

417 

190 

237 

25 


168 
1 all 
749 

291 

317 


83 
1 167 
S3 

440 

166 

1 397 


64 

143 

859 

186 

41 


WARE 

DES E 

MOINES 

ICKINSON 

EMMET 

FAYETTE 

FLOYD F 

RANKLIN 

CO 

<0 

15 119 

■1 

m 

Bni 

6 904 

5 268 


1 733 

9 997 

852 

40 

2 431 

36 

28 

366 

2 590 
706 
167 

3 273 
354 
234 

340 

2 621 
312 

4 

1 227 
27 
31 

830 

5 048 
626 
30 

2 478 
60 
39 

574 

4 066 
435 
24 

1 739 
26 
40 

321 

3 130 
272 

16 

1 442 

9 

78 

521 

44 532 

13 068 

14 399 

28 146 

21 348 

15 711 


3.1 

3.3 

3.3 

3.3 

3.3 

3*2 

• 5-4 

3*2 

3.1 

3.1 

3*2 

3.2 

3.0 


3#0 

3.6 

3.5 

3.5 

3.5 

3.5 

568 

41 162 

12 631 

13 964 

27 878 

21 141 

16 102 

3.5 

3.1 

3.2 

3.4 

3.3 

3,3 

3.3 



3 984 

4 424 

a 533 

6 524 

4 884 

573 


■ 

630 

1 030 

890 

570 


4 476 


1 331 

2 750 

1 897 

1 530 

383 

2 614 


712 

1 435 

1 101 

858 

754 

2 155 

574 

756 

1 365 

1 166 

883 


1 436 

511 

434 

945 

721 

601 

463 

818 

261 

353 

483 

415 

294 

249 

322 

112 

97 

247 

186 

72 

239 

274 

90 

111 

278 

148 

76 

3*1 

2*7 

2.9 

2*9 

2.B 

2*9 

2.9 

2«6 

2*7 

2.6 


2.7 

2.8 

2*6 

3.7 

2*6 

3.9 

3.3 

3.2 

3.2 

3*4 

4 788 

13 220 

3 691 

4 i48 

7 937 

6 104 

4 671 

386 

1 066 

293 

276 

596 

420 

ZT3 

3 581 

10 162 

2 714 

2 970 

6 295 

4 663 

3 129 

519 

1 820 

507 

523 

958 

757 

442 

689 

2 232 

531 

610 

1 325 

888 

495 

1 492 

3 738 

1 198 

1 145 

2 291 

1 915 

1 322 

881 

2 372 

478 

692 

1 721 

1 103 

870 

1 593 

4 124 

1 270 

1 454 

2 238 

1 861 

1 755 

666 

2 347 

579 

670 

1 095 

906 

739 

399 

952 

265 

393 

513 

488 

412 

384 

618 

340 

270 

438 

375 

419 

144 

207 

86 

121 

192 

92 

185 

796 

6 192 

1 344 

2 310 


1 696 

95 

3 068 

4 545 

1 660 

1 498 

4 728 

3 318 

3 353 

904 

2 633 

212 

295 

2 777 

990 

944 

129 

61 

65 

21 

243 

S3 

66 

22 

t t W 

21 

21 

2C 

22 


234 

814 

640 

279 

666 

415 

402 

« • 

41 

21 

• • * 

79 

• • » 

• • . 

21 

• • • 

21 

• • • 

20 

... 


794 

9 432 

1 216 

2 280 

602 

1 998 

325 

2 263 

1 503 

1 345 

1 125 

4 804 

2 348 

2 852 

21 

25t\ 

1 • “ 

26 

119 

19 

27 

• • . 

, . . 

1 - - 

23 


Zi 

18 

552 

1 280 

1 059 

530 

1 163 

786 

821 

468 

805 

BS 

21 

53 c 

STS 

178 

• • « 

22 

t * ^ 

, * k 

2C 

... 

. • • 

1 076 

990 

279 

419 

1 29 : 

777 

663 

626 

9 14a 

1 01 : 

1 967 

91< 

1 94t 

427 

1 572 

2 466 

1 20 s 

1 la: 

3 56< 

2 00! 

2 304 

2 806 

2 331 

1 72 e 

1 21C 

3 65( 

2 441 

1 974 

42 

56 

4 : 

? • « 

2 

3 .. 

56 

65 

3{ 


. * 

7 

6« 

j • • • 

63 

3' 


6! 

26 

2 6. 

5 96 


21 




• • • 

• • • 

... 

1S( 

mi 


4 

5 •* 

27 
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17-77 


Table 29. —Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s; I960—Con. 

[Based on sample; see text. Median not shown where base is leas than 200] 


Heating Equipment 
Population 
Persons 
Persons pet 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


all housins units. . . . . . 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR* WALL. OR PIPELESS FURNACE . 
BUILT-IN ELECTRIC UNITS. 

Other means with flue. 

OTHER MEANS WITHOUT FLUE . 

NONE. 


POPULATION 


POPULATION IN HOUSING UNITS. I960, 
PER OCCUPIED UNIT. 

owner. 

renter . 

POPULATION IN DWELLING UNITS* 1950 
PER OCCUPIED UNIT. 


all occupied UNITS . 

PERSONS 


1 PERSON .... 

2 PERSONS. , . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. , . , 

6 PERSONS. . . . 

7 PERSONS. . . , 

8 PERSONS OR MORE 
MEOIANl 

ALL OCCUPIED . 
OWNER. . . . . 
RENTER . , . . 


PERSONS PER ROOM 


1,00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED.. 

1958 TO MARCH I960 .. 

1954 TO 1957 .. 

1940 TO 1953 .. 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH i960 . 

1954 TO 1957 .. 

1940 TO 1953 . 

1939 OR EARLIER. 


heating FUEL 


UTILITY GAS. 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS . 

OTHER FUEL . 

NONE. 


WATER heating FUEL 


UTILITY GAS. ...... 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL* KEROSENE. ETC. 

OTHER FUEL . 

NONE.. < * . 


COOKING FUEL 


UTILITY GAS. . . . ..^ * • 

ELECTRICITY.. . . 

BOTTLED. TANK* OR LP GAS . . i . . 

fuel OIL* KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

none. 


FREMONT 

GREENE 

GRUNDY 

GUTHRIE 



HARDIN 

HARRISON 

HENRY 

HOWARD 

HUMBOLDT 

3 830 

5 235 

4 690 

4 961 

6 708 

4 712 

7 942 

6 067 

6 135 

4 065 

4 307 

199 

279 

475 

148 

801 

341 

1 256 

423 

482 

391 

566 

1 305 

2 548 

2 784 

1 928 

3 510 

2 295 

4 014 

2 123 

2 880 

1 366 

2 099 

309 

437 

143 

546 

481 

471 

419 

355 

358 

265 

219 

12 

33 

31 

23 

16 

17 

20 

16 

20 

4 

3 

1 973 

1 846 

1 151 

2 129 

1 809 

1 542 

2 142 

3 085 

2 292 

1 945 

1 371 

21 

43 

97 

52 

32 

28 

29 

58 

65 

43 

16 

11 

49 

9 

155 

59 

18 

62 

7 

38 

51 

33 

10 568 

14 208 

14 469 

13 957 

20 292 

14 789 

22 392 

17 929 

16 694 

12 972 

13 223 

3.1 

3.0 

3.2 

3.1 

3.2 

3.4 

3.0 

3.2 

3.0 

3.4 

3.3 

2.9 

2.7 

3.0 

2.9 

3.0 

3.1 

2.9 

3.1 

3.0 

3.3 

3.1 

3,5 

3.4 

3.7 

3.6 

3.6 

3.9 

3.4 

3.6 

3.1 

3.8 

3.9 

12 217 

15 481 

13 699 

15 094 

19 516 

14 985 

21 739 

19 453 

16 535 

12 990 

13 020 

3.1 

3.2 

3.2 

3.1 

3.2 

3.5 

3.1 

3.3 

3.1 

3.5 

3.4 

3 395 

4 730 

4 461 

4 483 

6 292 

4 394 

7 365 

S 519 

5 506 

3 763 

3 981 

461 

■1 

460 

671 

799 

522 

1 185 

702 


449 

496 

1 112 


1 328 

1 519 

1 871 

1 269 

2 365 

1 786 


1 135 

1 124 

634 


897 

728 

1 163 

730 

1 299 

968 

832 

633 

709 

506 

682 

837 

634 

1 052 

792 

1 083 

813 

687 

502 

679 

368 

419 

536 

477 

751 

558 

BOl 

553 

681 

470 

505 

204 

230 

255 

245 

431 

304 

389 

355 

297 

273 

291 

43 

89 

96 

95 

151 

107 

122 

221 

125 

153 

122 

67 

110 

52 

114 

74 


121 

121 

72 

148 

55 

2.7 

2.5 

3.0 

2.6 


3.1 

2.6 

2.8 

2.5 

3,0 

3.0 

2.4 

2.3 

2.6 



2.7 

2.4 

2.5 

2.4 

2.6 

2.6 

3.3 

3.2 

3.6 

3.5 

■ 

3.8 

3.2 

383 

2.6 

3.6 

3.8 

3 165 

4 527 

4 289 

4 213 

5 919 

4 121 

7 013 

5 087 

5 191 

3 531 

3 790 

230 

203 

172 

270 

373 

273 

352 

432 

315 

232 

191 

2 224 

3 000 

2 894 

3 176 

4 017 

2 922 

4 952 

3 794 

3 832 

2 BIO 

2 693 

353 

337 

352 

460 

675 

420 

766 

633 

633 

387 

447 

396 

514 

526 

467 

718 

508 

924 

651 

700 

551 

516 

921 

1 346 

1 246 

1 426 

1 493 

1 264 

1 981 

1 694 

1 685 

1 063 

1 047 

554 

803 

770 

823 

1 131 

730 

1 281 

816 

814 

809 

683 

1 171 

1 730 

1 567 

1 307 

2 275 

1 472 

2 413 

1 725 

1 674 

953 

1 288 

485 

682 

512 

557 

1 058 

582 

1 027 

772 

795 

406 

502 

264 

369 

353 

293 

503 

313 

534 

392 

360 

239 

256 

317 

482 

475 

318 

531 

385 

593 

436 

326 

220 

389 

105 

197 

227 

139 

183 

192 

259 

125 

193 

88 

141 


2 262 

778 

881 

2 616 

1 736 

1 850 


1 409 


1 211 

2 468 

1 893 

2 496 

2 569 

2 164 

1 654 

3 991 

4 219 

2 392 

2 246 

1 939 

485 

235 

612 

551 

393 

577 

1 165 

758 

1 147 

970 

468 

47 

43 

21 

84 

58 

• • • 

45 

ISO 

136 

119 

65 


20 

40 

le 

21 

20 

• • • 

21 

• • • 

47 

• • • 

395 

277 

431 

380 

1 040 

407 

237 

266 

422 

337 

298 



S3 

!!! 

::: 

::: 

77 

75 

::: 

44 

!!! 


1 738 

407 

600 

2 466 

1 660 

1 518 

75 

1 447 

20 

909 

1 648 

2 180 

2 517 

1 979 

994 

1 385 

3 500 

3 227 

1 152 

1 863 

1 626 



21 

t t f 

18 

20 

120 

41 

155 

43 

# • • 

46 



43 

22 

• t • 

22 

21 

19 

3B 

• • • 

676 

277 

842 

elo 

2 023 

811 

1 056 

957 

1 605 

708 

869 

185 

84 

348 

299 

60 

231 

419 

218 

424 

116 

lOO 

23 


• • • 

22 

» f • 

19 

37 

20 

• * • 

• • • 

• t t 

817 

451 

326 

730 

709 

268 

693 

960 

704 

975 

477 


1 624 

574 

675 

2 358 

1 231 

1 438 

208 

1 467 

41 


1 111 

1 788 

1 959 

1 630 

1 123 

1 604 

2 634 

2 189 

1 011 

943 


2 099 

1 277 

1 806 

2 068 

2 652 

1 405 

3 137 

2 856 

2 849 

2 400 


70 


81 

• • • 

38 

• • • 

• • * 

41 

60 

t • • 

BH 

46 


21 

44 

20 

58 

22 

163 

• » • 

142 


46 

• # f 

20 

44 

42 

96 

78 

42 

39 

237 

18 

23 

23 

t - “ 

22 

• • • 

• • • 

• • • 

20 

• • • 

• • • 

19 


18 

... 

... 

59 

... 

56 

... 

30 


t • « 
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State and Small Areas 


Table 29 . —Occupancy Characteristics, Heating Equipment, and Type oe Fuel, tor Counties 

Outside SMSA’s; 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Petsons 
Petsons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Watet Heating Fuel 
Cooking Fuel 


SUBJECT 

IDA 

IOWA 

JACKSON 

JASPER 

JEFFER- 

JOHNSON 

JONES 

KEOKUK 

KOSSUTH 

LEE 

LOUISA 

LUCAS 







SON 















ALL HOUSING UNITS. 

3 483 

5 268 

6 522 

11 

753 

5 506 

15 

802 

■ 


1 


■ 

598 

14 

391 

3 

730 

4 

075 

HEATING equipment 











1 










STEAM OR HOT WATER . 

500 

617 

462 


720 

546 

2 

664 


629 

■ 



665 

2 

056 


159 


296 

WARM AIR FURNACE . 

1 511 

2 483 

3 316 

7 

482 

2 659 

9 

578 

3 

172 



4 

022 

7 

541 

1 

428 

1 

671 

FLOORt WALLi OR PIPELESS FURNACE . 

172 

305 

228 


713 

310 


530 


339 

^H[ 



389 

1 

075 


261 


261 

BUILT-IN ELECTRIC UNITS.. . 

4 

27 

11 


16 

41 


47 


18 


24 


23 


48 


49 


16 

OTHER MEANS WITH FLUE. 

1 276 

1 784 

2 379 

2 

527 

1 800 

2 

868 

1 

817 

2 

479 

2 

377 

3 

428 

1 

671 

1 

696 

OTHER MEANS WITHOUT FLUE . 

8 

36 

36 


188 

80 


83 


144 


24 


32 


162 


49 


19 

NONE. 

12 

16 

90 


107 

70 


32 


17 


252 


90 


81 


113 


116 

population 





















POPULATION IN HOUSING UnITSi 1960. 

10 404 

16 378 

20 528 

35 

172 

15 449 

48 

264 

19 

805 

15 

465 

25 

435 

43 

171 

10 

515 

10 

797 

PER OCCUPIED UNIT. 

3.2 

3.3 

3.4 


3.2 

3.1 


3.2 


3.4 


3.1 


3.5 


3.2 


3.3 


2.9 

OWNER. 

2.9 

3.2 

3.3 


3.1 

3.1 


3.4 


3.3 


2.9 


3.3 


3.3 


3.1 


3.0 

RENTER . 

3.7 

3.5 

3.5 


3.3 

3.1 


2.9 


3.6 


3.6 


4.0 


3.0 


3.7 


2.8 

POPULATION IN DWELLING UNiTSi 1950 . . . . 

10 648 

15 728 

18 380 

31 

811 

15 31D 

38 

312 

18 

371 

16 

705 

26 

016 

41 

292 

11 

007 

11 

870 

PER OCCUPIED Unit. 

3.2 

3.4 

3.4 


3.2 

3.1 


3.2 


3.4 


3.1 


3.6 


3.2 


3.2 


3.0 

ALL OCCUPIED UNITS . 

3 276 

4 950 

6 077 

11 

050 

4 958 

15 

071 

5 

874 

4 

975 

■ 




3 

215 

3 

699 

PERSONS 





















1 PERSON . 

456 

660 


1 

333 

657 

2 

188 


700 


767 


841 

1 

942 


381 


639 

2 PERSONS. 

1 048 

1 395 


3 

524 

1 606 

4 

474 

1 

837 

1 

693 

1 

876 

4 

047 


975 

1 

304 

3 PERSONS. 

517 

899 


1 

95D 

951 

2 

771 


935 


863 

1 

335 

2 

458 


595 


604 

4 PERSONS. 

546 

853 

947 

1 

926 

735 

2 

471 


914 


719 

1 

122 

2 

064 


561 


518 

5 PERSONS. 

370 

564 

620 

1 

306 

580 

1 

568 


720 


443 


872 

1 

319 


359 


324 

6 PERSONS. 

174 

288 

382 


640 

235 


838 


404 


198 


569 


753 


197 


182 

7 PERSONS. 

110 

156 

221 


230 

103 


375 


150 


104 


271 


356 


81 


74 

B persons or more. 

MEDIANI 

55 

135 

231 


141 

91 


386 


214 


188 


300 


433 


66 


54 

ALL OCCUPIED . 

2.8 

3.0 

2.9 


2.8 

2.7 


2.8 


2.9 


2.5 


3.2 


2.8 


2.9 


2.4 

OWNER. 

2.4 

2.8 

2.8 


2.7 

2.7 


3.1 


2.7 


2.4 


2.8 


2.9 


2.6 


2.5 

RENTER . 

3.7 

3.3 

3.2 


3.1 

2.8 


2.5 


3.5 


3.3 


3.8 


2.5 


3.5 


2.3 

PERSONS PER ROOM 





















1.00 OR LESS . 

3 118 

4 608 

5 634 

10 

259 

4 608 

13 

669 

5 

448 

4 

663 

6 

597 

12 

179 

2 

999 

3 

486 

1.01 OR MORE . 

158 

342 

443 


791 

350 

1 

402 


426 


312 


589 

1 

193 


216 


213 

YEAR MOVEO INTO UNIT 





















OWNER OCCUPIEO . 

2 142 

3 610 

4 277 

7 

802 

3 486 

8 

889 

3 

955 

3 

773 

4 

577 

9 

727 

2 

187 

2 

722 

1958 TO MARCH i960 . 

326 

451 

734 

1 

441 

624 

1 

952 


692 


476 


576 

1 

347 


294 


396 

1954 TO 1957 . 

352 

604 

764 

1 

684 

686 

2 

204 


679 


648 


978 

1 

896 


433 


490 

1940 TO 1953 . 

847 

1 316 

1 587 

3 

070 

1 397 

2 

986 

1 

541 

1 

513 

1 

846 

3 

954 


889 

1 

175 

1939 OR EARLIER. 

617 

1 239 

1 192 

1 

607 

779 

1 

747 

1 

043 

1 

136 

1 

177 

2 

530 


571 


661 

renter occupied. 

1 134 

1 340 

1 800 

3 

248 

1 472 

6 

182 

1 

919 

1 

202 

2 

609 

3 

645 

1 

028 


977 

1958 TO MARCH 1960 . 

410 

561 

834 

1 

703 

737 

3 

911 


833 


492 


964 

1 

830 


442 


468 

1954 TO 1957 . 

203 

254 

384 


616 

343 

1 

243 


459 


284 


659 


914 


279 


223 

1940 TO 1953 . 

389 

301 

438 


724 

312 


757 


466 


291 


703 


667 


222 


222 

1939 OR EARLIER. 

132 

224 

144 


205 

80 


271 


161 


135 


283 


234 


85 


64 

HEATING FUEL 





















UTILITY GAS. 

82 

20 

17 

4 

416 

1 949 

8 

015 


34 


25 

1 

234 

4 

936 


20 


18 

FUEL OIL. kerosene. ETC. 

2 217 

3 685 

4 159 

4 

057 

1 415 

4 

167 

3 

640 

3 

271 

4 

414 

3 

596 

1 

815 

1 

675 

COAL OR COKE.. . 

732 

1 038 

1 144 

1 

944 

936 

1 

729 

1 

486 

1 

037 


872 

3 

583 


842 

1 

316 

WOOD. 

ELECTRICITY. 

44 

62 

21 

237 


53 

164 

38 


204 

80 


95 

36 


124 

46 


75 

18 


26B 

98 


183 

59 


259 

BOTTLED. TANK. OR LP GAS . 

179 

103 

465 


560 

435 


813 


559 


451 


552 


860 


276 


390 

OTHER FUEL . 

NONE. 

22 

21 

55 


*20 

21 


65 


24 


21 


21 


31 


20 


41 

Water heating fuel 





















UTILITY gas. 

183 

20 

♦ • • 

4 

550 

2 145 

8 

589 


34 


25 


829 

4 

413 


39 


354 

COAL OR COKE . 

WOOD. 

BOTTLED. TANK. OR LP GAS . 

FUEL OIL. KEROSENE. ETC. 

OTHER FUEL . 

NONE. 

2 165 
22 

689 

58 

159 

3 454 
42 

460 

436 

538 

3 459 
58 
19 

1 103 
263 
22 

1 153 

3 

1 

1 

412 

79 

581 

168 

260 

760 

114 

787 

226 

21 

905 

2 

2 

607 

403 

21 

264 

371 

21 

795 

3 

1 

108 

23 

214 

56B 

24 
903 

2 

1 

1 

221 

68 

177 

238 

246 

4 

1 

009 

38 

19 

435 

344 

512 

5 

1 

1 

905 

283 

44 

105 

270 

352 

1 

349 

40 

19 

827 

188 

753 

1 

1 

103 

184 

826 

143 

36 

053 

COOKING FUEL 





















UTILITY GAS. 

ELECTRICITY. 

bottled, tank, or LP gas . 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

184 

1 313 

1 719 

*22 

21 

2 266 

2 561 
20 
61 

54 

2 453 

3 451 

19 

44 

3 

3 

3 

898 

286 

726 

80 

2 023 
801 

1 996 

37 

38 



2 

3 

54 

232 

421 

72 

36 

1 

3 

25 

393 

279 

170 

42 

3 

2 

747 

309 

940 

38 

57 

3 

6 

2 

512 

603 

755 

162 

112 

1 

1 

59 

019 

990 

37 

38 

1 

1 

442 

138 

832 

161 

22 

19 

19 

• • • 



... 

63 




59 


41 


75 


189 


36 


86 

NONE. 

21 

37 


60 



B1 


!!! 


25 


20 


39 


36 


18 






























































































































































Iowa 


17-79 


Table 29 . —Occupancy Characteristics, Heating Equipment, and Type op Fuel, por Counties 

Outside SMSA’s: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Hearing Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS. .... . 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR! WALL! OR PIPELESS FURNACE . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE. 


POPULATION 


POPULATION IN HOUSING UNITSi 1960. 

PER OCCUPIED unit. 

owner. 

renter ... . 

POPULATION IN dwelling UNITSi 1950 , . . . 
PER OCCUPIED Unit. ... . 


ALL occupied UNITS ......... 

PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . , . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED , 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


I .00 OR LESS 
1.01 OR MORE 


YEAR MOVEO INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 .. 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 


HEATING FUEL 


UTILITY GAS. 

FUEL OILi KEROSENE! ETC. 

COAL OR COKE . 

WOOD. 

ELECTRICITY. 

BOTTLED! TANK! OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED! TANKi OR LP GAS 
fuel OILi KEROSENE! ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED! TANK! OR' LP GAS 
FUEL OILi KEROSENEi ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

NONE. 


LYON 

MADISON 

MAHASKA 

MARION 

MARSHALL 

MILLS 

MITCHELL 

MONONA 

MONROE 

MONT¬ 

GOMERY 

MUSCA¬ 

TINE 

O'BRIEN 

■ 


■ 


B 

349 

8 

274 

12 

616 

3 

949 

4 

410 

5 

000 

3 

599 

5 

334 

n 

815 

6 

163 

1 



176 


888 


540 


738 


299 


621 


225 


319 


527 


980 


792 

2 

130 

1 

729 

4 

575 

3 

953 

9 

424 

1 

636 

1 

961 

2 

076 

1 

511 

2 

470 

6 

953 

3 

413 


171 


433 


406 


617 


288 


168 


310 


254 


64 


525 


EE n 


401 


19 


20 


20 


37 


37 


• • • 


• • 


12 


8 


• • 


E 3 


12 

1 

623 

1 

990 

2 

260 

2 

921 

2 

007 

1 

808 

1 

467 

2 

262 

1 

685 

1 

755 

3 

EE J 

1 

518 


16 


32 


86 


74 


81 


29 


39 


16 


12 


37 


It* 3 


16 


14 


26 


114 


132 


41 


9 


12 


155 


... 


20 


165 


11 

14 

841 

12 

266 

23 

109 

24 

760 

37 

613 

11 

589 

14 

637 

14 

222 

10 

735 

14 

453 

33 

452 

18 

832 


3.5 


3.1 


3.0 


3.2 


3.1 


3.2 


3.5 


3.2 


3.3 


3.0 


3.1 


3.2 


3.3 


2.9 


3.0 


3.1 


3.1 


3.0 


3.3 


3.0 


3.2 


2.8 


3.1 


3.0 


3,9 


3.5 


3.2 


3.4 


3.2 


3.5 


4.0 


3.6 


3.3 


3.2 


3.0 


3.7 

14 

616 

13 

064 

24 

195 


na 

34 

330 

11 

931 

13 

853 

16 

205 

11 

689 

15 

511 

31 

581 

18 

760 


3.6 


3.1 


3.1 

m 



3.2 


3.3 


3.4 


3.4 


3,2 


3.1 


3. 1 


3.3 

4 

190 

3 

996 

7 

639 

7 

733 

11 

951 

3 

612 

4 

153 

4 

431 

3 

289 

4 

892 

10 

862 

5 

823 


482 


568 

1 

195 


971 

1 

545 


456 


504 


599 


442 


712 

1 

713 


718 

1 

176 

1 

360 

2 

602 

2 

437 

3 

774 

1 

146 

1 

164 

1 

483 

1 

012 

1 

756 

3 

509 

1 

854 


657 


694 

1 

223 

1 

349 

2 

230 


621 


692 


794 


626 


827 

1 

765 

1 

004 


650 


609 

1 

173 

1 

369 

1 

903 


604 


670 


579 


481 


R 4 

1 

788 


963 


576 


392 


753 


841 

1 

398 


413 


482 


434 


347 



1 

111 


636 


307 


228 


412 


411 


720 


227 


280 


273 


162 


till 


544 


366 


182 


78 


190 


231 


244 


97 


157 


97 


100 


41 


252 


177 


160 


67 


89 


124 


137 


48 


204 


152 


117 


46 


180 


105 


3.2 


2.6 


2.5 


2.8 


2.8 


2.8 


3. 1 

m 



2.6 

■ 



2.6 


2.6 


2.8 


2.4 


2.4 


2.7 


2.7 


2.6 


2.9 




2.8 




2.6 


2.4 


3.6 


3.4 


2.9 


3,2 


3.0 


3.4 


3.8 

1 

1 


3.0 

1 

■ 


2.6 


3.6 

3 

873 

3 

737 

7 

180 

7 

165 

11 

182 

3 

327 

3 

829 

4 

031 

3 

on 

4 

731 

10 

016 

5 

550 


317 


259 


459 


568 


769 


285 


324 


400 


278 


161 


846 


273 

2 

658 

2 

838 

5 

309 

5 

506 

8 

163 

2 

315 

3 

036 

2 

865 

2 

412 

3 

267 

7 

157 

3 

880 


339 


419 


878 

1 

023 

1 

423 


363 


429 


357 


246 


442 

1 

204 


541 


487 


550 

1 

115 

1 

133 

2 

022 


411 


517 


449 


447 


664 

1 

514 


759 

1 

168 

1 

217 

2 

072 

2 

187 

2 

899 


972 

1 

256 

1 

214 


969 

1 

336 

2 

619 

1 

749 


664 


652 

1 

244 

1 

163 

1 

819 


569 


834 


845 


750 


825 

1 

820 


831 

1 

532 

1 

158 

2 

330 

2 

227 

3 

788 

1 

297 

1 

117 

1 

566 


877 

1 

625 

3 

705 

1 

943 


477 


536 

1 

075 

1 

156 


I 


585 


394 


659 


383 


779 

1 

748 


757 


398 


283 


584 


495 


R n 


294 


281 


344 


174 


395 


875 


470 


468 


281 


449 


398 




350 


319 


484 


217 


364 


836 


520 


189 


58 


222 


178 


332 


68 


123 


79 


103 


87 


246 


196 


678 

1 

232 

3 

126 

3 

252 

6 

417 

1 

044 







2 

451 

5 

674 

2 

581 

2 

883 

1 

600 

1 

720 

1 

873 

3 

474 

1 

842 

2 

577 

2 

990 

1 

159 

1 

436 

2 

068 

2 

124 


160 


567 

2 

197 

1 

469 

1 

328 


252 

1 

119 


760 

1 

703 


652 

2 

103 


530 


80 


155 


64 


62 


. . • 


107 


36 


253 


156 


16 


40 


68 




38 


21 


64 


42 


• • • 


• t • 


20 


» • • 


* * • 




20 


295 


404 


374 

1 

013 


648 


327 


402 


368 


251 


337 




500 


94 


* . . 


116 


• t_i 


42 


40 


19 


20 


20 


• • t 


78 


« « • 


• • • 


• • f 


21 


• • • 


• • • 


• • • 


• • • 


20 


• • • 


• • • 






529 

1 

196 

3 

110 

2 

762 

6 

231 


916 


18 


43 



2 

423 

4 

438 

2 

257 

2 

056 

1 

083 

2 

109 

1 

951 

3 

599 

1 

049 

2 

583 

2 

058 


913 

1 

216 

3 

341 

2 

451 


* 1 1 


... 


280 


101 


62 


113 


113 


20 


62 


• • * 


140 


17 


20 


... 


t - • 


20 


. • • 


• • • 


• • • 


• • • 


• • • 


t • • 


39 


« • 


372 


719 


743 

1 

053 


921 


888 


704 

1 

195 


952 


689 

1 

285 


545 


216 


138 


82 


137 


182 


41 


287 


289 


79 


161 


219 


17 


76 


... 




25 


• • « 


« • * 


• « « 


• « • 


« • 


• • • 


58 


« • 


921 


860 

1 

315 

1 

684 


956 


605 


448 


826 

1 

283 


403 

1 

342 


536 


490 

1 

041 

2 

789 

2 

185 

5 

654 


865 


18 


63 


19 

1 

935 

3 

506 

2 

032 

1 

665 

1 

033 

2 

278 

2 

950 

3 

640 

1 

038 

1 

361 

1 

401 


776 

1 

412 

4 

557 

2 

193 

1 

834 

1 

865 

2 

233 

2 

272 

2 

471 

1 

553 

2 

591 

2 

767 

2 

274 

1 

403 

2 

525 

1 

507 


40 


19 


220 


161 


63 


23 


55 


80 


78 


21 


79 


17 




19 


77 


81 


42 


23 


90 


• • 


62 


43 


40 


« • • 


141 




40 


46 


62 


20 


20 


100 


57 


59 


83 


35 


20 


. . . 


• • • 


21 


• « 


« • • 


« • « 


20 


• • 


• • • 


20 


21 


... 


19 


... 


17 


19 


90 


18 


... 


23 


19 


52 


18 














































































































































17-80 


State and Small Areas 


Table 29—Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample: see text. Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


PAGE 


PALO 

AuTO 


PLYMOUTH 


POCA¬ 

HONTAS 


POWE¬ 

SHIEK 


RINGGOLD 


SHELBY 


SIOUX 


TAMA 


ALL HOUSING UNITS. 


HEATING equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE. 

FLOOR. WALL. OR PiPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE , . . • 
NONE. 


POPULATION 


7 448 


321 
1 423 
264 
S 

1 135 
21 


POPULATION IN HOUSING UNITS. 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER .. 

POPULATION IN DWELLING UNITS. 1950 
PER OCCUPIED UNIT. 


all OCCUPIED units 
PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. ....... 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. • . . 
MEDIAN I 

all OCCUPIED . 

owner. 

renter . 


PERSONS PER ROOM 

1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER occupied ...... 

1958 To march I960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

renter occupied. 

1958 TO MARCH I960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. ....... 

HEATING FUEL 

UTILITY GAS. 

FUEL OIL. KEROSENE. ETC. . . . 

COAL OR COKE . 

WOOD. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS . . . 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 

UTILITY GAS. . . . 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED. TANK. OR LP GAS . . , 
FUEL OIL. KEROSENE. ETC. . . . 

OTHER FUEL . 

NONE. 

COOKING FUEL 

UTILITY GAS. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS . . . 
FUEL OIL. KEROSENE. ETC. . . . 

COAL OR COKE . 

WOOD. 

OTHER FUEL.. 

NONE. 


10 457 
3.5 
3.2 
4.1 
122 
3.5 


10 


2 969 


627 
3 455 
704 
11 

2 489 
64 
98 


20 262 
3.0 
2.9 
3.1 

22 010 
3.1 


4 763 


307 
2 045 
311 
4 

2 043 
38 
15 


14 617 

3.5 
3.3 
3.8 

15 835 

3.6 


304 

843 

539 

439 

397 

241 

90 

116 

3.1 

2.7 

4.0 


2 754 
215 


1 913 
251 
365 
868 
429 

1 056 
377 
239 
269 
151 


21 
2 265 
280 
24 

379 


43 

787 

65 

3BB 

63 


85 
1 375 
1 404 
20 
62 
23 


063 

253 

222 

023 

648 

322 

145 

85 

2.6 

2.5 

2.9 


6 345 
416 


4 417 
656 
819 
1 899 

1 043 

2 344 
1 218 

474 

503 

149 


3 398 
1 829 
898 
119 

517 


3 316 
1 839 
41 
21 
699 
230 

615 


4 220 


7 218 


6 212 


3 063 


5 909 


557 
3 971 
365 
8 

2 208 
51 
58 


23 829 
3.5 
3.3 
3.8 
22 863 
3.5 


613 

389 

555 

104 

25 

35 

40 


521 
1 251 
6S8 
601 
489 
340 
155 
175 

3,0 

2.7 

3.5 


3 833 
387 


2 782 
375 
555 
1 100 
752 

1 438 
543 
386 
401 
108 


184 
2 564 
698 
78 


696 


391 
2 040 
40 

854 

212 

42 

641 


9D7 
1 930 
1 153 
921 
791 
525 
245 
343 

3.0 

2.6 

3.6 


6 257 
558 


4 356 
560 
744 

1 eol 

1 231 

2 459 
996 
565 
619 
279 


3 205 
Z 288 
721 
94 

491 

16 


2 837 
2 414 


470 
2 141 
464 
12 
1 411 
32 
143 


792 
3 575 
289 
12 
1 452 
63 
29 


32 

676 

382 

20 

937 

16 


569 

078 

289 

9 

862 

48 

54 


14 677 
3.5 
3.2 
4.0 

15 423 
3.4 


500 

577 

897 

103 

80 

21 

18 

24 


574 

83 


368 

182 

974 

55 

166 


4B2 
1 307 
683 
631 
512 
298 
162 
166 

3.0 

2.5 

3.9 


3 922 
319 


2 781 
348 
489 
1 186 
758 

1 460 
530 
286 
473 
171 


026 

790 

21 

18 

386 


36 

147 

58 

068 

374 

18 

540 


72 

676 

334 

62 

57 

18 

22 


18 511 

3.2 
3.1 
3.5 

18 036 

3.3 


754 
1 B29 
1 043 
898 
629 
325 
163 
128 

2.8 

2.6 

3.2 


5 496 
273 


3 904 
633 
749 
1 528 
994 

1 865 
820 
441 
405 
199 


1 367 

2 740 
1 333 

*43 

264 

22 


1 281 
2 437 
88 

957 

295 

22 

689 


039 

476 

085 

65 

67 

*22 

15 


8 010 
3.0 
2.9 
3.5 
9 508 
3.1 


16 803 

3.2 
2.9 
3.7 

17 448 

3.3 


340 

986 

439 

414 

211 

133 

66 

49 

2.5 

2.4 

3.3 


2 518 
120 


957 

216 

292 

989 

460 

681 

305 

192 

156 

28 


877 

284 

159 

20 

298 


18 

446 

119 


751 
1 825 
20 
21 
21 


5 284 


758 

725 

835 

807 

513 

407 

138 

101 

2.7 

2.4 

3.6 


968 

316 


3 396 
443 
662 
1 485 
806 

1 888 
715 
372 
551 
250 


812 

789 

144 

20 

519 


245 

78 

22 

929 


436 


2 80 
2 220 


4 860 


14 978 


7 180 


328 
2 605 
203 

1 661 
63 


622 
4 328 
502 
32 
2 184 
67 
135 


1 506 
9 056 
695 
40 
3 542 
49 
88 


15 837 
3.5 
3.2 
4.1 
15 733 
3.5 


27 089 
3.6 

3.5 
4.0 

26 167 

3.6 


504 
1 308 
744 
680 
530 
382 
143 
197 

3.1 

2.6 

3.8 


4 129 
359 


2 982 
354 
487 
1 291 
850 

1 506 
602 
339 
371 
194 


757 
1 914 
1 244 
1 330 
975 
622 
364 
259 

3.4 

3,0 

3.9 


6 882 
583 


5 140 
697 
998 

2 301 

1 144 

2 325 
B04 
560 
640 
321 


44 065 

3.1 

3.2 
3.0 

39 101 
3.2 


764 

774 

227 

12 

330 

27 

46 


21 613 
3.2 

3.1 
3.6 

21 285 

3.2 


1 905 
4 637 

2 560 
2 376 
1 463 

726 

310 

218 

2.7 

2.7 

2.7 


13 190 
1 005 


8 449 
1 657 
1 974 
3 096 
1 722 


746 

475 

034 

915 

322 


936 
2 086 
1 081 
1 176 
665 
456 
182 
134 

2.8 

2.5 

3.5 


6 272 

444 


4 730 
556 
862 
1 901 
1 411 

1 986 
903 
417 
566 
200 


883 

2 796 

7 167 

* « • 

2 408 

3 702 

5 097 

4 706 

610 

453 

880 

1 499 

167 

57 

38 

214 

. . . 

60 

92 

• • • 

383 

397 

899 

259 

37 

• t • 

• • t 

19 

• • • 

» • * 

22 

19 

709 

2 022 

7 072 


1 905 

3 731 

3 329 

4 673 

, , , 1 

. t t 

141 

201 

t # t 

^ ^ , 

« • • 

39 

1 126 

475 

1 753 

629 

295 

102 

1 185 

1.57 

44 

* • f 

59 

t • • 

409 

1 135 

656 

,1 917 

472 

1 995 

5 674 

19 

2 171 

3 038 

4 005 

,3 195 

1 608 

2 130 

4 295 

3 132 

98 

123 

,36 

19 

18 

40 

38 

79 

77 

IOC 

61 

■272 

22 

39 

• • t 

.« • • 

22 

... 

_84 

V 






























































































































Iowa 


17-81 


Table 29.—Occupancy Charactbristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA's: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Hwting Equipmcnc 
I’opul.ttion 
Persons 
Persons pet 
Room 


Yc.ir Moved into 
Unit 

Hc.itinj; Fuel 
Water Heatinji Fuel 
Cooking Fuel 


SUBJECT 

TAYLOR 

UNION 

VAN 

BUREN 

WAPELLO 

WARREN 

WASH¬ 

INGTON 

B 


WINNE¬ 

BAGO 

WINNE¬ 

SHIEK 

WORTH 

WRIGHT 

_ 

ALL HOUSING UNITS. 

4 

097 

5 

166 

3 

751 

15 

874 

■ 




3 

995 

15 

848 

4 

271 

6 

309 

■ 


6 

633 

HEATING EQUIPMENT 









1 

■ 















STEAM OR HOT WATER . 


193 


270 


134 

1 

809 

■ 





151 




299 

1 

099 


343 


609 

WARM AIR FURNACE . 


979 

2 

039 

1 

191 

9 

313 


idl 



1 

126 



1 

961 

2 

848 

1 

466 

3 

507 

FLOORt WALLi OR PIPELESS FURNACE ..... 


584 


657 


262 








258 


835 


351 


377 


361 


423 

BUILT-IN ELECTRIC UNITS. 


12 


23 


8 


E3 


U!l 




13 


27 


4 


12 


4 


4 

OTHER MEANS WITH FLUE. 

2 

297 

1 

941 

2 

087 





2 


2 

390 

2 

821 

1 

588 

1 

873 

1 

114 

1 

914 

OTHER MEANS WITHOUT FLUE . . 


12 


72 


43 


155 


38 




48 


67 


49 


92 


16 


45 

NONE. 


20 


164 


26 


49 


114 




9 


23 


19 


8 


49 


131 

POPULATION 

























POPULATION IN HOUSING UNITSi 1960. 

10 

235 

13 

837 

9 

888 

46 

277 

20 

904 

19 

774 

9 

867 

47 

440 

12 

582 

21 

025 

10 

442 

19 

639 

PER OCCUPIED unit. 


2.9 


3,0 


3.0 


3.2 


3,4 


3.3 


2.8 


3.2 


3.1 


3,5 


3.4 


3.2 

OWNER. 


2.8 


2.9 


3.0 


3.2 


3.4 


3.2 


2,8 


3.2 


3.0 


3.5 


3.2 


3.0 

RENTER . 


3.4 


3.1 


3.4 


3.0 


3.6 


3.4 


3.0 


3.1 


3.4 


3.6 


3.8 


3.6 

population in dwelling UNITSi 1950 .... 

12 

311 

15 

361 

10 

913 

46 

453 

17 

274 

19 

355 

11 

662 

43 

254 

13 

164 

20 

908 

11 

031 

19 

551 

PER OCCUPIED UNIT. 


3.0 


3.1 


3.0 


3.2 


3.3 


3.2 


2.9 


3.3 


3.5 


3,6 


3,4 


3.2 

ALL OCCUPIED UNITS . 

3 

499 

4 

652 

3 

242 

14 

659 

6 

125 

6 

035 

3 

471 

14 

947 

4 

010 

5 

951 

3 

116 

6 

102 

PERSONS 








■ 

■ 

■ 















1 PERSON . 


526 


692 


537 

2 


■ 



894 


556 

2 

437 


503 


631 


345 


833 

2 PERSONS. 

1 

349 

1 

759 

1 

113 

4 

isa 


izn 

1 

789 

1 

321 

4 

361 

1 

263 

1 

655 


865 

1 

805 

3 PERSONS. 


505 


746 


489 


ttin 

^Bi 



960 


616 

2 

383 


780 

1 

074 


651 

1 

121 

4 PERSONS. 


564 


656 


486 



1 

110 


960 


470 

2 

486 


672 


957 


526 

1 

006 

5 PERSONS. 


290 


379 


277 

1 

558 


WiiUM 


667 


262 

1 

728 


414 


720 


348 


693 

6 PERSONS. 


149 


220 


2D3 


836 




384 


145 


866 


247 


462 


194 


399 

7 PERSONS.. 


68 


129 


63 


361 


riiti 


216 


64 


351 


91 


154 


135 


124 

8 PERSONS OR MORE. 


48 


71 


74 


292 


IKQ 


165 


37 


335 


40 


298 


52 


121 

MEDIANI 

























ALL OCCUPIED . 


2.4 


2.4 


2.5 


2.7 


tHI 


2.8 


2.4 


2.8 


2.8 


3.1 


3.0 


2.9 

owner. 


2.3 


2.4 


2.4 


2.8 


pJIJ 


2.7 


2.3 


2.8 


2.6 


3.0 


2.8 


2.5 

RENTER . 


3.2 


2.7 


3.1 


2.5 


3.4 


3.2 


2,7 


2.7 


3.3 


3,4 


3,7 


3.5 

PERSONS PER ROOM 

























1.00 OR LESS . 

3 

375 

4 

370 

3 

074 

13 

186 

5 

546 

5 

671 

3 

323 

13 

769 

3 

774 

5 

494 

2 

935 

5 

801 

1.01 OR MORE . 


124 


282 


168 

1 

473 


579 


364 


148 

1 

178 


236 


457 


181 


301 

YEAR MOVED INTO UNIT 

























owner occupied . 

2 

676 

3 

323 

2 

530 

11 

052 

■ 


4 

202 

2 

613 

9 

861 

2 

775 

4 

296 

2 

167 

3 

923 

1958 TO MARCH 1960 . 


354 


498 


332 

1 

904 

■ 



649 


486 

1 

786 


339 


605 


292 


571 

1954 TO 1957 . 


417 


725 


425 






665 


417 

2 

292 


518 


719 


308 


752 

1940 TO 1953 . 

1 

240 

1 

413 

1 

no 


[ji 3 

■1 


1 

796 

1 

138 

3 

651 

1 

117 

1 

638 


868 

1 

676 

1939 OR EARLIER. ....... . 


665 


687 


663 


a] 

■ 


1 

092 


572 

2 

132 


801 

1 

334 


699 


924 

RENTER occupied. 


823 

1 

329 


712 

3 

607 

1 

471 

1 

833 


858 

5 

086 

1 

235 

1 

655 


949 

2 

179 

1958 TO MARCH 1960 . 


336 


668 


307 

2 

043 


855 


815 


403 

2 

470 


569 


699 


348 


841 

1954 TO 1957 . 


210 


282 


180 


762 


328 


420 


155 

1 

160 


278 


385 


256 


568 

1940 TO 1953 . 


205 


309 


150 


610 


247 


473 


214 

1 

119 


300 


378 


205 


562 

1939 OR EARLIER. 


72 


70 


75 


192 


41 


125 


86 


337 


88 


193 


140 


208 

HEATINS FUEL 

























UTILITY GAS. 


. . • 

2 

154 


• • • 

7 

879 

2 

161 

1 

292 


• • 

10 

671 

1 

324 


170 

1 

457 

3 

342 

FUEL OILi KEROSENE! ETC. 

2 

318 

1 

244 

1 

324 

3 

152 

2 

476 

2 

765 

1 

615 

1 

912 

2 

117 

3 

683 

1 

077 

1 

958 

COAL OR COKE . 


644 


639 

1 

327 

2 

914 


563 

1 

041 

1 

142 


851 


330 

1 

594 


230 


461 

WOOD.... . 


191 


125 


217 


136 


90 


174 


133 


20 


20 


185 


19 


45 

ELECTRICITY. 


. • • 


• . . 


19 


57 


59 


• • • 


22 


21 


■ • 


20 


1 • 


• • 

BOTTLED 1 TANK I OR LP GAS. 


346 


474 


355 


501 


758 


763 


544 

1 

472 


219 


277 


333 


296 

OTHER FUEL . 


• • • 


16 


« • $ 


20 


18 


• • t 


15 


• t t 


t • 


• • 


• • 


• • 

NONE. 


... 


... 


... 


••• 


. • . 


• • • 


• . 


• • • 


• • 


22 


• • 


• • 

WATER HEATING FUEL 

























UTILITY GAS. 


• ■ • 

2 

091 


• ■ • 

9 

404 

2 

167 

1 

661 


t ■ 

9 

965 

1 

191 


586 

1 

317 

3 

182 

ELECTRICITY. 

1 

796 

1 

112 

1 

006 

1 

728 

1 

435 

1 

375 

1 

404 

1 

376 

1 

694 

2 

768 


839 

1 

569 

COAL OR COKE . 


20 


• • , 


79 


169 


« • • 


77 


103 


21 


• • 


39 


• t 


• • 

WOOD. 


• • • 


. • - 


100 


26 


54 


• • f 


• • 


21 


• • 


40 


24 


25 

BOTTLED 1 TANKi OR LP GAS. 


457 


616 


553 

1 

052 

1 

568 

1 

868 


827 

2 

374 


359 

1 

175 


559 


743 

FUEL OlLi KEROSENE! ETC. 


122 


153 


197 


139 


53 


357 


102 


42 


276 


263 


72 


136 

OTHER FUEL . 


t • • 


• • • 


• • • 


19 


17 


• t 


• t 


• • • 


• • • 


• • 


• • • 


• • • 

NONE. 

1 

104 


680 

1 

307 

2 

122 


831 


697 

1 

035 

1 

148 


490 

1 

080 


305 


447 

COOKING FUEL 

























UTILITY GAS. 


19 

1 

663 


20 

8 

380 

1 

809 

1 

698 


22 

8 

713 

1 

076 


761 

1 

342 

2 

629 

ELECTRICITY. 

1 

221 

1 

593 


653 

2 

896 

1 

668 

1 

147 

1 

154 

2 

579 

1 

674 

1 

648 


805 

1 

797 

BOTTLED! TANK! OR LP GAS . 

2 

055 

1 

357 

2 

450 

2 

954 

2 

648 

3 

065 

2 

156 

3 

258 

1 

163 

3 

197 


865 

1 

517 

FUEL OIL! KEROSENE! ETC. 


78 


• • • 


79 


36 




36 


73 


21 


19 


80 


18 


25 

COAL OR COKE . 


44 


17 


• • • 


117 




36 


44 


56 


19 


43 


18 


43 

WOOD. 


39 


22 


19 


85 




18 


22 


• • 


39 


158 


68 


46 

OTHER FUEL.. . 


t • • 


t • « 


« • • 






• • • 


» f • 


• • 


20 


* f • 


• • t 


25 

NONE. 


43 


... 


21 


191 




35 


... 


320 


• • • 


64 


... 


20 


! 
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State and Small Areas 


Table 30.—Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-}-) or minus ( —) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dtyet 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

ADAIR 

ADAMS 

ALLAMAKEE 

APPANOOSE 

AUDUBON 

BENTON 

BOONE 

SREMER 

ALL OCCUPIED UNITS . . . . 


3 

614 

2 422 

4 

546 

5 583 

3 

373 

7 

215 

8 

493 

6 

116 

CLOTHES WASHING MACHINE 















WRINGER OR SPINNER . 

■ « 4 ■ • 

2 

905 

1 751 

3 

487 

4 341 

2 

449 

5 

069 

4 

516 

4 

068 

AUTOMATIC OR SEMI-AUTOMaTIC. . . 

. 


363 

391 


725 

603 


680 




723 

1 

418 

WASHER-DRYER COMBINATION . . . . 



61 

37 


60 

45 


55 


B ™ 


121 


88 

NONE . 

. 


285 

243 


274 

594 


189 

■ 

il 

1 

133 


542 

CLOTHES DRYER 
















GAS heated . 

« • • • t 


22B 

57 


160 

242 


172 


384 

1 

310 


348 

ELECTRICALLY HEATED. 



463 

410 


845 

367 


441 

1 

750 

1 

355 

1 

089 

NONE , t . 


2 

923 

1 955 

3 

541 

4 974 

2 

760 

5 

081 

5 

828 

4 

679 

HOME FOOD FREEZER 
















1 OR MORE. 


1 

532 

969 

2 

055 

1 157 

1 

795 

3 

124 

2 

747 

2 

913 

NONE. 


2 

082 

1 453 

2 

491 

4 426 

1 

578 

4 

091 

5 

746 

3 

203 

TELEPHONE AVAILABLE 
















YES. 


3 

261 

2 0B7 

3 

858 

3 898 

3 

122 

6 

530 

7 

751 

5 

477 

NO. 



353 

3 35 


688 

1 685 


251 


685 


742 


639 

automobiles available 

















. 

2 

544 

1 542 

2 

796 

3 133 

2 

251 

4 

746 

5 

890 

3 

982 




595 

560 


889 

716 


767 

1 

345 

1 

419 

1 

417 

3 or more. 



60 

75 


60 

86 


55 


174 


lOO 


201 

none. 

..... 


415 

245 


801 

1 648 


300 


950 

1 

084 


516 

AIR conditioning 
















room unit: 
















1 . 

. 


142 

94 


137 

322 


112 


509 


681 


366 

2 OR MORE . 



100 

19 


20 

43 


19 


222 


20 


44 

CENTRAL SYSTEM . 

• • • • 9 


40 

38 


40 

• • « 


38 


62 


100 


60 

none . 


3 

332 

2 271 

4 

349 

5 218 

3 

204 

6 

422 

7 

692 

5 

646 

TELEVISION SETS 


















3 

229 

1 879 

3 

936 

4 549 

3 

016 

6 

228 

7 

415 

5 

045 

2 OR MORE . 

. 


58 

56 


20 

44 


57 


427 


365 


357 

NONE . 



327 

487 


590 

990 


300 


560 


713 


714 

RADIO SETS 
















1 . 


2 

458 

1 604 

2 

756 

3 825 

2 

391 

4 

263 

5 

066 

3 

522 

2 OR MORE. . . . 



969 

725 

1 

670 

1 337 


905 

2 

592 

2 

899 

2 

327 

NONE. 



187 

93 


120 

421 


77 


360 


528 


267 

VALUE 
















owner occupied . 


1 

277 

752 

1 

679 

2 808 

1 

315 

3 

426 

4 

419 

2 

733 

LESS THAN S5.000 . 



498 

305 


367 

1 791 


239 


917 


880 


220 

S5.000 TO S7t400 . 



347 

174 


426 

483 


246 


852 

1 

035 


441 

STiSOO TO $9,900 . 



145 

107 



206 


338 


542 


937 


463 

$10,000 TO $12,400 . 



142 

79 



191 


226 


528 


720 


575 

$12,500 TO $14,900 . 



64 

35 



78 


124 


259 


344 


373 

$15,000 TO $17,400 . 



57 

12 



22 


72 


12« 


212 


337 

$17,500 TO $19,900 . 



4 

28 


Ifcfcl 

8 


35 


56 


136 


169 

$20,000 TO $24,900 . 



16 

4 



21 


a 


90 


84 


99 

$25,000 TO $34,900 . 



. - . 

8 


Rn 

8 


12 


34 


51 


36 

$35,000 OR MORE. 



4 



In 

... 


15 


24 


20 


20 

MEDIAN. . , 

DOLLARS . 

6 

000 

6 000 



5 000- 

8 

800 

7 

300 

a 

300 

11 

m 

VACANT available FOR SALE. . 



11 

6 


5 

41 


9 


42 


33 


24 

MEDIAN price ASKED . 

DOLLARS . 


... 


■ 

D 



... 







GROSS RENT 





■ 











renter occupied . 



469 

356 



1 090 


455 

1 

268 

1 

894 

1 

228 

LESS THAN $20 . 



... 

8 



31 


3 


32 


23 


a 

$20 TO $29 . 



. . . 

14 


66 

121 


23 


32 


65 


15 

$30 TO $39.. . 



64 

31 


83 

226 


36 


121 


133 


37 

$40 TO $49 . 



68 

46 


101 

193 


55 


135 


166 


71 

$50 TO $59 . . . 



77 

49 


155 

71 


46 


168 


313 


108 

$60 TO $69 . 



60 

37 


82 

95 


48 


152 


232 


161 

$70 TO $79 . 



36 

50 


82 

72 


66 


145 


240 


153 

$80 TO $99 . 



64 

64 


108 

35 


65 


215 


294 


261 

$100 TO $119 . 



12 

a 


31 

31 


30 


52 


117 


167 

$120 OR MORE . 



4 

3 


7 

t * * 


14 


27 


54 


25 

NO CASH RENT . 



84 

46 


179 

165 


69 


189 


257 


222 

MEDIAN . 

DOLLARS . 


58 

62 


57 

44 


66 


63 


65 


77 

CONTRACT RENT 
















RENTER OCCUPIED.. . 

• • * • • 


385 

310 


715 

925 


386 

1 

079 

1 

637 




DOLLARS . 


42 

44 


38 

32 


45 


45 


50 



VACANT available FOR RENT. . 



26 

11 


17 

47 


23 


51 


131 

H 


MEDIAN RENT ASKED. 

DOLLARS . 


... 











■ 



BUCHANAN 

BUENA 

VISTA 

BUTLER 

6 029 

6 644 

5 408 

4 014 

3 919 

4 201 

1 323 

1 980 

667 

43 

111 

20 

649 

634 

520 

469 

508 

235 

1 142 

1 320 

900 

4 418 

4 816 

4 273 

2 564 

2 250 

2 629 

3 465 

4 394 

2 779 

5 121 

6 165 

4 670 

908 

479 

738 

3 852 

4 210 

3 953 

1 367 

1 485 

980 

141 

231 

99 

669 

718 

376 

224 

358 

59 

• « f 

124 

98 

41 

94 

59 

5 764 

6 068 

5 192 

5 099 

5 678 

4 512 

239 

262 

100 

691 

704 

796 

3 679 

3 947 

3 474 

2 004 

2 438 

1 644 

346 

259 

290 

2 504 

3 104 

2 208 

527 

401 

462 

701 

622 

636 

452 

559 

391 

456 

579 

347 

185 

333 

140 

106 

227 

116 

18 

125 

52 

35 

158 

48 

20 

56 

16 

4 

44 

1 ft* 

7 600 

9 900 

7 500 

39 

1 

1 

38 

1 153 

1 372 

620 

12 

• « • 

8 

39 

28 

16 

43 

29 

47 

107 

130 

71 

132 

228 

133 

198 

178 

127 

148 

181 

145 

234 

241 

98 

75 

162 

60 

17 

25 

8 

148 

170 

107 

69 

70 

66 


1 202 

713 


54 

43 


114 

19 
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Table 30. —Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s; 

1960—Con, 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Ftecaer 
Telephone Avail. 
Automobiles Avail, 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


3UN 

CARROLL 

CASS 

CEDAR 

CERRO 

GORDO 

CHEROKEE 

CHICKASAW 

CLARKE 

CLAY 

CLAYTON 

034 

6 

635 

5 

996 

■ 

■ 


5 

304 

4 

317 

2 816 

5 

698 

6 

690 

513 

1 


3 

596 

3 

565 

7 638 

3 

271 



2 211 

3 

726 

5 

095 

085 



1 

392 

1 

211 

5 068 

1 

145 



270 

1 

432 

1 

028 

57 




128 


175 

248 


58 



19 


18 


92 

379 




880 


533 

2 393 


830 


425 

316 


522 


475 

486 


436 


397 


371 

2 785 


295 


199 

113 


325 


197 

956 

1 

160 


878 

1 

272 

1 465 

1 

301 


718 

363 

1 

143 

1 

110 

592 

5 

039 

4 

721 

3 

861 

11 097 

3 

708 

3 

400 

2 340 

4 

230 

5 

383 

215 

2 

567 

2 

523 

2 

834 

4 626 

2 

158 

1 

792 

1 016 

2 

080 

2 

879 

819 

4 

068 

3 

473 

2 

670 

10 719 

3 

146 

2 

525 

1 BOO 

3 

618 

3 

811 

368 

6 

219 

5 

405 

4 

948 

13 907 

4 

824 

3 

484 

2 421 

5 

198 

5 

665 

666 


416 


591 


556 

1 440 


480 


833 

395 


500 

1 

025 

590 

4 

981 

3 

911 

4 

115 

9 380 

3 

253 

2 

615 

2 175 

3 

805 

4 

756 

828 

1 

064 

1 

008 


694 

3 513 

1 

178 

1 

048 

307 

1 

344 

1 

159 

16 


68 


213 


20 

258 


176 


111 

37 


163 


216 

600 


502 


864 


675 

2 196 


697 


543 

297 


386 


559 

186 


293 


388 


251 

816 


453 


219 

153 


286 


234 

85 


75 


142 


97 

166 


117 


16 

19 


76 


60 

B4 


90 


57 


45 

118 


61 


38 

19 


36 


19 

679 

6 

177 

5 

409 

5 

111 

14 247 

4 

673 

4 

044 

2 625 

5 

300 

6 

377 

411 

5 

971 

5 

135 

4 

665 

13 000 

4 

447 

3 

689 

2 390 

4 

755 

5 

346 

43 


168 


177 


156 

945 


261 


92 

37 


18 


135 

581 


496 


684 


483 

1 402 


396 


536 

389 


925 

1 

209 

381 

4 

860 

3 

642 

3 

262 

9 095 

3 

367 

2 

746 

1 917 

3 

117 

4 

242 

684 

1 

643 

2 

128 

2 

055 

5 425 

1 

621 

1 

341 

784 

2 

442 

2 

292 

69 


132 


226 


187 

827 


316 


230 

115 


139 


156 

333 

3 

266 

2 

665 

2 

145 

9 269 

2 

222 

1 

781 

1 125 

z 

567 

2 

635 

5B6 


610 


660 


266 

719 


446 


265 

505 


361 


711 

584 


636 


572 


463 

1 195 


439 


529 

288 


418 


654 

483 


599 


347 


479 

1 593 


428 


350 

100 


450 


510 

368 


530 


347 


331 

1 920 


346 


304 

132 


449 


348 

137 


355 


257 


229 

1 469 


168 


136 

56 


309 


191 

110 


252 


184 


152 

951 


155 


109 

24 


166 


100 

24 


104 


140 


123 

537 


108 


45 

4 


125 


58 

29 


81 


94 


66 

488 


80 


35 

4 


145 


43 

B 


55 


48 


34 

217 


44 


8 

4 


93 


8 

4 


44 


16 


• . . 

180 


8 


• • • 

8 


51 


la 

500 

9 

100 

8 

200 

9 

300 

11 500 

8 

800 

8 

200 

5 500 

10 

300 

7 

300 

18 


15 


23 


11 

116 


34 


14 

7 


26 


27 

802 

1 

278 

1 

373 


945 

3 878 

1 

122 


655 

493 

1 

325 

1 

078 

8 


5 


4 


12 

34 


13 


8 

9 


4 


16 

26 


25 


41 


21 

159 


53 


15 

33 


30 


84 

35 


48 


77 


13 

243 


61 


32 

69 


85 


121 

84 


99 


142 


58 

318 


93 


81 

95 


147 


164 

130 


184 


167 


102 

497 


156 


102 

54 


184 


190 

108 


187 


235 


117 

539 


184 


84 

46 


226 


137 

77 


199 


163 


183 

378 


140 


99 

51 


121 


111 

94 


275 


279 


189 

790 


206 


95 

57 


232 


124 

41 


76 


118 


74 

361 


64 


41 

12 


78 


12 

14 


60 


16 


13 

193 


28 


36 



96 


8 

185 


120 


131 


163 

366 


124 


62 



122 


111 

62 


72 


68 


74 

69 


67 


67 

■ 


67 


55 

617 

1 

158 

1 

242 


782 

3 512 


998 


593 



203 


967 

43 


54 


53 


53 

57 


53 


43 



54 


37 

83 


50 


74 


39 

335 


50 


20 

32 


96 


63 



... 


... 


... 

54 


... 


... 

• • • 


... 




CLINTON 


ALL OCCUPIED UNITS .... 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMaTIC. . . 
WASHER-DKYER COMBINATION .... 
NONE. 

CLOTHES DRYER 

GAS HEATED . 

ELECTRICALLY HEATED. 

NONE. 

HOME FOOD FREEZER 

I OR MORE. 

NONE. 

TELEPHONE AVAILABLE 

YES. 

NO. 

AUTOMOBILES AVAILABLE 

I. 

Z . 

3 OR MORE. 

NONE . . . 


AIR CONDITIONING 

ROOM UNIT I 

1 . 

2 OR MORE. ... 

central system . 

NONE. 

TELEVISION SETS 

1 . 

2 OR MORE. 

NONE. 

RADIO sets 

.. 

2 OR MORE. 

NONE. 

VALUE 

owner occupied . 

LESS THAN $5,000 . 

$5(000 TO £7(400 . 

£7(500 TO £9(900 . 

£10(000 TO £12(400 . 

£12(500 TO £14(900 . 

£15(000 TO £17(400 . 

£17(500 TO £19(900 . 

£20(000 TO £24(900 . 

£25(000 TO £34(900 . 

£35(000 OR MORE. 

MEOIAN . , . . ..DOLLARS 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 

GROSS RENT 

RENTER occupied. 

LESS than £20. 

£20 TO £29 . 

£30 TO £39 . 

£40 TO £49 . 

£50 TO £59 . 

£60 TO £69 . 

£70 TO £79 . 

£80 TO £99 . 

£100 TO £119 . 

£120 OR MORE . 

NO CASH RENT . 

MEDIAN . DOLLARS 

CONTRACT RENT 

renter occupied. 

MEDIAN . DOLLARS 

VACANT AVAILABLE FOR RENT. 

MEOIAN RENT ASKED.DOLLARS 


16 536 


6 837 
5 193 
160 
2 346 


979 
3 475 
12 082 


4 971 
11 565 


14 894 
1 642 


10 772 
3 316 
200 
2 248 


1 299 
302 
140 
14 795 


14 319 
1 067 
1 ISO 


10 128 
5 561 
847 


287 

063 

843 

795 

646 

159 

736 

379 

372 

248 

46 

900 

67 


3 878 
16 
101 
177 
292 
540 
641 
626 
696 
316 
169 
304 
70 


3 574 
55 
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State and Small Areas 


Table 30.—Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

I960—Con. 

[Based on sample; see text. Median not shown where base is less than. 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 

WASHER-DRYER COMBINATION . 

NONE . . . 


CLOTHES DRYER 


GAS heated .... 
ELECTRICALLY HEATED 
NONE. 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 
2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNIT I 

1 . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO sets 


1 . . . . 

2 OR MORE 
NONE . . . 


VALUE 


OWNER OCCUPIED 
LESS THAN SStOOO . 
*5.000 TO *7 1 400 . 
*7.500 TO *9.900 . 
*10.000 TO *12.400 
*12.500 TO *14.900 
*15.000 TO *17.400 
*17.500 TO *19.900 
*20.000 TO *24.900 
*25.000 TO *34.900 
*35.000 OR MORE. . 


MEDIAN . DOLLARS 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 


GROSS RENT 

RENTER occupied. 

LESS than *20. .... . 

*20 TO *29 . 

*30 TO *39.. 

*40 TO *49 . 

*50 TO *59 ... . . 

*60 TO *69 . 

*70 TO *79 ..... . 

seo TO *99 . 

*100 TO *119 . 

*120 OR MORE . 

NO CASH RENT . 

median . DOLLARS 


contract RENT 


RENTER OCCUPIED. 

median . .... DOLLARS 

VACANT AVAILABLE FOR RENT. . . . . . 
MEDIAN RENT ASKED.DOLLARS 


CRAWFORD 

Dallas 

DAVIS 

DECATUR 

DELAWARE 

DES 

MOINES 

DICKINSON 

EMMET 

FAYETTE 

FLOYD 

FRANKLIN 

5 668 

7 776 

2 913 

3 336 

5 174 

14 286 

3 984 

4 424 

8 533 

6 524 

4 884 

4 360 

4 655 

2 221 

2 434 

3 630 

5 038 

2 628 

2 990 

5 846 

4 075 

3 219 

701 

1 858 

360 

355 

883 

6 781 

739 

958 

1 770 

1 677 

1 100 

41 

186 

17 

• • • 

161 

341 

106 

36 

39 

148 

20 

546 

1 077 

315 

547 

500 

2 126 

511 

440 

878 

624 

545 

161 

561 

288 

42 

491 

1 890 

216 

604 

387 

596 

219 

1 097 

1 168 

351 

356 

714 

1 576 

893 

549 

1 749 

944 

1 128 

4 410 

6 047 

2 274 

2 938 

3 969 

10 820 

2 873 

3 271 

6 397 

4 984 

3 537 

1 972 

2 655 

1 207 

998 

1 978 

3 056 

1 399 

1 637 

3 310 

2 598 

2 085 

3 696 

5 121 

1 706 

2 338 

3 196 

11 230 

2 585 

2 787 

5 223 

3 926 

2 799 

4 738 

6 993 

2 449 

2 461 

4 229 

13 030 

3 634 

4 075 

7 451 

5 910 

4 469 

930 

783 

464 

875 

945 

1 256 

350 

349 

1 082 

614 

415 

3 799 

4 974 

1 890 

2 148 

3 744 

8 680 

2 846 

3 047 

5 576 

4 358 

3 219 

959 

1 550 

494 

544 

658 

3 265 

753 

925 

1 650 

1 365 

1 004 

175 

182 

34 

21 

125 

362 

59 

64 

274 

149 

87 

735 

1 070 

495 

623 

647 

1 979 

326 

388 

1 033 

652 

574 

323 

623 

240 

210 

121 

1 040 

267 

258 

217 

316 

301 

61 

213 

25 

63 

61 

304 

• • i 

91 

18 

43 

50 

22 

135 

17 

21 

20 

132 

• * • 

• « • 

116 

43 

48 

5 262 

6 805 

2 631 

3 042 

4 972 

12 790 

3 717 

4 075 

8 182 

6 122 

4 485 

5 028 

6 892 

2 537 

1 

2 459 

4 504 

12 095 

i 

3 176 

3 257 

7 217 

3 343 

4 382 

101 

166 

» • • 1 

21 

63 

711 

111 

67 

286 

212 

89 

339 

718 

376 

856 

607 

1 480 

697 

1 100 

1 030 

769 

413 

3 878 

4 477 

2 205 

2 334 

3 237 

8 645 

2 519 

2 848 

4 883 

3 465 

2 824 

1 550 

2 803 

497 

794 

1 694 

4 676 

1 347 

1 306 

3 444 

2 637 

1 862 

240 

496 

211 

206 

243 

965 

1 

lie 

270 

206 

422 

198 

2 450 

3 747 

948 

i 377 

2 045 

e 603 

1 991 

2 229 

3 922 

3 170 

1 997 

654 

805 

368 

849 

304 

1 160 

396 

270 

972 

524 

374 

584 

1 077 

241 

240 

464 

1 787 

461 

407 

950 

725 

338 

377 

637 

110 

128 

376 

1 841 

353 

424 

703 

584 

380 

350 

492 

74 

96 

306 

1 573 

272 

456 

548 

589 

400 

215 

269 

32 

24 

165 

916 

205 

288 

268 

323 

220 

133 

235 

67 

20 

123 

500 

127 

167 

206 

186 

139 

56 

97 

12 

8 

35 

213 

50 

118 

116 

119 

60 

49 

83 

12 

4 

47 

342 

53 

58 

89 

69 

26 

20 

32 

8 

8 

21 

192 

48 

25 

54 

33 

33 

12 

• • • 

4 

• • • 

4 

79 

26 

16 

16 

16 

7 

7 400 

7 500 

6 lOO 

5 000- 

7 900 

9 300 

8 500 

10 100. 

7 600 

8 900 

9 300 

21 

39 

10 

34 

7 

51 

14 

30 

40 

44 

39 

925 

1 616 

498 

589 

864 

3 785 

826 

897 

1 503 

1 309 

812 

8 

20 

14 

13 

8 

33 

t • ■ 

t • t 

12 

18 

t t * 

41 

32 

37 

40 

32 

144 

11 

21 

65 

63 

16 

35 

104 

59 

103 

65 

206 

31 

55 

120 

106 

35 

138 

152 

68 

63 

123 

394 

70 

63 

112 

200 

70 

114 

262 

78 

113 

93 

512 

164 

104 


130 

86 

128 

293 

49 

94 

130 

724 

131 

139 


17,7 

93 

127 

221 

54 

16 

55 

574 

115 

170 


173 

103 

157 

253 

45 

51 

124 

574 

128 

170 

217 

219 

125 

48 

84 

14 

13 

67 

257 

60 

46 

82 

78 

52 

20 

12 

8 

8 

15 

108 

17 

33 

62 

25 

34 

109 

183 

72 

73 

152 

259 

99 

^4 

214 

100 

196 

66 

65 

54 

53 

63 

67 

67 

71 

66 

64 

71 

816 

1 433 

426 

516 

712 

3 526 

727 

803 

1 269 

1 209 

616 

46 

49 

40 

- 35 

43 

51 

48 

54 

48 

44 

51 

26 

93 

34 

57 

53 

224 

85 

56 

121 

35 

59 

• • * 


... 

... 

... 

46 

... 

... 

••• 

• 

... 
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Table 30.—Financial Characteristics and Selected Equipment, for Counties Outside SMSA's: 

1960—Con. 


[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Secs 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . . . . 

clothes washing machine 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE. 


CLOTHES DRYER 


GAS HEATED . . . . . 
ELECTRICALLY HEATED 
NONE. 


HOME POOD FREEZER 


I OR MORE 
NONE • • • 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 

2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNITl 

.. 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . 

2 OR MORE 
NONE . . 


VALUE 


owner occupied . 

LESS than SSiOOO . 

$5,000 To $7,400 . 

$7,500 TO $9,900 . 

$10,000 TO $12,400 . 

$12,500 TO $14,900 . 

$15,000 TO $17,400 . 

$17,500 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 TO $34,900 . 

$35,000 OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE. . 
MEDIAN PRICE ASKED . 


GROSS RENT 

renter OCCUPIED. . . . 
LESS than $20.. 

$20 TO $29 ........ 

$30 TO $39 . 

$40 TO $49 .. 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$B0 TO $99 ........ 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN .......... 


CONTRACT RENT 

renter occupied. 

MEDIAN.. . . 

VACANT available FOR RENT. . 
MEDIAN RENT ASKED. 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


FREMONT 



GUTHRIE 

HAMILTON 

HANCOCK 

Hardin 

HARRISON 

HENRY 

HOWARD 

HUMBOLDT 

3 395 

4 

730 

4 

461 

4 483 

6 

292 

4 

394 

7 

365 

5 

519 

5 506 

3 763 

3 961 

m 

2 

646 

3 

194 

3 236 

3 

362 

2 

826 

4 

709 

■ 


3 083 

3 043 

2 398 

Wj/M 

1 

643 


B16 

855 

2 

017 

1 

202 

1 

857 


202 

1 640 

350 

1 136 



45 


124 

37 


162 


77 


63 


59 

96 

• . a 

23 

486 


396 


325 

355 


751 


269 


736 

■ 

566 

687 

370 

424 

70 


365 


326 

208 


841 


289 


620 


144 

694 

76 

297 

463 


957 

1 

023 

845 

1 

081 


946 

1 

531 

1 

144 

603 

613 

604 

2 862 

3 

408 

3 

112 

3 430 

4 

370 

3 

159 

5 

214 

4 

231 

4 209 

3 074 

2 660 

1 IBB 

2 

190 

2 

191 

2 019 

2 

319 

2 

253 

2 

636 

1 

732 

2 166 

1 326 

1 612 

2 207 

2 

540 

2 

270 

2 464 

3 

973 

2 

141 

4 

527 

3 

787 

3 318 

2 437 

2 369 

2 870 

4 

356 

4 

044 

4 029 

5 

732 

3 

968 

6 

844 

4 

637 

4 920 

2 999 

3 591 

525 


374 


417 

454 


560 


426 


521 


862 

586 

764 

390 

2 326 

3 

359 

2 

974 

3 186 

4 

107 

2 

972 

5 

052 

3 

635 

3 451 

2 833 

2 537 

652 


665 


919 

585 

1 

400 


923 

1 

205 


987 

1 144 

496 

984 

23 


16 


101 

44 


120 


98 


172 


138 

20 

110 

113 

394 


468 


467 

668 


665 


401 


936 


759 

691 

322 

347 

416 


4BB 


266 

304 


579 


154 


418 


860 

285 


193 

139 


155 


104 

44 


61 


39 


231 


138 

134 

>. • 

93 



24 


21 

43 


99 


39 


22 


96 

19 

43 

37 

2 840 

4 

063 

4 

070 

4 092 

5 

553 

4 

162 

6 

694 

4 

423 

5 068 

3 720 

3 658 

3 071 

4 

194 

4 

012 

3 763 

5 

391 

3 

779 

6 

419 

4 

743 

4 302 

2 626 

3 305 

69 


192 


124 

188 


285 


116 


213 


160 

79 

43 

129 

255 


344 


325 

532 


616 


499 


733 


616 

1 125 

692 

547 

2 492 

2 

650 

2 

665 

2 989 

4 

234 

3 

038 

4 

548 

3 

673 

3 596 

2 428 

2 356 

696 

1 

713 

1 

632 

1 305 

1 

742 

1 

126 

2 

560 

1 

409 

1 577 

1 093 

1 570 

207 


167 


164 

189 


316 


226 


257 


437 

333 

242 

55 

1 356 

2 

001 

1 

976 

1 743 

2 

766 

1 

736 

3 

641 

2 

361 

2 443 

1 575 

1 845 

6B6 


552 


231 

726 


500 


416 


638 


685 

643 

450 

451 

313 


484 


515 

462 


640 


403 


845 


636 

573 

466 

361 

169 


403 


413 

257 


496 


313 


692 


393 

439 

289 

250 

84 


216 


392 

160 


454 


266 


534 


220 

373 

200 

260 

72 


126 


147 

54 


274 


178 


385 


94 

199 

68 

213 

20 


73 


143 

25 


161 


85 


271 


65 

112 

33 

132 

8 


50 


31 

21 


93 


32 


127 


16 

36 

16 

74 



64 


36 

36 


99 


29 


103 


44 

44 

17 

72 

4 


29 


12 

• 1 . 


47 


4 


33 


4 

24 

16 

24 



4 


16 

. . a 


4 


6 


13 


4 

. a a 

... 

8 

6 000- 

7 

300 

6 

800 

5 800 

8 

700 

7 

900 

8 

700 

6 

200 

7 500 

6 800 

6 600 

23 


33 


5 

26 


40 


22 


39 


15 

30 

18 

15 

619 


614 


509 

720 

1 

379 


690 

1 

468 

1 

010 

1 198 

546 

584 



4 


. .. 

4 


9 


6 


83 


16 

24 

a . . 

4 

30 


19 


S 

37 


16 


12 


32 


12 

71 

24 

26 

98 


64 


9 

44 


89 


40 


102 


62 

82 

51 

53 

70 


56 


45 

96 


138 


72 


124 


116 

144 

62 

32 

76 


136 


84 

149 


203 


95 


240 


126 

151 

71 

lOO 

139 


136 


89 

105 


230 


72 


176 


154 

176 

72 

72 

72 


11'4 


82 

59 


164 


136 


160 


121 

97 

69 

71 

36 


124 


97 

112 


236 


67 


256 


133 

187 

83 

92 

11 


30 


41 

27 


81 


26 


63 


37 

61 

20 

25 

4 


7 



15 


53 


6 


23 


23 

32 

6 

33 

79 


120 


125 

72 


160 


132 


209 


208 

153 

86 

74 

59 


65 


70 

60 


67 


67 


63 


64 

63 

63 

65 

540 


694 


464 

646 

1 

219 


558 

1 

259 


602 

1 045 

460 

510 

34 


47 


50 

41 


51 


44 


45 


44 

45 

41 

46 

31 


87 


45 

26 


60 


27 


59 


26 

132 

57 

6 
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State and Small Areas 


Table 30.—Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s; 

I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-H) or minus (—) alter number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Auromobilcs Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Renr 
Conrract Rent 


SUBJECT 

IDA 

IOWA 

JACKSON 

JASPER 

JEFFER¬ 

SON 

JOHNSON 

JONES 

KEOKUK 

KOSSUTH 

LEE 

LOUISA 

LUCAS 

ALL OCCUPIED UNITS . . . 







3 

276 

4 

950 

6 

077 

11 

050 

4 

956 

15 

071 

5 

874 

4 

975 

7 

186 

13 

372 

3 

215 

3 

699 

CLOTHES WASHING MACHINE 






























WRINGER OR SPINNER . 







2 

456 

3 

385 

4 

127 

6 

487 

3 

327 

5 

359 

3 

723 

3 

520 

5 

189 

6 

529 



2 

391 

AUTOMATIC OR SEMI-AUTOMATIC. , 


, 






537 

1 

001 

1 

162 

2 

698 


889 

5 

220 

1 

428 


629 

1 

237 

4 

101 




715 

WASHER-DRYER COMBINATION . . , 


, 






19 


84 


38 


309 


38 


197 


77 


91 


115 


265 




77 

NONE. 

• 

• 

• 

• 

■ 

• 


264 


4B0 


750 

1 

556 


704 

4 

295 


646 


735 


645 

2 

477 


284 


516 

CLOTHES DRYER 































GAS HEATED ..... . 




. 


, 


140 


250 


510 

1 

538 


426 

1 

621 


360 


347 


347 


363 


110 


288 

ELECTRICALLY HEATED. 








485 

1 

481 

1 

079 

1 

854 


584 

2 

442 

1 

441 


902 

1 

891 

3 

151 


617 


493 

NONE. 

• 

• 

• 

• 

• 

• 

2 

651 

3 

219 

4 

488 

7 

658 

3 

948 

11 

008 

4 

073 

3 

726 

4 

948 

9 

858 

2 

488 

2 

91B 

HOME FOOD FREEZER 































1 OR MORE. 




. 


, 

1 

53B 

2 

000 

3 

001 

3 

133 

1 

445 

4 

342 

2 

898 

1 

869 

3 

217 

3 

437 

1 

502 


951 

NONE. 

• 

• 

• 

• 

• 

• 

1 

738 

2 

950 

3 

076 

7 

917 

3 

513 

10 

729 

2 

976 

3 

106 

3 

969 

9 

935 

1 

713 

z 

748 

TELEPHONE AVAILABLE 































YES... 






, 

2 

909 

4 

420 

5 

024 

9 

970 

4 

393 

14 

012 

5 

221 

4 

362 

6 

566 

11 

632 

2 

711 

3 

198 

NO. 

• 

• 

• 

• 

■ 

• 


367 


530 

1 

053 

1 

080 


565 

1 

059 


653 


613 


620 

1 

740 


504 


501 

AUTOMOBILES AVAILABLE 





































2 

446 

3 

241 

4 

276 

7 

827 

3 

193 

9 

301 

3 

704 

3 

215 

4 

761 

8 

292 

2 

273 

2 

588 







* 


377 


937 


947 

2 

024 

1 

164 

2 

980 

1 

225 


802 

1 

527 

2 

416 


573 


491 

3 OR MORE. 


* 






98 


208 


97 


176 


76 


583 


152 


113 


307 


313 


96 


62 

NONE. 

• 

• 

• 

• 

• 

• 


355 


564 


757 

1 

023 


525 

2 

207 


793 


845 


591 

2 

351 


273 


558 

AIR CONDITIONING 































ROOM UNITi 































1. 








1S9 


584 


323 


970 


253 

2 

120 


239 


387 


175 

1 

619 


99 


238 

2 OR MORE. 








B4 


124 


76 


413 


170 


391 


104 


82 


98 


551 


• • • 


57 

CENTRAL SYSTEM . 

* 







... 


146 


43 


193 


20 


287 


21 


« « • 


58 


293 


• t • 


19 

NONE. 

• 

• 

• 

• 

• 

• 

3 

033 

4 

096 

5 

635 

9 

474 

4 

515 

12 

273 

5 

510 

4 

506 

6 

855 

10 

909 

3 

116 

3 

385 

Television sets 


































. 




2 

920 

3 

991 

5 

069 

9 

451 

4 

058 

11 

830 

5 

141 

3 

984 

6 

435 

11 

321 

2 

660 

2 

780 

2 OR MORE. 








38 


335 


166 


659 


159 


609 


228 


113 


116 


651 


129 


172 

NONE. 

• 

• 

• 

• 

• 

• 


318 


624 


842 


940 


741 

2 

612 


505 


878 


635 

1 

400 


426 


747 

RADIO SETS 






































2 

022 

2 

870 

4 

051 

6 

699 

3 

110 

8 

255 

■ 


3 

350 

4 

002 

B 

410 

2 

093 

2 

561 

2 OR MORE. 







1 

054 

1 

791 

1 

673 

3 

925 

1 

595 

6 

047 



1 

256 

2 

897 

4 

046 


974 


820 

NONE. 

• 

• 

• 

• 

• 

• 


200 


289 


353 


426 


253 


769 




369 


287 


916 


148 


298 

Value 































OWNER OCCUPIED. 







1 

378 

1 

998 

2 

469 

5 

827 

2 

113 

6 

297 



2 

165 

2 

844 

7 

586 

1 

309 

1 

641 

LESS THAN SSfOOO . 








288 


352 


370 


926 


445 


384 


495 

1 

077 


557 

1 

570 


439 


668 

»5iOOO TO $7t400 . . . 








389 


469 


508 

1 

083 


505 


451 


474 


564 


695 

1 

738 


359 


385 

*7i500 TO $9*900 . 








230 


354 


443 

1 

249 


300 


548 


396 


252 


485 

1 

322 


208 


256 

$10*000 TO $12*400 . 








205 


307 


504 

1 

144 


322 


775 


448 


152 


512 

1 

166 


139 


134 

$12*500 TO $14,900 ...... 








114 


195 


219 


597 


199 


994 


239 


56 


208 


644 


68 


79 

$15*000 TO $17*400 . 








72 


104 


203 


383 


144 

1 

047 


132 


20 


176 


397 


24 


40 

$17*500 TO $19*900 . 








36 


118 


123 


160 


94 


711 


115 


12 


99 


213 


40 


17 

$20*000 TO $24,900 . 








28 


63 


75 


154 


53 


729 


97 


24 


56 


252 


4 


2B 

$25*000 TO $34*900 . 








16 


28 


24 


83 


42 


489 


20 


8 


48 


168 


8 


30 

$35*000 OR MORE. 








. - . 


8 


. • . 


48 


9 


169 


a 


• • 


8 


116 


• • 


4 

MEDIAN . 


DOLLARS 


7 

600 

8 

800 

9 

500 

9 

300 

a 

400 

15 

000 

9 

000 

5 

000 

8 

400 

B 

400 

6 

O 

O 

6 

000 

VACANT AVAILABLE FOR SALE. 








7 


16 


24 


63 


37 


75 


9 


48 


23 


89 


16 


20 

median PRICE ASKED . 


DOLLARS 



... 




... 


... 


... 


... 


... 


... 


... 


... 


... 


... 

GROSS rent 































RENTER OCCUPIED. 








486 


B60 

1 

395 

2 

340 

1 

152 

5 

566 

1 

273 


694 

1 

285 

3 

320 


649 


735 

LESS THAN $20. 








9 


17 


- - - 


26 


7 


52 


8 


16 


4 


45 


a 


32 

$20 TO $29 . 








17 


• • . 


28 


67 


35 


120 


B 


44 


35 


144 


13 


61 

$30 TO $39 . 








28 


84 


96 


160 


83 


221 


55 


69 


72 


250 


66 


85 

$40 TO $49 . 








67 


90 


161 


279 


134 


266 


84 


102 


107 


439 


64 


101 

$50 TO $59.. 








58 


126 


173 


349 


212 


325 


146 


68 


147 


692 


92 


101 

$60 TO $69 . 








46 


132 


180 


375 


139 

1 

143 


14B 


60 


253 


535 


113 


87 

$70 TO $79 . 








71 


72 


168 


349 


167 


687 


178 


44 


186 


347 


56 


46 

$80 TO $99 .......... 








67 


147 


267 


326 


193 

1 

220 


262 


86 


187 


339 


60 


90 

$100 TO $119 . 








21 


33 


101 


156 


54 


584 


122 


24 


71 


132 


16 


19 

$120 OR MORE . 








17 


^ . 


52 


57 


24 


549 


43 


13 


23 


45 


4 


• • t 

NO CASH RENT . 








85 


159 


169 


195 


104 


399 


219 


168 


200 


332 


153 


113 

MEDIAN . 


DOLLARS 



65 


63 


69 


65 


64 


77 

■ 



55 


67 


59 


60 


53 

CONTRACT rent 



















■ 












RENTER OCCUPIED. 








401 


701 

1 

226 

2 

144 

1 

048 

5 

167 

■ 



526 

1 

085 

2 

988 


494 


622 

MEDIAN . . 

• 

DOLLARS 

• 


46 


41 


47 


52 


51 


70 




33 


47 


46 


38 


39 

VACANT available FOR RENT. 








23 


24 


50 


103 


95 


193 

■ 



13 


78 


287 


42 


29 

MEDIAN RENT ASKED. 


DOLLARS 

• 












... 

■ 



... 


... 


37 


... 


... 
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Table 30. —Financial Characteristics and Selected Equipment, por Counties Outside SMSA’s; 

I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-h) or minus (-) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 




MONONA 

MONROE 

MONT¬ 

GOMERY 

MUSCA¬ 

TINE 

O'BRIEN 

3 612 

4 153 

4 431 

ms 

■HI 

10 862 

5 823 

■ 


3 135 

2 587 

2 765 

5 393 

4 347 



818 

369 

1 582 

3 147 

853 

120 

74 

46 

• t • 

104 

302 

123 

364 

296 

432 

333 

441 

2 020 

500 

352 

153 

211 

293 

265 

550 

552 



671 


842 

2 389 

1 207 



3 549 


3 785 

7 923 

4 064 

mi 


1 443 

863 

1 857 

2 987 

2 355 

2 217 


2 98B 

2 426 

3 035 

7 875 

3 468 

3 153 


3 651 

2 518 

4 591 

9 608 

5 272 

459 

535 

780 

771 

301 

1 254 

551 

2 257 

2 954 

2 920 

1 951 

3 217 

6 682 

4 175 

783 

775 

870 

441 

978 

2 010 

1 060 

95 

71 

76 

140 

32 

254 

38 

477 

353 

565 

757 

665 

1 916 

550 

640 

58 

431 

253 

826 

852 

406 

178 

18 

57 

23 

242 

233 

42 

35 


• « * 

• 1 • 

t • * 

122 

• $ t 

2 759 

4 077 

3 943 

3 013 

3 824 

9 655 

5 375 

3 149 

3 588 

3 766 

2 783 

4 196 

9 264 

5 218 

123 

94 

89 

85 

127 

655 

124 

340 

471 

554 

421 

569 

943 

481 

2 277 

2 681 

3 110 

2 282 

2 918 

6 089 

3 411 

1 125 

1 260 

1 053 

689 

1 7B4 

3 972 

2 198 

210 

212 

268 

318 

190 

801 

214 

1 495 

1 865 

1 729 

1 357 

2 281 

5 715 

2 805 

557 

438 

660 

610 

680 

962 

498 

340 

468 

449 

371 

461 

1 266 

686 

235 

300 

226 

180 

349 

1 027 

550 

146 

297 

217 

96 

339 

999 

435 

97 

144 

61 

51 

224 

559 

256 

47 

107 

68 

12 

118 

337 

168 

24 

40 

28 

21 

40 

177 

108 

32 

42 

16 

12 

31 

175 

48 

13 

29 

4 

4 

39 

154 

40 

4 


I r t 

... 

• f $ 

59 

16 

6 400 


6 100 

5 500 

7 500 

9 000 

8 500 

23 


19 

4 

31 

47 

11 

854 


B87 

6B9 

1 103 

3 217 

1 029 

73 


13 

9 

4 

52 

8 

49 


46 

39 

48 

133 

37 

54 

64 

100 

92 

46 

225 

70 

78 

95 

158 

92 

136 

459 

89 

142 

112 

102 

125 

199 

463 

129 

73 

43 

109 

77 

159 

581 

117 

66 

73 

105 

42 

109 

380 

157 

107 

63 

115 

62 

188 

430 

217 

32 

33 

21 

U 

79 

189 

42 

16 

11 

4 

1» 

21 

62 

17 

164 

92 

114 

123 

114 

242 

l46 

56 

57 

57 

54 

64 

63 

69 

690 

506 

773 

566 

989 

2 97t 

8B3 

45 

43 

38 

36 

49 

46 

47 

18 

23 

611 

26 

76 

IB! 

••• 


LYON 


ALL OCCUPIED UNITS . . . • 

CLOTHES washing MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . • 
WASHER-DRYER COMBINATION .... 
NONE. 

CLOTHES DRYER 

GAS HEATED . 

ELECTRICALLY HEATED. 

NONE. 

HOME FOOD FREEZER 

I OR MORE. .... . 

NONE. 

TELEPHONE AVAILABLE 

YES. 

NO. 

AUTOMOBILES AVAILABLE 

1. 

a. 

3 OR MORE. 

NONE. 


AIR conditioning 

ROOM UN IT I 

I. 

Z OR MORE. 

CENTRAL SYSTEM . 

NONE. 

TELEVISION sets 

.. 

2 OR MORE. 

NONE. 

RADIO SETS 

.. 

2 OR MORE. 

NONE. 

VALUE 

OWNER occupied . 

LESS than SStOOO . 

$51000 TO S71 400 . 

$7,500 TO $9,900 . 

$10,000 TO $12(400 . 

$12,500 TO $14,900 . 

$15,000 TO $17,400 . 

$17,500 TO $19(900 . 

$20,000 TO $24,900 . . 

$25,000 TO $34,900 . 

$35,000 OR MORE. 

MEDIAN . DOLLARS 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 


GROSS rent 


RENTER OCCUPIED. 

LESS THAN $20. . 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $49 . 

$50 TO ... 

$60 TO $69.. 

$70 TO $79 . 

$B0 TO $99 . 

$100 TO ..* • 

$120 OR MORE. 

NO CASH rent ... . 

median . DOLLARS 


CONTRACT RENT 


renter occupied. 

MEDIAN . DOLLARS 

VACANT AVAILABLE FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 


MADISON 


3 996 


3 356 
501 
20 
313 


32B 

1 322 

2 540 


2 049 
2 141 


3 715 
475 


2 793 
867 
IBO 
350 


137 

4 053 


3 502 
3B 
650 


2 7B0 
1 117 
293 


591 
36 B 
430 
302 
213 
122 
96 
28 
20 
8 


649 

3 

46 

83 

67 

64 

108 

78 

53 

36 

8 

103 

61 


546 

40 


2 761 
721 
39 
475 


313 
504 
3 179 


1 549 

2 447 


3 579 
417 


2 894 
645 
77 
380 


156 

40 

41 
3 759 


3 650 
57 
269 


2 621 
1 240 
135 


1 426 
349 
429 
244 
167 
139 
58 
12 
16 
8 
4 

7 100 


721 

50 

59 

76 

107 

101 

64 

112 

15 

15 

120 

61 


601 

42 


MAHASKA 


7 639 


MARION 


marshall 


7 733 


4 819 
1 708 
1B2 
930 


735 
1 0B9 
5 815 


2 254 
5 385 


6 784 
855 


4 870 
1 391 
200 
978 


598 
84 
104 
6 853 


6 280 
265 
1 094 


4 641 
2 542 
456 


3 521 
910 
863 
614 
473 
275 
160 
84 
82 
40 
20 
7 500 

42 


618 

8 

92 

139 

260 

219 

242 

209 

178 

54 

16 

201 

60 


1 417 
46 


76 


5 195 
1 505 
SB 
975 


629 
1 500 
5 604 


2 652 
5 081 


6 427 
1 306 


5 155 
1 296 
118 
1 164 


783 
149 
147 
6 654 


6 636 
204 
893 


5 032 
2 355 
346 


3 B44 
928 
761 
638 
652 
415 
176 
98 
118 
46 
12 
8 400 


31 


756 

20 

91 

197 

228 

219 

247 

197 

240 

62 

32 

223 

60 


1 533 
44 


6 484 
3 599 
1B6 
1 682 


1 145 

2 180 
8 626 


4 189 
7 762 


11 098 
853 


7 808 
2 291 
244 
1 608 


843 
348 
120 
10 640 


10 707 
591 
653 


6 599 
4 892 
460 


6 420 
818 
1 002 
1 139 
1 170 
826 
614 
302 
292 
177 
80 

10 500 
56 


56 

182 

228 

304 

417 

411 

534 

267 

168 

290 

72 


2 567 
58 
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State and Small Areas 


Table 30. —Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION .... 

NONE. 


CLOTHES DRYER 


GAS heated .... 
ELECTRICALLY HEATED 
NONE. 


HOME FOOO FREEZER 


1 OR MORE 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 
2 . . . . 

3 OR MORE 
NONE . . . 


AIR CONDITIONING, 


ROOM UNIT I 

1 . 

2 OR MORE. . 
central SYSTEM 
NONE. 


television SETS 


1 . . . . 

2 OR MORE 
None . . 


raoio sets 


1 . . . . 

2 or more 
NONE . . 


value 


OWNER OCCUPIEO 
LESS than SSiOOO . 
S5.000 TO S7.400 . 
S7(500 TO S9t900 . 
SlOiOOO TO S12i400 
$12i500 TO 514(900 
515(000 TO 517(400 
517(500 TO 519(900 
520(000 TO 524(900 
525(000 TO 554(900 
535(000 OR MORE. . 


MEOIAN . DOLLARS 

VACANT AVAILABLE FOR SALE. 

MEOIAN PRICE ASKED ....... DOLLARS 


GROSS RENT 

RENTER occupied. 

LESS THAN 520. 

520 TO 529 . 

550 TO 539 . 

540 TO 549 . 

550 TO 559 . 

560 TO 569 . 

570 TO 579 . . 

580 TO 599 . 

5100 TO 5119 . 

5120 OR MORE . 

NO CASH RENT.. 

MEOIAN . DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 

median . dollars 

VACANT available FOR RENT.. 

MEDIAN RENT ASKED. ....... DOLLARS 


OSCEOLA 

PAGE 

PALO 

PLYMOUTH 

POCA¬ 

POWE¬ 

RINGGOLD 

SAC 

SHELBY 

SIOUX 

STORY 

TAMA 



ALTO 


HONTAS 

SHIEK 













2 969 

6 761 

4 220 

6 615 

4 241 

5 

769 

2 

658 

5 

284 

4 

488 

7 

465 

14 

195 

6 

716 

2 305 

3 849 

2 930 

4 955 

3 258 

■ 

■ 

2 

107 

3 

756 

3 

340 

5 

568 

5 

246 

4 

722 

407 

1 567 

744 

1 137 

609 




258 

1 

065 


806 

1 

198 

6 

015 

1 

338 

44 

161 

85 

74 

54 




.. . 


60 


81 


80 


278 


38 

213 

1 184 

461 

649 

320 


711 


273 


403 


261 


619 

2 

658 


618 

257 

414 

189 

250 

289 


521 


115 


289 


332 


725 

1 

329 


117 

1 042 

758 

787 

1 338 

873 

1 

001 


412 


953 


695 

1 

828 

2 

806 

1 

689 

1 690 

5 589 

3 244 

5 227 

3 079 

4 

247 

Z 

111 

4 

042 

3 

461 

4 

912 

10 

060 

4 

910 

1 219 

2 026 

1 509 

2 619 

1 621 

2 

046 

1 

Oil 

2 

444 

2 

185 

3 

295 

3 

759 

3 

201 

1 750 

4 735 

2 711 

4 196 

2 620 

3 

723 

1 

627 

2 

840 

2 

303 

4 

172 

10 

436 

5 

515 

2 634 

6 096 

3 608 

6 087 

3 850 

5 

312 

2 

185 

4 

748 

4 

093 

6 

934 

12 

890 

6 

000 

335 

665 

612 

728 

391 


457 


455 


536 


395 


531 

1 

305 


716 

1 978 

4 436 

5 040 

4 693 

3 054 

5 

826 

1 

959 

3 

585 

3 

485 

4 

797 

9 

157 

4 

632 

693 

1 065 

728 

1 282 

626 

1 

017 


359 

1 

021 


440 

1 

927 

3 

051 

1 

065 

24 

107 

81 

72 

134 


183 


... 


61 


112 


116 


551 


59 

274 

1 153 

371 

768 

447 


743 


320 


617 


451 


625 

1 

456 


960 

42 

972 

142 

461 

283 


599 


121 


196 


511 


458 

2 

533 


314 

.. • 

219 

40 

133 

19 


189 


83 


40 


79 


97 


311 


80 

42 

146 

84 

137 

18 


43 


21 


20 


62 


117 


369 


20 

2 885 

5 424 

3 954 

6 084 

5 921 

4 

938 

2 

413 

5 

028 

3 

836 

6 

795 

11 

182 

6 

302 

2 496 

5 567 

3 308 

6 065 

3 664 

4 

955 

2 

306 

4 

490 

4 

028 

5 

686 

11 

469 

5 

766 

64 

244 

18 

149 

16 


202 


21 


79 


80 


255 

1 

113 


199 

409 

950 

894 

601 

559 


612 


311 


715 


380 

1 

524 

1 

613 


751 

2 138 

3 959 

2 936 

4 549 

2 808 

3 

195 

1 

757 

3 

325 

3 

209 

4 

910 

7 

046 

3 

871 

789 

2 474 

1 243 

1 878 

1 258 

2 

317 


797 

1 

677 

1 

182 

2 

381 

6 

519 

2 

506 

42 

328 

41 

388 

175 


259 


84 


282 


97 


174 


650 


339 

1 252 

3 110 

1 817 

2 803 

1 756 

2 

441 


860 

2 

308 

1 

715 

3 

538 

6 

658 

2 

944 

335 

760 

559 

521 

473 


501 


516 


474 


430 


866 


650 


824 

235 

682 

595 

565 

383 


522 


180 


588 


353 


697 


770 


803 

328 

566 

281 

542 

347 


431 


80 


406 


286 


733 


809 


550 

126 

418 

504 

411 

222 


328 


32 


355 


347 


577 


917 


306 

134 

232 

112 

279 

146 


242 


24 


243 


135 


275 


954 


184 

49 


102 

262 

89 


169 


20 


122 


100 


160 


889 


150 

21 

85 

25 

98 

48 


82 


4 


46 


32 


100 


552 


74 

24 

82 

12 

65 

36 


95 


4 


26 


28 


61 


653 


57 

... 

60 

27 

53 

8 


66 


... 


35 


24 


56 


377 


16 

7 900 

24 

... 

9 

4 


5 


... 


13 


... 


13 


107 


... 

8 000 

7 200 

9 000 

7 700 

8 

600 

5 000- 

8 

100 

8 

300 

8 

200 

15 

000 

7 

000 

16 

49 

35 

25 

17 


15 


... 


17 


21 


20 


76 


21 

384 

1 798 

718 

1 546 

570 

1 

157 


356 


965 


690 

1 

075 

4 

852 

1 

040 

4 

34 

11 

8 

16 


13 


4 


80 


4 


4 


20 


16 

8 

70 

28 

72 

19 


34 


11 


23 


26 


28 


108 


32 

24 

200 

57 

98 

27 


86 


34 


67 


13 


66 


262 


111 

23 

228 

83 

197 

66 


143 


35 


69 


59 


154 


865 


1S2 

65 

263 

104 

123 

70 


152 


47 


106 


93 


144 


527 


156 

45 

269 

72 

167 

51 


173 


39 


107 


95 


184 


613 


112 

40 

172 

64 

145 

79 


120 


24 


154 


76 


176 


515 


92 

66 

234 

124 

198 

117 


168 


50 


133 


197 


122 


720 


141 

12 

101 

45 

72 

36 


79 


15 


40 


62 


27 


435 


27 

12 

40 

19 

39 

4 


59 


7 


28 


4 


20 


433 


16 

89 

187 

111 

227 

83 


150 


92 


156 


61 


150 


354 


185 

66 

60 

63 

64 

69 


65 


61 


65 


73 


64 


68 


57 

295 

1 611 

607 

1 119 

467 

1 

027 


264 


807 


629 


925 

4 

498 


855 

49 

46 

45 

46 

44 


50 


36 


45 


52 


40 


56 


42 

43 

150 

62 

44 

63 


38 


17 


57 


34 


118 


241 


65 


51 
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Table 30. Financial Characteristics and Selected Equipment, por Counties Outside SMSA’s: 

1960—Con. 

[Based on sample; see text. Median not shown where base is leas than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Cloches Washing 
Machine 
Cloches Dryer 
Horae Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Condicioning 
Television Secs 
Radio Sets 
Value 
Gross Rene 
Contract Rene 


SUBJECT 


ALL OCCUPIED UNITS ... . 
CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 

Washer-dryer combination . . 

NONE . . . 


CLOTHES ORYER 


gas heated . 

electrically heated. 

NONE. 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


telephone available 


YES. 
NO . 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNITl 

1. 

2 OR MORE, , 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


1 . 

2 OR MORE. 
NONE . . . 


RADIO SETS 


2 OR more. 
NONE . . . 


VALUE 


OWNER OCCUPIED 
LESS THAN SStOOO . 
SSiOOO TO S7(400 . 
S7(500 TO S9t900 . 
SIO.OOO TO $12(400 
$12(500 TO $14(900 
$15(000 TO $17(400 
$17(500 TO $19(900 
$20(000 TO $24(900 
$25(000 TO $34(900 
$35(000 OR MORE. . 

median . 


dollars 


VACANT AVAILABLE FOR SALE. ..... 
median PRICE ASKED . DOLLARS 


GROSS RENT 


RENTER OCCUPIED. 
LESS THAN $20. . . , 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $49 . 

SSO TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$80 TO $99 . 

$100 TO $119 .... 
$120 OR MORE .... 
NO CASH rent .... 
MEDIAN . 


DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN . . . 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. 


dollars 

DOLLARS 


TAYLOR 

UNION 

VAN 

8UREN 

WAPELL 

WARREN 

WASH¬ 

INGTON 

. 3 49 

9 4 65 

2 3 24 

14 65£ 

6 12 

6 035 

. 2 59 

2 72 

2 4U 

7 43£ 

3 22' 

3 872 

. 44i 

1 22 

472 

4 285 

1 942 

1 285 

. 7( 

5 

.. 

466 

6 

43 

. 38, 

64 

36C 

2 466 

891 

855 

. 2C 

211 

25S 

1 600 

736 

717 

. S5S 

87e 

5U 

1 950 

1 054 

809 

. 2 92C 

5 564 

2 469 

11 109 

4 335 

4 509 

. 1 199 

1 136 

901 

2 575 

2 132 

2 705 

. 2 300 

5 516 

2 541 

12 084 

3 993 

3 330 

. 3 076 

4 094 

2 799 

12 897 

5 447 

5 448 

. 423 

55a 

445 

1 762 

678 

587 

. 2 525 

3 023 

2 130 

a 931 

4 431 

3 838 

. 408 

904 

554 

2 988 

1 018 

1 222 

. 58 

80 

20 

196 

156 

208 

. 508 

645 

538 

2 544 

520 

767 

. 161 

554 

59 

1 175 

561 

482 

. 39 

95 

40 

305 

145 

5a 

• 19 

16 

• t t 

170 

65 


. 3 280 

4 187 

3 143 

13 009 

5 354 

5 495 

. 2 703 

3 988 


12 616 

S 385 

4 823 

• 19 

16 


522 

236 

136 

777 

648 


1 521 

504 

1 076 

2 352 

2 834 


9 584 

3 863 

3 824 

1 046 

1 707 

729 

3 367 

1 935 

1 600 

101 

111 

277 

1 708 

327 

611 

1 386 

2 389 

1 263 

9 247 

2 853 

2 683 

686 

933 

818 

2 498 

404 

667 

375 

542 

253 

2 354 

463 

574 

189 

341 

100 

1 649 

430 

462 

100 

263 

44 

1 160 

515 

424 

16 

107 

12 

702 

430 

228 

12 

94 

12 

575 

271 

ISO 

• • • 

55 

12 

158 

161 

81 

4 

36 

8 

182 

132 

53 

4 

10 

• * • 

113 

43 

40 

• • f 

B 

4 

56 

4 

4 

S 000 

6 200 

5 000- 

7 300 

10 600 

8 000 

26 

15 

31 

156 

83 

28 

399 

997 

458 



1 212 

12 

4 

14 



19 

21 

27 

47 



62 

37 

116 

48 

404 

55 

86 

48 

159 

94 



135 

101 

181 

56 



125 

44 

168 

28 

468 

170 


36 

77 

37 

305 

116 


20 

64 

15 

388 

121 

1 

4 

36 

5 

187 

61 

1 

• • • 

12 

5 

107 



76 

153 

109 

261 

134 

153 

54 

n 


59 

62 

65 

323 



3 014 

968 

1 059 

55 



47 

47 

Hil 

19 

HD 


277 

65 


• • • 

HBB 


39 

... 



WAYNE 


3 471 


2 629 
353 
44 
445 


44 
499 
2 928 


1 473 
1 998 


2 725 
746 


2 512 
457 
59 
443 


WEBSTER 


213 

57 


600 

147 

724 


2 294 
1 007 
170 


1 444 
924 
287 
132 
62 
29 
10 


5 000- 
28 


524 

21 

72 

63 

61 

53 

26 

32 

11 

4 

8 

173 

43 


351 

29 


7 290 
4 793 
316 
2 548 


2 044 
2 252 
10 671 


3 847 
11 100 


13 459 
1 488 


8 719 
3 884 
326 
2 018 


949 

215 

85 

13 698 


12 837 
494 
1 616 


8 814 
5 663 
470 


WINNE¬ 

BAGO 


4 010 


7 694 
1 025 
1 289 
1 197 
1 362 
1 053 
672 
387 
336 
220 
153 

10 600 
68 


4 160 
44 
154 
267 
404 
578 
627 
483 
687 
400 
227 
289 
68 


3 871 
57 


423 

56 


2 452 
1 098 
19 
441 


174 

1 003 

2 833 


1 460 

2 550 


3 640 
370 


3 079 
620 
18 
293 


116 
20 
39 
3 835 


3 462 
119 
429 


2 451 
1 325 
234 


1 701 
324 
375 
300 
309 
152 
117 
49 
47 
12 
16 

8 800 
22 


683 

12 

27 

67 

56 

110 

101 

79 

93 

47 

4 

87 

63 


596 

45 


WINNE¬ 

SHIEK 


4 490 
983 


585 
914 
4 652 


2 733 

3 218 


5 306 
645 


5 855 
1 230 
121 
745 


177 
18 
78 
5 678 


4 937 
40 
974 


3 388 
2 359 
204 


2 031 
415 
412 
364 
256 
205 
154 
87 
103 
23 
12 
B 800 

22 


983 

4 

48 

70 

72 

196 

147 

ISO 

105 

54 

4 

153 

62 


830 

47 


Worth wright 


2 138 
723 
37 
218 


291 
421 
2 404 


1 452 
1 664 


2 795 
321 


2 102 
619 
43 
352 


127 


36 
2 953 


2 583 
187 
346 


1 877 
1 101 
138 


1 141 
239 
274 
274 
157 
110 
51 
24 
12 


a 000 

27 


420 

4 

9 

28 

56 

73 

74 
59 

57 
22 

4 

34 

63 


386 

45 


3 440 
2 109 
88 
465 


791 
1 217 
4 094 


2 371 

3 731 


5 576 
526 


3 685 
1 730 
215 
472 


413 

82 


5 607 


5 336 
197 
569 


3 684 
2 078 
340 


2 908 
648 
698 
548 
387 
244 
160 
81 
101 
25 
16 

8 000 
15 


1 171 

*36 

69 

79 

132 

218 

147 

245 

88 

21 

138 

69 


1 033 
48 
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State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties; 1960 
[Some data baaed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

ADAIR 

ADAMS 

ALLA¬ 

MAKEE 

APPA¬ 

NOOSE 

AUDUBON 

BENTON 

SLACK 

HAWK 

_ 

aooNE 

BREMER 

BUCHANAN 

BUENA 

Vista 

BUTLER 

ALL HOUSING UNITS. ......... 

2 

272 

1 

491 

2 

029 

2 

311 

1 081 

2 

617 

3 

546 

2 

686 

2 

709 

2 

643 

2 

606 

3 

588 

TENURE. COLOR. AND VACANCY STATUS 

























OCCUPIED . 

1 

908 

1 

180 

1 

589 

1 

666 


843 

2 

245 

3 

066 

2 

285 

2 

467 

2 

100 

2 

227 

3 

220 

owner OCCUPIED . 

1 

439 


824 

1 

084 

1 

312 


607 

1 

698 

2 

445 

1 

612 

1 

801 

1 

491 

1 

685 

2 

400 

WHITE. 

1 

439 


824 

1 

084 

1 

308 


607 

1 

698 

2 

441 

1 

612 

1 

801 

1 

487 

1 

685 

2 

400 

NONWHITE . 


... 


* - ^ 


. ft . 


4 


• • • 


t • 


4 


• * • 


t • • 


4 


• • ■ 


* t W 

RENTER OCCUPIED. 


469 


356 


505 


354 


236 


547 


621 


673 


666 


609 


542 


820 

WHITE. . . . 


469 


356 


505 


354 


236 


543 


621 


673 


662 


605 


542 


820 

NONWHITE . 


... 


... 


... 


... 

■ 

n 


4 


... 


... 


4 


4 


... 


... 

VACANT . 


364 


311 


440 


645 

■ 

HI 


372 


480 


401 


242 


543 


379 


368 

YEAR ROUND . 


289 


287 


200 


486 


Fv ^ 


246 


231 


324 


186 


302 


345 


258 

SOUND OR DETERIORATING . 


199 


211 


164 


315 


IG • 


182 


179 


247 


154 


257 


299 


232 

AVAILABLE. 


59 


76 


67 


136 


Hf r 


72 


69 


116 


91 


100 


95 


96 

FOR SALE ONLY. 


11 


18 


16 


95 


Hrs 


22 


21 


27 


17 


32 


15 


35 

FOR RENT . 


48 


58 


51 


41 


B r 


SO 


48 


89 


74 


68 


80 


61 

RENTED OR SOLD. AWAITING OCCUPANCY . 


26 


18 


8 


9 


B p 


10 


37 


19 


16 


36 


35 


13 

HELD FOR OCCASIONAL USE. 


26 


8 


9 


9 


B~9 


7 


6 


17 


11 


17 


11 


18 

HELD FOR OTHER REASONS . 


SB 


109 


80 


161 


99 


93 


67 


95 


36 


84 


158 


105 

DILAPIDATED. 


90 


76 


36 


171 


33 


64 


52 


77 


32 


65 


46 


26 

SEASONAL.. . . . 


75 


24 


240 


159 


35 


126 


249 


77 


56 


241 


34 


110 

CONDITION AND PLUMBING 

























ALL UNITS. 

2 

272 

1 

491 

2 

029 

2 

311 

1 

081 

2 

617 

3 

545 

2 

686 

2 

709 

2 

643 

2 

606 

3 

588 

SOUND. 

1 

393 


920 

1 

740 

1 

031 


885 

1 

913 

2 

872 

1 

949 

2 

167 

1 

923 

2 

102 

2 

762 

WITH ALL PLUMBING FACILITIES . 

1 

170 


716 

1 

224 


504 


719 

1 

676 

2 

522 

1 

633 

1 

867 

1 

536 

1 

879 

2 

381 

LACKING ONLY HOT WATER . . 


12 


14 


52 


25 


33 


4 


44 


19 


52 


28 


29 


48 

LACKING OTHER PLUMBING FACILITIES. . , . 


211 


190 


464 


502 


133 


233 


306 


297 


248 


359 


194 


333 

DETERIORATING. 


677 


437 


196 


929 


148 


551 


501 


556 


440 


537 


425 


778 

WITH ALL PLUMBING FACILITIES . 


351 


177 


28 


132 


7 


23l 


209 


268 


240 


251 


210 


405 

LACKING ONLY HOT WATER . 


24 


4 


• • 


21 


e 


15 


23 


16 


36 


17 


12 


37 

LACKING OTHER PLUMBING FACILITIES. . . . 


302 


256 


168 


776 


133 


305 


269 


272 


164 


269 


203 


336 

dilapidated . 


202 


134 


93 


351 


48 


153 


172 


181 


102 


183 


79 


48 

RENTER OCCUPIED . 


469 


356 


505 


354 


236 


547 


621 


673 


666 


609 


542 


820 

SOUND. ... . 


272 


213 


447 


138 


203 


319 


434 


495 


494 


413 


443 


592 

WITH ALL PLUMBING FACILITIES . 


228 


170 


274 


57 


170 


268 


376 


386 


440 


359 


380 


493 

LACKING SOME OR ALL FACILITIES . 


44 


43 


173 


81 


33 


51 


58 


109 


54 


54 


63 


99 

DETERIORATING. . . . 


153 


117 


42 


164 


21 


200 


141 


156 


158 


132 


87 


224 

WITH ALL PLUMBING FACILITIES . 


89 


69 


4 


34 


3 


68 


45 


79 


112 


72 


62 


142 

LACKING SOME OR ALL FACILITIES . 


64 


48 


38 


130 


IB 


132 


96 


77 


46 


60 


25 


82 

OILAPIOATEO . 


44 


26 


16 


52 


12 


i.?, 


46 


22 


14 


64 


12 


4 

ALL housing UNITS . 

2 

272 

1 

491 

2 

029 

2 

311 

1 

081 

2 

617 

3 

546 

2 

686 

2 

709 

2 

643 

2 

606 

3 

588 

WATER SUPPLY 

























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

675 

1 

026 

1 

349 


734 


783 

2 

027 

2 

910 

2 

029 

2 

221 

1 

947 

2 

192 

2 

927 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


148 


91 


206 


161 


143 


204 


343 


173 


225 


218 


223 


339 

PIPED WATER OUTSIDE STRUCTURE. 


B 


23 


16 


4 


16 


20 


12 


7 


21 


15 


« • » 


« • « 

NO PIPED WATER . 


441 


351 


458 

1 

412 


139 


366 


280 


477 


242 


463 


191 


322 

toilet FACILITIES 

























FLUSH TOILET. EXCLUSIVE USE. ....... 

1 

655 


976 

1 

409 


740 


822 

2 

046 

3 

004 

2 

012 

2 

333 

1 

955 

2 

261 

3 

086 

FLUSH TOILET. SHARED . 


40 


42 


33 


• • 


20 


3 


30 


48 


20 


42 


30 


32 

OTHER TOILET FACILITIES OR NONE. 


577 


473 


587 

1 

571 


239 


568 


511 


626 


356 


646 


315 


470 

BATHING FACILITIES 

























BATHTUB OR SHOWER. EXCLUSIVE USE . 

1 

619 


941 

1 

308 


756 


771 

1 

974 

2 

865 

1 

977 

2 

234 

1 

896 

2 

162 

2 

878 

BATHTUB OR SHOWER, SHARED. 


48 


42 


49 


• . . 


24 


8 


29 


43 


23 


46 


29 


29 

NO BATHTUB OR SHOWER . 


605 


508 


672 

1 

555 


286 


635 


651 


666 


452 


701 


415 


681 

SOURCE OF WATER 

























PUBLIC SYSTEM OR PRIVATE COMPANY ..... 

1 

308 


818 

1 

217 


155 


699 

1 

610 

1 

452 

1 

743 

1 

BIO 

1 

309 

2 

102 

2 

991 

INOlVIOUAL WELL. 


977 


644 


698 

1 

971 


365 


885 

1 

954 


826 


823 

1 

215 


437 


577 

OTHER. 


19 


69 


166 


131 


19 


88 


103 


109 


51 


123 


44 


35 

SEWAGE DISPOSAL 

























PUBLIC SEWER . 


977 


711 

1 

141 


201 


426 


616 

1 

015 

1 

279 

1 

741 


733 

1 

604 

2 

391 

SEPTIC TANK OR CESSPOOL. 


775 


346 


401 


542 


439 

1 

417 

2 

045 


785 


618 

1 

274 


742 


815 

OTHER OR NONE. 


552 


474 


539 

1 

514 


218 


550 


449 


614 


325 


640 


237 


397 

ROOMS 

























1 ROOM . 


32 


19 


61 


34 


8 


63 


38 


26 


24 


88 


21 


23 

2 ROOMS. 


48 


34 


77 


48 


16 


68 


130 


18 


51 


143 


51 


97 

3 ROOMS. 


134 


96 


204 


142 


107 


95 


295 


143 


195 


169 


162 


193 

4 ROOMS. .. 


318 


284 


258 


668 


216 


349 


795 


522 


461 


374 


401 


562 

5 ROOMS. 


574 


390 


489 


703 


264 


584 

1 

097 


645 


588 


557 


571 


887 

6 ROOMS. . 


534 


327 


382 


370 


192 


629 


595 


585 


588 


574 


626 


820 

7 ROOMS . 


373 


145 


301 


193 


159 


455 


319 


432 


395 


412 


398 


562 

8 ROOMS OR MORE . 


259 


196 


257 


153 


119 


376 


276 


315 


407 


326 


376 


444 

MEDIANi 

























ALL UNITS . 


5.6 


P ' k1 


5.3 


4.9 






5.0 




5.6 


E ' n 


5.7 


5.5 

OWNER OCCUPIED . . . 


an 


E I 4 


5.7 


5.0 




E ' 3 


5. 1 


E ^ t 


5.7 


E ' fj 


5.8 


5.7 

RENTER OCCUPIED . 


4.9 

■ 

Ed 


5.1 


4.6 

■ 


■ 

111 


4.8 

B 

1 ! 


5.3 

B 

1 y 


5.4 


5.2 

YEAR STRUCTURE BUILT 

























1955 TO MARCH 1960 . . 


83 


64 


189 


34 


66 


188 


917 


178 


270 


296 


213 


262 

1950 TO 1954 . 


110 


42 


99 


19 


91 


156 


502 


113 


287 


220 


194 


344 

1940 TO 1949 . 


142 


55 


187 


37 


108 


256 


419 


188 


279 


240 


236 


288 

1930 TO 1939 . 


95 


74 


120 


80 


51 


104 


192 


139 


168 


157 


185 


166 

1929 OR EARLIER. 

1 

844 

1 

256 

1 

434 

2 

141 


765 

1 

953 

1 

515 

2 

068 

1 

705 

1 

730 

1 

778 

2 

528 
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Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING units. 

TENUREi COLOR. AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIEO . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

white. 

NONWMITE . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLO. AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

dilapidated. 

SEASONAL . 


CONDITION AND PLUMBING 

all UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, . , . 
DILAPIOATEO. 

renter OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING.. . . . 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 


all HOUSING UNITS. 

Water supply 

HOT and cold piped WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. 

NO BATHTUB OR SHOWER . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS.. • • 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIANi 

ALL UNITS. 

owner occupied . 

renter occupied. 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 To 1939 . 

1929 OR earlier. 


CALHOUN 

CARROLL 

CASS 

CEDAR 

CERRO 

SORDO 

CHEROKEE 

CHICKA¬ 

SAW 

CLARKE 

CLAY 

CLAYTON 

CLINTON 

CRAWFORD 

3 890 

2 

747 

2 

048 

2 

832 

2 798 

1 

565 

1 

746 

693 

1 594 

4 719 

2 

869 

2 

265 

3 219 

1 

■ 

1 

738 

2 

461 

1 907 

1 

305 

1 

464 

480 

1 165 

4 029 

2 

602 

1 

834 

a 417 

H 

IHm 

1 

294 

1 

823 

1 394 


971 

1 

082 

363 

745 

2 951 

2 

001 

1 


2 417 

H 


1 

294 

1 

823 

1 394 


971 

1 

082 

363 

745 

2 951 

2 

001 

X 

451 

802 


610 


444 


638 



W 


382 

U7 

4^ 

1 078 


601 


383 1 

802 


610 


444 


638 

513 

■ 

334 


382 

117 


1 078 


601 


383 

671 


280 


510 


371 

891 

■ 

H 


282 

213 


690 


267 


431 

360 


252 


276 


257 

320 


ULl 


255 

185 


335 


211 


356 

303 


179 


195 


192 

270 


IVM 


205 

151 


263 


168 


241 

129 


59 


81 


90 

120 


3a 


76 

70 

59 

105 


75 


41 

27 


15 


9 


17 

38 


12 


17 

37 

15 

31 


20 


9 

102 


44 


72 


73 

82 


26 


59 

33 

43 

74 


55 


32 

2 


19 


14 


26 

19 


8 


38 

5 

5 

30 


17 



39 


9 


5 


13 

53 


32 


16 

7 

6 

16 


20 


14 

133 


92 


95 


63 

78 


94 


75 

69 

165 

112 


56 


178 

57 


73 


81 


65 

50 


45 


50 

34 

38 

72 


43 


115 

311 


28 


34 


114 

571 


43 


27 

28 

154 

355 


56 


75 

3 890 

2 

747 

2 

048 

2 

832 

2 798 

1 

56S 

1 

746 

693 

1 594 

4 719 

2 

869 

2 

265 

3 194 

2 

138 

1 

463 

1 

945 

2 211 

1 

284 

1 

236 

416 

1 336 

3 544 

2 

116 

1 

541 

2 782 

1 

936 

1 

255 

1 

797 

1 772 

1 

095 

1 

051 

242 

948 

2 998 

1 

873 

1 

308 

29 


25 


56 


42 

38 


32 


15 

33 

12 

146 


45 


60 

383 


177 


152 


106 

401 


157 


170 

141 

376 

400 


198 


173 

590 


449 


420 


628 

485 


193 


394 

242 

203 

975 


571 


558 

283 


240 


182 


361 

224 


89 


214 

26 

70 

416 


346 


204 

14 


27 


43 


46 

20 


4 


4 

5 

4 

54 


20 


53 

293 


182 


195 


221 

241 


100 


176 

213 

129 

505 


205 


301 

106 


160 


165 


259 

102 


88 


116 

35 

55 

200 


182 


166 

802 


610 


444 


638 

513 


334 


382 

117 

420 

1 078 


601 


383 

600 


468 


518 


348 

345 


286 


231 

72 

347 

751 


360 


244 

536 


401 


275 


317 

280 


234 


184 

35 

242 

601 


298 


188 

64 


67 


43 


31 

65 


52 


47 

37 

105 

150 


62 


56 

170 


126 


105 


236 

144 


36 


120 

37 

73 

252 


164 


131 

84 


79 


57 


163 

74 


24 


67 


34 

144 


104 



86 


47 


48 


73 

70 


12 


53 


39 

108 


60 


,1 

32 


16 


21 


54 

24 


12 

. 

31 


1 • . 

75 


77 



3 890 

2 

747 

2 

048 

2 

832 

2 798 

1 

565 

1 

746 

693 

1 594 

4 719 

2 

369 

2 

265 11 

3 185 

2 

328 

1 

517 

2 

307 

2 158 

1 

239 

1 

339 

295 

1 095 

3 630 

2 

380 

1 

609 If 

223 


235 


304 


249 

255 


187 


113 

74 

110 

519 


249 


342 !| 

20 


30 


23 


20 

8 


17 


20 

4 

16 

26 


30 


1 I 

462 


154 


204 


256 

397 


122 


274 

320 

373 

544 


210 


225 !| 

3 277 

2 

421 

1 

650 

2 

423 

2 218 

1 

307 

1 

357 

310 

1 082 

3 876 

2 

444 

1 

773 

48 


17 


32 


51 

22 


12 


29 

• ■ ■ 

35 

78 


32 


12 

565 


309 


566 


358 

558 


246 


560 

383 

477 

765 


393 


480 

3 147 

2 

285 

1 

565 

2 

342 

2 114 

1 

244 

1 

304 

308 

1 046 

3 666 

2 

361 

1 

641 i 

42 


32 


29 


59 

17 


12 


25 

• • 9 

35 

99 


37 


20 

701 


430 


454 


431 

667 


309 


417 

385 

513 

954 


471 


604 

2 926 

2 

250 

1 

532 

2 

151 

979 

1 

196 

1 

102 

132 

694 

3 404 

1 

597 

1 

741 

755 


475 


541 


591 

1 739 


330 


607 

551 

822 

1 158 

1 

232 


417 

194 


34 


20 


103 

83 


42 


52 

16 

76 

168 


61 


103 

2 639 

1 

670 


968 

1 

915 

991 

1 

000 


946 


440 

2 750 


894 

1 

452 

686 


792 


840 


564 

1 397 


347 


478 

289 

701 

1 255 

1 

607 


357 

550 


297 


285 


366 

413 


221 


337 

410 

451 

725 


389 


452 ; 

82 


18 


41 


91 

101 


16 


25 

3 

50 

106 


28 


8 

139 


31 


16 


62 

154 


28 


15 

4 

58 

140 


68 


32 

305 


147 


128 


169 

327 


89 


101 

44 

108 

408 


211 


124 

618 


552 


355 


398 

615 


228 


274 

97 

266 

798 


496 


272 

904 


606 


552 


553 

646 


325 


394 

149 

396 

979 


683 


581 I 

855 


648 


413 


615 

395 


366 


431 

157 

329 

998 


566 


535 

544 


520 


299 


462 

318 


294 


255 

111 

262 

637 


391 


402 

445 


425 


266 


482 

242 


219 


251 

128 

125 

603 


426 


311 

5.4 


5.8 


5.4 


5.7 

4.8 


5.8 


5.6 

5.8 


5,4 


5.4 


5.7 

5.7 


6.0 


5.5 


5.9 

5.3 


6.0 


5.8 

6.2 


5.8 


S.S 


5.8 

4.9 


5.5 


5.5 


5.5 

5.2 


5.1 


5.3 

* • • 


4.7 


5.2 


5.4 

221 


116 


147 


262 

307 


124 


146 

20 

110 

387 


437 


117 

295 


207 


91 


244 

297 


108 


128 

20 

138 

218 


245 


128 

353 


186 


110 


227 

373 


72 


80 

20 

179 

413 


272 


134 

324 


148 


102 


100 

345 


88 


66 

41 

165 

293 


174 


65 

2 697 

2 

090 

1 

598 

1 

999 

1 476 

1 

173 

1 

326 

592 

1 002 

3 408 


743 

1 

821 
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State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960— Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS. 

TENURE 1 COLOR. AND VACANCY STATUS 
OCCUPIED . 

owner occupied . . . 

WHITE.. 

NONWMITE.... . 

RENTER OCCUPIED. 

WHITE. 

nonwhite . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING.. . . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT .... . 

RENTED OR SOLD. AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


condition and plumbing 
all units... 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

lacking only hot water . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
OILAPIOATED. 

RENTER OCCUPIED. 

SOUND. . . 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . . 
DILAPIDATED... 


all HOUSING UNITS. 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only cold piped water INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED WATER . 

toilet FACILITIES 

FLUSH TOILET. EXCLUSIVE USE.. . . 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or shower, exclusive use . 

bathtub or shower, shared. 

NO bathtub or shower . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 

INDIVIDUAL well. 

OTHER. 


sewage DISPOSAL 


PUBLIC SEWER . 

SEPTIC tank or cesspool 
other or none. 


ROOMS 


1 ROOM . 

2 ROOMS.. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE.. . 

MEDIANI 

ALL units.. 

owner occupied.. 

renter OCCUPIED.. 

year structure built 

1955 TO MARCH i960 . 

1950 To 1954 .. 

1940 To 1949 .. 

1930 To 1939 .. 

1929 OR EARLIER. 


DALLAS 

DAVIS 

DECATUR 

DELAWARE 

DES 

MOINES 

DICKIN¬ 

SON 

DUaUQUE 

EMMET 

FAYETTE 

FLOYD 

FRANKLIN 

FREMONT 

3 953 

775 

2 706 

2 240 

1 763 

5 662 

2 948 

1 030 

2 740 

1 747 

1 607 

2 529 

3 467 

2 532 
2 532 

935 

935 

4B6 

416 

334 

136 

42 

94 

29 

19 

150 

82 

70 

5 953 
5 051 

2 581 
47 
423 
661 
354 
16 
291 
241 

935 

680 

S44 

136 

208 

107 

101 

47 

535 

331 

331 

204 

204 

240 

184 

144 

55 
21 
34 

12 

77 

40 

56 

775 

480 

200 

14 

266 

218 

16 

202 

77 

204 

142 

62 

80 

58 

4 

54 

4 

2 152 

1 563 

1 563 

589 

589 

554 

411 

280 

136 
74 
62 

6 

3 

135 

131 

143 

2 706 

1 763 

1 301 

39 

423 

701 

137 
56 

508 

242 

589 

387 

256 

131 

164 

30 

134 

58 

1 613 

1 209 

1 209 

404 

404 

627 

226 

175 

70 
15 
55 

9 

20 

76 

51 

401 

2 240 

1 601 

1 062 

35 

504 

479 

152 

28 

299 

160 

404 

244 

173 

71 
113 

39 

74 

47 

1 424 
922 
922 

502 

502 

339 

178 

139 

34 

10 

24 

18 

14 

75 

39 

161 

1 763 

1 239 

1 007 
14 
218 
414 
185 
12 
217 
110 

502 

279 

242 

37 

171 

126 

45 

52 

2 069 

1 521 

1 521 

548 

548 

3 593 
320 

278 
104 

17 

87 

14 

80 

80 

42 

3 273 

5 662 
3 556 
3 237 
40 

279 

1 987 

1 340 

98 

549 
119 

548 

303 

265 

58 

218 

155 

63 

27 

2 668 

2 030 

2 030 

638 

638 

280 

189 

154 

60 

20 

40 

26 

13 

55 

35 

91 

2 948 
2 408 

1 974 
60 
374 
424 
201 
48 
175 
116 

638 

447 

323 

124 

167 

68 

99 

24 

834 

600 

600 

234 

234 

196 

127 

109 

36 
a 

28 

5 

5 

63 

18 

69 

1 030 
833 
704 

3 

126 

152 

52 

4 
96 
45 

234 

188 

151 

37 
41 

9 

32 

5 

2 341 

1 715 

1 711 

4 

626 

626 

399 

323 

242 

63 

20 

43 

19 

19 

141 

81 

76 

2 740 

1 724 

1 457 

21 

246 
780 
413 

21 

346 

236 

626 

331 

247 
84 

221 

134 

87 

74 

1 495 

1 053 

1 053 

442 

442 

252 

197 

169 

56 

28 

28 

12 

4 

97 

28 

55 

1 747 

1 329 

1 090 
30 
209 
341 
115 
27 
199 
77 

442 

299 

230 

69 

152 

65 

67 

11 

1 312 
959 
959 

353 

353 

295 

256 

228 

82 

17 

65 

11 

2l 

114 

28 

39 

1 607 

1 191 
972 
21 
198 
368 
202 

166 

48 

353 

278 

232 

46 

67 

41 

26 

8 

2 094 

1 475 

1 475 

619 

615 

4 

435 

343 

202 

62 

23 

39 

11 

9 

120 

141 

92 

2 529 

1 156 

960 

28 

168 

87S 

528 

49 

298 

498 

619 

280 

199 

81 

205 

111 

94 

134 

3 953 

775 

2 706 

2 240 

1 763 

5 662 

2 948 

1 030 

2 740 

1 747 

1 607 

2 529 

3 247 

270 

1 623 

1 340 

1 279 

im 

2 319 

784 

2 069 

1 318 

1 252 

1 738 

369 

38 

229 

393 

96 



66 

233 

183 

139 

301 


6 

8 

12 

8 



t • • 

28 

23 

a 

20 

422 

461 

846 

495 

580 

406 


180 

410 

223 

20a 

470 

3 199 

246 

1 615 

1 476 

1 281 

4 984 

2 459 

802 

2 110 

1 347 

1 277 

1 781 

76 

5 

100 

21 

11 

36 

52 

4 

56 

23 

a 

50 

678 

524 

991 

743 

471 

642 

437 

224 

574 

377 

322 

698 

3 124 

250 

1 568 

1 323 

1 251 

4 755 

2 333 

767 

2 007 

1 302 

1 219 

1 749 

89 

5 

101 

17 

15 

32 

56 

• • • 

64 

33 

4 

46 

740 

520 

1 037 

900 

497 

875 

559 

263 

669 

412 

384 

734 

2 831 

19 

1 434 

923 

750 

3 419 

999 

660 

1 560 

1 148 

937 

1 586 

1 085 

744 

1 252 

1 204 

947 

1 708 

1 792 

341 

1 045 

556 

621 

851 

49 

23 

14 

100 

71 

531 

187 

48 

100 

41 

31 

54 

1 897 

45 

1 221 

466 

547 

3 301 

851 

363 

774 

464 

481 

1 161 

1 432 

215 

466 

1 040 

765 

1 583 

1 661 

469 

1 387 

989 

809 

783 

634 

526 

1 013 

721 

456 

774 

466 

217 

544 

292 

299 

547 

42 

12 

68 

126 

51 

361 

40 

20 

24 

20 

4 

73 

130 

21 

91 

156 

81 

964 

68 

29 

66 

54 

53 

61 

292 

55 

202 

283 

141 

861 

298 

87 

168 

120 

99 

228 

788 

176 

433 

229 

347 

1 061 

627 

166 

377 

228 

215 

583 

1 052 

231 

691 

369 

368 

935 

684 

255 

569 

395 

352 

574 

738 

117 

S90 

469 

335 

666 

555 

208 

557 

390 

362 

474 

530 

96 

330 

345 

213 

427 

348 

168 

512 

281 

316 

240 

381 

67 

301 

283 

227 

387 

328 

97 

467 

259 

226 

296 

5.2 

5.0 

5.3 

5.4 

5.2 

4.1 

5.1 

5.3 

5.8 


5.8 

5.1 

5.3 

5.1 

5.6 

6.0 

5.6 

5.2 

5.3 

5.5 

6.0 


5.8 

5.4 

5.1 

5.1 

4.5 

5.5 

4.9 

4.8 

4.8 

5.6 

5.2 

■ 

5.9 

4.5 

441 

12 

57 

272 

172 

489 

612 

47 

149 

129 

92 

96 

246 

42 

108 

111 

188 

595 

337 

75 

118 

147 

121 

102 

219 

49 

147 

174 

296 

857 

300 

140 

168 

114 

214 

163 

261 

29 

110 

195 

124 

75a 

145 

113 

loo 

130 

86 

159 

2 786 

643 

2 284 

1 488 

983 

2 963 

1 554 

655 

2 205 

1 227 

1 094 

2 009 



















































































































Iowa 


17-93 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1 960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing F.acilitics 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

GREENE 

GRUNDY 

GUTHRIE 



HARO IN 

HARRISON 

HENRY 

HOWARD 

HUMBOLDT 

lOA 

r. 

IOWA 

ALL HOUSING UNITS. 

1 

673 

2 

922 

3 

139 

1 

801 

2 

856 

2 

783 

2 

926 

2 

175 

1 

176 

1 

549 

2 

163 

3 

340 

TENURE. COLOR. AND VACANCY STATUS 















■ 










OCCUPIED . . 

1 

292 

2 

693 

2 

641 

1 

532 

2 

538 

2 

356 

2 

439 

■! 

722 


948 

1 

280 

1 

956 

3 

022 

owner OCCUPIED . 


944 

2 

104 

1 

921 

1 

068 

1 

848 

1 

773 

1 

762 


214 


725 


976 

1 

470 

2 

162 

WHITE. 


944 

2 

100 

1 

917 

1 

068 

1 

848 

1 

773 

1 

762 

H 

214 


725 


976 

1 

470 

2 

162 

NONWHITE . 


. . 


4 


4 


• • » 


• • • 


t ■ • 


« • f 


t • t 


« 9 • 


• • • 


« t • 


• « • 

RENTER OCCUPIED . 


348 


589 


720 


464 


690 


583 


677 


508 


223 


304 


486 


860 

WHITE. . ... 


346 


589 


720 


464 


690 


583 


677 


508 


225 


304 


486 


860 

nonwhite . 


... 


... 


... 


... 


... 


... 


... 


... 


... 


... 


... 


... 

VACANT . 


381 


229 


498 


269 


318 


427 


487 


453 


228 


269 


207 


318 

YEAR ROUND . 


322 


186 


440 


198 


222 


272 


396 


349 


183 


184 


187 


285 

SOUND OR DETERIORATING . 


255 


147 


305 


158 


186 


234 


285 


240 


149 


149 


142 


222 

AVAILABLE . 


92 


68 


104 


48 


74 


71 


89 


105 


58 


43 


44 


92 

FOR SALE ONLY. 


15 


16 


30 


12 


17 


17 


14 


39 


13 


11 


8 


14 

FOR RENT . 


77 


52 


74 


36 


57 


54 


75 


66 


45 


32 


36 


78 

RENTED OR SOLD. AWAITING OCCUPANCY . 


e 


17 


22 


13 


27 


38 


47 


11 


21 


5 


6 


46 

HELD FOR OCCASIONAL USE. 


24 


8 


17 


11 


6 


21 


10 


26 


8 


15 


4 


15 

HELD FOR OTHER REASONS . 


131 


54 


162 


86 


79 


104 


139 


98 


62 


86 


88 


69 

OILAPIOATEO. 


67 


39 


135 


40 


36 


38 


111 


109 


34 


55 


45 


63 

SEASONAL . 


59 


43 


58 


71 


96 


155 


91 


104 


45 


85 


20 


33 

CONDITION AND PLUMBING 

























ALL UNITS. 

1 

673 

2 

922 

3 

139 

1 

801 

2 

856 

2 

783 

2 

926 

2 

175 

1 

176 

1 

549 

2 

163 

3 

340 

SOUND.. ... 

1 

201 

2 

298 

1 

929 

1 

380 

2 

313 

2 

145 

1 

908 

1 

520 


841 

1 

283 

1 

686 

2 

522 

WITH ALL PLUMBING FACILITIES . 

1 

D21 

2 

131 

1 

671 

1 

218 

2 

107 

1 

734 

1 

672 

1 

163 


622 


987 

1 

526 

2 

317 

LACKING ONLY HOT WATER . 


13 


30 


21 


12 


14 


76 


28 


25 


13 


38 


20 


28 

LACKING OTHER PLUMBING FACILITIES. . , . 


167 


137 


237 


150 


192 


335 


208 


332 


206 


258 


140 


177 

DETERIORATING. 


298 


516 


955 


305 


390 


552 


806 


476 


293 


224 


404 


643 

WITH ALL PLUMBING FACILITIES ...... 


149 


339 


561 


162 


218 


297 


333 


204 


57 


57 


221 


343 

LACKING ONLY HOT WATER . 


4 


31 


52 


6 


12 


24 


80 


8 


10 


4 


52 


49 

LACKING OTHER PLUMBING FACILITIES. . . . 


145 


146 


342 


137 


160 


231 


393 


264 


226 


163 


131 


251 

DILAPIDATED .. . . . . 


174 


108 


255 


116 


153 


86 


2l2 


179 


42 


42 


73 


175 

renter OCCUPIED . 


348 


589 


720 


464 


690 


583 


677 


508 


223 


304 


486 


860 

SOUND . 


265 


399 


414 


333 


522 


379 


407 


329 


165 


250 


338 


554 

WITH ALL PLUMBING FACILITIES . 


235 


366 


331 


281 


454 


316 


355 


220 


105 


174 


261 


489 

LACKING SOME OR ALL FACILITIES . 


30 


33 


83 


52 


68 


63 


52 


109 


60 


76 


77 


65 

DETERIORATING. 


48 


174 


257 


119 


108 


188 


239 


135 


50 


49 


124 


237 

WITH ALL PLUMBING FACILITIES . 


28 


130 


175 


76 


56 


120 


129 


64 


19 


17 


89 


149 

LACKING SOME OR ALL FACILITIES . 


20 


44 


82 


43 


52 


68 


110 


71 


31 


32 


35 


88 

DILAPIDATED. 


35 


16 


49 


12 


60 


16 




44 


a 


5 


24 


69 

ALL HOUSING UNITS. 

1 

673 

2 

922 

3 

139 

1 

801 

2 

856 

2 

783 

2 

— 

926 

2 

175 

1 

176 


549 

_ L 

163 

3 

340 

water SUPPLY 

























HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

1 

3D1 

2 

573 

2 

452 

1 

467 

2 

492 

2 

180 

2 

137 

1 

498 


737 

1 

136 

1 

879 

2 

794 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


94 


224 


330 


140 


181 


232 


392 


155 


127 


211 


181 


254 

PIPED WATER OUTSIDE STRUCTURE. 


35 


17 


27 


• ■ • 


12 


17 


32 


12 


31 


4 


37 


B 

NO PIPED WATER . 


243 


10a 


330 


194 


171 


334 


365 


510 


281 


198 


66 


284 

toilet FACILITIES 

























FLUSH TOILET. EXCLUSIVE USE.. 

1 

299 

2 

671 

2 

542 

1 

489 

2 

533 

2 

254 

2 

223 

1 

496 


752 

1 

167 

1 

952 

2 

889 

FLUSH TOILET. SHARED . 


9 


22 


81 


11 


28 


28 


64 


38 


41 


25 


71 


28 

OTHER TOILET FACILITIES OR NONE.. 


365 


229 


516 


301 


295 


501 


639 


641 


383 


357 


160 


423 

BATHING FACILITIES 

























bathtub or SHOWER. EXCLUSIVE USE . 

1 

276 

2 

563 

2 

411 

1 

434 

2 

432 

2 

171 

2 

142 

1 

436 


728 

1 

114 

1 

851 

2 

809 

bathtub or SHOWER. SHARED . 


9 


26 


111 


15 


32 


32 


64 


42 


45 


29 


68 


24 

NO bathtub or SHOWER . 


388 


333 


617 


352 


392 


580 


720 


697 


403 


406 


244 


507 

SOURCE OF WATER 

























PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

150 

2 

412 

2 

462 

1 

300 

2 

315 

1 

980 

2 

015 

1 

102 


683 

1 

086 

1 

975 

2 

582 

INDIVIDUAL WELL . 


485 


448 


523 


435 


485 


750 


853 

1 

017 


451 


385 


179 


659 

OTHER. 


35 


44 


108 


28 


54 


57 


30 


53 


30 


55 


35 


87 

SEWAGE DISPOSAL 

























PUBLIC SEWER . 


819 

2 

066 

1 

589 

1 

007 

2 

018 

1 

223 

1 

476 


602 


611 


593 

1 

859 

2 

131 

SEPTIC TANK OR CESSPOOL . 


525 


647 


983 


478 


534 

1 

081 


807 


892 


234 


594 


186 


828 

OTHER OR NONE .. 


326 


191 


521 


278 


302 


483 


615 


678 


319 


339 


144 


369 

ROOMS 

























1 ROOM . 


8 


13 


23 


22 


69 


69 


56 


25 


45 


12 


62 


29 

2 ROOMS. . 


32 


22 


96 


16 


57 


62 


79 


87 


13 


35 


49 


80 

3 ROOMS . 


74 


139 


247 


65 


ISO 


161 


187 


151 


72 


88 


122 


221 

4 ROOMS . 


179 


522 


S06 


231 


526 


450 


505 


332 


102 


233 


408 


499 

5 ROOMS. • . . 


444 


687 


777 


393 


700 


518 


796 


475 


267 


385 


448 


773 

6 ROOMS . 


402 


541 


534 


460 


605 


584 


697 


447 


259 


339 


423 


739 

7 ROOMS . 


301 


518 


491 


381 


390 


508 


324 


380 


186 


256 


331 


570 

8 ROOMS OR MORE . 


233 


480 


465 


233 


329 


431 


282 


278 


232 


201 


320 


429 

MEDIANI 

























ALL UNITS . 


5,7 


5.6 


5.4 


r h 


5.4 


HM 


5.3 


5.5 


5.8 


5.6 


5.5 


5*6 

OWNER OCCUPIED . 


5.9 


5.8 


5.5 


F' \t 


5.5 




5.5 


5.8 


5.9 


5.7 


5.8 


5.8 

RENTER OCCUPIED . 


5.5 


5.0 


5.0 

■ 

1 j 


5.2 


5.5 


5.0 


5.0 


5.6 


5.5 


4.4 


4.9 

YEAR STRUCTURE BUILT 

























1955 TO MARCH 1960 . 


17 


253 


129 


112 


256 


186 


100 


68 


50 


102 


157 


287 

1950 TO 1954 . 


58 


237 


125 


76 


241 


165 


108 


129 


61 


43 


158 


170 

1940 TO 1949 . 


125 


319 


198 


113 


377 


287 


97 


112 


47 


128 


88 


128 

1930 TO 1939 . 


47 


183 


135 


87 


226 


187 


156 


86 


71 


109 


91 


114 

1929 OR EARLIER . 

1 

426 

1 

930 

2 

552 

1 

413 

1 

756 

1 

958 

2 

465 

1 

780 


947 

1 

167 

1 

669 

2 

641 


51 

i 
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State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties; I960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

JACKSON 

JASPER 

JEFFER¬ 

SON 

JOHNSON 

JONES 

KEOKUK 

KOSSUTH 

LEE 

LINN 

LOUISA 

LUCAS 

LYON 

ALL HOUSING UNITS. 

2 

70S 

4 

039 

1 

326 

3 

952 

1 

898 

3 

735 

2 

822 

2 

225 

6 

151 

2 

601 

973 

1 

582 

TENUREf COLOR. AND VACANCY STATUS 
























OCCUPIED . 

2 

343 

3 

494 


947 

3 

535 

1 

698 

3 

051 

2 

467 

1 

8 33 

S 

449 

2 

086 

692 

1 

423 

OWNER OCCUPIED . 

1 

625 

2 

508 


669 

2 

571 

1 

210 

2 

357 

1 

759 

1 

450 

4 

027 

1 

437 

520 

1 

029 

WHITE. 

1 

621 

2 

500 


669 

2 

567 

1 

210 

2 

357 

1 

759 

1 

442 

4 

023 

1 

437 

520 

1 

029 

NONWHITE . 


4 


8 


1 - “ 


4 


• • 


• • 


• • • 


8 


4 


• • • 

• • • 


• • 

RENTER OCCUPIED. 


718 


986 


278 


964 


488 


694 


708 


383 

1 

422 


649 

172 


394 

white. 


718 


982 


278 


964 


488 


694 


708 


379 

1 

414 


649 

172 


394 

NONWHITE . 


... 


4 


... 


... 


... 


... 


... 


4 


8 


• • • 

... 

■ 


VACANT . 


365 


545 


379 


417 


200 


684 


355 


392 


702 


515 

281 

■ 


YEAR ROUND . 


159 


403 


299 


269 


158 


558 


339 


259 


352 


245 

170 



SOUND OR deteriorating . 


131 


327 


180 


229 


116 


379 


300 


212 


257 


173 

140 

^^H 


AVAILABLE. 


56 


121 


62 


no 


57 


82 


119 


55 


120 



35 


Em 

FOR SALE ONLY. 


a 


33 


12 


33 


16 


40 


18 


17 


41 



17 


El 

FOR RENT . 


48 


88 


SO 


77 


41 


42 


101 


38 


79 


HS 

18 

^^H 

Wh 

RENTED OR SOLD. AWAITING OCCUPANCY . 


6 


21 


11 


15 


10 


25 


13 


53 


34 


HE 

5 

^^H 


HELO FOR OCCASIONAL USE. 


21 


19 


s 


22 


9 


17 


9 


37 


33 



16 


Wb 

HELD FOR OTHER REASONS . 


48 


166 


102 


82 


40 


255 


159 


67 


70 


86 

84 


38 

01LAPI DATED. 


28 


76 


119 


40 


42 


179 


39 


47 


95 


72 

30 


14 

SEASONAL ... . . 


206 


142 


80 


148 


42 


126 


16 


133 


350 


270 

111 


26 

CONDITION AND PLUMBING 
























ALL units. 

2 

708 

4 

039 

1 

326 

3 

952 

1 

898 

3 

735 

2 

822 

2 

225 

6 

151 

2 

601 

973 

1 

582 

SOUND. 

1 

913 

2 

896 


636 

3 

330 

1 

464 

2 

289 

2 

263 

1 

791 

4 

602 

1 

892 

636 

1 

382 

WITH ALL PLUMBING FACILITIES . 

1 

489 

2 

342 


440 

2 

980 

1 

161 

1 

755 

1 

978 

1 

329 

3 

855 

1 

433 

361 


991 

LACKING ONLY HOT WATER . 


76 


39 


32 


40 


75 


124 


44 


38 


51 


56 

21 


39 

LACKING OTHER PLUMBING FACILITIES. . . . 


348 


515 


164 


310 


228 


410 


241 


424 


696 


403 

254 


352 

DETERIORATING. ...... . 


701 


864 


456 


463 


312 


997 


484 


346 

1 

095 


519 

265 


179 

WITH ALL PLUMBING FACILITIES . 


320 


383 


136 


212 


124 


474 


263 


58 


581 


211 

17 


52 

LACKING ONLY HOT WATER . 


48 


21 


11 


20 


16 


61 


4 


4 


20 


20 

8 


13 

LACKING OTHER PLUMBING FACILITIES. . . . 


333 


460 


309 


231 


172 


462 


217 


284 


494 


288 

240 


114 

DILAPIDATED. 


94 


279 


234 


159 


122 


449 


75 


88 


454 


190 

72 


21 

RENTER OCCUPIED. 


718 


986 


278 


964 


488 


694 


708 


383 

1 

422 


649 

172 


394 

SOUND. 


450 


610 


141 


783 


371 


393 


540 


292 


854 


414 

108 


318 

WITH ALL PLUMBING FACILITIES . 


297 


423 


81 


708 


268 


278 


460 


193 


657 


333 

52 


180 

LACKING SOME OR ALL FACILITIES . 


153 


187 


60 


75 


105 


115 


80 


99 


197 


81 

56 


138 

DETERIORATING. 


236 


298 


102 


150 


97 


239 


153 


83 


406 


166 

40 


64 

WITH ALL PLUMBING FACILITIES . 


108 


130 


35 


75 


50 


126 


78 


15 


211 


89 

• • t 


28 

lacking SOME OR ALL FACILITIES . 


128 


168 


67 


75 


47 


113 


75 


68 


195 


77 

40 


36 

OILAPIOATEO. 


32 


78 


35 


31 


20 


62 




8 


162 


69 

24 


12 

ALL HOUSING UNITS. ......... 

2 

708 

4 

039 

1 326 

3 

952 

1 898 

3 

— 

735 

2 

==| 

822 

2 

225 

6 

151 

2 

601 

973 

1 

582 

WATER SUPPLY 
























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

960 

3 

001 


652 

3 

348 

1 

402 

2 

438 

2 

372 

1 

487 

4 

852 

1 

753 

419 

1 

156 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


322 


323 


108 


218 


242 


497 


206 


163 


345 


262 

78 


201 

PIPED WATER OUTSIDE STRUCTURE. 


20 


28 


8 


4 


8 


20 


16 


4 


93 


12 

• • t 


12 

NO PIPED WATER . 


406 


687 


558 


382 


246 


780 


228 


571 


861 


574 

476 


213 

TOILET FACILITIES 
























FLUSH TOILET. EXCLUSIVE USE. 

2 

099 

3 

010 


667 

3 

371 

1 

486 

2 

633 

2 

415 

1 

486 

4 

697 

1 

816 

421 

1 

210 

FLUSH TOILET. SHARED .... . 


44 


48 


12 


23 


15 


3a 


8 


4 


67 


29 

• • • 


21 

OTHER TOILET FACILITIES OR NONE. 


565 


981 


647 


558 


397 

1 

064 


399 


735 

1 

387 


756 

552 


351 

BATHING FACILITIES 
























bathtub OR SHOWER. EXCLUSIVE USE . 

1 

981 

2 

884 


655 

3 

323 

1 

402 

2 

540 

2 

314 

1 

472 

4 

671 

1 

776 

428 

1 

119 

BATHTUB OR SHOWER. SHARED. 


52 


56 


• • • 


31 


15 


34 


12 


8 


70 


33 

• • • 


21 

NO BATHTUB OR SHOWER . 


675 

1 

099 


671 


598 


481 

1 

161 


496 


745 

1 

410 


792 

545 


442 

SOURCE OF WATER 
























PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

698 

2 

566 


298 

1 

854 

1 

153 

2 

121 

2 

oao 


552 

2 

180 

1 

139 

211 

1 

228 

INDIVIDUAL WELL. 


886 

1 

370 


978 

1 

664 


727 

1 

561 


662 

1 

597 

3 

695 

1 

301 

721 


280 

OTHER. 


119 


132 


55 


383 


62 


59 


58 


108 


252 


140 

30 


52 

SEWAGE DISPOSAL 
























PUBLIC SEWER . 


978 

1 

827 


106 

1 

782 


636 

1 

427 


970 


531 

1 

237 


785 

50 


948 

SEPTIC TANK OR CESSPOOL. 

1 

095 

1 

250 


562 

1 

550 


934 

1 

233 

1 

413 


888 

3 

537 

1 

035 

365 


310 

OTHER OR NONE. 


630 


991 


663 


569 


372 

1 

061 


417 


838 

1 

353 


760 

547 


302 

ROOMS 
























1 ROOM . . . 


44 


71 


32 


61 


4 


25 


16 


26 


190 


119 

7 


a 

2 ROOMS. 


82 


106 


39 


158 


32 


97 


29 


82 


319 


165 

21 


13 

3 ROOMS. 


148 


299 


92 


614 


155 


215 


175 


192 


564 


207 

51 


105 

4 ROOMS. 


377 


762 


255 


803 


254 


570 


472 


462 

1 

334 


501 

174 


302 

5 ROOMS. 


588 

1 

026 


284 


941 


335 


875 


694 


525 

1 

486 


540 

256 


326 

6 ROOMS. 


607 


809 


271 


635 


407 


818 


560 


455 

1 

082 


480 

242 


389 

7 ROOMS. 


482 


580 


195 


451 


361 


644 


524 


249 


701 


322 

129 


239 

B ROOMS OR MORE. 


380 


386 


158 


289 


350 


491 


352 


234 


475 


267 

93 


200 

MEDIAN* 
























ALL UNITS. 


5.7 


5.3 


5.4 


4.9 


5.9 


5.6 


5.5 


5.2 




5.1 

5.4 


5.6 

OWNER OCCUPIED . 


5.9 


5.3 


5.5 


4.9 


6.1 


5.8 


5.6 


5.4 




5.5 

5.6 


5.B 

renter OCCUPIED.. . 


5.2 


5.2 


5.3 


4.7 


5.5 


5.1 


5.6 


4.8 


4.8 


4.9 

... 


5.3 

YEAR STRUCTURE BUILT 
























1955 To MARCH I960 . 


220 


388 


64 


928 


129 


213 


218 


202 

1 

509 


204 

42 


103 

1950 TO 1954 . 


179 


251 


72 


604 


117 


112 


195 


170 


705 


181 

39 


89 

1940 To 1949 . 


168 


270 


87 


454 


77 


153 


270 


239 


704 


165 

23 


133 

1930 TO 1939 ... 


131 


271 


84 


271 


68 


133 


208 


102 


323 


159 

48 


123 

1929 OR EARLIER. 

2 

010 

2 

859 

1 

019 

1 

695 

1 

507 

3 

124 

1 

931 

1 

512 

2 

910 

1 

892 

821 

1 

134 
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Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacmey Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS. 

TENURE. COLOR. AND VACANCY STATUS 

OCCUPIEO . 

OWNER OCCUPIEO . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUNO . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY.. . 

FOR RENT.. . . . . 

RENTEO OR SOLO. AWAITING OCCUPANCY . 

HELO FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . . 

DILAPIDATED. 

SEASONAL . 


CONDITION ANO PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING... 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. . 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 


ALL HOUSING UNITS. 

WATER supply 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . 

bathtub or SHOWER, SHARED. 

NO bathtub or shower . 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

OTHER.. . 


sewage DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 

other or none. 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

B ROOMS OR MORE. 

MEDIANi 

ALL UNITS. 

OWNER OCCUPIEO . 

renter OCCUPIEO. 

YEAR structure BUILT 

1955 To MARCH 196*0. 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 


MAOISON 

MAHASKA 

MARION 

MARSHALL 

MILLS 

MITCH¬ 

ELL 

MONONA 

MONROE 

MONT¬ 

GOMERY 

MUSCA¬ 

TINE 

O'BRIEN 

OSCEOLA 

PAGE 

1 338 

2 

026 

2 

479 

2 

849 

1 

593 

1 

506 

2 

121 

834 

1 566 

3 

081 

2 

823 

907 

1 438 

1 010 

1 

532 

2 

087 

2 

I 

1 

291 

1 

283 

1 

636 

605 

1 224 

2 

408 

1 

1 

765 

1 028 

690 

1 

113 

1 

438 

1 

utH 


911 


970 

1 

089 

439 

883 

1 

676 

B 


622 

716 

690 

1 

113 

1 

434 

1 



911 


970 

1 

089 

436 

883 

1 

676 

B 


622 

716 

t t • 


. . 


4 


• #-• 


« « . 


» • « 


• , g 

3 

• 1 • 


• • • 


• • • 

• • • 

t • • 

320 


419 


649 


613 


380 


313 


547 

166 

341 


732 


651 

143 

312 

320 


419 


649 


613 


380 


313 


547 

166 

341 


728 

4 


651 

143 

312 

32S 


494 


392 


382 


302 


223 


485 

229 

342 


673 


249 

142 

410 

296 


384 


318 


303 


214 


168 


354 

112 

289 


291 


224 

116 

365 

228 


293 


224 


259 


134 


120 


270 

93 

227 


245 


199 

97 

233 

81 


109 


95 


100 


44 


36 


55 

45 

72 


142 


94 

38 

82 

22 


52 


23 


26 


15 


11 


12 

12 

14 


21 


32 

9 

16 

59 


77 


72 


74 


29 


25 


41 

33 

58 


121 


62 

29 

66 

14 


28 


50 


19 


2 


6 


6 

2 

7 


a 


29 

9 

11 

14 


25 


13 


14 


26 


14 


25 

14 

31 


22 


9 

5 

19 

119 


151 


66 


126 


62 


64 


186 

32 

117 


73 


67 

45 

121 

68 


91 


94 


44 


80 


48 


84 

19 

62 


46 


25 

19 

132 

32 


110 


74 


79 


88 


55 


131 

117 

53 


382 


25 

26 

45 

1 338 

2 

026 

2 

479 

2 

849 

1 

593 

1 

506 

2 

121 

834 

1 566 

3 

081 

2 

823 

907 

1 438 

B30 

1 

291 

1 

554 

2 

513 


895 

1 

189 

1 

515 

460 

1 014 

2 

316 

2 

411 

742 

832 

583 

1 

014 

1 

002 

1 

949 


748 


994 

1 

117 

234 

858 

1 

707 

2 

156 

586 

638 

12 


16 


52 


55 


4 


16 


33 

8 

37 


48 


28 

21 

30 

235 


261 


520 


309 


143 


179 


365 

218 

119 


561 


227 

135 

164 

388 


580 


698 


451 


497 


221 


428 

303 

432 


600 


346 

148 

449 

89 


178 


111 


110 


206 


85 


178 

60 

186 


238 


237 

41 

181 

16 


39 


9 


20 


12 


• • • 


13 

« • • 

23 


24 


11 

20 

17 

283 


363 


578 


321 


279 


136 


237 

243 

223 


338 


98 

87 

251 

120 


155 


227 


85 


201 


96 


17a 

71 

120 


165 


66 

17 

157 

320 


419 


649 


613 


380 


313 


547 

166 

341 


732 


651 

143 

312 

IBB 


221 


352 


475 


192 


238 


342 

78 

240 


504 


525 

103 

182 

131 


145 


198 


361 


151 


189 


225 

33 

214 


396 


441 

72 

148 

57 


76 


154 


114 


41 


49 


117 

45 

26 


108 


84 

31 

34 

109 


186 


216 


118 


119 


67 


154 

65 

85 


180 


122 

40 

88 

21 


68 


24 


13 


46 


27 


72 


40 


64 


82 

12 

44 

B8 


lie 


192 


105 


73 


40 


82 


45 


116 


40 

2B 

44 

23 


12 


81 


20 


69 


a 


51 


16 


48 


4 

... 

42 

1 338 

2 

026 

2 

479 

2 

849 

1 

593 

1 

506 

2 

121 

834 

1 566 

3 

081 

2 

823 

907 

1 438 

743 

1 

291 

1 

257 

2 

180 

1 

002 

1 

173 

1 

448 

362 

1 147 

2 

072 

2 

526 

659 

■ 

128 


235 


250 


298 


140 


72 


262 

64 

174 


335 


120 

112 


8 


8 


31 


28 


20 


a 


48 

9 

25 


12 


15 

4 


459 


492 


941 


343 


431 


253 


363 

399 

220 


662 


162 

132 

417 

759 

1 

322 

1 

261 

2 

234 

1 

024 

1 

164 

1 

477 

322 

1 191 

2 

153 

2 

561 

763 

908 

8 


31 


11 


20 


4 


20 


52 

• g g 

29 


36 


28 

• • • 

4 

571 


673 

1 

207 


595 


565 


322 


592 

512 

346 


892 


234 

144 

526 

733 

1 

275 

1 

240 

2 

152 


997 

1 

138 

1 

392 

330 

1 137 

2 

065 

2 

472 

672 

903 

4 


34 


11 


38 


4 


23 


62 

• • • 

22 


62 


40 

5 

8 

601 


717 

1 

228 


659 


592 


345 


667 

504 

407 


954 


311 

230 

527 

409 

1 

072 


568 

1 

440 


697 


750 

1 

387 

171 

1 039 

1 

417 

2 

366 

457 

368 

896 


886 

1 

831 

1 

336 


863 


654 


673 

561 

510 

1 

386 


495 

431 

1 052 

9 


68 


97 


75 


35 


86 


83 

89 

24 


289 


5 

5 

5 

282 


545 


471 


652 


503 


708 


75a 

15 

950 

1 

292 

2 

283 

475 

257 

482 


781 


821 

1 

629 


603 


478 


854 

267 

308 


943 


360 

269 

616 

S50 


700 

1 

204 


570 


489 


304 


531 

539 

315 


857 


223 

149 

552 

4 


20 


9 


20 


12 


4 


67 

4 

12 


137 


28 


10 

25 


77 


54 


64 


17 


a 


55 

12 

32 


261 


60 

16 

8 

96 


135 


170 


172 


105 


56 


167 

25 

141 


308 


196 

58 

68 

240 


309 


448 


470 


309 


214 


393 

165 

212 


468 


431 

132 

202 

312 


483 


713 


666 


406 


329 


528 

297 

363 


540 


616 

198 

387 

360 


456 


524 


625 


315 


369 


459 

183 

321 


638 


667 

198 

266 

181 


308 


350 


507 


201 


269 


279 

57 

269 


379 


486 

170 

272 

120 


236 


211 


325 


228 


257 


173 

91 

216 


350 


337 

135 

225 

5.5 

■ 

sn 


S.3 

■ 


■ 



5.9 

■ 

1 ^ 


5.6 


5.2 


5.6 

5.8 

5.7 

5.5 




5.3 






6.0 




5.8 


5.8 


5.7 

5.9 

5.8 

5.8 

■ 

m 


5.3 

■ 

n 

1 

m 


5.3 


4.8 

■1 

S.O 


4.9 


5.3 

• ■ • 

5.9 

36 


104 


105 


395 


59 


99 


69 

42 

41 


329 


226 

9S 

7 

72 


78 


103 


306 


44 


68 


106 

20 

46 


304 


251 

52 

23 

87 


102 


74 


184 


78 


125 


115 

a 

51 


293 


274 

69 

51 

66 


120 


101 


144 


137 


81 


115 

25 

56 


167 


191 

94 

57 

1 077 

1 

622 

2 

096 

1 

820 

1 

275 

1 

133 

1 

716 

739 

1 372 

1 

988 

1 

881 

597 

1 300 
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State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960—Con. 

[Some data baaed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

PALO 

ALTO 

PLYMOUTH 

POCA¬ 

HONTAS 

POLK 

POTTA¬ 

WATTA¬ 

MIE 

POWE¬ 

SHIEK 

RING- 

GOLD 

SAC 

Scott 

SHELBY 

r' ... 

SIOUX 

[ 

STORY 

TAMA 

aul housing units. 

1 

916 

2 

526 

2 

846 

4 

882 

4 

425 

2 

061 

1 697 

2 

891 

3 

695 

1 40l 

3 

336 

! 

1 3 

888 

2 

819 

TENUREt COLOR* AND VACANCY STATUS 

■ 


























OCCUPIED .... . 

■ 

462 

2 

215 

2 

414 

4 

274 

3 

780 

1 

703 

1 

272 

2 

340 

3 

288 

1 

no 

3 

083 

3 

464 

2 

425 

OWNER OCCUPIED . 


055 

1 

569 

1 

844 

3 

352 

2 

841 

1 

234 


916 

1 

759 

2 

495 


848 

2 

411 

2 

543 

1 

850 

WHITE.. . 


055 

1 

565 

1 

844 

3 

352 

2 

841 

1 

234 


916 

1 

759 

2 

487 


848 

2 

411 

2 

539 

1 

850 

NONWHITE . 


T 1 * 


4 


> . • 


• • • 


• • • 


« • • 


• « • 


• • • 


a 


• • • 


• • • 


4 


• t • 

RENTER OCCUPIED. 


409 


646 


570 


922 


939 


469 


356 


581 


793 


262 


672 


921 


575 

WHITE. 


409 


646 


570 


913 


939 


469 


356 


581 


777 


262 


672 


921 


567 

NONWHITE . 


... 


... 


... 


9 


... 


... 


... 


... 


16 


«t< 


... 


• « • 


6 

VACANT . 


454 


511 


432 


608 


645 


358 


425 


551 


407 

1 

291 


303 


424 


394 

YEAR RSUNO . 


300 


241 


357 


534 


559 


320 


309 


272 


237 


239 


277 


382 


326 

SOUND OR DETERIORATING . 


264 


180 


256 


441 


446 


255 


232 


222 


215 


197 


226 


317 


266 

AVAILABLE. 


99 


49 


1 15 


247 


176 


86 


56 


89 


91 


29 


83 


166 


118 

FOR SALE ONLY. 


29 


11 


30 


130 


65 


12 


34 


19 


30 


13 


26 


47 


24 

FOR RENT . ... . . . 


70 


58 


85 


117 


111 


74 


22 


70 


61 


16 


57 


119 


94 

RENTED OR SOLD* AWAITING OCCUPANCY . 




7 


38 


39 


30 


24 


42 


6 


29 


29 


13 


22 


12 

held for OCCASIONAL USE. 




9 


8 


26 


32 


17 


26 


9 


29 


6 


20 


19 



HELD FOR OTHER REASONS.. . 


BM:;! 


115 


95 


129 


208 


128 


108 


lie 


66 


133 


110 


no 


119 

DILAPIDATED. 




61 


101 


95 


113 


65 


77 


50 


22 


42 


51 


65 


60 

SEASONAL . 

■ 



70 


75 


74 


86 


38 


116 


279 


170 


52 


26 


42 


68 

CONDITION AND PLUMBING 

■ 


























ALL UNITS. 



2 

526 

2 

846 

4 

882 

4 

425 

2 

061 

1 

697 

2 

891 

3 

695 

1 

401 

5 

386 

3 

888 

2 

819 

SOUND. 



2 

058 

2 

212 

3 

846 

3 

279 

1 

562 

1 

057 

2 

325 

2 

992 

1 

108 

3 

032 

3 

227 

1 

991 

WITH ALL PLUMBING FACILITIES . 

1 

313 

1 

831 

2 

022 

3 

295 

2 

896 

1 

284 


794 

2 

025 

2 

339 


938 

2 

511 

2 

851 

1 


LACKING ONLY HOT WATER . 


20 


31 


25 


48 


70 


24 


16 


lie 


81 


41 


69 


8 


32 

LACKING OTHER PLUMBING FACILITIES. . , . 


335 


196 


165 


503 


313 


254 


247 


182 


572 


129 


452 


368 


504 

DETERIORATING. 


201 


558 


488 


704 


890 


344 


532 


44l 


557 


241 


300 


521 


709 

WITH ALL PLUMBING FACILITIES . 


28 


101 


307 


277 


400 


176 


127 


262 


251 


82 


84 


245 


342 

LACKING only HOT WATER . 




8 


4 


5 


68 


12 


• • • 


24 


8 


12 


9 


25 


40 

LACKING OTHER PLUMBING FACILITIES. . . . 




249 


177 


422 


422 


156 


405 


155 


298 


147 


207 


251 


327 

DILAPIDATED... 

■ 



110 


146 


332 


256 


155 


108 


125 


146 


52 


54 


140 


119 

RENTER OCCUPIED. 

■ 



646 


570 


922 


939 


469 


356 


561 


793 


262 


672 


921 


575 

SOUND. 


380 


484 


411 


626 


602 


334 


227 


413 


526 


216 


593 


680 


344 

WITH ALL plumbing FACILITIES . . 


514 


411 


360 


452 


474 


224 


164 


389 


568 


184 


431 


561 


235 

LACKING SOME OR ALL FACILITIES . 


66 


73 


51 


174 


128 


110 


63 


24 


158 


32 


162 


119 


109 

OETERIORATING. 


29 


142 


152 


211 


302 


115 


121 


148 


213 


42 


71 


202 


205 

WITH ALL PLUMBING FACILITIES . 


4 


57 


105 


78 


164 


61 


39 


100 


108 


21 


32 


85 


86 

LACKING SOME OR ALL FACILITIES . 


25 


85 


47 


133 


138 


54 


82 


48 


105 


21 


39 


117 


119 

dilapidated. . . . 


%«. 


20 


7 


as 


35 


20 


ej 


20 


54 


4 


a 


39 


26 

all housing units. 

1 

916 

2 

526 

2 

846 

4 

882 

4 

425 

2 

061 

1 

697 

2 

891 

3 

695 

1 

401 

3 

386 

3 

888 

2 

819 

Water supply 




■ 







■ 
















hot and cold piped water insioe structure. 

1 

585 


Rrl 

2 

426 

3 

916 

3 

470 


587 


990 

2 

369 

2 

782 

1 

066 

2 

799 

3 

305 

2 

164 

ONLY COLO PIPEO WATER INSIDE STRUCTURE . . 


156 




164 


377 


386 


152 


95 


271 


459 


128 


325 


270 


247 

PIPED WATER OUTSIDE STRUCTURE. 


4 


119 


8 


95 


44 

■ 

12 


13 


31 


21 


45 


20 


12 


9 

NO PIPED WATER . 


571 


286 


248 


494 


525 


310 


599 


220 


433 


160 


242 


301 


399 

TOILET FACILITIES 



























FLUSH TOILET* EXCLUSIVE USE . 

1 

440 

2 

039 

2 

484 

3 

784 

3 

574 

1 

576 


979 

2 

521 

2 

845 

1 

117 

3 

021 

3 

337 

2 

221 

FLUSH TOILET* SHARED . 


20 


24 


21 


37 


37 


44 


25 


16 


49 


8 


18 


71 


60 

OTHER TOILET FACILITIES OR NONE. . . . . . 


456 


463 


341 

1 

061 


814 


441 


693 


354 


801 


276 


347 


480 


538 

BATHING FACILITIES 



























BATHTUB OR SHOWER* EXCLUSIVE USE . 

1 

367 

1 

971 

2 

421 

3 

750 

3 

529 

1 

516 


945 

2 

465 

2 

770 

1 

084 

2 

694 

3 

213 

2 

124 

BATHTUB OR SHOWER* SHARED . 


20 


28 


8 


36 


37 


54 


22 


16 


61 


a 


26 


92 


57 

NO bathtub or SHOWER . 


529 


527 


417 

1 

096 


859 


491 


730 


390 


864 


309 


666 


583 


638 

SOURCE OF WATER 



























PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 

1 

146 

1 

709 

2 

359 

2 

821 

2 

560 

1 

360 


824 

2 

274 

1 

497 


957 

2 

716 

2 

707 

1 

907 

INDIVIDUAL WELL . 


705 


764 


414 

1 

856 

1 

803 


663 


865 


555 

1 

966 


409 


514 

1 

197 


870 

OTHER . 


41 


56 


62 


193 


64 


32 


54 


56 


262 


31 


106 


46 


31 

sewage disposal 



























PUBLIC SEWER . 


943 

1 

553 

1 

904 

1 

037 

1 

919 


966 


558 

2 

018 


459 


344 

2 

600 

1 

355 

1 

532 

SEPTIC TANK OR CESSPOOL. 


477 


547 


598 

2 

897 

1 

807 


671 


465 


587 

2 

527 


807 


404 

2 

156 


758 

OTHER OR NONE. ... 


472 


429 


333 


936 


701 


418 


698 


280 


739 


246 


332 


439 


518 

ROOMS 






1 





















1 ROOM . 


39 


24 


28 


71 


64 


20 


12 


5a 


56 


4 


16 


49 


30 

2 ROOMS. 


65 


50 


44 


118 


102 


56 


25 


88 


172 


12 


47 


94 


49 

3 ROOMS. 


171 


115 


123 


305 


289 


120 


77 


214 


519 


34 


138 


351 


169 

4 ROOMS. 


307 


367 


439 

1 

153 


950 


298 


291 


495 


926 


154 


523 


612 


405 

5 ROOMS . 


537 


557 


703 

1 

413 

1 

175 


420 


534 


658 


906 


354 


733 


790 


575 

6 ROOMS . . 


500 


625 


739 


999 


897 


491 


346 


581 


574 


336 


831 


836 


628 

7 ROOMS . 


297 


382 


421 


507 


507 


393 


249 


447 


334 


286 


605 


600 


568 

a ROOMS OR MORE . 


200 


406 


349 


316 


441 


263 


163 


350 


208 


221 


493 


556 


395 

MEDIAN* 



























ALL UNITS . 

1 

5.6 


5.7 

1 

5.6 


5.1 


E ' 3 


5.7 


5.3 




EZn 


5.9 


5.B 


5.6 


5.8 

OWNER OCCUPIED . 


5.8 


5.8 


5.7 


5,2 


E ' kl 


6.0 


5.6 


E ^ 




5.9 


5.8 


5.7 


6.0 

RENTER OCCUPIED. 


5.5 


5.5 


5.4 


4.9 


I J 


5.1 


4.9 

■ 

III 

■ 



6.0 


5.8 


5.2 


5.3 

YEAR STRUCTURE BUILT 



























1955 TO march 1960 . 


94 


139 


166 

1 

097 


643 


112 


m 


235 


566 


84 


245 


548 


173 

1950 TO 1954 . 


112 


155 


181 


582 


215 


137 




192 


529 


75 


327 


311 


130 

1940 TO 1949 . 


172 


134 


280 


620 


193 


112 




288 


687 


61 


324 


304 


189 

1950 TO 1959 . 


125 


148 


191 


500 


289 


64 




189 


350 


83 


252 


183 


122 

1929 OR EARLIER... 

1 

413 

1 

950 

2 

028 

2 

083 

3 

085 

1 

1_ 

636 



1 

987 

1 

583 

1 

098 

2 

238 

2 

542 

2 

205 

















































































































Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960—Con. 

[Some data based on sample; see text. Median not shown vt'here base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

TAYLOR 

UNION 

VAN 

BUREN 

WAPELLO 

WARREN 

WASH¬ 

INGTON 

WAYNE 

WEBSTER 

WINNE¬ 

BAGO 

WINNE¬ 

SHIEK 

WOOD¬ 

BURY 

WORTH 

WRIGHT 

all housing units.. . . 

2 

467 

1 104 

2 

375 

2 

623 

2 

546 

2 

405 

2 

629 

3 

718 

1 

758 

1 

798 

3 

389 

1 

896 


236 

TENUREt COLOR, AND VACANCY STATUS 
























1 

■ 

OCCUPIED . 

1 

869 

783 

1 

866 

2 

127 

2 

146 

2 

016 

2 

105 

3 

329 

1 

551 

1 

514 

2 

669 

1 

659 

■ 

Hii 

OWNER OCCUPIED . 

1 

470 

575 

1 

408 

1 

675 

1 

634 

1 

434 

1 

581 

2 

377 

1 

135 

1 

172 

1 

767 

1 

239 



WHITE... 

1 

466 

571 

1 

404 

1 

675 

1 

634 

1 

434 

1 

581 

2 

373 

1 

135 

1 

172 

1 

767 

1 

223 


EES 

NONWHITE . . 


4 

4 


4 


• • 


• . . 


. . 


... 


4 


• • . 


• . 


• • 


16 


* • t 

RENTER OCCUPIED. 


399 

208 


458 


452 


512 


582 


524 


952 


416 


342 


902 


420 


235 

WHITE. 


399 

204 


458 


452 


512 


582 


524 


944 


416 


342 


894 


420 


235 

NONWHITE . 


... 

4 


... 


... 


... 


... 


... 


8 


... 


... 


8 


... 


... 

VACANT . 


598 

321 


509 


496 


400 


389 


524 


389 


207 


284 


720 


237 


395 

YEAR ROUND.. . 


478 

283 


352 


364 


347 


346 


436 


311 


178 


232 


621 


222 


283 

SOUND OR DETERIORATING . 


341 

189 


297 


204 


258 


262 


291 


268 


142 


175 


501 


200 


195 

AVAILABLE. 


65 

20 


104 


90 


143 


81 


70 


109 


65 


49 


241 


102 


65 

FOR SALE ONLY. 


25 

6 


34 


22 


57 


21 


27 


27 


19 


15 


27 


23 


15 

FOR RENT . 


40 

14 


70 


68 


86 


60 


43 


82 


46 


34 


214 


79 


50 

RENTED OR SOLD, AWAITING OCCUPANCY . 


38 

a 


22 


13 


20 


15 


43 


15 


14 


14 


26 


31 


11 

HELD FOR OCCASIONAL USE. 


12 

8 


26 


22 


27 


50 


18 


13 


10 


9 


50 


8 


9 

HELD FOR OTHER REASONS . 


226 

153 


145 


79 


68 


116 


160 


131 


53 


103 


184 


59 


110 

OILAPIOATED. 


137 

94 


55 


160 


89 


84 


145 


43 


36 


57 


120 


22 


88 

SEASONAL . 


120 

38 


157 


132 


53 


43 


88 


78 


29 


52 


99 


15 


112 

CONDITION AND PLUMBING 


























ALL UNITS. 

2 

467 

1 104 

2 

375 

2 

623 

2 

546 

2 

405 

2 

629 

3 

718 

1 

758 

1 

798 

3 

389 

1 

896 

1 

236 

SOUNO. 

1 

769 

593 

1 

824 

1 

597 

1 

782 

1 

541 

1 

433 

3 

063 

1 

521 

1 

191 

2 

341 

1 

686 


791 

WITH ALL PLUMBING FACILITIES ...... 

1 

347 

472 

1 

082 

1 

183 

1 

466 

1 

285 

1 

056 

2 

437 

1 

276 


930 

1 

932 

1 

414 


664 

LACKING ONLY HOT WATER . 


23 

6 


25 


20 


24 


41 


17 


12 


29 


18 


85 


29 


4 

LACKING OTHER PLUMBING FACILITIES. . . . 


399 

115 


717 


394 


292 


215 


360 


614 


216 


243 


324 


243 


123 

deteriorating. 


526 

338 


469 


716 


554 


723 


909 


545 


204 


477 


847 


175 


295 

WITH ALL PLUMBING FACILITIES . 


166 

91 


47 


223 


168 


321 


375 


152 


84 


216 


404 


47 


151 

LACKING ONLY HOT WATER . 


28 

15 


4 


36 


9 


28 


19 


18 


4 


23 


62 


• • • 


9 

LACKING OTHER PLUMBING FACILITIES. . . . 


332 

232 


418 


457 


377 


374 


515 


375 


116 


238 


381 


128 


135 

OILAPIOATEO. 


172 

173 


82 


310 


210 


141 


287 


no 


33 


130 


201 


35 


150 

renter OCCUPIED. 


399 

208 


458 


452 


512 


582 


524 


952 


416 


342 


902 


420 


235 

SOUNO. 


299 

78 


339 


219 


307 


387 


255 


738 


344 


ISO 


618 


361 


133 

WITH ALL PLUMBING FACILITIES . 


193 

56 


183 


133 


209 


300 


168 


477 


277 


112 


519 


301 


117 

LACKING SOME OR ALL FACILITIES . 


106 

22 


156 


86 


98 


87 


87 


261 


67 


68 


99 


60 


16 

DETERIORATING. 


88 

77 


111 


148 


169 


171 


234 


162 


64 


149 


244 


59 


73 

WITH ALL PLUMBING FACILITIES . 


36 

18 


9 


41 


31 


76 


77 


48 


28 


88 


112 


20 


45 

LACKING SOME OR ALL FACILITIES . 


52 

59 


102 


107 


138 


95 


157 


134 


36 


61 


132 


39 


28 

OILAPIOATEO. 


12 

53 


8 


85 


36 


24 


35 


32 


8 


13 

. 

40 


t • • 


29 

ALL HOUSING UNITS. 

2 

467 

1 104 

2 

375 

2 

623 

2 

546 

2 

405 

2 

629 

3 

718 

1 758 

1 

798 

3 

389 

1 

896 

1 

236 

Water supply 
















m 

■ 









HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

1 

627 

631 

1 

275 

1 

603 

1 

777 

1 

729 

1 

589 

2 

793 

m 


1 

228 

2 

534 

1 

574 


875 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


131 

53 


184 


247 


228 


226 


184 


365 


117 


131 


466 


140 


149 

PIPED WATER OUTSIDE STRUCTURE . 


12 

• • • 


19 


8 


9 


4 


4 


20 


• ■ t 


12 


101 


9 


t • • 

NO PIPED WATER . 


697 

420 


897 


765 


532 


446 


852 


540 


129 


427 


288 


173 


212 

toilet FACILITIES 


























FLUSH TOILET, EXCLUSIVE USE . 

1 

624 

614 

1 

208 

1 

595 

1 

699 

m 

m 1 

1 

593 

2 

733 

1 

506 

1 

260 

2 

733 

1 

583 


932 

FLUSH TOILET, SHARED . 


38 

11 


20 


39 


S 

■ 

il 


55 


33 


47 


30 


36 


46 


13 

OTHER TOILET FACILITIES OR NONE. 


805 

479 

1 

147 


999 


839 

■ 

Si 


981 


952 


205 


508 


620 


267 


291 

BATHING FACILITIES 


























bathtub or SHOWER, EXCLUSIVE USE . 

1 

595 

608 

1 

201 

1 

551 

1 

703 

1 

699 

1 

526 

2 

683 

1 

413 

1 

206 

2 

527 

1 

494 


057 

bathtub or shower, SHARED. 


46 

11 


28 


37 


8 


40 


77 


24 


48 


35 


36 


51 


8 

NO BATHTUB OR SHOWER . 


826 

485 

1 

146 

1 

035 


835 


666 

1 

026 

1 

Oil 


297 


557 


826 


351 


371 

SOURCE OF WATER 


























PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

417 

296 


942 


972 

1 

339 

1 

407 

1 

470 

2 

215 

1 

381 


887 

2 

515 

1 

265 


758 

INDIVIDUAL WELL . 

1 

043 

745 

1 

406 

. 1 

492 

1 

182 


955 

1 

147 

1 

419 


292 


828 


806 


578 


452 

OTHER. 


15 

23 


71 


171 


42 


26 


20 


118 


no 


85 


85 


44 


55 

SEWAGE DISPOSAL 


























PUBLIC SEWER . , 

1 

094 

188 


523 


469 


530 


736 

1 

181 


991 


750 


602 

1 

707 

1 

095 


370 

SEPTIC TANK OR CESSPOOL. 


603 

391 


727 

1 

185 

1 

117 

1 

005 


462 

1 

864 


831 


685 

1 

183 


523 


577 

OTHER OR NONE. 


778 

485 

1 

169 


981 


916 


647 


994 


897 


202 


513 


516 


269 


318 

ROOMS 


























1 ROOM . 


4 

16 


36 


53 


12 


25 


44 


43 


21 


17 


53 


37 


34 

a ROOMS. 


61 

18 


63 


119 


25 


44 


63 


79 


66 


35 


126 


36 


24 

3 ROOMS. 


76 

33 


146 


217 


105 


159 


177 


266 


111 


151 


197 


156 


97 

4 ROOMS.. 


419 

221 


307 


629 


517 


331 


407 


880 


348 


245 


607 


324 


142 

5 ROOMS. 


689 

327 


667 


771 


791 


547 


651 


801 


473 


403 


877 


469 


207 

6 ROOMS. 


517 

245 


519 


468 


505 


607 


543 


863 


356 


411 


734 


401 


291 

7 ROOMS. 


368 

85 


334 


226 


341 


335 


408 


537 


238 


307 


472 


274 


222 

8 ROOMS OR MORE. 


333 

159 


303 


140 


250 


357 


336 


249 


145 


229 


323 


199 


219 

MEDlANt 


























ALL UNITS. 


5.5 



* ' ^ 






5.7 


5.5 




5.2 


Enl 






5.9 

owner OCCUPIED . 


5.6 







QQ 


5.8 


5.7 


P ' 4 


5.4 




P ' >• 




6.2 

RENTER OCCUPIED. 


5.0 

Hu 

H 

j 1 


4.7 

■ 

QQ 


5.1 


4.5 

■ 

1 y 


4.8 

■ 

m 

■ 

1 1 j 


4.8 


5.9 

YEAR STRUCTURE BUILT 


























I9S5 TO MARCH 1960 . 


65 

12 


83 


233 


490 


149 


66 


337 


166 


148 


398 


104 


60 

1950 To 1954 . 


52 

21 


67 


262 


142 


133 


72 


411 


132 


81 


187 


104 


49 

1940 TO 1949 . 


40 

56 


45 


283 


173 


140 


73 


507 


156 


100 


231 


154 


91 

1930 To 1939 . 


81 

34 


54 


224 


188 


115 


139 


308 


169 


93 


188 


181 


48 

1939 OR EARLIER. 

2 

229 

981 

2 

126 

1 

621 

1 

553 

1 

868 

2 

279 

2 

155 

1 

135 

1 

376 

2 

385 

1 

353 


988 
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State and Small Areas 


Table 32. —Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties; 1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


He,icing Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


ALLA- APPA- AUDUBON BENTON BLACK BOONE BREMER BUCHANAN BUTLER 

MAVPF MnOSE HAWK 


all housing units. . . 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER means without FLUE . . 
NONE. 


all occupied units 


1 PERSON .... 

2 PERSONS. . . , 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

all OCCUPIED , 
OWNER. . . . 
RENTER . . . 



1.00 OR LESS 
1.01 OR MORE 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 

renter occupied 

1958 TO MARCH i960 
1954 To 1957 . . . 
i9H0 To 1953 . . . 
1939 OR EARLIER. . 


1 OR MORE 
NONE . . 


OWNER occupied . 

LESS Than $5tOoo . 

$5,000 TO $7 I 400 . 

$7,500 TO $91 900 . 

$10,000 TO $12,400 .... . 

$12,500 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. 

MEDIAN ............. DOLLARS 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 


renter occupied 

LESS THAN $20. . . 
$20 TO $39 .... 
$40 TO $59 .... 
$60 TO $79 .... 
$80 TO $99 .... 

$100 To $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN . 


RENTER occupied. . 

MEDIAN . DOLLARS 


VACANT AVAILABLE FOR RENT. 

MEOIAN RENT ASKED.DOLLARS 


ALL VACANT UNITS . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . . . . 

available Vacant units 
10 acres or more . 

LESS THAN 10 ACRES . . . . 
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Table 32, —Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-|-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons pet Room 
Year Moved into Unit 
Home Food Freezer 


Viilue 
Gross Rent 
Conttact Rent 
Acres in the 
Place 


SUBJECT 


Calhoun 

CARROLL 

CASS 

CEDAR 

CERRO 

CHEROKEE 

CHICKA- 

CLARKE 

CLAY 

CLAYTON 

CLINTON 

CRAWFORD 








GORDO 



SAW 










ALL. HOUSING UNITS. 


3 B90 

2 747 

2 

048 

2 832 

2 

798 

1 

565 

1 

746 

693 

1 

594 

4 

719 

2 

869 

2 

265 

HEATING EQUIPMENT 






















STEAM OR HOT WATER . 


264 



82 

366 


76 


140 


123 

• * * 


115 


987 


287 


117 

WARM AIR FURNACE . 


1 786 



669 

1 640 

1 

227 


739 


743 

102 


636 

1 

725 

1 

578 


915 

BUILT-IN ROOM UNITS. 


463 



185 

89 


340 


lOO 


127 

41 


79 


308 


127 


104 

OTHER MEANS WITH FLUE. 


1 158 


1 

050 

663 

1 

021 


537 


709 

486 


707 

1 

651 


829 


834 

OTHER MEANS WITHOUT FLUE . • . • 


64 



28 

42 


58 




• « • 

4 


24 


21 


39 


94 

NONE. 


155 

iHiB ] 


34 

32 


76 


49 


44 

60 


33 


27 


9 


201 

ALL occupied UNITS . . . . 


3 219 

2 467 

1 

733 

2 461 

1 

907 

1 

305 

1 

464 

480 

1 

165 

4 

029 

2 

602 

1 

834 

PERSONS 


■ 












■ 

■ 







1 PERSON. 

• • • • • 


416 


309 

351 


315 


227 


229 

86 

■ 



699 


297 


326 

2 PERSONS. 

• • • t « 


913 


669 

905 


576 


467 


596 

187 


i!r«Li 

1 

443 


757 


654 

3 PERSONS. 

• • • • * 


352 


338 

354 


302 


204 


190 

65 


IliU 


684 


477 


294 

4 PERSONS. 

• * • * • 


339 


180 

345 


281 


164 


172 

72 


l&i 


503 


403 


253 

5 PERSONS. 

* « • • • 

258 

244 


124 

251 


215 


153 


148 

30 


lUrj 


307 


327 


167 

6 PERSONS. 

• • • • • 

159 

92 


91 



83 


27 


66 

24 


63 


199 


175 


80 

7 PERSONS. 


59 

44 


23 



91 


31 


36 

16 


48 


86 


95 


25 

a PERSONS OR MORE. 

• • * * • 

51 

67 


4 



44 


32 


27 

• * * 


32 


108 


71 


35 

MEDIANI 






















ALL OCCUPIED . . 

* 1 • • • 

2.3 

2.4 


2.3 



2.7 


2.4 


2.3 

2.3 


K ' 4 


Enil 


3.0 


2.4 

OWNER. 


2.3 

2.3 


2.2 



2.4 


2.3 


2.3 

2.3 


n ' u 




2.8 


2.3 

RENTER . 


2.7 

3.1 


2.9 



3.4 


3.0 


2.9 

... 

■ 

1 1 


2.7 


3.5 


2.9 

PERSONS PER ROOM 






















1.00 OR LESS . 

- , - , ■ 

3 079 

2 326 

1 

666 

2 309 

1 

707 

1 

241 

1 

377 

456 

1 

055 

3 

736 

2 

325 

1 

731 

1.01 OR MORE . 

. 

140 

141 


72 

152 


200 


64 


87 

24 


110 


293 


277 


103 

YEAR MOVEO INTO UNIT 






















OWNER OCCUPIED . 


2 417 

1 857 

1 

294 

1 823 

1 

394 


971 

1 

082 

363 


745 

2 

951 

2 

001 

1 

451 

1958 TO MARCH 1960 . 


359 

246 


220 

318 


273 


172 


221 

74 


140 


503 


448 


206 

1954 TO 1957 .. . . . 


469 

325 


258 

384 


345 


164 


190 

58 


156 


565 


524 


299 

1940 TO 1953 . 


1 053 

822 


550 

772 


528 


404 


453 

162 


316 

1 

208 


684 


650 

1939 OR EARLIER. 

• • • • • 

536 

464 


266 

349 


248 


231 


218 

69 


133 


675 


345 


296 

RENTER OCCUPIED. 

• • • • • 

802 

610 


444 

638 


513 


334 


382 

117 


420 

1 

078 


601 


383 

1958 TO MARCH 1960 . 

• • • t • 

383 

369 


254 

352 


292 


136 


219 

45 


231 


526 


368 


170 

1954 TO 1957 . 

* • • t • 

218 

121 


85 

155 


82 


109 


62 

35 


67 


235 


137 


88 

1940 To 1953 . 

• • ■ • • 

155 

108 


75 

111 


106 


81 


78 

23 


95 


252 


64 


86 

1939 OR EARLIER. 

• t « • • 

46 

12 


30 

20 


33 


8 


23 

14 


27 


65 


32 


39 

HOME FOOD FREEZER 






















1 OR MORE... 


1 024 

935 


562 

895 


660 


340 


422 

206 


310 

1 

184 

1 

022 


482 

NONE. 


2 249 

1 502 

1 

013 

1 547 

1 

265 


973 

1 

012 

262 


887 

2 

792 

1 

505 

1 

359 

Value 






















OWNER OCCUPIED . 


2 333 

1 770 

1 

220 

1 554 

1 

280 


896 


998 

314 


701 

2 

635 

1 

694 

1 

326 

LESS THAN S5i000 . 


586 

513 


535 

226 


313 


295 


211 

246 


248 


711 


341 


525 

SSiOOO TO S7i400 . 


584 

444 


341 

338 


334 


171 


333 

60 


201 


654 


414 


379 

*7<500 TO $9i900 . 


483 

373 


174 

364 


246 


158 


217 

8 


100 


510 


323 


169 

*10»000 TO $12<400 . 


368 

231 


81 

243 


135 


136 


123 

• • • 


72 


348 


226 


118 

*12*500 TO $14*900 . 


137 

90 


34 

149 


96 


40 


48 

• * ■ 


36 


191 


184 


79 

*15*000 TO *19*900 . 


134 

80 


43 

185 


90 


56 


55 

• • » 


24 


158 


127 


36 

$20*000 TO $24*900 . 

• • • • • 

29 

24 


12 

45 


46 


24 


11 

1 • • 


8 


43 


52 


16 

*25*000 OR MORE. 

• * • t • 

12 

15 


• * • 

4 


20 


16 


• « • 

• * • 


12 


20 


27 


4 

MEDIAN . . 

DOLLARS . 

7 500 

7 100 

5 

500 

9 000 

7 

400 

7 

200 

7 

200 

5 OOO- 

6 

300 

7 

300 

8 

200 

5 

900 

VACANT AVAILABLE FOR SALE. . 

• • • • • 

18 

7 


4 

5 


26 


13 


10 

t • • 


4 


27 


5 


.. . 

MEDIAN PRICE ASKED . 

dollars . 

... 

... 


... 

... 


... 




• • 

• • • 


• • • 


. • • 


• • • 


• • • 

GROSS RENT 






















renter OCCUPIED. 

• • • * • 

802 

610 


444 

638 


513 


334 


3B2 

117 


420 

1 

078 


601 


383 

LESS THAN $20. 


8 

5 


4 

12 


8 


4 


8 

• • • 


• • • 


16 


4 


• • 

*20 TO $39 . 


61 

45 


53 

14 


26 


45 


27 

27 


43 


205 


45 


35 

*40 TO $59 . 


214 

136 


93 

92 


89 


92 


123 

21 


98 


354 


117 


132 

*60 TO $79 . 


185 

179 


114 

199 


124 


80 


114 

20 


132 


248 


165 


83 

*B0 TO $99 . 


94 

114 


64 

123 


97 


32 


46 

8 


43 


124 


134 


35 

$100 TO $119 . 


41 

25 


21 

53 


16 


4 


3 

• • • 


20 


12 


32 


16 

$120 OR MORE . 

• * • • • 

14 

13 


a 

9 


9 


4 


24 

• • • 


3 


8 


28 


16 

NO cash rent . 


185 

93 


87 

136 


144 


73 


37 

41 


81 


111 


76 


66 

MEDIAN . 

DOLLARS . 

62 

68 


64 

74 


67 


58 


63 

... 


63 


55 


71 


58 

CONTRACT rent 






















RENTER OCCUPIED. 

• • • A « 

617 

517 


357 

502 


369 


261 


345 

76 


339 


967 


525 


317 

MEDIAN . 

DOLLARS . 

43 

44 


37 

52 


43 


36 


36 

... 


38 


37 


46 


34 

VACANT AVAILABLE FOR RENT. . 

• # • • • 

83 

29 


20 

21 


67 


24 


20 

6 


13 


63 


20 


21 

MEDIAN RENT ASKED. 

dollars . 

... 

... 


... 

• • • 


... 


• * • 


• • 

••• 


• • ■ 


• • • 


* • 


• • • 

ACRES IN THE PLACE 






















ALL VACANT UNITS . 


671 

280 


310 

371 


891 


260 


282 

213 


429 


690 


267 


431 

10 ACRES OR MORE . 

- T - 1 - 

179 

160 


185 

158 


103 


166 


184 

163 


246 


134 


146 


239 

LESS than 10 ACRES . 


492 

120 


125 

213 


788 


94 


98 

50 


183 


556 


121 


192 

AVAILABLE VACANT UNITS . . . 

• • • • • 

115 

48 


57 

45 


123 


50 


78 

63 


42 


117 


60 


25 

10 ACRES OR MORE . 


14 

12 


33 

19 


30 


13 


48 

57 


25 


27 


35 


4 

LESS THAN 10 ACRES . 

. 

101 

36 


24 

26 


93 


37 


30 

6 


17 


90 


25 


21 
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State and Small Areas 


Table 32 ,—Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960—Con. 

[Based on. sample; see text. Median not shown where base is less than 200; plus (•+•) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . , 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUIUT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER means WITHOUT FLUE . . . 
NONE. 


ALL OCCUPIED UNITS . 

PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIANi 

ALL OCCUPIED . 

OWNER. 

RENTER . . 

PERSONS PER ROOM 

1.00 OR LESS . 

1.01 OR MORE . . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 .. 

1940 TO 1953 . 

1939 OR earlier. 

RENTER OCCUPIED... 

1958 TO MARCH i960 . 

1954 TO 1957 . 

1940 To 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 

1 OR MORE. 

NONE. 

VALUE 

owner OCCUPIED . 

LESS than SSiOOO . 

$51000 TO $7<400 .. 

S7<500 TO $91900 .. . . 

SlOiOOO TO S12i400 .. . . . 

$12(500 TO $14(900 . 

$15(000 TO $19(900 ... 

$20(000 TO $24(900 . 

$25(000 OR MORE. 

MEDIAN . DOLLARS 

VACANT available FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 

GROSS RENT 

RENTER OCCUPIED. 

LESS Than $20 . 

$20 TO $39 . 

$40 TO $59.. • ( 

$60 TO .... 

$80 TO $99.. 

$100 TO $119. 

$120 OR MORE.. . . . . 

NO CASH RENT . 

median . DOLLARS 

CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . ..... DOLLARS 

VACANT available FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 

ACRES IN THE PLACE 

all VACANT UNITS . 

10 ACRES OR MORE . 

LESS than 10 ACRES . 

AVAILABLE VACANT UNITS . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 


DALLAS 

DAVIS 

OECATUR 

DELAWARE 

OES 

MOINES 

DICKIN¬ 

SON 

DUBUQUE 

3 953 

775 

2 706 

2 240 

1 763 

5 662 

2 948 

246 

8 

■■ 

136 

235 

244 

344 

1 940 

131 


656 

684 

1 571 

1 515 

339 

46 


147 

150 

588 

112 

1 390 

548 

1 551 

1 202 

687 

2 688 

888 

17 

8 

26 

9 

3 

339 

61 

21 

34 

21 

90 

4 

232 

28 

3 467 

535 

2 152 

1 613 

1 424 

2 069 

2 668 

459 

82 

473 

298 

151 

273 

281 

1 108 

177 

795 

553 

369 

715 

633 

669 

83 

310 

234 

294 


468 

526 

94 

202 

203 



361 

338 

39 

193 

124 



372 

216 

31 

102 




285 

57 

14 

44 

36 

24 


112 

94 

15 

33 

56 

53 


156 

2.7 

2.6 

2.3 

2.4 

3.2 


3.4 

2.6 

2.4 

2.3 

2.4 

3.0 

2.5 

3.3 

3.1 

3.1 

2.3 

2.B 

3.3 

3.1 

3.8 

3 151 

486 

2 039 

1 473 

1 294 

1 946 

2 155 

316 

49 

113 

140 

130 

123 

513 

2 532 

331 

1 563 

1 209 

922 

1 521 

2 030 

460 

61 

312 

244 

212 

293 

465 

669 

88 

346 

247 

233 

328 

551 

963 

125 


501 

365 

651 

713 

440 

57 


217 

112 

249 

301 

935 

204 


404 

502 

548 

638 

534 

91 


202 

247 

332 

284 

210 

66 


100 

155 

112 

199 

158 

34 


87 

84 

89 

120 

33 

13 

12 

15 

16 

15 

35 

1 153 

173 

440 

341 

484 

487 

1 047 

2 297 

342 

1 734 

1 338 

912 

1 597 

1 502 

2 321 

303 

1 377 

1 112 

834 

1 398 

1 575 

623 

228 

849 

415 

172 

322 

216 

663 

50 

240 

333 

113 

343 

297 

373 

10 

128 

184 

186 

252 

257 

239 

7 

96 

104 

100 

168 

320 

174 


24 

36 

77 

123 

220 

170 

8 

28 

28 

82 

91 

201 

55 

- - t 

4 

12 

68 

29 

40 

24 

t - 1 

a 

• • • 

36 

70 

24 

7 000 

5 000- 

5 000- 

6 100 

9 300 

7 800 

10 100 

26 

... 

34 

4 

7 

8 

8 

935 

204 

589 

404 

502 

548 

638 

20 

14 

13 

8 

9 

• • « 

• • • 

77 

58 

143 

56 

38 

34 

51 

220 

52 

178 

115 

145 

153 

168 

295 

16 

110 

68 

140 

145 

147 

137 

a 

51 

46 

62 

103 

120 

35 

4 

13 

15 

33 

31 

36 

4 

8 

a 

• t • 

8 

8 

24 

147 

44 

73 

96 

67 

74 

92 

65 

• • • 

53 

53 

63 

67 

67 

788 

160 

516 

308 

435 

474 

546 

45 

... 

35 

33 

50 

45 

42 


11 

57 

25 

20 

31 

41 


240 

554 

627 

339 

3 593 

280 


177 

290 

138 

121 

384 

72 


63 

264 

489 

218 

3 209 

208 


47 

136 

60 

35 

55 

53 

51 

36 

45 

27 

a 

16 

4 

40 

11 

91 

33 

27 

39 

49 


emmet 


1 030 


28 

519 

80 

357 

19 

27 


834 


148 

289 

84 

135 

96 

52 

18 

12 

2.4 

2.3 

3.7 


782 

52 


600 

101 

130 

241 

128 

234 

124 

52 

45 

13 


243 

545 


529 

134 

166 

94 

83 

20 

28 

4 

7 000 


196 

17 


196 

124 

72 


AYETTE 

FLOYD 

FRANKLIN 

FREMONT 

2 740 

1 747 

1 607 

2 529 

275 

73 

44 

143 

1 194 

898 

890 

811 

238 

137 

82 

200 

961 

588 

513 

1 347 

40 

15 

5 

17 

32 

36 

73 

11 

2 341 

1 495 

1 312 

2 094 

380 

265 

250 

364 

872 

430 

461 

636 

357 

264 

190 

393 

323 

251 

159 

276 

192 

132 

106 

211 

108 

83 

89 

135 

59 

39 

16 

31 


31 

HjH 

48 


2.7 


2.6 


2.5 


2.4 

2.8 

3.3 

■ 

3.1 

2 171 

1 397 

1 225 

1 923 

170 

98 

87 

171 

1 71S 

1 053 

959 

1 475 

313 

210 

148 

297 

399 

237 

169 

302 

639 

415 

467 

609 

364 

191 

175 

267 

626 

442 

353 

619 

361 

253 

207 

327 

116 

112 

82 

165 

90 

74 

34 

95 

59 

3 

30 

32 

i 

874, 

712 

444 

510 

1595 

786 

936 

1 741 

1 468 

910 

919 

1 356 

637 

303 

261 

686 

377 

297 

226 

313 

177 

120 

171 

169 

120 

100 

138 

84 

60 

37 

54 

72 

44 

37 

40 

28 

8 

8 

12 

• • • 

45 

a 

17 

4 

5 600 

6 300 

7 200 

5 000- 

17 

24 

22 

23 

626 

442 

353 

619 

12 

7 

• • • 

• t t 

128 

43 

20 

128 

145 

115 

73 

148 

135 

140 

54 

211 

50 

67 

39 

38 

11 

8 

12 

11 

15 

• • • 

• « • 

4 

130 

62 

15S 

79 

55 

63 

* • • 

59 

496 

380 

198 

540 

32 

38 

... 

34 

38 

18 

43 

31 

399 

252 

295 

435 

227 

142 

138 

181 

172 

110 

157 

254 

71 

77 

87 

70 

16 

35 

22 

16 

55 

42 

65 

54 


20 
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Table 32, —Occupantcy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties; I960—Con. 

[Based on sample; see text Median not shown where base is less than 200; plus (•+•) or minus (-) after number indicates median above 

or below that number] 


Hearing Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. 

HEATING equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE. 


all occupied UNITS . . . • 
PERSONS 


1 PERSON . . . . , 

2 PERSONS. , . . , 

3 PERSONS. ... 

4 PERSONS. 

5 PERSONS. ... 

6 PERSONS. . . . , 

7 PERSONS. ... 

8 PERSONS OR MORE 
MEOIANi 

ALL OCCUPIED . 
OWNER. . . . 
RENTER ... 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED . 

LESS THAN $51000 . 

S5.000 TO $7t400 . 

S7t500 TO $91900 . 

SlOiOOO TO $12i400 . 

S12f500 TO $14(900 . 

$15(000 TO $19(900 . 

$20(000 TO $24(900 . 

$25(000 OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE. . 
MEDIAN PRICE ASKED . 

GROSS RENT 

renter OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . . . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE .......... 

NO CASH RENT . 

MEDIAN... 


CONTRACT RENT 

renter occupied. 

MEDIAN . 

VACANT available FOR RENT. . 
MEDIAN RENT ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 

available VACANT UNITS . . . 

10 acres or more . 

LESS THAN 10 ACRES . 



GREENE 

GRUNDY 

GUTHRIE 

HAMILTON 

HANCOCK 

HARDIN 

HARRISON 

HENRY 

HOWARD 

HUMBOLDT 

IDA 

IOWA 


1 

673 

2 

922 

3 

139 

1 801 

2 

856 

2 

783 

2 

926 

2 

175 

1 176 

1 549 

2 163 

3 

340 



73 


386 


144 

130 


245 


297 


145 


89 

102 

136 

444 


460 



646 

1 

730 

1 

235 

841 

1 

396 

1 

326 

1 

040 


795 

353 

570 

930 

1 

490 



140 


111 


351 

119 


291 


118 


164 


118 

77 

90 

115 


205 



757 


596 

1 

234 

644 


894 


983 

1 

557 

1 

119 

575 

708 

662 

1 

145 



a 


90 


24 

8 


16 


17 


16 


20 

18 

12 

• • • 


24 

• t • « • 


49 


9 


151 

59 


14 


42 


4 


34 

51 

33 

12 


16 


— 

1 

292 

2 

693 

2 

641 

1 532 

2 

538 

2 

356 

2 

439 

1 722 

948 

1 280 

1 956 

3 

022 



252 


394 


590 



462 


480 


429 


356 

187 

219 

427 


580 



444 


920 


910 



801 


843 


852 


582 

344 

438 

704 


954 



225 


484 


409 



376 


354 


387 


264 

156 

220 

292 


524 



173 


444 


313 



397 


341 


318 


198 

91 

203 

259 


450 



88 


259 


199 



286 


174 


234 


194 

80 

93 

137 


265 



57 


120 


131 

90 


120 


101 


99 


80 

42 

59 

89 


144 



20 


44 


41 

36 


52 


24 


84 


28 

24 

40 

36 


73 

• • • • • 


33 


28 


48 

31 


44 


39 


36 


20 

24 

8 

12 


32 



2.4 


2.6 



2.6 


2.5 


2.3 


2.4 


2.4 

2.3 

2.5 

2.3 


2.5 



2.3 


2.5 



2.3 


2.4 


2.2 


2,3 


2.3 

2.2 

2.3 

2.3 


2.4 

• • $ • • 


3. 1 


2.9 


2.7 

3.5 


3.1 


3.2 


2.9 


2.8 

3.0 

3.1 

2.4 


2.8 


1 

244 

2 

585 

2 

477 

1 427 

2 

365 

2 

237 

2 

271 

1 

621 

903 

1 226 

1 859 

2 

837 

. 


48 


108 


164 

105 


173 


119 


168 


101 

45 

54 

97 


185 



944 

2 

104 

1 

921 

1 068 

1 

848 

1 

773 

1 

762 

1 

214 

725 

976 

1 470 

2 

162 



105 


281 


316 

216 


330 


260 


314 


169 

73 

164 

243 


308 



167 


426 


341 

IBS 


372 


343 


318 


232 

195 

208 

284 


429 



471 


971 


836 

400 


821 


754 


811 


592 

273 

401 

631 


841 

• • « t • 


201 


426 


428 

264 


325 


416 


319 


221 

184 

203 

312 


584 



348 


589 


720 

464 


690 


583 


677 


508 

223 

304 

486 


860 



177 


307 


397 

274 


407 


341 


378 


293 

128 

173 

259 


449 



84 


171 


150 

116 


116 


120 


178 


94 

40 

51 

81 


172 



69 


95 


138 

55 


131 


90 


93 


89 

47 

46 

112 


ISO 

• • • f • 


18 


16 


35 

19 


36 


32 


28 


32 

8 

34 

34 


89 



571 


979 


921 

548 


946 


652 


514 


643 

204 

515 

468 


793 



756 

1 

779 

1 

921 

1 144 

1 

584 

1 

674 

2 

052 

1 

069 

790 

857 

1 363 

2 

268 



874 

1 

976 

1 

743 

i 016 

1 

736 

1 

667 

1 

617 

1 

142 

650 

902 

1 378 

1 

998 



344 


251 


728 

320 


418 


442 


660 


461 

302 

412 

288 


352 



257 


515 


462 

348 


403 


469 


443 


304 

186 

238 

389 


469 



164 


413 


257 

180 


313 


316 


261 


189 

86 

106 

230 


354 



61 


392 


160 

104 


266 


178 


130 


116 

48 

61 

205 


307 



27 


147 


54 

32 


178 


133 


57 


48 

20 

28 

114 


195 



9 


194 


46 

24 


117 


109 


42 


12 

4 

42 

108 


222 



12 


36 


36 

8 


29 


16 


20 


12 

• • • 

11 

28 


63 





28 


r t “ 

“ f f 


12 


4 


4 


• • « 

4 

4 

16 


36 

dollars . 

5 

900 

8 

800 

5 

800 

6 400 

7 

900 

7 

100 

5 

800 

5 

900 

S 300 

5 400 

7 600 

s 

800 



23 


5 


26 

17 


22 


9 


12 


17 

10 

4 

7 


16 

dollars . 


... 


# • • 


• • • 

• t » 


• • 


• • • 


* • $ 




... 

... 





348 


589 


720 

464 


690 


583 


677 


508 

223 

304 

486 


860 





1 I 


4 

t t T 


8 


11 


12 


t I « 

• • t 

4 

9 


17 





14 


81 

23 


52 


64 


65 


72 

34 

37 

45 


84 





129 


245 

116 


167 


128 


138 


123 

49 

61 

125 


216 





171 


164 

126 


208 


146 


175 


120 

76 

68 

117 


204 





97 


112 

81 


87 


79 


69 


45 

19 

54 

67 


147 



■B 


41 


27 

16 


28 


28 


24 


16 


13 

21 


33 





12 


15 

20 


8 


3 


19 


16 


13 

17 


• • • 



82 


125 


72 

82 


132 


124 


175 


116 


54 

85 


159 

DOLLARS . 


62 


70 


60 

66 


67 


64 


64 


60 

■ 

67 

65 


63 



266 


464 


648 

382 


558 


459 


502 


392 


250 

401 


701 

DOLLARS . 


36 


50 


41 

40 


44 


40 


40 


35 


37 

46 


41 

. 


15 


45 


26 

« • • 


27 


22 


16 


29 


8 

23 


24 

DOLLARS . 


• • • 


• • • 


• * • 

• • • 


« • • 


• • • 


• # • 


• • ♦ 



... 





381 


229 


498 

269 


318 


427 


487 


453 

228 

269 

207 


318 

■ 1 


273 


115 


260 

191 


141 


222 


352 


247 

135 

162 

91 


162 



108 


114 


238 

78 


177 


205 


135 


206 

93 

107 

116 


156 



76 


65 


69 

34 


71 


44 


79 


130 

79 

16 

37 


84 

. 


38 


15 


17 

17 


22 


13 


51 


84 

28 

4 

7 


44 

. 




50 


52 

17 


49 


31 


28 


46 

51 

12 

30 


40 
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State and Small Areas 


Table 32. —Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

JACKSON 

JASPER 

JEFFER¬ 

SON 

JOHNSON 

JONES 

KEOKUK 

■n 

KOSSUTH 

LEE 

LINN 

LOUISA 

LUCAS 

LYON 

ALL HOUSING UNITS. 

2 708 

4 

039 

1 326 

3 

952 

1 

898 

3 

735 

2 

822 

2 

225 

6 

151 

2 

601 

973 

1 582 

HEATING equipment 














■ 









STEAM OR HOT WATER . 


200 


219 

33 


407 


163 


185 


251 

■ 



224 


120 

21 


100 

WARM AIR FURNACE.. . 


1 093 



368 

2 

182 


E S 

1 

437 

1 

286 


983 

3 

003 


835 

277 


811 

BUILT-IN ROOM Units.. . 


127 


K r: 

120 


227 


113 


236 


190 


142 


561 


216 

29 


72 

OTHER MEANS WITH FLUE. 


1 190 


E S • 

682 

1 

089 


E a 

1 

617 

1 

013 


948 

2 

094 

1 

279 

522 


585 

other means without FLUE . . . . 


12 



60 


27 


46 


12 


« • • 


27 


143 


42 

8 


• t 

NONE. 


86 


99 

63 


20 


13 


248 


82 


25 


126 


109 

116 


14 

ALL OCCUPlEO UNITS . 

2 343 

3 

494 

947 

3 

535 

1 

698 

3 

OSl 

2 

467 

1 

833 

5 

449 

2 

=1 

086 

692 

1 423 

PERSONS 























1 PERSON . 


382 


570 

142 


341 


265 


619 


414 


229 


516 


321 

130 


283 

2 PERSONS. 


703 

1 

019 

324 

1 

146 


612 

1 

063 


706 


580 

1 

358 



246 


453 

3 PERSONS.. . 


432 


642 

160 


615 


250 


485 


454 


240 


997 



103 


163 

4 PERSONS. 


308 


596 

95 


545 


200 


414 


294 


342 

1 

184 



86 


185 

5 PERSONS. 


206 


343 

103 


429 


185 


253 


267 


177 


716 


200 

67 


180 

6 PERSONS. 


136 


182 

56 


248 


75 


85 


159 


112 


374 


109 

36 


83 

7 PERSONS. 


92 


95 

19 


92 


43 


48 


62 


71 


172 


39 

a 


40 

8 PERSONS OR MORE. 

• • • « • 

84 


47 

48 


119 


68 


84 


111 


82 


132 


47 

16 


36 

MED I AN 1 























ALL OCCUPIED . 


2.7 


2.7 



3.0 


2.5 


2.4 


2.8 


2.9 


3.4 


r 4 

2.4 


2.4 

OWNER.. . . , . 


2.5 


2.5 



2.9 


2.3 


2.3 


2.5 


2.8 


3.2 


F 1 

2.4 


2.3 

RENTER . 

• • • • • 

3.1 


3.3 



3.1 


3.0 


2.9 


3.4 


3.3 


3.6 

■ 

111 

... 


3.4 

PERSONS PER ROOM 























1.00 OR LESS . 


2 127 

3 

254 

841 

3 

089 

1 

573 

2 

883 

2 

245 

1 

619 

4 

702 

1 

915 

647 

1 

324 

1.01 OR MORE . 

. 

216 


240 

106 


446 


125 


168 


222 


214 


747 


171 

45 


99 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED . 


1 625 

2 

508 

669 


EH 

1 

210 

2 

357 

1 

759 

1 

450 

4 

027 

1 

437 

520 

1 

029 

1958 TO MARCH 1960 . 


287 


449 

126 


B 


213 


400 


294 


252 

1 

101 


201 

65 


139 

1954 TO 1957 . 


364 


507 

153 


B 'sRI 


229 


484 


427 


312 

1 

145 


346 

135 


262 

1940 TO 1953 . 


592 

1 

013 

235 


755 


456 


925 


744 


636 

1 

293 


596 

209 


434 

1939 OR EARLIER. 


382 


539 

155 


302 


312 


548 


294 


250 


488 


294 

111 


194 

RENTER OCCUPIED. 


718 


986 

278 


964 


488 


694 


708 


383 

1 

422 


649 

172 


394 

1958 TO MARCH I960 . 


314 


579 

163 


573 


259 


344 


346 


217 


830 


346 

92 


183 

1954 TO 1957 . 


1B4 


204 

40 


210 


86 


156 


176 


112 


360 


178 

36 


100 

1940 TO 1953 . 


184 


168 

59 


141 


101 


141 


132 


38 


200 


100 

24 


76 

1939 OR EARLIER. 


36 


35 

16 


40 


42 


53 


54 


16 


32 


25 

20 


35 

HOME FOOD FREEZER 























1 OR MORE. .... . 


894 


840 

218 

1 

184 


567 


719 


885 


534 

1 

655 


740 

239 


575 

NONE. 


1 462 

2 

516 

700 

2 

565 


976 

2 

339 

1 

664 

1 

206 

3 

900 

1 

425 

491 


935 

VALUE 























OWNER OCCUPIED . 


1 349 

2 

345 

541 

1 

923 

1 

082 

2 

165 

1 

604 

1 

162 

3 

323 

1 

309 

425 


945 

LESS THAN $5|000 . 


294 


711 

279 


322 


408 

1 

077 


461 


350 


479 


459 

267 


285 

$5t000 TO $71 400 . 


358 


652 

149 


296 


288 


564 


459 


233 


565 


359 

72 


290 

S7i500 TO $9i900 .. . 


240 


410 

41 


200 


167 


252 


245 


230 


584 


208 

30 


198 

SlOiOOO TO Si2i400 . 


243 


252 

52 


242 


105 


152 


216 


176 


602 


139 

17 


84 

$12,500 TO $14,900 . 


74 


160 

4 


317 


32 


56 


48 


61 


454 


68 

9 


52 

$15,000 TO $19,900 . 


124 


108 

16 


311 


62 


32 


115 


56 


381 


64 

4 


32 

$20,000 TO $24,900 . 


8 


36 

• f • 


105 


8 


24 


40 


16 


129 


4 

12 


• • 

$25,000 OR MORE. 


8 


16 

• • • 


130 


12 


8 


20 


40 


129 


8 

14 


4 

MEDIAN . 

dollars . 

7 700 

6 

800 

5 000- 

11 

500 

6 

200 

5 

000 

6 

900 

7 

500 

10 

100 

6 

400 

5 000- 

6 

600 

VACANT AVAILABLE FOR SALE. . 


8 


31 

16 


23 


4 


48 


10 


12 


37 


16 

3 


14 

MEDIAN PRICE ASKED . 

DOLLARS . 

... 


... 

... 


... 


... 


... 


... 


... 


... 


... 

... 


... 

GROSS RENT 























renter OCCUPIED. 

• • « t • 

718 


986 

278 


964 


488 


694 


708 


383 

1 

422 


649 

172 


394 

LESS than $20. 

• • » » « 

• • • 


4 

4 


« • * 


4 


16 


4 


3 


4 


a 

16 


• « « 

$20 TO $39 . 


76 


98 

52 


36 


27 


113 


63 


62 


44 


81 

40 


88 

$40 TO $59 . 


221 


326 

100 


83 


117 


170 


123 


110 


258 


156 

28 


64 

$60 TO $79 . 


177 


269 

45 


191 


137 


104 


256 


82 


405 


169 

20 


115 

$80 TO $99 . 


88 


101 

25 


238 


67 


86 


75 


31 


287 


60 

a 


24 

$100 TO $119 . 


20 


38 

• • « 


133 


24 


24 


11 


12 


137 


16 

4 


12 

$120 OR MORE . 


8 


15 

• • • 


98 


7 


13 


12 


4 


92 


4 

• • • 


e 

NO CASH RENT . 


128 


135 

52 


185 


105 


168 


164 


79 


195 


155 

56 


83 

MEDIAN . 

DOLLARS . 

60 


60 

50 


88 


66 


55 


65 


55 


75 


60 

... 


61 

contract RENT 























renter OCCUPIED. 


590 


851 

226 


779 


383 


526 


544 


304 

1 

227 


494 

116 


311 

MEDIAN . 

DOLLARS . 

38 


38 

28 


65 


43 


33 


40 


31 


53 


38 

... 


34 

VACANT AVAILABLE FOR RENT. . 

« • • • • 

24 


40 

16 


53 


4 


13 


41 


19 


21 


42 

12 


28 

MEDIAN RENT ASKED. 

DOLLARS . 

... 


... 

... 


... 


... 


... 


... 


... 




... 

... 


... 

ACRES IN THE PLACE 























ALL vacant UNITS . 

• • « • • 

365 


545 

379 


417 


200 


684 


355 


392 


702 


515 

281 


159 

10 ACRES OR MORE . 

• • 4 • « 

190 


290 

238 


195 


114 


317 


248 


199 


165 


164 

192 


69 

LESS than 10 ACRES . 


175 


255 

141 


222 


86 


367 


107 


193 


537 


351 

89 


90 

AVAILABLE VACANT UNITS . . . 


97 


113 

60 


101 


30 


73 


124 


55 


79 


83 

27 


51 

10 ACRES OR MORE . 

• • • • • 

35 


42 

28 


21 


22 


12 


73 


24 


21 


25 

12 


4 

LESS THAN 10 ACRES ....... 


32 


71 

32 


80 


8 


61 


51 


31 


58 


58 

15 


47 
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Table 32.—Occupancy and Financiai, Ch.\b.actf.ristics and Hii.ATiNG Equipment of Rueal-Nonfarm 

Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is leas than 200; plus {+) or minus (—I after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


V.ilue 
Gross Rent 
Contract Rent 
Acres in the 
Pl.icc 


SUBJECT 

MADISON 

MAHASKA 

MARION 

MARSHALL 

MILLS 

HITCH- 

MONONA 

MONROE 

MONT- 

musca- 

0* BRIEN 

OSCEOLA 

PAGE 







ELL 



GOMERY 

TINE 




ALL HOUSING UNITS. 

1 338 

2 026 

2 479 

2 849 

1 593 

1 506 

2 121 

834 

1 566 

3 081 

2 823 

907 

1 438 

HEATING equipment 


mmm 












STEAM OR HOT WATER . 

38 


21 

87 

64 

214 

125 

31 

80 

164 

427 

119 

66 

WARM AIR FURNACE . 

403 


779 

1 619 

553 

523 

854 

217 

543 

1 472 

1 526 

333 

460 

BUILT-IN ROOM UNITS. 

92 


204 

135 

65 

144 

107 

7 

97 

148 

233 

96 

119 

OTHER MEANS WITH FLUE. 

771 

827 

1 321 

988 

902 

605 

872 

575 

803 

1 112 

614 

351 

701 

OTHER MEANS WITHOUT FLUE . 

12 

29 

22 

12 

9 

8 

12 

4 

27 

53 

12 

4 

15 

NONE. 

22 

102 

132 

8 

• • • 

12 

151 

• . • 

16 

132 

11 

4 

77 

ALL OCCUPIED UNITS . 

1 010 

1 532 

2 087 

2 467 

1 291 

1 283 

1 636 

605 

1 224 

2 408 

2 574 

765 

1 028 

PERSONS 







■1 







I PERSON . 

187 

255 

285 

312 

165 

210 


79 

260 

358 

432 


208 

2 PERSONS. 

321 

459 

624 

816 

369 

418 


151 

448 

760 

965 


323 

3 PERSONS. 

141 

241 

357 

416 

242 

170 


108 

167 

372 

370 

143 

148 

4 PERSONS. 

168 

231 

359 

406 

221 

202 


85 

155 

386 

363 

66 

116 

5 PERSONS. 

69 

168 

233 

286 

144 

144 

121 

75 

77 

265 

234 

65 

107 

6 PERSONS. 

86 

90 

119 

159 

93 

59 

92 

50 

89 

147 

138 

36 

86 

7 PERSONS. 

14 

52 

66 

64 

37 

36 

35 

23 

8 

72 

48 

a 

32 

8 PERSONS OR MORE.. . 

24 

36 

44 

B 

20 

44 

56 

34 

20 

48 

24 

28 

8 

MEOIANI 














ALL OCCUPIED . 

2.5 

2.7 

2.9 

2.8 

3.0 

2.6 

2.3 

3.2 


2.7 

2.4 

2.4 

2.4 

OWNER. 

2.3 

2.5 

2.6 

2.5 

2.6 

2.4 

2.2 

3.0 


2.6 

2.3 

2.3 

2.2 

RENTER . 

3.7 

3.2 

3.5 

3.4 

3.7 

3.7 

2.9 

... 


3.0 

3.2 

. . . 

3.6 

PERSONS PER ROOM 














1.00 OR LESS . 

935 

1 399 

1 882 

2 304 

1 lae 

1 199 

1 488 

527 

1 168 

2 182 

2 470 

720 

968 

1.01 OR MORE . 

75 

133 

205 

163 

103 

84 

148 

78 

56 

226 

104 

45 

60 

YEAR MOVED INTO UNIT 














OWNER occupied . 

690 

1 113 

1 438 

1 854 

911 

970 

1 089 

439 

883 

1 676 

1 923 

622 

716 

1958 TO MARCH 1960 . 

125 

238 

237 

362 

118 

160 

146 

65 

116 

329 

309 

74 

127 

1954 TO 1957 . 

153 

294 

271 

529 

191 

150 

231 

120 

206 

397 

408 

125 

125 

1940 TO 1953 . 

277 

374 

591 

671 

407 

433 

442 

136 

356 

633 

852 

287 

308 

1939 OR EARLIER. . , 

135 

207 

339 

292 

195 

227 

270 

118 

205 

317 

354 

136 

156 

RENTER OCCUPIED. ... . 

320 

419 

649 

613 

380 

313 

547 

166 

341 

732 

651 

143 

312 

1958 TO march 1960 .. . 

204 

253 

409 

309 

210 

120 

286 

78 

190 

384 

304 

82 

200 

1954 TO 1957 . 

61 

75 

89 

154 

68 

81 

125 

19 

102 

152 

192 

19 

60 

1940 TO 1953 . 

51 

44 

106 

122 

89 

87 

125 

51 

49 

144 

127 

34 

44 

1939 OR EARLIER. 

4 

47 

45 

28 

13 

25 

11 

la 

... 

52 

28 

8 

8 

HOME FOOD FREEZER 














1 OR MORE. 

354 

375 

492 

1 038 

356 

366 

375 

136 

360 

679 

707 

231 

305 

NONE. 

792 

1 142 

1 513 

1 422 

921 

958 

1 200 

546 

845 

1 665 

1 709 

570 

817 

VALUE 














OWNER OCCUPIED . 

588 

984 

1 267 

1 637 

848 

916 

1 009 

355 

796 

1 432 

1 842 

589 

668 

LESS THAN $5i000 . 

251 

411 

696 

466 

456 

357 

431 

231 

418 

339 

417 

230 

375 

S5<000 TO $7i400 . 

204 

251 

275 

370 

196 

253 

300 

90 

222 

333 

478 

122 

147 

S7i500 TO S9>900 .. . . , . 

64 

118 

140 

230 

98 

126 

126 

16 

81 


358 

175 

58 

SlOiOOO TO $12t400 . 

35 

90 

86 

1B3 

43 

97 

96 

15 

33 


242 

33 

80 

S12i500 TO $14,900 . 

26 

40 

32 

134 

28 

32 

20 

3 

18 


147 

16 

4 

$15,000 TO $19,900 . . 

a 

36 

25 

110 

19 

24 

32 

• • • 

16 

Htn 

152 

13 

4 

$20,000 TO $24,900 . 

• • • 

18 

8 

72 

8 

14 

4 

• • • 

4 

28 

24 

* • • 

t • • 

$25)000 OR MORE. 

. • • 

20 

5 

72 

• • • 

13 

• • • 

• • ■ 

4 

24 

24 

« • • 

• • • 

MEDIAN . dollars . 

5 500 

5 800 

5 000- 

7 400 

5 000- 

6 OOO 

5 600 

5 000- 

5 000- 

7 900 

7 700 

6 300 

5 000- 

VACANT available FOR SALE. 

a 

18 

21 

17 

16 

4 

16 

4 

20 

17 

11 

5 

11 

MEDIAN PRICE ASKED . DOLLARS . 

... 

... 

... 

. .. 

... 

... 

• • • 

• • • 

• • • 

• • • 

• • * 

• • • 

• • • 

GROSS RENT 














RENTER OCCUPIED. 

320 

419 

649 

613 

380 

313 

547 

166 

341 

732 

651 

143 

312 

LESS THAN $20. 

t t * 

< . . 

12 

• • • 

a 

• • * 

4 

4 

4 

24 

4 

• • • 

14 

$20 TO $39 . 

35 

79 

159 

28 

54 

38 

102 

37 

19 

56 

64 

20 

54 

$40 TO $59 . 

75 

95 

150 

164 

65 

104 

159 

43 

107 

136 

141 

42 

60 

$60 TO $79 . 

68 

110 

101 

113 

67 

42 

123 

13 

76 

216 

192 

12 

36 

$80 TO $99 . 

44 

20 

24 

120 

38 

31 

55 

10 

39 

96 

110 

23 

29 

$100 To $119 . 

8 

16 

■ 16 

12 

8 

8 

12 

• • • 

12 

56 

12 

• • • 

16 

$120 OR MORE . 

7 

4 

8 

24 

8 

11 

4 

10 

4 

36 

12 

• • • 

8 

NO CASH RENT . ' .. . 

83 

95 

179 

152 

132 

79 

88 

49 

80 

112 

116 

46 

95 

MEDIAN . DOLLARS . 

63 

57 

49 

68 

59 

55 

55 

... 

60 

68 

69 

... 

49 

CONTRACT rent 














RENTER OCCUPIED. 

237 

324 

470 

461 

248 

234 

459 

117 

261 

620 

535 

97 

217 

MEDIAN . DOLLARS . 

34 

33 

27 

42 

36 

38 

35 

... 

39 

47 

45 

• « . 

28 

VACANT AVAILABLE FOR RENT . 

17 

25 

24 

77 

12 

16 

31 

12 

24 

04 

la 

13 

33 

MEDIAN RENT ASKED . DOLLARS . 

... 

... 

... 

... 

• . * 

• • • 

• t 1 

• " • 

• • • 

• • * 

• • • 

• • • 

• •« 

ACRES IN THE PLACE 














ALL vacant UNITS . 

328 

494 

392 

382 

302 

223 

485 

229 

342 

673 

249 

142 

410 

10 ACRES OR MORE . 

225 

304 

224 

147 

225 

131 

294 

126 

229 

112 

106 

56 

250 

LESS THAN 10 ACRES . 

103 

190 

168 

235 

77 

92 

191 

103 

113 

561 

143 

86 

160 

available VACANT UNITS . ... 

76 

96 

86 

115 

48 

27 

57 

33 

69 

130 

59 

35 

88 

10 ACRES OR MORE . 

51 

S3 

41 

21 

20 

7 

10 

17 

25 

29 

26 

17 

44 

LESS THAN 10 ACRES . 

25 

43 

45 

94 

28 

20 

47 

16 

44 

101 

33 

18 

44 


i 














































































































































17-104 


State and Small Areas 


Table 32.—Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960—Con. 

[Eased on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Ye.ir Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contr.icc Rent 
.•\cre.s in the 
Place 


i 

i 


t 




I 

r 


it 

p 

I 



! 

I 

I 


SUBJECT 

PALO 

ALTO 

PLYMOUTH 

POCA¬ 

HONTAS 

POLK 

POTTA¬ 

WATTA¬ 

MIE 

POWE¬ 

SHIEK 

RING- 

GOLD 

SAC 

SCOTT 

SHELBY 

SIOUX 

STORY 

TAMA 

ALL HOUSING UNITS. 

1 916 

2 526 

2 846 

4 882 

4 425 

2 061 

1 697 

2 

891 

3 

695 

1 

401 

3 

386 

3 

888 

2 819 

HEATING equipment 




















STEAM OR HOT WATER . 


128 

238 

399 

222 

176 

220 

28 


244 


252 


33 


247 


226 

307 

WARM AIR FURNACE . 


701 

1 230 

1 289 

3 010 

1 956 

1 069 

309 

1 

447 

2 

040 


611 

1 

983 

1 

894 

1 375 

BUILT-IN ROOM UNITS. 


138 

133 

274 

289 

416 

113 

201 


153 


131 


58 


272 


272 

104 

OTHER MEANS «ITH FLUE. 


931 

B51 

718 

1 214 

1 666 

614 

1 143 


958 

1 

171 


660 


757 

1 

402 

974 

OTHER means WITHOUT FLUE . . . . 


3 

20 

23 

45 

47 

21 

16 


35 


51 


39 


22 


21 

20 

NONE. 


15 

54 

143 

102 

164 

24 

.. . 


54 


50 


... 


105 


73 

39 

ALL OCCUPIED UNITS . . . . 


1 462 

2 215 

2 414 

4 274 

3 780 

1 703 

1 272 

2 

340 

3 

288 

1 

110 

3 

083 

3 

464 

2 425 

PERSONS 
















1 




1 PERSON . 


234 

381 

418 

376 

495 

307 

305 


421 


340 


176 


416 


473 

474 

2 PERSONS.. . 


548 

704 

805 

1 132 

1 147 

605 

466 


868 


943 


404 


861 

1 

207 

930 

3 PERSONS. 


194 

354 

341 

752 

633 

236 

178 


353 


534 


160 


484 


564 

302 

4 PERSONS. 


163 

234 

333 

882 

661 

234 

165 


263 


547 


97 


523 


494 

364 

5 PERSONS. 


138 

256 

215 

539 

418 

151 

74 


186 


396 


122 


388 


368 

151 

6 PERSONS. 


98 

146 

148 

290 

229 

73 

48 


154 


276 


77 


202 


228 

112 

7 PERSONS. 


44 

51 

60 

166 

85 

68 

20 


48 


121 


53 


109 


83 

68 

8 PERSONS OR MORE. 


43 

89 

94 

137 

112 

29 

16 


47 


131 


21 


100 


47 

24 

MEDIAN 1 




















ALL OCCUPIED . 


2.4 

2.6 

2.5 

3.3 

2.9 

2.4 

2.2 


2.4 


3.2 


2.4 


3.0 


2.6 

2.3 

owner. 


2.3 

2.4 

2.4 

3.3 

2.6 

2.3 

2.1 


2.2 


3.0 


2.3 


2.8 


2.5 

2.2 

renter . . . 


2.9 

3.3 

2.9 

3.6 

3.5 

2.8 

2.5 


3.2 


3.7 


3.3 


3.6 


3.1 

2.8 

PERSONS PER ROOM 












1 






i 


1.00 OR LESS . 

. 

1 329 

2 055 

2 203 

3 725 

3 393 

1 601 

1 201 

2 

107 

2 

771 

1 

053 

2 

834 

3 

208 

2 317 

1.01 Or more . . . 


133 

160 

211 

549 

387 

102 

71 


153 


517 


57 


249 


256 

108 

YEAR MOVED INTO UNIT 




















OWNER OCCUPIED . 


1 053 

1 569 

1 B44 

3 352 

2 841 

1 234 

916 

1 

759 

2 

495 


848 

2 

411 

2 

5113 

1 850 

1958 TO MARCH I960 . 


173 

235 

292 

1 029 

735 

234 

140 


263 


735 


112 


397 


527 

272 

1954 TO 1957 . 


188 

286 

424 

869 

607 

232 

200 


408 


608 


173 


516 


616 

343 

1940 TO 1953 . 


444 

690 

SOB 

1 089 

1 034 

465 

352 


738 


823 


367 

1 

093 


953 

781 

1939 OR earlier. 


248 

358 

320 

365 

465 

303 

224 


350 


329 


196 


405 


447 

454 

RENTER OCCUPIED. 

• « ft f • 

409 

646 

570 

922 

939 

469 

356 


581 


793 


262 


672 


921 

575 

1958 TO MARCH I960 . 

ft ft ft ft ft 

212 

342 

311 

537 

479 

252 

186 


279 


476 


150 


328 


517 

278 

1954 TO 1957 . 


122 

140 

121 

261 

194 

85 

104 


132 


172 


42 


199 


194 

153 

1940 TO 1953 . 


71 

102 

115 

111 

192 

100 

51 


110 


111 


54 


126 


129 

129 

1939 OR EARLIER. 


4 

62 

23 

13 

74 

32 

15 


60 


34 


16 


19 


81 

15 

HOME FOOD FREEZER 




















1 OR MORE. 


436 

671 

527 

1 113 

1 417 

322 

252 


870 


977 


342 

1 

033 


750 

813 

NONE. 


1 104 

1 510 

1 927 

3 239 

2 317 

1 433 

913 

1 

464 

2 

170 


789 

2 

243 

2 

418 

1 661 

VALUE 





1 















OWNER OCCUPIED . 

ft ft t ft ft 

989 

1 481 

1 756 

2 979 

2 415 

1 071 

860 

1 

611 

2 

164 


800 

2 

255 

2 

191 

1 716 

LESS THAN $5,000 . . . 


392 

410 

473 

322 

619 

325 

516 


337 


330 


292 


573 


485 

497 

$5,000 TO $7,400 . 


245 

342 

383 

492 

538 

259 

ISO 


456 


370 


201 


418 


540 

488 

$7,500 TO $9,900 ........ 


114 

295 

347 

538 

410 

228 

80 


297 


369 


161 


465 


380 

306 

$10,000 TO $12,400 . 

ft ft ft ft ft 

145 

193 

222 

503 

336 

99 

32 


228 


415 


98 


379 


254 

150 

$12,500 TO $14,900 . . 

ft ft ft ft ft 

36 

99 

146 

419 

211 

64 

24 


162 


233 


36 


190 


163 

134 

$15,000 TO $19,900 . 

ft ft ft ft ft 

45 

110 

137 

359 

178 

44 

24 


96 


292 


12 


161 


222 

97 

$20,000 TO $24,900 . 

ft ft ft ft ft 

4 

16 

36 

179 

79 

28 

4 


13 


80 


. . . 


33 


64 

36 

$25,000 OR MORE. .. . . 

ft ft ft ft ft 

8 

16 

12 

167 

44 

24 

• . . 


22 


75 


. . . 


36 


83 

a 

MEDIAN ... . . . . 

DOLLARS , 

6 000 

7 400 

7 700 

10 700 

7 800 

7 000 

5 000- 

7 

600 

10 

100 

6 

300 

8 

200 

8 

000 

6 800 

VACANT AVAILABLE FOR SALE. . 

ft ft ft ft ft 

23 

8 

17 

116 

36 

4 

• • • 


15 


38 


11 


20 


20 

21 

median PRICE ASKED . 

DOLLARS . 

... 

••• 

... 

... 

• •• 

... 

... 


... 


... 


... 


... 


... 

... 

GROSS RENT 




















RENTER OCCUPIED . 


409 

646 

570 

922 

939 

469 

356 


581 


793 


262 


672 


921 

575 

LESS than $20 . 


11 

a 

18 

8 

11 

13 

4 


80 


4 


. * - 


4 


12 

12 

$20 TO $39 .... . . 


44 

91 

46 

50 

35 

68 

45 


48 


55 


13 


60 


68 

75 

$aO TO $59 . 


94 

162 

136 

196 

244 

134 

80 


55 


156 


58 


177 


212 

174 

$60 TO $79 ... 

ft ft ft ft ft 

87 

120 

130 

252 

240 

121 

63 


182 


223 


80 


221 


234 

5B 

$80 TO $99 . 

ft t ft ft ft 

71 

81 

117 

116 

132 

32 

50 


64 


187 


62 


81 


140 

89 

$100 TO $119 . . 

ft ft ft ft ft 

11 

24 

36 

77 

34 

12 

15 


24 


71 


4 


a 


52 

23 

$120 OR MORE . 


19 

20 

4 

85 

23 

a 

7 


12 


34 


- . . 


15 


31 

16 

NO CASH RENT . 


72 

140 

83 

138 

220 

81 

92 


116 


63 


45 


106 


172 

128 

MEDIAN . 

DOLLARS . 

64 

58 

69 

71 

68 

57 

61 


67 


73 


67 


63 


66 

56 

CONTRACT RENT 




















RENTER OCCUPIED. 

ft ft ft ft ft 

337 

506 

487 

784 

719 

388 

264 


465 


730 


217 


566 


749 

447 

MEDIAN . 

DOLLARS . 

38 

39 

44 

50 

44 

37 

36 


41 


50 


42 


37 


45 

39 

vacant available for RENT. . 

. 

38 

4 

63 

67 

54 

12 

17 


41 


46 


14 


55 


90 

37 

MEDIAN RENT ASKED. 

dollars . 

... 

... 

... 

... 

... 

... 

... 


... 


• « ft 


... 


... 


... 

... 

ACRES IN THE PLACE 




















all VACANT UNITS . 


454 

311 

432 

608 

645 

358 

425 


551 


407 

1 

291 


303 


424 

394 

10 ACRES OR MORE . 

ft ft ft ft ft 

266 

222 

208 

203 

409 

233 

314 


187 


69 


206 


125 


194 

210 

LESS THAN 10 ACRES . 

. 

188 

89 

224 

405 

236 

125 

111 


364 


338 


85 


170 


230 

184 

AVAILABLE VACANT UNITS . . . 


84 

30 

131 

225 

122 

46 

26 


70 


96 


35 


79 


155 

91 

10 ACRES OR MORE . 


19 

18 

51 

42 

32 

30 

9 


14 


12 


10 


4 


45 

33 

LESS THAN 10 ACRES . 

. 

65 

12 

80 

183 

90 

16 

17 


56 


84 


25 


75 


110 

58 


II 
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17-105 


Table 32 .—Occup.-vn’cy amd Financiai. (.'.iiaracteristics and Hkating Equipment of Rural-Nonfarm 

Housing Units, for CouNTris: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-j-) or minus ( —) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons pec Room 
Year Moved into Unit 
Home Food Freezer 


V,tlue 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

TAYLOR 

union 

VAN 

BUREN 

Wapello 

WARREN 

WASH- 

INQTON 

WAYNE 

WEBSTER 

WINNE¬ 

BAGO 

WINNE¬ 

SHIEK 

WOOD¬ 

BURY 

worth 

WRIGHT 

ALL HOUSING UNITS. 


2 467 

1 104 

2 

375 

2 

623 

2 

546 

2 

405 

2 

629 

3 

718 

1 

758 

1 798 

3 

389 

1 

896 

1 236 

HEATING EQUIPMENT 

























STEAM OR HOT WATER . 


173 

15 


102 


125 


78 


153 


142 


155 


120 


235 


115 


229 

120 

WARM AIR FURNACE . 


571 

295 


622 

1 

105 


939 


906 


753 

1 

669 


833 


669 

1 

468 


880 

436 

BUILT-IN ROOM UNITS. 


362 

94 


135 


149 


262 


104 


145 


400 


108 


84 


173 


258 

30 

OTHER MEANS WITH FLUE. 

• t • « • 

1 345 

634 

1 

459 

1 

184 

1 

145 

1 

094 

1 

5S2 

1 

439 


679 


806 

1 

446 


472 

511 

OTHER MEANS WITHOUT FLUE ■ • . . 

t • « • • 

4 

10 


31 


48 


16 


Ira 


32 


32 


4 


4 


33 


a 

8 

NONE. 

• • « $ • 

12 

56 


26 


12 


106 

■ 



5 


23 


14 


... 


154 


49 

131 

ALL OCCUPIED UNITS . . . . 


1 869 

703 

1 

866 

2 

127 

2 

146 

2 

016 

2 

105 

3 

329 

1 551 

1 

514 

2 

669 

1 659 

841 

PERSONS 

























1 PERSON . 


458 

136 


443 


248 


216 


379 


503 


377 


267 


242 


366 


297 

174 1 

2 PERSONS. 


672 

345 


620 


642 


P • 3 


624 


770 


958 


523 


P * 1 


917 


520 

296 

3 PERSONS. 


228 

122 


271 


384 


P •fi 


319 


308 


537 


279 


K r Ti 


392 


333 

102 

4 PERSONS. 


273 

90 


250 


395 


L 5 y 


288 


267 


603 


216 


■ Ti " 


389 


220 

95 

5 PERSONS. 


149 

30 


132 


186 


225 


191 


133 


467 


131 


19 • 


275 


134 

67 

6 PERSONS. 

• • • • • 

53 

33 


78 


111 


192 


91 


81 


204 


99 


97 


165 


80 

44 

7 PERSONS. 

• • ■ • • 

28 

19 


36 


84 


76 


64 


29 


88 


24 


27 


129 


47 

28 

a PERSONS OR MORE. 

• • t • • 

8 

8 


36 


77 


49 


60 


14 


95 


12 


55 


36 


28 

35 

MEDIAN* 

























ALL OCCUPIED . 


2.2 

2.2 


2.3 


3.0 


3.3 


2.5 


2.2 


3.1 


2.5 


2.6 


2.6 


r 1 

2.3 

OWNER. 


2.2 

2.2 


2.2 


2.8 


3.1 


2.5 


2.2 


2.9 


2.4 


2.4 


2.3 


1^ ^ !l 

2.2 

RENTER . 


2.2 

2.4 


2.4 


3.7 


3.7 


2.8 


2.2 


3.5 


2.7 


3.4 


3.5 

■ 

II 

3.4 

PERSONS PER ROOM 

























1.00 OR LESS . 


1 817 

749 

1 

764 

1 

848 

1 

898 

1 

873 

2 

022 

2 

970 

1 

451 

1 

381 

2 

404 

1 

554 

795 

1.01 OR MORE . 

. 

52 

34 


102 


279 


248 


143 


83 


359 


100 


133 


265 


105 

46 

YEAR MOVED INTO UNIT 

























OWNER OCCUPIED . 


1 470 

575 

1 

408 

1 

675 

1 

634 

1 

434 

1 

581 

2 

377 

1 

135 

1 

172 

1 

767 

1 

239 

606 

1958 TO MARCH 1960 . 


262 

68 


213 


310 


443 


204 


322 


429 


167 


206 


282 


185 

73 

1954 TO 1957 . 


289 

133 


281 


432 


457 


295 


309 


571 


254 


246 


336 


232 


1940 TO 1953 . 


639 

246 


605 


693 


493 


636 


617 


971 


480 


436 


845 


513 

230 1 

1939 OR EARLIER. 

• • ■ • • 

280 

128 


309 


240 


241 


299 


333 


406 


234 


284 


304 


309 

184 I 

RENTER OCCUPIED. 


399 

208 


458 


452 


512 


582 


524 


952 


416 


342 


902 


420 

235 1 

1958 TO MARCH 1960 . 


207 

89 


258 


251 


293 


319 


281 


486 


241 


186 


548 


215 

119 i 

1954 TO 1957 . 


88 

58 


119 


106 


134 


124 


86 


232 


84 


89 


182 


118 

59 

1940 TO 1953 . 


80 

51 


65 


67 


80 


100 


119 


15? 


79 


54 


128 


58 

33 

1939 OR EARLIER. 

* • • t * 

24 

10 


16 


28 


5 


39 


38 


77 


12 


13 


44 


29 

24 

HOME FOOD FREEZER 

























1 OR MORE. 

- , , . r 

443 

348 


314 


579 


570 


647 


714 


767 


324 


437 


375 


460 

183 

NONE. 


1 404 

561 

1 

377 

1 

481 

1 

534 

1 

407 

1 

363 

2 

393 

1 

128 

1 

058 

2 

218 

1 

227 

559 

VALUE 

























owner OCCUPIED . 


1 386 

517 

1 

263 

1 

387 

1 

487 

1 

298 

1 

444 

2 

204 

1 

063 

1 

035 

1 

602 

1 

141 

584 

LESS than $5i000 . 


686 

352 


818 


669 


343 


499 


924 


736 


235 


343 


623 


239 

236 

$5(000 TO $7(400 . 


375 

106 


253 


393 


287 


312 


287 


531 


283 


284 


478 


274 

168 

$7(500 TO $9(900 . 


189 

31 


100 


105 


185 


156 


132 


325 


172 


168 


265 


274 

52 

$10(000 TO $12(400 . 


100 

14 


44 


90 


243 


132 


62 


247 


175 


104 


118 


157 

60 

$12(500 TO $14(900 . 


16 

6 


12 


56 


201 


83 


29 


151 


80 


73 


44 


110 

27 

$15(000 TO $19(900 ....... 


12 

4 


24 


53 


165 


72 


10 


146 


87 


41 


46 


75 

18 

$20(000 TO $24(900 . 


4 

4 


a 


13 


52 


24 


• • • 


28 


19 


11 


16 


12 

19 

$25(000 OR MORE. 


4 

f • • 


4 


8 


11 


20 


« • • 


40 


12 


11 


12 


t • 1 

4 

MEDIAN . 

DOLLARS . 

5 000 

5 000- 

5 000- 

5 

200 

9 

000 

6 

200 

5 000- 

6 

700 

7 

700 

6 

500 

5 

900 

8 

000 

5 800 

VACANT available FOR SALE. . 

• • • • • 

26 

t ■ • 


31 


9 


47 


9 


28 


31 


13 


18 


29 


27 

5 

MEDIAN PRICE ASKED . . 

DOLLARS . 

... 

... 


... 


• • ■ 


• • • 


... 


... 


• • 


• • 


* • 


• • • 

■ 


• • • 

GROSS rent 






















■ 



RENTER OCCUPIED. 


399 

208 


458 


452 


512 


582 


524 


952 


416 


342 


902 

■ 


235 

LESS THAN $20. . . . 


12 

4 


14 


7 


• t • 


16 


21 


• • 


12 


• • • 


4 



• • • 

$20 TO $39 . 


58 

65 


95 


98 


45 


96 


135 


69 


56 


30 


116 


37 

32 

$40 TO $59 . 


149 

42 


150 


118 


169 


107 


114 


264 


104 


122 


222 


129 

46 s 

$60 TO $79 . 


80 

28 


65 


57 


134 


156 


58 


232 


98 


92 


184 


133 

79 

$B0 TO $99 . 


20 

4 


15 


34 


35 


76 


11 


164 


50 


17 


164 


57 

20 

$100 TO $119 . 


4 

4 


5 


19 


13 


20 


4 


52 


28 


4 


8 


22 

8 

$120 OR MORE . 


• • « 

4 


5 


4 


33 


16 


8 


20 


• • • 


t • • 


8 


4 

4 

ND CASH RENT. 


76 

57 


109 


115 


83 


95 


173 


151 


68 


77 


196 


34 

46 

MEDIAN . 

DOLLARS . 

54 

... 


47 


50 


60 


63 


43 


65 


60 


58 


61 


63 

• • • 

CONTRACT rent 

























renter OCCUPIEO. 

. , . . . 

323 

151 


349 


337 


429 


487 


351 


801 


348 


265 


706 


386 

189 

MEDIAN . 

DOLLARS . 

35 

... 


28 


31 


37 


35 


29 


40 


40 


36 


36 


45 

• * • 

vacant available for rent. , 

t ■ • • • 

19 

• • • 


22 


35 


29 


34 


16 


62 


30 


18 


163 


58 

32 

MEDIAN RENT ASKED . 

dollars . 

... 

... 


... 


• • • 


• . f 


» • • 


• • • 


• • • 


• • • 


' • • 


• • « 


• • • 


ACRES IN THE PLACE 

























all vacant units . 

. 

598 

321 


509 


496 


400 


389 


524 


389 


207 


284 


720 


237 

395 

10 acres or more . 


355 

216 


207 


203 


243 


257 


292 


150 


132 


195 


377 


90 

220 

LESS Than lo acres . 


243 

105 


302 


293 


157 


132 


232 


239 


75 


89 


343 

■ 


175 

available vacant units . . . 


69 

6 


86 


75 


143 


as 


68 


120 


69 


40 


247 

■ 

B 

49 

10 acres or more . 

* ... * 

24 

6 


33 


31 


67 


42 


24 


27 


26 


4 


55 


Wm 

12 

LESS than 10 acres . 


45 

... 


53 


44 


76 


43 


44 


93 


43 


36 


192 

m 


37 
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State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; 1960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Warec Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

ADAIR 

ADAMS 

ALLA¬ 

MAKEE 

APPA¬ 

NOOSE 

AUOUBON 

BENTON 

BLACK 

HAWK 

BOONE 

BREMER 

BUCHANAN 

BUENA 

VISTA 

BUTLER 

TENURE AND COLOR 
























ALL OCCUPIED UNITS ......... 

1 

706 

1 

242 

1 

789 

1 485 

1 

540 

2 

291 

2 

097 

1 

888 

1 

823 

2 

152 

1 

931 

2 

188 

OWNER OCCUPIED . . 

1 

172 


8S6 

1 

426 

1 293 

1 

013 

1 

284 

1 

390 

1 

204 

1 

339 

1 

567 


953 

1 

284 

white. 

1 

172 


as6 

1 

426 

1 293 

1 

013 

1 

280 

1 

390 

1 

204 

1 

339 

1 

567 


949 

1 

284 

nonwmite . 

RENTER OCCUPIED, . . 


534 


356 


363 

192 


527 

1 

4 

007 


707 


684 


484 


585 


978 


904 

white. .... . 


534 


356 


363 

192 


527 

1 

007 


707 


684 


484 


585 


978 


904 

nonwhite . 


... 


... 


... 

... 


... 


• • 


• » • 


• • • 


• • • 


• • • 


• • » 


• • 

CONOITION and PLUMBING 
























ALL OCCUPIED UNITS . 

1 

706 

1 

242 

1 

789 

1 485 

1 

540 

2 

291 

2 

097 

1 

888 

1 

823 

2 

152 

1 

931 

2 

188 

SOUND. . . 

1 

066 


837 

1 

501 

1 047 

1 

279 

1 

732 

1 

500 

1 

773 

1 

541 

1 

518 

1 

633 

1 

916 

WITH ALL PLUMBING FACILITIES . 


B44 


62B 

1 

079 

681 

1 

034 

1 

503 

1 

394 

1 

452 

1 

268 

1 

172 

1 

40^ 

1 

429 

LACKING ONLY HOT WATER . 


16 


8 


36 

12 


16 


16 


4 






4 


4 


4 

LACKING OTHER PLUMBING FACILITIES. . . . 


206 


201 


386 

354 


229 


213 


102 


301 


253 


342 


227 


483 

deteriorating. 


534 


377 


260 

399 


246 


523 


539 


107 


242 


523 


278 


257 

WITH ALL plumbing FACILITIES . 


305 


148 


82 

63 


129 


298 


396 




106 


241 


158 


116 

LACKING ONLY HOT WATER . 


4 


4 


S 

4 


4 


8 


8 


• • • 


• • # 


• f • 


4 


6 

LACKING OTHER PLUMBING FACILITIES. . . . 


225 


225 


170 

332 


113 


217 


135 


51 


136 


282 


116 


133 

DILAPIDATED. 


106 


28 


28 

39 


15 


36 


58 


8 


40 


111 


20 


15 

RENTER OCCUPIED. 


534 


356 


363 

192 


527 

1 

007 


707 


684 


484 


585 


978 


904 

SOUND. 


285 


221 


278 

115 


429 


695 


497 


643 


381 


375 


788 


771 

WITH ALL PLUMBING FACILITIES . 


184 


159 


180 

64 


323 


579 


468 


506 


277 


282 


641 


508 

LACKING SOME OR ALL FACILITIES . 


101 


62 


98 

51 


106 


116 


29 


137 


104 


93 


147 


363 

deteriorating. 


201 


123 


81 

73 


95 


292 


191 


41 


91 


183 


178 


126 

WITH ALL PLUMBING FACILITIES . 


100 


58 


26 



36 


184 


137 


19 


28 


71 


106 


66 

LACKING SOME OR ALL FACILITIES . 


101 


65 


55 



59 


lOs 


54 


22 


63 


112 


72 


58 

DILAPIDATED. 


48 


12 


4 



3 


20 


19 


• . • 


12 


27 


12 


7 

ALL OCCUPIED UNITS . 

1 

706 

1 242 

1 

789 

1 485 

1 

540 

2 

291 

2 

097 

1 888 

1 823 

2 

152 

1 

931 

2 

188 

WATER supply 


















■ 

i 

■ 




HOT and cold PIPED WATER INSIDE STRUCTURE. 

1 

322 


892 

1 

303 

877 

1 

315 

1 

985 

1 

901 

1 

615 

1 

522 

■ 


■ 

657 

1 

751 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


109 


86 


130 

99 


133 


149 


87 


86 


76 




74 


95 

PIPED WATER OUTSIDE STRUCTURE, ...... 


40 


12 


44 

• 9 • 


28 


12 


15 


4 


31 




19 



NO PIPED WATER... 


235 


252 


312 

509 


64 


145 


94 


183 


194 


364 


181 


334 

TOILET facilities 
























FLUSH toilet, EXCLUSIVE USE. 

1 

206 


802 

1 

252 

779 

1 

202 

1 

857 

1 

846 

1 

540 

1 

406 

1 

481 

1 

608 

1 

592 

FLUSH TOILET, SHAREO . 


« « 


« « • 


19 

4 


• • • 


12 


• t • 


4 


• • • 


4 


4 


• • 

OTHER TOILET FACILITIES OR NONE. 


500 


440 


518 

702 


338 


422 


251 


344 


417 


667 


319 


596 

BATHING FACILITIES 
























BATHTUB OR SHOWER, EXCLUSIVE USE . 

1 

255 


806 

1 

225 

836 

1 

246 

1 

905 

1 

854 

1 

570 

1 

469 

1 

502 

1 

579 

1 

617 

bathtub or SHOWER, SHARED. 


• t_i 


« • • 


19 

4 


• • 


16 


4 


4 


4 


4 


4 


• » 

NO bathtub or shower . 


451 


436 


545 

645 


294 


370 


239 


314 


350 


646 


348 


571 

ROOMS 
























1 ROOM . 


• • ■ 


• • • 


• • • 

• • « 


* • 


• • • 


4 


• • • 


4 


• * • 


4 


4 

2 ROOMS. 


4 


3 


12 

13 


4 


• t • 


24 


• • • 


4 


16 


a 


• • 

3 ROOMS . 


8 


a 


16 

39 


8 


48 


40 


16 


21 


52 


12 


12 

4 ROOMS . 


120 


113 


77 

226 


71 


85 


145 


119 


44 


83 


94 


127 

5 ROOMS. ... . 


242 


233 


181 

379 


183 


306 


273 


269 


181 


221 


192 


294 

6 ROOMS . 


447 


324 


406 

398 


361 


385 


399 


445 


300 


484 


444 


519 

7 ROOMS . 


414 


262 


414 

224 


442 


562 


470 


429 


446 


476 


545 


47S 

B ROOMS OR MORE. 


471 


299 


683 

206 


471 


905 


742 


610 


823 


820 


632 


757 

MEDIANi 
























ALL occupieo ... 


6.6 


6.3 


7.0 

5.7 


6.8 


7.1 


6.8 


6.7 


7.3 


iffi 


6.9 


6.8 

OWNER . 


6.4 


6.3 


7.0 

5.7 


6.6 


6.9 


6.8 


6.6 


7.2 


w 


6.8 


6.6 

RENTER . 


6.8 


6.5 


7.0 

... 


7.1 


7.2 


7.0 


6.9 


7.5 

■ 


■ 

m 


7.1 

YEAR STRUCTURE BUILT 




















■ 

1 



1955 TO MARCH i960 . 


24 


24 


40 

30 


16 


60 


115 


44 


45 


78 

■ 

H 

■ 


1950 To 1954 . 


49 


16 


28 

56 


58 


89 


115 


78 


43 


110 


55 



1940 TO 1949 . 


76 


40 


104 

68 


40 


132 


168 


80 


62 


122 


114 



1930 TO 1939 . 


92 


81 


80 

100 


115 


129 


161 


124 


97 


123 


122 



1929 OR EARLIER . 

1 

465 

1 

081 

1 

537 

1 231 

1 

311 

1 

B81 

1 

538 

1 

562 

1 

576 

1 

719 

1 

609 

1 

048 

heating equipment 
























STEAM OR HOT WATER . 


17 


18 


156 

19 


24 


156 


56 


88 


75 


52 


114 


94 

WARM AIR FURNACE . 


632 


300 


979 

605 


642 

1 

141 

1 

437 


956 


958 


801 


986 


916 

built-in room UNITS. 


180 


129 


128 

106 


130 


112 


105 


149 


87 


162 


127 


128 

OTHER means with FLUE. 


877 


763 


523 

735 


728 


874 


486 


672 


679 

1 

080 


689 

1 

030 

OTHER MEANS WITHOUT FLUE . 


• • • 


32 


3 

20 


16 


8 


5 


23 


24 


53 


11 


16 

NONE. 


... 


... 


... 

... 


... 


... 


a 


• • 


... 


4 


4 


4 

SOURCE OF WATER 
























PUBLIC SYSTEM OR PRIVATE COMPANY ..... 


41 


10 


31 

25 


36 


40 


3 


87 


10 


14 


58 


85 

individual well. 

1 

6ia 

1 

192 

1 

661 

1 474 

1 

488 

2 

256 

2 

120 

1 

794 

1 

828 

2 

112 

1 

896 

2 

078 

OTHER. 


15 


... 


45 

40 


14 


29 


10 


15 


10 


22 


... 


10 

sewage disposal 
























PUBLIC SEWER . 


15 


5 


20 

5 


15 


10 


... 

■ 



15 


9 


14 


35 

septic TANK OR CESSPOOL. 

1 

152 


705 

1 

173 

679 

1 

164 

1 

896 

1 

878 



1 

443 

1 

452 

1 

661 

1 

533 

OTHER OR NONE. 


507 


492 


544 

855 


359 


419 


255 

■ 



390 


687 


279 


605 

HOME FOOD FREEZER 














■ 










1 OR MORE. 

1 

112 


691 

1 

417 

531 

1 

153 

1 

643 

1 

394 

■ 


1 

284 

1 

276 

1 

098 

1 

487 

NONE. 


712 


687 


601 

668 


385 


493 


500 

■ 



423 


882 


763 


778 
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Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Ba.sed on .sample; see text. Median not shown where base is less than 200] 


Tenure by Oolor 
C’.ondition and 
Plumbing 
Water Supply 
Toilet Fac. 
li.ithing Fac. 


Rooms 

Year Struct. lUnlt 
Hearing Equipinenf 
Source of Water 
Sew.tgc Disposal 
Home F'ood F’reczer 


SUBJECT 

CALHOUN 

CARROLL 

CASS 

CEDAR 

CERRO 

GOROO 

CHEROKEE 

CHICKA¬ 

SAW 

CLARKE 

CLAY 

CLAYTON 

CLINTON 

CRAWFORD 

TENURE AND COLOR 
















■ 









all occupied units . 

1 

815 

1 

959 

1 

812 

2 

059 

1 

880 

1 

773 

1 

789 



1 

641 

2 

661 

2 

413 

2 

138 

OWNER OCCUPIED . 


868 

1 

049 

1 

113 

1 

177 

1 

141 


646 

1 

351 




923 

1 

914 

1 

528 

1 

146 

WHITE.. 


868 

1 

049 

1 

113 

1 

177 

1 

137 


846 

1 

347 




923 

1 

914 

1 

528 

1 

146 

NONWHITE . 


• t-i 


• • • 


• • • 


* • • 


4 


• • • 


4 




• 4 • 


• • • 


t « • 


• • • 

RENTER OCCUPIED. 


947 


910 


699 


882 


739 


927 


438 


277 


718 


747 


885 


992 

WHITE. 


947 


910 


699 


882 


739 


927 


438 


277 


718 


747 


885 


992 

NONWHITE . 


... 


... 


... 


... 


.. . 


... 


• • • 


1 • • 


• • • 


* • • 


• • • 


* • • 

CONDITION AND PLUMBING 

























ALL OCCUPIED UNITS . 

1 

815 

1 

959 

1 

812 

2 

059 

1 

880 

1 

773 

1 

789 

1 

090 

1 

641 

2 

661 

2 

413 

2 

138 

SOUND... 

1 

528 

1 

529 

1 

447 

1 

514 

1 

569 

1 

513 

1 

420 


674 

1 

447 

1 

824 

1 

969 

1 

616 

WITH ALL PLUMBING FACILITIES . 

1 

271 

1 

244 

1 

214 

1 

390 

1 

367 

1 

232 

1 

007 


463 

1 

220 

1 

459 

1 

732 

1 

273 

LACKING only HOT WATER . 


8 


4 


20 


4 


8 


12 


20 


4 


8 


25 


36 



LACKING OTHER PLUMBING FACILITIES. . , . 


249 


281 


213 


120 


194 


269 


393 


207 


219 


340 


wSii 


323 

deteriorating. 


287 


390 


339 


456 


258 


224 


310 


392 


190 


754 




485 

WITH ALL PLUMBING FACILITIES . 


150 


154 


184 


268 


162 


100 


125 


75 


90 


402 

^^B 



220 

LACKING ONLY HOT WATER . 


. ■ • 


12 


12 


7 


• « • 


4 


4 


8 


4 


a 


||E 



LACKING OTHER PLUMBING FACILITIES. . . . 


137 


224 


143 


181 


96 


120 


181 


309 


96 


344 




261 

dilapidated. 


... 


40 


26 


89 


53 


36 


59 


24 


4 


83 


67 


37 

RENTER OCCUPIED. 


947 


910 


699 


882 


739 


927 


438 


277 



■ 



885 


992 

SOUND. 


756 


672 


496 


589 


595 


771 


329 


154 




! • 3 


664 


652 

WITH ALL PLUMBING FACILITIES . 


544 


477 


389 


527 


507 


562 


211 


77 




1F1 


576 


483 

LACKING SOME OR ALL FACILITIES . 


212 


195 


107 


62 


aa 


189 


118 


77 



^^B 

] ii 9 


88 


199 

DETERIORATING. 


191 


213 


191 


249 


119 


144 


89 


123 


110 


255 


189 


298 

WITH ALL PLUMBING FACILITIES . 


90 


77 


101 


1S6 


78 


64 


28 


7 


62 


137 




118 

LACKING SOME OR ALL FACILITIES . . . . . 


101 


136 


90 


93 


41 


80 


61 


116 


48 


iia 


Pi 


180 

dilapidated. 


« • • 


25 


12 


44 


25 


12 


20 


t . • 


• • • 


30 




12 

ALL occupied UNITS . 

1 815 

1 959 

1 812 

2 

059 

1 880 

1 

773 

1 789 

1 

090 

1 

641 

2 

661 

2 

413 

2 

138 

WATER supply 



■ 








■ 

■ 











■ 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

546 

■ 

617 

1 

518 

1 

824 

1 

690 

■ 


1 

332 


651 

1 

441 

2 

oia 

2 

128 

■ 


only cold PIPED water INSIDE STRUCTURE . . 


42 


135 


158 


39 


45 




92 


71 


36 


171 


132 



PIPED WATER OUTSIDE STRUCTURE. 


15 


43 


20 


26 


12 




12 


9 


27 


29 


S 



NO PIPED WATER . 


212 


164 


116 


170 


133 


148 


353 


359 


137 


443 


145 



TOILET FACILITIES 

























FLUSH TOILET. EXCLUSIVE USE. 

1 

432 

1 

446 

1 

453 

1 

717 

1 

602 

1 

376 

1 

203 


558 

1 

338 

1 

956 

2 

087 

1 

541 

FLUSH TOILET. SHARED . 


• • • 


4 


• » • 


8 


• • • 


4 


a 


• « t 


t • • 


a 


27 


• # « 

OTHER TOILET FACILITIES OR NONE. 


383 


509 


359 


334 


278 


393 


578 


532 


303 


697 


299 


597 

BATHING FACILITIES 

























bathtub or shower. EXCLUSIVE USE . 

1 

489 

1 

4Sl 

1 

465 

1 

736 

1 

584 

1 

380 

1 

253 


585 

1 

373 

1 

934 

2 

083 

1 

577 

BATHTUB OR SHOWER. SHARED. 


• • • 


4 


4 


12 


a 


8 


12 


t • • 


• • • 


16 


23 


• • « 

NO bathtub or SHOWER . 


326 


504 


343 


311 


288 


385 


524 


505 


268 


711 


307 


561 

ROOMS 

























1 ROOM . 


4 


• • • 


• • • 


4 


4 


. • • 


.. • 


4 

■ 

■ 


4 


4 


12 

2 ROOMS. 


4 


• . . 


4 


8 


24 


12 


4 


a 


B ^ 


16 


4 


t • • 

3 ROOMS. 


8 


36 


4 


16 


19 


24 


16 


16 


Ei 


23 


20 


24 

4 ROOMS. 


89 


74 


82 


86 


106 


63 


90 


84 


K c 


96 


79 


81 

5 ROOMS.. • 


208 


166 


220 


191 


209 


160 


207 


235 


^! 


241 


212 


259 

6 ROOMS. 


433 


364 


448 


319 


425 


356 


447 


283 


El* ^ 


602 


401 


430 

7 ROOMS... 


487 


524 


415 


S75 


472 


416 


464 


239 


BB • 


598 


533 


576 

8 ROOMS OR MORE.. . . 


582 


795 


639 


860 


621 


742 


561 


221 


u I 

1 

081 

1 

160 


756 

MEDIAN! 

























ALL OCCUPIED . 


E a 


7.1 


6.9 


7.2 


6.8 


7.2 


6.8 


6.2 


6.8 


7.1 


7.4 


7.0 

OWNER. 


E 3 




6.9 


7.1 


6.7 


7.1 


6.9 


6.2 


6.8 


7.0 


7.4 


6.9 

renter . 

■ 

El 

■ 

m 


6.8 


7.3 


7.0 


7.2 


6.5 


6.3 


6.9 


7.3 


7.5 


7.0 

YEAR structure BUILT 

























1955 TO MARCH 1960 . 


26 


46 


46 


52 


80 


40 


50 


21 


48 


28 


88 


29 

1950 TO 1954 .. 


68 


46 


33 


68 


92 


47 


32 


8 


40 


44 


64 


48 

1940 To 1949 . 


62 


75 


52 


73 


118 


56 


64 


70 


83 


83 


127 


96 

1930 To 1939 . 


94 


134 


117 


91 


117 


112 


88 


58 


146 


193 


105 


72 

1929 OR EARLIER. 

1 

565 

1 

658 

1 

564 

1 

775 

1 

473 

1 

518 

1 

555 


933 

1 

324 

2 

313 

2 

029 

1 

893 

HEATING EQUIPMENT 

























STEAM OR HOT WATER . 


47 


74 


56 


191 


70 


91 


35 


... 


114 


472 


159 


40 

Warm air furnace . 


919 


755 


782 

1 

310 

1 

on 


750 


627 


254 


848 

1 

176 

1 

530 


826 

BUILT-IN room units. ........... 


141 


65 


159 


99 


170 


96 


135 


107 


96 


19S 


86 


112 

other means with FLUE. 


697 

1 

043 


81J. 


444 


572 


828 


980 


724 


548 


802 


618 

1 

072 

OTHER MEANS WITHOUT FLUE . 


11 


17 


4 


12 


57 


8 


a 


5 


35 


11 


16 


aa 

NONE . . 


... 


5 


. .. 


3 


• • • 


• • • 


4 


• • • 


# « ■ 


5 


4 


• • 

SOURCE OF WATER 

























PUBLIC SYSTEM OR PRIVATE COMPANY . 


71 


41 


20 


31 


20 


55 


10 


21 


20 


42 


29 


25 

INDIVIDUAL WELL. 

1 

754 

1 

906 

1 

737 

2 

010 

1 

847 

1 

710 

1 

764 

1 

023 

1 

604 

2 

S04 

2 

329 

2 

112 

OTHER. 


5 


... 


10 


5 


10 


5 


• • * 


40 


19 


104 


34 


S 

sewage disposal 



























20 


32 


15 


14 


10 


15 


5 


... 


10 


27 


15 


10 


1 

411 

1 

404 

1 

322 

1 

695 

1 

581 

1 

381 

1 

162 


500 

1 

321 

1 

825 

1 

965 

1 

535 



399 


511 


430 


337 


286 


374 


607 


584 


312 


798 


412 


597 

HOME FOOD FREEZER 


























1 

191 

1 

188 

1 

331 

1 

709 

1 

262 

1 

432 

1 

081 


617 

1 

157 

1 

695 

1 

986 

1 

064 



570 


801 


644 


369 


600 


333 


738 


485 


452 

1 

019 


502 

1 

067 
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State and Small Areas 


Table 33.—Tenure, Condition and Plumbing Facilities, and Structural Characteristics oe 
Occupied Rural-Farm Housing Units, tor Counties. 1960 Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition .ind 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Eqiiipnient 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


DALLAS 


DAVIS 


TENURE AND COLOR 


DECATUR 


DELAWARE 


DES 

MOINES 


DICKIN 

SON 


DUBUQUE 


EMMET 


FAYETTE 


FLOYD 


FRANKLIN 


FREMONT 


ALL OCCUPIED UNITS 
OWNER OCCUPIED . 

white. 

nonwhite . 

RENTER OCCUPIED. 

WHITE. 

NONwhite . 


2 063 
I 325 
I 325 

73B 

738 


I 3B3 
1 154 
I 154 

229 

229 


1 184 
904 
904 

280 

2B0 


2 074 
1 345 
I 345 

729 

729 


I 352 
1 013 
1 013 

339 

339 


1 015 
571 
571 

444 

444 


1 960 
1 577 
1 577 

383 

3B3 


12B 

571 

571 

557 

557 


2 659 
1 924 
1 920 
4 

735 

735 


1 743 
1 191 
1 191 

552 

552 


1 997 
1 054 
1 054 

943 

943 


301 

749 

749 

552 

552 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS . 

SOUND. 

WITH ALL plumbing FACILITIES . 

lacking only hot water . 

LACKING OTHER PLUMBING FACILITIES, . . . 

DETERIORATING. 

WITH ALL plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . • 

dilapidated. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

dilapidated... 


ALL OCCUPIED UNITS . 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED water outside STRUCTURE. 

NO PIPED Water . 


2 063 
1 749 
1 520 
9 

220 

281 

170 

12 

99 

33 


383 

986 

544 

20 

422 

343 

84 

259 

54 


1 184 
B03 
497 
8 

298 

337 

72 

265 

44 


2 074 
1 5B5 
1 319 
11 
255 
446 
159 
11 
276 
43 


1 352 
1 149 
967 
21 
161 
187 
98 

89 

16 


1 015 
795 
606 
B 

101 

216 

125 

’91 

4 


1 960 
1 788 
1 399 
52 
337 
156 
64 

’92 

16 


1 12B 
1 075 
81B 
12 
245 
49 
16 

*33 

4 


2 659 
2 247 
1 737 
29 
481 

375 

166 

4 

205 

37 


1 743 
1 363 
1 116 
4 

243 

365 

218 

4 

143 

15 


1 997 
1 638 
1 420 
12 
206 
320 
175 
4 

141 

39 


301 

B84 

786 

12 

B6 

352 

210 

4 

138 

65 


738 

607 

524 

83 

119 

73 

46 

12 


229 

142 

39 

103 

7B 

14 

64 

9 


280 

183 

97 

86 

89 

16 

73 

B 


729 

510 

396 

114 

204 

87 

117 

15 


339 

25B 

221 

37 

81 

45 

36 


444 

307 

243 

64 

137 

64 

73 


3B3 

339 

215 

124 

36 

4 

32 

B 


557 

540 

387 

153 

17 

*17 


735 

576 

414 

162 

147 

50 

97 

12 


552 

408 

290 

118 

137 

69 

6B 

7 


943 

723 

565 

158 

201 

89 

112 

19 


552 

342 

293 

49 

17B 

104 

74 

32 


2 063 


1 383 


1 184 


2 074 


1 352 


1 015 


1 960 


1 128 


2 659 


1 743 


1 997 


1 301 


1 770 
69 
28 
196 


779 

76 

16 

512 


659 

1 665 

1 113 

40 

118 

91 

... 

20 

16 

4B5 

271 

132 


852 

50 

12 

101 


1 640 
128 
28 
164 


900 

2 140 

1 411 

53 

124 

63 

. •. 

48 

20 

175 

347 

249 


1 741 
54 
19 
183 


044 

79 

12 

166 


toilet facilities 

FLUSH toiletI EXCLUSIVE USE. 

FLUSH TOILET > SHARED.. . 

OTHER TOILET FACILITIES OR NONE. 


1 731 
4 

32B 


673 

710 


581 

603 


1 522 
4 

548 


1 102 
250 


827 

188 


1 567 
16 
377 


862 

1 972 

1 362 

... 

e 

... 

266 

679 

381 


1 627 
8 

362 


1 027 
274 


BATHING facilities 

bathtub or SHOWERi exclusive use 
bathtub or shower. SHARED. . . . 
NO bathtub or shower . 


1 747 680 

... 4 

316 699 


602 1 539 

582 535 


1 118 
234 


834 

iei 


1 539 
16 
405 


875 

1 988 

1 378 

.. • 

12 

,,, 

253 

659 

365 


1 657 
8 

332 


I 039 
262 


ROOMS 


1 ROOM .... 

2 ROOMS. . . • 

3 ROOMS. , . . 

4 ROOMS. . . • 

5 ROOMS. . . • 

6 ROOMS. ... 

7 ROOMS. ... 

8 ROOMS OR MORE 
MEDIANI 

ALL OCCUPIED 

owner. . • 

RENTER . . 


21 

25 

172 

285 

488 

486 

586 


13 

34 

171 

304 

363 

249 

249 


8 

12 

91 

272 

303 

221 

277 


8 

7 

31 

57 

191 

411 

513 

856 


5 

16 

40 

88 

217 

310 

295 

381 


16 

63 

159 

270 

244 

263 


4 

8 

40 

92 

201 

441 

444 

730 


8 

26 

67 

146 

338 

241 

302 


8 

16 
40 
100 
281 
581 
628 
1 005 


7 

8 
24 
59 

187 

394 

434 

630 


4 

8 

28 

72 

184 

366 

474 

B59 


*29 

120 

267 

308 

227 

350 


6.6 6.0 

6.6 5.9 

6.5 6.6 


6.2 7.1 

6.2 7.2 

6.3 7.1 


6.5 6.5 
6.4 6.3 
6.7 6.7 


6.9 6.4 
7.0 6.5 
6.8 6.4 


7.0 6.9 
7.0 6.9 
6.9 7.1 


7.2 6.3 
7.2 6.4 
7.2 6.1 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 


80 
59 
136 
92 
1 696 


49 
26 
40 
69 
1 199 


37 

28 

41 

62 

1 016 


66 
54 
86 
91 
1 777 


65 
89 
95 
69 
1 034 


37 

73 

69 

126 

710 


105 
56 
88 
136 
1 575 


34 

52 

57 

47 

65 

51 

40 

102 

66 

111 

174 

123 

896 

2 266 

1 446 


28 
54 
112 
146 
1 657 


13 

41 

60 

106 

081 


HEATING equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


129 
1 081 
133 
712 
8 


15 

326 

155 

B63 

21 


20 

307 

81 

772 

4 


115 

941 

180 

834 

4 


74 

29 

124 

780 

486 

1 151 

97 

122 

68 

397 

363 

593 

4 

15 

24 


24 

539 

41 

520 

4 


134 
1 367 
220 
919 
16 
3 


117 

833 

100 

685 

8 


59 
1 083 
123 
728 
4 


56 

494 

121 

626 

4 


98 

915 

40 


15 

324 

33 


42 

1 122 
26 


19 

054 

14 


25 
1 301 
21 


36 

963 

20 


20 
1 831 
79 


5 

1 088 
16 


15 
2 63S 
44 


47 
1 693 


2 005 
10 


42 

266 

31 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


27 
1 673 
353 


454 

918 


15 9 

475 1 485 

700 593 


20 

015 

312 


15 

787 

217 


15 
1 423 
492 


843 

266 


5 

2 019 
670 


11 
1 341 
393 


5 

1 656 
354 


10 
1 047 
282 


HOME FOOO FREEZER 


1 OR MORE. 

none . . 


1 172 
908 


728 

675 


558 1 268 

604 740 


1 036 
344 


702 1 648 

298 431 


744 

430 


1 769 
762 


1 046 
694 


1 305 
624 


678 

466 
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Table 33. Tei^re, Condition and Plumbing Facilities, and Structural Characteristics oe 

Occupied Rural-Farm Housing Units, for Counties: I960_Con. 

[Based on sample; see text. Median not shown where base is less than 200 ] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipraenc 
Source of Water 
Sew.ige Disposal 
Home Food Freezer 


SUBJECT 


TENURE ANO COLOR 


ALL OCCUPIED UNITS 
OWNER OCCUPIED . 

white. 

NONWHITE . 

renter OCCUPIED. 

white. 

NONWHITE . 


CONOITION ANO PLUMBING 


ALL OCCUPIEO UNITS . 

SOUND.... 

WITH ALL plumbing FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING.. 

WITH ALL PLUMBING FACILITIES . . 
lacking ONLY HOT WATER ..... 
LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED. 


RENTER occupied. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


ALL OCCUPIED UNITS . 

water supply 

HOT and COLD PIPED WATER INSIDE STRUCTURE, 
only cold PIPED water INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE.. , 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 


bathing FACILITIES 


bathtub or shower, exclusive use 
Bathtub or shower, shared. . . . 

NO BATHTUB OR SHOWER . 


ROOMS 


ROOM . 
ROOMS. 
ROOMS. 
ROOMS. 
ROOMS. 
ROOMS. 
ROOMS. 


9 ROOMS OR MORE. 
MED Ian I 

ALL OCCUPIED . 
OWNER. . . , 
RENTER . . . 


year structure built 


i95S To MARCH I960 
1950 TO 1954 . , . 
1940 TO 1949 . . . 
1930 TO 1939 , , . 
1939 OR EARLIER, . 


heating equipment 


STEAM OR HOT WATER . , . 

Warm air furnace .... 
built-in room Units. . . 
OTHER means WITH FLUE. . 
OTHER means WITHOUT FLUE 

none. 


SOURCE OF WATER 


PUBUIC SYSTEM OR PRIVATE COMPANY .... 

INDIVIDUAL WELL. 

Other. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. . . . , . 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


GREENE 

GRUNDY 

QUTHRI 

HAMILTO 

HANCOCt 

HARDIN 

HARRiSOr 

HENRY 

HOWARD 

HUMBOLD 

IDA 

IOWA 

1 76 
05 
85. 

1 76 
79< 
79( 

1 84: 
1 25! 
1 25! 

1 97 

1 07! 
1 07! 

1 85£ 
1 07i 
1 071 

■ 

1 91' 
1 20: 
1 2o: 

■ 

1 53! 
1 126 
1 126 

1 412 
706 
706 

■ 

1 928 

1 448 

1 448 

91< 

91t 

97£ 

97£ 

58" 

sal 

89< 

896 

782 

782 

94! 

94! 

71! 

715 

47< 

47e 

407 

407 

701 

704 

64£ 

64e 

480 

480 

I 76£ 
1 49' 
1 252 
4 

241 

254 

1 76£ 
1 4n 
1 211 
4 

202 

335 

1 842 
1 317 
1 043 
33 
241 
463 

1 971 
1 569 
1 366 
16 
187 
394 

1 856 
1 592 
1 419 
4 

169 

220 

2 043 
I 517 
I 357 
12 
148 
443 

1 917 
1 595 
1 240 
20 
335 
281 

1 716 
1 261 
1 097 
16 
148 
364 

1 535 
1 101 
834 

e 

259 

402 

1 412 
1 329 
1 167 
4 
158 
83 

1 320 
941 
838 
12 
91 
363 

1 928 

1 615 

I 428 

8 

179 

97 

17 

201 

138 

12 

174 

4 

285 

62 

■ 

160 

60 

44 

307 

5 

131 

83 

112 

4 

165 

41 

228 

4 

132 

93 

162 

240 

32 

48 

35 

249 

4 

no 

16 

130 

8 

143 

32 

916 

978 

587 



945 

715 

476 

407 

704 



584 

152 

168 

754 

590 

164 

212 

409 

295 

114 

154 


■i 

643 

540 

103 

271 

587 

476 

lU 

107 

311 

243 

68 

124 

238 

165 

73 

165 

656 

566 

90 

48 

452 

377 

75 

373 

322 

51 


117 

47 

123 

64 

176 

59 

72 

41 

20 

122 


59 

95 

107 

103 

32 

95 

48 

52 

124 

28 

70 

51 

12 

12 

24 

4 

20 

31 

21 

41 

4 

4 

12 

1 768 

1 768 

1 842 

1 971 

1 856 

2 043 

1 917 

1 718 

1 535 

1 412 

1 320 

1 928 

1 542 


1 431 




1 525 

m 

1 089 

1 295 

1 173 

1 666 

53 


163 

61 

43 

72 

179 


67 

36 


68 

6 


20 

12 

12 

20 

16 


z& 



160 

130 

228 

188 

80 

147 

197 


351 

81 

25 

173 

1 433 

1 451 

1 307 

1 640 

1 623 

1 745 

1 404 

1 369 

1 019 

1 235 

1 131 

1 598 

331 

317 

4 

531 

4 

327 

4 

229 

8 

290 

513 

12 

337 

12 

504 

e 

169 

189 

4 

326 

1 453 
4 

1 493 
4 

1 343 
3 

1 664 
4 

1 627 
4 

1 721 

e 

1 434 

1 377 
16 

1 024 
S 

1 347 

1 148 

1 607 

311 

271 

496 

303 

225 

314 

483 

325 

503 

157 

XIZ 

317 

• » • 

8 

... 

... 

8 

12 

3 


4 


4 

8 

• • • 

4 

4 

8 

e 

- * - 

4 

12 

4 


16 

19 

8 

12 

24 

25 

24 

8 

20 



24 

90 

87 

145 

86 

63 

112 

153 

104 

51 

43 



209 

156 

239 

253 

257 

204 

378 

308 

147 

158 

111 

230 

435 

351 

499 

429 

390 

396 

523 

389 

459 

320 

315 

462 

494 

415 

451 

534 

533 

503 

375 

350 

342 

333 

236 


524 

732 

496 

653 

573 

783 

461 

555 

500 

541 

558 

660 

6.8 

7.1 

6.6 

6.9 

6.8 

7.0 


6.6 


HR 

7.1 

6.9 

6.7 


6.4 

6.9 

6.8 



6,4 



7.0 

6.9 

6.9 


6.8 

6.9 

6.9 

7.1 

■ 

7.3 

6.7 

■ 

7.3 

6.9 

36 

63 

28 

47 

85 

61 

21 

72 

29 

35 

37 

55 

40 

60 

33 

67 

108 

24 

43 

56 

36 

56 

24 


97 

106 

U6 

62 

106 

88 

52 

68 

41 

72 

37 


141 

91 

ue 

108 

113 

115 

109 

68 

38 

83 



1 454 

1 448 

1 547 

1 667 

1 444 

1 755 

1 692 

1 454 

1 391 

1 166 

1 133 

1 658 

49 

89 

4 

103 

96 

141 

36 

37 

46 

155 

56 

157 

772 

1 054 

693 

977 

899 

962 

629 

899 

427 

676 

581 

993 

130 

63 

218 

132 

197 

147 

85 

92 

86 

92 



788 

555 

895 

759 

648 

789 

1 143 

674 

959 

483 

614 

639 


7 

28 

4 


12 

4 

4 

24 

16 

17 

4 

8 

12 

32 

10 

72 

25 

35 

40 

21 

182 

15 

30 


10 

1 724 

1 761 

1 801 

I 979 

1 813 

1 980 

1 909 

1 504 

1 527 

1 405 

1 279 

1 915 

15 

15 

15 

5 

10 

19 

15 

55 

5 

5 

15 

16 

1 417 

1 420 

26 

• 1 287 

20 

1 658 

20 

1 520 

9 

1 727 

15 

1 378 

61 

1 162 

10 

995 

20 

1 236 

10 

1 037 

10 

338 

366 

575 

331 

318 

303 

552 

478 

542 

177 

247 

312 

1 178 

1 212 

1 098 

1 160 

1 307 

1 458 

993 

1 126 

815 

758 

1 070 


S55 

491 

543 

651 

557 

615 

797 

602 

674 

562 

375 

682 
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State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Etc. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

JACKSON 

JASPER 

JEFFER¬ 

SON 

JOHNSON 

JONES 

KEOKUK 

KOSSUTH 

LEE 

LINN 

LOUISA 

LUCAS 

LYON 

TENURE AND COLOR 

ALL OCCUPIED UNITS . 

OWNER OCCUPIED . . 

WHITE. 

nonwhite . 

RENTER OCCUPIED. .... 

WHITE. 

NONWHITE . 

CONDITION AND PLUMBING 

ALL OCCUPIED UNITS . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING only HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. .... . 

RENTER occupied. 

SOUND. 

WITH ALL plumbing FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 

1 807 

1 40a 

1 402 

405 

405 

1 807 

1 455 

1 040 
60 
355 
320 
156 

164 

32 

405 

297 

213 

84 

96 

48 

48 

12 

2 497 

1 589 

1 589 

908 

908 

2 497 
2 110 

1 709 

36 

365 

344 

110 

7 

227 

43 

908 

738 

534 

204 

143 

30 

113 

27 

1 367 

1 047 

1 047 

320 

320 

1 367 
850 
698 
7 

145 

465 

167 

20 

278 

52 

320 

211 

165 

46 

93 

20 

73 

16 

2 123 

1 507 

1 507 

616 

616 

2 123 

1 663 

1 398 

16 

249 

375 

226 

4 

145 

85 

616 

436 

361 

75 

148 

96 

52 

32 

■ 

1 

1 924 
1 416 

1 416 

508 

508 

1 924 

1 444 

1 123 
40 
281 
432 
1B8 
12 
232 
48 

508 

348 

251 

97 

148 

36 

112 

12 

2 874 
1 550 
1 550 

1 324 

1 324 

2 874 
2 465 
2 126 

12 

327 

389 

222 

4 

163 

20 

1 324 
1 097 
902 
195 
223 
122 
101 
4 

1 723 
1 398 

1 393 
5 

325 

325 

1 723 

1 547 

1 090 
45 
412 
168 
57 
4 
107 
8 

325 

267 

164 

103 

54 

12 

42 

4 

2 745 
2 034 
2 034 

711 

711 

2 745 

1 988 

1 731 
9 

248 

586 

367 

12 

207 

171 

711 

447 

371 

76 

218 

117 

101 

46 

1 129 
750 
750 

379 

379 

1 129 
858 
758 
4 
96 
239 
155 
4 

80 

32 

379 

269 

229 

40 

102 

65 

37 

8 

1 175 
933 
933 

242 

242 

1 175 
867 
573 
21 
273 
284 
77 
4 

203 

24 

242 

174 

101 

73 

56 

16 

40 

12 

1 823 
940 
940 

883 

883 

1 823 
1 629 

1 023 
16 
590 
190 
31 

159 

4 

883 

752 

343 

409 

127 

16 

111 

4 

all occupied units . 

1 807 

2 497 

1 367 

2 123 

1 945 

1 924 

2 874 

1 723 

2 745 

1 129 

1 175 

1 823 

water supply 








■1 





HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 284 

2 020 

950 

1 757 

1 653 

1 419 

2 569 


2 338 


763 

1 248 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

152 

169 

88 


90 

157 

100 


108 

48 

99 

128 

PIPED WATER OUTSIDE STRUCTURE. 

24 

15 

• • • 


37 

B 

19 


47 

12 

8 

55 

NO PIPED water . 

347 

293 

329 


165 

340 

186 

300 

252 

92 

305 

392 

TOILET FACILITIES 













FLUSH TOILET. EXCLUSIVE USE. 

1 284 

1 902 

908 

1 684 

1 599 

1 399 

2 412 

1 216 

2 188 

933 

691 

1 086 

FLUSH TOILET. SHARED . 

• • • 

• • • 

t • • 

a 

4 

• • • 

8 

11 

12 

4 

• t • 

12 

OTHER toilet FACILITIES OR NONE. . 

523 

595 

459 

431 

342 

525 

454 

496 

545 

192 

484 

725 

BATHING FACILITIES 













bathtub or SHOWER. EXCLUSIVE USE . 

1 272 

1 945 

940 

1 721 

1 577 

1 420 

2 451 

1 247 

2 227 

953 

741 

1 098 

bathtub or shower, shared. 

• • • 

t • • 

• • • 

8 

4 

• • • 

8 

7 

13 

• • • 

t • ■ 

20 

NO bathtub or shower . 

535 

552 

427 

394 

364 

504 

415 

469 

505 

176 

434 

705 

rooms 













1 room... 

8 

12 

< • t 

• . . 

4 

• • • 

8 

7 

8 

4 

8 

• . W 

a ROOMS. 

4 

16 

4 

12 

8 

20 

4 

13 

16 

8 

4 

4 

3 ROOMS. .... . 

12 

25 

12 

52 

20 

20 

35 

36 

64 

20 

12 

32 

A ROOMS. 

SO 

175 

82 

88 

79 

164 

139 

180 

208 

76 

108 

88 

5 ROOMS. 

179 

330 

251 

284 

198 

337 

386 

269 

403 

153 

256 

228 

6 ROOMS. 

364 

582 

363 

432 

293 

404 

681 

443 

570 

229 

325 

394 

7 ROOMS. . 

463 

543 

288 

468 

495 

383 

650 

318 

627 

239 

201 

476 

8 ROOMS OR MORE. 

697 

814 

367 

787 

848 

596 

971 

457 

849 

400 

261 

601 

MEDIANS 













ALL OCCUPIED .... . 

7.1 


6.4 



6.5 

6.8 

6.3 

6.7 

6.8 

6.1 

6.8 

owner. 

7.1 


6.4 



6.5 

6.9 

6.3 

6.6 

6.8 

6.1 

7.0 

renter. 

7.0 


6.4 



6 « 6 

6.7 

6.2 

6.8 

6.8 

6.1 

6.7 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 .. 

40 

45 

20 

108 

51 

24 

112 

80 

128 

54 

50 

44 

1950 TO 1954 . 

56 

66 

20 

100 

69 

40 

104 

92 

120 

16 

16 

72 

1940 TO 1949 . 

68 

128 

56 

141 

57 

88 

149 

104 

132 

35 

68 

92 

1930 TO 1939 . 

80 

162 

108 

136 

173 

109 

195 

68 

154 

68 

81 

75 

1929 OR EARLIER. 

1 563 

2 096 

1 163 

1 638 

1 595 

1 663 

2 314 

1 379 

2 211 

956 

960 

1 540 

HEATING equipment 













STEAM OR HOT WATER . 

80 

119 

15 

209 

124 

60 

163 

122 

133 

39 

17 

80 

WARM AlR FURNACE . 

963 

1 445 

677 

1 084 

1 043 

838 

1 386 

997 

1 439 

593 

431 

755 

BUILT-IN ROOM UNITS. 

36 

117 

72 

121 

123 

14B 

144 

91 

200 

94 

101 

64 

OTHER MEANS WITH FLUE. 

716 

739 

596 

693 

613 

862 

1 149 

509 

948 

392 

626 

908 

OTHER means WITHOUT FLUE . 

8 

69 

4 

12 

42 

12 

28 

4 

25 

7 


16 

NONE . 

4 

8 

3 

4 

... 

4 

4 

... 


4 

... 

... 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY . 

50 

107 

15 

25 

16 

44 

40 

23 

20 

15 

20 

50 

INDIVIDUAL WELL . 

1 706 

2 337 

1 273 

2 139 

1 875 

1 889 

2 841 

1 595 

2 739 

1 1^ 

1 120 

1 691 

OTHER . 

56 

24 

74 

10 

10 

5 

15 

73 

10 

5 

46 

104 

SEWAGE DISPOSAL 













PUBLIC SEWER . 

40 

20 

6 

15 

11 

5 

25 

5 

15 

5 


10 

SEPTIC TANK OR CESSPOOL. 

1 087 

1 857 

750 

1 645 

1 458 

1 395 

2 362 

1 057 

2 201 

861 

492 

1 203 

OTHER OR NONE . 

685 

591 

606 

514 

432 

538 

509 

629 

553 

284 

694 

632 

HOME FOOD FREEZER 













1 OR MORE. . . . 

1 371 

1 519 

786 

1 476 

1 640 

1 150 

1 888 

1 190 

1 665 

762 

435 

1 195 

NONE . 

423 

1 116 

610 

433 

460 

767 

904 

626 

974 

288 

702 

541 
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Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet F.ic. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


MADISON 


MAHASKA 


MARION 


MARSHALL 


MILLS 


MITCH¬ 

ELL 


MONONA 


MONROE 


MONT¬ 

GOMERY 


MUSCA¬ 

TINE 


O'BRIEN 


OSCEOLA 


PAGE 


TENURE AND COLOR 


ALL occupied UNITS 
OWNER occupied . 

white. 

nonwhite . 

RENTER OCCUPIEO. 

WHITE. 

NONWHITE . 


1 654 
1 217 
1 217 

437 

437 


2 173 
I 461 
1 461 

712 

712 


1 784 
1 313 
1 313 

471 

471 


2 161 
1 230 
1 230 

931 

931 


1 180 
737 
737 

443 

443 


1 574 
1 055 
1 055 

519 

519 


1 687 
i 008 
1 000 
8 

679 

679 


107 

919 

919 


1 343 
821 
821 


1 490 
1 002 
1 002 


1 828 
914 
914 


1 252 
580 
580 


1 686 
1 140 
1 140 


188 

188 


522 

522 


488 

463 


914 

914 


672 546 

672 546 


CONDITION AND PLUMBING 

ALL occupied UNITS . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING only HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

renter OCCUPIED. 

sound.. • 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 


ALL occupied UNITS . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . 


1 654 
1 153 
852 
16 
285 
469 
224 
12 
233 
32 


1 747 
1 376 
33 
338 
366 
119 
12 
235 
60 


1 784 
1 344 
916 
37 
391 
334 
110 
4 

220 

106 


2 161 
1 909 
1 702 
22 
185 
244 
123 
4 
117 
8 


1 180 
607 
728 

79 

311 

194 

8 

109 

62 


1 574 
1 351 
1 101 
9 

241 

202 

125 

77 

21 


1 687 
1 498 
1 178 
23 
297 
161 
78 

83 

28 


107 

599 

365 

5 

229 

472 

163 

9 

300 

36 


1 343 
1 008 
865 
17 
126 
306 
205 
4 
97 
29 


1 490 
1 261 
1 061 
28 
172 
198 
112 
4 

82 

31 


1 828 
1 702 
1 332 
8 

362 

119 

31 

88 

7 


1 252 
1 124 
722 
4 

398 

128 

42 

86 


1 686 
1 279 
1 123 
3 

153 

380 

238 

23 

119 

27 


437 

289 

197 

92 

136 

64 

72 

12 


712 

541 

409 

132 

14b 

40 

108 

23 


471 

343 

189 

154 

111 

28 

83 

17 


931 

786 

714 

72 

145 

82 

63 


443 

278 

257 

21 

134 

72 

62 

31 


519 

439 

344 

95 

67 

39 

28 

13 


679 

577 

430 

147 

94 

47 

47 

8 


188 

75 

42 

33 

104 

46 

58 

9 


522 

360 

306 

54 
154 

99 

55 
8 


488 

388 

288 

100 

88 

48 

40 

12 


914 

836 

604 

232 

75 

23 

52 


672 

576 

297 

279 

96 

18 

78 


546 

365 

324 

41 

172 

119 

53 

9 


i 107 


1 490 


1 208 
150 
14 
282 


1 641 
191 
28 
313 


i 228 
138 
9 

409 


908 

114 

8 

131 


971 

1 335 

1 381 

55 

42 

128 

7 

8 

36 

147 

189 

142 


644 

100 

18 

345 


1 134 
84 
20 
105 


1 272 
135 
23 
60 


1 571 
60 
16 
181 


870 

56 

36 

290 


480 

82 

15 

109 


toilet FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. , . 

NO BATHTUB OR SHOWER . 

ROOMS 


1 ROOM . ... . 

2 ROOMS. . . . ■ 

3 ROOMS. ... 

4 ROOMS. ... 

5 ROOMS. . . . . 

6 ROOMS. ... 

7 ROOMS. ... 

e ROOMS OR MORE 
MEDIANI 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


1 116 
538 


1 572 
4 

597 


1 095 
4 

665 


1 863 
12 
286 


955 

1 266 

1 291 

... 

8 

... 

225 

300 

396 


1 153 
501 


1 597 
4 

572 


1 140 
4 

640 


1 889 
12 
260 


968 

212 


1 280 
12 
282 


1 303 
12 
372 


3 

8 

29 

193 

354 

357 

372 

338 


4 

17 

148 

343 

539 

549 

573 


8 

143 

338 

480 

466 

349 


4 

45 

114 

243 

392 

548 

815 


17 

116 

153 

294 

214 

386 


4 

4 

23 

73 

150 

369 

322 

629 


4 

16 

97 

291 

478 

392 

409 


554 

553 


1 111 
4 

228 


1 233 1 398 

16 4 

241 426 


579 

528 


1 123 
4 

216 


1 233 
20 
237 


1 434 
8 

386 


7 

12 

117 

229 

299 

211 

232 


4 

12 

39 

155 

325 

314 

494 


16 

32 

4 

54 

175 

380 

314 

515 


16 

68 

206 

422 

470 

646 


787 

4 

461 


791 

4 

457 


12 

45 

142 

344 

297 

412 


1 404 
282 

1 451 
235 

'*4 

4 

87 

215 

423 

425 

528 


6.2 6.6 

6.1 6.5 

6.4 6.8 


6.3 7. 

6.3 7. 

6.5 7. 


0 6.5 

0 6.4 

1 6.7 


7.0 6.4 
7.0 6.4 
7.0 6.4 


6.1 6.9 

6.1 6.9 

... 6.9 


6.8 6.9 
6.6 6.9 
7.1 6.9 


6.8 6.8 

6.8 6.7 

6.7 6.9 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 


47 

50 

55 

61 

65 

48 

65 

85 

125 

117 

171 

92 

364 

1 802 

1 464 


110 

66 

no 

105 

770 


16 

25 

65 

57 

017 


44 
33 
46 
83 
1 368 


19 
48 
67 
70 
1 483 


19 

27 

30 

51 

980 


22 
32 
62 
88 
1 139 


56 
64 
48 
68 
1 234 


51 

52 
116 

69 
1 540 


27 
39 
64 
97 
1 025 


15 
37 
105 
80 
1 449 


HEATING equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER means WITH FLUE. ... 
OTHER MEANS WITHOUT FUUE . . 
NONE... 


29 

623 

203 

791 

a 


111 
1 144 
102 
783 
24 
9 


48 

717 

129 

873 

17 


60 

486 

94 

508 

13 


40 

514 

31 

590 

5 


191 

645 

91 

635 

'12 


44 

675 

82 

862 

4 


4 

445 

35 

619 

4 


37 

586 

108 

612 


151 

988 

71 

272 

8 


81 

949 

104 

690 

4 


28 

499 

104 

606 

13 


39 

837 

no 

696 

4 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

OTHER. 


36 83 

569 2 059 

73 31 


71 
1 670 
26 


35 
2 113 
11 


15 

153 

10 


11 

1 573 
6 


24 
1 636 
5 


30 

026 

64 


41 

275 

20 


25 

446 

8 


52 
1 728 
5 


10 

232 

24 


19 

670 

10 


sewage disposal 


PUBLIC SEWER . . 

SEPTIC TANK OR CESSPOOL. . . . 
OTHER OR NONE.. 

HOME FOOD freezer 


1 OR MORE. 

NONE. 


10 

090 

578 


25 
1 470 
678 


11 

1 043 
713 


1 834 
325 


... 11 

906 1 258 

272 321 


10 
1 324 
331 


5 26 

512 1 056 

603 254 


10 

210 

259 


36 

346 

401 


19 

817 

430 


10 

286 

403 


819 1 333 

699 855 


1 060 
606 


1 616 
552 


709 1 130 

485 403 


923 

825 


465 

565 


841 1 025 

521 529 


1 192 
794 


797 1 017 

419 575 
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State and Small Areas 


Table 33 .—^Tektuhe, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Barbing Fac. 


Rooms 

Year Struct. Built 
Heating F.quipmcnt 
Source of W,irer 
Scw.igc Dispos.il 
Home Food Freezer 


t 


SUBJECT 


PALO 

ALTO 


Plymouth 


POCA¬ 

HONTAS 


TENURE AND COLOR 


all occupied units 

OWNER OCCUPIED . 

white. 

nonwhite . 

RENTER OCCUPIED. 

white. 

NONWHITE . 


I 573 
853 
853 

720 

720 


2 481 
1 368 
1 368 

1 113 
1 H3 


1 827 
937 
937 

890 

890 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS . 

SOUND... 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, . , . 
DILAPIDATED. 


1 573 
1 454 
1 117 
16 
321 
U9 
61 
4 
54 


2 481 
1 975 
1 597 

as 

350 

462 

148 

4 

310 

44 


1 827 
1 476 
1 198 
14 
264 
328 
156 

172 

23 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

dilapidated. 


ALL OCCUPIED UNITS . 

WATER SUPPLY 


720 

656 

461 

195 

64 

36 

28 


1 573 


I 113 
820 
604 
216 
277 
68 
209 
^ 


2 481 


890 

687 

519 

168 

188 

72 

116 

15j 


1 827 


HOT and cold piped WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED WATER . 


1 279 
64 
9 

221 


1 961 
216 
82 
222 


1 509 
83 
8 

227 


toilet facilities 


FLUSH TOILETi EXCLUSIVE USE. . 

FLUSH TOILETi SHARED . 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 


1 205 


1 828 


1 400 


368 


653 


427 


BATHTUB OR SHO.WERi EXCLUSIVE USE 
BATHTUB OR SHOWERi SHARED. . . . 
NO BATHTUB OR SHOWER . . 


1 236 


1 835 


1 426 


337 


646 


401 


ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN* 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


8 

32 

66 

216 

408 

378 

465 

6.6 

6.8 

6.5 


8 

17 

129 

294 

564 

529 

940 

6.9 

6.9 

6.9 


16 

48 

196 

414 

498 

655 

7.0 

7.0 

7.0 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 .. 

1929 OR EARLIER.. 

HEATING EQUIPMENT 


32 
31 
83 
103 
1 324 


36 
109 
90 
133 
2 113 


49 
52 
70 
110 
1 546 


STEAM OR HOT WATER . . . 
warm air FURNACE . . . . 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE.. . 


37 

576 

106 

824 

30 


64 
1 207 
137 
1 042 
31 


71 

852 

202 

693 

9 


source of WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


32 

523 

42 


25 
2 417 
36 


41 

782 

15 


SEWAGE disposal 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


11 
1 224 
362 


5 

898 

575 


10 

427 

401 


HOME food freezer 


1 OR MORE, 
NONE . . , 


731 1 
764 1 


451 I 094 
064 693 


POLK 

POTTA¬ 

WATTA¬ 

MIE 

POWE¬ 

SHIEK 

RING- 

GOLD 

SAC 

SCOTT 

SHELBY 

SIOUX 

STORY 

TAMA 

2 020 

2 822 

1 881 

1 366 

1 798 

1 650 

1 922 

2 672 

1 991 

2 480 

1 368 

1 737 

1 173 

1 041 

873 

1 056 

1 106 

1 422 

1 097 

1 534 

1 368 

1 737 

1 173 

1 041 

873 

1 052 

1 106 

1 422 

1 097 

1 534 

652 

1 085 

708 

3« 

925 

594 

816 

1 2W 

894 

946 

652 

1 085 

704 

4 

325 

925 

594 

816 

1 250 

894 

946 

2 020 

2 822 

1 881 

1 366 

1 798 

1 650 

1 922 

2 672 

1 991 

2 480 

1 621 

2 205 

1 407 

995 

1 364 

1 440 

1 660 

2 455 

1 678 

1 853 

1 278 

1 908 

1 153 

752 

1 255 

1 223 

1 433 

1 634 

1 485 

1 573 

16 

24 

4 

12 

8 

8 

4 

24 

11 

28 

327 

273 

250 

231 

101 

209 

223 

797 

182 

252 

329 

547 

454 

325 

384 

181 

210 

171 

289 

513 

141 

306 

248 

97 

227 

101 

132 

67 

171 

262 

12 

8 

16 

8 

12 

8 

4 

4 

8 

• • « 

176 

233 

190 

220 

145 

72 

74 

lOD 

110 

251 

70 

70 

20 

46 

50 

29 

52 

46 

24 

114 

652 

1 085 

708 

325 

925 

594 

816 

1 250 

894 

946 

509 

818 

497 

210 

669 

500 

685 

1 136 

742 

654 

362 

688 

395 

124 

501 

434 

551 

538 

658 

557 

147 

130 

102 

86 

88 

66 

134 

598 

84 

97 

134 

247 

203 

93 

224 

89 

99 

80 

140 

250 

61 

159 

121 

25 

128 

49 

62 

20 

73 

138 

73 

88 

82 

68 

96 

40 

37 

60 

67 

112 

9 

20 

8 

22 

32 

5 

32 

34 

12 

42 

2 020 

2 822 

1 881 

1 366 

1 798 

1 650 

1 922 

2 672 

1 991 

2 480 


2 396 

1 554 

916 

m 

1 438 

1 733 

2 039 

1 751 

2 053 

133 

174 

92 

47 


116 

101 

240 

85 

153 

30 

48 

24 

20 


• f • 

24 

86 

12 

60 

220 

204 

211 

383 

85 

96 

64 

307 

143 

214 

1 513 

2 289 

1 449 

872 

1 543 

1 365 

1 625 

1 037 

1 698 

1 949 

25 

4 

• • • 

• t « 

• • • 

12 

4 

a 

• . • 

16 

482 

529 

432 

494 

255 

273 

293 

027 

293 

515 

1 517 

2 324 

1 489 

880 

1 547 

1 369 

1 626 

1 801 

1 730 

1 981 

29 

4 

• t • 

t • « 

• • • 

12 

4 

B 

t f T 

16 

474 

494 

392 

486 

251 

269 

292 

863 

261 

483 

29 

7 



4 





4 

19 

4 

• • • 

4 

B 

8 

» • • 

12 

8 

12 

41 

45 

26 

16 

25 

16 

16 

37 

16 

20 

174 

208 

88 

113 

90 

76 

90 

107 

95 

67 

385 

466 

250 

239 

234 

142 

251 

342 

228 

320 

539 

690 

400 

347 

356 

379 

428 

560 

452 

521 

388 

588 

467 

317 

317 

387 

476 

648 

475 

617 

445 

814 

650 

330 

764 

642 

661 

966 

717 

899 

6.2 

6.5 

6.9 

6.4 

7.1 


6.9 

6.9 

6.9 

6.9 

6.2 

6.4 

6.8 

6.4 

7.1 


6.9 

7.0 

7.0 

6.9 

6.2 

6.7 

6.9 

6.6 

7.1 

7.1 

6.8 

6.9 

6.9 

7.1 

94 

99 

20 

16 

62 

37 

21 

64 

50 

76 

92 

78 

64 

47 

71 

40 

54 

98 

59 

109 

162 

104 

54 

43 

105 

55 

69 

141 

87 

as 

181 

201 

78 

51 

98 

80 

134 

174 

92 

144 

1 491 

2 340 

1 665 

1 209 

1 462 

1 438 

1 644 

2 195 

1 703 

2 063 

81 

67 

115 

4 

127 

199 

97 

153 

79 

142 

1 197 

1 280 

1 014 

367 

927 

1 035 

960 

1 254 

898 

1 402 

82 

134 

112 

201 

95 

44 

71 

156 

124 

80 

647 

1 313 

616 

794 

645 

341 

774 

1 093 

874 

853 

13 

24 

4 

24 


4 

31 

20 

16 

16 

3 

149 

96 

15 

45 

40 

10 

35 

97 

70 

34 

1 852 

2 724 

1 842 

1 267 

1 744 

1 595 

1 871 

2 541 

1 829 

2 448 

31 


30 

30 

20 

15 

20 

84 

30 

9 

20 

30 

20 

5 

22 


10 

41 

5 

14 

1 542 

2 205 

1 402 

688 

1 520 

1 335 

1 582 

1 892; 

1 594 

2 023 

470 

585 

465 

649 

262 

285 

334 

789 

330 

454 

1 066 

1 908 

1 137 

759 

1 268 

1 362 

1 317 

1 691 

1 560 

1 885 

876 

960 

692 

714 

536 

429 

584 

788 

727 

546 
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Table 33. Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: i960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


subject 


tenure and color 

ALL occupied UNITS . . 

OWNER occupied . 

white. 

NONWHITE . 

RENTER occupied. 

white. 

NONWHITE . 


condition and plumbing 

ALL occupied UNITS . 

SOUND. 

WITH ALL plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . , 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . , 

dilapidated. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED. 


ALL occupied UNITS . 

WATER supply 

hot and cold Piped water inside structure 
ONLY cold piped WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE.. 

NO PIPED WATER . , 

toilet FACILITIES 

FLUSH TOILET. EXCLUSIVE USE.. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. . 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . . , , . 

BATHTUB OR SHOWER. SHARED. 

NO BATHTUB OR SHOWER . 

ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

B ROOMS OR MORE. 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


YEAR STRUCTURE BUILT 

1<555 TO march 1960 . 

1950 TO 1954 .. 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER.. 

heating EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM units. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUe . . . 
NONE. 


SOURCE OF WATER 

PUBLIC system or PRIVATE COMPANY 

INDIVIDUAL well. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC Tank or cesspool. . . 

OTHER OR NONE. ....... 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . . 


TAYLOR 

UNION 

VAN 

8UREN 

wapellc 

WARREN 

WASH¬ 

INGTON 

WAYNE 

WEBSTER 

WINNE¬ 

BAGO 

WINNE¬ 

SHIEK 

WOOD¬ 

BURY 

worth 

WRIGHT 

1 63C 

■ 

1 376 

1 503 

1 838 

1 894 

■ 

2 283 

1 514 

2 568 

2 519 

1 457 


1 20< 


1 122 

1 171 

1 469 

1 273 


1 357 

962 

1 896 

1 595 

928 


1 20 ( 


1 122 

1 171 

1 469 

1 269 


1 353 

962 

1 896 

1 595 

928 

863 

421 


• • • 

• • • 

• • • 

t 

■n 

4 

• • • 

- f * 

t 1 t 



33J 

254 

332 

369 

621 

334 

926 

552 

672 

924 

529 

1 006 

42 £( 

332 

254 

332 

369 

621 

334 

926 

552 

672 

924 

525 

4 

1 008 

1 63C 

1 147 

1 376 

1 503 

1 838 

1 894 

1 366 

2 283 

1 514 

2 568 

2 519 

1 457 

1 671 

1 3211 

802 

1 221 

909 

1 328 

1 448 

874 

2 011 

1 458 

1 962 

1 979 

1 375 

1 338 

955 

660 

672 

651 

982 

1 196 

603 

1 673 

1 235 

1 543 

1 593 

1 104 

1 205 

16 

11 

28 

12 

17 

28 

13 

8 

t t 1 

16 

24 

7 

353 

131 

521 

246 

329 

224 

258 

330 

223 

403 

362 

271 

126 

282 

310 

147 

507 

458 

406 

435 

260 

44 

553 

492 

70 

445 

62 

94 

20 

260 

175 

243 

102 

112 

16 

222 

273 

24 

31B 

8 

4 

• • • 

12 

• • • 

8 

7 

4 

4 

25 

8 

4 

4 

212 

212 

127 

235 

283 

155 

326 

144 

24 

306 

211 

42 

123 

24 

35 

B 

87 

52 

40 

57 

12 

12 

53 

48 

12 

88 

424 

332 

254 

332 

369 

621 

334 

926 

552 

672 

924 

529 

1 008 

322 

185 

236 

128 

270 

435 

166 

782 

516 

480 

686 

482 

660 

217 

139 

121 

91 

153 

367 

80 

590 

409 

349 

518 

368 

558 

105 

46 

115 

37 

117 

68 

86 

192 

107 

131 

168 

114 

102 

94 

139 

18 

179 

95 

178 

153 

140 

32 

174 

214 

43 

291 

26 

48 

• • • 

98 

34 

111 

20 

60 

8 

58 

120 

12 

209 

66 

91 

18 

81 

61 

67 

133 

80 

24 

116 

94 

31 

82 

B 

a 

... 

25 

4 

8 

15 

4 

4 

IS 

24 

4 

57 

1 630 

1 147 

1 376 

1 503 

1 836 

1 894 

1 366 

2 283 

1 514 

2 568 

2 519 

1 457 

1 871 

1 109 

833 

799 



1 575 

814 

1 944 

1 342 

1 896 

2 091 

1 259 

1 685 

101 

52 

91 

88 

125 

100 

79 

112 

40 

159 

216 

50 

73 

20 

7 

17 

12 

19 

8 

30 

24 

4 

24 

56 

4 

4 

400 

205 

469 

374 

345 

211 

443 

203 

128 

489 

156 

144 

109 

1 061 

800 

744 

963 

1 182 

1 499 

733 

1 821 

1 267 

1 858 

1 946 

1 152 

1 611 

569 

• • » 

• • • 

7 

• * « 

8 

4 

4 

• ■ • 

20 

8 

* • T 

t t f 

347 

632 

533 

656 

3B7 

629 

458 

227 

690 

565 

305 

260 

1 085 

826 

773 

995 

1 234 

1 559 

785 

1 657 

1 271 

1 841 

1 945 

1 160 

1 623 

545 

< • « 

• • • 

3 

• • • 

12 

4 

8 

4 

24 

8 

t ■ f 

1 ^ t 

321 

603 

505 

604 

323 

577 

418 

239 

703 

566 

297 

248 

It* 

3 

... 

16 

11 


4 


4 

4 


8 


4 

• • f 

4 

12 

23 

• • • 

7 

B 

4 

12 

4 

- ■ t 

4 

16 

8 

27 

40 

25 

16 

31 

16 

31 

32 

39 

16 

22 

112 

116 

85 


195 

87 

124 

116 

86 

90 

162 

84 

75 

318 

204 

219 


363 

196 

327 

313 

207 

262 

506 

184 

226 

384 

251 

349 


473 

422 

351 

533 

384 

526 

642 

336 

499 

361 

270 

320 


343 

459 

293 

613 

403 

576 

454 

322 

478 

435 

295 

372 


405 

714 

229 

684 

395 

1 066 

712 

507 

565 


6.5 

6.5 


6.1 

7.0 

6.0 

6.8 

6.6 

7.1 

6.4 

6.8 

6.7 


6.3 

6.4 

5.8 

6.1 

7.0 

6.1 


6.6 

7.0 

6.4 

6.9 

6.7 

■ 

6.8 

6.6 

6.2 

6.4 

7.1 

5.8 

■ 

6.3 

7.4 

6.3 

6.6 

6.7 

20 

50 

20 

86 

107 

36 

42 

63 

47 

74 

36 

48 

42 

28 

24 

25 

72 

53 

40 

31 

153 

59 

68 

56 

68 

97 

60 

50 

40 

116 

118 

95 

36 

116 

92 

74 

129 

79 

105 

100 

44 

58 

124 

143 

103 

95 

132 

88 

127 

130 

70 

153 

1 422 

979 

1 233 

1 105 

1 417 

1 620 

1 162 

1 819 

1 228 

2 225 

2 168 

1 192 

1 474 

20 

11 

32 

43 

80 

116 

9 

63 

47 

310 

56 

114 

106 

408 

383 

569 

766 

662 

987 

373 

1 268 

641 

1 132 

1 096 

586 

903 

234 

155 

135 

75 

86 

96 

126 

123 

146 

221 

178 

107 

123 

952 

566 

628 

611 

991 

683 

838 

817 

660 

877 

1 173 

642 

715 

8 

30 

12 

4 

19 

12 

16 

12 

20 

28 

12 

a 

24 

8 

• • # 

• « • 

4 

• ■ • 

• • • 

4 

••• 

• • • 

... 

4 

... 

... 

76 

32 

20 

20 

84 

67 

69 

46 

35 

28 

82 

35 


1 521 

1 140 

1 271 

1 401 

1 698 

1 829 

1 249 

2 180 

1 434 

2 505 

2 399 

1 431 

1 827 

25 

15 

41 

70 

39 

15 

40 

23 

20 

33 

21 

... 

15 

36 

4 

612 

... 

4 

20 

21 

15 

5 

18 

16 

20 

10 

968 

803 

892 

1 128 

1 337 

533 

1 745 

1 220 

1 858 

2 009 

1 157 

1 534 

618 

380 

720 

599 

689 

554 

804 

489 

264 

690 

477 

289 

298 

756 

524 

587 

833 

1 114 

1 454 

759 

1 631 

966 

1 879 

1 386 

992 

1 207 

896 

497 

964 

737 

766 

402 

635 

821 

647 

706 

1 209 

437 

663 
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State and Small Areas 


^ .xrn R-ekt Status of Occupied Rural-Farm Housing 

Table 34 ,-OccuPaMCV 1960 

, 1 Mpdian not shown where base is less than 200] 

[Based on sample; see text, meman _ - 

An*MS ALLA- APPA- AUDUBON BENTON BLACK 
subject ADAIR ADAMS ALLA^ 


all occupied units 


1 PERSON . . . . , 

2 persons. ... 

3 persons. . . . 

4 persons. . • . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 persons. . • . 

8 PERSONS OR MORE 
MEDIAN: 

ALL OCCUPIED . 

owner. . . . 

RENTER . . . 


Persons Year Moved into Unit 

Persons per Room Rent Status 


aOONE BREMER BUCHANAN BUENA BUTLER 
VISTA 
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Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

Dallas 

DAVIS 

DECATUR 

DELAWARE 

DES 

MOINES 

DICKIN¬ 

SON 

DUBUQUE 

EMMET 

FAYETTE 

FLOYD 

FRANKLIN 

FREMONT 

ALL OCCUPIED UNITS . 

2 063 

1 383 

1 184 

2 074 

1 352 

1 015 

1 960 

1 128 

2 659 

1 743 

1 997 

1 301 

PERSONS 













1 PERSON . 

158 

58 

61 

67 

57 

24 

48 

45 


83 

64 

97 

2 PERSONS. 

709 

450 

406 

393 

453 

258 

241 

313 


z ! 


476 

3 persons. 

302 

214 

213 

347 

256 

185 

350 

213 


• • 


241 

4 PERSONS. 

387 

283 

214 

361 

210 

194 

344 

205 

575 



230 


291 

203 

ISO 

275 

191 

208 

328 

142 

386 

f f 


157 


132 

72 

72 

276 

107 

86 

220 

137 

231 

i 1 

145 

69 

7 PERSONS. 

40 

63 

52 

194 

54 

40 

180 

29 

91 


36 

12 

8 PERSONS OR MORE. 

44 

40 

16 

161 

24 

20 

249 

44 

156 

1 80 

24 

19 

MEDIANi 










ALL OCCUPIED . 

3.0 

3.4 

3.1 

4.1 

3.1 

3.7 


3,5 

3.7 


3.6 

2.8 

owner. 

2.4 

3.2 

2.8 

3.8 

2.8 



3.1 

3.5 


3.2 

2t4 

RENTER . 

4.1 

3.9 

3.9 

4.5 

4.1 

■i 


3.9 

4.1 


3.9 

3.5 

PERSONS PER ROOM 













1.00 OR LESS . 

1 966 

1 271 

1 103 

1 889 

1 286 

939 

1 659 

1 043 

2 467 

1 625 

1 929 

1 242 

1.01 OR MORE . 

97 

112 

81 

185 

66 

76 

301 

85 

192 

118 

68 

59 

YEAR moved into UNIT 













owner OCCUPIED . 

1 325 

1 154 

904 

1 345 

1 013 

571 

1 577 

571 

1 924 

1 191 

1 054 

749 

1958 TO MARCH 1960 .. , 

166 

148 

92 

124 

76 

90 

120 

44 

155 

119 

82 

56 

1954 TO 1957 . 

163 

204 

108 

200 

137 

60 

166 

70 

275 

161 

64 

94 

1940 To 1953 .. , 

508 

486 

448 

520 

436 

277 

560 

268 

745 

532 

440 

312 

1939 OR earlier. 

4BS 

316 

256 

501 

364 

144 

72i 

189 

749 

379 

468 

287 

RENTER occupied. 

738 

229 

280 

729 

339 

444 

383 

557 

735 

552 

943 

552 

1958 TO MARCH 1960 . 

187 

77 

79 

195 

92 

61 

100 

163 

248 

167 

286 

158 

1954 To 1957 . 

190 

66 

62 

200 

73 

107 

96 

136 

196 

164 

217 

99 

1940 TO 1953 . 

226 

60 

126 

223 

110 

209 

68 

160 

197 

168 

293 

222 

1939 OR EARLIER. 

135 

26 

13 

111 

64 

67 

119 

98 

94 

53 

147 

73 

RENT STATUS 













renter occupied. 

738 

229 

280 

729 

339 

444 

383 

557 

735 

552 

943 

552 

RENT paid... 

113 

110 

103 

183 

61 

217 

124 

126 

183 

140 

223 

48 

NO CASH RENT . 

625 

119 

177 

546 

278 

227 

259 

431 

552 

412 

720 

504 

SUBJECT 

GREENE 

GRUNDY 

GUTHRIE 

HAMILTON 

HANCOCK 

HARDIN 

HARRISON 

HENRY 

HOWARD 

HUMBOLDT 

IDA 

IOWA 

all occupied units . 

1 768 

1 768 

1 842 

1 971 

1 856 

2 043 

1 917 

1 718 

1 535 

1 412 

1 320 

1 928 

PERSONS 













1 PERSON . 

122 

66 

81 



117 

102 

92 

64 


29 

80 

2 PERSONS. 

5B7 

408 

609 



587 

581 

619 

304 


344 

441 

3 PERSONS. 

360 

413 

319 




369 

288 

256 


225 

375 

4 PERSONS. 

288 

393 

321 




321 

269 

255 


287 

4D3 

5 PERSONS. 

206 

277 

278 

294 

272 


182 

241 

277 

240 

233 

299 

6 PERSONS. 

129 

135 

114 

199 

184 


190 

121 

178 

159 

85 

144 

7 PERSONS. 

34 

52 

54 

59 

55 


100 

56 

101 

66 

74 

83 

8 PERSONS OR MORE. 

42 

24 

66 

12 

68 


72 

32 

100 

35 

43 

103 

MEDIANi 






^■1 







ALL OCCUPIED... 

3.0 

3.5 

3.2 

3.4 

3.6 


3.2 

3.0 

4.1 

3.7 

3.7 

3.7 

owner. 

2.4 

3.0 

2.8 

2.7 

3.1 

2.7 

2,8 

2.7 

3.8 

2.8 

3.0 

3.4 

renter . 

3.6 

3.9 

4.2 

4.0 

4.2 

3.9 

4.0 

3.8 

4.6 

4.5 

4.3 

4.1 

PERSONS per ROOM 













1.00 OR LESS . 

1 713 

1 704 

1 736 

1 912 

1 756 

1 956 

1 785 

1 646 

1 392 

1 353 

1 259 

1 771 

1.01 OR MORE . 

55 

64 

106 

59 

100 

87 

132 

72 

143 

59 

61 

157 


YEAR MOVED INTO UNIT 


owner occupied 

1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . , . 
1939 OR EARLIER. . 


852 

20 

84 

372 

376 


790 

1 255 

1 075 

71 

144 

76 

100 

126 

120 

275 

590 

351 

344 

395 

528 


1 074 

1 098 

1 202 

90 

84 

135 

136 

105 

143 

443 

425 

578 

405 

484 

346 


1 242 

1 128 

708 

160 

118 

47 

165 

169 

82 

549 

401 

230 

368 

440 

349 


672 

83 

68 

216 

305 


448 

143 

175 

475 

655 


RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 ... 
1939 OR EARLIER. . 


916 

185 

200 

360 

171 


978 

205 

182 

380 

211 


587 

160 

143 

180 

104 


896 

224 

195 

334 

143 


782 

175 

197 

254 

156 


945 

215 

2oa 

329 

199 


715 

181 

152 

302 

80 


476 

121 

100 

126 

129 


407 

116 

82 

137 

72 


704 

175 

137 

297 

95 


648 

151 

122 

277 

98 


480 

112 

82 

151 

135 


RENT STATUS 


RENTER OCCUPIED 

RENT paid. 

NO CASH RENT . . . . 


916 978 
191 281 
725 697 


587 

79 

506 


896 

149 

747 


782 

108 

674 


945 

166 

779 


715 

129 

86 


476 

140 

336 


407 

151 

256 


704 

101 

603 


648 

181 

467 


480 

177 

303 


51 
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State and Small Areas 


Table 34. —Occupancy Chauacteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960—Con. 

[Based on .sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rene Status 


SUBJECT 


ALL occupied UNITS 
PERSONS 


JASPER 


JEFFER¬ 

SON 


lee 


LINN 


LOUISA 


LYON 


I 807 


2 497 


2 874 


I 723 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANl 

ALL OCCUPIED , 

owner. . . . 

RENTER . . . 


90 

4U 

344 

331 

232 

183 

100 

116 


93 

815 

479 

442 

363 

192 

63 

50 


59 

456 

280 

239 

193 

77 

44 

19 


100 

514 

377 

420 

284 

193 

127 

108 


63 

455 

345 

354 

338 

204 

84 

102 


148 

630 

378 

305 

190 

113 

56 

104 


104 

570 

558 

576 

414 

330 

177 

145 


118 

500 

391 

237 

193 

124 

60 

100 


96 

851 

483 

480 

403 

220 

129 

83 


60 

338 

229 

194 

159 

88 

42 

19 


53 

473 

225 

166 

127 

73 

36 

22 


44 

394 

318 

349 

297 

202 

111 

108 


3.7 3,2 
3.5 2.7 
4.2 4.0 


3.1 3.7 

2.9 3.2 

3.9 4.5 


3,8 3.0 

3.4 2.6 

4.5 3.9 


3.9 3.1 

3.3 2.9 

4.3 4.0 


3.4 3.2 
3.1 2.9 
4.3 3.8 


2.8 3.9 
2.6 3.6 
3.3 4.4 


PERSONS per room 


1.00 OR LESS 

1.01 OR more 


1 683 
124 


2 373 
124 


1 284 
83 


1 970 
153 


1 799 
146 


1 780 
144 


2 607 
267 


555 2 544 

168 201 


1 084 
45 


1 122 
53 


1 655 
168 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 To 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER, . 


1 402 
147 
127 
542 
586 


1 589 
162 
184 
650 
593 


1 047 
124 
129 
487 
307 


1 507 
140 
194 
537 
636 


1 299 
198 
193 
488 
420 


1 416 
76 
164 
58B 
588 


1 550 
90 
207 
634 
619 


398 

2 034 

750 

115 

235 

93 

171 

359 

87 

530 

731 

293 

582 

709 

277 


933 

91 

108 

451 

283 


7' 

7! 

43-; 

352 


RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . , . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


405 

113 

92 

108 

92 


908 

200 

196 

371 

141 


320 

73 

92 

107 

48 


616 

143 

162 

203 

108 


646 

193 

151 

207 

95 


508 

148 

128 

150 

82 


1 324 
297 
331 
483 
213 


325 

100 

66 

96 

63 


711 

216 

164 

244 

87 


379 

96 

101 

122 

60 


242 

94 

56 

60 

32 


883 

171 

215 

358 

139 


RENT status 


RENTER OCCUPIED 

RENT PAID.. 

NO CASH RENT . . . , 


405 

164 

241 


908 

167 

741 


320 

111 

209 


616 

219 

397 


646 

508 

1 324 

165 

165 

51 

481 

343 

1 273 


325 

94 

231 


711 

256 

455 


379 

121 

258 


242 

89 

153 


883 

312 

571 


SUBJECT 

MADISON 

MAHASKA 

MARION 

MARSHALL 

MILLS 

MITCH¬ 

ELL 

MONONA 

_ 

MONROE 

MONT¬ 

GOMERY 

MUSCA¬ 

TINE 

O'BRIEN 

OSCEOLA 

PAGE 

ALL OCCUPIED UNITS . 

1 654 

2 173 

1 784 

2 161 

1 180 

1 

574 

1 

687 

1 107 

1 

343 

1 

490 

1 

828 

1 

252 

1 686 

PERSONS 













■ 

■ 






1 PERSON . 

103 

84 

57 

120 

64 


58 


84 

41 


48 

■ 



32 


32 

81 

2 PERSONS.. . . . . 

573 

732 

527 

601 

376 


352 


524 

357 


439 

■ 



411 


237 

573 

3 PERSONS. 

349 

395 

314 

469 

181 


274 


294 

198 


271 




379 


236 

366 

4 PERSONS. 

284 

385 

395 

354 

229 


285 


284 

191 


258 


Pm 


402 


233 

320 

5 PERSONS. 

176 

311 

216 

315 



217 


244 

165 


182 


210 


305 


231 

186 

6 PERSONS. 

89 

160 

134 

197 



158 


135 

53 


107 


98 


167 


149 

90 

7 PERSONS... 

41 

82 

97 

64 



98 


46 

53 


20 


48 


76 


50 

38 

8 PERSONS OR MORE. 

39 

24 

44 

41 



132 


76 

49 


18 


24 


56 


84 

32 

MEDIANl 




















ALL OCCUPIED . 

2.9 

3.2 


3.3 



3.9 


3.3 

3.3 


3.2 


3.3 


3.7 


4.0 

3.0 

OWNER... 

2.6 

2.7 


2.8 



3.5 


2.8 

3.1 


2.8 


3.0 


3.2 


3.4 

2.6 

RENTER.. 

3.8 

4.0 


3.9 

4.2 


4,3 


3.8 

... 


3.8 


3.8 


4.2 


4.5 

3.8 

PERSONS PER ROOM 




















1.00 OR LESS . 

1 544 

2 095 

1 654 

2 064 

1 115 

1 

401 

1 

540 

1 010 

1 

309 

1 

424 

1 

736 

1 

142 

1 631 

1.01 OR MORE . 

110 

78 

130 

97 

65 


173 


147 

97 


34 


66 


92 


110 

55 

YEAR MOVED INTO UNIT 




















OWNER OCCUPIED . 

1 217 

1 461 

1 313 

1 230 

737 

1 

055 

1 

008 

919 


821 

1 

002 


914 


580 

1 140 

1958 TO MARCH i960 ... 

114 

145 

139 

132 

82 


70 


79 

51 


81 


107 


80 


48 

79 

1954 TO 1957 . 

180 

195 

163 

158 

94 


116 


98 

120 


117 


130 


102 


60 

115 

1940 TO 1953 . 

560 

639 

642 

428 

274 


500 


445 

353 


353 


395 


428 


281 

607 

1939 OR EARLIER. 

363 

482 

369 

512 

287 


369 


386 

395 


270 


370 


304 


191 

339 

RENTER OCCUPIED. 

437 

712 

471 

931 

443 


519 


679 

188 


522 


488 


914 


672 

546 

1958 TO MARCH I960 . 

144 

175 

126 

240 

125 


133 


160 

48 


159 


100 


202 


168 

166 

1954 TO 1957 . 

111 

186 

130 

217 

105 


103 


14a 

35 


97 


116 


2o; 


146 

102 

1940 TO 1953 . 

144 

216 

134 

254 

175 


185 


307 

61 


205 


180 


343 


223 

180 

1939 OR EARLIER. 

38 

135 

81 

220 

38 


98 


64 

44 


61 


92 


1,68 


135 

98 

RENT STATUS 




















RENTER OCCUPIED. 

437 

712 

471 

931 

443 


519 


679 

188 


522 


488 


914 


672 

546 

RENT PAID. 

125 

175 

127 

227 

50 


106 


163 

90 


129 


192 


105 


128 

69 

NO CASH RENT . 

312 

537 

344 

704 

393 


413 


516 

98 


393 


296 


809. 


544 

477 
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Table 34. —Occupantcv Characteristics and Rent Status of Occuph?d Rural-Farm Housing 

Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rene Status 


SUBJECT 


ALL occupied UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. ... 

^ PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN: 

ALL OCCUPIED . 
OWNER. ... 
RENTER ... 


PERSONS per room 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENT STATUS 


RENTER OCCUPIED 

RENT PAID. 

NO CASH RENT . . . 


SUBJECT 


ALL OCCUPIEO UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 persons. . . . 

5 PERSONS. . . . 

6 persons. . . . 

7 persons. . . . 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1956 TO MARCH i960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENT STATUS 


renter OCCUPIED, 

RENT PAID.. 

NO CASH RENT . . . , 


PALO 

ALTO 

PLYMOUTH 

POCA¬ 

HONTAS 

POLK 

POTTA¬ 

WATTA¬ 

MIE 

POWE¬ 

SHIEK 

RING- 

GOLD 

SAC 

SCOTT 

SHELBY 

SIOUX 

STORY 

TAMA 

1 573 

2 481 

1 827 

2 020 

2 822 

1 881 

1 366 

1 798 

1 650 

1 922 

2 672 

1 991 

2 480 

60 

89 

64 

165 

75 

54 

35 

94 

83 

■ 

89 

87 

100 

323 

467 

502 

661 

831 

594 

520 

486 

357 


456 

609 

589 

328 

519 

342 


575 

350 

261 

295 

296 


480 

389 

544 


442 

298 


545 

339 

249 

368 

300 


591 

315 

560 


403 

297 


452 

253 

137 

242 

270 

262 


300 

327 


273 

150 

89 

205 

155 

85 

203 

170 



143 

227 


12b 

102 

59 

76 

64 

46 

65 

108 



89 

64 


160 

72 

45 

63 

72 

33 

45 

66 


127 

59 

69 


3.9 

3.5 

3.0 

3.4 

3.3 

3.0 

3.6 

3.8 

3.8 

4.0 

3.3 

3.5 


3.4 

' 2.8 

2.6 

3.0 

2.7 

2.6 

2.7 


3.3 

3.7 

2.7 

3.2 

4. 1 

4.4 

4.4 

3.7 

4.0 

4.1 

3.9 

4.1 

■ 

4.3 

4.3 

4.1 

4.0 

1 435 

2 263 

1 719 

1 901 

2 662 

1 780 

1 317 

1 693 

1 551 

1 754 

2 459 

1 896 

2 348 

138 

218 

108 

119 

160 

101 

49 

105 

99 

168 

213 

95 

132 

853 

1 368 

937 

1 368 

1 737 

1 173 

1 041 

873 

1 056 

1 106 

1 422 

1 097 

1 534 

49 

107 

56 

124 

139 

88 

76 

62 

115 

57 

98 

92 

93 

114 

14b 

65 

189 

234 

164 

92 

96 

94 

112 

162 

149 

209 

337 

505 

378 

535 

703 

492 

637 

368 

376 

478 

605 

391 

602 

353 

608 

438 

520 

661 

429 

236 

347 

471 

459 

557 

465 

630 

720 

1 113 

890 

652 

1 085 

708 

325 

925 

594 

816 

1 250 

894 

946 

180 

264 

219 

213 

298 

181 

119 

217 

104 

209 

235 

221 

261 

178 

252 

165 

140 

229 

181 

88 

171 

132 

181 

270 

143 

172 

266 

427 

358 

234 

372 

209 

105 

363 

245 

258 

447 

372 

344 

96 

170 

148 

65 

186 

137 

13 

174 

113 

168 

298 

158 

169 

720 

1 113 

890 

652 

1 085 

708 

325 

925 

594 

816 

1 250 

894 

946 

146 

188 

87 

215 

334 

251 

165 

354 

385 

234 

703 

134 

309 

574 

925 

803 

437 

751 

457 

160 

571 

209 

582 

547 

760 

637 

TAYLOR 

UNION 

VAN 

WAPELLO 

WARREN 

WASH- 

WAYNE 

WEBSTER 

WINNE- 

WINNE- 

WOOD- 

WORTH 

WRIGHT 



buren 



INGTON 



BAGO 

SHIEK 

BURY 



1 630 

1 147 

1 376 

1 503 

1 838 

1 894 

1 366 

2 283 

1 514 

2 568 

2 519 

1 457 

1 871 

68 

58 

94 

■ 

88 

104 

53 

94 

48 

80 

104 

48 

106 

677 

421 



560 

489 

551 

595 


596 

639 

345 

471 

277 

222 



354 

308 

308 

445 


419 

428 

318 


291 

158 



286 

379 

203 

494 


487 

586 



141 

142 

145 

195 

248 

264 

129 

344 


400 

358 



96 

100 

125 

117 

150 

171 

64 

166 


268 

204 

114 


40 

24 

27 

52 

85 

111 

35 

77 

55 

107 

92 

88 

37 

40 

22 

38 

36 

67 

68 

23 

68 

24 

211 

108 

24 

24 

2.8 

2.9 

3.0 

3.2 

3.3 

3.6 

2.8 

3.5 

3.4 

3.9 

3.7 

3.6 

3.5 

2.4 


2.7 

3,0 

3.0 

3.2 

2.5 

3.0 


3.7 

3.2 

3.2 

2.6 

3.9 

3.7 

4.0 

3.7 

4.2 

4.1 

3.3 

4.0 

3.9 

4.3 

4.1 

4.1 

4.1 

1 558 

1 071 

1 310 

1 376 

1 685 

1 802 

1 301 

2 187 

1 414 

2 365 

2 311 

1 381 

1 812 

72 

76 

66 

127 

153 

92 

65 

96 

100 

203 

208 

76 

59 

1 206 

815 

1 122 

1 171 

1 469 

1 273 

1 032 

1 357 

962 

1 896 

1 595 

928 

863 

92 

94 

119 

124 

250 

127 

164 

95 

66 

171 

137 

107 

65 

128 

87 

144 

246 

246 

100 

108 

156 

115 

273 

163 

76 

115 

601 

432 

505 

497 

581 

522 

521 

527 

367 

646 

706 

355 

403 

385 

202 

354 

304 

392 

524 

239 

579 

414 

806 

589 

390 

280 

424 

332 

254 

332 

369 

621 

334 

926 

552 

672 

924 

529 

1 008 

129 

105 

49 

85 

152 

180 

122 

201 

170 

147 

267 

133 

230 

122 

67 

61 

93 

77 

154 

69 

168 

123 

159 

216 

138 

254 

125 

124 

85 

112 

118 

227 

95 

405 

183 

235 

335 

147 

383 

48 

36 

59 

42 

22 

60 

48 

152 

76 

131 

106 

111 

141 

424 

332 

254 

332 

369 

621 

334 

926 

552 

672 

924 

529 

1 008 

199 

184 

57 

91 

130 

157 

126 

180 

55 

194 

199 

129 

284 

225 

148 

197 

241 

239 

464 

208 

746 

497 

478 

725 

400 

724 
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State and Small Areas 


Table 35. —Source of Water and Sewage Disposal, for Counties: I960 

[Based on sample; see text] 


THE STATE 

ADAIR . 

ADAMS . 

ALLAMAKEE . . . 
APPANOOSE . . . 
AUDUBON .... 


BENTON. . 

black hawk 

800NE . . 
BREMER. . 
BUCHANAN. 


BUENA VISTA 

butler. . . 

CALHOUN . . 
CARROLL . . 

CASS. . . . 


CEDAR . . . 
CERRO GORDO 
CHEROKEE. . 
CHICKASAW . 
CLARKE. . . 


CLAY. . 
CLAYTON 
Clinton 

CRAWFORD 

DALLAS. 


DAVIS . . . 
DECATUR . . 
DELAWARE. . 
DES MOINES, 
DICKINSON . 


DUBUQUE 
EMMET . 
FAYETTE 
FLOYO . 
FRANKLIN 


FREMONT . 
GREENE. . 
GRUNOY. . 
GUTHRIE . 
HAMILTON. 


HANCOCK 
HARDIN. 
HARRISON 
HENRY . 
HOWARD. 


HUMBOLOT 
IDA . . 
IOWA. . 
JACKSON 
JASPER. 


JEFFERSON 
JOHNSON . 
JONES . . 
KEOKUK. . 
KOSSUTH . 


LEE . 

LINN. 

LOUISA 

LUCAS 

LYON. 


MADISON . 
MAHASKA . 
MARION. . 

marshall. 
MILLS . . 


MITCHELL. 
MONONA. . 
MONROE. . 
MONTGOMERY 
MUSCATINE 


O'BRIEN . 
OSCEOLA . 
PAGE. . . 
PALO ALTO 
PLrMOUTH. 


POCAHONTAS. . 

POLK. 

POTTAWATTAMIE 
POWESHIEK . . 
RINGGOLD. . . 


ALL 

HOUSING 

UNITS 


905 295 
3 978 

2 733 

5 027 

6 391 

3 668 

7 744 
37 347 

9 133 
6 448 

6 647 

7 145 
5 776 

5 705 

6 991 
6 438 

5 930 
17 068 

5 648 

4 633 
3 106 

6 285 

7 380 
17 293 

6 164 

8 403 

3 214 

3 890 

5 878 
15 119 

7 690 

22 007 

4 762 

9 111 

6 904 

5 268 

3 830 

5 235 

4 690 
4 981 

6 708 

4 712 

7 942 
6 067 
6 135 
4 065 

4 307 
3 483 

5 268 

6 522 

11 733 

5 506 
15 802 

6 136 
5 659 

7 598 

14 391 
43 825 

3 730 

4 075 
4 397 

4 406 
a 349 

8 274 

12 616 

3 949 

4 410 

5 000 
3 599 

5 334 
11 815 

6 163 

3 176 

7 448 

4 763 
7 218 

4 673 
89 084 
26 247 
6 212 
3 063 


TOTAL^ 


978 

733 

027 

391 

668 


7 744 
14 427 
9 133 
6 448 
6 647 


145 

776 

705 

991 

438 


5 930 
17 068 

5 648 
4 633 
3 1D6 

6 285 

7 380 
17 293 

6 164 

8 403 


214 

890 

876 

117 

690 


5 917 

4 762 
9 111 

6 904 

5 268 


830 

235 

690 

9al 

708 

712 

942 

067 

135 

065 


4 307 
3 483 

5 268 

6 522 

11 753 

5 506 
15 802 

6 136 
5 659 

7 598 

14 391 
13 537 

3 730 

4 075 
4 397 

4 406 

8 349 
8 274 

12 616 

3 949 

4 410 

5 000 
3 599 

5 334 
11 815 

6 163 

3 176 

7 448 

4 763 
7 218 

4 673 
17 326 

26 247 

6 2l2 
3 063 


SOURCE OF WATER 


PUBLIC 

SYSTEM 

OR 

private 

COMPANY 


420 771 

1 349 
828 

2 443 
2 520 

1 771 

4 353 

8 699 

6 349 

3 666 

3 095 

4 763 

3 076 

2 997 

4 562 

4 115 

3 213 
13 289 

3 530 

2 195 
1 307 

3 379 
3 446 

13 506 

3 473 

5 287 

1 009 

1 476 

2 418 
12 456 

4 427 

1 833 

3 197 

5 184 

4 429 

2 484 

1 628 
2 931 
2 422 
2 534 
4 186 

2 350 
4 988 

3 199 
3 416 
2 018 

2 400 

1 985 

2 592 

3 720 

7 798 

3 121 
11 422 

3 421 
2 165 

4 002 

10 517 

6 505 

1 154 

2 062 
2 250 

1 767 

5 248 
4 626 

9 016 

1 722 

2 067 

2 390 
1 796 

3 485 

8 558 


INDIVIOUAL 

WELL 


894 

159 

617 

377 

900 


2 400 
12 721 
20 944 

3 625 
869 


219 

595 

836 

365 

663 

864 


3 217 
5 555 
2 645 

2 711 

3 392 


2 333 
2 655 
2 509 
2 395 

2 283 

2 601 

3 681 
2 061 
2 382 
1 743 


2 811 
3 662 
3 674 

2 555 

3 018 


146 

374 

331 

467 

699 

813 

491 

758 

424 

743 

117 

234 

209 

324 

469 

298 

844 

818 

586 

012 

852 

458 

574 

607 

778 

256 

967 

638 

450 

523 

594 

758 

431 

919 

986 

524 
975 
520 
508 
163 


2 251 
2 507 
1 650 

1 805 

2 911 

2 259 

1 974 

2 795 

2 297 

3 221 

2 196 

4 247 

5 188 
2 525 
2 130 


11 829 
34 

69 
219 
208 

33 

174 

173 

139 

71 

160 

49 
45 

199 

34 

40 

116 

98 

57 

56 

56 

95 

272 

113 

136 

98 

59 

40 

127 

194 
564 

271 

74 

169 

51 

41 

85 

70 
59 

123 

53 

64 

no 

50 
133 

35 

55 

40 

102 

195 
177 

129 

413 

77 

44 

73 

280 

274 

145 

94 

161 

115 

126 

128 
92 
64 

92 

103 

153 

44 

346 

10 

43 

36 
89 
97 

77 

358 

115 

62 

64 


SEWAGE DISPOSAL 


PUBLIC 

SEWER 


363 457 
992 
716 
2 335 
2 408 
1 442 


223 

895 

633 

592 

430 

221 

426 

659 

950 

497 


2 950 
13 209 

3 250 

2 029 
1 002 

3 433 

2 777 
12 292 

3 066 

4 228 

984 
1 236 
1 885 
12 030 
4 202 


644 

870 

280 

654 

014 

171 

112 

066 

615 

823 

038 

089 

467 

686 

872 


1 882 

1 869 

2 141 
2 845 
6 801 

2 909 
11 350 
2 873 

1 432 

2 823 

10 025 
5 456 
790 
1 766 
1 837 


1 575 
4 483 
4 367 
8 058 
1 459 


945 

674 

407 

357 

482 

705 

490 

352 

068 

704 


1 914 
7 568 
19 042 
3 193 
563 


SEPTIC 

TANK 

OR 

CESSPOOL 


235 634 
1 927 
1 051 
1 590 
1 311 

1 638 

3 391 
6 424 

2 397 
2 116 
2 846 


403 

344 

097 

222 

203 


2 264 

3 104 
1 783 

1 64S 
956 

2 069 

3 080 

4 094 

1 97 = 
3 139 

722 

941 

2 610 
2 112 
2 436 


271 

359 

509 

457 

551 

830 

384 

067 

270 

192 


2 054 
2 963 

2 375 
2 161 
1 284 

1 878 

1 223 

2 446 

2 3 O 7 

3 314 

1 323 
3 320 

2 429 

2 624 

3 819 

2 507 
6 122 
1 896 
925 

1 595 

1 612 

2 397 
1 941 

3 600 
1 566 

1 796 

2 245 
917 

1 398 

2 954 


789 

091 

024 

786 

465 

025 

610 

522 

105 


OTHER 

OR 

NONE 


107 728 

1 059 
966 

1 102 

2 672 
588 

1 130 
1 104 
1 103 
740 
1 371 

521 
1 002 
949 
819 
738 

716 
755 
615 
959 
1 148 

783 
1 523 
907 
1 123 
1 036 


1 508 
1 713 
1 381 
975 
1 052 

1 002 
533 
1 322 
793 
703 

829 
739 
557 
1 096 
693 

620 
890 
1 225 
1 288 
909 

547 
391 
681 
1 370 
1 638 

1 274 
1 123 
834 
1 599 
956 

1 859 
1 959 
1 044 
1 384 
965 


1 219 
1 469 
1 966 
958 
924 

669 
1 081 
1 275 
579 
1 375 

669 
595 
1 072 
909 

1 049 

734 

2 148 
1 683 

914 
1 347 


EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MORE) SEE TEXT. 
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Table 35. —Source of Water and Sewage Disposal, for Counties: I960—Con. 

[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

UNITS 

TOTAL^ 

SOURCE OF WATER 

SEWAGE DISPOSAL 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 


SAC. 

5 909 

5 909 

3 492 

2 335 

82 

3 130 

2 211 

568 

SCOTT . 

37 060 

8 861 

4 674 

3 889 

298 

3 342 

4 417 

1 102 

SHELBY. 

4 860 

4 860 

2 498 

2 311 

51 

1 663 

2 57 1 

626 

SIOUX . 

7 870 

7 870 

4 487 

3 167 

216 

4 187 

2 465 

1 218 

STORY . 

14 978 

14 978 

11 792 

3 085 

101 

10 266 

3 874 

838 

TAMA. 

7 180 

7 180 

3 667 

3 458 

55 

3 239 

2 853 

1 088 

Taylor. 

4 097 

4 097 

1 493 

2 564 

40 

1 130 

1 571 

1 396 

UNION . 

5 166 

5 166 

3 119 

1 981 

66 

2 918 

1 251 

997 

VAN SUREN . 

3 751 

3 751 

962 

2 677 

112 

523 

1 339 

1 889 

WAPELLO . 

15 874 

15 874 

12 143 

3 384 

347 

11 046 

2 503 

2 325 

WARREN. 

6 645 

6 645 

3 651 

2 909 

85 

2 660 

2 351 

1 634 

WASHINGTON.■. 

6 535 

6 535 

3 670 

2 819 

46 

2 905 

2 384 

1 246 

WAYNE . 

3 995 

3 995 

1 539 

2 396 

60 

1 202 

995 

1 798 

WEBSTER . 

15 848 

15 848 

12 032 

3 640 

176 

10 714 

3 649 

1 485 

WINNEBAGO . 

4 271 

4 271 

2 343 

1 781 

147 

1 682 

2 096 

493 

WINNESHIEK. 

6 309 

6 309 

2 780 

3 396 

133 

2 475 

2 584 

1 250 

WOODBURY. 

35 421 

6 204 

2 863 

3 215 

106 

1 977 

3 221 

1 006 

WORTH . 

3 353 

3 353 

1 300 

2 009 

44 

1 115 

1 680 

558 

WRIGHT. 

6 633 

6 633 

4 155 

2 403 

75 

3 685 

2 253 

695 


' EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MORE) SEE TEXT. 


Table 36. —Characteristics of Housing Units With Nonwhite Household Heads, for SMSA's 
AND Places With 100 to 400 Such Units: I960 
[Data sliown for places of 2,B0l) inliabitanls or more. “U” denotes an unincorporated place] 


Tenure 

Condition iind 
Plumbing 


Raom.s 

Persons 

Persons per Room 


CEDAR RAPIDS 
SMSA 


BURLINGTON 


CEDAR RAPIDS 


COUNCIL BLUFFS 


IOWA CITY 


Ottumwa 


ALL OCCUPIED UNITS 


169 


341 


169 


OWNER OCCUPIED . 
RENTER OCCUPIED, 


CONDITION AND PLUMBING 


SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED.. 


Rooms 


ROOM . 
ROOMS. 
ROOMS. 
ROOMS. 
ROOMS. 
ROOMS. 
ROOMS. 


2 

3 

4 

5 

6 
7 

e ROOMS OR more. 
MEDIAN . 


165 

187 


210 

160 

50 

117 

75 

42 

25 


19 

32 
38 
55 
92 
61 

33 
22 

4.8 


158 

183 


200 

151 

49 

117 

75 

42 

24 


19 

31 
38 
54 
89 
58 

32 

20 
4.8 


120 

49 


16 

115 


27 

28 
33 
21 

9 

6 

3 

4 

2.8 


125 

58 


4 

7 

23 

29 

61 

35 

17 

7 

5.0 


94 

44 


45 

36 

9 

63 

33 

30 

30 


7 

7 

11 

30 

41 

23 

9 

10 

4.8 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. ... 

6 PERSONS OR MORE. 

median . . 


56 

83 

52 

67 

35 

59 

3.2 


57 

46 

16 

18 

10 

22 

2.1 


54 

80 

50 

66 

33 

58 

3.2 


35 

53 

16 

18 

18 

29 

2.4 


38 

47 

17 

14 

9 

6 

2.1 


40 

46 

26 

18 

20 

33 

2,7 


38 

39 
13 
16 
13 
19 

2.3 


PERSONS PER room 

0.50 OR less . 

0.51 TO 0.75 . 

0.76 TO 1.00 . 

1.01 TO 1.50 . 


122 

64 

97 

48 


87 

29 

35 

14 


118 

59 

96 

48 


84 

29 

23 

18 

15 


29 

29 

54 

11 

e 


83 

34 

32 

19 

15 


73 

16 

28 

12 
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State and Small Areas 


Table 37. —Characteristics of Housing Units With Nonwhite Household Heads, for SMSA’s 
AND Places With 400 to 2,000 Such Units: I960 

[Data shown for places of 2,600 inhabitants or more. Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


subject 


SMSA'S 



PLACES 


DAVENPORT-ROCK 

ISLAND-MOLINE 

SIOUX CITY 

WATERLOO 

davenport 

SIOUX CITY 

WATERLOO 

all occupied units . 

1 583 

455 

1 155 

476 

446 

1 124 

TENURE 







OWNER OCCUPIED.. . . . 

749 

200 

779 

212 

200 

772 

renter OCCUPIED. 

834 

255 

376 

264 

246 

352 

CONDITION and plumbing 







SOUND. 

865 

139 

657 

211 

135 

632 

WITH ALL PLUMBING FACILITIES . 

711 

121 

579 

161 

117 

558 

LACKING SOME OR ALU FACILITIES . 

154 

18 

78 

50 

18 

74 

DETERIORATING. 

451 

175 

308 

137 

171 

292 

WITH ALL plumbing FACILITIES . 

260 

100 

210 

83 

100 

202 

LACKING some OR ALU FACILITIES . 

191 

75 

98 

54 

71 

90 

DILAPIDATED. 

295 

138 

199 

116 

138 

199 

water supply 







HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 301 

328 

1 001 

375 

324 

964 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

293 

115 

84 

89 

115 

84 

PIPED WATER OUTSIDE STRUCTURE. 

4 

4 

• • • 

• • « 

• « • 

• « • 

NO PIPED water . 

13 

5 

79 

... 

5 

75 

TOILET facilities 







FLUSH TOlLETf EXCLUSIVE USE. 

1 322 

359 

949 

391 

355 

920 

FLUSH TOlLETf SHARED . 

254 

80 

84 

73 

80 

76 

OTHER TOILET FACILITIES OR NONE. 

35 

13 

131 

... 

9 

127 

BATHING FACILITIES 







bathtub or showeri exclusive use . 

1 092 

320 

907 

303 

316 

878 

BATHTUB OR SHOWERt SHARED. 

242 

75 

92 

65 

75 

84 

NO bathtub or SHOWER . 

277 

57 

165 

96 

53* 

161 

ROOMS 







1 ROOM . 

52 

25 

27 

• t • 

21 

19 

a ROOMS. 

126 

46 

28 

31 

46 

28 

3 ROOMS. 

237 

68 

122 

89 

68 

102 

4 ROOMS. 

380 

74 

212 

107 

74 

203 

5 ROOMS. 

379 

114 

297 

103 

114 

293 

6 ROOMS... 

248 

89 

298 

80 

85 

298 

7 rooms... 

148 

18 

121 

40 

18 

121 

8 ROOMS OR MORE. 

41 

18 

59 

14 

18 

59 

UNITS IN STRUCTURE 







If INCL'. trailer. 

1 099 

311 

999 

275 

306 

979 


2S8 

60 

67 

106 

60 

55 

3 AND .. 

177 

57 

59 

45 

57 

59 

5 OR MORE. 

76 

36 

53 

38 

36 

38 

YEAR STRUCTURE BUILT 







1955 TO MARCH 1960 . 

a? 

4 

44 

3 

... 

35 

195C TO 1954 . 

95 

14 

58 

15 


54 

1940 To 1949 . 

73 

17 

88 

15 


76 

1939 OR EARLIER. 

1 416 

417 

974 

431 


958 

PERSONS 







1 PERSON . 

241 

56 

121 

61 


113 

2 PERSONS. 

316 

115 

193 

86 


181 

3 PERSONS. . 

282 

94 

207 

79 

94 

199 

4 PERSONS. ........ . 

219 

81 

142 

66 

77 

138 

5 PERSONS. 

214 

26 

165 

76 

26 

156 

6 PERSONS. 

164 

29 

123 

62 

29 

123 

7 PERSONS.. 

62 

8 

89 

16 

8 

89 

8 PERSONS OR MORE. 

113 

43 

124 

is 

43 

124 

PERSONS PER ROOM 







0.50 OR LESS . 

477 

148 

335 

144 

148 

331 

0.51 TO 0.75 . 

287 

99 

219 

68 

95 

211 

0.76 TO 1.00 . 

433 

102 

304 

128 

102 

284 

1.01 TO 1.50 . 

278 

38 

193 

79 

38 

184 

1.51 OR MORE . 

136 

65 

113 

45 

61 

113 

VALUE 







OWNER OCCUPIED . 

687 

148 

743 

180 

148 

743 

LESS than S5i000 . 

100 

64 

78 

18 

64 

78 

SSfOOO TO S9f900 . 

347 

62 

479 

76 

62 

479 

SlOiOOO TO $14f900 . 

200 

10 

175 

62 

10 

175 

SlSiOOO TO $l9f900 . , 

a4 

12 

7 

20 

12 

7 

SaOiOOO TO S24f900 ... . 

8 

• • • 

4 

4 

4 

*251000 OR MORE. ... 

8 

... 



... 


GROSS RENT 







RENTER OCCUPIED. 

843 

271 

390 

251 

263 

353 

LESS THAN *20. 

• • • 

9 

4 



4 

*20 TO *29 . 

4 

23 

8 

• • • 

23 

4 

*30 TO *39 . 

28 

18 

16 

4 

18 

12 

*40 TO *49 . 

133 

62 

35 

28 

62 

35 

*50 TO *59 . 

124 

34 

65 

47 

34 

57 

*60 TO *79 . 

274 

99 

134 

97 

99 

121 

*ao TO *99 . 

180 

13 

62 

47 


58 

*100 OR MORE . 

65 

9 

SO 

20 

9 

50 

NO CASH RENT . 

_ 

4 

16 

8 

4 

12 
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Table 38. —Characteristics of Housing Units With Nonwhite Household Heads, tor SMSA's 
AND Places With 2,000 or More Such Units; 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure 


Condition & Plumb. Trailer 


Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Year Structure 
Built 
Persons 

Persons per Room 



ALL OCCUPIED UNITS 


OWNER OCCUPIED . 
RENTER OCCUPIED. 


CONDITION AND PLUMBING 


OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


renter OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILETt EXCLUSIVE USE. . . 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACIL;TIES 


BATHTUB OR SHOWER. EXCLUSIVE USE 

bathtub or shower, shared. . . . 
NO bathtub or shower . 


1 ROOM .... 
a ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN .... 



UNITS IN structure 


1. DETACHED 
1. ATTACHED 

2 . 

3 AND 4. . 

5 TO 9 . . 
10 OR MORE 
TRAILER. . 


2 293 

4 248 

2 220 

162 

647 

162 

210 

772 

210 

228 

549 

228 

182 

628 

182 

88 

434 

88 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 To 1949 . . . 
1939 OR earlier. . 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 

MEDIAN . 


PERSONS PER ROOM 


0.50 OR LESS 
0.51 TO 0.75 
0.76 TO 1.00 
1.01 TO 1.50 
1.51 OR MORE 


3 

163 

7 326 

3 

095 


16 

8 


16 


54 

50 


54 


51 

505 


51 


165 

420 


140 


270 

677 


265 

2 

607 

5 666 

2 

569 

1 

867 

3 539 

1 

821 


65 

40 


65 


51 

83 


51 


ee 

78 


67 

1 

663 

3 338 

1 

638 


572 

1 022 


568 


873 

1 840 


851 


530 

1 129 


521 


429 

1 095 


421 


270 

740 


270 


214 

388 


197 


91 

372 


91 


176 

540 


176 


2.8 

3.2 


2.7 

1 

326 

2 758 

1 

304 


651 

1 432 


651 


693 

1 561 


667 


303 

1 067 


283 


190 

508 


190 


Tabic 39. —Financial Characteristics of Housing Units With Nonwhite Household Heads, 
FOR SMSA’s AND Places With 2,000 or More Such Units; 1960 
[Based on sample; see text. “U” denotes an unincorporated place. Minus (—) after number indicates median below that number] 


Value 
Gross Rent 



owner occupied 

LESS THAN SSiOOO . 
65.000 TO *71400 . 
S7f500 TO S9i900 . 
SlOiOOO TO S12i400 
$12,500 TO $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 


MEDIAN...DOLLARS 
































































































































APPENDIX 


Table A-1.—^Percent of Allocation for Nonresponse or Inconsistency, for the State, by Si2e of Place: 1960 

[Leaders (• • ^ indicate that the item is not applicable or that it is not published m this report for the given areas. The base on which the percentage is computed is expressed as a code which appears in 

the first column. The legend for the codes follows the table] 


SUBJECT 

BASE 

(code) 

THE 

STATE 

1 INSIDE SMSA 



PLACES OF 1,000 TO 50,000 INHABITANTS 

TOTAL 

PLACES OF 
50,000 
INHABIT¬ 
ANTS 

OR MORE 


25,000 

TO 

50,000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1 ,000 
TO 

2,500 

OCCUPANCY CHARACTERISTICS 











TENURE. 

2 

1 .1 

1.3 

1.4 

1.1 

1.0 

1.1 

0.8 

0.9 

1.2 

YEAR MOVED INTO UNIT. 

2 

1 .7 


2.8 

2.0 

1.3 


1.7 

1.4 

... 

VACANCY STATUS: 











FOR SALE ONLY . 

4 

19.9 


1 4.8 

8.9 

24,8 


6.1 

9.8 

\ 8.5 

FOR RENT. .... . 

5 

6.3 


12.2 

4.4 

4.0 


2.9 

3.1 

; 

OTHER . 

6 

1.8 


4.3 

1.8 

1.5 


1.4 

1.9 

• * « 

DURATION OF VACANCY . 

3 

21.1 

22.3 

22.1 

22.9 

20.4 

28.6 

• • • 

• • • 

• • • 

STRUCTURAL CHARACTERISTICS 











BASEMENT. 

1 

2.0 

2.4 

2.4 

2.5 

1.7 


1.6 

... 

... 

BEDROOMS... 

1 

4.2 

4.8 

5.1 

3.9 

3.9 


4.3 

• • • 

• « 6 

ROOMS . 

1 


0.6 

0.7 

0.4 

0.5 


0.5 

1.1 

1.3 

TRAILERS: ON PERMANENT FOUNDATION OR MOBILE . 

7 


13.5 

10.5 

15.6 

21.7 


« • • 

• • • 

» • • 

UNITS IN STRUCTURE . 

1 


2.3 

2.4 

1.9 

1.4 

1.9 

1.5 

1.4 

• • « 

YEAR STRUCTURE BUILT . 

1 


2.8 

2.7 

3.2 

2.1 

2.1 

2.1 

1.8 

• • • 

CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES . 

1 

0.7 

0.8 

0.9 

0.5 

0.7 

0.7 

0.6 

1.3 

• 99 

BATHROOMS . 

1 

8.5 

9.0 

9.5 

7.5 


9.1 

8.4 

8.7 

9 9 9 

CONDITION OF UNIT . 

1 

0.9 

1.0 

1.1 

0.8 


0.9 

0.6 

1.2 

1.4 

SEWAGE DISPOSAL . 

1 

1.6 

• « • 

• • • 

• • • 


2.2 

1.6 

1.4 

• • • 

SOURCE OF WATER .. 

1 

1 .5 

• • f 

• • • 

• • • 


2.1 

1.7 

1.3 

« « « 

TOILET FACILITIES . 

1 

0.6 

0.6 

0.6 

0.5 

0.7 

0.6 

0.6 

1.1 

• « » 

WATER SUPPLY . 

1 

0.9 

0.9 

1.1 

0.5 

0.8 

0.8 

0.8 

1.3 

• • f 

EQUI'PMENT 











AIR CONDITIONING . 

2 

1.8 

2.6 

2.9 

1.5 

1.4 

1.8 

... 



AUTOMOBILES AVAILABLE . 

2 

6.8 

5.3 

4.9 

6.4 

7.6 

7.8 




CLOTHES DRYER . 

2 

3.1 

4.1 

4.3 

3.3 

2.6 

• » t 




CLOTHES WASHING MACHINE . 

2 

1.8 

2.6 

2.9 

1.8 

1.5 

• • • 

* • • 



HEATING EQUIPMENT . 

1 

2.0 

2.5 

2.5 

2.5 

1 .8 

2.2 

2.2 

1.9 


HOME FOOD freezer .. . 

2 

2.1 

3.2 

3.7 

1.7 

1 .6 

• • • 

« • • 

• • « 


RADIO SETS . 

2 

1.8 

2.6 

2.9 

1.6 

1 .4 

• • • 

• • • 

t • • 


TELEPHONE AVAILABLE . 

2 

1.8 

2.5 

2.6 

2.1 

1.5 

• • • 

• • • 

• • • 


TELEVISION SETS . 

2 

2.4 

3.1 

3.3 

2.4 

2.1 

• • • 

• • • 

• • • 


FUELS 











COOKING FUEL . 

2 

2.0 

2.8 

3.1 

1.7 

1 .6 




... 

HEATING FUEL . 

2 


3.3 


2.8 

3.6 

• • • 

• • • 

• • * 

• •• 

WATER HEATING FUEL . 

2 


7.3 


9.5 

11 .4 

... 

. • . 

• • . 

• • • 

FINANCIAL CHARACTERISTICS 


■ 


■ 







CONTRACT RENT... 

8 

■n 

4.7 

■1 

11.5 

10.0 

8.5 

6.7 

8.3 

... 

VALUE . 

9 


1.7 

1.2 

3.5 

3.0 

2.0 

2.6 

2.3 

1.8 


BASE 

1 ALL HOUSINS UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

4 VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVAILABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPtED AND VACANT AVAILABLE-fOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 


17-122 

































































































Iowa 

URBANIZED AREAS—IOWA 


17-123 
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State and Small Areas 


URBANIZED AREAS—IOWA 


Jefferson 


IWATERLOOl 

-BREMER 


T^j'ackson ' black'hawk" 


Maxfleld j 

CO._I 



COMPONENTS OF URBANIZED AREA 
Incorporated Places 
IUnincorporated Area 


BOUNDARY SYMBOLS 

-State Line 

-County Line 

-Minor Civil Division Line 


Waps sliowing boundaries in detail are available at cost on request to the Bureau of the Census. 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 

Kansas City, Mo.-Kans.: Clay and Jackson Counties, Mo.; Johnson and Wyandotte Counties, Kans. 

Topeka, Kans.: Shawnee County, Kans. 

Wichita, Kans.: Sedgwick County, Kans. 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 

Kansas City, Mo.-Kans.: Parts of Clay, Jackson, and Platte Counties, Mo.; of Johnson and Wyandotte Counties, Kans. 
St. Joseph, Mo.-Kans.: Part of Buchanan County, Mo.; of Doniphan County, Kans. 

Topeka, Kans.: Part of Shawnee County, Kans. 

Wichita, Kans.: Part of Sedgwick County, Kans. 
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Table 1.—Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place. Plus (-|-) or minus (—) after number indicates median above or below that number. Percent not shown where 

less than 0.1] 



ALL HOUSING UNITS | 

total 

NUMBER 

MEDIAN 

NUM¬ 

BER 

OF 

ROOMS 

PERCENT- 

- 

IN IN 

ONE- STRUC- 
HOUS- TURES 
ING BUILT 
UNIT 1950- 
STRUC- 1960 
TURES 

SOUND t 
WITH 
ALL 

PLUMB¬ 

ING 

FACIL¬ 

ITIES 
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State and Small Areas 


Table 2. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, eor the State, 
Inside and Outside SMSA’s, Urban and Rural; 1960 

[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


SUBJECT 

THE STATE 

URBAN. 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

nonfarm 

occupied 

farm 

all housing units . 

740 335 

262 065 

478 270 

447 752 

292 583 

197 670 

94 913 

TENUREi COLOR. AND VACANCY 








STATUS 








OCCUPIED. 

672 899 

243 169 

429 710 

417 138 

255 761 

160 848 

94 913 

OWNER OCCUPIED. 

463 350 

171 SIS 

291 535 

281 515 

181 835 

111 716 

70 119 

PERCENT OF ALL OCCUPIED . 

68.9 

70.7 

67.8 

67.5 

71.1 

69.5 

73.9 

WHITE . 

447 725 

161 315 

286 410 

267 079 

180 646 

110 690 

69 956 

NONWHITE. 

IS 625 

10 5D0 

S 125 

14 436 

1 189 

1 026 

163 

renter occupied . . 

209 549 

71 374 

138 175 

135 623 

73 926 

49 132 

24 794 

WHITE . 

198 649 

64 437 

134 212 

125 688 

72 961 

48 243 

24 718 

NONWHITE. ... 

10 900 

6 937 

3 963 

9 935 

965 

889 

76 

VACANT. 

67 436 

18 876 

48 560 

30 614 

36 822 

36 S22 

t • « 

YEAR ROUND.. . . . 

57 559 

17 628 

39 931 

28 389 

29 170 

29 170 

• • t 

SOUND OR DETERIORATING. 

47 725 

16 051 

31 644 

25 234 

22 491 

22 491 

« « • 

AVAILABLE . 

29 268 

13 404 

15 864 

20 173 

9 095 

9 095 

• • • 

FOR SALE ONLY . 

7 602 

3 996 

3 606 

5 216 

2 386 

2 386 

B « • 

HOMEOWNER VACANCY KATE. 

1.6 

2.3 

1.2 

1.8 

1.3 

2.1 

• « • 

FOR RENT. 

21 666 

9 408 

12 258 

14 957 

6 709 

6 709 

• • « 

rental VACANCY RATE . 

9.4 

11.6 

8.1 

9.9 

8.3 

12.0 

• • I 

RENTED OR SOLO. AWAITING OCCUPANCY. . • 

3 339 

1 018 

2 321 

1 599 

1 740 

1 740 

* a « 

HELD FOR OCCASIONAL USE . 

2 223 

237 

1 986 

446 

1 777 

1 777 

• • • 

HELD FOR other REASONS. . . 

12 895 

1 422 

11 473 

3 016 

9 879 

9 879 

• • « 

DILAPIDATED . 

9 834 

1 547 

8 287 

3 155 

6 679 

6 679 

• • • 

SEASONAL.. . 

9 877 

1 248 

8 629 

2 225 

7 652 

7 652 

« • « 

CONDITION AND PLUM8INS 








ALL UNITS . 

740 265 

262 004 

478 261 

447 728 

292 537 

197 624 

94 913 

SOUND . 

583 417 

221 733 

361 684 

371 052 

212 365 

139 806 

72 559 

WITH ALL PLUMBING FACILITIES. 

532 538 

212 913 

319 625 

356 430 

176 108 

121 167 

54 941 

LACKING ONLY HOT WATER. 

3 OSl 

472 

2 579 

737 

2 314 

1 278 

1 036 

LACKING OTHER PLUMBING FACILITIES . . . . . 

47 828 

8 348 

39 480 

13 885 

33 943 

17 361 

16 582 

DETERIORATING . 

124 115 

31 105 

93 010 

60 161 

63 954 

44 490 

19 464 

WITH ALL plumbing FACILITIES.. . . 

78 487 

23 210 

55 277 

47 312 

31 175 

23 374 

7 801 

LACKING ONLY HOT WATER. 

2 147 

466 

1 681 

844 

1 303 

983 

320 

LACKING OTHER PLUMBING FACILITIES . 

43 481 

7 429 

36 052 

12 005 

31 476 

20 133 

11 343 

DILAPIDATED . 

32 733 

9 166 

23 567 

16 515 

16 218. 

13 328 

2 890 

OWNER OCCUPIED. 

463 350 

171 815 

291 535 

281 SIS 

181 835 

111 716 

70 119 

SOUND .... . 

395 646 

155 17B 

240 468 

250 193 

145 453 

90 133 

55 320 

WITH ALL PLUMBING FACILITIES. 

372 042 

152 750 

219 292 

246 582 

125 460 

82 144 

43 316 

LACKING SOME OR ALL FACILITIES. ...... 

23 604 

2 428 

21 176 

3 611 

19 993 

7 989 

12 004 

DETERIORATING . 

56 590 

13 451 

43 139 

25 646 

30 944 

18 071 

12 873 

WITH ALL PLUMBING FACILITIES. 

39 174 

11 174 

28 000 

22 035 

17 139 

11 934 

5 205 

LACKING SOME OR ALL FACILITIES. 

17 416 

2 277 

15 139 

3 611 

13 80S 

6 137 

7 668 

01 LAPIDATED.... . . 

11 114 

3 186 

7 928 

5 676 

5 438 

3 512 

1 926 

RENTER OCCUPIED ... 

209 549 

71 374 

138 175 

135 623 

73 926 

49 132 

24 794 

SOUND . 

ISl 746 

S3 048 

98 698 

100 921 

50 825 

33 586 

17 239 

WITH ALL PLUMBING FACILITIES. . . 

132 956 

48 024 

84 932 

92 239 

40 717 

29 092 

11 625 

LACKING SOME OR ALL FACILITIES. 

18 790 

5 024 

13 766 

a 682 

10 108 

4 494 

5 614 

DETERIORATING . . . 

46 452 

14 023 

32 429 

27 217 

19 235 

12 644 

6 591 

WITH ALL PLUMBING FACILITIES. 

30 955 

9 896 

21 059 

20 525 

10 430 

7 834 

2 596 

LACKING SOME OR ALL FACILITIES. 

15 497 

4 127 

11 370 

6 692 

8 805 

4 810 

3 995 

DILAPIDATED . 

11 351 

4 303 

7 048 

7 485 

3 866 

2 902 

964 

VACANT AVAILABLE FOR SALE . 

7 602 

3 996 

3 606 

5 216 

2 386 

2 386 


WITH ALL PLUMBING FACILITIES. . . . 

6 519 

3 B88 

2 631 

5 008 

1 511 

1 511 

• * • 

LACKING SOME OR ALL FACILITIES. 

1 083 

108 

97s 

208 

875 

875 

... 

VACANT AVAILABLE FOR RENT . 

21 666 

9 408 

12 258 

14 957 

6 709 

6 709 

... 

WITH ALL PLUMBING FACILITIES. 

15 536 

7 4SS 

8 081 

11 544 

3 992 

3 992 

• « • 

LACKING SOME OR ALL FACILITIES. 

6 130 

1 953 

4 177 

3 413 

2 717 

2 717 

... 

ALL HOUSING UNITS . 

740 335 

262 065 

478 270 

447 752 

292 583 

197 670 

94 913 

water SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE . • 

656 454 

252 277 

404 177 

432 764 

223 690 

154 062 

69 628 

ONLY COLD PIPED WATER INSIDE STRUCTURE. . . . 

29 886 

5 845 

24 041 

10 757 

19 129 

12 267 

6 862 

PIPED WATER OUTSIDE STRUCTURE . 

4 323 

672 

3 651 

1 280 

3 043 

2 086 

957 

NO PIPED WATER.. . 

49 602 

3 210 

46 392 

2 927 

46 675 

29 209 

17 466 

TOILET FACILITIES 








FLUSH TOILET. EXCLUSIVE USE . 

636 083 

243 712 

392 371 

418 425 

217 658 

152 688 

64 970 

FLUSH TOILET. SHARED. 

21 036 

10 237 

10 799 

18 922 

2 114 

1 937 

177 

OTHER TOILET FACILITIES OR NONE . 

83 146 

8 055 

75 091 

10 381 

72 765 

42 999 

29 766 

BATHING FACILITIES 








bathtub or shower, exclusive use. 

635 316 

242 257 

393 059 

414 753 

220 563 

152 126 

68 437 

bathtub or shower, shared . 

21 508 

10 566 

10 942 

19 364 

2 144 

1 967 

177 

NO bathtub or shower. 

83 441 

9 181 

74 260 

13 611 

69 830 

43 531 

26 299 







































































































Kansas 


18-7 


Table 3.—Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMSA’s, Bathrooms Bedrooms 

Urban and Rural: I960 Rooms 

[Some data based on sample; see text] 


SUBJECT 


bathrooms 


ALL UNITS . . 

.. 

1 PLUS partial. . . 

2 OR MORE . 

SHARED OR NONE. . . 

OWNER OCCUPIED. 

.. 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 

RENTER OCCUPIED 

1. 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 


ROOMS 


ALL UNITS . 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

8 ROOMS OR MORE . 

MEDIAN. 

OWNER OCCUPIED. 

1 ROOM. ... . 

2 ROOMS ... . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS. 

6 ROOMS . 

7 ROOMS . 

8 ROOMS OR MORE . 

MEDIAN. 

RENTER OCCUPIED . 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

8 ROOMS OR MORE . 

MEDIAN. 

VACANT available FOR SALE 
1 TO 3 ROOMS. 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS OR MORE . 

MEDIAN. 

VACANT AVAILABLE FOR RENT 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS OR MORE . 

MEDIAN. 


BEDROOMS 


ALL UNITS . . 

NONE. 

.. 

2 . 

3 . 

4 OR MORE . 

OWNER OCCUPIED. 
0 ANO 1 . 

2 .. . . . 

.. 

4 OR MORE . 

RENTER OCCUPIED 

NONE. 

1 . 

2 . 

3 OR MORE . 



THE STATE 

URBAN 1 

RURAL 

TOTAL 

INSIDE 
SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

740 244 

261 980 

478 264 

447 704 

292 540 

197 672 

94 868 

526 592 

195 936 

330 656 

342 707 

183 885 

127 243 

56 642 

45 152 

19 872 

25 280 

32 213 

12 939 

9 364 

3 575 

SO 998 

24 364 

26 634 

37 141 

13 857 

10 710 

3 147 

117 502 

21 808 

95 694 

35 643 

81 859 

50 355 

31 504 

463 335 

171 801 

291 534 

281 522 

181 813 

112 076 

69 737 

334 502 

126 141 

208 361 

211 316 

123 186 

80 106 

43 080 

81 735 

39 397 

42 338 

60 484 

21 251 

15 533 


47 09S 

6 263 

40 835 

9 722 

37 376 

16 437 

20 939 

209 563 

71 388 

138 175 

135 616 

73 947 

48 816 

25 131 

157 869 

57 011 

100 858 

110 153 

47 716 

34 154 

13 562 

10 934 

2 872 

8 062 

6 512 

4 422 

3 418 


40 760 

11 505 

29 255 


21 809 

11 244 

10 565 

740 265 

262 004 

478 261 


292 537 

197 624 

94 913 

12 357 

4 818 

7 539 



2 871 


25 756 

10 475 

15 281 


6 872 

6 383 

489 

68 781 

27 571 

41 210 


18 347 

16 295 

2 052 

152 605 

56 053 

96 552 


54 322 

43 279 

11 043 

212 143 

79 809 

132 334 


77 402 

56 104 

21 298 

140 425 

50 250 

90 175 


61 692 

38 059 

23 633 

69 414 

20 511 

48 9D3 


36 234 

19 127 

17 107 

58 784 

12 517 

46 267 


34 649 

15 506 

19 143 

5.0 

4.9 

5.1 


5.3 

5.0 

6.0 

463 35D 

171 815 

291 535 


181 835 

111 716 

70 119 

1 031 

351 

680 


515 

436 

79 

4 136 

1 300 

2 836 


2 017 

1 658 

359 

18 106 

5 803 

12 303 


7 653 

6 209 

1 444 

84 311 

31 517 

52 794 


30 210 

22 369 

7 841 

149 946 

61 321 

88 625 


49 580 

33 897 

15 683 

107 171 

42 551 

64 620 


42 411 

24 686 

17 725 

54 206 

18 102 

36 104 


25 558 

12 650 

12 908 

44 443 

10 870 

33 573 


23 891 

9 811 

14 080 

5.3 

5.3 

5.4 

5.2 

5.5 

5.2 

6.0 

209 549 

71 374 

138 175 

135 623 

73 926 

49 132 

24 794 

7 842 

3 326 

4 516 

6 713 

1 129 

1 060 

69 

15 532 

6 913 

8 619 

13 050 

2 482 

2 352 

130 

39 527 

17 881 

21 646 

33 243 

6 284 

5 676 

608 

52 602 

20 168 

32 434 

37 195 

15 407 

12 205 

3 202 

46 950 

14 463 

32 487 

27 917 

19 033 

13 418 

5 615 

24 524 

5 679 

18 845 

11 246 

13 278 

7 370 

5 908 

11 676 

1 755 

9 921 

3 646 

8 030 

3 831 

4 199 

10 896 

1 189 

9 707 

2 613 

8 283 

3 220 

5 063 

4.3 

3.9 

4.6 

3.9 

5.1 

4.7 

6.0 

7 602 

3 996 

3 606 

5 216 

2 386 

2 386 

* • • 

531 

143 

388 

276 

255 

255 

t • • 

1 408 

668 

740 

907 

501 

501 

* • • 

2 835 

1 624 

1 211 

2 194 

641 

641 

• t • 

1 746 

1 066 

680 

1 213 

533 

533 


1 082 

495 

587 

626 

456 

456 

• • • 

5.2 

5.2 

5.1 

5.1 

5.2 

5.2 

* • • 

21 666 

9 408 

12 258 

14 957 

6 709 

6 709 

• • • 

1 884 

787 

1 097 

1 476 

408 

408 

• • t 

2 986 

1 541 

1 445 

2 421 

565 

565 


5 693 

2 840 

2 853 

4 722 

971 

971 


5 360 

2 393 

2 967 

3 651 

1 709 

1 709 

• • • 

5 743 

1 847 

3 896 

2 687 

3 056 

3 056 

• « • 

3.6 

3.3 

3.7 

3.3 

4.3 

4.3 

• t • 

739 298 

261 186 

478 112 

447 029 

292 269 

197 167 

95 102 

19 771 

8 651 

11 120 

15 276 

4 495 

4 257 

238 

115 254 

44 878 

70 376 

82 217 

33 037 

28 400 

4 637 

298 139 

103 175 

194 964 

183 351 

114 788 

85 971 

28 817 

220 714 

85 445 

135 269 

130 993 

89 721 

54 597 

35 124 

85 420 

19 037 

66 383 

35 192 

50 228 

23 942 

26 286 

463 568 

171 941 

291 627 

281 605 

181 963 

110 339 

71 624 

35 306 

12 225 

23 081 

21 031 

14 275 

10 812 


194 008 

72 151 

121 857 

122 986 

71 022 

49 729 

21 293 

170 608 

71 841 

98 767 

108 264 

62 344 

35 258 

27 086 

63 646 

IS 724 

47 922 

29 324 

34 322 

14 540 

19 782 

209 301 

71 210 

138 091 

135 520 

73 781 

SO 303 

23 478 

12 781 

6 156 

6 625 

11 258 

1 523 

1 447 

76 

62 186 

27 098 

35 088 

51 127 

11 059 

9 723 

1 336 

79 487 

25 594 

53 893 

51 007 

28 480 

20 956 

7 524 

54 847 

12 362 

42 485 

22 128 

32 719 

18 177 

14 542 
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State and Small Areas 


Table 4. —Structural Characteristics and Heating Equipment, eor the State, Inside and 
Outside SMSA’s, Urban and Rural: I960 
[Based on sample; see text] 


Units in Structure Basement 

Trailer Heating Equipment 

Year Structure Built 


t 

! 

I SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS . 

i< detached . 

1. ATTACHED . . 

.. 

3 AND 4 . 

5 OR MORE . 

TRAILER I 

ON PERMANENT FOUNDATION 
MOBILE. 


OWNER OCCUPIED, 

It detached . . . 

It attached ... 

3 AND 4 . 

S OR MORE .... 
TRAILER . 


RENTER OCCUPIED 
It DETACHED , . . . 

It attached . . . . 

2 ... ...... 

3 AND 4 . 

5 TO 9....... 

10 TO 19. . . t . . 

20 TO 49. 

SO OR MORE. 

TRAILER . 


VACANT AVAILABLE FOR RENT 

.. 

2 TO 4.. . . 

5 TO 9. 

10 OR MOKE. 


YEAR STRUCTURE BUILT 


ALL UNITS . 
1959 TO MARCH 1960 
1955 TO 1958. . . 

1950 TO 1954. . . 

1940 TO 1949. . . 

1930 TO 1939, . . 

1929 OR EARLIER . 


OWNER OCCUPIED 
1955 TO MARCH 1960 

1950 TO 1954. . . 

1940 TO 1949. . . 

1939 OR EARLIER . 


ALL HOUSINS UNITS 


BASEMENT 


Basement. . . 

CONCRETE SLAB 

other . . . . 


heating equipment 


STEAM'OR HOT WATER. 

WARM AIR FURNACE. 

FLOOR. WALL. OR PIPElESS FURNACE 
BUILT-IN ELECTRIC UNITS ... . 
OTHER MEANS WITH FLUE . 

other means without flue. . . . 

NONE. 


THE STATE 

URBAN 1 

TOTAL 

rural 

TOTAL 

INSIDE 

SMSA ' S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

740 244 

261 980 

478 264 

447 704 

292 540 

197 672 

94 868 

621 574 

206 083 

415 491 

350 357 

271 217 

177 695 

93 522 

25 569 

11 770 

13 799 

19 554 

6 015 

S 716 

299 

31 304 

14 700 

16 604 

27 730 

3 574 

3 370 

204 

26 008 

13 399 

12 609 

22 764 

3 244 

3 176 

68 

24 006 

11 886 

12 120 

21 092 

2 914 

2 644 

270 

1 226 

223 

1 003 

374 

852 

709 

143 

10 557 

3 919 

6 638 

5 833 

4 724 

4 362 

362 

463 335 

171 801 

291 534 

281 522 

181 813 

112 076 

69 737 

432 794 

159 204 

273 590 

259 417 

173 377 

104 681 

68 696 

6 525 

2 896 

3 629 

4 966 

1 559 

1 335 

224 

8 60S 

3 896 

4 709 

7 501 

1 104 

999 

105 

3 151 

1 363 

1 788 

2 807 

344 

297 

47 

1 612 

702 

910 

1 239 

373 

168 

205 

10 648 

3 740 

6 908 

5 592 

5 056 

4 596 

460 

209 563 

71 388 

138 175 

135 616 

73 947 

48 816 

25 131 

137 140 

35 926 

101 214 

73 008 

64 132 

39 306 

24 826 

16 245 

7 575 

8 670 

12 476 

3 769 

3 694 

75 

19 024 

9 120 

9 904 

17 223 

1 801 

1 702 

99 

17 959 

9 237 

8 722 

16 099 

1 860 

1 839 

21 

10 544 

5 587 

4 957 

9 491 

1 053 

988 

65 

3 712 

1 837 

1 875 

3 600 

112 

112 

• t • 

2 551 

1 166 

1 385 

2 043 

508 

508 

« • 1 

1 253 

538 

715 

1 061 

192 

192 

• 9 • 

1 135 

402 

733 

615 

520 

475 

45 

21 288 

9 716 

11 572 

15 063 

6 225 

6 225 

• « 1 

11 349 

4 119 

7 230 

6 707 

4 642 

4 642 

• 9 1 

6 638 

3 837 

2 801 

5 502 

1 136 

1 136 

9 9 9 

1 841 

1 102 

739 

1 572 

269 

269 

9 9 9 

1 460 

658 

802 

1 282 

178 

178 

9 9 9 

740 265 

262 004 

478 261 

447 728 

292 537 

197 624 

94 913 

21 719 

11 172 

10 547 

13 918 

7 801 

6 904 

897 

66 216 

35 980 

30 236 

47 636 

18 580 

16 306 

2 274 

92 327 

55 455 

36 872 

72 246 

20 081 

16 231 

3 850 

82 819 

42 546 

40 273 

60 884 

21 935 

16 698 

5 237 

67 665 

26 144 

41 521 

45 621 

22 044 

14 965 

7 079 

409 519 

90 707 

318 812 

207 423 

202 096 

126 520 

75 576 

463 350 

171 815 

291 535 

281 515 

181 835 

111 716 

70 119 

67 205 

37 302 

29 903 

48 231 

18 974 

16 206 

2 768 

67 735 

41 446 

26 289 

53 478 

14 257 

10 952 

3 305 

50 892 

27 020 

23 872 

37 979 

12 913 

8 708 

4 205 

277 518 

66 047 

211 471 

141 827 

135 691 

75 850 

59 841 

740 335 

262 065 

478 270 

447 752 

292 583 

197 670 

94 913 

377 803 

155 099 

222 704 

251 231 

126 572 

77 662 

48 910 

87 839 

34 268 

53 571 

56 813 

31 026 

23 268 

7 758 

274 602 

72 613 

201 989 

139 660 

134 942 

96 742 

38 200 

27 161 

10 817 

16 344 

20 535 

6 626 

5 694 

932 

270 176 

146 910 

123 266 

206 769 

63 407 

46 148 

17 259 

168 213 

54 837 

113 376 

108 754 

59 459 

40 283 

19 176 

1 408 

412 

996 

534 

874 

483 

391 

244 856 

42 782 

202 074 

96 357 

148 499 

93 030 

55 469 

19 992 

5 835 

14 157 

13 631 

6 361 

4 796 

1 565 

8 459 

411 

8 048 

1 148 

7 311 

7 190 

121 
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Table 5. —Occupancy Characteristics, for the State, Inside and Outside SMSA’s, 
Urban and Rural: 1960 
[Based on sample; see text] 


Population Persons per Room 

Persons Year Moved into Unit 


SUBJECT 

THE STATE 

URBAN) 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA t S 


TOTAL 

NONFARM 

OCCUPIED 

FARM 

POPULATION 



















POPULATION IN housing UNITSi 1960 . 




• • 

2 136 

447 

805 

781 



1 306 

561 

829 

886 

504 

109 

325 

777 

PER OCCUPIED UNIT . 




• • 


3.2 


3.3 


■IHI 


3.1 


3.2 


3.1 


3.4 

OWNER . 




• • 


3.2 


3.4 


Lrl« 


3.2 


3.1 


3.0 


3.2 

RENTER. 




• • 


3.2 


3.1 




3.0 


3.6 


3.5 


4.0 

population in dwelling UNIYSi 1950. 




• t 

1 843 

008 

541 

615 

1 301 


961 

873 

881 

135 

437 

726 

443 

409 

PER OCCUPIED UNIT . 




• t 


3.1 


3.2 


mi 


3.1 


3.2 


3.0 


3.5 

ALL OCCUPIED UNITS. 





672 

899 

243 

189 

429 

710 

417 

138 

255 

761 

160 

848 

94 

913 

PERSONS 



















OWNER OCCUPIED. 




• t 

463 

350 

I7l 

815 

291 

535 

281 

515 

181 

835 

111 

716 

70 

119 

1 PERSON. 




• • 

55 

843 

14 

289 

41 

554 

32 

305 

23 

538 

18 

415 

5 

123 

2 PERSONS . 




• • 

155 

888 

49 

593 

106 

295 

89 

475 

66 

413 

39 

508 

26 

905 

5 PERSONS . 




• • 

81 

837 

33 

213 

48 

624 

51 

491 

30 

346 

17 

238 

13 

108 

4 PERSONS . 




• • 

75 

778 

33 

539 

42 

239 

49 

079 

26 

699 

16 

124 

10 

575 

5 PERSONS . 




• • 

49 

465 

21 

993 

27 

472 

32 

226 

17 

239 

10 

448 

6 

791 

6 PERSONS . 




• * 

25 

146 

11 

004 

14 

142 

15 

550 

9 

596 

5 

620 

3 

976 

7 PERSONS . 




• • 

10 

639 

4 

472 

6 

167 

6 

268 

4 

371 

2 

489 

1 

882 

8 PERSONS OR MORE . 




• * 

8 

754 

3 

712 

5 

042 

5 

121 

3 

633 

1 

874 

1 

759 

MEDIAN . 

• 

• 

• 

• • 


2.7 


3.2 


2.5 


2.9 


2.5 


2.4 


2.7 

RENTER OCCUPIED . 




• • 

209 

549 

71 

374 

138 

175 

135 

623 

73 

926 

49 

132 

24 

794 

1 PERSON . 




• < 

38 

247 

14 

483 

23 

764 

30 

004 

8 

243 

7 

098 

1 

145 

2 PERSONS . 




• a 

51 

836 

IB 

673 

33 

163 

35 

895 

15 

941 

10 

927 

5 

014 

3 PERSONS . 




• • 

38 

303 

13 

387 

24 

916 

25 

026 

13 

277 

8 

826 

4 

451 

4 PERSONS . 




• • 

35 

314 

11 

125 

24 

189 

20 

878 

14 

436 

8 

961 

5 

475 

5 PERSONS . 




a • 

23 

180 

6 

836 

16 

344 

12 

452 

10 

728 

6 

435 

4 

293 

6 PERSONS . 




• t 

12 

403 

3 

682 

8 

721 

6 

298 

6 

105 

3 

789 

2 

316 

7 PERSONS . 




• a 

5 

415 

1 

619 

3 

796 

2 

634 

2 

781 

1 

626 

1 

155 

S PERSONS OR MORE . 




• a 

4 

851 

1 

569 

3 

282 

2 

436 

2 

415 

1 

470 


945 

MEDIAN . 

• 

• 

• 

• • 


2.9 


2.7 


3.0 


2.6 


3.5 


3.2 


3.8 

PERSONS PER ROOM 



















OWNER OCCUPIED. 





463 

350 

171 

815 

291 

535 

281 

515 

181 

835 

111 

716 

70 

119 

0*50 OR L£SS« ••••«•••••• 





246 

158 

76 

223 

169 

935 

140 

667 

105 

491 

63 

366 

42 

125 

0.51 TO 0.75. 




• • 

96 

290 

41 

323 

54 

967 

62 

306 

33 

984 

20 

416 

13 

568 

0»76 TO i*00« 




• « 

86 

130 

38 

992 

47 

138 

56 

864 

29 

266 

19 

282 

9 

984 

laOl TO J.a50« 




• • 

28 

044 

12 

351 

15 

693 

17 

795 

10 

249 

6 

669 

3 

580 

1.51 OR MORE. 




• ' 

6 

728 

2 

926 

3 

802 

3 

883 

2 

845 

1 

983 


862 

RENTER OCCUPIED . 





209 

549 

71 

374 

138 

175 

135 

623 

73 

926 

49 

132 

24 

794 

0.50 OR LESS . 




• • 

73 

710 

22 

948 

50 

762 

46 

356 

27 

354 

17 

582 

9 

772 

0.51 TO 0.75 . 





48 

981 

16 

651 

32 

330 

32 

056 

16 

925 

10 

467 

6 

458 

0.76 TO 1.00 . 





58 

107 

20 

572 

37 

535 

38 

743 

19 

364 

13 

732 

5 

632 

1.01 TO 1.50 . 




• • 

20 

970 

7 

966 

13 

004 

13 

260 

7 

710 

5 

422 

2 

288 

1.51 OR MOKE . 




• • 

7 

781 

3 

237 

4 

544 

5 

208 

2 

573 

1 

929 


644 

YEAR MOVED INTO UNIT 



















OWNER OCCUPIEO .. 




• « 

463 

350 

171 

815 

291 

535 

281 

515 

181 

835 

111 

716 

70 

119 

1959 TO MARCH .. 




a a 

55 

246 

25 

243 

30 

003 

37 

504 

17 

742 

14 

506 

3 

236 

1958 . 




a a 

34 

623 

16 

051 

18 

572 

23 

742 

10 

881 

8 

745 

2 

136 

1957 . 




a 9 

30 

503 

13 

994 

16 

509 

20 

872 

9 

631 

7 

661 

1 

970 

1954 TO 1956. 




a a 

76 

857 

36 

696 

40 

161 

54 

136 

22 

721 

17 

152 

5 

569 

1950 TO 1953 . 




a a 

71 

748 

30 

498 

41 

250 

46 

647 

25 

101 

16 

137 

8 

964 

1940 TO 1949. 




a a 

105 

033 

29 

876 

75 

157 

57 

748 

47 

285 

26 

848 

20 

437 

1939 OR earlier . 




a a . 

89 

340 

19 

457 

69 

883 

40 

866 

48 

474 

20 

667 

27 

807 

RENTER OCCUPIED . . 




a a 

209 

549 

71 

374 

138 

175 

135 

623 

73 

926 

49 

132 

24 

794 

1959 TO MARCH 1960 . 




a a 

96 

945 

37 

736 

59 

209 

71 

909 

25 

036 

21 

712 

3 

324 

1958 . 




a a 

28 

747 

10 

191 

18 

556 

18 

938 

9 

809 

7 

874 

1 

935 

1957 .. . . . 




a a 

17 

182 

5 

563 

11 

619 

11 

307 

5 

875 



1 

506 

1954 TO 1956. 




a a 

24 

659 

8 

065 

16 

594 

15 

191 

9 

468 



3 

476 

1950 TO 1953. 




a a 

15 

264 

4 

399 

10 

865 

8 

056 

7 

208 



3 

662 

1940 TO 1949. 




a a 

16 

668 

3 

601 

13 

067 

7 

101 

9 

567 

3 

717 

5 

850 

1939 OR EARLIER . 




a a 

10 

084 

1 

819 

8 

265 

3 

121 

6 

963 

1 

922 

5 

041 
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State and Small Areas 


Table 6.—Type of Fuel and Selected Equipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural: I960 

[Based on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 

THE STATE 

URBAN. 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

ALL OCCUPIED UNITS. 

672 899 

243 189 

429 710 

417 138 

255 761 

160 848 

94 913 

HEATINS FUEL 








UTILITY SAS . 

516 865 

221 447 

295 418 

398 881 

117 984 

105 778 

12 206 

FUEL OIL. KEROSENE. ETC . 

37 410 

7 935 

29 475 

7 295 

30 115 

15 077 

15 038 

COAL OR COKE.. 

18 150 

2 496 

15 654 

3 604 

14 546 

6 943 

7 603 

WOOD. 

17 683 

868 

16 815 

991 

16 692 

4 668 

12 024 

ELECTRICITY . 

1 799 

465 

1 334 

772 

1 027 

531 

496 

BOTTLED. TANK. OR LP GAS. 

77 846 

9 075 

68 771 

4 198 

73 648 

26 903 

46 745 

other fuel. 

2 292 

806 

1 486 

964 

1 328 

543 

785 

NONE. 

824 

59 

765 

420 

404 

199 

205 

WATER HEATING FUEL 








utility gas . 

492 490 

213 559 

278 931 

386 320 

106 170 

96 667 

9 503 

electricity . 

49 654 

12 085 

37 569 

11 529 

38 125 

17 294 

20 831 

COAL OR COKE. 

1 020 

419 

601 

531 

489 

357 

132 

WOOD. 

608 

151 

457 

253 

355 

132 

223 

BOTTLED. TANK. OR LP GAS. .... . 

63 978 

8 442 

55 536 

5 212 

58 766 

22 369 

36 397 

FUEL OIL. KEROSENE. ETC . 

2 705 

356 

2 349 

562 

2 143 

1 059 

1 084 

OTHER FUEL. 

1 200 

579 

621 

620 

580 

246 

334 

NONE. 

61 214 

7 560 

53 654 

12 098 

49 116 

22 518 

26 598 

COOKING FUEL 








UTILITY GAS . 

383 316 

153 975 

229 341 

290 515 

92 801 

82 883 

9 918 

ELECTRICITY . 

185 327 

75 512 

109 815 

112 500 

72 827 

41 102 

31 725 

BOTTLED. TANK. OR LP GAS. 

89 850 

11 685 

78 165 

10 050 

79 800 

32 139 

47 661 

FUEL OIL. KEROSENE. ETC . 

5 335 

321 

5 014 

757 

4 578 

2 119 

2 459 

COAL OR COKE. 

1 851 

425 

1 426 

683 

1 168 

724 

444 

WOOD. 

3 562 

349 

3 213 

427 

3 135 

1 035 

2 100 

other fuel. 

1 356 

282 

1 074 

301 

1 055 

372 

683 

NONE. 

2 272 

602 

1 670 

1 892 

380 

268 

112 

clothes washing machine 








wringer or spinner. 

251 421 

64 046 

187 375 

114 933 

136 488 

72 590 

63 898 

AUTOMATIC or SEMI-AUTOMATIC . 

278 107 

120 625 

157 482 

197 974 

80 133 

58 297 

21 836 

WASHER-DRYER COMBINATION. 

13 486 


7 402 

9 364 

4 122 

2 570 

1 552 

NONE. 

129 855 

52 396 

77 459 

94 854 

35 001 

27 185 

7 816 

CLOTHES DRYER 








GAS HEATEO. 

45 212 

22 977 

22 235 

31 261 

13 951 

8 774 

5 177 

ELECTRICALLY HEATED . 

88 085 

36 398 

51 687 

55 599 

32 486 

20 583 

11 903 

NONE. 

539 572 

183 776 

355 796 

330 265 

209 307 

131 285 

78 022 

HOME FOOD FREEZER 








1 OR MORE . 

156 222 

45 438 

110 784 

68 676 

87 546 

39 228 

48 318 

NONE. 

516 647 

197 713 

318 934 

348 449 

168 198 

121 414 

46 784 

TELEPHONE AVAILABLE 








YES. 

573 120 

214 731 

358 389 

363 524 

209 596 

128 718 

80 878 


99 779 

28 458 

71 321 

53 614 

46 165 

32 130 

14 035 

AUTOMOBILES AVAILABLE 









406 652 

141 089 

265 563 

242 483 

164 169 

97 620 

66 549 


159 253 

65 118 

94 135 

102 662 

56 591 

36 250 

20 341 

3 OR MORE . 

20 391 


13 254 

12 011 

8 380 

4 977 

3 403 


86 575 

29 835 

56 740 

59 965 

26 610 

21 801 

4 809 

AIR CONDITIONING 








ROOM UNITl 








.. 

128 018 

55 777 

72 241 

92 968 

35 050 

25 668 

9 382 


41 553 

18 925 

22 628 

30 023 

11 530 

7 888 

3 642 

CENTRAL SYSTEM. 

29 226 

15 412 

13 814 

22 898 

6 328 

5 013 

1 315 


474 072 

153 037 

321 035 

271 236 

202 836 

122 073 

80 763 

TELEVISION SETS 









542 723 

198 959 

343 764 

338 658 

204 065 

127 244 

76 821 


37 771 

23 323 

14 448 

29 943 

7 828 

6 125 

1 703 


92 375 

20 869 

71 506 

48 524 

43 851 

27 273 

16 578 

RADIO SETS 









410 145 

134 926 

275 219 

242 416 

167 729 

104 718 

63 011 


210 499 

88 964 

121 535 

140 035 

70 464 

43 286 

27 178 


52 225 

19 261 

32 964 

34 674 

17 551 

12 638 

4 913 


! 


1 
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Table 7.—Financial Characteristics and Duration of Vacancy, for the State, Inside and Value Contract Rent 

Outside SMSA’s, Urban and Rural Nonfarm: I960 Duration of Vacancy 

[Some data based on sample; see text. Plus (-|-) or minus (—) after number indicates median above or below that number] 


SUBJECT 

THE STATE 

URBAN) 

TOTAL 

RURAL 

NONFARM) 

TOTAL 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA’S 

VALUE 






OWNER OCCUPIED. 

361 583 

156 142 

205 441 

262 323 

99 260 

LESS THAN .. 

73 640 

11 265 

62 375 

34 814 

38 826 

£5)000 TO £7)400. 

62 849 

19 887 

42 962 

41 736 

21 113 

£7)500 TO .. 

60 752 

27 752 

33 000 

47 570 

13 182 

£10)000 TO $12)400.. 

59 478 

31 341 

28 137 

48 743 

10 735 

£12)500 TO £14)900. 

37 184 

22 147 

15 037 

31 710 

5 474 

£15)000 TO $17)400. 

24 226 

14 209 

10 017 

20 394 

3 832 

£17)500 TO .. 

14 055 

9 367 

4 688 

11 944 

2 111 

£20)000 TO £24)900. 

13 836 

8 971 

4 865 

11 580 

2 256 

£25)000 TO £34)900. 

9 745 

6 761 

2 984 

8 669 

1 076 

£35)000 OR MORE . 

5 818 

4 442 

1 376 

5 163 

655 

MEDIAN.dollars • 

9 300 

11 500 

7 300 

10 400 

6 300 

VACANT AVAILABLE FOR SALE . 

7 157 

4 033 

3 124 

5 245 

1 912 

LESS THAN $5)00U. 

1 569 

206 

1 363 

647 

922 

$5)000 TO £9)900. 

1 905 

1 138 

767 

1 565 

340 

£10)000 TO £14)900... . . , . 

1 702 

1 168 

534 

1 481 

221 

£15)000 TO .. 

997 

695 

302 

825 

172 

£20)000 TO .. 

486 

409 

77 

312 

174 

£25)000 OR MORE . 

498 

417 

81 

415 

83 

MEDIAN PRICE ASKED.DOLLARS • 

10 300 

12 900 

6 200 

11 400 

5 500 

GROSS RENT 






RENTER OCCUPIEO . 

184 755 

70 307 

114 448 

135 623 

49 132 

LESS than $20 . 

2 235 

240 

1 995 

734 

1 501 

$20 TO $29. 

6 899 

1 309 

5 590 

3 979 

2 920 

'$30 TO £39. 

13 390 

3 038 

10 352 

8 785 

4 605 

$40 TO £49. 

19 811 

5 447 

14 364 

13 879 

5 932 

£50 TO $59. 

24 626 

7 908 

16 718 

18 341 

6 285 

$60 TO £69.. 

27 931 

11 303 

16 628 

21 622 

6 309 

£70 TO £79. 

22 538 

9 928 

12 610 

17 688 

4 850 

£S0 TO £99. 

30 686 

15 345 

15 341 

25 390 

5 296 

£100 TO £119. 

13 158 

7 251 

5 907 

11 035 

2 123 

£120 TO .. 

6 483 

3 453 

3 030 

5 080 

1 403 

£150 TO £199. 

1 849 

1 372 

477 

1 706 

143 

£200 OR MORE. 

488 

246 

242 

337 

151 

NO CASH RENT. 

14 661 

3 467 

11 194 

7 047 

7 614 

MEDIAN.d6lLARS > 

66 

74 

62 

69 

59 

CONTRACT RENT 






RENTER OCCUPIED . 

184 755 

70 307 

114 448 

135 623 

49 132 

LESS THAN £20 . 

7 234 

617 

6 617 

1 781 

5 453 

£20 TO £29. 

14 670 

2 279 

12 391 

7 978 

6 692 

$30 TO .. 

21 371 

5 059 

16 312 

14 377 

6 994 

$40 TO .. 

56 372 

19 819 

36 553 

43 885 

12 487 

$60 TO £79. 

45 141 

23 599 

21 542 

39 419 

5 722 

$80 TO £99. 

15 951 

9 959 

5 992 

13 944 

2 007 

$100 TO £149. 

8 498 

4 964 

3 534 

6 508 

1 990 

$150 OR MORE. 

857 

544 

313 

684 

173 

NO CASH RENT. 

14 661 

3 467 

11 194 

7 047 

7 614 

MEDIAN.DOLLARS • 

55 

64 

49 

58 

42 

VACANT AVAILABLE FOR RENT ........ 

19 591 

9 329 

10 262 

14 814 

4 777 

LESS THAN £30 . 

2 658 

497 

2 161 

1 288 

1 370 

£30 TO £39. 

3 045 

892 

2 153 

2 068 

977 

£40 TO £59. 

7 458 

3 612 

3 846 

5 825 

1 633 

£60 TO £79. 

4 290 

2 800 

1 490 

3 805 

485 

£60 TO £99. 

1 235 

921 

314 

1 114 

121 

$100 TO £119. 

463 

367 

96 

424 

39 

£120 OR MORE. 

442 

240 

202 

290 

152 

MEDIAN RENT ASKED (DOLLARS)t 






VACANT AVAILABLE FOR RENT . 

51 

58 

44 

54 

40 

WITH ALL UTILITIES IN RENT. 

48 

50 

45 

47 

49 

WITH SOME OR NO UTILITIES IN RENT .... 

53 

62 

43 

58 

38 

DURATION OF VACANCY 






VACANT AVAILABLE FOR SALE . 

7 604 

3 861 

3 743 

5 108 

2 496 

LESS THAN 4 MONTHS. 

4 143 

2 607 

1 536 

3 292 

851 

4 UP TO 6 MONTHS. 

745 

327 

418 

519 

226 

6 months or more. 

2 716 

927 

1 789 

1 297 

1 419 

VACANT available FOR RENT ........ 

21 334 

9 708 

11 626 

15 084 

6 250 

LESS THAN 1 MONTH . 

4 423 

2 070 

2 353 

3 534 

889 

1 UP TO 4 MONTHS. 

7 725 

4 194 

3 531 

6 689 

1 036 

4 UP TO 6 MONTHS. 

2 036 

928 

1 108 

1 433 

603 

6 MONTHS OR MORE. 

7 150 

2 516 

4 634 

3 428 

3 722 



















































































18-12 State and Small Areas 

Table 8. —Selected Characteristics oe Housing Units With Nonwhite Household Heads, for the State, SMSAs, 

AND Places of 10,000 Inhabitants or More: I960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. "U” denotes an unincorporated place. Median not shown where base 
is less than 200; minus (—) after number indicates median below that number. Percent not shown where less than 0.1] 







PERCENT 

OF ALL OCCUPIED— 



OWNER 

renter 

TOTAL 

MEDIAN 

NUMBER 

MEDIAN ■ 
NUMBER 

IN ONE- 

IN STRUC¬ 

SOUND 1 

WITH 1.01 

MOVED IN 



MEDIAN 

MEDIAN 

OCCUPIED 

OF 

OF 

HOUSING 

TURES 

WITH ALL 

OR MORE 

DURING 

OWNER 

RENTER 

VALUE 

GROSS 

UNITS 

ROOMS 

PERSONS 

UNIT 

STRUC¬ 

TURES 

BUILT 

1950-1960 

plumbing 

FACIL¬ 

ITIES 

PERSONS 

PER 

ROOM 

1958- 

1960 

OCCU¬ 

PIED 

OCCU¬ 

PIED 

(DOL¬ 

LARS) 

RENT 

(DOL¬ 

LARS) 


THE STATE 

URBAN . 

RURAL . 

NONFARM . . • 
FARM. 


INSIDE SMSA'S . 

IN CENTRAL CITIES . . . 
NOT IN CENTRAL CITIES . 
OUTSIDE SMSAIS. 


26 

525 

4.6 

2.9 

SS.9 

13.2 

51.3 

22.3 

34.2 

58.9 

41.1 

6 200 

63 

24 

371 

4.6 

2.9 

85.2 

12.4 

52.2 

22.5 

34.2 

59.2 

40.8 

6 300 

63 

2 

154 

4.6 

2.8 

93.3 

22.0 

41.2 

20.9 

34.6 

55.2 

44.8 

5 000- 

64 

1 

915 

4.6 

2.7 

92 .5 

23.9 

43.6 

21.0 

36.3 

53.6 

46.4 

5 000- 

64 


239 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

17 

437 

4.6 

3.0 

83.3 

13.9 

56.2 

23.3 

34.1 

60.2 

39.8 

7 100 

64 

8 

206 

4.5 

3.1 

85.0 

19.8 

60.4 

24.6 

38.9 

57.3 

42.7 

7 300 

68 

9 

231 

4.8 

2.9 

81.8 

8.7 

52.6 

22.3 

29.9 

62.8 

37.2 

6 900 

59 

9 

088 

4.6 

2.8 

90.7 

11.8 

41.9 

20.4 

34.4 

56.4 

43.6 

8 000- 

59 


STANDARD METROPOLITAN 
STATISTICAL AREAS 


KANSAS CITY 
TOPEKA. . . 
WICHITA . . 


35 

308 

4.7 

2.6 

59.4 

6.2 

57.3 

18.0 

40.5 

50.0 

50.0 

8 000 

57 

2 

890 

4.7 

2.9 

84.4 

12.5 

40.3 

19.3 

31.3 

58.7 

41.3 

6 300 

63 

5 

568 

4.3 

3.3 

85.B 

24.5 

69.5 

27.6 

43.2 

56.5 

43.5 

7 700 

69 


ATCHISON. . . 
COFFEYVILLE . 
JUNCTION CITY 
KANSAS CITY . 
LAWRENCE. . . 
LEAVENWORTH . 
SALINA. . . . 
TOPEKA. . . . 
WICHITA . . . 


404 

4.9 

2.4 

97.5 

1.0 

25.5 

20.8 

25.2 

64.4 

35.6 

5 000- 

... 

630 

4.6 

2.3 

99.0 

3.0 

38.1 

14.4 

19.0 

66.2 

33.8 

5 000- 

... 

834 

3.8 

3.1 

82.4 

32.7 

66.4 

30.7 

65.7 

36.8 

63.2 

7 700 

76 

7 947 

4.8 

2.9 

79.2 

5.9 

54.2 

22.2 

31.1 

61.2 

38.8 

6 900 

59 

603 

4.8 

2.3 

76.6 

11.8 

47.6 

13.3 

36.7 

56.1 

43.9 

6 100 

56 

791 

4.8 

2.9 

91.3 

6.3 

36.3 

18.6 

28.4 

60.4 

39.6 

5 000- 

63 

427 

4.0 

3.5 

79.6 

20.4 

37.2 

26.7 

60.2 

33.5 

66.5 

... 

66 

2 826 

4.7 

2.8 

84.4 

12.1 

40.0 

19.1 

31.0 

59.0 

41.0 

6 300 

62 

5 380 

4.3 

3.3 

85.4 

23.9 

71.1 

27.5 

43.1 

56.5 

43.5 

7 800 

70 
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Table 9. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA's, Urban and 
Rural; I960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Tenure 

Condition and Plumb. 
Water Supply 
Toilet Facilities 


Bathing Fac. 
Bathrooms 
Rooms 
Bedrooms 


SUBJECT 

THE STATE 

URBAN. 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSlOE 
SMSA' S 

TOTAL 

NONFARM 

FARM 

ALL OCCUPIED UNITS. 

26 525 

17 437 

9 088 

24 371 

2 154 

1 915 

239 

TENURE 








OWNER OCCUPIED. 

15 625 

10 500 

5 125 

14 436 

1 189 

1 026 

• • • 

RENTER OCCUPIED . 

10 900 

6 937 

3 963 

9 935 

965 

889 

... 

CONDITION AND PLUMBING 








OWNER OCCUPIED. 

15 625 

10 500 

5 125 

14 436 

1 189 


• t • 

SOUND . 

9 979 

7 345 

2 634 

9 367 

612 


• « • 

WITH ALL PLUMBING FACILITIES. 

9 210 

6 885 

2 325 

8 759 

451 


• • • 

LACKING SOME OR ALL FACILITIES. 

769 

460 

309 

608 

161 

llB 


DETERIORATING . 

3 774 

2 213 

1 561 

3 476 

298 

248 

• • • 

WITH ALL PLUMBING FACILITIES. 

2 625 

1 626 

999 

2 541 

84 

80 

t ■ • 

lacking some CR all FACILITIES. 

1 149 

587 

562 

935 

214 

168 

• • • 

dilapidated . 

1 872 

942 

930 

1 593 

279 

250 

• • • 

RENTER OCCUPIED . 

10 900 

6 937 

3 963 

9 935 

965 

889 

• • t 

SOUND... 

5 24B 

3 534 

1 714 

4 732 

516 

491 

• • • 

WITH ALL plumbing FACILITIES. 

4 401 

2 922 

1 479 

3 965 

436 

424 

• • • 

LACKING SOME OR ALL FACILITIES. 

847 

612 

235 

767 

80 

67 

• • • 

DETERIORATING . 

3 463 

2 165 

1 298 

3 222 

241 

197 

• f • 

WITH ALL PLUMBING FACILITIES. 

2 051 

1 263 

768 

1 985 

66 

66 

• • • 

LACKING SOME OR ALL FACILITIES. 

1 412 

662 

530 

1 237 

175 

131 

• • • 

OILAPIOATED ... . . 

2 189 

1 238 

951 

1 981 

208 

201 

• • • 

ALL OCCUPIED UNITS. 

26 525 

17 437 

9 088 

24 371 

2 154 

1 915 

239 

WATER SUPPLY 








HOT AND COLO PIPED WATER INSIDE STRUCTURE . . 

21 876 

IS 051 

6 825 

20 653 

1 223 

1 151 

• « • 

ONLY COLD PIPED WATER INSIDE STRUCTURE. . . . 

in 

1 715 

1 234 

2 638 

311 

285 

• • • 

PIPED WATER OUTSIDE STRUCTURE . 

SI 

221 

252 

397 

76 

71 

• 4 • 

NO PIPED WATER. 


450 

777 

683 

544 

408 

... 

TOILET FACILITIES 








FLUSH TOILET. EXCLUSIVE USE . 

21 491 

14 635 

6 856 

20 240 

1 251 

1 181 

• • • 

FLUSH TOILET. SHARED. 

1 713 

1 312 

401 

1 704 

9 

9 

f • • 

OTHER TOILET FACILITIES OR NONE. 

3 321 

1 490 

1 831 

2 427 

894 

725 

... 

bathing FACILITIES 








BATHTUB OR SHOWER. EXCLUSIVE USE. 

20 533 

14 062 

6 471 

19 311 

1 222 

1 136 

• • • 

BATHTUB OR SHOWER. SHARED. 

1 679 

1 300 

379 

1 670 

9 

9 

t « • 

NO bathtub or SHOWER. 

4 313 

2 075 

2 238 

3 390 

923 

770 

... 

BATHROOMS 








OWNER OCCUPIED. 

15 662 

10 463 

5 199 

14 417 

1 245 

1 085 

t • • 


11 772 

8 251 

3 521 

11 124 

648 

600 

• t • 

more THAN 1 . 

866 

671 

195 

850 

16 

11 

■ « t 

SHARED OR NONE. 

3 024 

1 541 

1 483 

2 443 

581 

474 

... 

RENTER OCCUPIED . 

10 946 

7 009 

3 937 

10 003 

943 

865 

• • • 


7 055 

4 605 

2 450 

6 610 

445 

441 

• 9* 

MORE THAN 1 . 

243 

130 

113 

162 

81 

81 


SHARED OR NONE. 

3 646 

2 274 

1 374 

3 231 

417 

343 

t • • 

ROOMS 








OWNER OCCUPIED.. 

15 625 

10 500 

5 125 

14 436 

1 189 

1 026 

f • t 

I ROOM. 

67 

37 

30 

55 

12 

12 


2 ROOMS . 

249 

116 

133 

187 

62 

58 

• • • 

3 ROOMS . 

S63 

470 

393 

704 

159 

140 

• B t 

4 ROOMS . 

3 685 

2 473 

1 212 

3 361 

324 

304 

• • • 

5 ROOMS . 

5 383 

3 764 

1 619 

5 072 

311 

286 


6 ROOMS . 

3 029 

1 989 

1 040 

2 812 

217 

162 

B ■ • 

7 ROOMS . .... 

1 351 

920 

431 

1 298 

53 

24 

B B B 

S ROOMS OR MORE . 

998 

731 

267 

947 

51 

40 

a B t 

MEDIAN. 

5.0 

5.1 

5.0 

5.1 

4.6 

4.5 


RENTER OCCUPIED . 

10 900 

6 937 

3 963 

9 935 

965 

889 


1 ROOM. 

350 

161 

189 

325 

25 

25 

t • B 

2 ROOMS . 

1 145 

792 

353 

1 085 

60 

60 

B B B 

3 ROOMS . 

2 771 

1 969 

802 

2 682 

89 

72 

B t ■ 

4 ROOMS . 

3 166 

2 017 

1 149 

2 895 

271 

248 

B B B 

5 ROOMS . 

2 216 

1 262 

954 

1 910 

306 

287 

B • B 

6 ROOMS . 

947 

575 

372 

815 

132 

124 

« • B 

7 ROOMS . 

228 

108 

120 

163 

65 

65 

B • • 

S ROOMS OR MORE . 

77 

53 

24 

60 

17 

8 

B • B 

median. 

3.9 

3.8 

4.1 

3.8 

4.6 

4.6 

B • B 

BEDROOMS 








OWNER OCCUPIED. 

15 602 

10 667 

4 935 

14 595 

1 007 

844 

B B B 

0 and I. 

2 199 

1 304 

895 

1 924 

275 

257 

B • B 


B 067 

5 728 

2 339 

7 574 

493 

419 

B B B 


3 883 

2 537 

1 346 

3 685 

198 

127 

• B B 

4 OR more . 

1 453 

1 098 

355 

1 412 

41 

41 

B • B 

RENTER OCCUPIED . 

10 852 

6 837 

4 015 

9 806 

1 046 

985 

IBB 

NONE. 

622' 

354 

268 

599 

23 

23 



4 521 

3 104 

1 417 

4 273 

248 

187 



4 270 

2 710 

1 560 

3 857 

413 

413 


3 OR MORE. 

1 439 

669 

770 

1 077 

362 

362 
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State and Small Areas 


Table 10. —Occupancy Characteristics, Units in Structure, and Year Structure Built eor Housing 
Units With Nonwhite Household Heads, eor the State, Inside and Outside SMSA’s, Urban and 
Rural: I960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Units in Structure 
Trailer 

Year Structure 
Built 


Persons 

Persons per Room 
Year Moved into 
Unit 


SUBJECT 


ALL OCCUPIED UNITS. . . . 

UNITS IN STRUCTURE 

OWNER OCCUPIED. 

It DETACHED . 

It ATTACHED . 

.. 

3 AND 4 . 

5 OR MORE . 

TRAILER . 

RENTER occupied . 

1, DETACHED . 

li ATTACHED . 

2 . 

3 ANO 4 . 

5 TO 9. 

10 TO .. 

20 TO 49. 

50 OR MORE. . . 

TRAILER. 


YEAR STRUCTURE BUILT 

OWNER OCCUPIED. 

1955 TO MARCH 1960. 

1950 TO 1954. 

1940 TO 1949. 

1939 OR EARLIER . 

RENTER OCCUPIED . 

1955 TO MARCH 1960. 

1950 TO 1954. 

1940 TO 1949. 

1939 OR EARLIER.. 


PERSONS 


OWNER OCCUPIED. 

1 PERSON. 

2 PERSONS . 

3 PERSONS. 

4 PERSONS . 

5 PERSONS . 

6 PERSONS . 

7 PERSONS . 

8 PERSONS OR MORE . 

MEDIAN. 

RENTER OCCUPIED 

1 PERSON. 

2 PERSONS . 

3 PERSONS . 

4 PERSONS . 

5 PERSONS . 

6 persons . 

7 PERSONS . 

8 PERSONS OR MORE . 

MEDIAN. 


PERSONS PER ROOM 

OWNER OCCUPIED.. 

0.50 OR LESS.. 

0.51 TO 0.75.. 

0.76 TO 1.00.. 

1.01 TO l.SO.. 

1.51 OR MORE. 

RENTER OCCUPIED . 

0.50 OR LESS. 

0.51 TO 0.75. 

0.76 TO l.OO. 

1.01 TO l.SO. 

1.51 OR MORE. 


year moved INTO UNIT 

OWNER OCCUPIED. 

1959 TO MARCH 1960. 

1958 . 

1957 . 

1954 TO 1956. 

1950 TO 1953. 

1940 TO 1949. 

1939 OR EARLIER . 

RENTER occupied . 

1959 TO MARCH 1960. 

1958 . 

1957. 

1954 TO 1956. 

1950 TO 1953. 

1940 TO 1949. 

1939 OR EARLIER . 


THE STATE 


RURAL 


URBAN I 


TOTAL 

INSIDE 
SMSA’S 

OUTSIDE 

SMSA’S 

TOTAL 

TOTAL 

nonfarm 

FARM 

26 525 

17 437 

9 088 

24 371 

2 154 

1 915 

239 

15 662 

10 463 

5 199 

14 417 

1 245 

1 085 


14 448 

9 491 

4 957 

13 219 

1 229 

1 069 

9 9 9 

431 

349 

82 

431 

• • • 

• 9 • 

9 9 9 

467 

417 

50 

467 

t • • 

• 9 • 

9 9 9 

146 

12B 

18 

146 

• $ • 

9 9 9 

9 9 9 

60 

46 

14 

60 

• • • 

9 9 9 

9 9 9 

110 

32 

78 

94 

16 

16 

... 

10 946 

7 009 

3 937 

10 003 

943 

865 

9 9 9 

6 741 

4 020 

2 721 

6 150 

591 

513 

9 9 9 

964 

624 

340 

808 

156 

156 

9 9 9 

1 244 

997 

247 

1 233 

11 

11 

9 9 9 

1 216 

965 

251 

1 139 

77 

77 

9 9 9 

513 

326 

187 

427 

86 

86 

9 9 9 

114 

51 

63 

114 

• • • 

9 9 9 

9 9 9 

41 

14 

27 

41 

• t • 

9 9 9 

9 9 9 

34 

• • • 

34 

30 

4 

4 

9 9 9 

79 

12 

67 

61 

18 

18 

9 9 9 

15 625 

10 500 

5 125 

14 436 

1 189 

1 026 


782 

492 

290 

698 

84 

84 

9 9 9 

1 281 

1 094 

187 

1 191 

90 

78 

9 9 9 

1 814 

1 490 

324 

1 697 

117 

102 

9 9 9 

11 748 

7 424 

4 324 

10 850 

898 

762 

... 

10 900 

6 937 

3 963 

9 935 

965 

889 


595 

257 

338 

435 

160 

160 

9 9 9 

843 

586 

257 

703 

140 

136 

9 9 9 

1 343 

947 

396 

1 233 

110 

106 

9 9 9 

8 119 

5 147 

2 972 

7 564 

555 

487 

9 9 9 

15 625 

10 500 

5 125 

14 436 

1 189 

1 026 


2 250 

1 344 

906 

2 038 

212 

205 

9 9 9 

4 687 

2 989 

1 698 

4 207 

480 

431 

9 9 9 

2 679 

1 917 

762 

2 520 

159 

120 

9 9 9 

1 733 

1 230 

503 

1 654 

79 

54 

9 9 9 

1 272 

834 

438 

1 181 

91 

74 

9 9 9 

1 195 

872 

323 

1 132 

63 

59 

9 9 9 

690 

466 

224 

619 

71 

53 

9 9 9 

1 119 

848 

271 

1 085 

34 

30 

9 9 9 

2.8 

3.0 

2.5 

2.9 

2.3 

2.2 

... 

10 900 

6 937 

3 963 

9 935 

965 

889 

... 

1 943 

1 231 

712 

1 837 

106 

103 

9 9 9 

2 417 

1 539 

878 

2 229 

188 

172 

9 9 9 

1 867 

1 258 

609 

1 709 

158 

150 

9 9 9 

1 562 

963 

599 

1 405 

157 


9 9 9 

1 072 

625 

447 

936 

136 


9 9 9 

822 

521 

301 

708 

114 


9 9 9 

504 

328 

176 

463 

41 

41 

9 9 9 

713 

472 

241 

648 

65 

62 

9 9 9 

3.1 

3. 1 

3.1 

3.0 

3.7 

3.6 

... 

15 625 

10 500 

5 125 

14 436 

1 189 

1 026 


7 579 

4 884 

2 695 

6 950 

629 

562 

9 9 9 

2 838 

1 996 

842 

2 663 

175 

137 

9 9 9 

2 485 

1 647 

838 

2 293 

192 

164 

9 9 9 

1 806 

1 312 

494 

1 673 

133 

114 

9 9 9 

917 

661 

256 

857 

60 

49 

... 

10 900 

6 937 

3 963 

9 935 

965 

889 

... 

3 133 

1 98B 

1 145 

2 870 

263 

252 

9 9 9 

1 886 

1 244 

642 

1 731 

155 

130 

9 9 9 

2 680 

1 608 

1 072 

2 391 

289 

267 

9 9 9 

1 864 

1 233 

631 

1 697 

167 

158 

9 9 9 

1 337 

864 

473 

1 246 

91 

82 

... 

15 625 

10 500 

5 125 

14 436 

1 189 

1 026 


1 544 

1 178 

366 

1 462 

82 

69 

9 9 9 

897 

657 

240 

865 

32 

26 

9 9 9 

906 

660 

246 

859 

47 

42 

9 9 9 

2 288 

1 725 

563 

2 102 

186 

165 

9 9 9 

1 908 

1 281 

627 

1 737 

171 

150 

9 9 9 

3 966 

2 639 

1 327 

3 705 

261 

229 

9 9 9 

4 116 

2 360 

1 756 

3 706 

410 

345 

... 

10 900 

6 937 

3 963 

9 935 

965 

889 


5 154 

3 113 

2 041 

4 670 

484 

469 

9 9 9 

1 484 

1 006 

478 

1 336 

148 

132 

9 9 9 

1 015 

704 

311 

940 

75 

75 

9 9 9 

1 450 

1 023 

427 

1 375 

75 

68 

9 9 9 

727 

461 

266 

664 

63 

48 

9 9 9 

621 

399 

222 

551 

70 

62 

9 9 9 

449 

231 

218 

399 

SO 

35 

• •. 
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Table 11. —Selected Equipment and Financial Characteristics of Housing Units With Nonwhite 
Household Heads, for the State, Inside and Outside SMSA’s, Urban and Rural: I960 

[Based on sample; see text. Data shown lor areas having 400 or more housing units with nonwhite household heads. Median not shown 
where base is less than 200; minus (—) after number indicates median below that number] 


Heating Equip. 
Clothes Washing 
Machine 
Clothes Dryer 
Home Food 
Freezer 


Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 


SUBJECT 

THE STATE 

URBAN* 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

FARM 

ALL occupied units. 

26 525 

17 437 

9 088 

24 371 

2 154 

1 915 

239 

HEATING EQUIPMENT 








STEAM OR HOT WATER.. 

624 

372 

252 

520 

104 

104 

« * • 

WARM AIR FURNACE. 

7 156 

5 8B4 

1 272 

6 672 

484 

463 

• • • 

FLOORt WALLt OR PIPELESS FURNACE. 

5 693 

4 056 

1 637 

5 483 

210 

196 

• • • 

BUILT-IN ELECTRIC UNITS . 

46 

20 

28 

40 

B 

a 

• • • 

OTHER MEANS WITH FLUE . 

10 272 

5 497 

4 775 

8 980 

1 292 

1 096 

• • • 

other means without flue. 

2 646 

1 563 

1 083 

2 594 

52 

44 

• • f 

NONE. 

66 

45 

41 

82 

4 

4 

• • • 

CLOTHES WASHING MACHINE 








WRINGER OR SPINNER. 

11 756 


4 307 

10 648 

1 lOB 

967 

... 

AUTOMATIC OR SEMI-AUTOMATIC. 

4 520 


1 497 

4 216 

304 

304 

• • • 

WASHER-DRYER COMBINATION. 

196 


39 

180 

18 

18 

• • * 

NONE. ... 

9 980 


3 107 

9 357 

623 

540 

f • • 

CLOTHES DRYER 








GAS HEATED. 

400 

248 

152 


• t • 

... 

. •. 

ELECTRICALLY HEATED . 

781 

390 

391 

643 

13B 

138 

• • » 

NONE. ... . 

25 273 


8 407 

23 35B 

1 915 

1 691 

• • • 

HOME FOOD FREEZER 








1 OR MORE . 

2 975 


980 

2 643 

332 

305 

... 

NONE. 

23 479 


7 970 

21 75B 

1 721 

1 524 

• . . 

AUTOMOBILES AVAILABLE 









14 007 

9 243 

4 764 

12 743 

1 264 

1 121 

... 


2 493 

1 708 

785 

2 282 

211 

195 

• • • 

3 OR MORE . 

301 

200 

101 

246 

55 

55 

• • • 

NONE... 

9 616 

6 316 

3 300 

9 093 

523 

458 

• • • 

AIR CONDITIONING 








ROOM UNITI 








.. 

2 53B 

1 601 

937 

2 37D 

168 

123 

• t • 

2 UR MORE.. 

487 

314 

173 

428 

59 

59 

t • • 

CENTRAL SYSTEM. 

123 

79 

44 

123 

• • • 

f t « 

• • • 

NONE. 

23 306 

15 510 

7 796 

21 480 

1 826 

1 647 

• • • 

TELEVISION SETS 









20 532 

13 856 

6 676 

19 134 

1 398 

1 262 

... 

2 OR MORE . 

682 

570 

112 

601 

81 

ai 

• • • 

NONE. 

5 240 

3 D78 

2 162 

4 666 

574 

4B6 

t t • 

RADIO SETS 









18 470 

12 838 

5 632 

17 170 

1 300 

1 114 

... 

2 OR MORE . 

3 797 

2 170 

1 627 

3 378 

419 

381 

t • • 

NONE. 

4 187 

2 496 

1 691 

3 853 

334 

334 

f • * 

VALUE 








OWNER OCCUPIED. 

14 456 

9 768 

4 688 

13 574 

aB2 

eB2 


LESS THAN SSiOOO. 

5 310 

2 370 

2 940 

4 770 

540 

540 


SSiOOO TO .. 

3 942 

3 000 

942 

3 820 

122 

122 

ft* 

STiSOO TO .. 

3 040 

2 578 

462 

2 952 

B8 

Ba 

* t • 

SlOfOOO TO .. 

1 307 

1 109 

198 

1 264 

43 

43 

ft * 

$12f500 TO .. 

443 

378 

65 

396 

47 

47 

• ft 

SlStOOO TO .. 

232 

201 

31 

206 

26 

26 

• t • 

$17«500 TO .. 

72 

60 

12 

64 

8 

8 

• * • 

$201 000 TO .. 

41 

25 

16 

37 

4 

4 

ft * 

$25t000 TO .. 

38 

20 

18 

38 

• • • 

• • • 

ft * 

S35t000 OR MORE . 

31 

27 

4 

27 

4 

4 

ft* 

MEDIAN . DOLLARS . 

6 200 

7 100 

5 000- 

6 300 

5 000- 

5 000- 

• • • 

GROSS RENT 








RENTER OCCUPIED . 

10 900 

6 937 

3 963 

9 935 

965 

965 

ft* 

LESS THAN S20 . 

117 

23 

94 

94 

23 

23 


$20 TO .. 

419 

193 

226 

358 

61 

61 


$30 TO .. 

819 

410 

409 

743 

76 

76 


$40 TO .. 

1 433 

973 

460 

1 366 

67 

67 


$50 TO .. 

1 785 

1 159 

626 

1 654 

131 

131 


$60 TO $69 . 

1 943 

1 415 

52B 

1 B81 

62 

62 


$70 TO $79 . 

1 433 

991 

442 

1 316 

117 

117 


sao TO $99. 

1 739 

1 213 

526 

1 543 

196 

196 

t * • 


327 

183 


307 

20 

20 

t • * 

$120 TO .. 

148 

77 


132 

16 

16 

t • * 


8 

a 


a 

• • • 

• • * 

ft* 

$200 OR MORE . 

• • • 

# • • 


• • • 

• • • 

• • # 



729 

292 

437 

533 

196 

196 

t * • 

MEDIAN.dollars . 

63 

64 

59 

63 

64- 

64 

t • • 


* 
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State and Small Areas 


Table 12. —^Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent Status Toikt Facf^*^ 

Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized CondSorfand Plumb. Bathing Fac. 
Areas: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 
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Table 12 . —Ten-ure, Vacancy Status, and Condition and Plumbing Facilities, tor SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960—Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 



STANDARD metropolitan STATISTICAL AREAS—CON. 

urbanized AREAS 


TOPEKA 1 

WICHITA 1 

TOPEKA 

WICHITA 

SUBJECT 

THE 

AREA 

SHAWNEE 

COUNTY 

TOPEKA 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

SEDGWICK 

COUNTY 

WICHITA 

UR8AN 

BALANCE 

RURAL 

ALL HOUSING UNITS. 

46 015 

39 948 

4 

6 063 

114 038 

88 478 

16 140 

9 420 

39 952 

99 361 

TENURE 1 COLOR 1 AND VACANCY 











STATUS 












43 625 

37 974 

• • • 

5 647 

103 422 

80 378 

14 412 

8 632 

37 978 

90 052 

OWNER OCCUPIED. 

29 015 

25 183 

• f • 

3 828 

68 924 

50 681 

11 659 

6 584 

25 187 

58 378 

PERCENT OF ALL OCCUPIED. 

66.5 

66.3 

• • t 

67.8 

66.6 

63.1 

80.9 

76.3 

66.3 

64.8 

WHITE. 

27 318 

23 516 

■ • • 

3 798 

65 779 

47 642 

11 572 

6 565 

23 520 

55 269 

NONWHITE . 

1 697 

1 667 

» • • 

30 

3 145 

3 039 

87 

19 

1 667 

3 109 

RENTER OCCUPIED. 

14 610 

12 791 

• * • 

1 819 

34 498 

29 697 

2 753 

2 048 

12 791 

31 674 

WHITE. 

13 417 

11 632 

• • • 

1 785 

32 075 

27 356 

2 690 

2 029 

U 632 

29 274 

NONWHITE . 

1 193 

1 159 

... 

34 

2 423 

2 341 

63 

19 

1 159 

2 400 

VACANT . 

2 390 

1 974 

• • I 

416 

10 616 

8 100 

1 728 

788 

1 974 

9 309 

YEAR ROUND . 

2 279 

1 923 

t • • 

356 

9 965 

7 568 

1 699 

698 

1 923 

8 761 

SOUND OR deteriorating . 

1 984 

1 703 

t • • 

281 

9 235 

6 996 

1 630 

609 

1 703 

8 131 

AVAILABLE .. 

1 451 

1 297 

• • * 

154 

8 149 

6 226 

1 464 

459 

1 297 

7 261 

FOR SALE ONLY . 

429 

3B0 

• • t 

49 

2 154 

1 198 

791 

165 

380 

1 755 

HOMEOWNER VACANCY RATE . 

1.5 

1.5 

• • • 

1.3 

3.0 

2.3 

6.4 

2.4 

1.5 

2.9 

FOR RENT . 

1 022 

917 

t t • 

105 

5 995 

5 028 

673 

294 

917 

5 506 

RENTAL VACANCY RATE. 

6.5 

6.7 

• • • 

5.5 

14.8 

14.5 

19.6 

12.6 

6.7 

14.8 

RENTED OR SOLD. AWAITING OCCUPANCY . 

175 

152 

• • • 

23 

357 

194 

93 

70 

152 

240 

held for OCCASIONAL USE . 

65 

34 

• t • 

31 

75 

34 

14 

27 

34 

45 

HELD FOR OTHER REASONS . 

293 

220 


73 

654 

542 

59 

53 

220 

565 

DILAPIDATED . 

295 

220 


75 

730 

572 

69 

89 

220 

630 

SEASONAL . 

111 

51 


60 

651 

532 

29 

90 

51 

548 

CONDITION AND PLUMBING 











ALL UNITS . 

46 010 

39 948 

• • • 

6 058 

113 989 

88 478 

16 131 

9 380 

39 952 

99 352 


37 703 

32 769 

• • • 

4 930 

96 979 

74 801 

14 B79 

7 299 

32 773 

84 590 

WITH ALL PLUMBING FACILITIES . 

35 368 

30 858 

• • t 

4 506 

93 798 

72 102 

14 697 

6 999 

30 862 

81 746 

LACKING ONLY HOT WATER. . . 

115 

67 

• • • 

48 

121 

76 

4 

41 

S7 

76 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 220 

1 844 

• • • 

376 

3 060 

2 623 

178 

259 

1 844 

2 768 

DETERIORATING . 

6 202 

5 381 

• « • 

821 

13 678 

11 051 

969 

1 658 

5 381 

11 87 i 

WITH ALL PLUMBING FACILITIES . 

4 151 

3 780 

• • ■ 

371 

10 642 

8 750 

746 

1 146 

3 780 

9 357 

LACKING ONLY HOT WATER .. 

96 

71 

• • • 

25 

125 

65 

29 

31 

7T. 

tiB 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 955 

1 530 

f • • 

425 

2 911 

2 236 

194 

481 

1 530 

2 426 

dilapidated . 

2 105 

1 798 

... 

307 

3 332 

2 626 

283 

423 

1 798 

2 891 


29 015 

25 183 

• « t 

3 828 

68 924 

50 681 

11 659 

6 584 

25 187 

58 378 


25 496 

22 195 

• • • 

3 297 

62 794 

46 133 

11 090 

5 571 

22 199 

53 331 

WITH ALL PLUMBING FACILITIES . 

24 758 

21 716 

* • • 

3 038 

62 190 

45 791 

10 998 

5 401 

21 720 

52 905 

lacking SOME OR ALL FACILITIES . 

738 

479 

• • • 

259 

604 

342 

92 

170 

479 

426 

DETERIORATING . 

2 744 

2 316 

• • • 

428 

5 165 

3 829 

488 

848 

2 316 

4 247 

WITH ALL PLUMBING FACILITIES . 

2 010 

1 807 

• • • 

203 

4 534 

3 491 

388 

655 

1 807 

3 813 

LACKING SOME OR ALL FACILITIES . 

734 

509 

• • t 

225 

631 

338 

100 

193 

509 


dilapidated . 

775 

672 

... 

103 

965 

719 

81 

165 

672 


RENTER OCCUPIED. 

14 610 

12 791 

• • « 

1 819 

34 498 

29 697 

2 753 

2 048 

12 791 

31 674 

SOUND. 

10 673 

9 271 

• • • 

1 402 

26 548 

22 999 

2 293 

1 256 

9 271 

24 571 

WITH ALL PLUMBING FACILITIES . 

9 328 

8 047 

• • • 

1 281 

24 655 

21 283 

2 226 

1 146 

8 047 

22 810 

lacking some or all FACILITIES. 

1 345 

1 224 

• • • 

121 

1 893 

1 716 

67 

no 

1 224 

1 761 

DETERIORATING. 

2 922 

2 618 

• • • 

304 

6 362 

5 367 

335 

660 

2 618 

5 653 

WITH ALL PLUMBING FACILITIES. 

1 846 

1 706 

• • • 

140 

4 836 

4 138 

259 

439 

1 706 

4 348 

lacking SOME OR ALL FACILITIES. 

1 076 

912 

• • • 

164 

1 526 

1 229 

76 

221 

912 

1 305 

dilapidated. 

1 015 

902 

... 

113 

1 588 

1 331 

125 

132 

902 


VACANT AVAILABLE FOR SALE. 

429 

380 

• • • 

49 

2 154 

1 198 

791 

165 

380 

1 755 

WITH ALL PLUMBING FACILITIES . 

405 

363 

• B t 

42 

2 117 

1 179 

785 

153 

363 

1 730 

LACKING SOME OR ALL FACILITIES . 

24 

17 

... 

7 

37 

19 

6 

12 



VACANT available FOR RENT . 

1 022 

917 

• •• 

105 

5 995 

5 028 

673 

294 

917 


WITH ALL PLUMBING FACILITIES . 

726 

649 

• • • 

77 

4 781 

3 919 

626 

236 

649 


LACKING SOME OR ALL FACILITIES . 

296 

268 

• •• 

28 

1 214 

1 109 

47 

58 

268 


ALL HOUSING UNITS . 

46 015 

39 948 

4 

6 063 


88 478 

16 140 

9 420 

39 952 

99 361 

WATER SUPPLY 











HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

43 352 

38 197 

• •• 

5 151 

111 332 

87 017 

15 718 

8 597 

38 201 

97 528 

only cold piped water INSIDE STRUCTURE . . 

1 623 

1 365 

• • • 

258 

1 483 

1 018 

192 

273 

1 365 


PIPED WATER OUTSIDE STRUCTURE . 

187 

150 

• • • 

37 

184 

122 

16 

46 

150 


NO PIPED WATER . 

848 

236 

• •• 

612 

990 

321 

205 

464 

236 


TOILET FACILITIES 











FLUSH TOILET. EXCLUSIVE USE . 

41 033 

35 991 

t • • 

5 038 

107 170 

83 047 

15 717 

a 406 

35 995 

93 538 

FLUSH TOILET. SHARED . 

2 404 

2 379 

t • • 

25 

4 646 

4 559 

55 

32 

2 379 


OTHER TOILET FACILITIES OR NONE . 

2 573 

1 578 

• •• 

995 

2 173 

872 

359 

942 

1 578 


BATHING FACILITIES 











bathtub OR SHOWER. EXCLUSIVE USE . 

40 767 

35 669 

• • • 

5 094 

106 851 

82 722 

15 655 

a 474 

35 673 

93 163 


2 315 

2 486 

t • • 

29 

4 789 

4 701 

59 

29 

2 466 

4 746 

NO bathtub or SHOWER . 

2 728 

1 793 

... 

935 

2 349 

1 055 

417 

877 

1 793 

1 443 







































































































































































18-18 


State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-|-) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


STANDARD METROPOLITAN STATISTICAL AREAS 


KANSAS CITY 


SUBJECT 





KANSAS 

PORTION 




THE 

AREA 

MISSOURI 

PORTION 


COUNTIES 


URBAN 

8ALANCE 

RURAL 



JOHNSON 

WYANDOTTE 

city" 

BATHROOMS 









ALL UNITS. 

354 971 

252 985 

101 986 

43 415 

58 571 

40 583 

48 047 



256 121 

185 402 

70 719 

24 667 

46 052 

31 815 

30 233 


1 PLUS PARTIAL . 

28 638 

18 935 

9 703 

6 395 

3 308 

2 050 

6 635 


2 OR MORE. 

33 085 

19 800 

13 285 

10 570 

2 715 

1 691 

9 931 


SHARED OR NONE . 

37 127 

28 848 

8 279 

1 783 

6 496 

5 027 

1 24a 


OWNER OCCUPIED . 

216 871 

142 960 

73 911 

34 905 

39 006 

24 912 

40 058 



153 974 

103 611 

50 363 

18 763 

31 600 

20 485 

24 127 


MORE THAN 1. 

55 168 

34 332 

20 836 

15 416 

5 420 

3 230 

15 388 

2 218 

SHARED OR NONE . 

7 729 

5 017 

2 712 

726 

1 986 

1 197 

543 

972 

RENTER OCCUPIED. 

114 602 

92 371 

22 231 

5 365 

16 866 

13 799 

5 892 

2 540 


87 945 

71 004 

16 941 

4 206 

12 735 

10 183 

4 946 

1 812 

MORE THAN 1. 

3 995 

2 974 

1 021 

514 

507 

431 

464 

126 

SHARED OR NONE . 

22 662 

18 393 

4 269 

645 

3 624 

3 185 

482 

602 

ROOMS 









ALL UNITS. 

355 012 

253 007 

102 005 

43 428 

5B 577 

40 589 

48 060 

13 356 

1 ROOM. 

13 155 

11 972 

1 183 

272 

911 

740 

219 

224 

2 ROOMS. 

24 438 

21 135 

3 303 

630 

2 673 

2 308 

, 573 

422 

3 ROOMS. 

39 702 

31 629 

8 073 

1 565 

6 508 

5 240 

1 692 

1 141 

4 ROOMS. 

62 997 

44 080 

18 917 

5 832 

13 085 

8 704 

7 481 

2 732 

5 ROOMS... 

101 331 

68 435 

32 896 

13 376 

19 520 

12 906 

16 381 

3 609 

6 ROOMS. 

66 462 

44 141 

22 321 

12 169 

10 152 

6 472 

12 691 

3 158 

7 ROOMS. 

28 570 

18 947 

9 623 

5 997 

3 626 

2 579 

5 683 

1 361 

8 ROOMS OR MORE. 

18 357 

12 668 

5 689 

3 587 

2 102 

1 640 

3 340 

709 

MEDIAN . 

4.9 

4.8 

5.1 

5.5 

4.8 

4.8 

5.4 

5.1 

OWNER OCCUPIED . 

216 842 

142 966 

73 876 

34 886 

38 990 

24 913 


8 947 

1 ROOM ... . 

395 

251 

144 

40 

104 

43 

32 

69 

2 ROOMS. 

1 570 

1 124 

446 

122 

324 

177 

138 

131 

3 ROOMS. 

6 611 

4 550 

2 061 

419 

1 642 

1 074 

588 

399 

4 ROOMS... 

32 248 

20 845 

11 403 

3 775 

7 628 

4 530 

5 296 

1 577 

5 ROOMS. 

77 283 

50 581 

26 702 

11 175 

15 527 

9 944 

14 056 

2 702 

6 ROOMS. 

56 859 

37 387 

19 472 

10 733 

8 739 

5 430 

11 590 

2 432 

7 ROOMS. 

25 332 

16 714 

8 618 

5 452 

3 166 

2 254 


1 087 

a ROOMS OR MORE. 

16 544 

11 514 

5 030 

3 170 

1 860 

1 461 

3 039 

53D 

MEDIAN . 

5.4 

5.4 

5.4 

5.7 

5.1 

5.2 

5.5 

5.4 

RENTER OCCUPIED. 

114 635 

92 369 

22 266 

5 384 

16 882 

13 798 

5 934 

2 534 

1 ROOM . 

9 093 

8 325 

768 

129 

639 

592 

128 

48 

2 ROOMS. 

19 259 

17 043 

2 216 

239 

1 977 

1 822 

314 

8D 

3 ROOMS. 

29 001 

23 888 

5 113 

776 

4 337 

3 757 

861 

495 

4 ROOMS... 

26 921 

20 542 

6 379 

1 546 

4 833 

3 776 

1 853 

750 

5 ROOMS. 

19 577 

14 815 

4 762 

1 463 

3 299 

2 526 

1 691 

545 

6 ROOMS. 

7 194 

5 187 

2 007 

814 

1 193 

898 

738 

371 

7 ROOMS. 

2 320 

1 706 

614 

206 

408 

288 

206 

120 

8 ROOMS OR MORE. 

1 270 

863 

407 

211 

196 

139 

143 

125 

MEDIAN . 

3.5 

3.4 

4.0 

4.5 

3.8 

3.7 

4.4 

4.4 

VACANT AVAILABLE FOR SALE. 

4 237 

2 824 

1 413 

960 


260 

823 

330 

1 TO 3 ROOMS . 

194 

141 

53 

9 


26 

11 

16 

4 ROOMS. 

399 

274 

125 

57 


44 

58 

23 

5 ROOMS. 

1 740 

1 272 

468 

285 


97 

304 

67 

6 ROOMS. 

1 310 

839 

471 

354 


62 

263 

146 

7 ROOMS OR MORE. 

594 

298 

296 

255 


31 

187 

78 


5.4 

5.3 

5.6 

5.9 


5.1 

5.6 

5.9 

VACANT AVAILABLE FOR RENT. 

12 184 

9 793 

2 391 

1 266 

1 125 

889 

625 

877 


2 934 

2 813 

121 

34 

87 

73 

31 

17 


2 642 

2 238 

404 

166 

238 

218 

42 

144 


2 673 

2 154 

519 

222 

297 

255 

151 

113 


2 017 

1 368 

649 

367 

282 

190 

207 

252 

5 ROOMS OR MORE. 

1 918 

1 220 

698 

477 

221 

153 

194 

351 


2.7 

2.4 

3.7 

4.1 

3.3 

3.1 

3.9 

4.2 

8EDR00MS 









ALL UNITS. 

354 047 

252 388 

101 659 

43 247 

58 412 

40 464 

47 849 

13 346 


24 125 

21 361 

2 764 

606 

2 158 

1 774 

463 

527 


70 806 

56 667 

14 139 

2 353 

11 786 

9 591 

2 944 

1 604 


123 185 

83 914 

39 271 

13 537 

25 734 

18 370 

16 164 

4 737 


108 615 

71 725 

36 890 

21 808 

15 082 

8 490 

23 251 

5 149 


27 316 

18 721 

8 595 

4 943 

3 652 

2 239 

5 027 

1 329 

OWNER OCCUPIED . 

217 639 

143 590 

74 049 

34 990 

39 059 

25 064 

39 940 

9 045 


16 946 

11 650 

5 296 

985 

4 311 

3 044 

1 400 

852 


83 814 

54 323 

29 491 

10 589 

18 902 

13 164 

13 098 

3 229 

4 OR MORE. 

93 771 

61 654 

35 117 

19 147 

12 970 

7 110 

20 935 

4 072 

23 108 

15 963 

7 145 

4 269 

2 876 

1 746 

4 507 

892 

RENTER OCCUPIED. 

113 854 

91 761 

22 093 

5 280 

16 813 

13 647 

6 010 

2 436 


17 986 

16 275 

1 711 

199 

1 512 

1 401 

253 

57 


47 458 

39 520 

7 938 

1 016 

6 922 

5 995 

1 391 

552 

3 OR MORE.1 

34 948 

26 615 

8 333 

2 294 

6 039 

4 706 

2 591 

1 036 

13 462 

9 351 

4 111 

1 771 

2 340 

1 545 

1 775 

791 
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Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms Bedrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; I960 — Con. Rooms 

(Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


SUBJECT 




STANDARD METROPOLITAN STATISTICAL 

AREAS— 

CON. 





urbanized areas 

TOPEKA 

WICHITA 1 

TOPEKA 

WICHITA 

THE 

AREA 

SHAWNEE 

COUNTY 

TOPEKA 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

SEDGWICK 

COUNTY 

WICHITA 

URBAN 

balance 

RURAL 

BATHROOMS 












1 


■ 



ALL UNITS. 

46 

001 

39 

939 


6 

057 

113 993 

88 

478 

16 

131 



39 944 

99 352 


33 

914 

29 

550 

• • • 

4 

359 

91 303 

71 

808 

12 

720 


IrUi] 

29 555 

79 676 

1 PLUS PARTIAL . 

3 

268 

3 

003 

• • • 


265 

6 901 

4 

808 

1 

Cal 


r.UJ 

3 003 

6 020 

Z OR MORE. 

3 

106 

2 

B50 

• • • 


256 

7 973 

5 

696 

1 

444 


833 

2 850 

7 010 

SHARED OR NONE . 

5 

713 

4 

536 

• • • 

1 

177 

7 816 

6 

166 


546 

1 

104 

4 536 

6 646 

OWNER OCCUPIED . 

28 

994 

25 

166 


3 

823 

68 896 

50 

670 

11 

653 

6 

573 

25 171 

58 361 


21 

405 

IB 

549 


2 

851 

54 373 

40 

498 

9 

108 

4 

767 

18 554 

45 956 

MORE than 1. 

S 

679 

5 

289 

• • t 


390 

12 882 

9 


2 

311 

1 

352 

5 289 

11 233 

shared or none . 

1 

910 

1 

328 

• • • 


582 

1 641 


^ 3 


234 


454 

1 328 

1 172 

RENTER OCCUPIED. 

14 

631 

12 

808 

« • • 

1 

823 

34 526 


708 

2 

759 

2 

059 

12 808 

31 691 


10 

988 

9 

696 

* » • 

1 

292 

29 082 


258 

2 

244 

1 

580 

9 696 

26 787 

MORE THAN .. 


536 


424 

• • • 


112 

1 315 




310 


64 

424 

1 219 

SHARED OR NONE . 

3 

107 

2 

688 

• • • 


419 

4 129 




205 


415 

2 6B8 

3 685 

ROOMS 

















ALL UNITS. 

46 

010 

39 

948 


6 

058 

113 989 


Em 

16 

131 

9 

380 

39 952 

99 352 

I ROOM . 

1 

255 

1 

187 

• • • 


68 

2 380 

2 

on 


75 


61 

1 187 

2 311 

Z ROOMS. 

2 

029 

1 

829 

• t • 


200 

5 143 

4 



302 


205 

1 829 

4 903 

3 ROOMS. 

5 

393 

4 

840 

• • * 


553 

14 105 

12 

773 


726 


606 

4 840 

13 390 

a ROOMS. 

9 

898 

8 

521 

• • * 

1 

377 

27 238 

22 

304 

3 

112 

1 

822 

8 521 

24 844 

5 ROOMS. 

13 

161 

11 

318 


1 

839 

33 752 

24 

544 

6 

716 

2 

492 

11 322 

28 169 

6 ROOMS.. 

B 

487 

7 

412 

• • % 

1 

075 

19 442 

13 

625 

3 

631 

2 

166 

7 412 

16 141 

7 ROOMS. 

3 

646 

3 

089 

• • • 


557 

t 242 

5 

016 

1 

012 

1 

214 

3 089 


8 ROOMS OR MORE. 

2 

141 

1 

752 

• • • 


389 

4 687 

3 

336 


557 


794 

1 752 

3 809 

MEDIAN . 


4.8 


4.8 

• ■ • 


5.0 

4.7 


4.6 


5.1 


5.3 

4.B 

4.7 

OWNER OCCUPIED . 

29 

015 

25 

183 

• • • 

3 

828 

68 924 

50 

681 

11 

659 

6 

584 

25 187 

58 378 

I ROOM . 


66 


58 

« • • 


8 

141 


93 


28 


20 

58 

117 

Z ROOMS . 


306 


237 

t • • 


69 

548 


368 


107 


73 

237 

463 

3 ROOMS . 

1 

387 

1 

067 

• • • 


320 

2 355 

1 

696 


324 


335 

1 067 

1 991 

4 ROOMS . 

5 

S53 

4 

669 

• 9 • 


884 

14 561 

11 

484 

1 

903 

1 

174 

4 669 

13 002 

5 ROOMS . 

9 

583 

8 

629 

• • • 


950 

25 D36 

18 

302 

4 

937 

1 

797 

8 633 

20 836 

6 ROOMS . 

7 

173 

6 

303 

• • • 


870 

IS 906 

11 

282 

2 

911 

1 

713 

6 303 

13 339 

7 ROOMS. 

3 

136 

2 

667 

• • • 


469 

6 348 

4 



952 


879 

2 667 

5 260 

8 ROOMS OR MORE. 

1 

Bll 

1 

553 

• • « 


258 

4 029 

2 



497 


593 

1 553 

3 370 

MEDIAN . 


5.3 


5.3 

t • • 


5.2 

5.2 




5.2 


5.4 

5.3 

5.2 

RENTER OCCUPIED. 

14 

610 

12 

791 

• • • 

1 

819 

34 498 

29 


2 

753 

2 

048 

12 791 

31 674 

I RODM . 


994 


960 

• « • 


34 

1 564 

1 

511 


33 


20 

960 

1 540 

2 ROOMS. 

1 

426 

1 

356 

• • « 


70 

3 271 

3 

077 


131 


63 

1 356 

3 188 

3 ROOMS. 

3 

575 

3 

443 

t « t 


132 

9 193 

8 

697 


293 


203 

3 443 

8 935 

4 ROOMS. 

3 

837 

3 

403 

• • • 


434 

9 952 

8 

741 


775 


436 

3 403 

9 375 

5 ROOMS . 

3 

038 

2 

252 

• • • 


786 

6 663 

5 

054 

1 

058 


551 

2 252 

5 742 

6 ROOMS . 

1 

075 


899 

• • • 


176 

2 597 

1 

909 


378 


310 

899 

2 137 

7 ROOMS . 


384 


313 

• • * 


71 

757 


440 


47 


270 

313 

460 

8 ROOMS OR MORE . 


281 


165 

• • • 


116 

501 


268 


38 


195 

165 

297 

MEDIAN . 


3.8 


3.7 

• • • 


4.8 

3.8 


3,7 


4.6 


5.0 

3.7 

3.7 

VACANT AVAILABLE FOR SALE . 


429 


380 

• • 9 


49 

2 154 

1 

198 


791 


165 

380 

1 755 

1 TO 3 ROOMS . 


18 


14 

9 9 9 


4 

72 


53 


8 


11 

14 

59 

4 ROOMS . 


68 


58 

9 9 9 


10 

475 


326 


113 


36 

58 

426 

5 ROOMS . 


171 


153 

9 9 9 


18 

985 


480 


454 


51 

153 

758 

6 ROOMS . 


126 


115 

9 9 9 


11 

469 


223 


193 


53 

115 

379 

7 ROOMS OR MORE . 


46 


40 

9 9 9 


6 

153 


116 


23 


14 

40 

133 

MEDIAN . 


3.3 


5.3 

9 9 9 


... 

5.0 


5.0 


5.1 


5.2 

5.3 

5.0 

VACANT available FOR RENT . 

1 

022 


917 

9 9* 


105 

5 995 

5 

028 


673 


294 

917 

5 506 

I ROOM . 


127 


118 

9 9 t 


9 

539 


497 


9 


33 

118 

506 

2 ROOMS. , 


187 


180 

9 9 9 


7 

950 


878 


37 


35 

180 

910 

3 ROOMS . 


280 


258 

9 9 9 


22 

2 041 

1 

930 


67 


44 

258 

1 981 

4 ROOMS. . . 


252 


213 

9 9 9 


39 

1 492 

1 

159 


263 


70 

213 

1 397 

5 ROOMS OR MORE . 


176 


148 

9 9 9 


28 

973 


564 


297 


112 

148 

712 

MEDIAN . . 


3.2 


3.1 

9 9 9 


3.9 

3.2 


3.1 


4.3 


4.0 

3.1 

3.2 

BEDROOMS 

















ALL UNITS . 

45 

944 

39 

918 

9 9 9 

6 

026 

113 583 

88 

288 

16 


9 

295 

39 918 

99 064 

NONE .. 

1 

898 

1 

777 

9 9 9 


121 

3 989 

3 

775 


101 


113 

1 777 

3 876 


9 

226 

8 

629 

9 9 9 


597 

21 513 

19 

285 

1 

147 

1 

081 

8 629 

20 195 


17 

345 

14 

899 

9 9 9 

2 

446 

46 559 

38 

107 

5 

029 

3 

423 

14 899 

42 084 


14 

086 

11 

805 

9 9 9 

2 

281 

34 469 

22 

479 

8 

416 

3 

574 

11 805 

27 185 

4 OR more. 

3 

389 

2 

808 

9 9 9 


581 

7 053 

4 

642 

1 

307 

1 

104 

2 808 

5 724 

OWNER OCCUPIED . 

28 

966 

25 

US 

9 9 9 

3 

851 

68 926 

50 

581 

11 

741 

6 

604 

25 115 

58 387 

0 AND .. 

2 

725 

2 

421 

9 9 9 


304 

4 204 

2 

998 


609 


597 

2 421 

3 533 


12 

183 

10 

438 


1 

745 

3D 477 

24 

720 

3 

269 

2 

488 

10 438 

27 353 


11 

351 

9 

937 

9 9 9 

'1 

414 

28 373 

18 

715 

6 

832 

2 

826 

9 937 

22 477 

4 OR MORE. 

2 

707 

2 

319 

9 9 9 


388 

5 872 

4 

148 

1 

031 


693 

2 319 

5 024 

RENTER OCCUPIED. 

14 

642 

12 

842 

9 9 9 

1 

800 

34 475 

29 

797 

2 

671 

2 


12 842 

31 665 

NONE. 

1 

610 

1 

568 

9 9 9 


42 

2 835 

2 

728 


41 


66 

1 568 

2 769 


5 

648 

5 

443 

9 • 9 


205 

13 512 

12 

707 


460 


345 

5 443 

13 004 


4 

490 

3 

908 

9 9 9 


582 

12 771 

11 

042 

1 

076 


653 

3 908 

11 866 

3 OR MORE. 

2 

894 

1 

923 

9 9 9 


971 

5 357 

3 

320 

1 

094 


943 

1 923 

4 026 
























































































































































































































18-20 


State and Small Areas 


Table 14. —Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 

[Based on sample; see text “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 


UNITS IN STRUCTURE 


STANDARD metropolitan STATISTICAL AREAS 


KANSAS CITY 


THE 

AREA 


MISSOURI 

PORTION 


KANSAS PORTION 


TOTAL 


COUNTIES 


JOHNSON 


WYANDOTTE 


KANSAS 

CITY 


URBAN 

BALANCE 


rural 


ALL UNITS. 

li DETACHED. 

li ATTACHED. 

.. 

3 AND .. 

S OR MORE. 

TRAILERl 

ON permanent foundation 

MOBILE . 


354 971 
246 075 
12 656 
19 870 
19 827 
53 568 


252 985 
158 846 
10 174 

15 423 

16 223 
SO 166 


101 986 
87 229 

2 482 
4 447 

3 604 
3 402 


43 415 
40 800 
362 
655 
751 
531 


58 571 
46 429 
2 120 
3 792 
2 853 
2 871 


40 583 
29 155 

1 928 
3 644 

2 805 
2 836 


48 047 
46 110 
438 
534 
332 
288 


13 356 
11 964 
116 
269 
467 
278 


176 
2 799 


123 
2 030 


53 

769 


36 17 

280 489 


215 


24 

321 


29 

233 


OWNER OCCUPIED 
li DETACHED. . . . 
li ATTACHED. , . . 

2 .•*...•*. 

3 AND 4. 

5 OR MORE. 

TRAILER. 


216 871 
199 146 
3 826 
6 026 
3 057 
2 lOS 
2 711 


142 960 
128 414 

3 148 

4 B34 
2 604 
2 009 
1 951 


73 911 
70 732 
678 
1 192 
453 
96 
760 


34 905 
34 362 
77 
103 
42 
25 
296 


39 006 
36 370 
601 
1 089 
411 
71 
464 


24 912 
22 654 
570 
1 031 
387 
66 
204 


40 058 
39 463 
87 
127 
49 
20 
312 


8 941 
8 615 
21 
34 
17 
10 
244 


RENTER OCCUPIED 
li DETACHED. . . . 
li ATTACHED. . . . 

2 .. 

3 AND 4. 

5 TO 9 . . . . • • 

10 TO 19 . 

20 TO 49 . 

50 OR MORE .... 
TRAILER. 


114 602 
35 603 

7 861 
12 276 
14 620 
16 65S 

8 831 

8 523 

9 969 
264 


92 371 
23 112 
6 155 
9 455 
12 196 
14 582 

8 345 
a 355 

9 969 
202 


22 231 
12 491 

1 706 

2 821 
2 424 
2 073 

486 

168 

62 


5 365 
4 218 
263 
415 
223 
182 
44 


16 866 
8 273 

1 443 

2 406 
2 201 
1 891 

442 

168 


13 799 
5 520 

1 290 

2 330 
2 177 
1 865 

438 

168 


5 892 
4 827 
329 
350 
222 
87 
44 


2 540 
2 144 
87 
141 
25 
121 
4 


20 


42 


11 33 


18 


VACANT AVAILABLE FOR RENT 

1 . 

2 TO 4. 

5 TO .. 

10 OR MORE . 


406 

9 938 

2 468 

085 

2 D87 

998 

889 

1 915 

974 

833 

1 499 

334 

599 

4 437 

162 


242 

357 

614 

182 

89 


226 

641 

360 

152 

73| 


928 

346 

357 

152 

73 


661 

422 

106 

44 

89 


879 

230 

511 

138 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . • . 
1929 OR EARLIER. . 


355 012 
15 683 
41 233 
51 857 
38 429 
36 324 
171 486 


253 007 
10 350 

28 207 

29 827 
23 388 
27 032 

134 203 


102 005 
5 333 
13 026 
22 030 
15 041 
9 292 
37 283 


43 428 

4 052 
8 513 

13 390 
8 595 
3 284 

5 594 


58 577 
1 281 
4 513 
8 640 
6 446 
6 008 
31 689 


40 589 
342 
1 169 
3 017 

3 446 

4 157 
28 458 


48 060 
3 242 
9 566 
16 940 
9 341 
3 811 
5 160 


13 356 

1 749 

2 291 
2 073 

2 254 
1 324 

3 665 


OWNER OCCUPIED . 

1955 TO MARCH i960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER. 


ALL HOUSING UNITS 


Basement 


216 

842 

142 

966 

45 

985 

30 

681 

39 

142 

21 

006 

26 

187 

15 

389 

105 

528 

75 

890 


73 

876 

34 

886 

15 

304 

10 

534 

18 

136 

11 

628 

10 

798 

6 

558 

29 

638 

6 

166 


990 24 

770 1 

5D8 1 

240 1 

472 


913 

40 016 

8 947 

109 

10 878 

3 317 

961 

14 767 

1 408 

924 

7 801 

1 073 

919 

6 570 

3 149 


355 016 


253 004 


102 012 


43 429 


58 5B3 


40 591 


48 064 


13 357 


BASEMENT . . 
CONCRETE SLAB 
OTHER. ... 


280 539 
24 470 
49 962 


207 294 
15 266 
30 425 


73 245 
9 204 
19 537 


30 292 
3 830 
9 293 


42 953 
5 374 
10 244 


32 084 
2 149 
6 350 


33 325 
5 124 
9 598 


7 836 
1 931 
3 589 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR! WALL. OR PIPELESS FURNACE . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE. 


S7 

225 

26 

36 

a 


704 

062 

690 

400 

199. 

119 

838 


53 

154 

15 

22 

5 


793 

3 911 

475 

70 587 

769 

10 921 

279 

121 

336 

13 863 

724 

2 395 

631 

207 


1 049 2 

34 835 35 

3 379 7 

83 

3 698 10 

308 2 

76 


862 

752 

542 

38 

165 

087 

131 


2 552 
23 888 
4 486 
25 
7 789 
1 742 
107 


1 

39 

4 

2 


065 

489 

636 

39 

410 

365 

56 


294 
7 210 
1 799 
57 
3 664 
288 
44 
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Table 14. Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 

1960—Con. 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


[Based on sample; see text. “U” denotes an unincorporated place] 


SUBJECT 



STANDARD METROPOLITAN 

STATISTICAL 

AREAS- 

-CON 

, 




I urbanized areas 

TOPEKA 

WICHITA 


EKA 

WICHITA 

THE 

AREA 

SHAWNEE 

COUNTY 

TOPEKA 

UR8AN 

BALANCE 

RURAL 

THE 

AREA 

SEDGWICK 

CDUNTY 

WICHITA 

URBAN 

BALANCE 

RURAL 

TOP 

UNITS IN STRUCTURE 

















ALL UNITS. 

46 001 

39 939 


6 

057 

113 993 

88 

478 

16 

131 

9 

384 

39 

944 

99 

352 


34 136 

29 475 

• • • 

4 

656 

84 718 

61 

778 

14 

355 

a 

585 

29 

480 

70 

986 


1 473 

766 

• • ■ 


707 

7 815 

7 

100 


555 


160 


766 

7 

627 


3 548 

3 528 

• • • 


20 

6 705 

6 

270 


403 


32 

3 

528 

6 

645 


2 777 

2 677 

• • • 


100 

7 018 

6 

886 


47 


85 

2 

677 

6 

925 


2 780 

2 753 

... 


27 

5 704 

5 

578 


111 


15 

2 

753 

5 

668 

ON PERMANENT FOUNDATION. 

70 

34 

• • • 


36 

100 


60 


13 


27 


34 


68 


1 217 

706 

... 


511 

1 933 


806 


647 


480 


706 

1 

433 

OWNER OCCUPIED . 

28 994 

25 166 

• • • 

3 

823 

68 896 

50 

670 

11 

653 

6 

573 

25 

171 

58 

361 

1) DETACHED. ..... . 

25 719 

22 465 

• « • 

3 

249 

62 753 

46 

045 

10 

725 

5 

983 

22 

470 

52 

855 

ii Attached.. 

328 

287 

• • • 


41 

1 890 

1 

492 


305 


93 


287 

1 

782 


1 127 

1 112 

• • 9 


15 

Ti 

I 

542 


20 


15 

1 

112 

1 

547 


403 

398 

• 9 9 


5 



491 


• • * 


16 


398 


491 

5 OR MORE... 

219 

214 

9 9 9 


5 



387 


• • • 


• • • 


214 


387 

TRAILER. 

1 198 

690 

... 


508 



713 


603 


466 


690 

1 

299 

RENTER OCCUPIED. 

14 631 

12 808 


1 

823 

34 526 

29 

708 

2 

759 

2 

059 

12 

808 

31 

691 

li DETACHED. . . 

6 903 

5 869 

9 9 9 

1 

034 

16 532 

12 

606 

2 

023 

1 

903 

5 

869 

13 

909 

ii attached. 

1 057 

416 

9 9 9 


641 

4 812 

4 

547 


205 


60 


416 

4 

739 


2 160 

2 155 

9 9 * 


5 

4 139 

3 

751 


371 


17 

2 

155 

4 

112 

3 ANO 4. 

2 080 

1 991 

9 9 9 


89 

4 733 

4 

670 


30 


33 

1 

991 

4 

696 

5 TO .. 

1 506 

1 496 

9 9 • 


10 

2 008 

1 

944 


64 


BD 

1 

496 

1 

987 

10 TO 19 . . ... 

420 

415 

9 9 9 


5 

931 


931 


• 


n 


415 


931 

20 TO 49 . 

183 

183 

9 9 • 


9 • 9 

815 


801 


9 


lE 


183 


810 

50 OR MORE . 

233 

233 

• ■ 9 


• • • 

305 


305 


t 




233 


305 

TRAILER . 

89 

50 

... 


39 

251 


153 


57 


41 


50 


202 

VACANT available FOR RENT. ...... 

1 071 

954 



117 

6 177 

5 

253 


659 


265 


954 

5 

703 


427 

323 

9 9 9 


104 

2 694 

1 

878 


592 


224 


323 

2 

268 

2 TO 4. 

452 

446 

• 9 9 


6 

2 411 

2 

346 


29 


36 


446 

2 

368 

5 TO 9. 

155 

151 

« 9 9 


4 

613 


570 


38 


5 


151 


608 

10 OR MORE . 

37 

34 

9 9 9 


3 

459 


459 


• . * 


. •. 


34 


459 

YEAR STRUCTURE BUILT 

















all UNITS. 

46 010 

39 948 


6 

058 

113 989 

88 

478 

16 

131 

9 

380 

39 

952 

99 

352 

1959 TO MARCH I960 . 

1 S94 

1 206 

9 9 9 


388 

4 245 

1 

892 

1 

611 


742 

1 

206 

3 

213 

1955 TO 1958 . 

5 986 

4 460 

9 9 • 

1 

526 

16 968 

9 

706 

5 

348 

1 

914 

4 

460 

12 

548 

1950 TO 1954 . 

6 750 

5 985 

9 • • 


765 

26 675 

19 

012 

5 

989 

1 

674 

5 

985 

23 

113 

1940 TO 1949 . 

4 914 

4 387 

9 9 4 


523 

22 591 

20 

191 

1 

514 


886 

4 

391 

21 

578 

1930 TO 1939 .. . 

4 652 

4 241 

9 9 9 


411 

12 200 

10 

657 


656 


887 

4 

241 

11 

242 

1929 OR earlier. 

22 114 

19 669 

... 

2 

445 

31 310 

27 

020 

1 

013 

3 

277 

19 

669 

27 

658 

OWNER OCCUPIED.. 

29 015 

25 183 

... 

3 

828 

68 924 

50 

681 

11 

659 

6 

584 

25 

187 

58 

378 

1955 TO MARCH 1960 . 

5 447 

4 343 

9 9 9 

1 

104 

16 551 

9 

152 

5 

176 

2 

223 

4 

343 

12 

135 

1950 TO 1954 .'. . . 

5 oas 

4 531 

9 9 9 


554 

18 225 

12 

390 

4 

435 

1 

400 

4 

531 

IS 

406 

1940 TO 1949 . 

3 405 

3 083 

9 9 9 


318 

12 817 

U 

342 


909 


566 

3 

087 

12 

178 

1939 OR EARLIER.. 

15 078 

13 226 

... 

1 

852 

21 331 

17 

797 

1 

139 

2 

395 

13 

226 

18 

659 

ALL HOUSING UNITS. 

46 015 

39 948 

4 

6 

063 

114 038 

88 

478 

16 

140 

9 

420 

39 

952 

99 

361 

BASEMENT 

















BASEMENT . 

29 776 

26 620 


3 

151 

52 078 

44 

605 

4 

013 

3 

460 

26 

625 

47 

557 

CONCRETE SLAB. 

5 818 

5 221 

• 9 9 


597 

19 246 

13 

417 

4 

169 

1 

660 

5 

221 

16 

377 

OTHER. 

10 407 

a 098 

9 9 9 

2 

309 

42 669 

30 

456 

7 

949 

4 

264 

8 

098 

35 

418 

HEATING EQUIPMENT 

















STEAM OR HOT WATER . 

2 377 

2 208 

9 9 9 


169 

4 529 

4 

210 


226 


93 

2 

208 

4 

421 

WARM AIR FURNACE . 

27 142 

23 904 

9*9 

3 

234 

49 IBl 

35 

544 

9 

900 

3 

737 

23 

908 

41 

323 

FLOOR 1 WALLi OR PIPELESS FURNACE. 

7 379 

6 533 




36 537 

30 

614 

3 

900 

2 

023 

6 

533 

33 

727 

built-in ELECTRIC UNITS. 

53 

24 




238 


124 


41 


73 


24 


154 

OTHER MEANS WifH FLUE. 

8 213 

6 538 




20 706 

15 

828 

1 

817 

3 

061 

6 

538 

17 

363 

OTHER MEANS WITHOUT FLUE . 

740 

666 

9 9 9 


74 

2 700 

2 

101 


247 


352 


666 

2 

307 

NONE. 

106 

75 

... 


31 

98 


57 


... 


41 


75 


57 
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State and Small Areas 


Table 15.—Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Population 

OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 

[Based on sample; see text. “U” denotes an unincorporated place] 


Persons per Room 
Year Moved into Unit 
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Table 15. —Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Population Persons per Eoom 
OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. "U” denotes an unincorporated place] 




STANDARD METROPOLITAN 

STATISTICAL 

AREAS—CON 

• 



1 URBANIZED AREAS 

1 TOPEKA 

1 WICHITA 


WICHITA 

THE 

AREA 

SHAWNEE 

COUNTY 

TOPEKA 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

SEDGWICK 

COUNTY 

WICHITA 

URBAN 

BALANCE 

RURAL 

TOPEKA 

136 205 

116 071 

■ 

20 lie 

339 969 

252 583 

55 388 

31 

998 

116 087 

288 720 

3. 1 

3.1 


3.6 

3.3 

3.1 

3.8 


3.7 

3.1 

3.2 

3.2 

3.2 


3.4 

3.4 

3.3 

3.a 


3.6 

3.2 

3.4 

2.9 

2.8 


4.0 

3.0 

2.8 

3,9 


4.1 

2.8 

2.9 

99 965 

76 652 


9 9 1 

216 902 

163 353 

• « « 


• • 9 

85 769 

ISa 861 

3.0 

3.0 



3.1 

3.0 

... 


... 

3.0 

3.1 

43 623 

37 974 

4 

5 647 

103 422 

80 378 

14 412 

a 

632 

37 978 

90 052 

29 015 

25 183 


3 828 

68 924 

50 681 

11 659 

6 

584 

25 187 

58 378 

3 083 

2 768 

» • • 

315 

5 948 

4 922 

531 


495 

2 768 

5 331 

9 443 

8 270 

» • t 

1 173 

19 016 

14 828 

2 370 

1 

ai8 

8 270 

16 686 

5 420 

4 683 

• • • 

737 

13 259 

9 974 

2 230 

1 

055 

4 683 

11 402 

5 032 

4 311 

• • • 

717 

13 923 

9 703 

2 749 

1 

471 

4 315 

11 422 

3 214 

2 740 

• • • 

474 

9 068 

6 lie 

2 106 


844 

2 740 

7 353 

1 653 

1 397 

• • • 

256 

4 369 

2 931 

992 


446 

1 397 

3 564 

691 

583 

• • « 

108 

1 786 

1 124 

402 


260 

583 

1 358 

479 

431 

... 

48 

1 555 

1 DSl 

279 


195 

431 

1 262 

2.9 

2.8 

... 

3.1 

3.2 

3.1 

3.a 


3.4 

2.8 

3.1 

14 610 

12 791 


1 819 

34 498 

29 697 

2 753 

2 

048 

12 791 

31 674 

3 252 

3 143 

f • • 

109 

7 574 

7 262 

197 


115 

3 143 

7 420 

3 962 

3 621 

• • • 

341 

8 891 

8 037 

451 


403 

3 621 

a 362 

2 682 

2 393 

t • • 

289 

6 557 

5 667 

507 


383 

2 393 

6 048 

2 113 

1 716 

• • • 

397 

5 397 

4 296 

695 


406 

1 716 

4 780 

1 384 

1 026 

• t ■ 

358 

3 051 

2 303 

468 


280 

1 026 

2 627 

715 

526 

• • • 

189 

1 647 

1 187 

252 


20 a 

526 

1 356 

259 

194 

• • • 

65 

682 

459 

109 


114 

194 

532 

243 

172 

... 

71 

699 

486 

74 


139 

172 

549 

2.5 

2.4 


3.9 

2.6 

2.4 

3.8 


3.8 

2.4 

2.5 

29 015 

25 183 


3 828 

68 924 

50 681 

11 659 

6 

584 

25 187 

58 378 

14 274 

12 620 

• • • 

1 654 

29 235 

22 865 

3 594 

2 

776 

12 620 

25 622 

6 621 

5 712 

t • • 

909 

16 501 

12 189 

2 827 

1 

485 

5 712 

14 064 

5 733 

4 910 

t * • 

819 

16 562 

11 217 

3 728 

1 

617 

4 914 

13 315 

1 944 

1 607 

• • • 

337 

S 457 

3 668 

1 285 


504 

1 607 

4 480 

443 

334 

... 

109 

1 169 

742 

225 


202 

334 

897 

14 610 

12 791 


1 819 

34 498 

29 697 

2 753 

2 

048 

12 791 

31 674 

4 659 

4 246 

f • • 

413 

11 331 

10 189 

550 


592 

4 246 

10 596 

3 368 

3 017 

• » • 

351 

8 428 

7 379 

598 


451 

3 017 

7 793 

4 531 

3 853 

• 9 • 

678 

9 746 

8 147 

1 023 


576 

3 853 

8 842 

1 48 8 

1 202 

t • • 

286 

3 796 

2 997 

478 


321 

1 202 

3 364 

564 

473 


9l 

1 197 

985 

104 


108 

473 

1 079 

29 015 

25 183 


3 828 

68 924 

50 681 

11 659 

6 

584 

25 187 

58 378 

4 228 

3 492 


736 

10 302 

6 873 

2 291 

1 

138 

3 492 

8 378 

2 626 

2 243 

9 9* 

383 

6 840 

4 619 

1 492 


729 

2 243 

5 606 

2 453 

2 151 

9 9# 

302 

5 758 

3 879 

1 295 


584 

2 151 

4 741 

5 457 

4 818 


635 

16 206 

11 250 

3 687 

1 

269 

4 822 

13 116 

4 131 

3 591 

* 9 9 

540 

12 620 

9 628 

1 910 

1 

082 

3 591 

11 291 

5 831 

5 133 

• 9 9 

698 

11 389 

9 796 

729 


864 

5 133 

10 420 

4 289 

3 755 

... 

534 

5 809 

4 636 

255 


918 

3 755 

4 826 

14 610 

12 791 

9 9 9 

1 819 

34 498 

29 697 

2 753 

2 

048 

12 791 

31 674 

7 685 

6 963 

9 9 9 

722 

19 241 

16 538 

1 961 


742 

6 963 

17 896 

2 307 

1 674 

9 9 9 

633 

4 538 

3 949 

325 


264 

1 674 

4 195 

1 030 

926 

9 9 9 

104 

2 519 

2 284 

115 


120 

926 

2 374 

1 503 

1 382 

9 9 9 

121 

3 846 

3 449 

164 


233 

1 382 

3 572 

879 

795 

9 9 9 

84 

2 034 

1 697 

118 


219 

795 

1 798 

780 

672 

9 9 9 

108 

1 632 

1 337 

67 


228 

672 

1 393 

426 

379 

... 

47 

688 

443 

3 


242 

379 

446 


SUBJECT 


population 


population in housing UNITSi 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSi 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

PERSON . 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 


MEDIAN 


RENTER OCCUPIED. 

PERSON . 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 


MEDIAN 


PERSONS PER room 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 

RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.V5 . . . 
0.76 TO 1.00 . . . 
l.Ol TO 1.50 . . . 
1.51 OR MORE . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 
.. 

1957 . 

1954 TO 1956 . . . 
1950 TO 1953 . . . 
1940 TO 1949 . . . 

1939 DR EARLIER. . 

RENTER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 
1950 TO 1953 . . . 

1940 TO 1949 . . . 
1939 OR EARLIER. . 












































































































18-24 


State and Small Areas 


Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Av.iil. 
Autoniohilc.'i Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS 


KANSAS CITY 


SUBJECT 

THE 

AREA 

MISSOURI 

PORTION 

KANSAS PORTION 

TOTAL 

COUNTIES 

KANSAS 

CITY 

URBAN 

balance 

RURAL 

JOHNSON 

WYANDOTTE 

ALL OCCUPIED UNITS . 

331 477 

235 335 

96 142 

40 270 

55 872 

38 711 

45 950 

11 481 

heating fuel 








■I 

UTILITY GAS. 

300 593 

212 606 

87 987 

36 987 

51 000 

35 975 

44 556 


FUEL OILi KEROSENEi ETC. 

13 404 

10 585 

2 819 

I 226 

1 593 

875 

708 


COAL OR COKE . 

4 937 

3 515 

1 422 

297 

1 125 

677 

249 


ELECTRICITY. 

495 

283 

212 

118 

94 

75 

6l 

76 

BOTTLED I TANKt oR LP GAS. 

9 815 

7 125 

2 690 

1 376 

1 314 

563 

288 

1 839 

OTHER FUEL.. . 

2 0B5 

1 132 

953 

266 

687 

506 

88 

359 

NONE. 

164 

105 

59 

... 

59 

40 

• • • 

19 

WATER HEATING FUEL 









UTILITY GAS. 

294 443 

2D9 232 

85 211 

35 959 

49 252 

34 917 

43 306 

6 988 

ELECTRICITY. 

12 992 

9 414 

3 578 

1 957 

1 621 

709 

1 106 

1 673 

COAL OR COKE . 

1 356 

1 059 

297 

134 

163 

78 

157 

62 

BOTTLED 1 TANK* OR LP GAS. 

9 593 

7 044 

2 549 

1 145 

1 404 

640 

467 

1 442 

FUEL OILi KEROSENE, ETC. 

1 746 

1 635 

111 

56 

55 


63 

18 

OTHER FUEL ... . 

1 002 

413 

589 

74 

515 


57 

97 

NONE... 

10 361 

6 554 

3 807 

945 

2 862 


704 

1 201 

COOKING FUEL 









UTILITY GAS... 

237 313 

173 760 

63 553 

20 035 

43 518 

32 326 

26 047 

5 180 

ELECTRICITY. 

77 240 

49 574 

27 666 

18 339 

9 327 

4 872 

18 932 

3 862 

BOTTLED, TANK, OR LP GAS . 

13 352 

9 422 

3 930 

1 714 

2 216 

975 

759 

2 196 

FUEL OIL, KEROSENE, ETC. 

B59 

697 

162 

58 

104 

84 

40 

38 

COAL OR COKE . 

692 

386 

306 

32 

274 

186 

76 

44 

other fuel . 

971 

564 

407 

56 

351 

186 

60 

161 

NONE .... . 

1 066 

948 

118 

36 

82 

82 

36 

... 

CLOTHES WASHING MACHINE 









WRINGER or SPINNER . 

9B 715 

67 622 

31 093 

7 597 

23 496 

16 761 

9 239 

S 093 

AUTOMATIC OR SEMI-AUTOMATIC. 

131 810 

85 267 

46 543 

26 979 

19 564 

11 453 

30 263 

4 827 

WASHER-DRYER COMBINATION . 

6 067 

4 267 

1 800 

993 

807 

519 

1 121 

160 

NONE. 

94 901 

78 195 

16 706 

4 701 

12 005 

9 978 

5 327 

1 401 

CLOTHES DRYER 









GAS HEATED . 

35 325 

20 871 

14 454 

8 474 

5 980 

3 377 

9 618 

1 459 

ELECTRICALLY HEATED. 

27 101 

16 964 

10 137 

7 688 

2 449 

1 152 

7 771 

1 214 

NONE. 

269 067 

197 516 

71 551 

24 108 

47 443 

34 182 

28 561 

6 808 

HOME FOOD FREEZER 









1 OR MORE. 

54 897 

37 232 

17 665 

9 439 

8 226 

4 305 

9 656 

3 704 

NONE. 

276 596 

198 119 

78 477 

30 831 

47 646 

34 406 

36 294 

7 777 

TELEPHONE AVAILABLE 










287 623 

201 235 

86 388 

37 954 

48 434 

33 109 

43 559 

9 720 


43 854 

34 100 

9 754 

2 316 

7 438 

5 602 

2 391 

1 761 

AUTOMOBILES AVAILABLE 










190 018 

135 212 

54 806 

21 490 

33 316 

22 883 

25 188 

6 735 


68 061 

4D 675 

27 386 

16 083 

11 303 

6 004 

17 465 

3 917 


7 170 

4 782 

2 388 

1 307 

1 081 

720 

1 199 

469 


66 224 

54 662 

11 562 

1 390 

10 172 

9 104 

2 098 

360 

AIR CONDITIONING 









ROOM UNITl 










53 801 

36 793 

17 008 

10 591 

6 417 

4 537 

11 107 

1 364 

2 OR more. 

17 719 

11 853 

5 866 

3 788 

2 078 

1 308 

■5 952 

606 

CENTRAL SYSTEM . 

10 515 

5 469 

5 046 

4 384 

662 

445 

4 486 

115 


249 458 

181 236 

68 222 

21 507 

46 715 

32 421 

26 405 

9 396 

TELEVISION SETS 










262 578 

1B5 016 

77 562 

31 142 

46 420 

32 003 

35 938 

9 621 

2 OR MORE. 

34 478 

23 089 

11 389 

7 312 

4 077 

2 493 

7 929 

967 


34 437 

27 246 

7 191 

1 816 

S 375 

4 215 

2 083 

893 

RADIO SETS 










188 944 

136 821 

52 123 

17 872 

34 251 

24 390 

21 175 

6 558 

Z OR MORE* •••*•••••*•••••• 

112 941 

77 068 

35 873 

20 654 

15 219 

9 553 

22 370 

3 950 


29 608 

21 462 

8 146 

1 744 

6 402 

4 768 

2 405 

973 
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18-25 


Table 16.— Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heatine Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Cloches Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 


ALL OCCUPIED UNITS 


HEATING FUEL 


utility gas. 

FUEL OILi KEROSENEI ETC. 

COAL OR COKE . 

ELECTRICITY. 

bottled I TANK I OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS. 

electricity. 

COAL OR COKE . 

BOTTLED I TANK I OR LP GAS 
FUEL OILi KEROSENE, ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED, tank, OR LP GAS 
FUEL OILi KEROSENE, ETC. 

COAL OR COKE . . 

other FUEL . 

NONE. 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE. 


CLOTHES DRYER 


GAS HEATED . . . . . 
ELECTRICALLY HEATED. 
NONE.. 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 

2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNITl 

1 . 

2 Or more. . 
CENTRAL SYSTEM 

none. 


TELEVISION SETS 


1 . . . . 

2 OR MORE. 
NONE . . . 


radio sets 


1 . . . . 

2 OR MORE 
NONE . . . 




STANDARD METROPOLITAN 

STATISTICAL 

AREAS- 

-CON 

. 




I urbanized areas 

1 TOPEKA 

1 WICHITA 


EKA 

WICHITA 

THE 

AREA 

SHAWNEE 

COUNTY 

TOPEKA 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

SEDGWICK 

COUNTY 

WICHITA 

URBAN 

balance 

RURAL 

TOP 


43 625 

37 974 

■ 

5 647 

103 422 

80 

378 

14 

412 

8 

632 

37 

97B 

90 

052 


37 959 

36 090 


1 S69 

95 501 

78 

094 

13 

409 

3 

998 

36 

090 

66 

824 


2 824 

934 


1 890 

2 292 


900 


583 


809 


934 

1 

442 


592 

456 


136 

482 


269 


117 


96 


456 


366 


20 

• • * 


20 

233 


159 


t • • 


74 


• U 


159 


1 S26 

3B1 


1 445 

4 559 


840 


250 

3 

469 


381 

1 

090 


387 

96 

* • « 

291 

334 


116 


53 


165 


96 


151 


35 739 

34 069 

• • « 

1 670 

92 609 

76 

095 

12 

946 

3 

568 

34 

069 

64 

440 


3 650 

1 703 

t t • 

1 947 

4 857 

2 

062 


847 

1 

948 

1 

703 

2 

831 


IB 

18 

« • « 

• 8 • 

104 


104 


• • W 


• 9 9 


16 


104 


1 B99 

532 

• « • 

1 367 

3 994 


927 


401 

2 

666 


532 

1 

291 


112 

73 

• • • 

39 

133 


115 


• f • 


16 


73 


115 


16 

16 

■ • • 

« • • 

125 


83 


• • • 


42 


16 


83 


2 174 

1 546 

• • • 

628 

1 579 


992 


218 


369 

1 

546 

1 

166 


26 749 

25 371 

• t • 

1 378 

63 673 

53 

885 

7 

441 

2 

347 

25 

371 

59 

061 


14 003 

11 394 

• • • 

2 609 

33 843 

24 

455 

6 

044 

3 

344 

11 

394 

2B 

065 


2 56B 

964 

• • • 

1 604 

5 187 

1 

603 


863 

2 

721 


964 

2 

407 


f • » 

• • • 

• • • 

• • • 

159 


37 


42 


80 


• • • 


79 


3B 

18 

• « « 

20 

81 


81 


« • • 


• t • 


IS 


81 


60 

40 

• t • 

40 

144 


41 


• • t 


103 


40 


41 


170 

170 

• • • 


314 


276 


22 


16 


170 


296 


12 304 

10 204 


2 100 

20 649 

15 

971 

1 

962 

2 

716 

10 

204 

17 

565 


20 155 

17 371 

f « • 

2 584 

53 927 

39 

375 

10 

152 

4 

200 

17 

571 

45 

972 


1 250 

1 213 

f « • 

37 

3 034 

2 

288 


511 


235 

1 

213 

2 

527 


9 699 

a 969 

• at 

930 

25 791 

22 

544 

1 

787 

1 

460 

8 

969 

23 

966 


3 314 

2 968 


346 

5 209 

3 

718 

1 

077 


414 

2 

968 

4 

476 


6 505 

5 077 

• • • 

1 428 

19 756 

13 

156 

4 

646 

1 

954 

5 

077 

16 

373 


33 789 

29 912 


3 877 

78 436 

63 

504 

b 

689 

6 

243 

29 

912 

69 

203 


7 523 

5 534 


1 989 

20 250 

13 

207 

4 

238 

2 

805 

5 

534 

16 

116 


36 085 

32 423 

» • • 

3 662 

83 151 

67 

171 

10 

174 

5 

806 

32 

423 

73 

934 


39 046 

34 113 


4 929 

89 297 

69 

261 

12 

869 

7 

167 

34 

117 

77 

all 


4 579 

3 861 

• • • 

718 

14 125 

11 

117 

1 

543 

1 

465 

3 

861 

12 

241 


25 607 

22 333 


3 274 

60 676 

47 

368 

7 

972 

5 

336 

22 

333 

52 

325 


10 066 

8 244 

• t • 

1 822 

27 666 

19 

376 

5 

644 

2 

646 

8 

244 

23 

441 


1 497 

1 172 

• • t 

325 

3 252 

2 

493 


440 


319 

1 

172 

2 

mm 


6 455 

6 225 


230 

11 818 

11 

141 


361 


316 

6 

225 

11 

440 


10 823 

10 021 


802 

27 946 

22 

428 

3 

617 

1 

901 

10 

021 

24 

646 


3 187 

3 033 

• • • 

154 

9 872 

8 

247 

1 

256 


369 

3 

033 

9 

104 


2 548 

1 740 

t t • 

806 

7 818 

5 

641 

1 

597 


580 

1 

740 

6 

995 


27 050 

23 163 

• # • 

3 887 

57 765 

44 

062 

7 

942 

5 

761 

23 

163 

49 

307 


36 386 

31 533 


4 853 

65 011 

65 

365 

12 

004 

7 

642 

31 

533 

73 

207 


2 613 

2 340 

• t • 

473 

9 121 

6 

954 

1 

733 


434 

2 

340 

8 

266 


4 409 

4 084 

• # • 

325 

9 269 

6 

059 


675 


535 

4 

084 

a 

577 


24 394 

21 313 


3 081 

58 409 

45 

630 

7 

344 

5 

435 

21 

313 

50 

574 


16 115 

13 846 

t t • 

2 269 

36 976 

28 

121 

6 

216 

2 

639 

13 

846 

32 

335 


3 099 

2 798 

... 

301 

8 016 

6 

627 


852 


537 

2 

798 

7 

143 


















































































































































18-26 


State and Small Areas 


Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, Value Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: uration o 

1960 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U" denotes an unincoiporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


SUBJECT 



STANDARD METROPOLITAN 

STATISTICAL AREAS 



KANSAS CITY 

THE 

AREA 

MISSOURI 

PORTION 

KANSAS PORTION 

TOTAL 

1 COUNTIES 

KANSAS 

CITY 

URBAN 

BALANCE 

RURAL 

JOHNSON 

WYANDOTTE 

value 









OWNER OCCUPIED . 

19B 266 

129 075 

69 191 

33 204 

35 987 

22 967 

39 448 

6 776 

LESS THAN £5t000 . 

13 503 

a 449 

5 054 

550 

4 504 

3 667 

748 

639 

$5t000 TO 57i400 . 

23 906 

15 130 

8 776 

942 

7 834 

6 276 

1 719 

781 

S7i5O0 TO $9i900 .. . . 

31 833 

22 150 

9 683 

1 451 

8 232 

5 769 

3 012 

902 

5IOiOOO TO S12i4O0 . . 

35 564 

24 502 

11 062 

4 096 

6 966 

3 922 

6 030 

1 no 

SIZiSOO TO S14t900 . 

32 136 

22 314 

9 822 

5 503 

4 319 

1 706 

7 159 

957 

SlSiOOO TO SI7i400 . 

22 871 

15 446 

7 425 

5 351 

2 074 

795 

5 907 

723 

5171500 TO 519>900 . 

13 395 

8 175 

5 220 

4 418 

602 

265 

4 430 

525 

5201000 TO 5241900 . 

12 364 

7 262 

5 102 

4 379 

723 

273 

4 171 

650 

525>000 TO 534>900 . . 

7 906 

3 752 

4 154 

3 810 

344 

168 

3 653 

333 

535>000 OR MORE. 

4 768 

1 895 

2 893 

2 704 

189 

126 

2 619 

148 

MEDIAN . DOLLARS . 

12 100 

11 900 

12 500 

16 900 

9 200 

8 200 

15 400 

12 400 

VACANT AVAILABLE FOR SALE. 

4 259 

2 036 

1 421 

994 

427 

260 

843 

318 

LESS THAN 55 >000 ... 

191 

123 

68 

11 

57 

48 

3 

17 

55>000 TO 59>900 . 

659 

473 

186 

12 

174 

115 

40 

31 

510)000 TO 514)900 ............ 

1 204 

965 

239 


97 

54 

165 

20 

515)000 TO 519)900 ... . 

1 no 

792 

318 


56 

23 

236 

59 

520)000 TO 524)900 . 

543 

234 

309 


12 

3 

139 

147 

525)000 OR MORE. 

552 

251 

301 


31 

17 

240 

44 

MEDIAN PRICE ASKED . DOLLARS . 

15 300 

14 300 

18 400 

21 200 

9 500 

8 600 

19 600 

21 100 

BROSS RENT 









RENTER OCCUPIED. 

113 741 

91 817 

21 924 

5 091 

16 833 

13 798 

5 934 

2 192 

LESS THAN 520. 

509 

444 

65 

16 

49 

41 

a 

16 

520 To 529 . .... 

2 793 

2 367 

426 

31 

395 

378 

24 

24 

530 TO 539 . 

7 241 

6 471 

770 

79 

691 

653 

69 

46 

540 TO 549 . 

11 308 

9 530 

1 778 

176 

1 602 

1 464 

191 

123 

550 TO 559 . 

15 933 

13 168 

2 765 

296 

2 469 

2 263 

317 

165 

560 TO 569 . 

16 600 

13 314 

3 286 

419 

2 867 

2 527 

466 

293 

570 TO 579 . 

14 412 

11 789 

2 623 

459 

2 164 

1 779 

521 

323 

5B0 TO 599 . 

20 473 

15 921 

4 552 

968 

3 564 

2 779 

1 259 

514 

5100 TO 5119 . 

10 260 

6 005 

2 255 

812 

1 443 

844 

1 136 

275 

5120 TO 5149 . 

5 310 

4 132 

1 178 

722 

456 

264 

784 

no 

5150 TO 5199 . 

2 627 

1 864 

743 

648 

95 

66 

636 

39 

5200 OR MORE . 

753 

636 

115 

91 

24 

24 

91 

• ■ • 

NO CASH RENT . 

5 522 

4 154 

1 368 

374 

994 

694 

432 

242 

MEDIAN . DOLLARS . 

70 

69 

75 

98 

69 

67 

99 

79 

contract rent 









RENTER OCCUPIED. 

113 741 

91 817 

21 924 

5 091 

16 633 

13 798 

5 934 

2 192 

LESS THAN 520. 

1 041 

801 

240 

48 

192 

156 

32 

52 

520 TO 529 . 

4 637 

3 767 

870 

111 

759 

687 

79 

104 


10 649 

8 880 

1 769 

202 

1 567 

1 436 

166 

167 

$40 TO 559 . . 

33 872 

27 475 

6 397 

856 

5 539 

4 616 

950 

631 

$60 TO $79 . . 

33 508 

26 985 

6 523 

1 320 

5 203 

4 193 

1 643 

667 

$80 TO $99 . 

14 735 

11 805 

2 930 

748 

2 182 

1 547 

1 169 

214 

$100 TO $149 . 

S 200 

6 614 

1 566 

1 221 

365 

240 

1 258 

88 

$150 OR MORE.. . 

1 577 

1 336 

241 

209 

32 

29 

205 

7 

NO CASH RENT . . 

5 522 

4 154 

1 368 

374 

994 

694 

432 

242 

median . DOLLARS . 

62 

62 

63 

77 

60 

58 

78 

60 

VACANT AVAILABLE FOR RENT. 

12 043 

9 651 

2 392 

1 231 

1 161 

889 

640 

863 

LEdS IHATr~S3D$ • 

927 

733 

194 

139 

55 

43 

4 

147 

S30 TO S39 

1 674 

1 687 

187 

93 

94 

79 

18 

90 

i»4u rO 5S9 

4 449 

3 514 

935 

471 

464 

382 

108 

445 

A6u 1u ***«**«5*»*5$«« • 

2 513 

1 972 

541 

182 

359 

266 

153 

122 

SBO TO 599 

922 

671 

251 

115 

136 

60 

130 

41 

SiOO TO Silv 

649 

487 

162 

139 

23 

23 

135 

4 

uW 7T0RE 

709 

587 

122 

92 

30 

16 

92 

14 

MEDIAN RENT ASKED (DOLLARS)« 









VACANT AVAILABLE FOR RENT. 

54 

54 

57 

55 

59 

57 

6a 

47 

WITH ALL UTILITIES IN RENT . 

50 

49 

5B 


54 




WITH SOME OR NO UTILITIES IN RENT. . . 

63 

66 

57 

53 

62 

60 

92 

47 

DURATION OF VACANCY 









VACANT AVAILABLE FOR SALE. 

4 276 

2 850 

1 426 

998 

426 

254 

850 

322 

LESS THAN 4 MONTHS . 

3 102 

1 979 

1 123 

839 

284 

169 

687 

267 

4 UP TO 6 MONTHS . 

412 

329 

83 

49 

34 

24 

41 

18 

6 months or more . 

762 

542 

220 

110 

no 

61 

122 

37 

VACANT AVAILABLE FOR RENT. 

12 487 

10 005 

2 4B2 

1 267 

1 215 

932 

640 

910 

LESS THAN 1 MONTH. 

4 709 

4 258 

451 

156 

293 

237 

121 

93 

1 UP TO 4 MONTHS . . . .. 

5 271 

4 348 

923 

394 

529 

465 

353 

105 

4 UP TO 6 MONTHS . 

723 

539 

1B4 

42 

142 

87 

28 

69 

6 MONTHS OR MORE ........ . 

1 784 

860 

924 

673 

251 

143 

138 

643 
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State and Small Areas 


Table 18.—Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: I960 

[Some data based on sample; see text “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

HUTCH¬ 

INSON 

LAW¬ 

RENCE 

PRAIRIE 

VILLAGE 

SALINA 

SUBJECT 

HUTCH¬ 

INSON 

LAW¬ 

RENCE 

PRAIRIE 
V1LLAQE 

SALINA 

ALL HOUSING UNITS. 

13 

329 

9 

758 

7 

191 

14 

304 

CONDITION AND PLUMB 1 NO—CON . 









TENUREi COLOR 1 AND VACANCY 









RENTER OCCUPIED. 

4 

257 

3 

462 


377 

5 

357 

STATUS 










3 

164 

2 

797 


365 

3 

636 










WITH ALL PLUMBING FACILITIES . 

2 

857 

2 

511 


361 

3 

353 

OCCUPIED . 

12 

369 

9 

170 

6 

969 

13 

483 

LACKING SOME OR ALL FACILITIES . 


327 


266 


4 


263 

OWNER OCCUPIED . 

b 

112 

5 

666 

6 

592 

8 

126 

DETERIORATING. 


625 


557 


12 

1 

291 

PERCENT OF ALL OCCUPIED. 

65.6 

62.0 

94.6 

60.3 

WITH ALL PLUMBING FACILITIES . 


611 


401 


12 


976 

WHITE. 

7 

906 

5 

350 

6 

584 

7 

963 

LACKING SOME OR ALL FACILITIES . 


214 


156 


« • . 


315 

NONWHITE . 


206 


338 


6 


143 



246 


128 


* • • 


430 

RENTER OCCUPIED. . ...... 

4 

257 

3 

4B2 


377 

5 

357 










WHITE. 

4 

136 

3 

217 


377 

5 

073 

VACANT AVAILABLE FOR SALE. 


146 


63 


132 


157 

NONWHITE . 


121 


265 




284 

with all PLUMBING FACILITIES . 


122 


76 


131 


154 










LACKING SOME OR ALL FACILITIES . 


24 


5 


1 


3 

VACANT . 


960 


568 


222 


821 










YEAR ROUND . 


687 


5B2 


219 


762 

VACANT AVAILABLE FOR RENT. 


445 


331 


19 


398 

SOUND OR DETERIORATING . 


736 


539 


216 


714 

WITH ALL PLUMBING FACILITIES . 


292 


243 


19 


295 

AVAILABLE. 


591 


414 


151 


555 

LACKING SOME OR ALL FACILITIES . 


153 


66 


• • • 


103 

homeowner VACANCY RATE . 


146 

i.e 


83 

1.4 


132 

2.0 


157 

1.9 










FOR RENT . 


445 


331 


19 


398 










RENTAL VACANCY RATE. 


9.5 


6.7 


4.6 


6.9 

ALL HOUSING UNITS. 

13 

329 

9 

758 

7 

191 

14 

3D4 

rented or sold. AWAITING OCCUPANCY . 


37 


42 


59 


79 










HELD FOR OCCASIONAL USE. 


20 


6 


1 


4 

WATER SUPPLY 









HELD FOR OTHER REASONS . 


90 


77 


5 


76 










DILAPIDATED. 


149 


43 


3 


66 

HOT ANO COLO PIPED WATER INSIDE STRUCTURE. 

12 

774 

9 

494 

7 

177 

13 

931 

SEASONAL . 


73 


6 


3 


39 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


323 


167 


9 


260 










PIPED WATER OUTSIDE STRUCTURE. 


39 


20 


4 


25 










NO PIPED WATER.. • • 


193 


77 


... 


BB 

CONDITION AND PLUMBING 


















ALL UNITS. 

13 

329 

9 

756 

7 

190 

14 

304 

TOILET FACILITIES 









SOUND. 

11 

062 

8 

351 

7 

161 

11 

363 










WITH ALL PLUMBING FACILITIES . 

10 

490 

7 

905 

7 

146 

10 

900 

FLUSH TOILET. EXCLUSIVE USE. 

12 

012 

6 

975 

7 

186 

13 

228 

LACKING ONLY HOT WATER . 


6 


7 


5 


4 

FLUSH TOILET. SHARED . 


769 


552 


t « • 


848 

LACKING OTHER PLUMBING FACILITIES. . . . 


564 


439 


8 


459 

OTHER TOILET FACILITIES OR NONE. 


546 


231 


4 


228 

DETERIORATING. 

1 

797 

1 

116 


25 

2 

243 










WITH ALL PLUMBING FACILITIES . 

1 

249 


626 


25 

1 

775 










LACKING only HOT WATER . 


24 


11 


• t « 


12 

BATHING FACILITIES 









LACKING OTHER PLUMBING FACILITIES. . . . 


524 


277 


• t • 


456 










dilapidated. 


470 


291 


4 


698 

Bathtub or shower, exclusive use . 

11 

961 

6 

906 

7 

162 

13 

146 










bathtub or shower, shareo. 


761 


564 


• t • 


648 

OWNER OCCUPIED . . 

b 

112 

5 

6BB 

6 

592 

6 

126 

NO bathtub or shower . . 


587 


266 


6 


310 

SOUND. 

7 

363 

5 

143 

6 

575 

7 

179 










WITH all plumbing facilities . 

7 

19B 

5 

053 

6 

571 

7 

062 










LACKING SOME OR ALL FACILITIES . 


165 


90 


4 


117 

bathrooms 









deteriorating. 


646 


419 


13 


766 










WITH ALL PLUMBING FACILITIES . 


492 


337 


13 


670 


10 

528 

7 

010 

3 

286 

11 

517 

LACKING some OR ALL FACILITIES . 


156 


82 


• . * 


96 

1 PLUS partial . 


613 


694 

1 

464 


853 

dilapidated.. 


101 


126 


4 


161 

2 OR MORE. 


757 


929 

2 

430 


674 










SHARED OR NONE . 

1 

431 


925 


10 

1 

260 
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Table 19. —Structural Characteristics, for Places of 2'5,000 to 50,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufRcient; see text “U” denotes an unincorporated place. Plus (-f) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 



1H ^ .i ! 

ll t j 5 i 


ALL UNITS 
1 ROOM .... 
a ROOMS. ... 

3 ROOMS. ... 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEpIAN .... 


LAW- PRAIRIE SALINA 
RENCE village 


7 190 14 304 
12 445 

5 712 

... 1 683 

369 3 618 

2 372 4 558 


PRAIRIE SALINA 
VILLAQE 


M i ’ ' 
^ In 1 


ALL UNITS. 

NONE. 

1 . 

2 . 

3 . 

4 OR MORE. . . . 


OWNER OCCUPIED 
1 TO 3 ROOMS . . . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. ..... 

8 ROOMS OR MORE. . 
MEDIAN ...... 


OWNER OCCUPIED 

0 ANO .. 

.. 

3 .. 

4 OR MORE. 


renter OCCUPIED. 

NONE. 

.. 

2 . 

3 OR MORE. . . . . . 


13 

329 

9 758 

7 

174 

14 

304 


489 

506 


.. • 


516 

2 

798 

2 189 


21 

2 

659 

5 

303 

3 359 

1 

447 

6 

162 

3 

545 

2 776 

4 

614 

3 

993 

1 

194 

928 

1 

092 


974 

8 

112 

5 688 

6 

518 

8 

126 


795 

554 


21 


571 

3 

387 

2 063 

1 

279 

3 

474 

2 

955 

2 322 

4 

238 

3 

204 


975 

749 


980 


877 

4 

257 

3 482 


451 

5 

357 


304 

322 


... 


426 

1 

616 

1 524 


... 

1 

795 

1 

712 

1 139 


146 

2 

396 


625 

497 


305 


740 


i' 'i 

i ' ^ l|'!' 




RENTER OCCUPIED 

1 ROOM ...... 

2 ROOMS. ..... 

3 ROOMS. 

4 ROOMS. ..... 

5 ROOMS. ..... 

6 ROOMS. ..... 

7 ROOMS OR MORE. . 

MEDIAN . 


UNITS IN STRUCTURE 


VACANT AVAILABLE FOR SALE. . . 

1 TO 3 ROOMS.. 

4 AND 5 ROOMS. 

6 ROOMS OR more.. 

MEDIAN ........ . 


ALL UNITS 
li DETACHED. , 

1. attached. . 

2. 

3 AND 4. . . . 

5 OR MORE. . . 
TRAILER. . . . 


vacant available for rent. 

1 ROOM.. . . , . 

2 ROOMS. ........... 

3 ROOMS. . . 

4 ROOMS. . . . 

5 ROOMS OR MORE. 

MEDIAN.. . , 


OWNER OCCUPIED 
1. detached. . . . 

li ATTACHED. . . . 

2 OR MORE. 

TRAILER. 


renter occupied 
l! detached. . . . 

1. ATTACHED. . . , 

2 . 

3 AND 4. .... , 

5 TO ... 

ID TO 19 . 

20 OR MORE .... 

trailer. 


13 

329 

9 758 

7 

190 

14 

304 ’ 'i'l rIS 

10 

300 

6 753 

7 

190 

10 

534 i : i:i ;. . 


356 

632 




928 ; i: ■ 


939 

707 


• • • 


989 ■ , ' ! 


820 

606 


• • « 


656 ■ -.lih' 


854 

867 


• • « 


704 1 : 


60 

193 




493 ■ ■ ■ i j •. 

8 

112 

5 688 

6 

590 

8 

126 il.'i-! :! 

7 

583 

4 987 

6 

590 

7 

199 1,: : ; I , 


99 

248 


• 9 • 


131 


378 

273 


• • • 


323 ! 1 -, ■ 


52 

180 


... 


473 'i 

4 

257 

3 482 


379 

5 

357 ii ,if'!:];] n 

2 

190 

1 411 


379 

2 

849 • ", 


219 

366 


t • • 


68’ .. ■' ul'ri 


605 

485 


• f« 


746 ,, , ; i 


586 

458 


»» • 




328 

329 


f # • 



183 

386 


t •« 


Lll ii'ili :? 


138 

34 


»• • 



■! 
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State and Small Areas 


Table 20.—Occupancy Characteristics, Year Built, and Heating Equipment, for Places of Struct. Built Sewage Disposal 

i Basement EopuJation 

25,000 TO 50,000 Inhabitants: I960 Heating Equipment Persons 

[Based on sample; see text. “tJ” denotes an unincorporated place] Source of Water Persons per Room 


subject 

HUTCH¬ 

INSON 

LAW¬ 

RENCE 

PRAIRIE 

VILLAGE 

SALINA 

SUBJECT 

HUTCH¬ 

INSON 

LAW¬ 

RENCE 

prairie 

V1LLAGE 

SALINA 

ALL HOUSING UNITS. 

13 

329 

9 

758 

7 

191 

14 

304 

POPULATION 









YEAR structure BUILT 









POPULATION IN housing UNITSt 1960. 

37 

199 

27 

378 

25 

388 

42 

225 










PER OCCUPIED UNIT. 


3.0 


3.0 


3.6 


3.1 










OWNER. 


3. 1 


3.2 


3.7 


3.2 

1955 TO MARCH 1960 . 

1 

249 

2 

282 

2 

102 

2 

924 

renter . 


2.8 


2.6 


3.5 


3.0 

1950 TO 1954 . 

1 

530 

1 

030 

3 

771 

2 

147 

POPULATION IN DWELLING UNITSi 1950 .... 

32 

3oa 

18 

755 


• • • 

25 

455 

1940 TO 1949 . 

1 

475 


702 

1 


1 

6S4 

PER OCCUPIEO UNIT. 


3.0 


3.0 


» « . 


3.0 


9 

075 

5 

744 


133 

7 

549 






■ 




BASEMENT 









ALL OCCUPIED UNITS . 

12 

369 

9 

170 



13 

463 

basement . 

7 

731 

6 

413 

5 

727 

10 

149 

PERSONS 









CONCRETE SLAB. 

1 

739 

1 

495 


799 

1 

757 










Other. 

3 

859 

1 

850 


664 

2 

398 



















OWNER OCCUPIED . 

S 

112 

5 

688 

6 

592 

a 

126 










1 PERSON . 

1 

147 


654 


173 


878 

heating equipment 









2 PERSONS. 

2 

758 

1 

798 

1 

504 

2 

577 










3 PERSONS. 

1 

309 

1 

043 

1 

294 

i 

592 










4 PERSONS. 

1 

236 


936 

1 

978 

1 

437 

STEAM OR HOT WATER . 


741 


627 


53 


571 

5 PERSONS. 


899 


757 

1 

043 


951 

WARM AIR FURNACE . 

5 

5B2 

5 

983 

7 

088 

B 

040 

6 PERSONS. 


397 


304 


428 


392 

FLOOR 1 WALLi OR PIPELESS FURNACE. 

2 

904 

1 

453 


33 

3 

653 

7 PERSONS. 


200 


138 


108 


168 

BUILT-IN ELECTRIC UNITS. 


13 


4 


B 


19 

8 PERSONS OR MORE. 


166 


58 


64 


131 

OTHER MEANS WITH FLUE. 

3 

960 

1 

492 


B 

1 

863 

MEDIAN . 


2.6 


2.9 


3.7 


2.9 

other means WITHOUT FLUE . 


116 


187 


« • t 


127 










NONE. 


13 


12 

■ 

» t • 


31 

RENTER OCCUPIED. 

4 

257 

3 

4S2 


377 

5 

357 










1 PERSON . 

1 

273 


7Y8 


17 


881 










2 PERSONS. 


980 

1 

158 


63 

1 

405 

SOURCE OF WATER 









3 PERSONS... 


639 


732 


106 

1 

234 










4 PERSONS... 


616 


429 


120 


96B 










5 PERSONS... 


414 


224 


56 


502 

PUBLIC system OR PRIVATE COMPANY . 

12 

279 

9 

596 


190 

14 

099 

6 PERSONS. 


217 


111 


12 


224 

INDIVIDUAL WELL. 


978 


115 

■ 

• • 


112 

7 PERSONS. 


46 


20 


3 


85 

OTHER. 


72 


47 

■ 

t • 


93 

a PERSONS OR MORE. .... . 


72 


30 


• • 


58 






■ 




MEDIAN . 


2.4 


2.3 


3.5 


2.B 

SEWAGE DISPOSAL 





■ 


















■ 




PERSONS PER ROOM 









PUBLIC SEWER . . . 

12 

777 

9 

353 

■ 

084 

14 

019 










SEPTIC TANK OR CESSPOOL. 


158 


221 

■ 

lEQ 


122 

OWNER OCCUPIED . 

8 

112 

5 

688 



8 

126 

OTHER OR NONE. 


394 


184 


5 


163 

0.50 OR less . 

4 

217 

2 

B95 



3 

871 










0.51 TO 1.00 . 

3 

310 

2 

451 



3 

649 










1.01 OR MORE . 


585 


342 




606 










RENTER OCCUPIED. 

4 

257 

3 

482 



5 

357 










0.50 OR LESS . 

1 

713 

1 

186 


DU 

1 

354 










0.51 TO 1.00 . 

2 

056 

2 

007 


254 

3 

143 










1.01 OR MORE . 


488 


289 


12 


860 
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Table 21. —Financial Characteristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: 1960 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (-|-) or minus (—) 
after number indicates median above or below that number] 
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Table 22.- 


-Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ARKANSAS 

CITY 


ALL HDUSINS UNITS, 


TENURE* COLOR* AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWHITE ......... 

renter occupied. 

WHITE. 

NONWHITE . 


VACANT . 

year ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE.. 

FOR SALE ONLY. 

homeowner VACANCY RATE .... 

FOR RENT . , . 

RENTAL VACANCY RATE. 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL ..... . 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 

lacking only HOT WATER . 

lacking OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES • . 

LACKING ONLY HOT WATER . 

lacking OTHER PLUMBING FACILITIES 

dilapidated. ... . 


OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
lacking some or all FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 
dilapidated. ... . 


renter occupied. 

SOUND.. • 

WITH ALL PUUMBING FACILITIES . 

lacking some or all facilities 
deteriorating. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 
dilapidated. .......... 


VACANT AVAILABLE FOR SALE* 
WITH ALL PLUMBING FACILITIES . 
lacking some or all FACILITIES 

VACANT available FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. ........ 

WATER SUPPLY 

HOT and cold piped water INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NP PIPED WATER.. 

TOILET facilities 

FLUSH toilet* exclusive USE. ...... 

FLUSH TOILET* SHARED ... 

other tqiuet facilities or none. .... 
bathing facilities 

bathtub or SHOWER* EXCLUSIVE USE .... 

bathtub or shower* shared. 

NO bathtub or shower.. • • 

bathrooms 


ATCHISON CHANUTE 


4 359 


4 911 
3 360 
66.4 
3 113 
147 
1 651 
1 548 
103 

507 

495 

454 

333 

43 

1.3 

290 

14.9 

26 

10 

B5 

41 

12 


5 418 


126 

197 

52 

43 


054 

203 

161 


MORE than 1. * 
SHARED OR NONE 


4 994 
195 
229 


4 478 
466 
474 


418 

134 

971 

18 

145 

110 

906 

12 

192 

174 

260 

790 

733 

57 

416 

356 

60 

54 

651 

097 

017 

80 

490 

413 

77 

64 

43 

42 

1 

290 

214 

76 


4 121 
2 656 
64.5 
2 396 
260 
1 465 
1 321 
144 

238 

219 

179 

121 

31 

1.2 

90 

5.8 

13 

6 

39 

40 
19 


4 359 
3 209 
3 008 
15 
186 
916 
627 
21 
268 
234 

2 656 
2 137 
2 041 
96 
434 
322 
112 
85 

1 465 
942 
858 
84 
431 
266 
165 
92 

31 

26 

5 

90 

52 

38 


COFFEY- 

VILLE 


3 695 
2 574 
69 .7 
2 507 
67 

1 121 
1 096 
25 

229 
182 
155 
105 
44 
1 .7 
61 
5.2 
16 
5 
29 
27 
47 


3 924 
3 352 
3 317 

35 
426 
390 

36 
146 

2 574 
2 316 
2 312 
4 

219 

199 

20 

39 

1 121 
913 
886 
27 
157 
149 
8 

51 

44 

43 

1 

61 

52 
9 


DODGE 

CITY 


5 992 
3 973 
66.3 
3 556 
417 
2 019 
1 806 
213 

727 

687 

590 

473 

92 

2.3 

386 

16.0 

13 

12 

87 

97 

40 


EL DORADO 


4 006 
226 
42 
85 


3 864 
211 
284 


3 777 
215 
367 


3 171 
559 
629 


719 

157 

844 

a 

305 

170 

862 

10 

298 

392 

973 

325 

231 

94 

496 

408 

BS 

152 

019 

406 

265 

141 

480 

318 

162 

133 

92 

83 

9 

386 

316 

70 


3 836 
59 


3 833 
28 
63 


3 794 
32 
98 


3 319 
494 
111 


257 

34§ 

44 

73 


6 116 
406 
197 


5 B65 
405 
449 


5 295 
556 
868 


4 267 
2 711 
63.5 
2 649 
62 
1 556 
1 544 
12 

239 

225 

188 

149 

42 

1.5 

107 

6.4 

6 

6 

27 

37 

14 


4 506 
3 380 
3 283 
8 
89 
931 
B05 
4 

122 

195 

2 711 
2 196 
2 180 
16 
439 
411 
28 

76 

1 556 
1 069 
992 

77 
407 
330 

77 

80 

42 

40 

2 

107 

91 

16 


EMPORIA 


S 948 


4 116 
2 622 

63.7 
2 578 

44 
1 494 
1 477 
17 

362 

321 

262 

220 

22 

O.S 

198 

11.7 
17 

4 

21 

59 

41 


4 478 
3 612 
3 492 


120 

6B0 

538 

142 

1B6 

622 

323 

303 

20 

25B 

226 

32' 

41 

494 

080 

010 

70 

334 

252 

82 

80 

22 

21 

1 

198 

152 

46 


4 386 
91 
4 
25 


4 253 
15B 
95 


4 232 
162 
112 


3 523 
690 
293 


4 334 
122 
4 
18 


4 186 
197 
95 


133 

195 

150 


3 583 
526 
369 


5 764 
3 750 
65. 1 
3 627 
123 
2 014 
1 983 
31 

184 

155 

139 

96 

26 

0.7 

70 

3.4 

10 

10 

23 

16 

29 


5 948 
4 986 
4 804 
8 

174 

874 

754 

12 

108 

SB 

3 750 
3 305 
3 275 
30 
394 
351 
43 
51 

2 014 
1 567 
1 420 
147 
414 
342 
72 
33 

26 

26 


GARDEN 

CITY 


GREAT 

BEND 


INDE¬ 

PENDENCE 


5 948 


3 802 

5 492 

3 431 

4 258 

3 564 

5 120 

3 271 

3 911 

2 069 

3 188 

2 161 

2 602 

58.1 

62.3 

66.1 

66.5 

2 039 

3 105 

2 161 

2 380 

30 

83 

• t • 

222 

1 495 

1 932 

1 110 

1 309 

1 465 

1 873 

1 110 

1 214 

30 

59 

... 

95 

238 

372 

160 

347 

207 

273 

141 

328 

174 

233 

139 

275 

114 

1B2 

107 

194 

23 

41 

32 

40 

1.1 

1.3 

1.5 

1.5 

91 

141 

75 

154 

5.7 

6.8 

6.3 

10.5 

15 

19 

10 

17 

2 

3 

5 

10 

43 

29 

17 

54 

33 

40 

2 

53 

31 

99 

19 

19 

3 802 

5 492 

3 431 

4 258 

3 206 

4 529 

3 224 

3 503 

3 IIB 

4 313 

3 130 

3 403 

16 

12 

a 

3 

72 

204 

86 

97 

397 

842 

191 

582 

326 

760 

166 

538 

13 

4 

« • « 

4 

5B 

78 

25 

40 

199 

121 

16 

173 

2 069 

3 188 

2 161 

2 602 

1 B6B 

2 827 

2 093 

2 263 

1 853 

2 796 

2 061 

2 251 

15 

31 

32 

12 

144 

330 

64 

286 

112 

306 

56 

270 

32 

24 

a 

16 

57 

31 

4 

53 

1 495 

1 932 

1 no 

1 309 

1 205 

1 459 

988 

1 031 

1 136 

1 355 

942 

963 

69 

104 

46 

6$ 

202 

427 

110 

219 

173 

394 

97 

197 

29 

33 

13 

22 

SB 

46 

12 

59 

23 

41 

32 

40 

22 

31 

29 

39 

1 

10 

3 

1 

91 

141 

75 

i 154 

84 

105 

69 

1 144 

7 

36 

1 6 

1 10 

3 802 

1 5 492 

1 3 431 

4 258 


5 825 
103 
16 
4 


5 708 
19B 
42 


5 643 
2U 
94 


4 677 
953 
318 


3 596 
138 
26 
42 


3 556 
102 
144 


3 547 
103 
152 


2 957 
540 
305 


5 369 
75 


5 212 
223 
57 


5 188 
223 
81 


4 294 
896 
301 


3 387 
40 


3 332 
63 
36 


3 312 
63 
56 


2 546 
752 
133 


4 137 
92 
3 

26 


4 073 
96 
89 


4 032 
109 
117 


3 372 
652 
234 
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Table 22. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, pob. Places op 
10,000 TO 25,000 Inhabitants: I960—Con. 

[Some data based on sample; see text “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac 
Bathrooms 


SUBJECT 

JUNCTION 

CITY 

LEAVEN¬ 

WORTH 

LIBERAL 

MANHATTAN 

newton 

OLATHE 

OTTAWA 

OVERLAND 
PARK (U) 

PARSONS 

PITTS¬ 

BURG 

WINFIELD 

ALL HOUSING UNITS. 

6 

427 

■ 

■ 

■ 

1 

7 

414 

5 

075 

3 

445 

3 

895 

6 

005 

5 

122 

7 

026 

4 

051 

TENURE) COLOR) AND VACANCY 























STATUS 























OCCUPIED . 

6 

003 

7 

220 

4 

095 

6 

865 

4 

753 

3 

161 

3 

633 

5 

769 

4 

594 

6 

584 

3 

766 

OWNER OCCUPIED . 

2 

835 

4 

581 

2 

477 

3 

627 

3 

225 

2 

006 

2 

446 

5 

139 

3 

138 

4 

503 

2 

448 

PERCENT OF ALL OCCUPIED. 

47.2 

63.4 

60.5 

52.8 

67.9 

63.5 

67.3 

89.1 

68,3 

68,4 

65.0 


2 

52B 

4 

103 

2 

454 

3 

529 

3 

132 

1 

950 

2 

377 

5 

139 

2 

935 

4 

427 

2 

383 

NONWHITE . 


307 


478 


23 


98 


93 


56 


69 


• • t 


203 


76 


65 

renter OCCUPIED. 

3 

16B 

2 

639 

1 

61B 

3 

238 

1 

528 

1 

155 

1 

187 


630 

1 

456 

2 

081 

1 

318 

WHITE.. . 

2 

641 

2 

326 

1 

545 

3 

025 

1 

476 

1 

113 

1 

150 


625 

1 

343 

2 

043 

1 

294 

NONWHITE . 


527 


313 


73 


213 


52 


42 


37 


5 


113 


38 


24 

VACANT . 


424 


380 


22B 


549 


322 


284 


262 


236 


528 


442 


285 

YEAR ROUND.. 


416 


370 


160 


522 


317 


278 


250 


235 


482 


349 


278 

SOUND OR DETERIORATING . 


3B7 


290 


152 


472 


256 


267 


222 


231 


369 


300 


258 

AVAILABLE. 


318 


193 


105 


395 


190 


247 


156 


164 


267 


1x1 


191 

FOR SALE ONLY. 


62 


59 


37 


35 


55 


83 


25 


92 


49 


50 


27 

homeowner vacancy rate . 


2.1 


1.3 


1.5 


1.0 


1.7 


4.0 


1.0 


1.8 


1.5 


1.1 


1.1 

FOR RENT.. • . 


256 


134 


68 


360 


135 


164 


131 


72 


2 ia 


141 


164 

RENTAL VACANCY RATE. 


7.5 


4.8 


4.0 

10.0 


8.1 

12.4 


9.9 

10.3 

13.0 


6.3 

11.1 

RENTED OR SOlO) AWAITING OCCUPANCY . 


28 


31 


20 


40 


21 


8 


17 


54 


12 


30 


12 

HELD FOR OCCASIONAL USE. 


5 


4 


3 


5 


8 


5 


17 




7 


6 


9 

HELD FOR OTHER REASONS . 


36 


62 


24 


32 


37 


7 


32 


13 


83 


73 


46 

OILAPIOATED. 


29 


80 


8 


50 


61 


11 


28 


4 


113 


49 


20 

SEASONAL . 


a 


10 


68 


27 


5 


6 


12 


1 


46 


93 


7 

CONDITION AND PLUMBING 























ALL UNITS. 

6 

427 

7 

600 

4 

323 

7 

414 

5 

075 

3 

445 

3 

895 

6 

005 

5 

122 

7 

026 

4 

051 

SOUND. 

5 

757 

5 

747 

3 

773 

6 

398 

3 

711 

3 

027 

3 

117 

5 

979 

3 

752 

5 

407 

3 

403 

WITH ALL PLUMBING FACILITIES . 

5 

2BB 

5 

495 

3 

689 

6 

136 

3 

633 

2 

677 

2 

875 

5 

969 

3 

671 

5 

130 

3 

300 

LACKING ONLY HOT WATER . 


8 


16 


... 




13 


8 


4 


5 


19 


8 


8 

LACKING OTHER PLUMBING FACILITIES. . . . 


461 


236 


B4 


262 


65 


142 


238 


5 


62 


269 


95 

DETERIORATING. 


493 

1 

246 


397 


760 


985 


379 


668 


23 

1 

015 

1 

350 


605 

WITH ALL PLUMBING FACILITIES . 


325 


840 


308 


654 


889 


279 


516 


13 


879 

1 

046 


439 

LACKING ONLY HOT WATER . 


16 


49 


4 


4 


8 


8 


24 


• • • 


14 


42 


20 

LACKING OTHER PLUMBING FACILITIES. . . . 


152 


357 


85 


102 


88 


92 


128 


10 


122 


262 


146 

DILAPIDATED. 


177 


607 


153 


256 


379 


39 


no 


3 


355 


269 


43 

OWNER OCCUPIED . 

2 

835 

4 

581 

2 

477 

3 

627 

3 

225 

2 

006 

2 

446 

5 

139 

3 

138 

4 

503 

2 

448 

SOUND. 

2 

653 

3 

831 

2 

286 

3 

364 

2 

579 

1 

866 

2 

074 

5 

131 

2 

505 

3 

745 

2 

216 

WITH ALL PLUMBING FACILITIES . 

2 

SBS 

3 

718 

2 

268 

3 

337 

2 

567 

1 

822 

2 

023 

5 

131 

2 

463 

3 

680 

2 

200 

LACKING SOME OR ALL FACILITIES . 


68 


113 


18 


27 


12 


44 


51 


• • • 


42 


65 


16 

DETERIORATING. 


134 


529 


161 


225 


468 


124 


320 


8 


545 


640 


224 

WITH ALL PLUMBING FACILITIES . 


110 


415 


133 


214 


444 


86 


249 


4 


484 


571 


195 

lacking some or all .. 


24 


114 


28 


11 


24 


3a 


71 


4 


61 


69 


29 

DILAPIDATED. 


48 


221 


30 


38 


178 


16 


52 


... 


88 


118 


8 

RENTER OCCUPIED. 

3 

168 

2 

639 

1 

618 

3 

238 

1 

528 

1 

155 

1 

187 


630 

1 

456 

2 

081 

1 

318 

SOUND. 

2 

783 

1 

708 

1 

315 

2 

634 


966 


940 


882 


620 


994 

1 

447 

1 

008 

WITH ALL PLUMBING FACILITIES ...... 

2 

46B 

1 

573 

1 

249 

2 

431 


922 


649 


736 


610 


970 

1 

262 


932 

LACKING SOME OR ALL FACILITIES . 


315 


135 


66 


203 


44 


91 


146 


10 


24 


185 


76 

deteriorating. 


291 


630 


192 


434 


426 


203 


263 


10 


284 


536 


293 

WITH ALL PLUMBING FACILITIES . 


181 


366 


151 


388 


382 


153 


214 


4 


248 


372 


192 

LACKING SOME OR ALL FACILITIES . 


no 


264 


41 


46 


44 


50 


49 


6 


36 


164 


101 

DILAPIDATED. 


94 


301 


111 


170 


136 


12 


42 


... 


178 


98 


17 

VACANT AVAILABLE FOR SALE. 


62 


59 


37 


35 


55 


83 


25 


92 


49 


50 


27 

WITH ALL PLUMBING FACILITIES . 


59 


50 


35 


35 


55 


82 


21 


92 


47 


49 


22 

LACKING SOME OR ALL FACILITIES . 


3 


9 


2 


... 


... 


1 


4 


... 


2 


1 


5 

VACANT AVAILABLE FOR RENT. 


256 


134 


68 


360 


135 


164 


131 


72 


218 


141 


164 

WITH ALL plumbing FACILITIES . 


173 


97 


63 


286 


104 


131 


82 


69 


198 


78 


135 

LACKING SOME OR ALL FACILITIES . 


83 


37 


5 


74 


31 


33 


49 


3 


20 


63 


29 

ALL HOUSING UNITS. 

6 

427 

7 

600 

4 

323 

7 

414 

5 

075 

3 

445 

3 

895 

6 

005 

5 

122 

7 

026 

4 

051 

WATER SUPPLY 



■ 




















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

6 

282 



4 

123 

7 

370 

4 

953 

3 

302 

3 

702 

5 

987 

4 

935 

6 

735 

3 

957 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


109 


377 


137 


36 


no 


104 


141 


9 


123 


256 


72 

PIPED WATER OUTSIDE STRUCTURE. 


8 


37 


la 


4 


4 


8 


16 


3 


19 


11 


• • 

NO PIPED WATER . 


28 

■ 

185 


45 


4 


8 


31 


36 


6 


45 


24 


22 

TOILET FACILITIES 























FLUSH TOILET) EXCLUSIVE USE. 

5 

812 

6 

690 

4 

090 

7 

021 

4 

876 

3 

221 

3 

553 

5 

987 

4 

853 

6 

512 

3 

829 

FLUSH TOILET) SHARED . 


570 


466 


96 


382 


156 


no 


229 


5 


157 


385 


196 

OTHER TOILET FACILITIES OR NONE. 


45 


444 


137 


11 


43 


114 


113 


13 


112 


129 


26 

BATHING FACILITIES 























BATHTUB OR SHOWER) EXCLUSIVE USE . 

5 

749 

6 

574 

4 

056 

6 

986 

4 

853 

3 

196 

3 

476 

5 

987 

4 

819 

6 

416 

3 

796 

bathtub or SHOWER. SHARED. 


578 


456 


96 


390 


152 


114 


242 


5 


147 


368 


208 

NO bathtub or SHOWER . 


100 


570 


171 


36 


70 


135 


177 


13 


156 


242 


47 

BATHROOMS 
























5 

087 

5 

7.46 

3 

356 

5 

590 

4 

087 

2 

726 

3 

009 

4 

071 

4 

183 

5 

702 

3 

242 

MORE THAN 1. 


638 


820 


686 

1 

394 


751 


442 


442 

1 

909 


558 


677 


523 

SHARED OR NONE . 


702 

1 

034 


281 


430 


237 


277 


444 


25 


381 


647 


286 
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State and Small Areas 


Table 23.—Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-I-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Dispos.il 


SUBJECT 


ARKANSAS 

ATCHISON 

CHANUTE 

CITY 



mu 

4 359 

3 924 


124 

12 


162 

92 


448 

287 


877 

723 

■ 1 766 

1 292 

1 521 

. 912 

773 

694 

• 339 

396 

334 

• 260 

287 

261 

. 4.8 

4.9 

5.1 

• 3 260 

2 656 

2 574 

• 184 

136 

88 

• 730 

466 

403 

• 1 199 

900 

1 056 

• 681 

592 

551 

. 466 

554 

476 

. 5.1 

5.3 


• 1 651 

1 465 


. 76 

99 


• 113 

116 

62 

. 251 

308 

166 

• 458 

344 

267 

. 446 

339 

398 

. 197 

167 

119 

• 110 

92 

97 

. 4.3 

4.1 

4.6 



44 



61 

IHKoa 



5 4l8 

4 359 

3 924 

■■ 

1 199 

552 


1 782 

1 889 


1 378 

1 483 

5 418 

4 359 

3 924 

4 595 

3 501 

3 555 

267 

435 

145 

306 

166 

141 

210 

239 

55 

40 

18 

28 

3 260 

2 656 

2 574 

3 100 

2 429 

2 500 

120 

209 

46 

40 

18 

28 

1 651 

1 465 

1 121 

1 185 

909 

856 

141 

237 

99 

194 

123 

121 

80 

146 

34 

51 

50 

11 

428 

195 

346 

SOB 

230 

184 

206 

135 

222 

4 276 

3 799 

3 172 

2 540 

3 503 

1 233 

696 

138 

448 

2 182 

718 

2 243 

88 

373 

105 

836 

1 688 

762 

1 921 

877 

1 563 

a 

8 

• • ■ 

1 947 

911 

1 307 

578 

429 

176 

40 

73 

11 

5 339 

4 259 

3 899 

40 

57 

10 

39 

43 

15 

5 228 

3 919 

3 658 

55 

208 

26 

135 

232 

40 


COFFEY- 

VILLE 


□ODQE 

CITY 


EL DORADO 


EMPORIA 


GARDEN 

CITY 


GREAT 

BEND 


INDE¬ 

PENDENCE 


ALL UNITS 
ROOM .... 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 

B ROOMS OR MORE 
MEDIAN .... 


OWNER OCCUPIED 
TO 3 ROOMS . . . 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS OR MORE. . 


RENTER OCCUPIED. 

ROOM. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS OR MORE. . . 


VACANT available FOR SALE. 

median . 


VACANT available FOR RENT. 
MEDIAN . 


ALL HOUSING UNITS. . 

BEDROOMS 


0 AND 1. . 

2. 

3 OR MORE. 


UNITS IN STRUCTURE 


ALL UNITS. 


1. 

2 . 

3 AtJO a. . 
5 OR MORE. 
TRAILER. . 


OWNER OCCUPIED 


2 OR MORE. 
TRAILER. . 


RENTER OCCUPIED. 


2 . 

3 AND 4. . 
5 TO 9 . . 
10 OR MORE 
TRAILER. . 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


BASEMENT 


basement . . . 

CONCRETE SLAB. 

other. 


HEATING equipment 


STEAM OR HOT WATER . 

WARM AIR furnace . 

FLOOR I WALL I OR PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS. .... 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 
NONE. 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE.. 


6 719 
153 
297 
937 

1 459 

2 252 
999 
404 
218 
4.7 

3 973 
286 
791 

1 594 
804 
498 
5.1 

2 019 
102 
158 
530 
494 
490 
151 

94 

3.9 

92 

4.9 

386 

3.5 


4 506 
108 
262 
573 

1 196 

1 179 
665 
213 
310 
4.6 

2 711 
168 
663 
864 
556 
460 
5.1 

1 556 
91 
204 
351 
476 
284 
91 
59 
3.a 

42 


107 

3.0 


4 506 


1 511 

2 913 
2 295 


6 719 
5 814 
247 
343 
283 
32 

3 973 
3 819 
122 
32 

2 019 
1 466 
152 
191 
160 
50 


518 
326 
558 
5 317 


714 
1 013 
4 992 


92 
660 
2 325 

2 065 
1 489 
BS 


6 609 
21 
B9 


6 466 
142 
111 


1 lOB 
1 911 
1 487 


4 506 
3 600 
331 
279 
255 
41 


711 

540 

135 

36 

556 

882 

229 

210 

137 

93 

5 


391 
600 
553 
2 962 


2 971 
566 
969 


270 
1 956 
908 
4 

1 26B 
B4 
16 


4 444 
30 
32 


378 

30 

98 


4 478 
Bb 
122 
536 
907 

1 434 
821 
356 
216 
4.9 

2 622 

BD 

426 

1 006 
612 
498 
5.3 

1 494 
56 
81 
341 
397 
370 
ISl 
68 
4.2 

22 


198 

3.3 


4 478 


933 
1 999 
1 546 


4 478 
3 860 
216 
175 
174 
53 

2 622 
2 485 
B4 
53 

1 494 
1 142 
130 
117 
58 
47 


556 
506 
452 
2 964 


1 247 
1 066 

2 165 


99 
1 175 
1 380 

1 623 
193 
B 


422 

26 

30 


4 329 
90 
59 


5 948 

75 
269 
686 
1 116 
1 735 
1 085 
536 
446 
5 

3 750 
203 
577 

1 323 
812 
835 
5 

2 014 

67 

231 

490 

493 

360 

241 

132 

3.9 

26 


70 

3.3 


3 S02 
79 
279 
452 
898 
973 
599 
246 
276 

4 

2 069 
129 
449 
659 
452 
3S0 

5 

1 495 
67 
172 
335 
405 
269 
133 
114 
3.9 

23 


91 

3.3 


5 492 
119 
198 
673 
1 543 
1 538 
694 
357 
370 
4.6 

3 lea 
228 
aiB 
1 045 
515 
582 
5.0 

1 932 
56 
101 
412 
646 
446 
152 
119 
4.1 

41 


141 

3.1 


3 431 
42 
121 
478 
846 
814 
507 
313 
310 
4.B 

2 161 
lOS 
469 
610 
441 
533 
5.3 

1 110 
3B 
B1 
350 
332 
183 
61 
65 
3.8 

32 


75 

3.4 


5 492 


3 431 


1 178 

2 398 
2 372 


5 948 
4 795 
322 
398 
321 
112 

3 750 
3 460 
182 
iOB 

2 014 
1 185 
243 
292 
173 
117 
4 


465 
3B2 
457 
4 644 


4 123 
542 
1 283 


376 
3 337 
1 135 
8 

997 

69 

26 


5 916 
32 


846 

71 

31 


894 
1 B84 
1 024 


3 802 
3 028 
246 

246 

247 
35 

2 069 
1 948 
94 
27 

1 495 
897 
181 
179 
174 
56 
8 


364 
437 
933 
2 068 


1 767 
689 
1 346 


209 
1 379 
1 070 
4 

1 045 
82 
13 


754 

10 

38 


610 

62 

130 


1 196 

2 587 
1 717 


5 491 
4 604 
. 396 
157 
206 
126 

3 187 
2 992 
SB 
107 

1 932 
1 400 
293 
112 
51 
57 
19 


615 
1 197 

1 098 

2 582 


2 102 
458 
2 931 


262 

1 895 

2 022 

1 232 
56 
25 


4 841 
596 
54 


5 335 
42 
114 


847 
1 202 
1 382 


3 431 
2 671 
407 
185 
128 
40 

2 161 
1 919 
206 
36 

1 110 
650 
213 
137 
96 
10 
4 


686 
506 
589 
1 650 


2 397 
531 
503 


217 
1 818 
830 
4 

550 

12 


3 407 
24 


3 387 
19 
25 


4 258 
84 
82 
383 
740 

1 333 
B19 
386 
431 
5.1 

2 602 

73 

380 

820 

655 

674 

5.5 

1 309 
63 
52 
265 
298 
363 
142 
106 
4.4 

40 


154 

4.3 


691 
1 814 
1 753 


4 258 
3 830 
101 

153 

154 
20 


602 

545 

37 

20 

309 

996 

62 

134 

73 

44 


205 
208 
215 
3 630 


1 335 
463 

2 460 


78 
570 
1 514 
8 

1 491 
573 
24 


4 220 
38 


4 168 
5 
65 
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Table 23. —Structural Characteristics and Selected Equipment, tor Places of 10,000 
TO 25,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; sea text. “U” denotes an unincorporated place. Plus (-I-) alter 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sew.ige Disposal 


SUBJECT 

JUNCTION 

CITY 

LEAVEN¬ 

WORTH 

liberal 

MANHATTAN 

NEWTON 

OLATHE 

OTTAWA 

OVERLAND 
PARK (U) 

PARSONS 

PITTS¬ 

BURG 

WINFIELD 

ROOMS 







H 







-1 






-1 



ALL UNITS. 

6 

427 

7 

600 

4 


7 

414 

S 

075 

3 

445 

3 

895 

6 


5 

122 

7 

026 

4 

051 

i ROOM... 


209 


209 


97 


144 


138 


47 


125 


IS 


105 


218 


88 

Z ROOMS. 


684 


375 


266 


Sll 


84 


153 


148 


23 


132 


373 


149 

3 ROOMS. 

1 

326 


995 


604 

1 

337 


404 


447 


401 


88 


477 


722 


467 

4 ROOMS. 

1 

701 

2 

015 

1 

134 

1 

704 


938 

1 



695 


842 

1 

158 

1 

790 


695 

5 ROOMS. 

1 

401 

2 

042 

1 

283 

1 

703 

1 

669 


983 

1 

169 

2 

278 

1 

793 

2 

222 

1 

210 

6 ROOMS. 


716 

1 

072 


560 

1 

106 

1 

065 


546 


703 

1 

856 


835 

1 

018 


817 

7 ROOMS. 


245 


448 


206 


446 


428 


165 


384 


698 


323 


370 


283 

8 ROOMS OR MORE. 


145 


364 


173 


463 


349 


96 


270 


205 


299 


313 


342 



4.1 


4.6 


4.5 


4.S 


S.l 


4.6 


S.O 


5.4 


4.9 


4.7 


5.0 

OWNER OCCUPlEU . 

2 

835 

4 

581 

2 

477 

3 

627 

3 

225 

2 

m 

2 

446 

S 

139 

3 

138 

4 

503 

2 

448 

1 TO 3 ROOMS . 


265 


320 


193 


215 


108 


107 


114 


41 


132 


206 


93 

4 ROOMS. 


B41 

1 

199 


602 


670 


521 


541 


395 


650 


626 

1 

138 


379 

5 ROOMS. 


864 

1 

499 


897 

1 

161 

1 

118 


689 


854 

1 

970 

1 

317 

1 

742 


814 

6 ROOMS. 


550 


885 


454 


833 


832 


452 


530 

1 

653 


589 


834 


660 

7 ROOMS OR MORE. 


315 


678 


331 


748 


646 


217 


553 


825 


474 


SB3 


502 

MEDIAN . 


4.9 


S.O 


5.0 


5.3 


5.4 

■ 

m 


5.3 


5.5 


5.1 


5.0 


5.4 

RENTER OCCUPIEO. 

3 

168 

2 

639 

1 

618 

3 

230 

1 

528 



1 

187 


630 

1 

456 

2 

081 

1 

318 

1 ROOM . 


150 


242 


77 


132 


80 


26 


05 


10 


74 


164 


73 

2 ROOMS. 


524 


283 


196 


376 


64 




100 


14 


89 


291 


97 

3 ROOMS. 

1 

032 


682 


415 


949 


262 




254 


25 


277 


474 


318 

4 ROOMS. 


810 


750 


513 


921 


354 




244 


159 


387 


538 


258 

5 ROOMS.. 


439 


439 




490 


474 




282 


228 


355 


393 


334 

6 ROOMS. 


150 


153 




229 


184 




153 


164 


189 


149 


129 

7 ROOMS OR MORE. 


63 


90 




141 


110 




69 


30 


85 


72 


109 

MEDIAN . 


3.4 


3.7 


Bfi 


3.7 


4.5 


BE 


4.1 


m 


4.2 


3.7 


4.2 

VACANT AVAILABLE FOR SALE.. . 


62 


59 


37 


35 


55 


D 


25 


H 


49 


SO 


27 

MEDIAN . 


5.0 


5.1 


B 


... 


5.1 


BD 


... 


m 




4.9 


... 

VACANT available FOR RENT. 


256 


134 




360 


135 


164 


131 


72 


218 


141 


164 

MEDIAN . 


2.B 


3.2 


BQ 


3.0 


3.4 


3.5 


3.0 


4.0 


4.1 


2.9 


3.3 

ALL HOUSING UNITS. 

6 

427 

7 

o 

o 

4 

323 

7 

414 

5 

075 

3 

445 

3 

895 

6 

005 

5 

122 

7 

026 

4 

051 

BEDROOMS 

















_ 

n 





0 AND 1. 

2 

162 

2 

216 

1 

092 

2 

436 


671 


835 


870 


144 

■ 


1 

566 


986 


2 

545 

3 

096 

1 

622 

2 

361 

2 

155 

1 

490 

1 

398 

1 

968 



3 

376 

1 

469 

3 OR MORE. 

1 

720 

2 

288 

1 

609 

2 

617 

2 

249 

1 

120 

1 

627 

3 

872 



2 

084 

1 

596 

UNITS IN STRUCTURE 























all units. . . 

6 

427 

7 

600 

4 

323 

7 

414 

5 

075 

3 

445 

3 

895 

6 

m 

5 

122 

7 

026 

4 

051 


4 

505 

6 

328 

3 

854 

3 

938 

4 

666 

2 

841 

3 

090 

S 

920 

4 

519 

6 

039 

3 

323 



571 


553 


137 

1 

526 


146 


309 


302 


29 


276 


175 


282 

3 AND 4. 


496 


406 


75 

1 

109 


85 


151 


222 


26 


162 


230 


179 

5 OR MORE. 


418 


281 


50 


653 


123 


74 


190 


10 


149 


558 


227 

TRAILER. 


437 


32 


207 


188 


55 


70 


91 


20 


16 


24 


40 

OWNER OCCUPIEO . 

2 

835 

4 

581 

2 

477 

3 

627 

3 

225 

2 

006 

2 

446 

5 

135 

3 

138 

4 

503 

2 

448 


2 

221 

4 

356 

2 

252 

2 

660 

3 

118 

1 

871 

2 

244 

5 

105 

3 

008 

4 

414 

2 

272 

2 OR MORE. 


277 


200 


46 


783 


55 


77 


119 


10 


114 


65 


136 

TRAILER. 


337 


25 


179 


184 


52 


58 


83 


20 


16 


24 


40 

RENTER OCCUPIED. 

3 

168 

2 

639 

1 

618 

3 

238 

1 

528 

1 

155 

1 

187 


634 

1 

456 

2 

081 

1 

318 


2 

063 

1 

667 

1 

392 

1 

067 

1 

294 


780 


706 


614 

1 

117 

1 

274 


891 



285 


391 


103 


863 


105 


218 


200 


16 


138 


145 


153 

3 AND 4. . . 


402 


318 


55 


817 


48 


106 


144 


• • » 


102 


176 


100 

5 TO 9... 


185 


193 


22 


328 


37 


24 


124 


4 


39 


175 


72 

10 OR MORE... 


133 


63 


18 


159 


41 


15 


5 


» • * 


60 


311 


102 

TRAILER. 


100 


7 


2B 


4 


3 


12 


8 


... 


... 


... 


... 

YEAR STRUCTURE BUILT 























1955 TO MARCH 1960 . 

1 

285 


587 

1 

130 

1 

205 


744 


774 


323 

1 

735 


143 


233 


371 

1950 TO 1954 . 


683 


550 


771 


932 


574 


737 


312 

2 

362 


380 


311 


275 

1940 TO 1949 . 

1 

087 


490 


870 


871 


375 


485 


254 

1 

219 


474 


483 


229 

1939 OR EARLIER. 

3 

372 

5 

973 

1 

552 

4 

406 

3 

382 

1 

449 

3 

006 


689 

4 

125 

5 

999 

3 

176 

BASEMENT 























BASEMENT . 

3 

400 

5 

784 

1 

171 

5 

466 

2 

978 

1 

362 

2 

069 

3 

434 

1 

204 

2 

623 

2 

257 

CONCRETE SLAB. 

1 

192 


295 


990 


767 


675 


476 


126 


465 


546 

1 

098 


596 

OTHER. 

1 

835 

1 

521 

2 

162 

1 

181 

1 

422 

1 

607 

1 

700 

2 

106 

3 

372 

3 

305 

1 

198 

HEATING EQUIPMENT 























STEAM OR HOT WATER. 


325 


568 


51 


625 


193 


107 


146 


117 


109 


472 


190 

WARM AIR FURNACE . 

2 

542 

3 

415 

1 

580 

4 

841 

1 

852 

1 

743 


915 

S 

229 


506 

1 

972. 


710 

FLOORi WALLt OR PIPELESS FURNACE . 

1 

258 

1 

632 

1 

412 


861 

1 

770 


786 

1 

194 


595 

1 

752 

1 

748 

1 

396 

BUILT-IN ELECTRIC UNITS. 


28 


7 


t • • 


8 


17 


4 


11 


• • • 


• t • 


4 


12 

OTHER MEANS WITH FLUE. 

2 

015 

1 

623 

1 

082 


883 

1 

196 


706 

1 

533 


64 

2 

442 

2 

641 

1 

189 

OTHER MEANS WITHOUT FLUE . 


247 


321 


186 


189 


39 


91 


80 


• • • 


290 


178 


513 

NONE. 


12 


34 


12 


7 


8 


8 


16 


... 


23 


11 


41 

SOURCE OF WATER 























PUBLIC SYSTEM OR PRIVATE COMPANY . 

6 

327 

7 

432 

4 

302 

7 

393 

S 

059 

3 

411 

3 

059 

5 

990 

5 

079 

6 

991 

4 

032 

INDIVIDUAL WELL. 


80 


81 


• • • 


16 


6 


19 


• • • 


5 


19 


15 


6 

OTHER.... 


20 


87 


21 


S 


10 


15 


36 


10 

■ 

24 


20 


13 

SEWAGE DISPOSAL 

















■ 






PUBLIC SEWER . 

6 

260 

6 

624 

4 

220 

7 

373 

S 

021 

3 

233 

3 

769 

3 

734 

■ 

990 

6 

681 

3 

969 

SEPTIC TANK OR CESSPOOL. 


142 


608 


S 


26 


19 


121 


45 

2 

256 


35 


161 


64 

OTHER OR NONE. 


25 


368 


98 


15 


35 


91 


81 


IS 

H 

97 


184 


18 
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State and Small Areas 


Table 24. —Occupancy and Financial Characteristics, tor Places oe 10,000 
TO 25,000 Inhabitants: 1960 

[Based on sample; see text “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (—) 
after number indicates median above or below that number] 


PopuLition 
Persons 
Persons per 
Room 


Yc.ir Moved into Unit 
Value 
Gross Rent 
Contract Rent 


POPULATION 

POPULATION IN housing UNITSi 1960. 

PER OCCUPIED UNIT. . . 

OWNER. 

renter . 

POPULATION IN DWELLING UNlTSi 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


OWNER OCCUPIED 

PERSON . 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. .... 

PERSONS. 

PERSONS. 

8 PERSONS OR MORE. 
MEDIAN . 


RENTER OCCUPIED. 

PERSON . 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

8 PERSONS OR MORE, . 
MEDIAN . 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 


RENTER OCCUPIED. 
0.50 OR LESS . . . . 
0.51 TO l.OO . . . . 
1.01 OR MORE . . . . 


YEAR MOVEO INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

195A TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIEO 
1959 TO MARCH 1960 

1958 . 

1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


OWNER OCCUPIEO 
LESS than *5t000 . 
$5,000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $19(900 
$20,000 TO $24,900 
$25,000 OR MORE. . 
MEDIAN . 


DOLLARS 


VACANT available FOR SALE. ..... 
MEOIAN PRICE ASKEO . DOLLARS 


GROSS RENT 


RENTER OCCUPIEO. 
LESS THAN $20. . . . 
$20 TO $39 .... . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . . . . 
$120 OR MORE . . . . 
NO CASH RENT . . . . 
MEDIAN . 


dollars 


CONTRACT RENT 


RENTER OCCUPIEO. 
MEOIAN . 


dollars 


VACANT AVAILABLE FOR RENT. ..... 
MEDIAN RENT ASKEO.DOLLARS 


ARKANSAS 

CITY 

ATCHISON 

CHANUTE 

coffey- 

ville 

14 143 

12 365 

11 251 

17 284 

2.9 

3.0 

3.0 

2.9 

2.9 

3.0 

3.0 

2.9 

2.9 

3.0 

3.1 

2.9 

12 786 

12 502 

9 977 

16 926 

2.9 

3.1 

2.9 

2.9 

4 911 

4 121 

3 695 

5 992 

3 260 

2 656 

2 574 

3 973 

521 

399 

393 

614 

1 235 

972 

918 

1 441 

573 

442 

387 

732 

418 

350 


561 

280 

244 


373 

113 

110 


134 

81 

87 

44 

69 

39 

52 

46 

49 

2.4 

2.5 

2.5 

2.5 

1 651 

1 465 

1 121 

2 019 

414 

427 

234 

561 

450 

290 

274 

465 

264 

243 

214 

330 

233 

245 

180 

345 

133 

121 

93 

156 

84 

56 

61 

84 

36 

35 

45 

42 

37 

48 

20 

36 

2.4 

2.6 

2.7 

2.5 

3 260 

2 656 

2 574 

3 973 

1 919 

1 576 

1 483 

2 212 

1 099 

894 

913 

1 502 

242 

186 

178 

259 

1 651 

1 465 

1 121 

2 019 

735 

557 

511 

761 

724 

705 

478 

1 026 

192 

203 

132 

232 

3 260 

2 656 

2 574 

3 973 

365 

270 

344 

334 

162 

183 

174 

208 

855 

385 

556 

966 

1 228 

1 090 

950 

1 619 

650 

728 

550 

846 

1 651 

1 465 

1 121 

2 019 

889 

502 

524 

972 

225 

263 

128 

300 

301 

359 

247 

384 

184 

275 

180 

285 

52 

66 

42 

78 

3 089 

2 391 

2 455 

3 849 

1 031 

672 

678 

1 255 

711 

617 

738 

1 023 

SS5 

432 

448 

694 

433 

227 

296 

427 

175 

184 

111 

180 

135 

139 

116 

173 

33 

62 

44 

48 

16 

58 

24 

49 

6 800 

7 100 

6 900 

6 600 

54 

38 

29 

89 

1 651 

1 465 

1 121 

2 019 

16 

4 

4 

28 

309 

188 

181 

343 

569 

444 

389 

773 

458 

483 

352 

486 

166 

188 

103 

151 

32 

74 

35 

24 

• • t 

26 

• t t 

16 

101 

58 

57 

198 

56 

63 

58 

54 

1 550 

1 407 

1 064 

1 821 

45 

49 

42 

43 

312 

65 

38 

386 

42 

... 

... 

37 


DODGE 

CITY 

EL DORADO 

EMPORIA 

GARDEN 

CITY 

GREAT 

SEND 

HAYS 

inde¬ 

pendence 

13 400 

12 652 

17 053 

11 831 

16 670 

n 167 

11 176 

3t 1 

3.1 

3.0 

3.3 

3.3 

3.4 

2.9 

3.3 

3.0 

3.0 

3.3 

3.2 

3.6 

2.9 


3*1 

2.9 

3.3 

3.3 

3.0 

2.8 

11 006 

10 842 

14 750 

10 762 

12 312 

• • • 

11 153 

3.1 

3.1 

2.9 

3.3 

3.1 

... 

2.9 

4 267 

4 116 

5 764 

3 564 

5 120 

3 271 

3 911 

■ 

2 622 

3 750 

2 069 

3 188 

2 161 

2 602 


328 

563 

269 

375 

212 

488 


928 

1 355 

615 

986 

600 

923 

427 

467 

632 

368 

619 

280 

394 

496 

440 

525 

306 

609 

398 

357 

348 

260 

384 

250 

285 

314 

238 

163 

120 

171 

147 

184 

196 

89 

76 

42 

77 

47 

59 

117 

57 

44 

37 

43 

67 

71 

44 

56 

3.0 

2.6 

2.5 

2.9 

2.9 

3.5 

2.4 

1 556 

1 494 

2 014 

1 495 

1 932 

1 110 

1 309 


244 

422 

335 

303 

171 

370 


403 

579 

323 

462 

345 

337 


253 

354 

195 

338 

260 

203 


305 

336 

278 

360 

145 

IBS 


157 

175 

161 

249 

94 

121 

63 

89 

76 

106 

136 

44 

61 

25 

35 

44 

36 

29 

21 

17 

33 

8 

28 

61 

55 

30 

15 

2.5 

2.9 

2.5 

3.0 

3.1 

2.7 

2.3 

2 711 

2 622 

3 750 

2 069 

3 188 

2 161 

2 602 

1 281 

1 424 

2 192 

987 

1 527 

944 

1 636 

1 163 

1 043 

1 348 

876 

1 345 

944 

849 

267 

155 

210 

206 

316 

273 

117 

1 556 

1 494 

2 014 

1 495 

1 932 

1 110 

1 309 

555 

462 

728 

463 

553 

299 

. 603 

736 

873 

1 101 

775 

1 100 

667 

596 

265 

159 

185 

257 

279 

144 

UO 

2 711 

2 622 

3 750 

2 069 

3 188 

2 161 

2 602 

336 

320 

438 

348 

406 

325 

225 

247 

245 

273 

153 

105 

184 

188 

611 

572 

823 

432 

825 

647 

586 

1 171 

1 018 

1 304 

867 

1 401 

765 

1 073 

346 

467 

912 

269 

361 

240 

530 

1 556 

1 494 

2 014 

1 495 

1 932 

1 110 

1 309 

759 

793 

1 070 

762 

974 

706 

592 

257 

240 

280 

248 

303 

99 

239 

350 

260 

330 

352 

411 

227 

266 

165 

155 

281 

121 

214 

78 

176 

25 

46 

53 

12 

30 

■ • • 

36 

2 457 

2 491 

3 48S 

1 935 

2 946 

1 924 

2 525 

333 

312 

528 

176 

229 

104 

843 

411 

441 

730 

267 

227 

152 

646 

467 

522 

604 

372 

436 

237 

424 

476 

511 

644 

450 

614 

390 

252 

292 

311 

367 

223 

382 

396 

149 

269 

285 

385 

258 

657 

424 

133 

117 

■ 48 

128 

75 

205 

97 

37 

92 

61 

99 

114 

196 

124 

41 

10 100 

9 900 

9 500 

10 800 

12 400 

13 000 

6 600 

39 

34 

24 

27 

19 

37 

45 

1 556 

1 494 

2 014 

1 495 

1 932 

1 110 

1 309 

• • • 

4 

' 8 

18 

• t * 

12 

28 

239 

124 

182 

184 

85 

98 

271 

512 

323 

567 

459 

332 

279 

428 

376 

456 

599 

431 

540 

282 

318 

210 

343 

343 

230 

443 

214 

135 

94 

143 

173 

54 

286 

88 

27 

25 

30 

48 

38 

126 

93 

38 

100 

71 

94 

81 

120 

44 

64 

59 

71 

66 

62 

78 

68 

54 

1 456 

1 423 

1 920 

1 414 

1 812 

1 066 

1 245 

SO 

58 

55 

54 

63 

61 

44 

104 

186 

61 

81 

129 

65 

136 
































































































































Table 24. —Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: 1960—Con. 

[Baaed on sample; see text. “U" denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (—) 

after number indicates median above or below that number] 


SUBJECT 


POPULATION 

population in housing UNITSi .. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . . 

population in dwelling UNITSi 1950 . . . . 
PER OCCUPIED unit. 


ALL OCCUPIED UNITS 
PERSONS 
OWNER OCCUPIED . . . 

1 person . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS . 

5 PERSONS. 

6 PERSONS. 

7 persons. 

8 PERSONS OR MORE. . . . 

median . 

RENTER OCCUPIED. . . 

1 person . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS.. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. ....... 

a PERSONS OR MORE. . . . 

median . 


PERSONS PER ROOM 

OWNER OCCUPIED . 

0*50 OR LESS . 

0.51 TO 1.00 . 

1.01 OR MORE . . . 

RENTER OCCUPIED. 

0.50 OR LESS . 

0.51 TO 1.00 . 

1.01 OR MORE .... . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1959 TO MARCH I960. 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER.. 

RENTER OCCUPIED. 

1959 TO MARCH i960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 


VALUE 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
SSiOOO TO *71400 . 
S7i500 TO $9i900 . 
SlOiOOO TO $12i400 
$12i500 TO $14i900 
S15*000 TO *19i900 
S2OIO00 TO *241900 
*251000 OR MORE. . 


MEDIAN.DOLLARS . 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKEO . DOLLARS . 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN .. 

*20 TO *39 . 

*40 TO *59 . .. 

*60 TO *79 . 

*80 TO *99 . 

*100 TO *119 . 

*120 OR MORE.. . . 

NO CASH RENT . 

median.DOLLARS . 


CONTRACT RENT 


renter occupied.. 

MEDIAN . ' 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKEO. 


JUNCTION 

CITY 

LEAVEN¬ 

WORTH 

LIBERAL 

MANHATTAN 

NEWTON 

OLATHE 

OTTAWA 

18 783 

21 332 

13 783 

21 184 

14 933 

10 415 

10 168 

3.1 

3.0 

3.4 

3.1 

3.1 

3.3 

2.8 

3.1 

3.1 

3.4 

3.2 

3.1 

3.3 

2.8 

3.1 

2.7 

3.3 

2.9 

3.2 

3.4 

2.8 

13 244 

20 179 

• • • 

15 889 

11 225 

• • • 

9 647 

3.0 

3.0 

• •• 

3.1 

3.1 

• • * 

2.9 

6 003 

7 220 

4 095 

6 865 

4 753 

3 161 

3 633 

2 835 

4 581 

2 477 

3 627 

3 225 

2 006 

2 446 

367 

613 

240 

415 

414 

215 

408 

924 

1 615 

638 

1 163 

1 082 

599 

954 

535 

806 

494 

652 

577 

394 

400 

466 

649 

556 


551 

345 

321 

310 

482 

285 


344 

261 

208 

132 

263 

131 


150 

131 

104 

48 

65 

88 


61 

37 

31 

53 

88 

45 


46 

24 

20 

2.7 

2.6 

3.2 


2.7 

3.0 

2.4 

3 168 

2 639 

1 618 


1 528 

1 155 

1 187 

374 

729 

301 


242 

129 

321 

938 

748 

350 

1 175 

355 

285 

338 

742 

416 

268 

634 

315 

258 

158 

526 

350 

278 

509 

301 

253 

163 

337 

202 

214 

258 

167 

113 

118 

162 

114 

119 

100 

67 

55 

59 

45 

32 

57 

76 

62 

34 

17 

44 

48 

31 

43 

19 

28 

13 

2.9 

2.3 

3.1 

2.5 

3.0 

3.1 

2.3 

2 835 

4 581 

2 477 

3 627 

3 225 

2 006 

2 446 

1 363 

2 466 

1 on 

1 888 

1 813 

914 

1 529 

1 202 

1 699 

1 188 

1 545 

1 224 

886 

832 

270 

416 

278 

194 

188 

206 

85 

3 168 

2 639 

1 618 

3 238 

1 528 

1 155 

1 187 

537 

948 

400 

864 

434 

268 

459 

1 899 

1 328 

843 

1 930 

953 

666 

638 

732 

363 

375 

444 

141 

221 

90 

2 835 

4 581 

2 477 

3 627 

3 225 

2 006 

2 446 

522 

458 

644 

599 

408 

330 

307 

284 

291 

237 

282 

221 

224 

230 

738 

90S 

598 

1 020 

830 

605 

509 

878 

1 673 

814 

1 255 

1 156 

632 

1 034 

413 

1 254 

184 

471 

610 

215 

366 

3 168 

2 639 

1 618 

3 238 

1 528 

1 ISS 

1 187 

2 244 

1 422 

970 

2 136 

725 

726 

599 

267 

319 

186 

333 

209 

176 

177 

325 

477 

316 

469 

394 

171 

220 

291 

306 

132 

268 

158 

66 

iSS 

41 

115 

14 

32 

42 

16 

36 

2 258 

4 349 

2 238 

2 857 

3 109 

1 914 

2 181 

181 

945 

143 

107 

445 

128 

481 

281 


186 

260 

631 

235 

570 

471 


340 

380 

674 

330 

408 

467 


615 

496 

582 

462 

385 

332 


374 

593 

320 

314 

115 

346 


336 

599 

280 

320 

130 

115 


118 

187 

92 

78 

56 

65 


126 

235 

85 

47 

36 

11 000 



13 300 


11 400 

7 700 

62 

59 


44 

55 

93 

52 

3 168 

2 639 

1 618 

3 238 

1 528 

1 155 

1 187 


35 

4 

37 

4 

4 

8 

107 

361 

66 

136 

110 

39 

171 

540 

566 

572 

615 

359 

174 

358 

1 022 

744 

257 

1 040 

567 

321 

346 

795 

419 

278 

712 

317 

331 

164 

444 

161 

179 

344 

52 

189 

46 

183 

221 

167 

260 

9 

54 

8 

77 

132 

95 

94 

110 

43 

86 

77 

68 

68 

75 

67 

81 

61 

3 091 


1 523 

3 144 

1 418 

1 112 

1 101 

68 


59 

67 

55 

64 

51 

256 


72 

361 

135 

161 

125 

59 

^^HDD 

... 

62 

... 

... 

« • « 


Population 
Persons 
Persons pet 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


OVERLAND 
PARK (U) 


PARSONS 


PITTS¬ 

BURG 


WINFIELD 


21 106 
3.7 
3.7 
3.7 


13 288 
2.9 
2.9 
2.8 
13 740 
2.9 


17 720 

2.7 

2.8 

2.5 

18 540 

2.8 


10 315 
2.7 

2.7 

2.8 

9 559 

2.8 


5 769 


5 139 
123 
1 254 
1 051 
1 310 
894 
355 
100 
52 
3.6 


3 138 
525 
1 122 
565 
386 
275 
155 
66 
44 
2.4 


4 503 
725 
1 803 
694 
713 
306 
182 
48 
32 
2.3 


2 44B 
495 
880 
423 
338 
198 
60 
33 
21 
2.3 


I 

I 




630 

29 

118 

134 

211 

69 

36 

17 

16 

3.7 


1 456 
403 
361 
254 
184 
126 
76 
28 
24 
2.4 


2 081 
621 
618 
364 
278 
92 
69 
26 
13 
2.2 


1 318 
395 
350 
149 
209 
116 
50 
25 
24 
2.3 


5 139 

1 870 

2 962 
307 

630 

158 

420 

52 


5 139 
885 
625 
2 082 
1 371 
176 

630 

446 

92 

76' 

12 

4 


5 107 
4 

32 
139 
960 
1 424 
1 537 
451 
560 
15 000 

116 


3 138 
1 872 
1 061 
205 

1 456 
633 
661 
162 


3 138 
257 
172 
599 
1 304 
806 

1 456 
707 
219 
274 
IBS 
71 


3 009 
1 251 
841 
497 
176 
92 
62 
17 
33 
5 600 

66 


4 503 
2 702 

1 596 
205 

2 081 
884 

1 045 
152 


4 503 
376 
300 
777 
1 880 

1 170 

2 081 
1 035 

286 

374 

313 

73 


4 376 
1 863 
1 051 

570 

321 

168 

160 

96 

49 

5 700 

48 


2 448 
1 579 
824 
45 

1 318 
581 
626 
111 


2 448 
223 
175 
513 
1 025 
512 

1 318 
613 
169 
323 
185 
28 


2 300 
509 
645 
432 
333 

132 

133 
68 
48 

7 500 

16 


630 


10 

21 

57 

90 

422 

30 

135 


1 456 
35 
318 
565 
295 
122 
14 
8 
99 
52 


2 081 
37 
593 
828 
344 
130 
34 
12 
103 
48 


1 318 
12 
178 
367 
447 
161 
24 
8 

121 

62 


600 1 357 

112 36 


978 1 197 

38 49 


85 


196 


141 


177 


DOLLARS 








































































































































































































18-38 


State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

ABILENE 

ANTHONY 

AUGUSTA 

BAXTER 

BELLE- 

BELOIT 

BONNER 

CANEY 

CHERRY- 

clay 

COLBY 





SPRINGS 

VILLE 


springs 


VALE 

CENTER 


ALL MOUSINQ UNITS. 

2 AA7 

1 132 

2 247 

1 774 

1 169 

1 434 

1 024 

1 063 

1 138 

1 864 

1 419 

TENURE 1 COLORi ANO VACANCY STATUS 












OWNER OCCUPIED . 

1 623 

717 

1 286 

1 139 

782 

925 

709 

695 

798 

1 266 

829 

aHITE. 

1 597 

711 

1 285 

1 101 

782 

925 

659 

691 

787 

1 263 

829 

NONWHITE . 

26 

6 

1 

38 

• • • 

• ft 

SO 

4 

11 

3 

• « f 

RENTER OCCUPIED. 

714 

325 

745 

466 

301 


266 

251 

247 

481 

503 

WHITE. 

706 

321 

745 

447 

301 


246 

249 

245 

481 

503 

NONWHITE . 

8 

4 

» t t 

19 

- * • 


20 

2 

2 

• • . 

. . • 

available vacant . 

67 

45 

178 

75 

41 


25 

61 

51 

37 

27 

FOR SALE ONLY. 

18 

IS 

18 

16 

9 

9 

7 

11 

15 

10 

6 

FOR RENT . 

49 

30 

160 

59 

32 

21 

18 

50 

36 

27 

21 

OTHER VACANT . 

43 

45 

38 

94 

45 

74 

24 

56 

42 

80 

60 

CONDITION AND PLUMBING 












ALL UNITS. 

2 447 

1 132 

2 247 

1 774 

1 169 

1 434 

1 024 

1 063 

1 138 

1 864 

1 419 

SOUND.. .. 

1 80S 

985 

1 907 

1 132 

855 

1 020 

693 

725 

961 

1 560 

1 135 

WITH ALL PLUMBING FACILITIES . 

i 742 

956 

1 840 

1 106 

803 

985 

677 

688 

917 

1 493 

1 121 

LACKING ONLY HOT WATER . 

1 

6 

5 

2 

4 

5 

• ♦ • 

1 

5 

6 

2 

lacking OTHER PLUMBING FACILITIES. . . . 

62 

23 

62 

24 

48 

30 

16 

36 

39 

61 

12 

deteriorating. 

468 

134 

268 

470 

286 

319 

273 

272 

152 

227 

144 

WITH ALL PLUMBING FACILITIES . 

415 

97 

209 

373 

242 

271 

220 

218 

107 

176 

134 

LACKING ONLY HOT WATER . 

3 

2 

2 

5 

3 

5 

5 

1 

3 

7 

1 

LACKING OTHER PLUMBING FACILITIES. . . . 

50 

35 

57 

92 

41 

43 

48 

S3 

42 

44 

9 

dilapidated. 

174 

13 

72 

172 

28 

95 

58 

66 

25 

77 

140 

RENTER OCCUPIED. 

714 

325 

745 

466 

301 

405 

266 

251 

247 

481 

503 

SOUND. 

460 

272 

557 

234 

187 

259 

147 

147 

198 

381 

367 

WITH ALL PLUMBING FACILITIES . 

429 

262 

538 



247 

138 

137 

178 

358 

360 

LACKING some or ALL FACILITIES . . . . . 

31 

10 

19 



12 

9 

10 

20 

23 

7 

deteriorating . 

166 

52 

157 



111 

101 

83 

43 

77 

70 

WITH ALL PLUMBING FACILITIES . 

137 

34 

124 



92 

79 

65 

30 

61 

65 

LACKING SOME OR ALL FACILITIES . 

29 

18 

33 

43 

17 

19 

22 

18 

13 

16 

5 

OILAPIOATEO . 

88 

1 

31 

51 

4 

35 

18 

21 

6 

23 

66 

ALL HOUSING UNITS . 

2 447 

1 132 

2 247 

1 774 

1 169 

1 434 

CM 

O 

1 063 

1 138 

CP 

.p 

1 419 

WATER SUPPLY 








mm 




HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

2 375 

1 085 

2 187 

1 631 

1 105 

1 342 

952 


1 079 

1 755 

1 382 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

61 

33 

44 

122 

42 

43 

48 

43 

49 

61 

21 

PIPED WATER OUTSIDE STRUCTURE . 

3 

7 

5 

10 

11 

19 

12 

7 

3 

7 

3 

NO PIPED WATER . 

8 

7 

11 

11 

11 

30 

12 

11 

7 

41 

13 

TOILET FACILITIES 












FLUSH TOILETi EXCLUSIVE USE. 

2 316 

1 070 

2 135 

1 612 

1 077 

1 326 

948 

966 

1 oso 

1 738 

1 376 

FLUSH TOILETi SHARED . 

83 

21 

87 

67 

54 

31 

29 

49 

28 

30 

12 

OTHER TOILET FACILITIES OR NONE. 

48 

41 

25 

95 

38 

77 

47 

48 

30 

96 

31 

BATHING FACILITIES 












BATHTUB OR SHOWERt EXCLUSIVE USE . 

2 300 

1 070 

2 102 

1 574 

1 066 

1 316 

925 

951 

1 053 

1 722 

1 368 

BATHTUB OR SHOWERi SHARED. 

81 

21 

92 

62 

55 

31 

29 

52 

27 

26 

12 

NO BATHTUB OR SHOWER . 

66 

41 

S3 

13S 

48 

87 

70 

60 

58 

116 

39 

BATHROOMS 













1 919 

909 

1 775 

1 385 

823 

1 058 

821 

882 

965 

1 345 

1 026 


440 

ISO 

319 

176 

229 

232 

129 

82 

89 

343 

351 


88 

73 

153 

213 

117 

144 

74 

99 

84 

176 

42 

SOURCE OF WATER 












PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 

2 437 

1 132 

2 247 

1 765 

1 162 

1 382 

1 005 

1 053 

1 138 

1 822 

1 404 

INDIVIDUAL WELL. 

OTHER. 

5 

5 

••• 

. . . 

9 

7 

IS 

37 

ID 

9 

• 1 • 

10 

19 

23 

5 

10 

SEWAGE DISPOSAL 












PUBLIC sewer . 

2 362 

1 076 

2 227 

1 637 

1 071 

1 238 

967 

1 022 

1 067 

1 752 

1 378 

septic tank or cesspool. 

OTHER OR NONE... 

65 

20 

37 

19 

10 

10 

75 

62 

72 

26 

106 

90 

38 

19 

16 

25 

41 

30 

18 

94 

31 

10 

ROOMS 












1 ROOM . 

Z ROOMS. .... . 

3 ROOMS. 

A ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

15 

13 

76 

35 

37 

30 

19 

33 

14 

14 

19 

95 

32 

68 

74 

47 

36 

55 

43 

29 

55 

77 

259 

124 

298 

205 

91 

104 

124 

84 

84 

158 

169 

485 

239 

562 

431 

240 

264 

227 

218 

220 

406 

336 

653 

330 

639 

596 

333 

401 

342 

321 

362 

501 

334 

439 

195 

379 

259 

233 

303 

162 

211 

226 

358 

214 

281 

102 

128 

95 

100 

148 

61 

82 

113 

211 

138 

MEDIAN! 

220 

97 

97 

79 

88 

148 

34 

71 

90 

161 

132 

ALL UNITS. . . 

5.1 

5.0 

4.7 

4.7 

5.0 

5.2 

4*8 

5.0 

5.1 

5.1 

4.8 

OWNER OCCUPIED ..... . 

5.5 

5.4 

5.1 

5.0 

5.4 

586 

5.0 

5.3 

*5.3 

5.5 

5.3 

RENTER OCCUPIED. 

4.1 

4.3 

4.0 

4.4 

4.6 

4.6 

3.9 

4.6 


4.4 

4.1 

UNITS IN STRUCTURE 












ii INCL. TRAILER . 

2 136 

1 010 

1 990 

1 684 

1 000 

1 309 

953 

989 

1 134 

1 771 

1 245 

3 ANO A. 

5 OR MORE. 

151 

119 

41 

44 

49 

29 

73 

68 

116 

17 

24 

49 

88 

56 

25 

S3 

35 

37 

44 

18 

9 

37 

16 

21 

4 

38 

36 

19 

102 

35 

37 
























































































































Kansas 


18-39 


Table 25. —Tenure, Vacancy Status, Condition and Plumhing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Watet Supply 
Toilet Facilities 


B.it hing F.icilidcs 
Bathicwms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

COLUMBUS 

CONCORDIA 

COUNCIL 

GROVE 

DERBY 

ellinwood 

EUREKA 

FAIRWAY 

FORT 

SCOTT 

FREDONlA 

galena 

ALL HoUSINti UNITS. 

1 

405 

2 

504 

1 033 

1 

647 

906 

1 564 

1 757 

3 

877 

1 

255 

1 

379 

TENURE I COLOR. AND VACANCY STATUS 



















OWNER OCCUPIEO.. . . . 


944 

1 

401 

603 

1 

272 

571 


971 

1 

660 

2 

340 


805 


971 

WHITE. 


937 

1 

399 

596 

1 

266 

570 


970 

1 

659 

2 

215 


796 


950 

NONWHITE . 


7 


2 

7 


6 

1 


1 


1 


125 


9 


21 

RENTER OCCUPIEO. 


333 


910 

332 


262 

264 


481 


65 

1 

195 


376 


303 

WHITE. 


332 


910 

328 


260 

263 


481 


65 

1 

130 


375 


294 

NONWHITE . 


1 


t t t 

4 


2 

1 


“ T • 


. . 


65 


1 


9 

available vacant . 


6B 


99 

43 


73 

36 


43 


6 


204 


28 


23 

FOR SALE ONLY. 


13 


20 

3 


35 

7 


7 


6 


34 


11 


7 

FOR REN. 


55 


79 

40 


38 

29 


36 


• • 


170 


17 


16 

OTHER VACANT . 


60 


94 

55 


40 

35 


69 


26 


138 


46 


82 

CONDITION AND PLUMBING 



















ALL UNITS.. . . 

1 

405 

2 

504 

1 033 

1 

647 

906 

1 

564 

1 

757 

3 

877 

1 

255 

1 

379 

SOUND. 

1 

ns 

1 

830 

724 

1 

579 

757 

1 

174 

1 

717 

2 

837 


716 


858 

WITH ALL PLUMBING FACILITIES . 

1 

027 

1 

725 

715 

1 

572 

737 

1 

150 

1 

716 

2 

643 


702 


734 

LACKING only HOT WATER . 


13 


10 

2 


. . • 

1 


3 


1 


15 


9 9 


9 

LACKING OTHER PLUMBING FACILITIES. . . . 


75 


95 

7 


7 

19 


21 


« I • 


179 


14 


115 

deteriorating. 


217 


493 

225 


53 

130 


251 


40 


769 


451 


401 

WITH ALL plumbing FACILITIES . 


167 


441 

190 


51 

109 


207 


40 


552 


422 


179 

LACKING ONLY HOT WATER . 


7 


4 

• • • 


1 

9 • • 


3 


» • • 


23 


2 


13 

LACKING OTHER PLUMBING FACILITIES, . . . 


43 


48 

35 


1 

21 


41 


9 « « 


194 


27 


209 

Dilapidated. 


73 


181 

84 


15 

19 


139 


... 


271 


88 


120 

RENTER occupied. 


333 


910 

332 


262 

264 


4B1 


65 

1 

195 


376 


303 

SOUND. 


252 


604 

198 


241 

199 


316 


63 


818 


173 


i™ 

WITH ALL PLUMBING FACILITIES . 


215 


543 

196 


238 

187 


302 


63 


736 


169 



LACKING SOME OR ALL FACILITIES . 


37 


61 

2 


3 

12 


14 


■ 9 9 


82 


4 



deteriorating. 


69 


224 

111 


15 

58 


112 


2 


294 





WITH ALL PLUMBING FACILITIES . 


55 


206 

101 


15 

46 


88 


2 


211 





LACKING SOME OR ALL FACILITIES . 


14 


18 

10 


• • • 

12 


24 


9 9 9 


83 





oilapioateo. 


12 


82 

1 23 


6 

7 


53 


... 


83 

IHH 




ALL HOUSING UNITS.. 

1 

405 

2 

504 

1 033 

1 

647 

906 

1 

564 

1 

757 

3 

B77 

1 

255 


379 

WATER SUPPLY 



















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

1 

309 

2 

388 

962 

1 

643 

894 

1 

494 

1 

756 

3 

491 

1 

228 

1 

007 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


81 


99 

24 


2 

9 


48 


1 


270 


17 


301 

PIPED WATER OUTSIDE STRUCTURE. 


7 


5 

7 


!_• • 

« • • 


15 


• 9 9 


34 


2 


42 

NO PIPED WATER . 


8 


12 

40 


2 

3 


7 


... 


82 


8 


29 

TOILET FACILITIES 



















FLUSH TOILET. EXCLUSIVE USE. ....... 

1 

303 

2 

327 

956 

1 

636 

865 

1 

469 

1 

757 

3 

397 

1 

203 

1 

007 

FLUSH TOILET. SHARED . 


52 


120 

11 


9 

33 


57 


9 • • 


171 


30 


21 

OTHER toilet facilities OR NONE. 


50 


57 

66 


2 

8 


38 


... 


309 


22 


351 

BATHING FACILITIES 



















BATHTUB OR SHOWER. EXCLUSIVE USE . 

1 

264 

2 

293 

945 

1 

633 

864 

1 

443 

1 

757 

3 

354 

1 

195 


975 

BATHTUB OR SHOWER. SHARED. 


58 


125 

12 


8 

33 


61 


9 9 9 


184 


28 


22 

NO BATHTUB OR SHOWER . 


83 


86 

76 


6 

9 


60 


... 


339 


32 


382 

bathrooms 




















1 

069 

1 

884 

826 

1 

497 

703 

1 

239 


675 

2 

895 

1 

059 


903 

MORE THAN 1. 


152 


401 

133 


145 

153 


219 

1 

068 


359 


130 


59 

SHARED OR NONE . 


184 


219 

74 


5 

50 


106 


5 


623 


66 


417 

SOURCE OF WATER 



















PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

400 

2 

482 

992 

1 

523 

842 

1 

558 

1 

748 

3 

826 

1 

255 

1 

340 

INDIVIDUAL WELL. 


5 


16 

14 


124 

64 


• • « 


9 9 t 


26 


9 9 9 


26 

OTHER. 


... 


6 

27 


... 

... 


6 


... 


25 


... 


13 

SEWAGE DISPOSAL 



















PUBLIC sewer . 

1 

308 

2 

428 

890 

1 

633 

887 

1 

536 

1 

739 

3 

191 

1 

220 


538 

SEPTIC TANK OR CESSPOOL. 


47 


43 

91 


9 

5 


• • • 


9 


470 


10 


532 

OTHER OR NONE. 


50 


33 

52 


5 

14 


28 


... 


216 


25 


309 

ROOMS 



















1 ROOM . 


19 


87 

16 


2 

6 


28 


9 9 9 


94 


26 


20 

2 ROOMS. 


66 


121 

37 


8 

34 


70 


1 


186 


34 


54 

3 ROOMS. 


126 


338 

108 


27 

81 


181 


3 


413 


113 


150 

4 ROOMS. 


331 


559 

216 


133 

225 


315 


99 


an 


276 


432 

5 ROOMS. 


385 


671 

328 

1 

164 

240 


477 


465 

1 

202 


369 


398 

6 ROOMS. 


260 


382 

168 


222 

156 


257 


573 


656 


227 


203 

7 ROOMS. 


109 


166 

95 


57 

75 


121 


358 


232 


115 


69 

8 ROOMS OR MORE. 


109 


180 

65 


34 

89 


115 


258 


233 


95 


53 

MED I AN 1 



















ALL UNITS. 


4.9 


4.7 



5.1 

4.9 


ElEl 


6.0 


4.9 


5.0 


4.6 

OWNER OCCUPIED . 


5.3 


5.2 



5.1 

5.4 


Iv-I 


6.0 


5.2 


5.3 


4.7 

RENTER OCCUPIEO.. 


4.2 


4.0 



5.0 

4.5 


4.1 


... 


4.5 


4.4 


4.3 

UNITS IN STRUCTURE 



















1, INCL. TRAILER . 

1 

311 

2 

037 

948 

1 

628 

797 

1 

380 

1 

748 

3 

335 

1 

203 

1 

349 



24 


173 

27 


9 

58 


58 


9 9 9 


211 


38 


9 9 • 

3 ANO .. 


35 


141 

39 


• t • 

31 


85 


9 • 9 


154 


14 


5 

5 OR MORE . 


35 


153 

19 


10 

20 


41 


... 


177 


... 


25 


sarnett 


I aao 


8J 

8C 


312 

2 

67 

25 

HZ 

27 


1 220 
1 041 
988 
3 
50 
153 
105 
3 
45 


314 

255 

234 

21 

55 

40 

15 

4 


1 220 


1 150 
54 
6 
10 


1 129 
26 
65 


1 112 
26 
82 


886 

220 

114 


1 197 
5 
18 


1 035 
136 
49 


7 

30 

82 

226 

349 

283 

150 

93 


5.3 

5.6 

5.0 


1 106 
80 
24 
10 
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State and Small Areas 


Table 25. —^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (-(-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

QOOOLAND 

HAYS- 

HERING- 

HIAWATHA 

HOIS- 

HOLTON 

HUQOTON 

I OLA 



VILLE 

TON 


INQTON 




ALL HOUSING UNITS. 

1 612 

1 578 

1 389 

1 353 

1 SOI 

1 207 

992 

2 736 

tenure. COLOR, and VACANCY STATUS 









owner OCCUPIED . 

1 085 

1 174 

942 

878 

924 

762 

578 

1 724 

WHITE. . 

1 083 

1 170 

931 

857 

924 

753 

569 

1 676 

NONWHITE . 

2 

4 

11 

21 

• t • 

9 

9 

48 

RENTER OCCUPIED. 

428 

212 

369 

396 

453 

371 

331 

770 

white:. ... . 

425 

211 

362 

384 

453 

368 

323 

753 

NONWHITE . 

3 

1 

7 

12 

• • . 

3 

8 

17 

available vacant . 

33 

175 

SO 

35 

90 

31 

32 

113 

FOR sale ONLY. 

13 

115 

9 

8 

14 

7 

4 

31 

for REN I. 

20 

60 

41 

27 

76 

24 

28 

82 

other vacant . 

66 

17 

28 

44 

34 

43 

51 

129 

CONDITION AND PLUMBING 









ALL UNITS. 

1 612 

1 578 

1 389 

1 353 

1 501 

1 207 

992 

2 736 

SOUND. 

1 310 

1 565 

1 217 

1 154 

1 354 

876 

631 

2 062 

WITH ALL PLUMBING FACILITIES . 

1 264 

1 558 

1 156 

1 070 

1 313 

842 

619 

1 852 

LACKING ONLY HOT WATER . 

3 

1 

S 

4 

2 

4 

2 

10 

LACKING OTHER PLUMBING FACILITIES. . . . 

43 

6 

56 

80 

39 

30 

10 

200 

DETERIORATING. 

240 

12 

157 

169 

132 

302 

264 

602 

WITH ALL PLUMBING FACILITIES . 

199 

12 

122 

132 

107 

226 

238 

460 

LACKING ONLY HOT WATER . 

4 

“ t “ 

5 

6 

1 

13 

1 

6 

LACKING OTHER PLUMBING FACILITIES. . . . 

37 

4 . . 

30 

31 

24 

63 

25 

136 

OILAPIDATEO. 

62 

1 

15 

30 

IS 

29 

97 

72 

RENTER OCCUPIEO. 

428 

212 

369 

396 

453 

371 

331 

770 

SOUND. 

335 

208 

307 

313 

389 

219 

185 

557 

WITH ALL PLUMBING FACILITIES . 

313 

205 

277 

257 

368 

203 

174 

441 

LACKING SOME OR ALL FACILITIES . 

22 

3 

30 

56 

21 

16 

11 

116 

DETERIORATING. 

79 

4 

58 

69 

59 

143 

113 

203 

WITH ALL PLUMBING FACILITIES . 

70 

4 

47 

51 

SO 

103 

104 

148 

LACKING SOME OR ALL FACILITIES . 

9 

• t • 

11 

18 

9 

40 

9 

55 

DILAPIDATED . 

14 

... 

4 

14 

5 

9 

33 

10 

ALL HOUSING UNITS. . 

1 6ia 

1 578 

1 389 

1 353 

1 SOI 

1 207 

992 

2 736 

WATER SUPPLY 









HOT ANO COLO PIPED WATER INSIOE STRUCTURE. 

1 529 

1 571 

1 343 

1 281 

1 480 

1 124 

933 

2 536 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

59 

4 

30 

54 

19 

60 

36 

151 

PIPED water outside STRUCTURE . 

11 


3 

7 


S 

11 

28 

NO PIPED WATER . 

13 

3 

13 

11 

2 

18 

12 

21 

TOILET FACILITIES 









FLUSH TOILET. EXCLUSIVE USE. 

1 517 

1 573 

1 311 

1 256 

1 443 

1 116 

919 

2 412 

FLUSH TOILET. SHARED . 

27 

* f « 

54 

57 

51 

39 

19 

172 

OTHER toilet FACILITIES OR NONE. 

68 

5 

24 

40 

7 

52 

54 

152 

BATHING FACILITIES 









BATHTUB OR SHOWER. EXCLUSIVE USE .... . 

1 492 

1 571 

1 297 

1 224 

1 434 

1 100 

909 

2 360 

BATHTUB OR SHOWER. SHARED. 

25 

1 

53 

63 

51 

37 

20 

176 

NO bathtub or SHOWER . 

95 

6 

39 

66 

16 

70 

63 

200 

BATHROOMS 










1 206 

1 522 

1 106 

940 

1 137 

854 

745 

2 095 

MORE THAN 1.. 

297 

43 

183 

259 

293 

197 

174 

284 

SHARED OR NONE . 

109 

13 

100 

154 

71 

156 

73 

357 

SOURCE OF WATER 









PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 596 

1 444 

1 369 

1 342 

1 SOI 

1 187 

983 

2 725 

individual well. 

5 

134 

15 



10 


S 

OTHER. 

11 


5 

11 

... 

10 

9 

6 

SEWAGE DISPOSAL 









PUBLIC SEWER . 

1 501 

1 564 

1 349 

1 322 

1 496 

1 142 

951 

2 632 

SEPTIC TANK OK CESSPOUL. 

42 

10 

20 

10 

. .. 

15 


ao 

other OR NONE. . ... . . 

69 

4 

20 

21 

5 

50 

41 

84 

ROOMS 









1 ROOM . 

29 

t t • 

15 

18 

28 

14 

22 

77 

2 ROOMS. 

61 

2 

51 

53 

45 

34 

77 

108 

3 ROOMS. 

229 

11 

120 

130 

162 

138 

143 

210 

4 ROOMS. 

424 

202 

279 

234 

419 

212 

266 

562 

5 ROOMS. 

403 

1 024 

489 

313 

429 

329 

228 

836 


231 

279 

254 

269 

224 

245 

138 

450 


118 

52 

99 

188 

95 

118 

58 

277 

8 ROOMS OR MORE.. 

117 

8 

82 

148 

99 

117 

60 

216 

MEDIANI 









ALL UNITS. 

4.7 

5.1 

5.0 

5.3 

4.7 

5.1 

4t5 

5.0 

OWNER OCCUPIED . 

5.1 

5.1 

5.2 

5.6 

5.1 


5.2 

5.3 

RENTER OCCUPIEO. 

4.1 

4.9 

4.6 


4.3 


3.7 

4.3 

UNITS IN STRUCTURE 




ma 





1. INCL. TRAILER . 

1 469 

1 578 

1 239 


1 233 

970 

855 

2 354 


41 

• • • 

54 


162 

107 

77 

116 


48 

• • • 

66 


81 

85 

32 

114 

5 OR MORE.. 

54 

... 

30 


25 

45 

28 

152 


Linds- 

80RQ 


867 

864 

3 

347 

346 

1 

71 

8 

63 

50 


1 335 
1 098 
1 077 
4 
17 
216 
191 
2 
23 
21 

347 

271 

267 

4 

72 

65 

7 

4 


1 161 
1 163 
18 
608 
590 
18 
102 
18 
84 
39 


1 930 
1 543 
1 494 
1 

48 

307 

248 

3 

56 

80 

608 

433 

401 

32 

137 

111 

26 

38 


1 335 


1 293 
29 
5 


1 294 
13 
28 


1 287 
12 
36 


1 022 
255 
58 


217 

108 

10 


8 

33 

122 

299 

413 

248 

121 

91 

5.0 
5.5 
4.7 


193 

46 

19 

77 


1 867 
41 
16 
6 


1 808 
92 
30 


1 801 
91 
38 


1 516 
310 
104 


1 900 
30 


824 

91 

15 


67 

117 

217 

437 

520 

268 

148 

156 

4.7 

5.2 

4.0 


556 

ISO 

139 

85 


299 

289 

288 

1 

9 

9 


2 299 


2 298 
1 


2 299 


2 299 


303 
1 996 


2 299 


2 192 
107 


28 

328 

890 

702 

350 

6.4 

6.3 


2 294 
5 


846 


538 

538 

267 

267 

12 

6 

6 

29 


846 

643 

625 

5 

13 

177 

156 

4 

17 

26 

267 

169 

161 

8 

89 

81 

8 

9 


808 

19 

6 

13 


807 

18 

21 


805 

18 

23 


625 

167 

54 


817 

29 


782 

35 

29 


3 

20 

90 

142 

203 

148 

145 

95 

5.3 
5.9 

4.4 


829 

12 

















































































































Kansas 
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Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of ?.,50Q to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Sujiply 
Toilet Facilities 


Bat hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

LYONS 

MC¬ 

PHERSON 

MARYS¬ 

VILLE 

MEDICINE 

LODGE 

r- ■ “ 

MERRIAM 

MISSION 

MISSION 

hills 

MULVANE 

NEODESHA 

NORTON 

OSA- 

WATOMIE 

PAOLA 

ALL HOUSINS UNITS. 

1 

688 

3 

297 

1 

571 

1 106 

1 

549 

1 378 

1 094 

9l2 

1 

479 

1 

237 

1 

734 

1 634 

TENURE. COLOR. ANO VACANCY STATUS 








— 














OWNER OCCUPIEO . 

1 

080 

2 

069 


910 


1 

301 

1 

191 

1 048 

659 

1 

017 


815 

1 

048 


935 

WHITE. 

i 

072 

2 

065 


910 


1 

301 

1 

190 

1 046 

657 

1 

016 


815 

1 

004 


895 

NONWHITE . 


8 


4 


. • . 



. • . 


1 

2 

2 


1 


• • f 


44 


40 

RENTER OCCUPIED. 


467 

1 

121 


541 



193 


153 

18 

191 


303 


361 


548 


599 

ahite. 


463 

1 

107 


541 



193 


152 

18 

191 


303 


361 


495 


572 

NONWHITE . 


4 


14 


. • ■ 



• • • 


1 

* • • 

• • f 


• « • 


• • t 


S3 


27 

AVAILABLE VACANT . 


83 


51 


83 



38 


15 

13 

SO 


81 


47 


53 


51 

FOR SALE ONLY. 


19 


11 


9 



19 


9 

11 

19 


8 


11 


13 


4 

FOR RENT . 


64 


40 


74 

64 


19 


6 

2 

31 


73 


36 


40 


47 

OTHER VACANT . 


58 


56 


37 

24 


17 


19 

IS 

12 


78 


14 


85 


39 

CONDITION AND PLUMBING 






















ALL UNITS. 

i 

688 

3 

297 

1 

571 

1 106 

1 

549 

1 

378 


912 

1 

479 

1 

237 

1 

734 

1 

624 

SOUND. 

I 

324 

2 

696 

1 

323 

968 

1 

443 

1 

336 


822 


895 

1 

155 

1 

525 

1 

434 

WITH ALL PLUMBING FACILITIES . 

1 

293 

2 

620 

1 

261 

940 

1 

428 

1 

335 


800 


892 

1 

106 

1 

439 

1 

370 

LACKING ONLY HOT WATER ......... 


- • T 


5 


10 

1 


* • • 


1 


2 


t « « 


1 


2 


7 

LACKING OTHER PLUMBING FACILITIES. . . . 


31 


71 


52 

27 


15 


• • • 


20 


3 


43 


84 


57 

DETERIORATING. 


274 


490 


229 

125 


84 


32 


85 


486 


57 


144 


159 

WITH ALL PLUMBING FACILITIES . 


262 


466 


148 

108 


73 


31 


71 


447 


36 


86 


119 

lacking ONLY HOT WATER . 


* • T 


4 


7 

• * • 


• • . 


• < • 


4 


2 


• • « 


2 


4 

LACKING OTHER PLUMBING FACILITIES. . . . 


12 


20 


74 

17 


11 


1 


10 


37 


21 


56 


36 

OILAPIOATEO. 


90 


111 


19 

13 


22 


10 


5 


98 


25 


65 


31 

renter OCCUPIEO. 


467 

1 

121 


541 

374 


193 


153 

18 

191 


303 


361 


548 


599 

SOUND.. . . 


349 


802 


418 

317 


151 


138 

18 

158 


133 


324 


450 


512 

WITH ALL PLUMBING FACILITIES . 


330 


746 


394 

299 


145 


138 

18 

148 


132 


297 


410 


482 

LACKING SOME OR ALL FACILITIES . 


19 


56 


24 

18 


6 


• • « 


10 


1 


27 


40 


30 

DETERIORATING. 


91 


250 


116 

54 


29 


12 


32 


150 


24 


65 


79 

WITH ALL PLUMBING FACILITIES . 


86 


237 


71 

46 


23 


11 


31 


131 


IS 


31 


62 

LACKING SOME OR ALL FACILITIES . 


5 


13 


45 

8 


6 


1 


1 


19 


■h 


34 


17 

OILAPIOATEU. 


27 


69 


7 

3 


13 


Kl 

mu 1 

1 


20 


■a 


33 


B 

ALL HOUSING UNITS. 

1 

688 

3 

297 

1 

571 

1 106 

1 549 

1 378 

1 094 

912 

1 

479 

1 

237 

1 

734 

1 

624 

WATER SUPPLY 
















■ 


■ 




HOT ANO COLD PIPED WATER INSIDE STRUCTURE. 

1 

671 

3 

272 

1 

522 

1 086 

1 

527 

1 

374 

1 094 


1 

435 

■ 


■ 


1 

545 

only cold piped water inside structure . . 


13 


23 


38 

15 


18 


2 

• • • 



36 


36 


65 


55 

PIPED water outside STF(UCTUHE. 


• « . 


• « . 


5 

1 


t • • 


1 

• • • 

,2 


3 


6 


12 


11 

NO PIPED WATER . 


4 


2 


6 

4 


4 


1 

... 

7 


5 


11 


31 


13 

TOILET FACILITIES 






















FLUSH TOILET. EXCLUSIVE USE. 

1 

643 

3 

205 

1 

460 

1 058 

1 

520 

1 

374 

1 094 

886 

1 

430 

1 

167 

1 

570 

1 

529 

FLUSH toilet. SHARED . 


36 


89 


96 

24 


8 


1 

• • ■ 

10 


37 


36 


75 


45 

other toilet facilities or none. 


9 


3 


15 

34 


21 


3 

... 

16 


12 


34 


89 


50 

BATHING FACILITIES 






















BATHTUB OR SHOWER. EXCLUSIVE USE . 

1 

634 

3 

188 

1 

436 

1 05B 

1 

519 

1 

374 

1 094 

884 

1 

409 

1 

156 

1 

545 

1 

514 

BATHTUB OR SHOWER. SHARED. 


33 


99 


102 

24 


7 


1 

• • • 

11 


37 


38 


76 


43 

NO BATHTUB OR SHOWER . 


21 


10 


33 

24 


23 


3 

... 

17 


33 


43 


113 


67 

BATHROOMS 























i 

285 

2 

501 

1 

191 

809 

1 

044 

1 

019 

15 

763 

1 

245 


899 

1 

350 

’1 

313 

MURE than I. 


334 


695 


246 

236 


468 


355 

1 074 

86 


181 


273 


200 


196 

SHARED OR NONE . 


69 


101 


134 

61 


33 


4 

5 

58 


53 


65 


184 


115 

SOURCE OF WATER 






















PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

683 

3 

271 

1 

560 

1 099 

1 

545 

1 

378 

1 094 

882 

1 

468 

1 

232 

1 

696 

1 

620 

INDIVIDUAL WELL. 


- • - 


6 


5 

• • ■ 


• t • 


• • • 

• • • 

19 


5 


• • • 


6 


• t • 

other . 


... 


4 


6 

7 


... 


... 

... 

6 


6 


5 


32 


4 

SEWAGE DISPOSAL 






















PUBLIC SEWER . 

1 

678 

3 

272 

1 

560 

1 085 


4 

1 

364 

1 094 

886 

1 

468 

1 

123 

1 

659 

1 

542 

SEPTIC TANK OR CESSPOOL . 


10 


• • • 


• • • 

5 

1 

536 


10 

t • • 

10 


• • • 


74 


10 


43 

other or none . 


... 


9 


11 

16 


5 


4 

... 

11 


11 


40 


65 


39 

ROOMS 






















1 ROOM . 


IS 


68 


90 

34 


13 


3 

1 

2 


35 


26 


44 


18 

2 ROOMS. 


34 


85 


55 

46 


26 


12 

■ • • 

20 


44 


37 


79 


60 

3 ROOMS. 


160 


329 


175 

146 


72 


18 

4 

62 


119 


131 


173 


210 

4 ROOMS. . 


375 


639 


330 

280 


246 


123 

• • 4 

145 


279 


307 


399 


280 

5 ROOMS. 


SOI 


936 


468 

292 


552 


585 

27 

352 


503 


359 


602 


491 

6 ROOMS... 


289 


595 


216 

143 


383 


444 

90 

200 


261 


206 


264 


301 

7 ROOMS... 

, 

162 


346 


135 

91 


179 


149 

233 

86 


120 


95 


105 


145 

e ROOMS OR MORE. 


152 


299 


102 

74 


78 


44 

739 

45 


98 


76 


68 


119 

MEOIANI 






















ALL UNITS. 


5.0 


5.1 


4.8 



5.3 


5.4 

7.5+ 

5.1 


P “ 


4.8 


4.8 


5.0 

OWNER OCCUPIED . 


5.3 


5.5 


5.2 



5.5 


5.4 

8.3 

5.2 


E i 






5.3 

RENTER OCCUPIEO. 


4.3 


4.2 


3.9 

4.1 


... 


... 

... 

• ■ ■ 

■ 

1 1 j 

■ 





4.4 

UNITS IN structure 
















■ 






1. INCL. TRAILER . 

1 

503 

2 

820 

1 

279 

878 

1 

517 

1 

345 


667 

1 

427 

■ 


1 

637 


433 



143 


300 


79 

142 


5 


12 


19 


18 


59 


26 


87 



26 


101 


94 

66 


18 


21 


10 


5 


38 


38 


65 



16 


76 


119 

20 


5 


... 


11 


29 


30 


33 


39 
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State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vac.incy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS. 

TENURE I COLOR) AND VACANCY STATUS 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

AVAILABLE VACANT . 

FOR SALE ONLY. 

FOR RENT . 

OTHER vacant . 

CONDITION AND PLUMBING 

ALL UNITS. 

SOUNO.. . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER.. . . . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

RENTER OCCUPIED. 

SOUNO. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR AL-L FACILITIES . . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities . 

dilapidated. 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT ANO COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET facilities 

FLUSH TOILET) EXCLUSIVE USE. 

FLUSH TOILET) SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING facilities 

bathtub OR SHOWER) EXCLUSIVE USE . 

BATHTUB OR SHOWER) SHARED. 

NO bathtub or SHOWER.. 

BATHROOMS 


I. 

MORE THAN 1. 

SHARED OR NONE . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

other. 


SEWAGE DISPOSAL 


PUBLIC SEWER . . 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE.. 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS... 

6 ROOMS OR MORE. 

MEDIAN! 

ALL UNITS. ... . 

OWNER OCCUPiEO . 

RENTER OCCUPIEO. 

UNITS IN STRUCTURE 

1) INCL. TRAILER . 

.. 

3 ANO 4. 

5 OR MORE.. 


PARK 

PHIL- 

PLAIN- 

PRATT 

ROELAND 

RUSSELL 

SCOTT 

SHAWNEE 

ULYSSES 

valley 

WA- 

WELL- 

CITY 

LIPSBURG 

VILLE 


PARK 


CITY 



CENTER 

KEENEY 

INQTON 

(U) 












747 

1 187 

964 

2 993 

2 704 

2 172 

1 177 

2 437 

948 

743 

973 

3 206 

510 

{■ 

606 

1 736 

2 434 

1 316 

795 

2 007 

538 

584 

651 

m 

508 


607 

1 683 

2 434 

1 308 

795 

1 998 

537 

584 

650 




1 

53 

• • • 

8 


9 

1 

• • • 

1 


107 


283 

1 045 

208 

685 



355 

112 

264 

1 005 

107 


283 

1 019 

208 

682 



353 

111 

264 

989 



• • • 

26 

• * • 

3 



2 

1 

• • « 

16 

113 


42 

107 

39 

129 



40 

38 

34 

159 

43 


6 

11 

14 

21 



«■ 

25 

6 

25 

70 

51 

36 

96 

25 

108 


17 

34 

13 

28 

134 

17 

38 

31 

105 

23 

42 

55 

22 

IS 

9 

24 

86 


1 187 

964 

2 993 

2 704 


1 177 

2 437 

948 

743 

973 

3 206 


929 

864 

2 397 

2 640 


888 

2 350 

688 

629 

535 

2 319 


878 

835 

2 343 

2 637 


072 

2 338 

679 

615 

520 

2 245 


4 

> . ^ 

2 

1 


« • • 

2 

1 

1 

« « « 

4 


47 

29 

52 

2 


16 

10 

8 

13 

IS 

70 

11 

230 

81 

436 

59 


214 

75 

241 

111 

378 


11 

197 

72 

373 

59 


204 

63 

202 

108 

345 



2 

... 

2 

• • • 


• • • 

2 

3 

1 

3 


• 1 • 

31 

9 

61 

. . . 

18 

10 

10 

36 

2 

30 


... 

28 

19 

160 

5 

105 

75 

12 

19 

3 

60 


107 

380 

283 

1 045 

208 

685 

3l6 


355 

112 

264 


105 

282 

252 

760 

195 

497 

195 


195 

74 

105 

644 

105 

262 

232 

728 

195 

472 

184 


189 

70 

99 

606 


20 

20 

32 

• • » 

25 

11 


6 

4 

6 

38 


91 

28 

224 

11 

148 

105 

40 

148 

37 

131 

309 


81 

26 

185 

11 

140 

102 

32 

130 

36 

119 

272 


10 

2 

39 

• • f 

8 

3 

8 

18 

1 

12 

37 

IHB 


3 

61 

2 

40 

16 

4 

12 

1 

28 

52 

747 

1 187 

964 

2 993 

2 704 

2 172 

1 177 

2 437 

948 

743 

973 

3 206 

747 

1 127 

■ 

2 892 

2 702 

2 152 

1 143 

2 416 

926 

735 

941 

3 112 

• • * 

32 


55 

2 

IS 

12 

13 

17 

4 

28 

60 

- • - 

10 


20 

• • • 

2 

8 

• f • 

4 

2 

2 

15 

• • • 

18 

13 

26 

• * • 

3 

14 

8 

1 

2 

2 

19 

747 

1 109 

915 

2 835 

2 702 

2 127 

1 127 

2 418 

897 

727 

916 

3 023 

• • • 

31 

22 

71 

1 

29 

16 

6 

30 

12 

29 

96 

• • • 

47 

27 

87 

1 

16 

34 

13 

21 

4 

28 

87 

747 

1 099 

914 

2 819 

2 704 

2 105 

1 124 

2 411 

893 

728 

912 

3 015 

• • • 

32 

23 

71 

• • • 

35 

la 

7 

32 

10 

25 

94 

• • • 

56 

27 

103 

• • • 

32 

35 

19 

23 

5 

36 

97 

712 

926 

775 

2 163 

1 833 

1 501 

938 

2 008 

791 

669 

659 

2 652 

35 

165 

140 

655 

871 

627 

176 

392 

124 

64 

249 

340 

t • • 

96 

49 

175 

• • • 

44 

63 

37 

33 

10 

65 

214 

747 

1 159 

931 

2 968 

2 704 

2 172 

1 138 

2 417 

943 

733 

958 

3 191 

• « • 

16 

24 

16 

• • • 

• • • 

11 

9 

5 

10 

11 

10 

• • • 

12 

9 

9 

... 

♦ • f 

2B 

11 

• • • 

• 1 • 

4 

5 

747 

1 084 

922 

2 900 

2 479 

2 152 

1 143 

29 

923 

723 

919 

3 091 


63 

24 

39 

220 

20 

10 

2 368 

20 

10 

45 

40 

u 

40 

18 

54 

5 

• • • 

24 

40 

5 

10 

9 

75 

H 

19 

21 

77 

1 

45 

13 

7 

26 

2 

18 

75 


53 

45 

128 

5 

48 

63 

30 

72 

10 

46 

98 


145 

85 

452 

17 

259 

175 

69 

136 

34 

114 

326 

10 

281 

241 

826 

407 

529 

284 

648 

287 

179 

262 

632 

310 

315 

292 

765 

1 070 

568 

293 

90S 

216 

284 

246 

1 065 

366 

193 

140 

374 

735 

290 

160 

552 

105 

170 

126 

565 

55 

93 

64 

189 

331 

180 

88 

170 

51 

37 

89 

267 


88 

76 

182 

138 

253 

101 

56 

55 

27 


178 


4.8 

4.8 

4.5 

5.4 

4.9 

4.7 

5.0 

4.3 

5.0 


4.9 


5.2 


5.1 


5.2 

5.0 

5.1 

4.8 

5.2 


5.3 

HB 

4.1 

■ 

3.8 


4.0 

4.2 

4.1 

3.8 

... 


4.3 

747 

1 106 

866 

2 322 


1 998 

1 112 

2 392 

840 

739 

885 

2 880 


26 

42 

306 

5 

89 

29 

21 

45 


SO 

146 


33 

29 

184 

• • • 

32 

16 

15 

27 


16 

78 


22 

27 

181 

• •• 

53 

20 

9 

36 


22 

102 
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Table 26.—Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built Year Moved into 

Heating Equipment Unit 
Population Value 

Persons Gross Rent 

Persons pet Room Contract Rent 


ENE 

ANTHONY 

AUGUSTA 

BAXTER 

SPRINGS 

BELLE¬ 

VILLE 

BELOIT 

80NNER 

SPRINGS 

CANEY 

CHERRY- 

VALE 

CLAY 

CENTER 

C0L8Y 

447 

1 132 

2 247 

1 774 

1 169 

1 434 

1 024 

1 063 

1 138 

1 864 

1 419 

254 

33 

345 

67 

103 

57 

142 

65 

39 


131 

181 

93 

430 

83 

117 

B1 

203 

20 

31 


181 

162 

132 

258 

158 

96 

129 

113 

51 

32 


239 

850 

874 

1 206 

1 466 

853 

1 167 

566 

927 

1 036 

H9 

868 

166 

36 

138 

42 

31 

109 

24 

4 

• 25 

74 

99 

921 

186 

703 

233 

414 

496 

414 

56 

80 

804 

485 

677 

526 

705 

720 

380 

393 

303 

335 

199 

468 

378 

651 

333 

645 

639 

330 

394 




500 

436 

28 

46 

52 

74 

4 

27 




18 

12 

4 

S 

4 

66 

10 

15 

■■d 



... 

9 

680 

2 719 

6 376 

4 477 

Z 904 

3 753 

■ 

2 645 

2 761 

4 571 

4 180 

a«9 

2.6 

3.1 

2.8 

2.7 

2.8 


2.8 

2.6 

2.6 

3.1 

2.9 

2.6 

3.1 

2.8 

2.7 

2.8 


2.6 

2.6 

2.6 

3.2 

2.8 

2.7 

3.2 

2.8 

2.7 

2.9 

_^ 

2.8 

2.7 

2.7 

3.0 

337 

1 042 

2 031 

1 605 

1 083 

1 330 

IH 


1 045 

1 747 

1 332 

457 

274 

■■ 

345 

■ 

294 

130 

188 

269 

420 

233 

794 

351 


519 


459 

278 

338 

362 

628 

373 

373 

146 


267 


187 

174 

146 

154 

271 

217 

320 

139 

412 

248 

141 

159 

194 

128 

119 

218 


228 

78 

208 


103 

125 

97 

81 

70 

113 


99 

31 

98 


35 

64 

56 

44 

42 

57 


43 

16 

38 


13 

23 

21 

10 

17 

24 


23 


20 

17 

6 

19 

25 

11 

12 

16 

Hi 



2.9 


2.3 

2.3 

3.0 

2.3 

2.2 

2.2 




2.9 


2.3 

2.3 

3.4 

2.2 

2.2 

2.3 

^Kn 

2.8 


3.1 

■ 


2.2 

3.0 

2.5 

2.2 

2.2 

2.8 

168 

991 

1 844 

1 491 


1 239 

846 

882 

997 

1 673 

1 200 

169 

51 

187 

114 

56 

71 

129 

64 

48 

74 

132 

623 

717 

1 286 

1 139 

782 

925 

709 

695 

798 

1 266 

829 

340 

120 

342 

173 

153 

84 

151 

128 

71 

236 

157 

378 

138 

362 

191 

185 

ISS 

149 

144 

166 

252 

209 

586 

317 

386 

468 

331 

514 

344 

283 

353 

572 

395 

319 

142 

196 

307 

113 

172 

65 

140 

208 

206 

66 

714 

325 

745 

466 

301 

405 

266 

251 

247 

481 

503 

471 

200 

521 

321 

173 

198 

178 

161 

170 

247 

292 

147 

67 

138 

64 

87 

129 

53 

81 

50 

112 

114 

60 

44 

82 

60 

27 

66 

27 

9 

9 

105 

84 

16 

14 

4 

21 

14 

12 

8 

... 

18 

17 

13 

503 

671 

1 218 

1 097 

708 

872 

665 

655 

787 

1 206 

750 

266 

148 

166 

410 

112 

193 

92 

385 

534 

270 

100 

672 

320 

472 

470 

348 

399 

256 

210 

186 

537 

230 

360 

152 

346 

153 

132 

127 

233 

52 

47 

275 

254 

112 

26 

165 

33 

95 


68 

4 

16 

70 

103 

S3 

13 

40 

27 

21 


12 

4 

4 

28 

12 

40 

12 

29 

4 

« t « 


4 

• t • 

• • • 

26 

51 

6oO 

7 900 

9 700 

6 100 

8 300 


9 700 

6 000- 

5 000- 

7 500 

10 800 

714 

325 

745 

466 

301 


266 

251 

247 

481 

503 

4 

• • • 

4 

7 

3 


• • • 

• • • 

14 

8 

• • • 

75 

60 

47 

109 

73 

54 

12 

44 

91 

114 

42 

240 

97 

202 

158 

96 

134 

39 

81 

102 

211 

1^7 

230 

97 

249 

86 

76 

125 

69 

88 

14 

93 

149 

105 

24 

148 

42 

25 

43 

77 

29 

8 

29 

98 

12 

4 

60 

• * » 

« • • 

16 

27 

t. • 

4 

• « • 


12 

4 

4 

8 

• • • 

• • • 

4 

• • f 

• • • 

• • • 


36 

39 

31 

56 

28 

33 

38 

9 

14 

26 

75 

62 

57 

67 

51 

54 

60 

79 

59 

42 

SO 

65 

678 

286 

714 

410 

273 

372 

228 

242 

233 

455 

428 

Si 

45 

54 

34 

42 

44 

65 

44 

31 

41 

54 


ALL HOUSING UNITS. . • . 

YEAR STRUCtURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1959 OR EARLIER. 

HEATING EQUIPMENT 
STEAM OR HOT WATER . 

WARM AIR Furnace . 

BUILT-IN ROOM UNITS. 

other means with flue. 

other means without flue . . . 

NONE. 


population 

population in housing units I 1960. . . . 

PER occupied unit. 

owner. 

RENTER . 

ALL OCCUPIED UNITS . 

PERSONS 

1 PERSON ........ . 

a PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

e PERSONS OH more. 

MEDIANI 

ALL OCCUPIED . 

OWNER. 

RENTER . 

PERSONS PER ROOM 

1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 .. 

1954 TO 1957 . . . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

VALUE 

OWNER OCCUPIED . 

LESS THAN SSiOOO . 

SSiOOO TO $9i900 . 

SlOiOOO TO «14i900 . 

$15(000 TO $19(900 . 

$20(000 TO $24(900 . 

$25(000 OR MORE. 

MEDIAN . DOLLARS 

GROSS RENT 

renter occupied. 

LESS THAN .. 

$20 TO $39 . 

..f40 TO $59. 

$60 TO $79.. 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . DOLLARS 

CONTRACT RENT 

renter OCCUPIED. 

MEDIAN . • dollars 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-h) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built Year Moved into 

Heating Equipment Unit 
Population Value 

Persons Gross Rent 

Persons per Room Contract Rent 


FORT FREDONIA GALENA GARNETT 
SCOTT 



























































































































Kansas 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants; I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

GOODLAND 

HAYS- 

HERING- 

HIAWATHA 

HOIS- 

HOLTON 

HUGOTON 

lOLA 

KINGMAN 

LARNEO 

LEAWOOD 

LINDS- 



VILLE 

TON 


INGTON 







BORG 

ALL MOUSING UNITS. 

1 612 

1 578 

1 389 

I 353 

I 501 

1 207 

992 

2 736 

1 335 

1 930 

2 299 

846 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 . 

123 

1 004 

72 

78 

102 

92 

141 

108 

114 

159 

1 169 

43 

1950 TO 1954 . 

150 

547 

47 

69 

113 

52 

129 

123 

108 

22a 

757 

46 

1940 TO 1949 . . , . 

246 

8 

71 

58 

269 

36 

268 

as 

125 

210 

318 

68 

1939 OR EARLIER. 

1 093 

19 

1 199 

1 146 

1 017 

1 027 

454 

2 417 

988 

1 333 

55 

689 

HEATING EQUIPMENT 













STEAM OR HOT WATER . 

132 

3 

90 

97 

89 

79 

4 

52 

72 

103 

42 

43 

WARM AIR FURNACE . 

403 

1 330 

385 

503 

413 

387 

240 

378 

349 

60B 

2 240 

354 

BUILT-IN ROOM UNITS. 

495 

222 

519 

319 

599 

29a 

365 

859 

465 

736 

17 

162 

OTHER MEANS WITH FLUE. 

558 

19 

366 

426 

391 

427 

305 

1 231 

410 

467 

“ , 1 

279 

OTHER MEANS WITHOUT FLUE . 

16 

4 

25 

B 

9 

16 

75 

190 

39 

16 

-ft 

8 

NONE. 

B 

... 

4 



... 

3 

26 

... 

... 

... 

... 

POPULATION 













POPULATION IN HOUSING UNITSt 1960. 

4 415 

5 836 

3 681 

3 349 

4 222 

3 006 

2 907 

6 836 

3 504 

4 921 

7 462 

2 256 

PER OCCUPIED UNIT. 

2.9 

4.2 

2.8 

2.6 

3,1 

2.7 

3.2 

2.7 

2.9 

2.B 

3.4 

2.a 

OWNER.. . . 

2.9 

4.2 

2.6 

2.6 

3.0 

2.6 

3.2 

2.8 

2.8 

2.7 

3.4 

2.7 

RENTER.. . . 

2.9 

4.1 

2.9 

2.7 

3.3 

2.7 

3.2 

2.7 

3.1 

2.8 

... 

3.0 

ALL OCCUPIED UNITS . 

1 513 

1 386 

1 311 

1 274 

1 377 

1 133 

909 

2 494 

1 214 

1 789 

2 198 

805 

PERSONS 













1 PERSON .. 

2B1 

22 

260 

323 

216 

256 

139 

629 

264 

396 

64 

159 

a PERSONS... 

496 

148 

470 

428 

469 

338 

242 

820 

382 

606 

69B 

263 

3 PERSONS. 

251 

253 

214 

203 

201 

203 

164 

334 

177 

297 

470 

139 

4 PERSONS. 

230 

414 

168 

165 

214 

144 

163 

331 

166 

224 

490 

129 

5 PERSONS. 

136 

316 

109 

91 

149 

84 

122 

205 

137 

142 

297 

73 

6 PERSONS.. • . 

77 

147 

4B 

32 

83 

45 

42 

97 

52 

77 

128 

30 

7 PERSONS. 

2B 

57 

22 

16 

24 

a 

21 

44 

20 

31 

33 

6 

6 PERSONS OR MORE. 

14 

29 

20 

16 

21 

5 

16 

34 

16 

16 

18 

6 

MEDIAN 1 













ALL OCCUPIED . 

2.5 

4.2 

2.3 

2.2 

2.5 

2.3 

2.9 

2.3 

2.4 

2.3 

3.2 

2.4 

OWNER. ..... . 

2.6 

4.2 

2.2 

2.2 

2.4 

2.2 

2.9 

2.3 

2.3 

2.3 

3.3 

2.5 

RENTER . 

2.7 

3.9 

2.6 

2.2 

3.4 

2.5 

2i4 

2.3 

3.1 

2.7 

... 

3.0 

PERSONS PER ROOM 













1.00 OR LESS . 

1 390 

1 173 

1 214 

1 233 

1 247 

1 073 

ao4 

2 346 

1 126 

1 661 

2 161 

774 

1.01 OR MORE . 

123 

213 

97 

41 

130 

60 

105 

148 

88 

128 

17 

31 

year MOVEO INTO UNIT 













OWNER OCCUPIED . 

1 085 

1 174 

942 

878 

924 

762 

578 

1 724 

867 

1 181 

2 153 

538 

1958 TO MARCH 1960 . 

210 

387 

109 

153 

145 

106 

137 

271 

172 

234 

782 

60 

1954 TO 1957 . 

143 

731 

220 

138 

187 

200 

163 

339 

184 

228 

815 

79 

1940 TO 1953 . 

547 

56 

407 

399 

438 

300 

231 

681 

336 

525 

544 

247 

1939 OR EARLIER. 

IBS 

... 

206 

188 

154 

156 

47 

433 

175 

194 

12 

152 

RENTER OCCUPIED. ...... . 

428 

212 

369 

396 

453 

371 

331 

770 

347 

608 

45 

267 

1958 TO MARCH 1960 . 

297 

182 

197 

209 

289 

191 

205 

474 

227 

370 

29 

152 

1954 TO 1957 . 

80 

24 

104 

116 

103 

73 

91 

143 

66 

153 

8 

66 

1940 TO 1953 .. 

39 

6 

60 

51 

52 

86 

30 

141 

46 

85 

B 

39 

1939 OR EARLIER . 

12 

... 

a 

20 

9 

21 

5 

12 

a 

... 

... 

10 

VALUE 













OWNER OCCUPIED . 

981 

1 162 

910 

874 

845 

703 

526 

1 660 

828 

1 093 

2 153 

511 

LESS THAN SStOOU . 

250 

32 

275 

193 

77 

78 

100 

699 

179 

81 

t t • 

82 

SStOOO TO S9<900 . 

392 

327 

401 

311 

401 

332 

142 

670 

385 

363 

* • • 

282 

SlOiOOO TO $14(900 . 

250 

738 

153 

225 

227 

195 

IBS 

203 

173 

327 

25 

98 

$15(000 TO $19(900 . 

46 

52 

52 

110 

74 

74 

53 

56 

57 

189 

132 

38 

$20(000 TO $24(900 . 

20 

9 

16 

B 

28 

16 

19 

16 

27 

61 

316 

11 

$25(000 OR MORE. 

23 

4 

13 

27 

38 

B 

24 

16 

7 

72 

1 680 

• 0 0 

MEDIAN . DOLLARS . 

8 100 

11 100 

6 900 

8 700 

9 300 

9 000 

10 4oO 

5 700 

8 000 

11 200 

30 800 

7 500 

SROSS RENT 













RENTER OCCUPIED. 

428 

212 

369 

396 

453 

371 

331 

770 

347 

608 

45 

267 

LESS IHAN .. 

• f • 

t « • 

8 


• • t 

12 

6 

• t • 

f » • 

4 

• • • 

0 0 0 

$20 TO $39 . 

52 

6 

56 


36 

61 

35 

132 

46 

78 

• • • 

34 

$40 TO $59 . 

156 

B 

128 


95 

73 

70 

325 

80 

179 

0 • • 

100 

$60 TO $79 . 

88 

18 

122 


169 

119 

125 

193 

94 

202 

0 0 0 

56 

$BO TO $99 . 

55 

83 

32 

47 

108 

60 

40 

44 

69 

105 

4 

5a 

$lO0 TO $119.. 

B 

89 

• • • 

4 

9 

« • • 

20 

4 

la 

12 

0 0 0 

5 

$120 OR MORE . 

28 

4 

• • • 

5 

t • • 

4 

• • t 

B 

16 

4 

29 

0 0 0 

NO CASH RENT . 

41 

4 

23 

38 

36 

42 

35 

64 

24 

24 

12 

14 

MEDIAN .. dollars . 

58 

98 

58 

66 

68 

63 

65 

54 

69 

63 

... 

59 

CONTRACT RENT 













RENTER OCCUPIED. 

387 

208 

346 

358 

417 

329 

296 

706 

323 

584 

33 

253 


49 

80 

45 

46 

52 

51 

56 

41 

48 

53 

... 

50 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-f) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. . • . > 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 . 

1950 TO 1954 .. 

1940 TO 1949 . 

1959 OR EARLIER.. 


heating equipment 

steam or hot WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

other MEANS WITH FLUE. . . . 
other means without FLUE . . 
NONE. 


POPULATION 

POPULATION IN HOUSING UNITS. 1960 

per occupied unit. 

OWNER. 

RENTER . 


ALL occupied UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. ... 

6 PERSONS. . . . 

7 PERSONS. . . . . 

8 PERSONS OR MORE 
MEOIANI 

ALL OCCUPIED . 
OWNER. . . . . 

RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 

RENTER OCCUPIED. 

1958 TO MARCH 1950 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 


VALUE 


OWNER OCCUPIED . 

LESS THAN S5i000 . 

SSiOOO TO $9)900 . . 

$10)000 TO $14)900 . 

$15)000 TO $19)900 . 

$20)000 TO $24)900 . 

$25)000 OR MORE. 

MEDIAN . DOLLARS 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN .. 

$20 TO $39 .... . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

median . DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED. 

median . DOLLARS 


LYONS 

MC¬ 

PHERSON 

MARYS¬ 

VILLE 

MEDICINE 

LODGE 

MERRIAM 

MISSION 

MISSION 

HILLS 

MULVANE 

NEODESHA 

NORTON 

OSA- 

WATOMIE 

PAOLA 

1 688 

3 297 

1 571 

1 106 

1 549 

1 378 

1 094 

912 

1 479 

1 237 

1 734 

1 624 

117 

340 

91 

164 

247 

247 

272 

227 

51 

107 

84 

157 

211 

345 

124 

211 

440 

656 

314 

244 

104 

125 

212 

149 

276 

433 

lie 

112 

444 

191 

215 

43 

50 

112 

83 

138 

1 084 

2 179 

1 23B 

619 

418 

2B4 

293 

389 

1 274 

893 

1 355 

1 180 

49 

200 

194 

11 

33 

19 

224 

4 

29 

76 

68 

52 

535 

1 398 

736 

395 

1 359 

1 258 

866 

394 

140 

555 

24B 

432 

619 

817 

226 

331 

79 

76 

• t t 

243 

528 

260 

682 

452 

457 

802 

402 

365 

67 

18 

4 

251 

655 

333 

651 

632 

24 

70 

4 

4 

4 

7 

. • . 

11 

119 

13 

85 

56 

4 

10 

9 

. . . 

7 

... 

... 

... 

a 

... 

. .. 

... 

4 585 

9 550 

4 048 

3 038 

5 084 

4 618 

3 618 

2 943 

3 591 

3 305 

4 591 

4 482 

3.0 

3.0 

2.8 

3.0 

3.4 

3.4 

3.4 

3.5 

2.7 

2.8 

2.9 

2.9 

2.9 

3.0 

2.8 

3.0 

3.4 

3.5 

3.4 

3.4 

2.7 

2.8 

2.8 

2.8 

3.1 

3.0 

2.7 

3. 1 

3.3 

3.3 

... 

3.6 

2.6 

2.8 

3.0 

3.1 

1 547 

3 190 

1 451 

1 012 

1 494 

1 344 

1 066 

850 

1 320 

1 176 

1 596 

1 534 

265 

494 

288 

192 

86 

86 

46 

78 

276 

219 

307 

267 

511 

1 050 

505 

282 

442 

365 

354 

216 

479 

424 

550 

515 

275 

556 

247 

164 

314 

262 

204 

168 

187 

199 

265 

270 

222 

540 

204 

184 

311 

318 

212 

175 

199 

161 

209 

237 

144 

316 

109 

119 

199 

202 

142 

119 

111 

94 

148 

127 

81 

148 

60 

51 

93 

63 

74 

56 

49 

55 

66 

74 

29 

52 

21 

13 

29 

36 

24 

20 

10 

14 

24 

21 

20 

34 

15 

7 

20 

12 

10 

18 

9 

10 

27 

23 

2.5 

2.5 

2.4 

2.7 

3.2 

3.3 

3.2 

3.3 

2.3 

2.4 

2.4 

2.5 

2.4 

2.5 

2.4 

2.7 

3.3 

3.2 

3.1 

3.1 

2.3 

2.4 

2.4 

2.3 

2.9 

2.7 

2.5 

3.1 

• t • 




2.4 

2.6 

2.6 

2.8 

1 449 

2 973 

1 346 

903 

1 401 

1 290 

1 064 

771 

1 261 

1 108 

1 464 

1 424 

98 

217 

105 

109 

93 

54 

2 

79 

59 

68 

132 

110 

1 080 

2 069 

910 

638 

1 309 

1 195 

1 058 

659 

1 017 

815 

1 04B 

935 

194 

383 

174 

117 

276 

297 

213 

161 

121 

177 

128 

260 

250 

566 

201 

194 

383 

443 

347 

229 

192 

144 

21B 

216 

407 

788 

385 

220 

557 

369 

403 

216 

440 

393 

485 

312 

229 

332 

150 

107 

93 

86 

95 

53 

264 

101 

217 

147 

457 

1 121 

541 

374 

185 

149 

8 

191 

303 

361 

548 

599 

295 

660 

276 

241 

122 

121 

• • • 

147 

184 

241 

2B3 

343 

133 

308 

169 

SB 

32 

16 

• « • 

2B 

71 

53 

153 

160 

34 

124 

88 

45 

27 

8 

8 

16 

37 

63 

84 

84 

5 

29 

8 


4 

4 

t • * 

• • • 

11 

4 

28 

12 

999 

1 942 

835 

538 

1 289 

1 182 

1 058 

628 

1 005 

775 

1 003 

898 

222 

210 

lie 

60 

17 

10 

• • . 

50 

394 

84 

298 

192 

407 

739 

349 

208 

111 

54 

• • • 

216 

452 

330 

509 

324 

248 

649 

278 

175 

544 

498 

. » • 

281 

120 

248 

166 

266 

77 

222 

42 

72 

387 

495 

4 

59 

16 

65 

21 

80 

8 

71 

28 

7 

144 

77 

13 

14 

9 

36 

9 

28 

37 

51 

20 

16 

86 

4B 

1 041 

B 

14 

12 

• • . 

8 

8 600 

10 100 

9 200 

10 OOO 

14 700 

15 200 

35 000+ 

10 BOO 

6 100 

9 700 

6 500 

8 700 

457 

1 121 

541 

374 

185 

149 

B 

191 

303 

361 

548 

599 

• • • 

• • • 

4 

• * t 

• . • 

• • • 

• . • 

4 

* * * 

B 

4 

f f 1 

12 

124 

98 

12 

4 

6 

... 

• • « 

71 

44 

85 

60 

159 

344 

193 

129 

21 

* ■ « 

« • • 

29 

114 

66 

133 

171 

181 

336 

114 

144 

31 

14 

t • • 

60 

56 

103 

203 

140 

85 

182 

66 

54 

32 

9 

• » • 

42 

39 

94 

36 

144 

« • • 

66 

34 

11 

32 

35 

• • • 

B 

7 

B 

15 

24 

4 

16 

4 

• • « 

52 

76 

4 

B 

, t • 

4 

8 

20 

26 

53 

28 

24 

13 

9 

4 

40 

16 

34 

64 

40 

65 

63 

56 

65 

• • • 

• • • 

• • » 

ft* 

49 

67 

62 

65 

441 

1 068 

513 

350 

172 

140 

4 

151 

287 

327 

4B4 

559 

49 

52 

42 

53 

... 

... 

... 

... 

34 

55 

47 

52 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants; 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text “U" denotes an unincorporated place. Plus (-i-) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

PARK 

CITY 

(0) 

PHIL- 

LIPSBURG 

PLAIN- 

VILLE 

PRATT 

ROELANO 

PARK 

RUSSELL 

SCOTT 

CITY 

SHAWNEE 

ULYSSES 

VALLEY 

CENTER 

KEENEY 

WELL¬ 

INGTON 

ALL HOUSINB UNITS. 


747 

1 187 

964 

2 

993 

2 

704 

2 

172 

I 

177 

2 

437 

948 

743 

973 

3 

206 

YEAR STRUCTURE BUILT 






















■ 

1955 TO MARCH 1960 . 


412 


121 


166 


286 


461 


130 


114 


520 

215 


363 

132 



1950 TO 1954. 


331 


153 


195 


267 


606 


333 


187 

1 

151 

169 


142 

142 


PIFl 

1940 TO 1949. 

• 1 1 • » 

4 


189 


153 


358 

1 

183 


534 


310 


310 

313 


49 

145 


on 

1939 OR EARLIER. 


... 


724 


448 

2 

082 


454 

1 

175 


566 


456 

251 


189 

554 


394 

heating equipment 























STEAM OR HOT WATER. 


4 


12 


32 


173 


25 


72 


28 


24 

8 


• • 1 

53 


37 

WARM AIR FURNACE. 


679 


375 


543 

1 

012 

2 

530 


574 


319 

2 

094 

257 


419 

284 


790 

BU ILT-IN ROOM UNITS. 


64 


367 


145 


771 


116 


868 


412 


221 

428 


230 

318 

I 

012 

other means with flue. 


, * , 


412 


244 


969 


21 


610 


378 


96 

209 


73 

318 



other MEANS WITHOUT FLUE . . • . 


... 


21 


• . 


54 


12 


48 


28 


• « • 

42 


21 




NONE. 


.. . 


... 


... 


14 


... 


... 


12 


. . . 

4 


... 

... 



POPULATION 














1 









POPULATION IN HOUSING UNITSt 1960. 

2 687 

3 

186 

3 

099 

8 

113 

8 


6 

082 



9 

012 

3 146 

2 

570 

2 801 

B 

794 

per OCCUPIED UNIT. 


4.4 


2.9 


3.5 


2.9 


KRil 


3.0 


UrJ 


3.8 

3.5 


3.7 

3.1 


3.0 

OWNER. 


4.3 


3.0 


3.5 


2.9 


mVI 




klU 


BS 

3.5 


3.7 

3.0 


2.9 

RENTER . 

. 

4.6 


2.8 


3.4 


3.0 




EE 




m 

3.5 


3.6 

3.1 


3.0 

ALL OCCUPIED UNITS . . . • 


617 

1 

092 

891 

2 

781 

2 

642 

2 

001 

I 

111 

2 

351 

893 

696 

915 

2 

961 

PERSONS 



■ 




■ 

■ 










■ 

■ 




1 PERSON. 


7 

■ 



104 

■ 



128 


297 


167 


116 

91 

■ 

■H 

157 


522 

a persons. 


64 




232 


i:U*l 


866 


607 


318 


475 

214 


iTjm 

265 


974 

3 PERSONS. 

• • * • • 

99 




146 


liUi 


522 


399 


191 


425 



iBl 

131 


490 

4 PERSONS. 

• • • • ■ 

189 




183 


412 


545 


329 


204 


579 



157 

159 


444 

5 PERSONS. 

• • • • • 

135 




109 


268 


334 


226 


124 


418 



119 

95 


302 

6 PERSONS. 


66 


52 


59 


130 


153 


90 


56 


205 

62 


64 

59 


130 

7 PERSONS. 


36 


15 


28 


52 


57 


42 


37 


72 

28 


23 

22 


48 

e PERSONS OR MORE. 


21 




30 


34 


37 


11 


14 


61 

18 


7 



51 

MED IAN 1 




HH 



















ALL OCCUPIED. 


4.2 


rKi 


3.3 


HH 


3.1 


2.7 




3.8 



3.6 



2.5 

OWNER. 


4.2 


uu 


3.6 




3.1 


2.6 


Fat 


3.9 



3.6 



2.4 

RENTER . 



■ 

jm 


3.1 

■ 

i 


... 


2.9 


m 


3. 1 



t . t 

2.3 


2.8 

PERSONS PER room 























1.00 OR LESS. 


545 

1 

023 


766 

2 

501 

2 

528 

1 

853 


972 

2 

022 

713 


597 

810 

2 

729 

1.01 OR MORE. 

. 

72 


69 


125 


280 


114 


148 


139 


329 

IBO 


99 

105 


232 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED . 

• • « • • 

510 


712 


608 

1 

736 

2 

444 

1 

316 


795 

2 

001 

538 


584 

651 

I 

956 

195 8 TO MARCH 1960 . 

t • • • f 

187 


120 


120 


252 


532 


210 


227 


509 

193 


219 

161 


350 

1954 TO 1957 . 

• • • • • 

307 


198 


194 


384 


772 


275 


156 


646 

166 


246 

134 


433 

1940 TO 1953 . 


16 


319 


235 


716 

1 

010 


608 


332 


718 

158 


99 

270 


710 

1939 OR EARLIER. 


... 


75 


59 


384 


130 


223 


BO 


128 

21 


20 

86 


46^ 

RENTER OCCUPIED. 


107 


380 


283 

1 

045 


198 


685 


316 


350 

355 


112 

264 

1 

005 

1958 TO MARCH 1960 . 


107 


224 


214 


690 


156 


435 


199 


273 

278 


97 

161 



1954 TO 1957 .. . . . 


• • • 


98 


49 


247 


33 


182 


78 


46 

53 


B 

65 


214 

1940 TO 1953 . 


• • • 


52 


20 


91 


9 


64 


30 


31 

16 


7 

23 



1939 OR EARLIER. 


• • • 


6 


• * • 


17 


• • • 


4 


9 


• • • 

8 



15 


32 

VALUE 























OWNER OCCUPIED . 


510 


684 


577 

1 

543 

2 

440 

1 

261 


739 

1 

989 

440 


566 

560 

1 

877 

LESS THAN $5tOOO ........ 


4 


96 


67 


242 


B 


147 


86 


29 

39 


49 

63 


332 

S5 t OOO TO S9t900 . 


214 


303 


319 


537 


173 


430 


249 


213 

155 


131 

195 


879 

S lO • 000 TO >14(900 . 


275 


199 


143 


488 

1 

090 


456 


234 

1 

166 

209 


317 

201 


505 

S 15 • 000 TO 419(900 . 


17 


61 


27 


196 


697 


121 


111 


436 

20 


61 

54 


111 

sao lOOO TO $24(900 . 


t • • 


19 


7 


36 


177 


39 


28 


91 

5 


8 

26 


21 

sas • 000 OR MORE. ........ 


• • « 


4 


14 


44 


295 


68 


31 


52 

12 


• t ff 

21 


29 

median . 

DOLLARS . 

10 400 

9 

000 

B 

700 

9 

900 

14 

800 

10 

400 

10 

600 

12 

600 

10 500 

11 

200 

10 400 

8 

400 

GROSS RENT 























RENTER OCCUPIEO. 

• • • • • 

107 


380 


283 

1 

045 


196 


685 


316 


350 

355 


112 

264 

I 

005 

less than .. 

• • • • • 

• • « 




• t • 


16 


f • ■ 


4 


• • • 


• • • 

• • • 


• • • 

• • • 


4 

sao TO $39 . 

• • • • • 

• t • 




29 


108 


8 • • 


44 


42 


9 

20 


3 

24 


108 

S40 TO $59 . 


• » • 




39 


335 


4 


179 


96 


32 

66 


6 

61 


255 

S60 TO $79 . 


4 




68 


262 


4 


151 


98 


28 

118 


24 

71 


339 

seo TO $99 . 


41 


42 


86 


174 


a 


157 


49 


79 

90 


43 

41 


160 

SlOO TO . . 


46 


6 


32 


43 


51 


69 


9 


lOO 

24 


23 

13 


36 

SI20 OR MORE. 


16 


• • • 


9 


16 


114 


34 


• • • 


76 

16 


• ♦ * 

12 


16 

NO CASH RENT . 


• • • 


25 


20 


91 


17 


47 


22 


26 

21 


13 

42 


87 

median. 

DOLLARS . 

... 


57 


79 


61 


* • > 


73 


62 


105 

74 


* • • 

67 


66 

CONTRACT RENT 























renter occupied . 


107 


355 


263 


954 


181 


636 


294 


324 

334 


99 

222 


918 

median. 

COLLARS . 

.. • 


47 


59 


53 


... 


57 


53 


83 

64 


... 

55 


53 
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State and Small Areas 


Table 27. —Selected Characteristics ot Housing Units, for Places of 1,000 to 2,500 Inhabitants: 1960 
[Some data based on sample; average not shown where base is insufficient; see text. “U” denotes an unincorporated place] 



ALL HOUSING UNITS BY CONDITION AND PLUMBING 





OCCUPIED 

HOUSING UNITS 




. 



SOUND 

DETERIORATING 




OWNER OCCUPIED 

rente 

.R OCCUF 

lEO 

L -01 


AVAIL- 




WITH 

LACK- 


WITH 

LACK- 


POPU- 




AVER- 


AVER- 

AVER- 

OR 

occu- 

VACANT 

PLACE 



ALL 

ING 


ALL 

ING 

DILAP- 

LATION 


AVERAGE 

AGE 



AGE 

VtM 

MORE 

PIEO 

HOUS- 


TOTAL 


PLUMB- 

SOME 


PLUMB- 

SOME 

I dated 

IN 


VALUE 

NUM 

- 


GROSS 


PER- 

BY 

ING 



TOTAL 

ING 

OR all 

TOTAL 

ING 

OR ALL 


HOUSING 

TOTAL 

(DOL- 

BER 


TOTAL 

RENT 


SONS 

NON- 

UNI'IS 




FA- 

FA- 


FA- 

FA- 


uN 

TS 


LARS) 

OF 



IDOL- 

OF 

PER 

WHITE 





CILI- 

CILI- 


CILI- 

CILI- 







ROOMS 


LARS) 

ROOMS 

ROOM 






TIES 

TIES 


TIES 

TIES 













■■■ 


arma. 

552 

429 

■9 

■■ 

102 

31 

71 

21 

1 

296 

428 

4 

500 

4 

.7 

62 

... 

4.1 

26 

H 

20 

ASHLAND.. . . . 

520 

364 



119 

107 

12 

37 

1 

289 

348 

9 

000 

5 

.4 

122 


4^6 

31 


24 

ATWOOD . 

623 

483 


24 

129 

122 

7 

a 

1 

8B2 

400 

12 

500 

5 

96 

183 


492 

83 


5 

BALDWIN CITY. 

572 

451 


IS 

85 

67 

18 

36 

1 

426 

363 

8 

000 

5 

.9 

157 


4.3 

24 

11 

27 

belle PLAINE ...... 

544 

412 

409 

3 

130 

126 

4 

2 

1 

579 

368 

9 

000 

5 

.3 

114 


4.7 

49 

9 9 9 

53 

Blue rapids. 

560 

239 

226 

13 

186 

152 

34 

135 

1 

426 

360 

6 

500 

5 

.8 

151 


4.B 

39 

1 

9 

BURLINBAME . . 

425 

319 

289 

30 

85 

55 

30 

21 

1 

130 

289 

5 

500 

5 

96 

89 


4*6 



21 

BURLINGTON . 

867 

567 

513 

54 

279 

180 

99 

21 

2 

079 

531 

6 

000 

5 

.8 

247 


49? 

40 


44 

CALDWELL . 

778 

601 

573 

28 

155 

12B 

27 

22 

1 

788 

522 

7 

500 

5 

.5 

173 

9 9 9 

4.6 

33 


57 

chapman.. . . . 

368 

290 

282 

8 

66 

61 

5 


1 

095 

25B 

9 

500 

5 

.7 

106 

9 9 9 

493 

40 

■1 

2 

CHENEY . 

378 

309 

300 

9 

64 

55 

9 


1 

101 

293 

9 

500 

5 

.6 

66 

9 9 9 

49? 

20 


15 

CHETOPA. 

658 

435 

404 

31 

140 

89 

51 

83 

1 

509 

369 

4 

500 

5 

.2 

192 

46 

493 

50 

40 

28 

CIMARRON ........ 

428 

2B6 

2B1 

5 

131 

120 

11 

11 

1 

115 

278 

11 

000 

5 

.3 

114 

999 

4.1 

36 

9 9 9 

29 

CLEARWATER . 

380 

350 

344 

6 

27 

22 

5 


1 

073 

26B 

10 

000 

5 

.3 

89 

999 

4*5 

22 

1 

14 

CLYDE. 

391 

326 

306 

20 

54 

30 

24 


1 

019 

296 

5 

500 

5 

.7 

74 

999 

St 1 

19 


11 

COLOWATER. 

522 

361 

353 

8 

147 

96 

51 


1 

164 

309 

B 

500 

5 

.4 

120 


mm 

27 


61 

CONWAY SPRINGS . 

401 

246 

237 

9 

140 

129 

11 


1 

039 

295 

7 

500 

5 

.4 

65 

999 


28 


13 

OE SOTO.. . . . 

437 

362 

340 

22 

50 

36 

14 


1 

271 

242 

8 

500 

5 

.0 

145 

999 

3 .a 

75 


41 

dighton. 

554 

507 

495 

12 

36 

29 

7 

11 

1 

525 

384 

10 

500 

5 

.5 

12B 

999 

4.1 

40 


19 

DOUGLASS ... . 

393 

281 

275 

6 

94 

80 

14 

IB 

1 

050 

266 

7 

000 

5 

.5 

98 



32 


2 

DOWNS.. . . . 

484 

244 

241 

3 

1B9 

166 

23 

51 

1 

161 

356 

7 

500 

5 

.7 

79 



20 


13 

EASTBDROUGH. ...... 

318 

316 

314 

2 

2 

2 

• • • 

* • • 


999 

313 

38 

000 

8 

.1 

9 9 • 



1 


4 

Elkhart. 

624 

186 

184 

2 

370 

353 

17 

6B 

1 

777 

334 

10 

000 

5 

.2 

197 

999 

4.0 

76 

1 

58 

ELLIS. 

783 

739 

703 

36 

34 

16 

18 

10 

2 

176 

561 

9 

000 

5 

.4 

167 

999 

4.1 

58 

11 

16 

ELLSWORTH. 

871 

406 

403 

3 

326 

311 

15 

139 

2 

299 

582 

B 

500 

5 

.5 

240 

59 

mm 

46 

11 

14 

ELWOOD . 

411 

173 

141 

32 

139 

70 

69 

99 

1 

191 

269 

5 

000 

4 

.4 

114 

... 

HE 

70 

81 

14 

ENTERPRISE . 

312 

226 

222 

4 

83 

65 

18 

3 


923 

227 

7 


5 

.7 

69 


WSm 

24 

9 9 9 

14 

ERIE. 

493 

402 

370 

32 

71 

51 

20 

20 

1 

299 

359 

6 


5 

.5 

99 



41 

■ 9 9 

20 

euoora . 

507 

202 

202 

• • • 

223 

214 

9 

B2 

1 

526 

287 

7 


5 

.3 

176 



61 

17 

18 

FRANKFORT. 

443 

289 

283 

6 

104 

81 

23 

50 

1 

106 

287 

7 


5 

.8 

117 

mm 

li 

21 

1 

13 

FRONTENAC. 

651 

486 

446 

40 

136 

90 

46 

29 

1 

713 

515 

5 

500 

4 

.7 

91 


li 

52 

... 

16 

GARDNER. 

525 

410 

407 

3 

110 

96 

14 

5 

1 

570 

328 

11 

500 

4 

.9 

157 

9 9 9 

Mm 

77 

1 

37 

GIRARD . 

999 

752 

678 

74 

231 

135 

96 

16 

2 

284 

653 

5 

500 

5 

.4 

260 

39 


46 

10 

51 

GREENSBURG . 

745 

61B 

601 

17 

112 

102 

10 

15 

1 

988 

467 

11 

000 

5 

.6 

206 

999 

Wm 

50 

9 9 9 

30 

HALSTEAD . 

593 

424 

413 

11 

132 

125 

7 

37 

1 

508 

3B9 

B 

000 

5 

.5 

159 

999 


26 

1 

22 

HARPER . 

735 

640 

592 

4B 

83 

72 

11 

12 

1 

879 

472 

8 

500 

5 

.4 

184 


4.4 

49 

1 

52 

HESSTON. 

313 

269 

266 

3 

44 

39 

5 

• • • 


995 

210 


•»• 

5 

.7 

90 


4.5 

23 

1 

11 

HILL CITY. 

786 

702 

691 

11 

70 

SB 

12 

14 

2 

421 

531 

10 

500 

5 

.2 

217 

999 

3.9 

106 

15 

25 

HILLSBORO. 

774 

662 

624 

38 

109 

76 

33 

3 

2 

206 

587 

9 

000 

5 

.6 

169 

999 

4.7 

33 

9 9 9 

5 

HOLMOEL GARDENS (U). , . 

499 

369 

361 

B 

109 

87 

22 

2l 

1 

436 

343 

9 

000 

4 

.B 

118 

9 9 9 

4.0 

58 

1 

17 

HORTON. 

9B6 

514 

457 

57 

309 

263 

46 

163 

2 

361 

655 

5 

500 

5 

.5 

245 

52 

4.6 

59 

40 

24 

HOWARD . 

440 

143 

139 

4 

274 

240 

34 

23 

1 

002 

307 

6 

000 

5 

.6 

101 


4.2 

20 

1 

14 

HOXIE. 

45B 

444 

421 

23 

9 

3 

6 

5 

1 

28B 

341 

a 

000 

5 

.6 



4.3 

30 

9 9 9 

1 

HUMBOLDT . 

858 

621 

602 

19 

189 

150 

39 

4B 

2 

285 

614 

6 

000 

5 

.6 

■E 


4.B 

54 

26 

35 

JETMORE. 

392 

342 

323 

19 

42 

30 

12 

B 

1 

014 

262 

8 

500 

5 

.4 

■Ei 


4.1 

28 

... 

24 

KINSLEY. 

856 

684 

671 

13 

129 

110 

19 

43 

2 

235 

583 

9 

000 

5 

.5 

200 



62 

6 

39 

KIOWA. 

6B4 

446 

426 

20 

219 

193 

26 

19 

1 

674 

436 

8 

500 

5 

.2 

168 


H i 

31 


38 

LA CROSSE. 

638 

391 

389 

2 

209 

202 

7 

38 

1 

731 

442 

11 

000 

5 

.6 

158 

9 9 9 

■ E 

41 


16 

LAKIN. 

460 

358 

352 

6 

B4 

73 

11 

18 

1 

414 

278 

8 

500 

5 

.4 

150 

999 

4.1 

68 


4 

LANSING. 

414 

322 

296 

26 

78 

49 

29 

14 

1 

264 

26B 

10 

000 

5 

.0 

129 

9 9 9 

4.0 

49 


7 

LENEXA . 

687 

637 

626 

11 

30 


... 


2 

487 

537 

13 

000 

5 

.4 

116 


4.3 

82 

HH 

29 

LEOTI. 

481 

260 

257 

3 

169 


31 


1 

398 

282 

13 

500 

5 

.3 

151 


4.1 

57 


9 

LINCOLN CENTER . 

711 

621 

594 

27 

71 

50 

21 


1 

714 

480 

6 

500 

5 

.7 

178 


4.6 

18 

2 

29 

MADISON. 

457 

362 

341 

21 

66 

55 

11 


1 

105 

277 

6 

500 

5 

.3 

147 


4.3 

21 

9 9 9 

12 

MANKATO. 

497 

329 

321 

8 

148 

108 

40 


1 

228 

295 

6 

500 

5 

.7 

165 


4.5 

15 

... 

16 

MARION . 

B20 

673 

648 

25 

133 

109 

24 


2 

149 

579 

B 

000 

5 

.7 

193 

9 9 9 

4.5 

38 

1 

9 

MEAOE. 

748 

602 

595 

7 

128 

116 

12 


2 

018 

432 

10 

500 

5 

.3 

252 

62 

4.1 

B2 

3 

41 

MINNEAPOLIS. 

747 

508 

493 

15 

219 

170 

49 

20 

1 

997 

523 

7 

500 

5 

.B 

180 


5.1 

47 

3 

12 

MOUNORIDGE . 

415 

289 

2B8 

1 

122 

112 

10 

4 

1 

194 

299 

B 

500 

5 

.B 

99 


4.9 

25 

9 9 9 

5 

NESS CITY. 

575 

475 

458 

17 

73 

65 

8 

27 

1 

653 

407 

12 

000 

5 

.7 

143 


4.2 

56 

... 

4 

NICKERSON. 

390 

23B 

231 

7 

99 

87 

12 

53 

1 

091 

309 

6 

000 

5 

.8 

SB 


4.9 

26 

9 9 9 

12 

OAKLEY . 

750 

358 

357 

1 

227 

217 

10 

165 

2 

185 

496 

10 

5D0 

5 

.4 

200 


4.3 

62 

6 

17 

OBERLIN . 

B91 

716 

692 

24 

146 

116 

30 

29 

2 

2B8 

629 

9 

000 

5 

.3 

213 


4.2 

50 

1 

18 

OGDEN. .... . 

577 

362 

352 

10 

198 

167 

31 

17 

1 

780 

292 


%*% 

3 

.8 

237 

75 

3.4 

174 

10 

39 

OSAGE CITY . 

837 

548 

517 

31 

225 

169 

56 

64 

2 

178 

547 

7 

500 

5 

.4 

220 

... 

4.5 

54 

5 

22 

OSBORNE. . 

835 

418 

410 

B 

365 

321 

44 

52 

1 

999 

571 

8 

OOD 

5 

.7 

186 

... 

4.4 

37 

3 

26 

OSWEGO ......... 

835 

545 

514 

31 

236 

193 

43 

54 

1 

988 

505 

6 

000 

5 

.6 

252 

47 

4.6 

31 

31 

34 

PEABODY. 


390 

372 

18 

115 

83 

32 

15 

1 

305 

365 

6 

500 

6 

.0 

112 


5.2 

21 

8 

20 

PLEASANTON . 


392 

333 

59 

67 

32 

35 

8 

1 

098 

319 

5 

500 

5 

.4 

115 

hb 

4.6 

21 

3 

15 

SABETHA. 


842 

810 

32 

26 

15 

11 

... 

2 

252 

604 

9 

000 

6 

.1 

220 

H 

4.8 

23 

12 

25 

ST FRANCIS . 

667 

572 

550 

22 

6B 

55 

13 

27 

1 

545 

461 

9 

000 

5 

.8 

139 


4.4 

25 


22 

ST JOHN. 

704 

562 

535 

27 

95 

82 

13 

47 

1 

751 

476 

9 

500 

5 

.6 

165 

■n 

4.4 

32 


20 

St MARYS . 

435 

331 

320 

11 

93 

78 

15 

11 

1 

280 

327 

9 

ooo 

5 

.7 

85 

9 9 9 

4.8 

31 


6 

SEDAN.. . 

692 

587 

535 

52 

79 

52 

27 

26 

1 

628 

421 

7 

000 

5 

.5 

231 

51 

4.2 

34 


17 

SEDGWICK . 

366 

313 

306 

7 

42 

36 

6 

11 

1 

095 

271 

B 

500 

5 

.6 

74 

... 

4.6 

29 


8 

SENECA . 

693 

562 

545 

17 

106 

B6 

20 

25 

2 

050 

484 

7 

000 

5 

.8 

169 

9 9 9 

4.5 

64 

1 

7 

SMITH CENTER ...... 

937 

780 

731 

49 

128 

106 

22 

29 

2 

349 

643 

9 

500 

5 

.5 

240 

58 

4.4 

40 

9*9 

24 

SOLOMON. 

353 

151 

147 

4 

170 

151 

19 

32 

1 

008 

231 


• • • 

5 

.5 

97 

9 9 9 

4.5 

41 

9 • • 

13 

SOUTH HUTCHINSON .... 

522 

362 

352 

10 

121 

107 

14 

39 

1 

663 

359 

B 

000 

4 

.8 

134 

9 9 9 

4.1 

63 

• • • 

11 

STAFFORD . 

739 

645 

633 

12 

90 

75 

15 

4 

1 

859 

473 

B 

500 

5 

.7 

195 

999 

4.7 

35 

999 

27 
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Table 27. —Sflected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants; 1960 — Con. 
[Some data based on sample; average not shown where base is insufficient; see text. “U” denotes an unincorporated place] 
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State and Small Areas 


Table 28 . —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: I960 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sujoply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

ALLEN 

ANDERSON 

ATCHISON 

BARBER 

BARTON 

BOURBON 

BROWN 

BUTLER 

CHASE 

CHAU¬ 

TAUQUA 

CHEROKEE 

CHEYENNE 

ALL HOUSING UNITS.. . . . 

6 

263 

3 

407 

6 

750 

3 

374 

10 

718 

6 

5SS 

5 

164 

13 

240 

1 

650 

2 

550 

8 

577 

1 

806 

TENUREt COLORt AND VACANCY STATUS 

























OCCUPIED . 

5 

609 

2 

991 

6 

251 

2 

834 

9 

846 

5 

752 

4 

549 

11 

884 

1 

345 

2 

158 

7 

587 

1 

505 

OWNER OCCUPIED . 

4 

049 

2 

258 

4 

248 

1 

786 

6 

357 

4 

079 

3 

094 

7 

925 


935 

1 

589 

5 

678 

1 

116 

WHITE. 

3 

979 

2 

254 

3 

976 

1 

782 

6 

258 

3 

954 

3 

046 

7 

865 


928 

1 

563 

S 

584 

1 

116 

NONWHITE . 


70 


4 


272 


4 


99 


125 


48 


60 


7 


26 


94 


• • 

RENTER OCCUPIED. 

I 

560 


733 

2 

003 

1 

048 

3 

489 

1 

673 

1 

455 

3 

959 


410 


569 

1 

909 


389 

WHITE. 

1 

537 


733 

I 

848 

1 

037 

3 



608 

1 

380 

3 

930 


406 


554 

1 

884 


389 

NONWHITE . 


23 

■ 

... 


155 


U 




65 


75 


29 


4 


15 


25 


... 

VACANT . 


654 

■ 

416 


499 


540 




803 


615 

1 

356 


305 


392 


990 


301 

YEAR ROUND . 


568 




457 


370 


719 


715 


566 

1 

033 


193 


351 


854 


264 

SOUND OR deteriorating . 


440 




374 


297 


617 


616 


416 


834 


151 


226 


605 


220 

available.. • 


230 




184 


165 


438 


362 


129 


616 


36 


50 


294 


36 

FOR SALE ONLY. 


51 




47 


25 


107 


57 


29 


66 


11 


la 


69 


16 

FOR RENT.. • 


179 




137 


140 


331 


305 


100 


550 


25 


38 


225 


20 

RENTED OR SOLD? AWAITING OCCUPANCY . 


52 




39 


11 


37 


28 


17 


35 


14 


11 


34 


6 

HELD FOR OCCASIONAL USE. 


33 




20 


13 


20 


53 


41 


14 


23 


12 


58 


7 

HELD FOR OTHER REASONS . 


125 


98 


131 


108 


122 


173 


229 


169 


78 


153 


219 


171 

dilapidated. 


128 


75 


83 


73 


102 


99 


150 


199 


42 


125 


249 


44 

seasonal . 


86 


44 


42 


170 


153 


88 


49 




112 


41 


136 


37 

CONDITION ANO PLUMBING 

























ALL UNITS. 

6 

263 

3 

407 

6 

750 

3 

374 

10 

718 

6 

555 

5 

164 

13 

240 

1 

650 

2 

550 

8 

577 

1 

806 

SOUND. 

4 

152 

2 

393 

5 

133 

2 

675 

B 

576 

4 

594 

3 

697 

10 

045 

1 

219 

1 

656 

5 

742 

1 

570 

WITH ALL PLUMBING FACILITIES . 

3 

525 

1 

855 

4 

295 

2 

398 

8 

105 

3 

556 

3 

169 

9 

H8H 


882 

1 

339 

4 

679 

1 

373 

lacking only hot water . 


44 


18 


59 


22 


41 


43 


52 


62 


4 


12 


72 


12 

lacking other PLUMBING FACILITIES. . . . 


583 


520 


779 


255 


430 


995 


476 


680 


333 


305 


991 


185 

deteriorating. 

I 

761 


860 

I 

270 


606 

1 

821 

1 

557 

1 

104 




389 


650 

2 

213 


172 

WITH ALL PLUMBING FACILITIES . 


985 


299 


721 


385 

1 

422 


626 


591 


iS! 


183 


254 


998 


90 

lacking only hot water . 


12 


8 


21 


• • 


17 


33 


EQ 


K fi 


13 


4 


54 


• • 

LACKING OTHER PLUMBING FACILITIES. . . . 


764 


553 


528 


tiMN 


382 


898 


Em 


! 


193 


392 

1 

161 


82 

dilapidated. 


350 


154 


347 

■ 


■ 

321 


404 

■ 



610 


42 


244 


622 


64 

VACANT available FOR SALE. 


51 


36 


47 

■ 


■ 

107 


57 

■ 



66 


11 


12 


69 


16 

WITH ALL PLUMBING FACILITIES . 


38 


27 


30 

■ 


■ 

82 


37 

■ 



54 


9 


3 


40 


10 

VACANT available FOR RENT. 


179 


86 


137 



1 

331 


305 




550 


25 


36 


225 


20 

WITH ALL PLUMBING FACILITIES . 


117 


45 


60 




239 


130 




375 


14 


16 


116 


16 

ALL HOUSING UNITS. 

6 

263 

3 

407 

6 

750 

3 

374 

10 

718 

■ 

■ 


Hi 

13 

240 

1 

650 

2 

550 

8 

577 

1 

806 

WATER SUPPLY 













■ 

■ 











HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

5 

041 

2 

351 

5 

553 

2 

952 

10 

042 

4 

678 



11 

662 

1 

162 

1 

735 

6 

270 

1 

531 

only COLO PIPED water INSIDE STRUCTURE . . 


411 


235 


440 


139 


282 


474 




580 


133 


182 

1 

055 


100 

PIPED WATER OUTSIDE STRUCTURE. 


54 


43 


50 


28 


21 


76 




72 


21 


43 


139 


20 

NO PIPED WATER . 


757 


778 


707 


255 


373 

1 

327 

■ 

Ql| 


926 


334 


590 

1 

113 


155 

TOILET facilities 

























FLUSH TOILET? EXCLUSIVE USE. 

4 

773 

2 

242 

5 

301 

2 

855 

9 

795 

4 

448 

4 

067 

11 

330 

1 

095 

1 

635 

6 

129 

1 

506 

FLUSH TOILET? SHARED . 


199 


19 


219 


53 


305 


186 


99 


302 


16 


46 


158 


4 

OTHER TOILET FACILITIES OR NONE. 

1 

291 

1 

146 

I 

230 


466 


618 

1 

921 


998 

1 

608 


539 


869 

2 

290 


296 

bathing facilities 

























bathtub or shower? exclusive use . 

4 

728 

2 

276 

5 

322 

2 

886 

9 

813 

4 

488 

4 

027 

11 

310 

1 

141 

1 

649 

6 

057 

1 

506 

bathtub or shower? shared. . . . 


212 


22 


223 


49 


305 


194 


lOO 


304 


16 


42 


156 


4 

NO BATHTUB OR SHOWER . 

I 

323 

1 

109 

I 

205 


439 


600 

1 

873 

1 

037 

1 

626 


493 


859 

2 

364 


296 

ROOMS 

























I ROOM . 


111 


19 


135 


121 


153 


85 


44 


214 


27 


18 


lie 


20 

2 ROOMS. 


lao 


33 


187 


85 


325 


221 


134 


317 


91 


54 


214 


52 

3 ROOMS. 


355 


133 


532 


305 

1 

093 


516 


299 

1 

302 


115 


248 


741 


119 

4 ROOMS. 

I 

088 


422 

I 

236 


767 

2 

718 

1 

370 


767 

2 

922 


245 


568 

2 

290 


351 

5 ROOMS. 

I 

998 


998 

I 

877 


907 

2 

852 

2 

092 

1 

217 

3 

912 


375 


838 

2 

640 


432 

6 ROOMS. 

1 

247 


784 

1 

376 


596 

1 

585 

1 

307 

1 

099 

2 

637 


380 


433 

1 

533 


287 

7 ROOMS. 


766 


564 


745 


314 


895 


551 


856 

1 

143 


229 


170 


630 


213 

8 ROOMS OR MORE. 


578 


454 


662 


279 

1 

097 


413 


748 


793 


EES 


221 


411 


332 

MEDIANI 

























ALL UNITS. 


5.2 


5.6 


5.2 


5.0 


4.9 


5.0 


5.6 


5.0 




5.0 


4.9 


K' n 

OWNER OCCUPIED . 


5.4 


5.9 


5.5 


5.2 


5.2 


5.2 


5.8 


5.3 


SB 


5.1 


5.0 


K ^ 9 

RENTER OCCUPIED.. 


4.9 


5.3 


4.5 


4.6 


4.4 


4.7 


5.4 


4.4 


5.6 


4.7 


4.5 

■ 

11 i 

UNITS IN STRUCTURE 


























5 

B20 

3 

280 

5 

852 

2 

968 

9 

321 

5 

955 

5 

083 

12 

017 

1 

596 

2 

459 

8 

312 

1 

744 



116 


85 


455 


172 


634 


211 


20 


343 


5 


39 


47 


25 

3 ANO 4. 


119 


24 


166 


91 


269 


159 


28 


295 


20 


9 


64 


10 

5 TO .. 


93 


5 


185 


30 


115 


118 


5 


123 


10 


15 


94 


• t • 

10 OR MORE . 


59 


5 


54 


60 


136 


59 


• • • 


204 


5 


11 


15 


15 

TRAILER! ON PERMANENT FOUNDATION. 


12 


4 


4 


4 


54 


20 


8 


18 


4 


13 


4 


8 

MOBILE . 


44 


4 


34 


49 


IBB 


33 


20 


240 


10 


4 


41 


4 

YEAR STRUCTURE BUILT 

























1959 TO MARCH 1960 . 


93 


53 


64 


64 


157 


71 


60 


359 


20 


20 


91 


15 

1955 TO 1956 ... 


184 


99 


272 


224 


803 


158 


125 

1 

716 


29 


48 


333 


55 

1950 TO 1954 . . 


276 


104 


311 


375 

1 

636 


271 


117 

1 

719 


67 


35 


388 


91 

1940 TO 1949 . 


236 


155 


238 


257 

1 

860 


276 


150 

1 

281 


134 


180 


590 



1930 TO 1939 . 


374 


287 


453 


274 

1 

366 


514 


284 

1 

232 


122 


213 


728 


i ^ fj 

1929 OR EARLIER . 

5 

LOO 

2 

699 

5 

412 

2 

180 

4 

896 

5 

265 

4 

428 

6 

933 

1 

278 

2 

054 

6 

447 


Ijiy 

BASEMENT 

























BASEMENT . 

1 

101 

1 

023 

4 

778 

1 

289 

4 

728 

2 

093 

3 

165 

3 

164 


591 


313 

1 

314 

1 

095 

CONCRETE SLAB . 


689 


282 


209 


704 


688 


750 


353 

2 

594 


102 


177 

1 

387 


119 

OTHER. 

4 

473 

2 

102 

I 

763 

1 

381 

5 

301 

3 

712 

1 

646 

7 

482 


957 

2 

060 

5 

876 


592 
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Table 28. Tenurh, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA's: 1960 — Con, 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Siijaply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
B.asemcnt 


SUBJECT 


ALL HOUSING UNITS. . . 

TENUREt COLORi AND VACANCY STATUS 

OCCUPIED . 

owner OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE... 

NONWHITE . 

VACANT . , 

YEAR ROUND . 

SOUND OR OETERIORATiNG.. . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS.. 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOI WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. ... . . . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

dilapidated. 

VACANT available FOR SALE.. 

WITH ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . . 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE.. 

FLUSH TOILET. SHARED . , 

OTHER TOILET FACILITIES OR NONE.. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED.. . , 

NO BATHTUB OR SHOWER . 

ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS... 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

6 ROOMS OR MORE. 

MEDIAN! 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 


1 . 

2 . 

3 AND .. 

5 TO .. 

10 OR MORE . 

TRAILER! ON PERMANENT FOUNDATION 

mobile . 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 . 

1955 TO 1956 . . . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB. 
OTHER. ... 


CLARK 

CLAY 

CLOUD 



COWLEY 

CRAWFORD 

DECATUR 

DICKIN¬ 

SON 

DONIPHAN 

DOUGLAS 

Edwards 

• 1 30C 

4 14: 

5 291 

3 449 


wm 

14 499 

2 142 

7 600 


n 

1 929 

• 1 156 

3 706 

4 736 

2 928 



13 085 

1 904 

7 110 



1 674 

• 7Be 

2 566 

3 190 

2 164 


8 169 

9 746 

1 409 

5 056 

2 088 

7 992 

1 162 

• 7B6 

2 566 

3 186 

2 164 


7 941 

9 630 

1 409 

5 023 

1 979 

7 602 

1 162 

• • • • 

• t • 

4 

• • • 


22a 

116 

• • • 

33 

109 

390 


• 37C 

1 142 

1 546 

764 

363 

4 038 

3 339 

495 

2 054 

914 

4 400 

512 

• 370 

1 133 

1 546 

764 

363 

3 911 

3 288 

495 

2 038 

889 

4 135 

512 

• • • • 

9 

. . . 

• • • 

... 

127 

51 

... 

16 

25 

265 


• 144 

437 

555 

521 

241 

1 303 

1 4l4 

238 

490 

437 

991 

255 

• 125 

314 

468 

423 

203 

1 166 

1 142 

216 

460 

384 

864 

210 

• 108 

204 

350 

349 

161 

1 028 

876 

159 

4U1 

298 

732 

166 

• 4l 

74 

152 

97 

83 

639 

409 

60 

201 

121 

523 

61 

• 7 

20 

36 

IB 

6 

86 

127 

30 

44 

16 

95 

IB 

• 34 

54 

116 

79 

77 

553 

282 

30 

157 

105 

428 

43 

• 5 

19 

a 

S 

4 

50 

88 

11 

20 

10 

55 

2 

• 17 

a 

25 

21 

9 

48 

89 

13 

59 

34 

18 

7 

. 45 

100 

162 

223 

65 

291 

290 

75 

121 

133 

136 

96 

• 17 

110 

118 

74 

42 

138 

266 

57 

59 

86 

132 

44 

• 19 

123 

87 

98 

38 

137 

272 

22 

30 

53 

127 

45 

• 1 300 

4 145 

5 291 

3 449 

1 371 

13 510 

14 499 

2 142 

7 600 

3 439 

13 383 

1 929 

• 1 056 

3 199 

3 655 

2 633 

960 

10 294 

10 791 

1 651 

5 848 

2 334 

10 785 

1 262 

• 975 

2 800 

3 227 

1 687 

917 

9 384 

9 090 

1 498 

5 260 

1 653 

9 982 

1 190 

• • « ■ 

40 

44 

25 

4 

66 

110 

4 

31 

85 

31 

12 

• B1 

359 

384 

721 

39 

844 

1 591 

149 

557 

596 

772 

60 

• 191 

721 

1 197 

692 

352 

2 B68 

2 B82 

409 

1 430 

852 

1 952 

535 

• 148 

320 

B03 

248 

242 

1 848 

1 536 

272 

1 105 

227 

1 351 

402 

• • • t 

19 

19 

12 

« « • 

53 

Il2 

4 

37 

22 

11 

15 

• 43 

382 

375 

432 

110 

967 

1 234 

133 

2BB 

603 

590 

118 

• 53 

225 

439 

124 

59 

. 348 

826 

82 

322 

253 


132 

• 7 

20 

36 

18 

6 

86 

127 

30 

44 

16 

95 

18 

• 4 

13 

23 

B 

3 

73 

77 

15 

33 

8 


16 

• 34 

54 

116 

79 

77 

553 

282 

30 

157 

105 


43 

• 27 

35 

81 

37 

42 

398 

118 

19 

116 

19 


37 

• 1 300 

4 145 

5 291 

3 449 

1 371 

13 510 

14 499 

2 142 

7 600 

3 439 

13 3S3 

1 929 

1 184 

3 320 

4 434 

2 337 

1 236 

a 915 

a 694 

1 857 

6 753 

2 011 

12 416 

1 706 

47 

240 

306 

226 

72 

561 

1 256 

103 

343 

445 

351 

115 


34 

24 

48 

12 

123 

79 


20 

96 

25 

29 

69 

551 

527 

838 

51 

911 

1 470 


484 

8B7 

591 

79 

1 167 

3 268 

4 336 

2 223 

1 189 

a 596 

a 394 


6 705 

2 108 

a 744 

1 695 

16 

39 

114 

35 

4B 

415 

476 

21 

97 

30 

582 

23 

117 

838 

841 

1 191 

134 

1 499 

2 629 


798 

1 301 

1 057 

211 

1 146 

3 268 

4 349 

2 316 

1 176 

a 602 

11 218 


6 714 

2 066 

11 723 

1 696 

16 

40 

122 

31 

4B 

411 

461 

25 

101 

30 

599 

20 

138 

837 

820 

1 102 

147 

1 497 

2 820 

292 

765 

1 343 

1 061 

211 

12 

17 

93 

24 

B1 

224 

282 

4 

60 

44 

307 

9 

37 

85 

170 

75 

47 

381 

538 

43 

176 

70 

760 

55 

106 

214 

413 

173 

106 

1 171 

1 306 

136 

547 

255 

1 626 

lie 

285 

639 

1 003 

469 

225 

2 922 

3 878 

483 

1 241 

817 

2 416 

352 

343 

1 037 

1 414 

938 

375 

4 198 



1 915 

801 

3 206 

465 

252 

1 044 

1 041 

860 

258 

2 601 



1 657 

697 

2 533 

353 

142 

584 

610 

478 

133 

1 042 



994 

355 

1 314 

284 

123 



432 

146 

971 



1 010 

400 

1 221 

293 

5.1 




5.1 

5.0 



5.4 

5.2 

5.0 

5.4 

5.3 

5.B 



5.3 

5.3 



5.6 

5.4 

5.5 

5.6 

4.9 

5.3 

■ 


5.2 

4.5 

4.0 

5.0 

5.0 

4.9 

3.9 

5.0 

1 264 

4 016 

4 737 

m 

1 266 

a 878 

13 281 

1 986 

6 943 

3 367 

10 654 

1 888 

• • • 

38 

223 

»• • 

• t • 

578 

247 

95 

240 

10 

838 

19 

15 

46 

145 

5 

8 

485 

319 

31 

191 

5 

664 

5 

• • • 

24 

BO 

* • • 

17 

226 

244 

5 

57 

• • • 

443 

5 

• • • 

• » • 

73 

• • • 

65 

211 

352 

• • • 

14 

• • « 

474 

• ■ I 

4 

B 

B 

12 

t • « 

32 

B 

12 

4 

17 

17 

12 

17 

13 

25 

12 

15 

100 

48 

13 

151 

40 

293 

... 

12 

SB 

48 

25 

10 

161 

91 

44 

169 

66 

572 

13 

42 

124 

174 

83 

34 

1 006 

391 

81 

347 

91 

2 099 

49 

71 

176 

277 

64 

72 

948 

647 

114 

419 

140 

1 378 

122 

153 

261 

319 

l09 

75 

665 

761 

157 

416 

121 

989 

93 

99 

292 

327 

317 

83 

1 215 

863 

105 

728 

263 

1 184 

115 

923 

3 234 

4 146 

2 851 

1 097 

9 515 

a 746 

1 641 

5 521 

2 758 

7 161 

1 537 

480 

2 552 

3 375 

1 371 

662 

5 825 

3 670 

1 215 

5 366 

1 762 


858 

40 

283 

456 

279 

239 

1 659 

1 872 

373 

513 



290 

780 

1 310 

1 460 

1 799 

470 

6 026 

8 957 

554 

1 719 



781 
















































































































































































18-52 


State and Small Areas 


Table 28.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: I960—Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

ELK 

ELLIS 

ELLS¬ 

WORTH 

FINNEY 

FORD 

FRANKLIN 

GEARY 

GOVE 

GRAHAM 

GRANT 

GRAY 

GREELEY 

all housing units. 

2 

258 

6 

112 

2 

965 

5 

072 

6 

909 

7 

110 

B 

337 

1 363 

1 

830 

1 

543 

1 

499 

674 

TENURE! COLOR# ANO VACANCY STATUS 
























OCCUPIED .... . 

1 

846 

S 

692 

2 

545 

4 

650 

6 

3B6 

6 

546 

7 

758 

1 

167 

1 

664 

1 

447 

1 

337 

619 

OWNER OCCUPIEO . 

1 

369 

3 

902 

1 

846 

2 

670 

4 

160 

4 

681 

3 

500 


861 

1 

170 


694 


900 

408 

WHITE. 

1 

366 

3 

894 

1 

830 

2 

632 

4 

098 

4 

600 

3 

193 


861 

1 

114 


694 


900 

408 

NONWHITE . 


3 


b 


16 


38 


62 


81 


307 


• • • 


56 


• • • 


9 • t 

t • t 

RENTER OCCUPIED.. . . 


457 

1 

790 


699 

1 

980 

2 

226 

1 

865 

4 

258 


306 


494 


753 


437 

211 

WHITE. 


457 

1 

790 


699 

1 

950 

2 

210 

1 

812 

3 

579 


306 


494 


749 


437 

211 

NONWHITE . 


... 


... 


... 


30 


16 


53 


679 


. . . 


••• 


4 


... 

••• 

VACANT... 


412 


420 


420 


422 


523 


564 


579 


196 


166 


96 


162 

55 

YEAR ROUND . 


344 


342 


244 


265 


437 


463 


558 


154 


144 


75 


132 

39 

SOUND OR DETERIORATING . 


208 


293 


ISO 


211 


358 


393 


496 


135 


124 


72 


102 

28 

AVAILABLE. 


81 


159 


73 


126 


200 


226 


387 


65 


42 


47 


42 

11 

FOR SALE ONLY.. . • 


14 


66 


24 


28 


58 


43 


65 


14 


11 


8 


10 

3 

FOR RENT . 


67 


93 


49 


98 


142 


183 


322 


51 


31 


39 


32 

8 

RENTEO OR SOLDI AWAITING OCCUPANCY . 


10 


25 


25 


15 


20 


58 


30 


2 


14 


6 


5 

4 

HELD FOR OCCASIONAL USE. 


31 


19 


10 


8 


23 


32 


9 


5 


1 


7 


3 


HELD FOR OTHER REASONS . 


B6 


90 


72 


62 


115 


77 


70 


63 


67 


12 


52 


DILAPIDATED. 


136 


49 


64 


54 


79 


70 


62 


19 


20 


3 


30 


SEASONAL . 


6B 


78 


176 


157 


86 


101 


21 


42 


22 


21 


30 

Hi 

CONDITION ANO PLUMBING 























■■ 

ALL UNITS.. . . 

2 

256 

6 

112 

2 

965 

5 

072 

6 

909 

7 

110 

B 

337 

1 

363 

1 

830 

1 

543 

1 

499 


SOUND.. . . . 


998 

5 

559 

1 

839 

4 

200 

5 

233 

5 

592 

7 

466 

1 

003 

1 

435 

1 

233 

1 

123 


WITH ALL PLUMBING FACILITIES . 


777 

S 

055 

1 

543 

4 

006 

5 

017 

4 

639 

6 

866 


926 

1 

292 

1 

219 

1 

065 


LACKING ONLY HOT WATER . 


6 


28 


11 


16 


19 


21 


16 


8 


8 


• • • 


4 


LACKING other PLUMBING FACILITIES. . . . 


213 


476 


285 


178 


197 


932 


584 


69 


135 


14 


54 


DETERIORATING. 

1 

027 


449 


338 


610 

1 

405 

1 

238 


662 


304 


338 


276 


325 


WITH ALL PLUMBING FACILITIES ...... 


460 


264 


663 


394 

1 

0B9 


712 


405 


226 


169 


226 


210 


LACKING ONLY HOT WATER . 


12 


• • 


25 


13 


16 


24 


28 


20 


12 


• • « 


• • • 


LACKING OTHER PLUMBING FACILITIES. . . . 


555 


165 


ISO 


203 


300 


502 


229 


58 


157 


50 


115 

38 

DILAPIDATED. 


233 


104 


268 


262 


271 


280 


209 


56 


57 


34 


51 

69 

VACANT AVAILABLE FOR SALE. 


14 


66 


24 


28 


58 


43 


65 


14 


U 


8 


10 

3 

WITH ALL PLUMBING FACILITIES . 


9 


43 


16 


27 


50 


33 


61 


7 


9 


8 


8 

3 

VACANT AVAILABLE FOR RENT. 


67 


93 


49 


98 


142 


183 


322 


51 


31 


39 


32 

8 

WITH ALL PLUMBING FACILITIES . 


27 


79 


37 


88 


117 


106 


207 


37 


24 


26 


29 

7 

ALL HOUSING UNITS. 

2 

256 

6 

112 

2 

965 

5 

072 

6 

909 

7 

110 

8 

337 

1 

363 

1 

830 

1 

543 

1 

499 

674 

WATER SUPPLY 
























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

338 

5 

494 

2 

463 

4 

602 

6 

545 

5 

870 

8 

020 

1 

181 

1 

524 

1 

493 

1 

348 


ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


161 


199 


186 


191 


178 


387 


168 


66 


81 


19 


65 


PIPED WATER OUTSIDE STRUCTURE. 


32 


38 


12 


59 


43 


65 


12 


14 


41 


8 


8 


NO PIPED WATER . 


727 


381 


304 


220 


143 


788 


137 


102 


184 


23 


78 


TOILET FACILITIES 
























FLUSH TOILETf EXCLUSIVE USE. 

1 

292 

5 

398 

2 

472 

4 

521 

6 

379 

5 

585 

7 

516 

1 

197 

1 

503 

1 

452 

1 

298 

569 

FLUSH TOILETi SHARED . 


29 


75 


16 


119 


158 


237 


593 


• t • 


14 


21 


5 

5 

other toilet facilities or none. 


937 


639 


477 


432 


372 

1 

2B8 


226 


166 


313 


70 


196 

100 

BATHING FACILITIES 
























BATHTUB OR SHOWERi EXCLUSIVE USE . 

1 

324 

5 

402 

2 

480 

4 

533 

6 

333 

5 

614 

7 

450 

1 

197 

1 

505 

1 

452 

1 

304 

573 

BATHTUB OR SHOWERi SHARED. 


29 


79 


12 


120 


162 


250 


601 


t « • 


14 


21 


5 

5 

NO bathtub or shower . 


905 


631 


473 


419 


414 

1 

246 


286 


166 


311 


70 


190 

96 

ROOMS 
























I ROOM . 


9 


67 


24 


87 


120 


144 


209 


36 


26 


48 


24 

17 

2 ROOMS. 


37 


174 


47 


311 


314 


200 


732 


33 


93 


70 


8 

61 

3 ROOMS. 


134 


752 


191 


589 


764 


502 

1 

469 


98 


121 


190 


102 

77 

4 ROOMS. 


409 

I 

645 


612 

I 

175 

1 

762 

1 

100 

2 

145 


235 


430 


507 


381 

123 

5 ROOMS. 


697 

I 

406 


659 

I 

302 

1 

B02 

2 

050 

1 

809 


290 


445 


360 


432 

166 

6 ROOMS. 


502 


849 


512 


860 

1 

105 

1 

530 

1 

131 


306 


369 


183 


299 

104 

7 ROOMS. 


244 


583 


391 


377 


436 


921 


485 


187 


179 


86 


107 

49 

B ROOMS OR MORE. 


226 


636 


529 


371 


606 


663 


357 


178 


167 


99 


146 

77 

MEDIAN! 
























ALL UNITS.. 


5.3 


4.8 


5.4 


4.B 


4.8 


5.3 


4.3 


5.5 


5.1 


4.4 


5.0 

4.9 

OWNER OCCUPIED . 


5.4 


5.2 


5.7 


5.2 


5.2 


5.6 


5.0 


5.9 


5.3 


5.0 


5.2 

5.2 

renter OCCUPIEO. 


5.3 


4.0 


5.0 


4.2 


4.1 


4.7 


3.8 


5.0 


4.6 


4.2 


5.0 

4.3 

UNITS IN STRUCTURE 

























2 

210 

5 

180 

2 

853 

4 

184 

5 

888 

6 

254 

5 

803 

1 

240 

1 

716 

1 

329 

1 

475 

615 



21 


460 


57 


273 


373 


307 


730 


103 


30 


50 


5 

9 

3 AND .. 


11 


196 


34 


261 


289 


227 


730 


n 


10 


27 


6 

4 

5 TO .... 


• • • 


143 


• • • 


191 


152 


185 


315 


D 


15 


30 


9 

« • • 

10 OR MORE ..... . 


• • • 


10 


• • • 


56 


109 


10 


158 


n 


t • • 


6 


t • t 

• • • 

TRAILER! ON PERMANENT FOUNDATION. 


4 


12 


4 


20 


20 


12 


8 


■D 


8 


B 


4 

22 

MOBILE . 


12 


111 


17 


87 


78 


115 


593 


16 


51 


93 


... 

24 

YEAR STRUCTURE BUILT 
























1959 TO MARCH 1960 . 


12 


246 


24 


206 


99 


119 


331 


28 


107 


87 


23 

14 

1955 TO 1958 . 


39 


698 


103 


264 


397 


367 

1 

136 


52 


138 


152 


44 

18 

1950 TO 1954 .... . 


68 


721 


358 


600 


784 


437 

1 

116 


137 


206 


244 


89 

122 

1940 TO 1949 .. . . . 


58 

1 

004 


195 

1 

125 


787 


362 

1 

351 


231 


140 


585 


214 

154 

1930 TO 1939 . 


110 


694 


122 


706 


911 


523 


964 


68 


120 


157 


133 

80 

1929 OR EARLIER. 

1 

971 

2 

749 

2 

163 

2 

171 

3 

931 

5 

302 

3 

437 


847 

1 

119 


318 


996 

286 

BASEMENT 
























BASEMENT . . 


384 

3 

558 

1 

799 

2 

264 

4 

051 

3 

464 

4 

618 


797 


785 


517 


716 

284 

CONCRETE SLAB. 


144 


774 


142 


954 

1 

037 


340 

1 

260 


165 


211 


250 


93 

209 

OTHER. 

1 

730 

1 

780 

1 

024 

1 

854 

1 

821 

3 

306 

2 

459 


401 


834 


776 


690 

.181 
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18-53 


Table 28.—TENURi-;, Vacancy Status, Condition and Plumbing Facilities, and Structural Tenure by Color, Rooms 

Characteristics, for Counties Outside SMSA’s: 1960—Con. Vaancy Status Units in Structure 

Condition & Plumb. Trailer 

[Some data based on sample; see text Median not shown where base is less than 200] Water Supply Year Structure 

Toilet Facilities Built 

Bathing Facilities Basement 


SUBJECT 

GREEN¬ 

WOOD 

HAMILTON 

HARPER 

HARVEY 

HASKELL 

HODGE¬ 

MAN 

JACKSON 

JEFFER¬ 

SON 

JEWELL 

KEARNY 

KINGMAN 

KIOWA 

LABETTE 

ALL HOUSING UNITS. 

4 

670 

1 161 

3 

757 

B 

548 

959 

1 012 

3 

B8B 

3 

862 

3 

094 

998 

■ 

H 

■ 


10 

070 

TENUREi COLORi AND VACANCY STATUS 


















■ 

■ 

■ 



OCCUPIED . 

3 

927 

963 

3 

272 

7 

986 

848 

930 

3 

426 

3 

473 

2 

532 

895 

3 

054 

1 

469 

8 

971 

OWNER OCCUPIED.. 

2 

632 

613 

2 

IBB 

5 

394 

518 

638 

2 

516 

2 

641 

1 

841 

539 

2 

120 


990 

6 

379 

AMITE. 

2 

628 

609 

2 

180 

5 

301 

5lB 

638 

2 

487 

2 

613 

1 

841 

539 

2 

120 


990 

6 

112 

NONWMITE . 


4 

4 


B 


93 

• • • 

• • • 


29 


28 


1 • 

• • • 


• « • 


• • • 


267 

renter OCCUPIED. 

1 

295 

350 

1 

084 

2 

592 

330 

292 


910 


832 


691 

356 


934 


479 

2 

592 

WHITE. 

1 

295 

350 

1 

081 

2 

540 

330 

292 


848 


820 


691 

352 


930 


479 

2 

447 

NONWHITE . 


... 

... 


3 


52 

... 



62 


12 


... 

4 


4 

■ 

n 


145 

VACANT . 


743 

198 


485 


562 

Ill 



462 


389 


562 

103 


390 

■ 


1 

099 

YEAR ROUND . 


578 

158 


424 


532 

73 



370 


371 


465 

69 


288 



1 

008 

SOUND OR DETERIORATING . 


425 

109 


343 


414 

64 



273 


252 


351 

54 


224 




765 

AVAILABLE. 


146 

28 


154 


273 

28 



113 


88 


62 

21 


124 




465 

FOR SALE ONLY. 


30 

5 


50 


79 

8 



19 


18 


28 

9 


27 




92 

. FOR RENT.. 


116 

23 


104 


194 

20 

29 


94 


70 


34 

12 


97 


34 


373 

RENTED OR SOLOt AWAITING OCCUPANCY . 


27 

6 


16 


33 

4 

2 


4 


21 


9 

7 


18 


1 


39 

HELD FOR OCCASIONAL USE. 


70 

1 


13 


15 

8 

7 


29 


13 


34 

1 


11 


6 


45 

HELD FOR OTHER REASONS . 


182 

74 


160 


93 

24 

16 


127 


130 


246 

25 


71 


36 


216 

DILAPIDATED. 


153 

49 


81 


118 

9 

4 


97 


119 


114 

15 


64 


40 


243 

SEASONAL . 


165 

40 


61 


30 

38 

18 


92 


18 


97 

34 


102 


45 


91 

CONDITION AND PLUMBING 























ALL UNITS. 

4 

670 

1 161 

3 

757 

B 

548 

959 

1 012 

3 

888 

3 

862 

3 

094 

998 

3 

444 

1 

642 

10 

070 

SOUND. ... 

3 

211 

810 

2 

910 

6 

307 

759 

904 

2 

251 

2 

342 

1 

939 

728 

2 

650 

1 

088 

7 

116 

WITH ALL PLUMBING FACILITIES . 

2 

705 

747 

2 

596 

5 

976 

733 

823 

1 

777 

1 

825 

1 

451 

706 

2 

403 

1 

062 

6 

275 

lacking only HOT WATER . . 


48 

4 


17 


45 

• • • 

8 


25 


23 


37 

4 


52 


. . • 


47 

LACKING OTHER PLUMBING FACILITIES. . . . 


458 

59 


297 


286 

26 

73 


449 


494 


451 

le 


195 


26 


794 

DETERIORATING.. . . 

1 

089 

253 


730 

1 

722 

176 

78 

1 

352 

1 

244 


977 

215 


747 


457 

2 

291 

WITH ALL PLUMBING FACILITIES . 


564 

140 


386 

1 

381 

149 

27 


415 


607 


419 

165 


439 


389 

1 

458 

LACKING ONLY HOT WATER . 


. • . 

11 


20 


20 

4 



42 


32 


24 

• • • 


4 


. . • 


38 

LACKING OTHER PLUMBING FACILITIES. . . , 


525 

102 


324 


321 

23 



895 


605 


534 

50 


304 


68 


795 

dilapidated.. . . . . 


370 

98 


117 


519 

24 



285 


276 


178 

55 


47 


97 


663 

VACANT AVAILABLE FOR SALE. 


30 

5 


50 


79 

8 

6 


19 


18 


28 

9 


27 


11 


92 

WITH ALL PLUMBING FACILITIES . 


18 

4 


32 


75 

6 

... 


9 


6 


10 

6 


12 


8 


66 

VACANT AVAILABLE FOR RENT. ...... 


116 

23 


104 


194 

20 

29 


94 


70 


34 

12 


97 


34 


373 

WITH ALL PLUMBING FACILITIES . 


66 

14 


77 


155 

19 

20 


27 


25 


19 

e 


76 


28 


264 

ALL HOUSING UNITS. 

4 

670 

1 161 

3 

757 

B 

548 

959 

1 012 

3 

BBS 

3 

B62 

■ 

infill 


3 

444 

1 

642 

10 

070 

WATER SUPPLY 























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

3 

549 

944 

3 

185 

8 

030 

911 

872 

2 

430 

2 

726 

2 

006 

905 

2 

967 

1 

527 

8 

444 

only COLD PIPED WATER INSIDE STRUCTURE . . 


257 

55 


214 


293 


59 


312 


341 


294 

35 


239 


32 


561 

PIPED WATER OUTSIDE STRUCTURE. 


44 

29 


28 


16 


4 


69 


55 


31 

4 


4 


18 


81 

NO PIPED WATER . 


820 

133 


330 


209 


77 

1 

077 


740 


763 

54 


234 


65 


9B4 

TOILET FACILITIES 























FLUSH TOILETt EXCLUSIVE USE. 

3 

463 

928 

3 

086 

7 

834 

890 

BB9 

2 

322 

2 

619 

2 

012 

8B7 

2 

930 

1 

503 

8 

2B8 

FLUSH TOILETt SHARED . 


67 

13 


44 


168 

t • • 

4 


50 


36 


15 

8 


B 


10 


204 

OTHER TOILET FACILITIES OR NONE. 

1 

140 

220 


627 


546 

69 

119 

1 

516 

1 

207 

1 

067 

103 


506 


129 

1 

578 

BATHING FACILITIES 























BATHTUB OR SHOWERt EXCLUSIVE USE . 

3 

485 

928 

3 

096 

7 

946 

902 

88S 

2 

424 

2 

645 

2 

013 

901 

2 

999 

1 

511 

8 

214 

BATHTUB OR SHOWERt SHARED. 


74 

13 


48 


164 

• • • 

• • • 


41 


28 


15 

4 


8 


10 


206 

NO BATHTUB OR SHOWER . 

I 

111 

220 


613 


438 

57 

127 

1 

423 

1 

189 

1 

066 

93 


437 


121 

1 

650 

ROOMS 























I ROOM . 


53 

25 


5B 


150 

14 

12 


36 


44 


4 

8 


13 


4 

■ 

IJl 

2 ROOMS. 


164 

80 


86 


175 

52 

32 


76 


74 


36 

30 


47 


42 

■ 


3 ROOMS. 


440 

171 


237 


581 

118 

100 


260 


227 


94 

79 


149 


103 

■ 

• b !l 

4 ROOMS. 


932 

254 


68B 

1 

494 

217 

221 


675 


603 


359 

244 


594 


366 


rt H 

5 ROOMS. 

I 

401 

308 

1 

041 

2 

603 

217 

249 

1 

018 


996 


892 

260 


946 


445 

3 

266 

6 ROOMS. 


858 

161 


881 

1 

728 

160 

199 


944 


908 


710 

164 


830 


295 

1 

914 

7 ROOMS. 


413 

53 


393 


919 

82 

105 


480 


547 


488 

84 


462 


203 


807 

8 ROOMS OR MORE... 


409 

109 


373 


B98 

99 

94 


399 


463 


511 

129 


403 


184 


689 

MEDIAN! 























ALL UNITS. 


5.0 



5.3 


5.2 

4.9 

5.1 




5.5 


5.7 

5.0 


5.5 




5.0 

OWNER OCCUPIED . 


5.3 



5.5 


5,5 

5.4 

5.4 




5.6 


5.9 

5.4 


5.7 


lAI 


5.2 

RENTER OCCUPIED. 


4.7 



5.2 


4.7 

4.4 

4.7 


5.0 


5.4 


5.4 

4.5 


5.4 


5.0 


4.4 

UNITS IN STRUCTURE 
























4 

398 

839 

3 

492 

8 

063 

865 

942 

3 

590 

3 

786 

3 

058 

940 

3 

274 

1 

536 

9 

370 



83 

76 


90 


170 

19 

25 


107 


15 


10 

20 


54 


47 


332 

3 AND 4 . 


95 

129 


87 



• • • 

15 


85 


20 


• • • 

8 


19 


16 


178 

5 TO .. 


5 

71 


45 



• • • 

14 


35 


• • • 


• • » 

15 


25 


18 


69 

10 OR MORE . 


46 

16 


11 



t • • 

• • I 


10 


• • • 


• • • 

• • t 


52 


• • • 


85 

TRAILER! ON PERMANENT FOUNDATION . 


3 

• • • 


4 



24 

4 


5 


• • • 


4 

4 


4 


4 


t • 

MOBILE . 


40 

30 


28 


91 

31 

12 


56 


41 


22 

11 


16 


21 


36 

YEAR STRUCTURE BUILT 























1959 TO MARCH 1960 . 


87 

12 


52 


256 

49 

21 


44 


83 


24 

36 


65 


30 


92 

1955 TO 1958 . 


164 

32 


165 


832 

109 

32 


109 


248 


41 

36 


135 


94 


359 

1950 TO 1954 . 


201 

137 


219 


857 

B1 

136 


119 


157 


75 

102 


223 


166 


680 

1940 TO 1949 . 


230 

273 


324 


644 

158 

150 


120 


18B 


67 

166 


254 


130 


832 

1930 TO 1939 . 


407 

285 


211 

1 

Oil 

115 

131 


230 


225 


122 

81 


2B4 


98 


713 

1929 OR EARLIER. 

3 

581 

422 

2 

786 

4 

948 

447 

542 

3 

266 

2 

961 

2 

765 

577 

2 

4B3 

1 

124 

7 

394 

basement 























basement . 

1 

321 

423 

1 

63B 

4 

955 

386 

564 

2 

100 

1 

715 

1 

818 

392 

1 

449 


667 

1 

954 

CONCRETE SLAB. 


376 

336 


437 

1 

065 

79 

347 


265 


226 


372 

138 


114 


306 

1 

035 

OTHER... 

2 

973 

402 

1 

682 

2 

528 

494 

101 

1 

523 

1 

921 


904 

468 

1 

SBl 


669 

7 

081 


















































































































































































18-54 


State and Small Areas 


Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: I960— Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet F.icilitics 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

lane 

LEAVEN¬ 

WORTH 

LINCOLN 

LINN 

LOGAN 

LYON 

MC¬ 

PHERSON 

MARION 

MAR¬ 

SHALL 

MEADE 

MIAMI 

MITCH¬ 

ELL 

MONT¬ 

GOMERY 

ALL HOUSING UNITS. 

1 063 

13 

069 

2 

184 

3 

383 

1 

370 

9 

134 

8 

076 

5 

264 

5 

961 

1 

924 

6 

627 

3 

391 

17 

056 

TENUREt COLORt AND VACANCY STATUS 


























OCCUPIED . . 

930 

12 

394 

I 

906 

2 

944 

1 

206 

8 

492 

7 

551 

4 

818 

5 

263 

1 

726 

5 

996 

2 

930 

15 

342 

OWNER OCCUPIED . 

651 

7 

627 

I 

371 

2 

194 


849 

5 

770 

5 

128 

3 

553 

3 

576 

1 

157 

3 

984 

2 

096 

10 

82B 

WHITE. 

651 

7 

074 

I 

371 

2 

179 


B38 

5 

631 

5 

128 

3 

553 

3 

576 

1 

157 

3 

884 

2 

096 

10 

157 

NONWHITE . 

• • • 


553 


• 


15 


11 


139 


. . 


• • 


• • 


• • 


100 


• • 


671 

RENTER OCCUPIED. 

279 

4 

767 


535 


750 


357 

2 

722 

2 

423 

1 

265 

1 

687 


569 

2 

012 


834 

4 

514 

WHITE. 

279 

4 

390 


531 


736 


352 

2 

691 

2 

402 

1 

257 

1 

675 


565 

I 

937 


834 

4 

198 

NONWHiTE . . 

... 


377 


4 


14 


5 


31 


21 


8 


12 


4 


75 


... 


316 

VACANT .... . 

133 


675 


278 


439 


164 


642 


525 


446 


698 


198 


631 


461 

■ 

1 1 

YEAR ROUND . 

109 


600 


242 


335 


143 


532 


418 


316 


630 


162 


503 


354 

w 

» I 

SOUND OR DETERIORATING . 

73 


473 


161 


288 


77 


403 


332 


264 


493 


140 


369 


266 

H 

£ rj 

AVAILABLE. 

20 


292 


64 


115 


23 


189 


132 


123 


165 


62 


192 


67 

■1 

if r 

FOR SALE ONLY. 

2 


76 


21 


25 


2 


43 


35 


32 


30 


21 


29 


28 


191 

FOR RENT . 

18 


216 


43 


90 


21 


146 


97 


91 


135 


41 


163 


39 


678 

RENTED OR SOLDt AWAITING OCCUPANCY . 

• W • 


66 


1 


21 


B 


28 


52 


37 


71 


3 


34 


43 


42 

HELD FOR occasional USE. 

1 


15 


5 


31 


7 


38 


17 


21 


35 


5 


42 


32 


4B 

HELD FOR OTHER REASONS . 

52 


100 


91 


121 


39 


148 


131 


83 


222 


70 


101 


124 


298 

dilapidated. 

36 


127 


81 


47 


66 


129 


86 


52 


137 


22 


134 


88 


281 

SEASONAL . 

24 


75 


36 


104 


21 


110 


107 


130 


68 


36 


128 


107 


176 

CONDITION AND PLUMBING 


























ALL UNITS. 

1 063 

13 

069 

2 

184 

3 

383 

1 

370 

9 

134 

B 

076 

5 

264 

5 

961 

1 

924 

6 

627 

3 

391 

17 

056 

SOUND. 

827 

9 

973 

I 

753 

2 

327 


874 

7 

001 

6 

473 

3 

889 

3 

997 

1 

674 

5 

IBS 

2 

353 

13 

162 

WITH ALL PLUMBING FACILITIES . 

795 

9 

193 

I 

485 

I 

526 


710 

6 

235 

5 

838 

3 

195 

3 

278 

1 

605 

4 

290 

2 

079 

11 

992 

lacking only hot water . 

• t • 


51 


19 


31 


• ■ 


41 


71 


121 


56 


13 


40 


12 


51 

LACKING other PLUMBING FACILITIES. . . . 

32 


729 


249 


770 


164 


725 


564 


573 


663 


56 


858 


262 

1 

119 

deteriorating. 

178 

2 

189 


322 


860 


299 

1 

BOl 

1 

326 

1 

238 

1 

621 


208 


991 


815 

2 

907 

WITH AlL PLUMBING FACILITIES . 

134 

1 

295 


204 


237 


264 

1 

100 


995 


654 


806 


160 


362 


438 

2 

053 

LACKING only HOT WATER . 

• • • 


62 


• • • 


16 




45 


25 


40 


41 


8 


16 


32 


IB 

LACKING OTHER PLUMBING FACILITIES. . . . 

44 


832 


118 


607 


UiL] 


656 


306 


544 


774 


40 


613 


345 


836 

DILAPIDATED. 

58 


907 


109 


196 

■ 



332 


277 


137 


343 


42 


448 


223 


987 

VACANT available FOR SALE . 

2 


76 


21 


25 

■ 



43 


35 


32 


30 


21 


29 


28 


191 

WITH ALL PLUMBING FACILITIES . 

2 


61 


12 


14 

■ 

H 


35 


25 


21 


16 


15 


22 


13 


165 

VACANT available FOR RENT . 

18 


216 


43 


90 

■ 

M 


146 


97 


91 


135 


41 


163 


39 


678 

WITH ALL PLUMBING FACILITIES . 

18 


163 


31 


26 

■ 

IS 


58 


71 


41 


54 


36 


90 


31 


547 

ALL HOUSING UNITS . 

1 063 

13 

069 

2 

1B4 

3 

383 

1 

370 

9 

134 

8 

076 

5 

264 

5 

961 

1 924 

6 

627 

3 

391 

17 

056 

WATER SUPPLY 


























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

979 

11 

398 

I 

767 

2 

016 

1 

160 

7 

Bll 

7 

290 

4 

100 

4 

475 

1 

797 

5 

132 

2 

692 

15 

146 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

11 


634 


96 


302 


46 


403 


343 


390 


400 


57 


326 


187 


796 

PIPED WATER OUTSIDE STRUCTURE . 

• • • 


65 


25 


47 


9 


40 


46 


40 


42 


B 


40 


42 


67 

NO PIPED WATER . 

73 


972 


296 

1 

018 


155 


880 


397 


734 

1 

044 


62 

I 

129 


470 

1 

045 

TOILET FACILITIES 


























FLUSH TOILETt EXCLUSIVE USE . 

959 

10 

992 

I 

745 

I 

856 

1 

128 

7 

611 

7 

126 

4 

073 

4 

350 

1 

798 

4 

803 

2 

673 

14 

821 

FLUSH TOILETi SHARED . 

7 


494 


9 


32 


13 


210 


115 


40 


115 


36 


193 


39 


576 

OTHER TOILET FACILITIES OR NONE. 

97 

1 

583 


430 

1 

495 


229 

1 

313 


835 

I 

151 

1 

496 


90 

1 

631 


679 

1 

659 

BATHING FACILITIES 


























bathtub or SHOWERt EXCLUSIVE USE . 

955 

10 

883 

I 

754 

1 

947 

1 

110 

7 

615 

7 

280 

4 

253 

4 

399 

1 

794 

4 

840 

2 

661 

14 

578 

BATHTUB OR SHOWER. SHARED. 

7 


480 


13 


32 


9 


219 


128 


44 


119 


36 


193 


35 


588 

NO BATHTUB OR SHOWER . 

101 

1 

706 


417 

I 

404 


251 

1 

300 


668 


967 

1 

443 


94 

I 

594 


695 

1 

890 

ROOMS 


























I ROOM . 

18 


340 


4 


22 


15 


92 


83 


24 


87 


62 


132 


49 


315 

2 ROOMS. 

26 


491 


32 


79 


76 


318 


161 


114 


123 


66 


206 


48 


504 

3 ROOMS. ... . 

84 

1 

434 


94 


216 


96 


798 


560 


282 


321 


141 


585 


184 

1 

654 

4 ROOMS. 

212 

3 

041 


335 


694 


317 

1 

591 

1 

353 


693 


810 


C'H 

1 

270 


415 

3 

378 

5 ROOMS. 

258 

3 

779 


564 


949 


378 

2 

576 

1 

950 

I 

348 

1 

459 


E'i 

2 

019 


834 

5 

406 

6 ROOMS. 

214 

2 

078 


427 


786 


233 

1 

851 

1 

458 

1 

201 

1 

198 


El 

I 

274 


891 

3 

137 

7 ROOMS. 

138 

1 

033 


320 


324 


143 


994 

1 

242 


815 


993 


197 


683 


515 

1 

489 

B ROOMS OR MORE. 

113 


873 


408 


313 


112 


914 

1 

269 


787 


970 


230 


458 


455 

1 

173 

MED IAN 1 


























ALL UNITS. 



4.8 


5.6 


5.2 


5.0 


5.2 


5.5 


5.6 


5.7 


5.0 


5.1 


5.7 


5.0 

OWNER OCCUPIED . 





5.9 


5.4 


5.1 


Em 


5.8 


5.9 


5.8 


5.3 


5.3 


5.9 


5.3 

RENTER OCCUPIED. 

4.9 




5.4 


5.0 


4.8 

■ 



4.8 


5.3 


5.3 


4.9 


4.7 


5.2 


4.3 

UNITS IN STRUCTURE 



























1 024 

11 

053 

2 

100 

3 

293 

1 

246 

7 

957 

7 

422 

5 

095 

5 

545 

1 

732 

6 

174 

3 

221 

15 

587 


11 


611 


32 


19 


33 


322 


363 


67 


103 


55 


113 


70 


394 

3 AND .. 

14 


718 


9 


28 


40 


398 


117 


21 


104 


45 


103 


54 


512 

5 TO 9 ... . . 

• • • 


357 


15 


12 


5 


198 


65 


20 


67 


26 


43 


23 


353 

10 OR MORE... 

• • • 


119 


• • • 


• • « 


6 


123 


26 


• 


57 


30 


120 


14 


105 

TRAILERl ON PERMANENT FOUNDATION. 

5 


16 


4 


t « • 


3 


4 


12 


36 


12 


• • 


12 


... 


17 

mobile . 

9 


195 


24 


31 


37 


132 


71 


25 


73 


36 


62 


9 


88 

YEAR STRUCTURE BUILT 


























1959 TO MARCH 1960 . 

32 


497 


12 


32 


50 


140 


195 


89 


61 


32 


106 


32 


173 

1955 TO I95B . 

56 


986 


55 


86 


71 


427 


3B8 


142 


183 


86 


335 


BO 


942 

1950 TO 1954 . 

114 

1 

241 


61 


116 


167 


482 


577 


309 


237 


163 


570 


150 


793 

1940 TO 1949 ..... . 

158 

1 

014 


93 


163 


155 


585 


756 


342 


279 


192 


377 


176 

1 

100 

1930 TO 1939 . 

121 

1 

036 


74 


231 


155 

1 

112 

1 

074 


477 


361 


184 


626 


281 

1 

943 

1929 OR EARLIER. 

5B2 

8 

295 

I 

889 

2 

755 


772 

6 

388 

5 

086 

3 

905 

4 

840 

1 

267 

4 

613 

2 

672 

12 

105 

BASEMENT 


























BASEMENT . 

460 

8 

941 

I 

323 


740 


731 

5 

522 

4 

757 

2 

871 

3 

BBS 


994 

2 

456 

m 


3 

085 

CONCRETE SLAB. 

422 


648 


79 


175 


156 


824 


940 


708 


425 


87 


691 



1 

917 

other. . 

181 

3 

460 


782 

2 

468 


483 

2 

788 

2 

379 

I 

685 

1 

648 


643 

3 

480 

■ 


12 

054 
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18-55 


Table 28.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties Outside SMSA’s: 1960—Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

MORRIS 

MORTON 

NEMAHA 

NEOSHO 

NESS 

NORTON 

OSAGE 

OSBORNE 

OTTAWA 

PAWNEE 

PHIL¬ 

LIPS 

POTTA¬ 

WATOMIE 

PRATT 

ALL HOUSINb UNITS. 

3 

032 

1 138 

4 

375 

7 

102 

2 

007 

2 

a>‘ 

CO 

4 

788 

2 

940 

2 

740 

3 

359 

3 

324 

4 

234 

4 

485 

TENURE! COLOR! AND VACANCY STATUS 



























OCCUPIED . 

2 

46a 


987 

3 

891 

6 

437 

1 

751 

2 

645 

4 

227 

2 

539 

2 

347 

3 

033 

2 

909 

3 

730 

4 

050 

OWNER OCCUPIED . 

1 

732 


615 

2 

898 

4 

73 B 

1 

262 

1 

86a 

3 

237 

1 

879 

1 

716 

1 

937 

2 

102 

2 

734 

2 

567 

WHITE. 

1 

724 


615 

2 

883 

4 

662 

1 

262 

1 

86B 

3 

233 

1 

870 

1 

703 

1 

917 

2 

086 

2 

730 

2 

493 

NONWHITE . 


8 


• t • 


15 


76 


t ■ • 


• • 


4 


9 


13 


20 


14 


4 


74 

RENTER OCCUPIED. 


736 


372 


993 

1 

699 


489 


777 


990 


660 


631 

1 

096 


807 


996 

1 

483 

WHITE. 


72B 


372 


985 

1 

674 


4B9 


770 


977 


656 


631 

1 

061 


804 


977 

1 

463 

nonwhite . 


a 


... 


8 


25 


... 


7 


13 


4 


... 


35 


3 


19 


20 

VACANT . 


564 


151 


464 


665 


256 


246 


561 


401 


393 


326 


415 


504 


435 

YEAR ROUND . 


366 


112 




544 


184 


207 


472 


347 


296 




345 


433 


363 

SOUND OR deteriorating . 


275 


80 


El 


396 


125 


177 


403 


257 


227 


If 1 


290 


357 


298 

AVAILABLE. 


U7 


68 


11 


204 


35 


B2 


172 


61 


36 


Iw - 


127 


170 


in 

FOR SALE ONLY. 


12 


14 


19 


80 


12 


22 


42 


24 


10 


K k 


40 


20 


Kl 

FOR RENT . 


105 


54 


83 


124 


23 


60 


130 


37 


26 


B ? 


87 


150 


Fvv 

RENTED OR SOLD! AWAITING OCCUPANCY . 


25 


1 


22 


55 


27 


5 


51 


20 


25 


H 1 


n 


17 



HELD FOR occasional USE. 


21 


3 


16 


9 


9 


14 


15 


13 


13 


■7 


11 


14 


BE 

HELD FOR OTHER REASONS . 


112 


a 


152 


128 


54 


76 


165 


163 


153 


56 


141 


156 


Bl/ 

DILAPIDATED. . 


91 


32 


no 


148 


59 


30 


69 


90 


69 


44 


55 


76 


65 

SEASONAL . 


198 


39 


82 


121 


72 


41 


89 


54 


97 


86 


70 


71 


72 

CONDITION ANO PLUMBING 



























ALL UNITS. 

3 

032 

1 

138 

4 

375 

7 

102 

2 

007 

2 

B93 

4 

788 

2 

940 

2 

740 

3 

359 

3 

324 

4 

234 

4 

485 

SOUND. 

2 

216 


588 

3 

526 

5 

583 

1 

4B8 

2 

377 

3 

515 

1 

600 

2 

013 

2 

781 

2 

658 

3 

294 

3 

619 

WITH ALL PLUMBING FACILITIES . 

1 

749 


572 

2 

852 

4 

833 

1 

341 

2 

116 

2 

714 

1 

458 

1 

696 

2 

595 

2 

104 

2 

671 

3 

435 

LACKING ONLY HOT WATER.. 


7 


« • • 


40 


36 


• • • 


22 


53 


a 


31 


13 


26 


36 


8 

lacking other plumbing FACILITIES. . . . 


460 


16 


634 


714 


147 


239 


748 


134 


286 


173 


528 


587 


176 

deteriorating. 


615 


500 


664 

1 

093 


378 


420 

1 

103 

1 

139 


589 


415 


575 


806 


627 

WITH ALL PLUMBING FACILITIES . 


357 


414 


205 


564 


209 


177 


411 


722 


268 


333 


278 


367 


448 

lacking only hot water . 


3 


a 


16 


26 


15 


16 


27 


12 


2D 


4 


12 


B 


« • • 

lacking other PLUMBING FACILITIES. , . . 


255 


7B 


443 


503 


154 


227 


665 


405 


301 


78 


285 


431 


179 

dilapidated. 


201 


50 


185 


426 


141 


96 


170 


201 


138 


163 


91 


134 


239 

vacant available for sale. 


12 


14 


19 


60 


12 


22 


42 


24 


10 


23 


40 


20 


21 

with all plumbing facilities . 


B 


14 


10 


55 


10 


17 


14 


16 


e 


20 


18 


13 


IB 

vacant available for rent. ...... 


105 


54 


83 


124 


23 


60 


130 


37 


26 


95 


87 


15D 


126 

with all PLUMBING FACILITIES . 


69 


51 


36 


70 


15 


39 


62 


28 


12 


61 


49 


59 


no 

ALL HOUSING UNITS. 

3 

032 

1 

138 

4 

375 

7 

102 

2 

007 

2 

893 

** 

788 

2 

•o 

o 

2 

740 

3 

359 

3 

324 

4 

234 

4 

485 

WATER SUPPLY 



























HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

2 

333 

1 

023 

3 

202 

5 

773 

1 

655 

2 

426 

3 

371 

2 

379 

2 

141 

3 

196 

2 

543 

3 

231 

4 

118 

only COLD PIPED WATER INSIDE STRUCTURE . . 


115 


69 


295 


305 


98 


165 


411 


201 


217 


69 


215 


232 


144 

PIPED WATER OUTSIDE STRUCTURE. 


3 


10 


39 


52 


20 


13 


36 


39 


60 


16 


51 


40 


75 

NO PIPED WATER . 


581 


36 


839 


972 


234 


287 


970 


321 


322 


78 


515 


731 


148 

TOILET FACILITIES 



























FLUSH TOILET! EXCLUSIVE USE. 

2 

200 

1 

019 

3 

191 

5 

660 

1 

627 

2 

412 

3 

325 

2 

341 

2 

071 

3 

030 

2 

512 

3 

113 

4 

008 

FLUSH TOILET! SHARED . 


14 


16 


8 


32 


23 


54 


32 


2e 


» • • 


152 


37 


28 


73 

OTHER TOILET FACILITIES OR NONE. 


Bie 


103 

1 

176 

1 

410 


357 


427 

1 

431 


571 


669 


177 


775 

1 

093 


404 

BATHING FACILITIES 



























BATHTUB OR SHOWER! EXCLUSIVE USE . 

2 

212 

1 

022 

3 

265 

5 

687 

1 

614 

2 

393 

3 

333 

2 

311 

2 

100 

3 

053 

2 

473 

3 

160 

4 

032 

bathtub OR SHOWER! SHARED. 


le 


16 


17 


40 


15 


58 


35 


32 


• • » 


153 


40 


28 


73 

NO BATHTUB OR SHOWER . 


eo2 


100 

1 

093 

1 

375 


378 


442 

1 

420 


597 


640 


153 


811 

1 

046 


380 

ROOMS 



























1 ROOM . 


52 


25 


31 


19 


10 


52 


35 


16 


16 


107 


10 


89 


63 

2 ROOMS. 


141 


98 


86 


119 


S3 


5B 


70 


53 


40 


146 


96 


96 


135 

3 ROOMS. 


246 


119 


171 


435 


107 


lea 


261 


208 


188 


287 


268 


303 


505 

4 ROOMS... 


471 


379 


519 

1 

317 


436 


592 


666 


426 


406 


639 


662 


634 

1 

129 

5 ROOMS. 


747 


200 


997 

2 

391 


506 


790 

1 

402 


765 


662 


848 


622 

1 

D97 

1 

201 

6 ROOMS.. 


598 


172 

1 

019 

1 

539 


374 


531 

1 

039 


565 


649 


566 


755 


955 


588 

7 ROOMS. 


444 


34 


692 


738 


253 


346 


554 


461 


383 


344 


333 


562 


449 

8 ROOMS OR more. 


333 


111 


860 


544 


268 


336 


561 


444 


396 


420 


376 


47B 


415 

MEOIANI 



























ALL UNITS. 


5.3 


4.4 


5.9 


5.2 


5.3 


5.2 


5.3 


5.5 


5.6 




5.3 


5.4 


4.e 

OWNER OCCUPIED . 


5.7 


4.9 


6.0 


5.4 


5.6 


5.5 


5.5 


5.7 


5.7 


Isflil 


5.5 


5.6 


5.2 

renter occupied. 


5iO 


4.0 


5.8 


4.B 


4.9 


4.6 


4.9 


5.4 


5.7 


4.6 


4.7 


5.2 


4.2 

UNITS IN STRUCTURE 




























2 

922 


985 

4 

230 

6 

684 

1 

879 

2 

670 

4 

695 

2 

414 

2 

651 

2 

855 

3 

193 

3 

941 

3 

727 



37 


60 


65 


154 


69 


65 


5 


119 


30 


158 


40 


59 


311 

3 AND .. 


39 


19 


49 


164 


28 


38 


• • • 


100 


13 


139 


37 


19 


194 

5 TO .. 


19 


6 


• • • 


39 


5 


25 


10 


259 


• • • 


34 


18 


39 


119 

10 OR MORE . 


- . « 


4 


t • • 


16 


5 


67 


• • t 


20 


5 


124 


9 


5 


62 

TRAILERl ON PERMANENT FOUNDATION. 


4 


e 


• • • 


• • • 


4 


4 


8 


e 


9 


17 


12 


16 


12 

MOBILE ....... . 


11 


56 


31 


45 


17 


24 


70 


20 


32 


32 


15 


155 


60 

YEAR STRUCTURE BUILT 



























1959 TO MARCH 1960 . 


23 


107 


4B 


lie 


31 


40 


71 


15 


34 


80 


54 


ei 


48 

1955 TO 1958 . 


146 


no 


133 


361 


68 


112 


238 


71 


76 


252 


122 


241 


265 

1950 TO 1954 . 


208 


152 


139 


273 


139 


199 


169 


126 


102 


263 


235 


245 


365 

1940 TO 1949 . 


270 


148 


169 


339 


229 


204 


204 


162 


124 


317 


242 


230 


460 

1930 TO 1939 . 


208 


94 


300 


653 


160 


222 


397 


139 


105 


238 


179 


23B 


431 

1929 OR EARLIER. 

2 

175 


527 

3 

586 

5 

358 

1 

380 

2 

116 

3 

689 

2 

427 

2 

299 

2 

209 

2 

492 

3 

199 

2 

876 

BASEMENT 



























basement . 

1 

370 


391 

2 

676 

2 

on 

1 

078 

1 

745 

1 

862 

1 

573 

1 

869 

2 

022 

1 

600 

2 

565 

2 

476 

concrete slab. 


231 


183 


243 


799 


72 


495 


481 


242 


113 


413 


359 


146 


865 

OTHER. 

1 

431 


564 

1 

456 

4 

292 


857 

_ 

653 

2 

445 

1 

125 


736 


924 

1 

365 

1 

523 

1 

144 




















































































































































18-56 


State and Small Areas 


Table 28.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural Tenure by Color, Rooms 

Characteristics, tor Counties Outside SMSA’s: 1960—Con. Vaancy Status Units in Structure 

C.onoirion ik Plumb. Tniilcr 

[Some data based on sample; see text. Median not shown where base is less than 200] Water Supply Ye.ir Structure 

Toilct F.iciiities Built 

Bathing F.iciiities B.isenu“nt 


SUBJECT 

RAWLINS 

RENO 

REPUBLIC 

RICE 

RILEY 

ROOKS 

RUSH 

RUSSELL 

SALINE 

SCOTT 

seward 

SHERI¬ 

DAN 

SHERMAN 

ALL MOUSING UNITS. 

1 822 

20 551 

4 007 

5 

003 

11 

631 

3 413 

2 

336 

4 

143 

17 

295 

1 

686 

4 

991 

1 

324 

2 

351 

TENUREi COLORi AND VACANCY STATUS 























OCCUPIED .... . 

1 554 

18 916 

3 420 

4 

517 

10 

714 

2 958 

2 

032 

3 

678 

16 

201 

1 

554 

4 

700 

1 

211 

2 


OWNER OCCUPIED . 

1 110 

13 014 

2 444 

3 

090 

5 

444 

2 084 

1 

471 

2 

442 

9 

581 

1 

051 

2 

818 


882 

1 

549 

white. 

1 110 

12 792 

2 444 

3 

050 

5 

346 

2 076 

1 

471 

2 

426 

9 

438 

1 

051 

2 

791 


882 

1 


NONWHITE . 

• • • 

222 

• • • 


40 


98 

a 


. . . 


16 


143 


• t_i 


27 


1 1 1 



renter OCCUPIED. 

444 

5 902 

976 

1 

427 

5 

270 

B74 


561 

1 

236 

6 

620 


503 

1 

882 


329 



WHITE. . 

444 

5 778 

976 

1 

423 

4 

953 

870 


561 

1 

232 

6 

299 


503 

1 

Sol 


329 



NONWHITE . 

.. . 

124 

... 


4 


317 

4 


... 


4 


321 


... 


81 


... 



VACANT. 

268 

1 635 

587 


486 


917 

455 


304 


465 

1 

094 


132 


291 


113 


197 

YEAR RDUND . 

170 

1 454 

495 


382 


823 

345 


265 


418 

1 

021 


67 


200 


92 



SOUND OR deteriorating . 

121 

1 193 

350 


260 


751 

279 


222 


336 


918 


36 


183 


78 


93 

AVAILABLE. 

23 

B09 

105 


162 


521 

113 


76 


205 


652 


18 


113 


14 


36 

FOR SALE ONLY. 

9 

250 

31 


34 


46 

27 


24 


45 


177 


8 


38 


a 


14 

FOR RENT . 

14 

559 

74 


128 


475 

86 


52 


160 


475 


10 


75 


6 


24 

RENTED OR SOLDt AWAITING OCCUPANCY . 

3 

78 

40 


21 


47 

14 


6 


24 


103 


5 


21 


16 



HELD FOR OCCASIONAL USE. . . 

7 

46 

39 


8 


e 

22 


42 


26 


13 


5 


10 




7 

HELD FOR OTHER REASONS . 

ee 

260 

166 


89 


175 

130 


98 


81 


150 


e 


39 


48 


36 

dilapidated. 

49 

261 

145 


102 


72 

66 


43 


82 


103 


31 


17 


14 


32 

SEASONAL . 

98 

181 

92 


104 


94 

no 


39 


47 


73 


65 


91 


21 


72 

CONDITION AND PLUMBING 























ALL UNITS. 

1 822 

20 551 

4 007 

5 

003 

11 

631 

3 413 

2 

336 

4 

143 

17 

295 

1 

686 

4 

991 

1 

324 

2 

351 

SOUND . 

1 251 

16 392 

2 847 

3 

928 

10 

041 

2 862 

1 

545 

3 

002 

13 

662 

1 

329 

4 

305 

1 

053 

1 

970 

WITH ALL PLUMBING FACILITIES . 

1 132 

15 367 

2 289 

3 

776 

9 

325 

2 54B 

1 

389 

2 

717 

12 

848 

1 

278 

4 

194 


960 

I 

851 

LACKING ONLY HOT WATER . 

21 

59 

29 


# • • 


48 

17 


20 


16 


34 




4 


12 


14 

LACKING OTHER PLUMBING FACILITIES. . . . 

98 

966 

529 


152 


668 

297 


136 


269 


780 


51 


107 


81 


105 

deteriorating . 

488 

3 374 

952 


617 

1 

293 

458 


683 


901 

2 

773 


274 


505 


243 


332 

WITH ALL PLUMBING FACILITIES . 

334 

2 297 

397 


635 


996 

205 


416 


654 

2 

031 


230 


380 


161 


216 

lacking only hot water . 

9 

39 

49 


17 


B 

24 


12 


16 


35 




4 


6 


9 

LACKING OTHER PLUMBING FACILITIES. . . . 

145 

1 038 

506 


165 


289 

229 


255 


231 


707 


44 


121 


76 


107 

dilapidated . 

83 

785 

208 


258 


297 

93 


108 


240 


860 


83 


IBl 


28 


49 

VACANT available FOR SALE . 

9 

250 

31 


34 


46 

27 


24 


45 


177 


e 


38 

■ 

m 


14 

WITH ALL PLUMBING FACILITIES . 

5 

193 

12 


33 


44 

18 


15 


32 


163 


6 


36 

■ 



12 

VACANT AVAILABLE FOR RENT . 

14 

559 

74 


128 


475 

86 


52 


160 


475 


10 


75 

■ 

H 


24 

WITH ALL PLUMBING FACILITIES . 

e 

362 

26 


no 


364 

67 


39 


116 


341 


9 


69 

■ 



13 

ALL HOUSING UNITS. 

1 822 

20 551 

4 007 

5 

003 

11 

631 

3 413 

2 

336 

4 

143 

17 

295 

1 6B6 

4 

991 

1 

324 

2 

3Sl 

WATER SUPPLY 












■ 











HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 383 

19 142 


4 

710 

11 

040 

2 BSO 

1 

919 



16 

278 

1 

568 

4 

728 

1 

162 

2 

148 

only cold piped water inside STRUCTURE . . 

99 

725 



113 


201 

116 


139 


201 


4B2 


43 


168 


93 


119 

PIPED WATER OUTSIDE STRUCTURE. 

9 

92 



10 


71 

25 


21 


32 


68 


e 


22 


4 


22 

NO PIPED WATER . 

131 

592 



170 


319 

392 


257 


294 


467 


67 


73 


65 


62 

TOILET FACILITIES 























FLUSH TOILET. EXCLUSIVE USE . 

1 557 

18 206 

2 848 

4 

590 

ID 

676 

2 825 

1 

885 

3 

553 

15 

549 

1 

549 

4 

691 

1 

168 

2 

142 

FLUSH TOILET. SHARED . 

22 

802 

62 


65 


446 

45 


23 


36 


860 


10 


loo 


5 


7 

other toilet FACILITIES OR NONE . 

243 

1 543 

1 097 


348 


509 

543 


428 


554 


886 


127 


200 


151 


202 

BATHING facilities 























BATHTUB OR SHOWER. EXCLUSIVE USE . 

1 550 

18 255 

2 921 

4 

647 

10 

603 

2 823 

1 

924 

3 

552 

15 

517 

1 

557 

4 

653 

1 

151 

2 

121 

BATHTUB OR SHOWER. SHARED . 

31 

614 

62 


68 


454 

51 


28 


40 


860 


14 


loo 


10 


4 

NO BATHTUB OR SHOWER . 

241 

1 482 

1 024 


288 


574 

539 


384 


551 


918 


115 


238 


163 


226 

ROOMS 























1 ROOM . 

20 

427 

45 


29 


205 

92 


13 


50 


474 


4 


105 


11 


34 


37 

657 

60 


81 


966 

96 


53 


76 


771 


57 


293 


16 


72 


149 

2 084 

235 


318 

1 

940 

247 


146 


388 

1 

843 


219 


692 


80 


25o 

4 ROOMS. 

312 

4 444 

623 

1 

021 

2 

461 

722 


529 


963 

4 

141 


355 

1 

346 


222 


582 


362 

6 057 

996 

1 

375 

2 

Bie 

923 


634 


965 

5 

567 


447 

1 

424 


350 


552 


387 

3 729 

931 


958 

1 

6B6 

600 


400 


676 

2 

290 


279 


660 


285 


379 

7 ROOMS. 

252 

1 755 

551 


573 


796 

293 


238 


412 

1 

251 


153 


234 


191 


195 


303 

1 39B 

566 


648 


759 

440 


323 


613 


958 


172 


237 


169 


287 

MEDIANI 























ALL UNITS . 

5.6 

4.9 

5.5 


5.3 


4.6 

5.1 


E 1! 


5.1 


4.8 


E ^ S 


4.5 


5.5 


4.9 

OWNER OCCUPIED . 

6.0 

5.2 

5.7 


5.4 


5.3 

5.3 


E 1 f 


5.4 


1 


E1 * 


5.0 


5.6 


5.2 

renter OCCUPIED. 

5.1 

4.2 

5.3 


5.1 


3.9 

4.8 

■ 

E11 


4.5 


4.1 


E 1 


3,9 


5.2 


4.3 

UNITS IN STRUCTURE 
























1 715 

17 644 

3 785 

4 

631 

6 

407 

3 112 

2 

250 

3 

898 

14 

246 

1 

572 

4 

396 

1 

263 

2 

161 


46 

979 

112 


245 

1 

649 

133 


50 


104 

1 

021 


33 


142 


20 


46 

3 AND .. 

16 

657 

56 


48 

1 

592 

53 


5 


37 


694 


16 


80 


10 


53 


11 

430 

16 


15 


802 

26 


10 


29 


209 


16 


32 


10 


43 

10 OR more . 

• t • 

429 

9 


11 


627 

22 


5 


43 


495 


4 


18 


5 


IS 

TRAILER! ON PERMANENT FOUNDATION. 

t • • 

36 

e 


16 


57 

16 


4 


12 


40 


4 


16 




8 

MOBILE . 

34 

176 

21 


37 


497 

51 


12 


20 


586 


41 


305 


16 


25 

YEAR STRUCTURE BUILT 























1959 TO MARCH 1960 .. 

38 

341 

37 


70 


954 

78 


47 


49 

1 

014 


57 


490 


6 


60 

1955 TO 1958 . 

64 

1 677 

107 


173 

1 

852 

285 


115 


151 

2 

713 


66 


773 


43 


93 

1950'TO 1954 . 

US 

2 155 

165 


408 

1 

212 

425 


199 


428 

2 

339 


217 


B31 


78 


199 

1940 TO 1949 . 

142 

2 185 

184 


602 

1 

392 

4l2 


251 


648 

1 

B54 


421 


9l7 


153 


318 

1930 TO 1939 . 

103 

2 370 

154 


608 


978 

247 


137 


577 

1 

166 


214 


463 


141 


27o 

1929 OR EARLIER. 

1 357 

11 623 

3 360 

3 

142 

5 

243 

1 966 

1 

587 

2 

290 

B 

209 


691 

1 

517 


901 

1 

411 

BASEMENT 























BASEMENT . 

1 141 

11 061 

1 615 

2 

400 

6 

925 

1 499 


831 

2 

150 

11 

897 


682 

1 

369 


716 

1 

314 

CONCRETE SLAB. . 

79 

2 619 

ee 


608 

1 

944 

323 


203 


540 

2 

365 


625 


995 


30 


17-5 

OTHER. 

602 

6 671 

2 104 

1 

795 

2 

762 

1 591 

1 

302 

1 

453 

3 

033 


179 

2 

627 


578 


862 
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Tabic 28 . Ti'.Niuu;, Vacancy Statcs, C.ondition ani3 Plumbing Facilities, and Structural 
C, nARACTEH]sTic.s, rciR Counties Outside SMSA's; 1960--Con. 

[Siiinc data baaed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition Sc Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS. 

TENURE I COLOKi AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NDNWHITE . 

RENTER OCCUPIED. 

WHITE. 

nonwhite . . 

VACANT... 

YEAR ROUND . 

SOUND OR DETERIORATING . 

available. 

FOR SALE ONLY.. 

FOR RENT.. . 

RENTED OR SOLD! AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 

CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING.. 

WITH ALU PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. , . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. ..... 
WITH ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
only COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER outside STRUCTURE. 

NO PIPED WATER . 

TOILET facilities 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH toilet I SHARED.. 

OTHER toilet FACILITIES OR NONE. 

BATHING facilities 

BATHTUB OR SHOWERi EXCLUSIVE USE ... . 

bathtub or SHOWER. SHARED.. . 

NO BATHTUB OR SHOWER ..... . 

ROOMS 

1 ROOM.. 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS.. 

6 ROOMS. 

7 ROOMS. 

6 ROOMS OR MORE. 

MEDIAN* 

ALL UNITS. 

OWNER OCCUPIED ... . 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 

1 . ........ . . 

2 . 

3 AND .. . 

5 TO 9. 

10 OR MORE ... . 

TRAILER* ON PERMANENT FOUNDATION. . . . 

MOBILE . ...... 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 . 

1955 TO ... 

1950 TO 1954 . • 

1940 TO 1949 . 

1930 TO 1939 .* 

1929 OR EARLIER. 

BASEMENT 

basement ..... . 

CONCRETE SLAB. 

other. ........ . 


3 182 


2 698 
2 004 
2 004 

694 

694 


484 

420 

322 

62 

26 

34 

52 

25 

183 

96 

64 


3 1B2 
2 251 
1 788 

15 
448 
770 
354 

16 
400 
161 

26 

19 

34 

16 


3 182 


364 

129 

63 

626 


2 251 
47 
684 


2 272 
43 
867 


8 

6l 

163 

586 

839 

723 

409 

393 

5.4 

5.6 

5.2 


3 003 
97 
43 


26 
82 
131 
93 
120 
2 728 


1 404 
154 

1 624) 


AFFORD 

STANTON 

STEVENS 

SUMNER 

THOMAS 

TREGO 

Wa¬ 

baunsee 

WALLACE 

WASH¬ 

INGTON 

WICHITA 

WILSON 

WOODSON 

2 

927 

706 

1 

480 

9 

318 

2 

542 

1 844 

2 

720 

707 

4 

115 

925 

5 

173 

2 

270 

2 

576 

599 

1 

324 

6 

222 

2 

267 

1 

630 

2 

162 

603 

3 

552 

788 

4 

490 

1 

912 

1 

729 

348 


BOl 

5 

614 

1 

534 

1 

148 

1 

643 

433 

2 

616 

496 

3 

291 

1 

430 

1 

720 

344 


783 

5 

565 

1 

534 

1 

148 

1 

604 

429 

2 

616 

492 

3 

266 

1 

430 


9 

4 


IB 


49 


• 4 


• • • 


39 

4 


a ■ a 

4 


25 


•_# a 


B47 

251 


523 

2 

606 


733 


4B2 


539 

170 


936 

292 

1 

199 


482 


839 

247 


518 

2 

5B7 


733 


4B2 


525 

170 


932 

292 

1 

199 


482 


6 

4 


5 


21 


... 


... 


14 

... 


4 

... 


... 


... 


351 

107 


156 

1 

096 


275 


214 


538 

104 


563 

137 


683 


358 


248 

52 


109 


876 


173 


118 


293 

75 


469 

80 


577 


231 


195 

45 


81 


772 


115 


100 


222 

48 


370 

42 


384 


194 


81 

32 


39 


435 


46 


47 


59 

12 


47 

12 


las 


39 


17 

4 


8 


80 


18 


11 


20 



20 

3 


45 


9 


64 

28 


31 


355 


28 


36 


39 



27 

9 


143 


30 


13 

3 


1 


48 


11 


2 


13 



31 

5 


36 


11 


10 

• < t 


10 


69 


8 


6 


29 



6 

6 


20 


8 


91 

10 


31 


220 


50 


43 


121 



286 

19 


140 


136 


53 

7 


28 


104 


58 


18 


71 

27 


99 

36 


193 


37 


103 

55 


47 


220 


102 


96 


245 

29 


94 

57 


106 


127 

2 

927 

706 

1 

480 

9 

309 

2 

542 

1 

844 

2 

720 

707 

4 

115 

925 

5 

173 

2 

270 

2 

512 



977 

7 

005 

2 

018 

1 

276 

2 

082 

555 

3 

194 

616 

3 

000 

1 

682 

2 

333 



942 

6 

153 

1 

910 

1 

110 

1 

413 

497 

2 

321 

588 

2 

469 

1 

326 


6 



3 


24 


6 


7 


27 

12 


24 

a a • 


26 


19 


171 

26 


32 


628 


100 


159 


642 

46 


849 

28 


505 


337 


301 

135 


380 

2 

029 


306 


466 


540 

103 


741 

200 

1 

764 


473 


179 

83 


318 

1 

500 


222 


354 


111 

51 


257 

150 

1 

094 


110 


12 

• t • 


« • 


19 


• • f 


8 


12 

5 


20 

6 


4 


3 


110 

52 


62 


510 


84 


104 


417 

47 


464 

44 


666 


36D 


114 

54 


123 


275 


2lB 


102 


98 

49 


ISO 

109 


409 


U5 


17 

4 


B 


80 


IB 


11 


20 



20 

3 


45 


9 


11 

1 


6 


69 


10 


10 


8 



11 

2 


29 


7 


64 

28 


31 


355 


28 


36 


39 

mu 


27 

9 


143 


30 


48 

16 


24 


269 


24 


23 


12 



10 

8 


95 


16 

2 

927 

706 

1 480 

9 

318 

2 

542 

1 

844 

2 

720 

707 

4 

115 

925 

5 

173 

2 

270 

2 

676 

625 

1 

358 

a 

250 

2 

321 

1 

614 

X 

664 

570 

2 

799 

786 

3 

956 

1 

522 


102 

40 


71 


286 


57 


69 


231 

51 


283 

39 


244 


166 


17 

13 


12 


64 


13 


36 


39 

42 


49 

25 


52 


26 


132 

28 


39 


709 


151 


105 


786 

44 


984 

75 


921 


556 

2 

606 

596 

1 

342 

7 

850 

2 

26B 

1 

553 

1 

592 

591 

2 

693 

776 

3 

609 

1 

491 


28 

33 


16 


191 


17 


35 


16 

9 


32 

4 


74 


37 


293 

77 


122 

1 

268 


257 


256 

1 

112 

107 

1 

390 

145 

1 

290 


742 

2 

615 

592 

1 

332 

6 

007 

2 

272 

1 

564 

1 

620 

573 

2 

667 

770 

3 

866 

1 

491 


26 

33 


16 


183 


17 


39 


21 

9 


36 

4 


70 


39 


2B4 

81 


132 

1 

119 


253 


241 

1 

079 

125 

1 

412 

151 

1 

237 


740 


16 

41 


23 


260 


39 


35 


62 

19 


17 

58 


54 


30 


55 

41 


125 


220 


120 


48 


119 

25 


50 

81 


133 


45 


160 

86 


161 


633 


225 


211 


154 

62 


143 

93 


364 


116 


551 

152 


386 

1 

736 


538 


404 


414 

158 


596 

161 


990 


310 


788 

118 


335 

2 

761 


600 


443 


650 

189 

1 

014 

224 

1 

639 


688 


561 

125 


216 

1 

996 


442 


307 


608 

114 

1 

010 

130 

1 

043 


515 


365 

73 


73 


961 


267 


204 


355 

62 


640 

68 


521 


320 


411 

70 


161 


740 


311 


192 


356 

7B 


645 

110 


429 


244 


5.4 

4.6 


4.6 

■ 



5.1 


5.0 


5.4 

5,0 

■ 

in 

4.6 


5.1 


5.4 


5.6 

5.5 






5.5 


5.2 


5.7 

5.2 


Ltvj 

5.1 


5.4 


5.7 


5.1 

4.4 


4.1 

1 



4.4 




5.5 

• • • 

1 

m 

4.7 

■ 



5.3 

2 

857 

627 

1 

299 

8 

670 


m 



2 

665 

655 

4 

029 

B55 

1 


2 

227 


36 

5 


77 


2lB 


l•l-1 




5 

22 


45 

• • • 

■ 



15 


5 

26 


32 


133 


Ufll 




• • t 

6 


25 

24 




4 


• * . 

5 


12 


80 


Kn 


• • • 


10 

« • • 


f » a 

■ a a 

1 



• a 


5 

29 


21 


60 


Bll 


22 


4 

« • a 


a • a 

fa a 


24 


4 


8 

4 


7 


24 


HH 


• • • 


• • • 

B 


t a a 

18 


4 


4 


16 

6 


32 


108 


44 


57 


36 

16 


16 

28 


29 


16 


17 

30 


70 


137 


55 


97 


46 

6 


4 

46 


53 


27 


91 

30 


121 


635 


141 


129 


140 

16 


65 

69 


109 


69 


183 

91 


166 


835 


243 


180 


127 

77 


171 

116 


218 


70 


221 

161 


323 


578 


350 


235 


152 

76 


93 

182 


226 


79 


238 

94 


225 


575 


355 


196 


159 

108 


215 

113 


359 


171 

2 

177 

280 


553 

6 

549 

1 

398 

1 

007 

2 

094 

420 

3 

567 

379 

4 

206 

1 

B54 

1 

291 

306 


540 

2 

958 

1 

459 

1 

056 

1 

283 

319 

2 

318 

349 


764 


716 


525 

122 


165 


805 


435 


422 


118 

116 


186 

81 


216 


165 

1 

111 

278 


775 

5 

550 


648 


366 

1 

319 

272 

1 

611 

495 

4 

173 

1 

389 
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State and Small Areas 


Table 29. —Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMSA’s; 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

ALLEN 

ANOERSON 

ATCHISON 

BARBER 

BARTON 

BOURBON 

BROWN 

BUTLER 

CHASE 

CHAU¬ 

TAUQUA 

CHEROKEE 

CHEYENNE 

ALL HOUSING UNITS.. . . 

6 

263 

3 

407 

6 

750 

3 

374 

10 

718 

6 

555 

5 

164 

13 

240 

1 650 

2 

550 

6 

577 

1 

606 

HEATING EQUIPMENT 

1 

■ 










■ 













STEAM OR HOT WATER . 

■ 



58 


444 


65 


483 




250 


301 


46 


27 


126 


99 

WARM AIR FURNACE . 




312 

2 

166 


836 

3 

243 


KIA 

1 

254 

3 

108 


194 


70 


680 


441 

FLOOR! WALL! OR PIPELESS FURNACE . 




669 

1 

236 



3 

623 



1 

165 

3 

604 


298 


469 

1 

882 


331 

BUILT-IN ELECTRIC UNITS. 


29 


12 


24 


IE 


4 


24 


24 


60 


• • • 


4 


24 


3 

other means with Flue. 

3 

647 

2 

207 

2 

330 



3 

209 

3 

688 

2 

139 

5 

598 

1 

055 

1 

546 

5 

332 


726 

OTHER MEANS WITHOUT FLUE . 


326 


115 


468 


ll 


89 


215 


61 


485 


39 


312 


365 


16 

NONE ... . . 


185 


34 


82 


BE 


67 


25 


271 


84 

— 

18 


122 


166 


190 

POPULATION 

















— 

1 







population in housing UNITS! 1960. 

16 

310 

9 

090 

19 

959 

e 

790 

32 

570 

15 

905 

13 

112 

38 

152 

4 


5 

949 

22 

324 

4 

597 

PER OCCUPIED UNIT. . . 


2.9 


3.0 


3.2 


3.1 


3.3 


2.8 


2.9 


3.2 




2.8 


2.9 


3.1 

OWNER.. . . . 


2.9 


3.0 


3.2 


2.9 


3.2 


2.7 


2.6 


3.1 


bKJ 


2.6 


2.9 


2.9 

RENTER . 


3.0 


3.2 


3.2 


3.5 


3.6 


2.9 


3.1 


3.3 




3.1 


3.2 


3.5 

POPULATION IN DWELLING UNITS! 1950 . . . . 

18 

0B6 

10 

232 

20 

148 

e 

470 

29 

035 

18 

B95 

14 

548 

30 

708 

4 

797 

7 

345 

25 

010 

5 

650 

PER OCCUPIED unit. . . . 


3.0 


3.1 


3.2 


3.^ 


3.3 


2.9 


3.0 


3.1 

— 

3.1 


3.0 


3.1 



ALL OCCUPIED UNITS ......... 

5 

609 

2 

991 

6 

— 

251 

2 

B34 

9 

846 

5 

752 

4 

549 

11 

884 

1 345 

2 

158 

7 

587 

1 505 

PERSONS 

























I PERSON . 

1 

004 


536 


982 


417 

1 

229 

1 

101 


859 

1 

420 


225 


36B 

1 

376 


232 

2 PERSONS. 

2 

090 

1 

037 

1 

918 


929 

2 

882 

2 

287 

1 

583 

3 

581 


425 


842 

2 

505 


466 

3 PERSONS. 


848 


471 

1 

026 


467 

1 

783 


839 


734 

2 

174 


270 


377 

1 

360 


261 

4 persons. 


695 


368 


967 


462 

1 

707 


685 


634 

2 

358 


217 


295 

1 

058 


217 

5 PERSONS. 


475 


258 


674 


278 

1 

081 


462 


371 

1 

238 


86 


143 


676 


184 

6 PERSONS. 


24B 


147 


299 


182 


656 


174 


201 


675 


52 


91 


345 


B5 

7 PERSONS. ... . 


149 


67 


226 


52 


245 


99 


94 


247 


51 


26 


140 


24 

e PERSONS OR MORE. 


100 


107 


159 


47 


263 


105 


73 


191 


19 


16 


127 


16 

MEDIANI 

























ALL OCCUPIED . 


2.4 


2.4 


2.7 


2.7 


w 


2.3 


2.4 


2.9 


2.6 


2.3 


2.5 


2.6 

OWNER. 


2.3 


2.4 


2.7 


2.4 




2.3 


2.3 


2.8 


2.5 


2.2 


2.4 


2.4 

renter . 


2.5 


2.8 


2.8 


3.3 


3.3 


2.3 


2.9 


3.2 


2.9 


2.9 


2.8 


3.5 

PERSONS PER ROOM 

























1.00 OR LESS . 

5 

205 

2 

781 

5 

654 

2 

564 

e 

72B 

5 

335 

4 

301 

10 

807 

1 

255 

2 

007 

6 

938 

1 

396 

1.01 OR MORE . 


404 


210 


597 


270 

1 

lie 


417 


248 

1 

077 


90 


151 


649 


109 

YEAR MOVED INTO UNIT 

























OWNER OCCUPIED . 

4 

049 

2 

258 

4 

248 

1 

7B6 

6 

357 

4 

079 

3 

094 

7 

925 


935 

1 

569 

5 

678 

1 

116 

195a TO MARCH I960 . 


540 


294 


654 


312 

1 

043 


571 


447 

1 

718 


137 


239 


794 


183 

1954 TO 1957 . 


799 


467 


639 


3B5 

1 

416 


772 


474 

2 

042 


160 


295 


953 


129 

1940 TO 1953 . 

1 

648 


697 

1 

758 


696 

2 

673 

1 

604 

1 

273 

2 

750 


372 


707 

2 

349 


507 

1939 OR EARLIER. 

1 

062 


580 

1 

197 


393 

1 

225 

1 

132 


900 

1 

415 


266 


348 

1 

582 


297 

RENTER OCCUPIED. 

1 

560 


733 

2 

003 

1 

048 

3 

489 

1 

673 

1 

455 

3 

959 


410 


569 

m 



389 

1958 TO MARCH 1960 . 


811 


294 


968 


522 

1 

938 


B69 


623 

2 

4o6 


162 


295 




139 

1954 TO 1957 . ... 


312 


184 


470 


215 


778 


371 


327 


751 


95 


118 




74 

1940 TO 1953 . 


321 


166 


40? 


263 


546 


307 


373 


654 


115 


116 




114 

1939 OR EARLIER. 


116 


69 


156 


48 


227 


126 


132 


146 


38 


40 


136 


62 

HEATING FUEL 

























UTILITY GAS. .... 

4 

387 

1 

653 

4 

169 

1 

B65 

e 

263 

3 

561 

2 

755 

7 

836 


655 

1 

407 

4 

917 


716 

FUEL OIL! KEROSENE. ETC. 


131 


217 


735 


106 


402 


297 


566 


694 


68 


23 


400 


91 

COAL OR COKE . 


194 


194 


196 


21 


71 


969 


323 


111 


72 


• t 

1 

025 


92 

WOOD ....... . 


332 


396 


336 


59 


37 


541 


300 


300 


134 


302 


354 


« « • 

electricity... 


44 


. . • 


39 


• «_• 


... 


60 


21 


57 


• • • 


21 


21 


t • • 

BOTTLED! TANK. OR LP GAS . 


437 


509 


660 


722 

1 

081 


324 


582 

2 

647 


398 


342 


670 


606 

other FUEL . 


60 


• • • 


. • . 


39 


• • 


« • 


t • • 


18 


18 


21 


■ • 


• f • 

NONE. 


24 


22 


96 


22 


... 


... 


... 


21 


... 


42 


... 


t ■ t 

WATER heating FUEL 

























UTILITY GAS. 

4 

033 

1 

378 

3 

999 

1 

B42 

7 

988 

3 

286 

2 

442 

7 

603 


521 

1 

239 

4 

293 


679 

electricity. 


206 


297 


825 


250 


462 


479 


768 

1 

421 


223 


128 


550 


93 

COAL OR COKE . 


- . . 


-IT 


1 * t 


• . . 


. . 


• A 


17 


ft ft ft 


ft ft 


ft ft ft 


ft ft ft 


• • • 

WOOD . 


. • « 


• #_• 


19 


• •• 


. • 


• • 


17 


19 


t • « 


• « 


• • 


• « • 

bottled, tank, or LP gas . 


377 


379 


516 


517 


958 


364 


532 

1 

799 


344 


300 


651 


587 

FUEL OIL. KEROSENE, ETC. .. 


. • .. 


... 


20 


... 


... 


ft . 


81 


37 


16 


ft ft ft 


ft ft ft 


• • « 

OTHER FUEL . 


60 


• •_» 


20 


• l_t 


... 


« i 


ft ft ft 


• • « 


16 


ft ft ft 


ft ft 


• f • 

NONE. 


933 


937 


852 


225 


446 

1 

603 


692 

1 

005 


221 


491 

1 

B93 


146 

COOKING fuel 

























UTILITY GAS. 

4 

026 

1 

378 

3 

318 

1 

163 

5 

433 

3 

165 

1 

976 

5 

728 


424 

1 

449 

4 

405 


496 

ELECTRICITY. . 


775 


715 

1 

821 

1 

017 

3 

199 

1 

295 

1 

523 

3 

679 


506 


12B 

1 

431 


365 

BOTTLED, tank, OR LP GAS . 


644 


79B 


958 


613 

1 

148 

1 

027 


973 

2 

300 


325 


560 

1 

461 


532 

FUEL OIL, KEROSENE, ETC. 


64 


22 


• . . 


• . . 


21 


126 


39 


95 


54 


ft ft ft 


108 


36 

COAL OR COKE . 




• . . 


20 




37 


• • • 


t_* • 


• • • 


• « * 


• • • 


ft ft ft 


19 

WOOD . 


40 


78 


77 


• . • 


16 


139 


21 


82 


16 


21 


120 


• f • 

OTHER FUEL . 


60 


... 




21 




ft - . 


ft ft ft 


ft ft ft 


18 


ft ft ft 




• • fl 

NONE . 




... 


57 


20 


... 


... 


17 


... 


... 


... 


42 


37 









































































































































Kansas 


18-59 


Table 29. —Occupancy Characteristics, Heating Equipment, and Type ot Fuel, for Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


CLARK 


CLAY 


CLOUD 


COFFEY 


ALL HOUSING UNITS 


1 300 


4 145 


5 291 


3 449 


heating equipment 


steam or hot water . 

WARM AIR FURNACE . 

FLOORi WALLi OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

other means WITHOUT FLUE . . . . 
NONE. 


18 

97 

190 

1 286 

510 

841 

.. • 

3 

558 

1 668 

22 

41 

2 

209 


202 

19 

1 483 

444 

1 036 

460 

12 

17 

2 396 

2 327 

30 

139 

132 

43 


POPULATION 


population in housing UNITS! 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSi 1950 . . t • 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 

persons 


3 381 
2.9 
2.9 
3. 1 
3 920 
3.2 


1 156 


10 619 
2.9 
2.8 
3.1 

11 625 
3.0 


3 708 


14 278 
3.0 
3.0 
3.1 

15 630 
3.0 


4 736 


8 347 
2.9 
2.8 
3.1 
10 368 
3.0 


2 928 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN I 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


195 

402 

204 

152 

101 

70 

19 

13 


631 
311 
679 
531 
299 j 
142 
78 
371 


858 

570 

805 

644 

397 

234 

100 

12B 


462 

155 

458 

405 

255 

105 

52 

36 


2.5 

2.4 

2.9 


2.4 

2.3 

2.8 


2.5 

2.4 

2.5 


2.4 

2.3 

2.8 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


1 078 
76 


3 526 
162 


4 350 
3B6 


2 619 
109 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


786 

147 

166 

278 

195 


2 566 
336 
426 
1 097 
707 


3 190 
504 
520 
1 309 
857 


2 164 
251 
314 
944 
655 


RENTER occupied 
1958 TO MARCH 1960 
1954 TO 1957 ... 
1940 TO 1953 . . . 
1939 OR earlier. . 


370 

1 142 

1 546 

196 

438 

697 

66 

212 

405 

71 

371 

310 

17 

121 

134 


764 

323 

214 

163 

64 


heating fuel 


utility gas. 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL . 

NONE. 


907 

2 332 

3 267 

21 

405 

313 

22 

162 

110 

• « 

6l 

92 

• • 

20 

... 

206 

707 

935 

• • 

... 

19 

• • 

21 

... 


327 

300 

280 

365 

637 

19 


WATER HEATING FUEL 


UTILITY GAS. 

electricity. 

COAL OR COKE . 

WOOD. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL . 

NONE. 


871 2 174 

42 565 


3 094 
208 
16 


163 

537 

40 


185 

58 


527 

442 


772 

37 

607 


359 

20 

19 

790 


COOKING fuel 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

NONE. 


786 1 

185 1 

185 


753 

2 441 

1 085 

124 

1 208 

1 082 

611 

940 

681 

20 

73 

20 

... 

... 

21 

... 

37 

20 

.. . 

19 

19 

... 

18 

... 


COMANCHE 


1 371 


90 

152 

548 

564 

*17 


3 344 
3.0 
2.6 
3.8 
3 888 
3.1 


1 130 


235 

323 

161 

167 

127 

66 

27 

4 


2.5 

2.2 

3.9 


1 067 
63 


767 

102 

68 

371 

206 

363 

172 

50 

114 

27 


694 

58 

38 

17 

323 


678 

118 


224 


110 , 


545 

320 

265 


COWLEY 

CRAWFORD 

DECATUR 

DICKIN¬ 

SON 

DONIPHAN 

DOUGLAS 

EDWARDS 

13 510 

14 499 

2 142 

7 600 

3 439 

13 3B3 

1 929 

302 

579 

21 

300 

93 

701 

53 

1 875 

2 903 

650 

2 206 

838 

7 008 

339 

4 165 

2 612 

332 

2 133 

410 

2 218 

664 

28 

24 

4 

20 

20 

e 

• • • 

5 442 

7 990 

1 036 

2 778 

1 937 

3 120 

604 

1 424 

309 

13 

107 

42 

290 

29 

274 

82 

86 

56 

99 

38 

40 

35 475 

36 435 

5 926 

21 736 

9 645 

3B 183 

5 06 l 

2.9 

2,8 

3.1 

3.1 

3.2 

3.1 

3.0 

2.9 

2.8 

3.0 

2.9 

3.0 

3.2 

2.9 

3.0 

2.7 

3.3 

3.3 

3.6 

2.9 

3.4 

34 499 

39 238 

6 16B 

20 957 

10 436 

26 942 

5 899 

3.0 

2.9 

3.1 

3.0 

3.2 

3.1 

3.1 

12 207 

13 085 

1 904 

7 no 

3 002 

12 392 

1 674 

2 198 

2 445 

268 

1 010 

418 

1 755 

321 

4 240 

4 784 

645 

2 411 

1 002 

3 952 

549 

2 025 

2 157 

324 

1 233 

481 

2 336 

217 

1 725 

1 934 

279 

1 111 

459 

1 945 

256 

1 092 

946 

213 

711 

270 

1 367 

174 

503 

504 

90 

428 

205 

631 

74 

227 

172 

4B 

98 

64 

227 

47 

197 

143 

37 

108 

83 

179 

36 

2.4 

2.4 

2.6 

2.6 

2.7 

2.7 

2.4 

2.4 

2.4 

2.5 

2.4 

2.4 

2.9 

2.3 

2.5 

2.3 

3.2 

3.2 

3.4 

2.5 

3.2 

11 318 

12 235 

1 774 

6 661 

2 645 

11 462 

1 533 

869 

850 

130 

449 

337 

930 

121 

a 169 

9 746 

1 409 

5 056 

2 088 

7 992 

1 162 

1 232 

1 277 

174 

757 

287 

1 997 

114 

1 936 

1 534 

254 

948 

315 

1 856 

245 

3 132 

3 964 

615 

1 915 

871 

2 690 

465 

1 869 

2 971 

366 

1 436 

615 

1 449 

336 

4 038 

3 339 

495 

2 054 

914 

4 400 

512 

2 324 

1 867 

164 

1 028 

404 

3 067 

221 

876 

665 

133 

462 

203 

772 

107 

649 

607 

138 

395 

220 

447 

121 

189 

200 

40 

169 

87 

114 

63 

10 399 

8 585 

1 002 

4 884 

24 

10 126 

1 105 

85 

423 

68 

619 

1 330 

927 

66 

64 

2 484 

38 

112 

573 

251 

25 

379 

142 

40 

95 

249 

283 

16 

23 

40 

20 

21 

19 

19 

26 

1 141 

1 274 

716 

1 332 

807 

766 

436 

18 

137 

* • • 

26 


« • • 

• • • 

98 

• • • 

« • • 

21 

m 

20 


9 815 

8 035 

998 

4 611 

■ 

9 662 

1 069 

382 

1 228 

100 

873 

777 

1 116 

115 

• • ■ 

39 

• • • 

• • • 

• • • 

• t • 

• • f 

. • • 

20 

• • • 

18 

19 

20 

t • • 

732 

1 359 

506 

1 003 

1 016 

616 

296 

21 

58 

66 

37 

158 

57 

# • • 

... 

38 

« • « 

• • « 

19 

• • • 

• • • 

1 257 

2 308 

232 

566 

1 011 

701 

174 

9 242 

7 183 

805 

3 654 


7 353 

936 

1 383 

2 570 

466 

2 232 

683 

3 749 

435 

1 323 

2 498 

594 

1 100 

2 072 

1 114 

301 

115 

404 

$ • • 

61 

109 

18 

t • • 

• • • 

216 

39 

19 

38 

18 

# • • 

63 

20 


18 

100 

79 

• • • 

41 

117 


26 

• t « 

• « • 

• • • 

40 

77 

Hb 

... 

... 

61 

• • • 














































































































2g.0O State and Small Areas 

Table 29.—Occupancy Characteristics, Heating Equipment, and Type ot Fuel, for Counties 

Outside SMSA’s; I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


ELLIS ELLS- FINNEY FORD FRANKLIN GEARY 
WORTH 


ALL HOUSING UNITS. 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR I WALL I OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 
NONE. 


POPULATION IN HOUSING UNITSi I960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSi 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

H PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDI AN I 

ALL OCCUPIED . 
OWNER. . . . 

renter . . . 


713 

383 

682 

1 

038 

1 123 

815 

1 424 

864 

1 179 

1 

786 

2 362 


1 013 

440 

771 

1 

075 

1 052 

1 671 

984 

413 

761 


986 

898 

1 329 

675 

219 

556 


824 

615 

912 

439 

107 

382 


362 

315 

446 

264 

66 

152 


161 

100 

144 

180 

51 

167 


134 

81 

129 

3.2 

2.6 

3.1 


2.8 

2.4 

3.0 

3.3 

2.4 

3.0 


2.9 

2.4 

2.8 

3.0 

3.1 

3.3 


2.6 

2.5 

3.1 


1 167 

1 664 

1 447 

1 337 

119 

183 

112 

152 

318 

436 

349 

389 

204 

288 

254 

218 

195 

260 

283 

197 

132 

229 

255 

162 

87 

137 

lie 

137 

44 

62 

48 

57 

66 

69 

2B 

25 

3.2 

3.2 

3.5 

3.1 

3.1 

3.1 

3.5 

2.7 

3.6 

3.6 

3.6 

3.9 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1956 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


RENTER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


HEATING FUEL 


1 369 

3 902 

1 846 

2 

670 

4 

160 

4 

681 

3 

500 

861 

1 170 

694 

900 

408 

191 

804 

194 


625 


788 


885 


947 

89 

299 

207 

107 

94 

206 

949 

262 


538 


821 


850 


850 

149 

226 

201 

116 

71 

621 

1 320 

776 

1 

143 

1 

849 

2 

046 

1 

083 

456 

422 

226 

451 

199 

37l 

829 

614 


364 


702 


696 


620 

167 

221 

60 

224 

44 

457 

1 790 

699 

1 

980 

2 

226 

1 

865 

4 

258 

306 

494 

753 

437 

211 

183 

1 118 

273 

1 

249 

1 

295 

1 

062 

3 

387 

143 

217 

401 

221 

139 

101 

346 

160 


487 


481 


376 


428 

61 

114 

164 

76 

22 

131 

206 

188 


183 


341 


319 


365 

64 

102 

176 

121 

50 

42 

116 

78 


61 


109 


108 


76 

38 

61 

12 

19 

• # • 



UTILITY GAS . 










1 045 

4 664 

1 746 

4 099 

5 065 

4 526 

6 136 

19 

940 


FUEL OIL, KEROSENE, ETC. 










19 

233 

198 

58 

306 

430 

708 

307 


k 

COAL OR COKE . 










38 

82 

97 

15 

37 

253 

109 

17 



WOOD. 










517 

22 

16 

18 

79 

629 

62 

• 11 

55 


ELECTRICITY. 










« • • 

t • • 

• • • 

« • • 

21 

• • t 

101 

t • • 

• * * 


BOTTLEDi TANK, OR LP GAS 










227 

669 

456 

401 

758 

648 

642 

824 



other FUEL . 










• • • 

22 

« • • 

59 

120 

40 

• • • 

• * • 

• • • 


NONE . 










. t . 

• •• 

32 


• •• 

20 

••• 

• • • 

t • • 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLEDi TANKi OR LP GAS 
FUEL OIL I KEROSENEi ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED I TANKi OR LP GAS 
FUEL OlLi KEROSENE, ETC. 

COAL OR COKE . 

WOOD. 

other FUEL . 

NONE. 


990 

3 413 

1 321 

3 452 

3 834 

4 121 

5 151 

• » 

853 

1 233 

727 

274 

319 

1 465 

616 

815 

1 782 

1 195 

1 505 

422 

297 

63 

161 

91 

424 

667 

474 

364 

676 

1 003 

1 019 

709 

438 

126 

449 

234 

38 

125 

77 

• • 

55 

125 

63 

36 

. •. 

23 


ff • » 

... 

22 

20 

• t 

.. . 

.. • 

. .. 

f • • 

21 

• 99 

« • • 

• • • 

56 

. .. 

... 

•» 

39 

62 

. •. 

• • • 

55 

• • • 

• • • 

ff • t 

. . . 

.. . 

21 

• » 

.. . 

19 

. . . 

• • • 

... 

• • • 

• • • 

• ff • 

19 

... 

16 

19 

... 

21 

20 

• • • 

... 

• • • 


ff ff • 




















































































Kansas 


18-61 


Table 29.- 


-OccuPANcY Characteristics, Heating Equipment, and Type or Fuel, for Counties 
Outside SMSA’s: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment Year Moved into 


Population 
Persons 
Persons per 


Unit 
Heating Fuel 
Water Heating Fuel 


SUBJECT 


AL.L HOUSINti UNITS. 


HEATING EQUIPMENT 

Steam or hot water . . 

WARM AIR FURNACE ........ 

Floor, wall, or pipeless furnace 
Built-in electric units. .... 

other means with flue. 

other means without flue .... 

NONE. 


population 


population in housing units. 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER .... . 

population in dwelling units. 1950 

PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


PERSONS 


PERSON .... 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 

6 PERSONS OR more 
MEDIAN! 

all OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
195A TO 1957 , . . 
1940 TO 1953 . . . 
1939 OR EARLIER. , 


renter OCCUPIED 
1958 TO march 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


HEATING FUEL 


UTILITY SAS. 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

electricity. 

BOTTLED. TANK. OR LP GAS 

OTHER fuel . 

NONE. 


WATER heating FUEL 


UTILITY GAS. 

electricity. 

coal or coke . 

WOOD. 

Bottled, tank, or lp gas 

FUEL OIL. KEROSENE. ETC. 

OTHER FUEL . 

NONE ..... . 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL ....... 

NONE. 



, .. ^ 

GREEN¬ 

WOOD 

HAMILTO 

HARPER 

HARVEY 

HASKELL 

HODGE¬ 

MAN 

JACKSON 

JEFFER¬ 

SON 

JEWELL 

KEARNi 

B 


LABETTE 

. 4 67( 

1 16 

3 75- 

8 548 

955 

1 012 

3 888 

3 862 

3 094 

99£ 

3 444 

!■ 

10 070 

. 10 
. 56' 

. eat 

• 2^ 

. 2 74£ 

. Ill 

. 235 

26 

27? 

282 

7 

442 

4C 

as 

65 
716 
1 247 

1 493 
lOS 
131 

265 
2 928 
2 543 
29 
2 700 
67 
16 

I 

11 

467 

172 

352 

5 

5 

103 

697 

660 

8 

2 344 
20 
56 

49 
745 
730 
26 
2 129 
73 
108 

85 

620 

500 

9 

1 756 
16 
106 

4 

113 

188 

652 

20 

21 

84 

653 

960 

e 

1 657 
56 
26 

44 

306 

506 

15 

746 

4 

21 

136 

769 

2 593 

5 818 
588 
l66 

. 11 704 

3 240 

9 694 

25 518 

3 046 



11 013 

7 038 

3 163 

10 235 

4 533 

26 233 


3*4 

3.0 

3.2 

3.6 

3.3 

3.0 

3.2 

2.8 

3.5 

3.4 

3*1 

2*9 


3*4 

2.8 

3.1 

3.6 

3.2 

2.8 

3.0 

2.6 

3.6 

3.1 

a.9 

2t9 

. 13 453 

3*3 
3 657 

3.4 
10 133 

3.3 
20 784 

3.6 
2 606 

3.5 
3 300 


3.6 
11 053 

3.2 
9 666 

3.5 
3 390 

4.0 
10 284 

3.5 
4 707 

3.0 
28 125 

• 3*1 

3*4 

3.0 

3.2 

3.5 

3.6 

3.1 

3.1 

3.0 

3.5 

3.3 

3.2 

3.0 

. 3 927 

963 

3 272 

7 986 

848 

930 

3 426 

3 473 

2 532 

B95 

3 054 

1 469 

a 971 

. 610 

139 

520 

1 083 


125 

468 

414 

461 

■ 

■ 

|B 

1 584 

. 1 391 

271 

1 141 

2 311 

216 

258 

1 274 

1 229 

976 




3 143 

■ 639 

1S2 

53B 

1 435 


187 

630 

578 

392 




1 518 

. 599 

128 

484 

1 512 


154 

478 

532 

334 

171 

390 

244 

1 142 

• 374 

144 

335 

956 


100 

297 

319 

168 

12B 

408 

158 

852 

. 159 

63 

147 

381 

73 

56 

148 

236 

117 

51 

216 

85 

411 

• 100 

39 

83 

195 

28 

24 

64 

104 

50 

26 

92 

26 

186 

55 

27 

24 

113 

29 

26 

67 

61 

14 

32 

110 

20 

135 

2.5 

3.0 

2.5 

2.9 

3.4 


2.5 

2.7 

2.3 

3.2 

n 

2.6 

2*4 

2.4 

3.0 

2.3 

2.6 

3.3 


2.4 

2.5 

2.2 

3.3 


2.4 

2*4 

2.9 

2.9 

3.3 

3.1 

3.5 

■ 

3.2 

3.4 

3.0 

3.2 

3.9 

3.4 

2.5 

3 631 

808 

3 114 

7 445 

743 

842 

3 171 

3 227 

2 443 

786 

2 759 

1 384 

8 230 

296 

155 

158 

541 

105 

86 

255 

246 

89 

109 

295 

85 

741 

2 632 

613 

2 188 

5 394 

518 

638 

2 516 

2 641 

1 841 

539 

2 120 

990 

6 379 

463 

66 

344 

920 

103 

109 

289 

409 

204 

90 

300 

131 

848 

465 

128 

347 

1 215 

123 

86 

477 

560 

278 

113 

304 

lei 

1 135 

1 033 

352 

956 

1 990 

213 

268 

1 069 

1 084 

812 

251 

904 

436 

2 770 

671 

67 

541 

1 269 

79 

175 

681 

568 

547 

85 

612 

242 

1 626 

1 295 

350 

1 084 

2 592 

330 

292 

910 

832 

691 

356 

934 

479 

2 592 

618 

190 

485 

1 454 

197 

103 

426 

416 

266 

162 

418 

215 

1 583 

325 

94 

227 

598 

64 

66 

188 

203 

149 

118 

192 

97 

528 

301 

50 

246 

410 

53 

89 

223 

151 

228 

68 

217 

123 

37B 

51 

16 

126 

130 

16 

34 

73 

62 

4B 

8 

107 

44 

103 

2 128 

693 

2 114 

6 507 

703 

368 

1 1S8 

1 261 

1 299 

831 

1 49B 

971 

7 047 

395 

23 

158 

169 


161 

576 

642 

254 


294 

83 

22 

103 

• • • 

17 

158 


• * • 

263 

103 

308 

H' 

43 

21 

544 

262 

19 

• • 4 

106 


• • • 

363 

394 

129 


129 


505 

40 

• « • 

« • « 

41 


• • t 

• • • 

• • • 

• • • 

H 

23 

• • • 


977 

228 

983 

1 005 

145 

401 

!■ 066 

1 052 

542 

64 

1 047 

394 

761 

22 

• « • 

« • • 

• • • 

• • « 

• • • 

• • • 

t • • 

• • » 

* i • 

20 


92 






... 

... 

21 


i • • 

• • • 

• • • 

• • 

2 029 

645 

1 959 

6 158 

679 

329 

1 047 

1 016 

1 020 

793 

1 404 

951 

6 735 

430 

« • • 

287 

666 

• • « 

139 

400 

684 

182 

• • * 

346 

64 

256 


• • • 

• I • 

21 

• • • 

• • • 

22 

• • . 

18 

• . . 

t t t 



22 

• • • 

• • • 

« • • 

• • • 

• • t 

23 

• * • 


• t * 

tit 

* # 


676 

213 

7B0 

670 

145 

264 

878 

725 

368 

38 

912 

309 

549 

• • • 

• • • 

... 

• • • 

.. . 

40 

36 

21 


... 

... 

... 

... 

770 

105 

246 

471 

24 

158 

1 020 

1 027 

926 

64 

392 

125 

53 

1 378 

1 696 

535 

1 428 

4 334 

597 

231 

946 

972 

975 

793 

1 317 

747 

6 241 

1 006 

129 

1 101 

2 653 

153 

292 

842 

1 265 

755 

38 

501 

307 

1 141 

1 060 

257 

704 

815 

98 

407 

1 410 

1 050 

666 

64 

1 130 

394 

1 362 

102 

23 

39 

42 

• • • 


14 

40 

36 

HItl 

106 


17 

« « 9 


! 


« • • 


21 

« • • 

36 



t » - 

20 

19 

19 


42 

■B 

HB 

193 

104 

64 



t 1 t 

81 

22 





HB 

• • • 

• • • 

■Bl 

BB 


21 

69 

20 

HBDI 


_^ 

■B 

BD 

... 

42 


BB 


... 

40 














































































































































18-62 


State and Small Areas 


Table 29 . —Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMSA's: 1960—Con. 

[Based on sample; see text Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS. 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

Floor I walli or pipeless furnace 

Built-in electric units. 

other means with flue. 

other means without flue . t . . 

NONE. 


population 


population in housing UNITSt 1960. 

PER OCCUPIED unit. 

OWNER. 

RENTER. 

POPULATION IN DWELLING UNITSt 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 
PERSONS 


PERSON .... 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 

6 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . . 

renter . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1956 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


RENTER OCCUPIED. 
1958 TO march I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR earlier. . . 


heating fuel 


UTILITY GAS. ...... 

FUEL OILi KEROSENEi ETC. 

Coal or coke . 

WOOD. 

electricity. 

BoTTLEDt TANKt OR LP GAS 

other fuel . 

NONE. 


WATER heating FUEL 


UTILITY GAS. 

Electricity. 

COAL OR COKE.. 

WOOD. 

BOTTLEDt TANKt OR LP GAS 
fuel OILi KEROSENEi ETC. 

other fuel . 

NONE. 


COOKING FUEL 

UTILITY GAS. 

Electricity. 

BOTTLED. TANK. OR LP GAS . 

Fuel oil. kerosene, etc. . 

COAL OR coke . 

WOOD.. 

other FUEL.. 

NONE.. .. 


le 

114 

426 

16 

443 

*46 


000 

3.2 

3.0 

3.7 

764 

3.4 


172 

227 

146 

193 

71 

58 

47 

16 

3.0 

2.6 

3.7 


845 

85 


651 

102 

126 

293 

130 

279 

144 

64 

55 

16 


701 

24 


604 

16o 

142 

24 


LEAVEN¬ 

WORTH 


LINCOLN 


1 185 
5 681 

2 195 

19 

3 487 
400 
102 


40 297 

3.3 
3.2 

3.4 
34 630 

3.2 


12 394 


1 706 
3 844 

2 055 
1 836 
1 513 

630 

311 

299 

2.8 

2.7 

3.1 


20 

496 

511 

4 

1 063 
26 
62 


496 

2.9 

2.7 

3.4 

621 

3.1 


LINN 


33 

341 

416 

4 

422 

113 

54 


B 467 
2.9 
2.8 
3 

9 972 
3.0 


18 

395 

344 

534 

e 

71 


418 
3 958 

1 557 

12 

2 728 
213 
248 


MC¬ 

PHERSON 


a 076 


279 

2 553 
1 824 

19 

3 207 
127 

67 


331 

640 

349 

300 

166 

69 

36 

15 

2.5 

2.3 

3.3 


493 
1 130 
471 
349 
261 
136 
65 
39 

2.4 

2.3 

2.6 


012 

3.3 

3.3 
3.5 
183 

3.4 


1 206 


153 

396 

169 

186 

125 

88 

64 

23 

2.6 

2.7 

3.3 


26 092 
3.1 
3.1 
3.1 
25 631 
3.0 


303 

833 

464 

245 

846 

433 

208 

160 

2.6 

2.5 

2.7 


23 467 

3.1 
3.0 
3.3 

22 986 

3.2 


151 

939 

1 294 

16 

2 699 
149 

16 


MAR¬ 

SHALL 


306 
1 539 

1 050 

8 

2 935 

77 

46 


1 924 


60 

503 

476 

839 

8 

38 


15 231 
3.2 
3.0 
3.5 

16 062 
3.2 


7 551 


1 012 
2 464 
1 307 
1 340 
774 
394 
144 
116 

2.7 

2.5 

3.1 


10 882 

1 846 

2 773 

1 049 

7 080 

7 146 

1 512 

60 

171 

157 

612 

405 

7 627 

1 371 

2 194 

849 

5 770 

5 128 

1 376 

178 

323 

149 

968 

773 

1 660 

170 

288 

163 

1 100 

1 030 

2 681 

566 

962 

420 

2 017 

1 964 

1 910 

457 

621 

117 

1 685 

1 361 

4 767 

535 

750 

357 

2 722 

2 423 

3 285 

138 

396 

196 

1 673 

1 240 

789 

122 

147 

94 

474 

571 

517 

180 

163 

39 

434 

409 

176 

9S 

44 

28 

141 

203 

9 224 

990 

598 

782 

6 202 

5 459 

1 010 

273 

510 

32 

622 

301 

545 

22 

489 

114 

635 

112 

518 

65 

335 

16 

262 

148 

19 

21 

• • f 

• • f 

23 

19 

1 001 

514 

975 

262 

665 

1 473 

20 

21 

19 

• • ■ 

20 

39 

57 

... 

18 

• • • 

43 


a 603 

946 

674 

766 

5 959 

5 307 

1 052 

213 

287 

32 

964 

300 

66 

• • • 

40 

- 1 - 

39 


20 

• t • 

• • « 

• ■ ■ 

40 

t • # 

804 

470 

648 

228 

444 

1 264 

101 

22 

19 

• 1 • 

101 

38 

• • • 

« • t 

38 

• • • 

- 1 • 

19 

1 748 

25S 

1 238 

180 

945 

623 

8 187 

796 

711 

651 

3 967 

3 666 

2 359 

470 

753 

230 

3 276 

2 462 

1 412 

514 

1 343 

261 

954 

1 227 

79 

106 

58 

48 

152 

38 

20l 

• • • 

t « • 

• • • 

77 

19 

60 

• • • 

19 

• • « 

66 

37 

• • 

* * * 

60 

16 

• . * 

39 


201 

... 

... 

... 

63 


4 818 


627 
1 563 
858 
822 
495 
231 
117 
105 

2.8 

2.5 

3.4 


4 501 
317 


3 553 
491 
520 
1 426 
1 116 

1 265 
478 
267 
372 
146 


811 

376 

99 

241 

58 

194 

39 


2 576 
557 
20 
21 
698 


15 730 
3.0 
2.9 
3.2 
17 813 
3.1 


5 263 


815 
1 824 
933 
794 
439 
257 
121 
80 

2.5 

2.4 

3.0 


4 954 
309 


3 576 
561 
632 
1 349 
1 034 

1 667 
691 
407 
413 
176 


245 

476 

190 

623 

19 

690 


529 

3.2 
3.1 

3.3 
695 

3.4 


MITCH¬ 

ELL 


229 
1 033 
1 586 
4 

3 396 
184 
195 


39 

907 


2 126 
1 462 
1 034 
118 

39 

39 


20 


2 971 
658 

44 

488 

62 


2 125 
1 713 
1 185 
45 
18 
177 


250 

495 

302 

303 
201 
111 

48 

16 

2.9 

2.7 

3.2 


1 565 
161 


1 157 
173 
203 
557 
224 

569 

258 

155 

113 

43 


1 165 
94 


450 

17 


I 069 
36 


433 

37 

17 

112 


18 511 
3.1 
3.0 
3.3 
17 639 
3.1 


900 
2 076 
970 
857 
605 
311 
135 
142 

2.5 

2.4 

3.1 


5 416 
580 


3 964 
724 
750 

1 625 
885 

2 012 
1 077 

511 

332 

92 


726 

453 

214 

450 

22 

954 

177 


3 491 
680 


3 391 


MONT¬ 

GOMERY 


17 056 


133 

826 

848 

1 357 
47 
180 


8 683 
3.0 
2.9 
3.1 
10 004 
3.1 


712 

44 

96 

973 


582 

036 

372 

345 

300 

168 

78 

49 

2.4 

2.3 

2.6 


2 770 
160 


2 096 
234 
251 
1 009 
602 

834 

347 

197 

214 

76 


862 

363 

22 

163 

499 

21 


1 776 
224 


211 
1 606 
4 987 
27 
7 124 
2 861 
240 


45 336 
3.0 
2.9 
3.0 

46 017 
3.0 


15 342 


459 

20 

21 

428 


2 832 
5 124 
2 507 
2 186 
1 392 
711 
278 
312 

2.4 

2.4 

2.6 


14 146 
1 196 


10 626 
1 600 
2 420 
4 426 
2 382 

4 514 
2 716 
942 
676 
180 


13 003 
135 
220 
1 127 
36 
720 
61 
40 


12 664 
307 
18 
41 
831 
18 
39 
1 424 


934 

3 224 

1 133 

11 

428 

305 

1 292 

1 073 

2 

171 

412 

1 178 

560 

1 

370 

36 

62 

63 


83 

t • • 

21 

• • • 


« f • 

20 

43 

40 


104 

17 

136 

20 

21 

20 


61 

125 
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Table 29. —Occupancy Characteristics, Heating Equipment, and Type op Fuel, for Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons pet 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

MORRIS 

MORTON 

NEMAHA 

NEOSHO 

NESS 

NORTON 

OSAGE 

OSBORNE 

OTTAWA 

PAWNEE 

PHIL¬ 

LIPS 

POTTA¬ 

WATOMIE 

PRATT 

ALL HOUSING UNITS. 

3 

032 

1 138 

4 

375 

7 

102 

2 

007 

2 

893 

4 

788 

2 

940 

2 

740 

3 

359 

3 

324 

4 

234 

4 

485 

HEATING EQUIPMENT 




1 















1 

■ 







steam or hot water . 


66 


m 


158 


131 


43 


141 


126 


56 


20 

■ 

RSrI 


29 


136 


209 

WARM AIR Furnace . 


478 


273 

1 

063 

1 

024 


384 


823 


979 


657 


766 

■ 

bim 


674 


964 

1 

251 

FLOORi WALL! OR PIPELESS FURNACE . 


637 


347 


716 

2 

142 


621 


699 


737 


879 


561 

■1 

IlnJ 


707 


853 

1 

165 

BUILT-IN ELECTRIC UNITS. 


12 


• • • 


15 


• • 


• • 


9 


16 


4 


12 


4 


5 


a 


• • 

OTHER MEANS WITH FLUE. 

1 

434 


472 

2 

240 

3 

299 


680 

1 

125 

2 

723 

1 

227 

1 

233 

1 

059 

1 

756 

2 

055 

1 

740 

OTHER MEANS WITHOUT FLUE . 


109 


28 


67 


286 


6 


25 


61 


20 


28 


16 


41 


65 


74 

NONE. 


94 


18 


114 


220 


73 


71 


126 


97 


100 


7 


112 


133 


46 

POPULATION 











1 

1 















POPULATION IN HOUSING UNITSt 1960. . • . . 

7 

603 

3 

603 

12 

457 

19 

896 

5 

534 

■ 


12 

746 

7 

323 



9 

419 

8 

620 

12 

380 

12 

061 

PER OCCUPIED UNIT. 


3.1 


3.7 


3.2 


3.1 


3.2 


kHJ 


3.0 


2.9 


2.9 


3.1 


3.0 


3.3 


3.0 

OWNER. 


2.9 


3.6 


3.1 


3.0 


3.0 


knJ 


2.9 


2.8 


2.7 


3.0 


2.9 


3.2 


2.B 

RENTER . 


3.5 


3.7 


3.6 


3.3 


3.7 


k.n’ti 


3.5 


3.2 


3.4 




3.2 


3.7 


3.3 

POPULATION IN DWELLING UNITS. 1950 . . . . 

8 

434 

2 

601 

14 

187 

20 

126 

6 

298 

a 

403 

12 

713 

8 

516 

7 

217 



9 

225 

12 

059 

12 

073 

PER OCCUPIED UNIT. 


3.1 


3.2 


3.3 


3.0 


3.3 


3.1 


3.0 


3.1 


3.0 

■ 

bB 


3.0 


3.2 


3.1 

ALL OCCUPIED UNITS . 

2 

466 

987 

3 

891 

6 

437 

1 

751 

2 

645 

4 

227 

2 

539 

2 

347 

3 

033 

2 

909 

3 

730 

4 

050 

PERSONS 









■ 

■ 

















1 PERSON . 


322 


123 


558 


947 

■ 



430 


654 


468 


371 


505 


460 


432 


712 

2 PERSONS. 


893 


204 

1 

292 

2 

182 


kirH 


919 

1 

468 


898 


929 


931 

1 

016 

1 

189 

1 

351 

3 PERSONS. 


404 


121 


645 

1 

132 


UirJ 


428 


656 


373 


360 


509 


457 


713 


653 

4 PERSONS.. 


398 


206 


528 


890 


306 


389 


633 


430 


348 


445 


459 


533 


564 

5 PERSONS. 


225 


180 


416 


619 


205 


245 


432 




179 


354 


262 


346 


426 

6 PERSONS. 


95 


120 


225 


353 


74 


136 


224 


DEI 


64 


168 


137 


273 


198 

7 PERSONS. 


80 


20 


104 


174 


49 


60 


69 


46 


40 


60 


54 


122 


86 

e PERSONS OR MORE. 


51 


13 


123 


140 


30 


36 


71 


38 


36 


61 


44 


122 


60 

MEDIAN! 



























ALL OCCUPIED.. 


2.5 


3.7 


2.6 




2.7 


2.5 


2.5 


2.4 


2.4 


Fm 




2.8 


2.5 

OWNER. 


2.4 


3.7 


2.5 




2.4 


2.4 


2.4 


2.3 


2.2 






2.6 


2.3 

RENTER . 


3.3 


3.7 


3.3 




3.7 


2.7 


3.2 


3.0 


3.2 

■ 

i 


1 


3.5 


3.0 

PERSONS PER ROOM 



























1.00 OR LESS . 

2 

321 


768 

3 

600 

5 

892 

1 

608 

2 

453 

3 

947 

2 

432 

2 

239 

2 

812 

2 

727 

3 

349 

3 

671 

1.01 OR MORE . 


147 


219 


291 


545 


143 


192 


260 


107 


lOB 


221 


182 


381 


379 

YEAR MOVED INTO UNIT 



























OWNER OCCUPIED . 

1 

732 


615 

2 

898 

4 

73B 

1 

262 

1 

668 

3 

237 

1 

679 

1 

716 

1 

937 

2 

102 

2 

734 

2 

567 

1956 TO MARCH 1960 . 


216 


166 


363 


794 


142 


279 


398 


211 


257 


339 


252 


436 


329 

1954 TO 1957 ... 


241 


95 


483 


877 


141 


295 


581 


248 


263 


339 


381 


549 


496 

1940 TO 1953 . 


793 


266 

1 

169 

1 

909 


627 


924 

1 

288 


634 


723 


807 


919 

1 

045 

1 

027 

1939 OR EARLIER.. 


462 


88 


883 

1 

158 


352 


370 


970 


586 


453 


452 


550 


704 


713 

RENTER OCCUPIED. 


736 


372 


993 

1 

699 


489 


777 


990 


660 


631 

1 

096 


607 


996 

1 

483 

1956 TO MARCH 1960 . 


367 


198 


396 


912 


200 


413 


509 


276 


279 


509 


344 


467 


837 

1954 TO 1957 ... 


158 


115 


230 


387 


116 


121 


213 


147 


117 


276 


216 


210 


354 

1940 TO 1953 . 


164 


42 


262 


334 


106 


202 


191 


174 


160 


227 


195 


245 


213 

1939 OR EARLIER. 


47 


17 


103 


66 


65 


41 


77 


61 


75 


84 


52 


54 


79 

heating fuel 



























UTILITY GAS. 

1 

199 


847 

1 

726 

5 

081 


819 

1 

402 

1 

308 

1 

215 

1 

156 

1 

955 

1 

705 

1 

610 

3 

074 

FUEL OILt KEROSENE. ETC. 


319 


• « f 


846 


158 


168 


350 


761 


301 


346 


317 


243 


461 


265 

COAL OR COKE . 


206 


• • t 


163 


293 


22 


73 


426 


106 


103 


42 


135 


115 


ft* 

WOOD.. 


171 


15 


453 


274 


• « • 


25 


317 


72 


175 


21 


111 


345 


18 

electricity. 


. • . 


• • • 


20 


« • • 


• • • 


25 


20 


20 


• * * 


ft * 


* * • 


40 


ft* 

BOTTLED. TANK. OR LP GAS . 


560 


125 


681 


593 


720 


754 

1 

355 


825 


567 


69B 


715 


926 


693 

OTHER FUEL . 


13 


• • • 


• t • 


38 


22 


• • • 


• • • 


• • ■ 


t * t 


f • * 


• * • 


33 


• * « 

NONE. 


... 




... 


... 


• • • 


16 


18 


... 


• • ■ 


■ • • 


tti 


• • • 


* f 

WATER heating FUEL 



























UTILITY GAS. 

1 

126 


791 

1 

501 

4 

566 


781 

1 

381 

1 

119 

1 

157 

1 

055 

1 

689 

1 

574 

1 

645 

2 

954 

ELECTRICITY. 


663 


45 


745 


222 


285 


326 


877 


195 


477 


467 


177 


555 


300 

COAL OR COKE . 


• ■ . 


• • ■ 


• • ■ 


19 


• « t 


t • « 


18 


ft* 


t • t 


• • • 


23 


40 


• t 

WOOD.. 


• • • 


• • • 


• • • 


• • • 


t • « 


25 


• • • 


* * • 


20 


• • • 


t t * 


• t t 


• t 

BOTTLED, tank. OR LP GAS.. . 


230 


95 


790 


465 


501 


539 


945 


678 


404 


614 


536 


700 


590 

FUEL OIL. KEROSENE. ETC. 


21 


• • • 


79 


• t • 


• • • 


» • • 


40 


19 


• • t 


* * • 


• t • 


20 


35 

OTHER FUEL . 


• • • 


• • • 


• • t 


• • • 


t « • 


• • « 


• • • 


t t • 


* * t 


* • • 


t • • 


• * t 


* • 

NONE. 


428 


56 


776 

1 

165 


164 


374 

1 

228 


290 


391 


63 


599 


770 


171 

COOKING FUEL 



























UTILITY GAS. 

1 

009 


632 


977 

4 

135 


426 

1 

170 

1 

128 


856 


773 

1 

193 

1 

166 

1 

350 

2 


ELECTRICITY... 


944 


30 

1 

660 

1 

257 


690 


552 

1 

373 


666 

1 

044 

1 

165 


967 

1 

051 

1 

306 

BOTTLED. TANK. OR LP GAS . 


364 


125 


993 


949 


611 


728 

1 

472 


955 


447 


613 


530 

1 

241 


700 

FUEL OIL. KEROSENE, ETC . 


105 




61 


20 


22 


107 


136 


40 


63 


* • • 


66 


32 


18 

COAL OR COKE . 


13 




20 


• t • 


BD 


16 


40 


* t ■ 


D 


21 


69 


20 


t • t 

WOOD . 


13 


J 


158 


19 


D 


25 


78 


t * • 


B 


21 


91 


36 


f • 1 

OTHER FUEL . 


D 


J 


• • « 


57 




• • « 


• • • 


* • • 


B 


* * • 


* * • 


« t t 


t • * 

NONE . 


n 

IH 

1 i 


22 


D 

■ 

B 


47 


... 


.. . 

Bi 

n 


... 


... 


• t * 


20 


! 
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Table 29.—Occupancy Charactbristics. Heating Equipment, and Type op Fuel, for Counties 

Outside SMSA’s: I960—Con. 

[Baaed on sample; see text. Median not shown where base is less than 200] 


Hwting Equipment 
Popuhuion 
Persons 
Persons per 
Room 


Ye.ir Moved into 
Unit 

Heating Fuel 
Water He.iting Fuel 
Cooking Fuel 


heating equipment 

steam or hot water . . 

WARM air furnace . 

FLOOR1 WALLi OR PIPELESS FURNACE 

0UILT-IN ELECTRIC UNITS. 

other means WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE. 


population 



POPULATION IN HOUSING UNITSi i960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . . 

POPULATION IN DWELLING UNITSi 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


PERSONS 


1 PERSON . ..... . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS.* * 

6 PERSONS. 

7 PERSONS. 

a PERSONS OR MORE. 

MEDIAN I 

ALL OCCUPIED . 

OWNER. 

RENTER . 


243 

3 111 

408 

5 691 

245 

3 042 

225 

2 994 

208 

2 147 

117 

1 071 

33 

462 

75 

398 


604 

246 

539 

479 

356 

117 

45 

34 


3.0 

2.7 

3.6 


2.7 

2.7 

2.a 


2.4 

2.3 

3.1 


632 

445 

729 

776 

466 

292 

105 

72 


1 069 
3 412 

2 091 
1 857 
1 277 

574 

216 

216 


362 

843 

537 

434 

334 

224 

114 

90 


320 

604 

379 

302 

214 

73 

79 

61 


631 
1 134 
624 
624 
419 
136 
62 
26 


1 979 
4 616 
3 309 
3 036 
I 625 
607 
354 
275 


206 

392 

325 

223 

182 

126 

55 

45 


585 
1 149 
696 
942 
571 
298 
173 
84' 


2.7 2.9 

2.5 2.9 

3.5 3.0 


3.0 2.7 
2.8 2.5 
3.3 3.4 


2.6 3.0 
2.4 2.9 
3.1 3.1 


3.1 3.2| 
2.9 3.2 
3.3 3.2 


147 

330 

154 

161 

144 

137 

79 

59 


260 

652 

420 

353 

204 

154 

55 

36 


3.3 2.6 
2.8 2.7 
4.5 3.1 


PERSONS PER room 


1.00 OR LESS 
1.01 OR MORE 


1 399 
155 


17 210 
1 706 


3 266 
152 


4 196 
321 


9 366 
1 348 


2 585 
373 


1 824 
206 


3 463 
215 


14 389 
1 B12 


1 336 3 943 

218 757 


1 044 1 907 

167 247 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 .. . . . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER.. . . . . 

RENTER OCCUPIED. 

1958 TO MARCH 1960 ... • 

1954 TO 1957 . 

1940 TO 1953 .... . . 

1939 OR EARLIER. 


HEATING FUEL 


UTILITY GAS. 

FUEL OlLi KEROSENEi ETC. . 

COAL OR COKE . 

WOOD . . . 

electricity. 

BOTTLED 1 TANK! OR LP GAS. 

OTHER FUEL... 

NONE. 


1 110 
106 
14B 
477 
377 

444 

178 

83 

96 

87 


685 

128 

21 


694 

26 


13 014 

2 579 

3 263 

4 785 

2 387 

5 902 

3 883 
1 002 

773 

244 


16 299 
389 
121 
163 
20 
1 905 
19 


2 444 
281 
382 
1 039 
742 

976 

389 

277 

221 

89 


1 901 
434 
127 
282 

656 

20 


3 090 
440 
578 
1 296 
776 

1 427 
735 
377 
256 
59 


3 388 
204 
21 
20 
37 
847 


5 444 
1 295 
1 446 
1 807 
696 

5 270 
4 086 
667 
382 
135 


6 217 
1 022 
205 
219 
99 
909 
21 
22 


2 064 
316 
390 
948 
430 

874 

452 

205 

145 

72 


1 923| 
219 
56 
21 
21 
718 


1 471 
188 
193 
649 
441 

561 

235 

107 

139 

60 


1 495 
78 


19 

440 


2 442 
317 
433 
1 038 
654 

1 236 
609 
295 
232 
100 


2 706 
301 
21 
40 

573 

37 


9 581 
2 679 

2 271 

3 099 
1 532 

6 620 

4 991 
929 
567 
133 


13 673 
889 
157 
125 
57 
1 276 

24 


1 051 

2 818 

249 

1 010 

200 

634 

446 

922 

156 

252 

503 

1 862 

269 

1 260 

117 

384 

93 

204 

24 

34 

1 333 

4 356 

38 

115 


183 


229 


662 

98 

143 

441 

200 


1 549 
252 
204 
774 
319 


329 

116 

55 

104 

54 


605 

389 

112 

69 

15 


432 

218 

44 


1 518 
222 

19 

20 


21 

496 


375 


WATER HEATING FUEL 


UTILITY GAS. 

electricity. 

COAL OR COKE . 

WOOD . . 

BOTTLED I TANKi OR LP GAS. 

FUEL OIL I KEROSENEi ETC. 

OTHER FUEL ....... . 

NONE.. • . 


618 

15 396 

46 

1 026 

21 

20 

729 

1 482 

20 

42 

120 

950 


1 686 
591 
22 

520 


601 


3 323 
322 


7 893 
1 345 
20 


1 864 
154 


1 417 
177 


2 563 
244 


13 321 
1 126 


1 314 
39 


4 041 
314 


661 

60 

151 


876 

21 

50 

509 


544 

396 


287 

15*1 


462 

18 

391 


698 

19 

837 


146 

18 

37 


166 

179 


368 1 406 

22 201 


603 377 

65 111 

153 39 


COOKING FUEL 


UTILITY GAS. 

.. 

BOTTLED I TANKi OR LP GAS. 

FUEL OIL I KEROSENEi ETC. 

COAL OR COKE . 

WOOD . i ....... ... . ■ 

OTHER FUEL . 

NONE... 


411 

381 

741 

21 


12 950 
4 125 
1 659 
61 
20 
20 

81 


1 407 
1 103 
714 
66 
65 
65 


2 552 

5 650 

1 169 

1 308 

3 489 

967 

617 

1 337 

743 

40 

59 

79 

... 

41 

!!! 

• t • 

138 

... 


182 

488 

344 

16 


1 793 

9 109 

1 246 

5 066 

470 

1 622 

39 

115 

‘ T • 

38 

21 

65 

18 

19 

91 

167 


937 

414 

203 


3 593 
,797 
244 


66 


283 

410 

496 

22 


913 

834 

377 

15 


15 
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Table 29. —Occupancy Characteristics, Heating Equipment, and Type op Fuel, tor Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Hearing Fuel 
Water Heating Fuel 
Cooking Fuel 



ALL HOUSINU UNITS. 


3 182 2 927 


heating equipment 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FuOORi WALLi OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. ..... 
OTHER MEANS WITHOUT FLUE .... 
NONE. 


POPULATION IN HOUSING UNITSi I960. 

PER OCCUPIED UNIT. 

OWNER. 

renter . 

POPULATION IN DWELLING UNITSi 19S0 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . • 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

a PERSONS OR MORE 
MED IAN 1 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
l.Ol OR MORE 


YEAR MOVED INTO UNIT 


owner OCCUPIED 
1956 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1956 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HEATING FUEL 


utility gas. . . 

FUEL OIL* KEROSENE. ETC, 
COAL OR COKE . 


ELECTRICITY. 

BOTTLED I TANK* OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATINS FUEL 


UTILITY GAS. 

electricity. ...... 

COAL OR COKE . 

WOOD. 

BOTTLED 1 TANK* oR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

NONE. 


STANTON STEVENS SUMNER THOMAS TREGO WA- WALLACE WASH- WICHITA WILSON WOODSON 

BAUNSEE INGTON 
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Table 30 .— Financial Characteristics and Selected Equipment, for Counties Outside SMSAs: 

1960 

[Based on sample; see text Median not shown where base is less than 200; plus (+) or minus (-) after number indicates m 
*• or below that numberj 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Ait Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


CHASE CHAU- CHEROKEE CHEYENNE 
TAUOUA 



VACANT AVAILABLE FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 
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Table 30. —Financial Characteristics and Selected Equipment, tor Counties Outside SMSA’s: 

1960 —Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


ALL OCCUPIED UNITS .... 
CLOTHES WASHING MACHINE 


CLARK 


COFFEY 


COWLEY 


CRAWFORD 


13 085 


DICKIN¬ 

SON 


DONIPHAN 


3 002 


DOUGLAS 


EDWARDS 


WRINGER OR SPINNER .... 
AUTOMATIC OR SEMI-AUTOMATIC 
WASHER-OKYER COMBINATION . 
NONE. 


266 

653 

237 


2 394 
806 
20 
488 


2 328 
1 475 
36 
897 


2 024 
477 

427 


434 

572 

124 


4 664 
4 309 
297 
2 937 


6 136 
3 661 

2l8 
3 070 


1 090 
640 
20 
154 


3 574 
2 604 
145' 
787 


2 140 
45B 
20 
384 


4 277 
4 674 
246 
3 195 


559 

950 

51 

114 


CLOTHES dryer 


GAS heated .... 
ELECTRICALLY HEATED 
NONE. 


HOME food FREEZER 


1 OR MORE 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 
2 . . . . 

3 OR MORE 
NONE . . 


123 

165 

868 


138 
447 
3 123 


78 
772 
3 686 


139 
282 
2 507 


33 
58 
1 039 


513 
929 
10 765 


537 
1 041 
11 507 


60 
194 
1 650 


236 
1 142 
5 732 


109 
262 
2 631 


781 
1 702 
9 909 


249 

425 


286 

870 


1 442 

2 266 


1 197 816 

3 539 2 112 


329 

801 


2 331 1 497 
9 876 11 588 


723 
I 181 


1 958 
5 152 


995 
2 007 


2 531 
9 861 


256 

418 


973 3 247 

183 461 


4 058 
678 


2 260 
668 


949 10 218 
181 1 989 


10 114 
2 971 


1 587 
317 


6 126 
984 


2 490 
512 


10 985 
1 407 


1 410 
264 


774 

277 

42 

63 


2 636 
468 
40 
564 


2 837 
1 011 
163 
725 


1 920 
502 
39 
467 


701 

7 320 

7 692 

258 

2 611 

2 514 

... 

398 

408 

171 

1 878 

2 471 


1 406 
270 
40 
188 


4 475 
I 556 
156 
923 


1 875 
452 
101 
574 


8 124 
2 560 
286 
1 422 


1 093 
341 
25 
215 


AIR CONDITIONING 


ROOM UNITl 

1 . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


television sets 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . ^ 

2 OR MORE 
NONE . . 


VALUE 

owner OCCUPIED . 

LESS THAN S5i000 . 

SSiOOO TO *7(400 . 

S7i500 TO S9i900 . • 

SlOtOOO TO *12(400 . 

*12(500 TO *14(900 . 

*15(000 TO *17(400 .. . . . 

*17(500 TO *19(900 . 

*20(000 TO *24(900 . 

*25(000 TO *34(900 . 

*35(000 OR MORE. 

MEDIAN .... . DOLLARS . 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS . 


22 
21 
63 
1 050 


672 
126 
145 
2 765 


1 012 2 583 

... 76 

144 1 049 


774 

345 

37 


2 228 
1 334 
146 


619 

189 

164 

138 

34 

43 

14 

15 
9 
4 
9 

6 800 


1 718 
545 
504 
230 
162 
145 
57 
17 
32 
21 
5 

6 600 


4 13 


1 078 
185 
243 
3 230 


3 465 
25 
1 246 


3 1B6 
1 305 
245 


2 207 
718 
494 
406 
354 
100 
75 
24 
12 
20 
4 

7 000 
26 


297 123 

139 128 


21 

39 

2 471 

840 

2 081 

749 

20 

38 

827 

343 

2 048 

735 

739 

353 

141 

42 

1 184 

541 

652 

163 

329 

128 

68 

121 

81 

66 

42 

37 

... 

11 

4 

7 

4 

4 

4 

4 

6 000- 

7 100 

8 

6 


2 071 

1 146 

1 023 

6l6 

235 

241 

8 878 

11 082 

9 940 

10 698 

342 

652 

1 925 

1 735 

7 857 

9 145 

3 203 

2 412 

1 147 

1 528 

6 488 

7 955 

2 050 

4 504 

1 585 

1 534 

1 150 

845 

840 


353 

- 

206 


98 


121 


57 


28 


6 900 


86 

116 


407 
40 
59 
1 398 


1 560 
20 
324 


1 302 
559 
43 


817 

314 

189 

76 

106 

72 

20 

16 

20 

4 

6 300 
16 


1 440 
638 
218 
4 814 


5 758 
167 
1 185 


4 616 
2 282 
212 


3 534 
979 
805 
710 
488 
221 
129 
68 
73 
57 
4 

7 400 
25 


214 
38 
20 
2 730 


2 393 
132 
477 


2 097 
658 
247 


1 180 
474 
305 
204 
142 
32 
12 
4 
7 


6 000 
10 


2 815 
587 
477 
a 513 


9 869 
400 
2 123 


7 265 
4 452 
675 


6 190 
771 
1 028 
1 076 
1 142 
795 
476 
288 
300 
221 
93 

10 500 
90 


157 
115 
127 
1 275 


1 408 
25 
241 


1 251 
356 
67 


873 

312 

185 

126 

119 

48 

41 

13 

16 

13 

6 700 
21 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN .. 

*20 TO *29 . 

*30 TO *39 . 

*40 TO *49 . 

*50 TO *59 . 

*60 To *69 . 

*70 To *79 . 

*80 TO *99 . 

*100 TO ... . . 

*120 oR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILA8LE FOR RENT. • 
MEDIAN RENT ASKED.. • • 


DOLLARS . 


DOLLARS . 


DOLLARS . 


290 

729 


530 

188 

3 541 

3 112 

8 


36 

3 

48 

111 

12 

57 


60 

4 

146 

345 

12 

102 


83 

31 

460 

632 

45 

160 

174 

64 

30 

532 

600 

37 

127 

237 

56 

44 

585 

508 

49 

108 

162 

55 

27 

593 

261 

31 

42 

90 

28 

7 

416 

161 

30 

38 

63 

12 

4 

377 

139 

13 

4 

12 

12 

4 

60 

34 


... 

12 

... 

8 

12 

61 

83 

128 

112 

34 

316 

309 

62 

50 

51 

45 

... 

57 

45 

229 

646 

1 089 

418 

154 

3 225 

2 803 

45 

39 

37 

32 

... 

46 

35 

23 

54 

94 

43 

97 

532 

245 

... 

... 

... 

44 

28 


304 

4 

12 

44 

48 

48 

24 

31 

4 

4 

85 

50 


219 

3B 

27 


1 673 
24 
44 
143 
217 
287 


621 

18 

36 

54 

71 

89 

95 


206 

39 

122 

225 

352 

493 

511 


326 

3 

15 

14 

60 

60 

SO 


250 

60 

586 

43 

245 

46 

882 

21 

16 

19 

489 

• • • 

28 

24 

226 

♦ « • 

149 

109 

281 

60 

62 

59 

74 

57 

524 

512 

3 925 

266 

48 

35 

63 

43 

149 

32 

404 

29 

... 

... 

58 

• •• 






















































































































18-68 State and Small Areas 

Table 30. —Financial Chabacteristics and Selected Equipment, for Counties Outside SMSAs: 

1960 —Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


ALL OCCUPIED UNITS 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . 

automatic or semi-automatic. 
WASHER-DKYER COMBINATION . • 
NONE. 


CLOTHES ORYER 


GAS HEATED . 

ELECTRICALLY HEATED. 
NONE. 


ELLS- FINNEY 
WORTH 


2 545 4 650 


FORD FRANKLIN 


6 386 6 546 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Auromobiles Avail. 


GOVE GRAHAM 


1 167 1 664 


552 565 

508 638 

37 20 

70 441 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


GRAY GREELEY 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


TELEPHONE AVAILABLE 


AUTOMOaiLES AVAILABLE 


3 OR MORE. 
NONE . . . 


3 345 

1 549 

2 770 

3 852 

4 190 

5 353 

766 

1 098 

1 066 

835 

327 

1 58*7 

609 

1 115 

1 692 

1 267 

1 135 

269 

231 

276 

225 

183 

370 

134 

285 

276 

158 

166 

20 

186 

52 

59 

18 

390 

253 

480 

566 

931 

1 104 

112 

149 

53 

218 

91 


AIR CONDITIONING 


2 OR MORE. . 
CENTRAL system 
NONE. 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


2 OR MORE. 
NONE . . . 


OWNER OCCUPIED 
LESS than S5.000 . 
SSiOOO TO S7»400 . 
S7.500 TO $91900 . 
SlOiOOO TO $12(400 
$12(500 TO $14(900 
$15(000 TO $17(400 
$17(500 TO $19(900 
$20(000 TO $24(900 
$25(000 TO $34(900 
$35(000 OR MORE. . 
MEDIAN . 


VACANT available FOR SALE.' . 

MEDIAN PRICE ASKED . DOLLARS 


865 

2 969 

1 295 

2 

131 

3 263 

3 036 

2 370 

441 688 

474 

562 

237 

576 

566 

425 


230 

474 

924 

205 

246 120 

46 

160 

90 

165 

339 

309 


295 

686 

727 

313 

54 132 

51 

125 

19 

68 

366 

263 


384 

642 

538 

S07 

57 130 

119 

82 

48 

28 

511 

148 


470 

562 

430 

479 

28 161 

148 

79 

51 

a 

445 

61 


242 

320 

155 

336 

28 79 

73 

30 

10 

12 

368 

50 


215 

192 

110 

246 

16 38 

16 

50 

9 

4 

128 

15 


59 

158 

48 

100 

a 12 

4 

12 

5 

4 

105 

16 


87 

125 

68 

115 

4 4 

5 

12 

5 


100 

8 


91 

72 

26 

36 

... 12 

4 

... 

• • • 


41 

... 


58 

32 

8 

33 

... ... 

a 

12 

• • • 

000- 

11 000 

6 aoo 

10 

aoo 

9 300 

7 000 

10 aoo 

5 000- 9 300 

10 400 

7 400 

8 000 

... 

71 

33 


27 

48 

68 

62 

9 a 

14 

... 

4 


RENTER OCCUPIED. 

LESS THAN .. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $49 . 

$50 To $59 . 

$60 To $69 . 

$70 TO ... 

sao TO $99 . 

SlOO TO ... 

S120 OR MORE . 

NO CASH RENT • ... 

MEDIAN . DOLLARS 


328 

1 544 

495 

1 749 

1 955 

1 626 

4 142 

198 

333 

634 

251 

171 

14 

32 

5 

22 

18 

12 

•.. 

. • • 

14 

96 

•.. 

10 

55 

73 

16 

70 

128 

72 

28 

7 

19 

79 

... 

7 

55 

174 

58 

127 

214 

179 

86 

6 

25 

24 

10 

10 

77 

199 

54 

217 

282 

239 

169 

28 

39 

41 

43 

7 

22 

201 

75 

301 

320 

243 

416 

B 

39 

53 

48 

15 

37 

233 

109 

238 

27a 

223 

592 

49 

43 

77 

41 

40 

4 

137 

58 

249 

143 

206 

773 

33 

22 

57 

36 

20 


238 

42 

238 

243 

220 

1 091 

a 

57 

110 

40 

4 

... 

88 

... 

54 

106 

50 

585 

7 

5 

28 

... 

3 

... 

97 

4 

43 

33 

16 

295 

17 

... 

16 

... 

3 

64 

72 

74 

190 

190 

166 

107 

35 

70 

53 

33 

52 

41 

62 

60 

62 

58 

59 

79 

... 

59 

60 

62 

... 


CONTRACT RENT 


RENTER OCCUPIED. 

MEDIAN . DOLLARS 


VACANT AVAILABLE FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 


264 

28 

1 472 

55 

421 

43 

1 559 

54 

1 765 

4a 

1 460 

47 

4 035 

72 

163 

263 

47 

581- 

53 

CO 

CM 

119 

32 

68 

41 

65 

140 

137 

289 

60 

96 

17 . 

4a 

23 

11 


































































Kansas 


18-69 


Table 30.—Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960—Con, 

[Based on sample; see text, Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail, 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


ALL OCCUPIED UNITS .... 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 

Washer-dryer combination .... 

NONE. 

clothes oryer 

GAS heated . 

ELECTRICALLY HEATED. 

NONE. 

HOME FOOD FREEZER 

1 OR MORE. 

NONE. 

telephone available 

YES.. • • 

NO. 

AUTOMOBILES AVAILABLE 

.. 

.. 

3 OR MORE. 

NONE. 


AIR CONDITIONING 

ROOM UNITI 

1 . 

2 OR MORE. 

CENTRAL system . 

NONE. 

TELEVISION SETS 

.. 

2 OR MORE. 

None. 

RADIO SETS 

1 . . . . . . 

2 OR MORE. 

NONE. 


GREEN¬ 

WOOD 


VALUE 

OWNER OCCUPIED 
LESS THAN SSiOOO . 

SSiOOO TO S7i400 . 

S7i500 TO S9i900 . 

SlOiOOO TO $12i400 
Sl2i500 TO $14i900 
SlSiOOO TO $17i400 
$17i5O0 TO $19i900 
*201000 To S24i900 
S25i000 TO *341900 
*351000 OR MORE. . 

MEDIAN . DOLLARS 

VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED . 


GROSS RENT 

renter OCCUPIED. 

LESS THAN .. 

*20 To *29 . 

*30 TO *39 . 

*40 TO *49 . 

*50 TO *59 . 

*60 TO *69 . 

*70 TO ..*. 

*80 TO *99 . 

*100 TO *119 . 

*120 OR MORE ... . 

NO CASH RENT . 

MEDIAN . DOLLARS 

CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN.' .DOLLARS 

VACANT available FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 


HAMILTON 


2 037 
1 150 


229 
456 
3 242 


1 164 

2 763 


3 178 
749 


2 617 
773 
83 
454 


668 
233 
59 
2 967 


3 130 
41 
756 


2 555 
1 033 
339 


1 789 
766 
386 
264 
172 
81 
75 
17 
20 

8 

5 800 


063 

66 

59 

103 

146 

170 

155 

91 

99 

7 

8 

159 

55 


904 

40 


200 

553 


129 

70 

764 


254 

709 


673 

290 


593 

216 


154 


24 

652 


658 

47 

258 


587 

246 

130 


441 

149 

97 

71 

60 

31 

14 

5 

9 


231 
■. 45 


HARVEY 


1 073 
1 560 
38 
601 


169 
495 
2 608 


1 061 
2 211 


2 870 
402 


2 051 
782 
99 
340 


563 
121 
134 
2 454 


2 656 
116 
500 


1 823 
1 192 
257 


1 413 
396 
312 
289 
236 
101 
26 
12 
17 
20 
4 

7 500 
37 


725 

11 

36 

54 

90 

133 

111 

80 

87 

8 

11 

104 

59 


621 

45 


3 475 
3 378 
282 
851 


300 
1 048 
6 638 


2 294 
5 692 


6 898 
1 oaa 


5 085 
1 932 
166 
803 


1 698 
615 
347 
5 326 


6 300 
328 
1 356 


4 570 
2 758 
658 


4 414 
782 
927 
880 
798 
410 
272 
120 
128 
69 
28 
8 900 

69 


8 

55 

147 

264 

315 

409 

330 

373 

72 

13 

218 

65 


1 986 
53 


ELL 

HODGE¬ 

MAN 

JACKSON 

JEFFER¬ 

SON 

JEWELL 

KEARNY K 

848 

930 

3 426 

3 473 

2 532 

895 

252 

441 

2 321 

2 230 

1 823 

236 

498 

387 

546 

517 

271 

472 

40 

• • » 

57 

42 

65 

63 

58 

102 

502 

684 

373 

124 

316 

94 

138 

246 

83 

103 

83 

138 

287 

416 

152 

57 

449 

698 

3 001 

2 811 

2 297 

735 

507 

329 

.862 

1 287 

771 

365 

341 

601 

2 564 

2 186 

1 761 

530 

676 

756 

2 685 

2 674 

2 247 

633 

172 

174 

741 

799 

285 

262 

544 

685 

2 348 

2 214 

1 441 

496 

269 

169 

501 

662 

515 

116 

. - • 

19 

37 

63 

18 

• • • 

35 

57 

540 

534 

558 

283 

17 

330 

270 

311 

229 

360 

17 

209 

21 

126 

54 

63 

24 

19 

• ■ • 

21 

18 

• • • 

790 

372 

3 135 

3 015 

2 231 

472 

733 

696 

2 749 

2 753 

1 654 

762 

“ f “ 

19 

44 

146 

• • • 

19 

115 

215 

633 

574 

878 

114 

412 

623 

2 556 

2 400 

1 942 

538 

338 

286 

594 

868 

537 

338 

98 

21 

276 

205 

53 

19 

327 

317 

1 216 

1 337 

932 

373 

96 

69 

351 

544 

703 

98 

46 

94 

344 

412 

125 

62 

63 

45 

197 

151 

48 

74 

39 

76 

118 

120 

30 

97 

37 

9 

99 

61 

12 

15 

23 

24 

62 

33 

10 

8 

12 


21 

12 

• • • 

7 

3 


16 

t • 1 

4 

8 

a 

... 

8 

4 

« « • 

« « • 


• • • 

- - T 

• * • 

• • • 

4 

400 

7 400 

6 900 

5 800 

5 000- 

a 400 

11 

5 

12 

11 

14 

5 

225 

163 

609 

573 

425 

238 

4 

4 

26 

17 

4 

• • t 

8 

25 

54 

22 

43 

44 

8 

31 

73 

41 

79 

12 

4 

8 

64 

65 

51 

28 

13 

21 

84 

105 

55 

28 

32 

23 

93 

66 

34 

48 

20 

22 

65 

85 

2t 

21 

61 

4 

67 

64 

20 

41 

8 

• • • 

• • • 

12 

4 

4 

21 

4 

.7 

13 

28 

• • ■ 

46 

21 

76 

03 

83 

12 


• • • 

56 


49 

60 

179 

142 

531 


342 

226 


... 

4C 


3C 

47 

26 

36 

3f 

■ 

IHI 

... 


1 382 
1 187 
66 
419 


83 
149 
2 822 


957 
2 097 


2 706 
348 


018 

655 

62 

319 


201 

152 

75 

2 626 


2 716 
42 
296 


LABETTE 


1 469' 


996 

754 

304 


312 

411 

352 

252 

144 

46 

50 

23 

27 

3 

4 

700 

34 


552 

4 

27 

48 

89 

68 

64 

77 

69 

21 

16 

69 

61 


483 

43 


4 #^. 

764 

21 

228 


61 
63 
1 345 


411 
1 058 


292 

177 


935 

370 

20 

144 


82 

145 

41 

1 201 


1 014 
455 


891 

454 

124 


684 

131 

153 

154 
92 
52 
50 
16 
20 
12 

4 

8 400 


316 

4 

9 

33 

50 

50 

56 

41 

28 

4 

41 

58 


3 9C«^’ 
2 692 
106 
2 267 


548 
514 
7 909 


1 555 
7 416 


6 937 
2 034 


5 634 
1 598 
153 
1 586 


1 105 
432 
58 
7 376 


7 087 
424 
1 460 


6 029 
1 705 
1 237 


275 

44 


684 

236 

210 

639 

280 

175 

48 

38 

21 

29 

8 

200 

99 


412 

67 

204 

410 

448 

458 

271 

184 

134 

26 

16 

194 

50 


2 218 
34 


277 

40 































































































































State and Small Areas 


Table 30. —Financial Characteristics and Selected Equipment, for Counties Outside SMSA's: 

1960 —Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


LANE LEAVEN- LINCOLN 
WORTH 


linn LOGAN 


LYON MC- MARION MAR- MEADE MIAMI MITCH- MONT- 
PHERSON SHALL ELL GOMERY 


ALL OCCUPIED UNITS 


CLOTHES washing MACHINE 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 
washer-dryer COMBINATION . . 
NONE ............ 


930 12 394 1 906 


2 944 1 206 


2 266 623 

311 535 

... 16 

367 32 


3 708 2 830 3 084 3 438 470 3 008 

2 684 3 331 1 157 1 195 956 1 764 

173 188 20 63 78 61 

1 927 1 202 557 567 222 1 163 


2 930 15 342 


608 5 497 
827 5 721 

... 151 

495 3 973 


CLOTHES DRYER 


GAS HEATED . 

ELECTRICALLY HEATED. 
NONE. 


68 613 
241 1 724 
601 10 057 


153 210 

194 179 

2 597 817 


83 109 

662 533 

4 073 4 621 


114 364 

226 544 

1 386 5 088 


149 1 388 

347 1 139 

2 434 12 815 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


780 2 092 

2 150 13 250 


TELEPHONE AVAILABLE 


2 570 12 748 

360 2 594 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


3 196 3 531 

1 062 927 

117 235 

443 570 


1 141 3 662 

512 1 349 

19 148 

54 837 


1 755 9 001 

536 3 398 

166 224 

473 2 719 


AIR CONDITIONING 


2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


television sets 


2 OR MORE. 
NONE . . . 


866 2 563 

SO 1 075 

164 243 

1 820 11 461 




10 390 

1 368 

2 389 

880 

6 552 

5 438 

3 556 

4 085 

1 535 

5 327 

2 186 

12 

025 

2 OR MORE. 


755 

22 

38 

17 

ai 

312 

181 

20 

116 

171 

22 


418 

NONE... 


1 249 

516 

517 

309 

1 859 

1 801 

1 081 

1 158 

75 

498 

722 

2 

899 


635 

7 

519 

1 545 

2 195 

879 

5 036 

4 

322 

3 156 

3 610 

987 

4 021 

1 998 

9 

650 

256 

3 

827 

318 

472 

262 

2 901 

2 

647 

1 269 

1 330 

649 

1 ’499 

786 

4 

306 

39 

1 

048 

43 

277 

65 

555 


582 

393 

323 

90 

476 

146 

1 

386 


OWNER OCCUPIED . 


401 

5 727 

767 

1 oao 

612 

4 306 

3 639 

2 147 

2 233 

746 

2 430 

1 447 

a 

991 

LESS THAN S5(000 . 


86 

1 271 

336 

685 

142 

891 

759 

821 

752 

171 

721 

576 

3 

587 

SSiOOO TO S7i400 . . 


45 

1 330 

151 

231 

153 

923 

819 

593 

586 

164 

654 

317 

2 

220 

S7<500 TO S9f900 . 


61 

1 073 

130 

76 

98 

743 

666 

277 

307 

153 

358 

231 

1 

330 

SlOiOOO TO S12<400 . 


84 

1 021 

74 

51 

84 

668 

572 

254 

302 

113 

320 

112 


856 

S12i500 TO $141900 . 


51 

483 

32 

22 

42 

424 

356 

76 

124 

44 

199 

53 


405 

$15*000 TO $17(400 . 


39 

241 

28 

7 

53 

242 

225 

53 

64 

50 

65 

86 


278 

$17(500 TO $19(900 . 


5 

118 

4 

4 

la 

164 

102 

28 

37 

20 

64 

20 


100 

$20(000 TO $24(900 . 


17 

108 

4 

4 

19 

148 

85 

37 

37 

23 

41 

40 


109 

$25(000 TO $34(900 . 


6 

58 

4 

• « • 

• • 

63 

43 

• • 

20 

• • 

4 

12 


74 

$35(000 OR MORE. 


5 

24 

4 

• • • 

3 

40 

12 

8 

4 

8 

4 

• • 


32 

MEDIAN . 

. dollars . 

10 300 

8 100 

5 800 

5 000- 

7 aoo 

8 600 

8 400 

6 100 

6 600 

a 100 

6 900 

6 200 

6 

000 

VACANT available FOR SALE. 

. 

$ • $ 

65 

4 

20 

$ > 

28 

29 

31 

28 

16 

22 

20 


169 


MEDIAN PRICE ASKED . DOLLARS 


' i * 


RENTER OCCUPIED. . . . 


160 

4 600 

279 

532 

265 

2 450 

1 925 

845 

1 179 

430 

1 707 

643 

4 296 

] ? 


LESS IHAN .. 


• • 

39 

4 

36 

• • • 

12 

29 

16 

24 

• • • 

94 

12 

86 

i ' 

i u * 

$20 To $29 ... . 


a 

139 

9 

46 

• . • 

loo 

91 

36 

104 

27 

87 

45 

261 

! 

1 i*’ 

$30 TO $39 ........ 


• • 

301 

21 

83 

14 

175 

178 

69 

123 

20 

133 

59 

598 

i ‘ 


$40 TO $49 . 


23 

333 

57 

79 

40 

288 

292 

142 

198 

54 

201 

117 

aie 


‘ i: 

$50 TO $59 . 


22 

507 

58 

115 

10 

400 

308 

180 

232 

49 

249 

79 

743 


i ” . 

$60 TO $69. 


26 

667 

34 

48 

52 

385 

336 

126 

138 

94 

287 

92 

631 


■ 

$70 TO $79 . 

$•$•$••• 

31 

473 

25 

30 

15 

287 

206 

93 

77 

50 

198 

72 

339 



$80 TO $99 . 


18 

585 

9 

• • » 

44 

382 

256 

62 

81 

35 

224 

46 

335 


iV 

$100 TO $119 . 


• • 

477 

« • • 

• • • 

10 

lai 

71 

8 

38 

4 

47 

16 

55 

! 


$120 OR MORE . 

. 

4 

833 

4 

• • • 

5 

52 

16 

• • • 

12 

• • • 

28 

• • • 

54 

• r i 


NO CASH RENT . 


25 

246 

58 

95 

75 

188 

142 

113 

152 

97 

159 

105 

378 




. . . DOLLARS . 


74 

53 

47 

• •• 

64 

60 

56 

53 

62 

60 

55 

53 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN . 


VACANT available FOR RENT. ..... 
MEDIAN RENT ASKED.DOLLARS 


135 

4 354 

63 

221 

36 

437 

29 

190 

2 262 
53 

1 783 

47 

732 

38 

1 027 

36 

333 

48 

1 548 

44 

538 

40 

3 920 
41 

21 

185 

29 

43 

28 

78 

74 

50 

66 

29 

99 

37 

635 

38 
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Financial Characteristics and Selectod Equipment, por Counties Outside SMSA’s: Clothes Washing Air Conditioning 

. I960—Con, Machine Television Sets 

[Based on sample; see text. Median not shown where base is less than onn- / i \ • / \ , Clothes Dryer Radio Sets 

base m^ess^than 200^plus (+) or mmus (-) after number indicates median above Home Food Fteezet Value 

■* Telephone Avail. Gross Rent 

—■ ■ ___ Automobiles Avail. Contract Rent 


morris MORTON NEMAHA NEOSHO NESS NORTON OSAGE OSBORNE OTTAWA PAWNEE PHIL- POTTA- PRATT 

LIPS WATOMIE 


ALL OCCUPIED UNITS . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC.! 

WASHER-ORYER COMBINATION . 

NONE. . 


clothes oryer 

GAS HEATED .... . 

electrically heated.! ! ’ ’ 

NONE. 


HOME FOOD FREEZER 

1 OR MORE.. . . , 

NONE. 


TELEPHONE AVAILABLE 


NO 


AUTOMOBILES AVAILABLE 
1 . 


2. 

3 OR MORE. . 
NONE . . . . 

AIR CONDITIONING 

ROOM UNIT) 

... 

2 OR MORE.. 

CENTRAL SYSTEM . ... 

NONE... 


television SETS 

1. 

2 OR MORE. . 
NONE . . . . 

radio sets 

1. 

2 OR MORE. . 



NONE 


VALUE 

OWNER OCCUPIED . 

LESS THAN SBi000 . 

SSiOOO TO $7i400 .... . 

S7i500 TO S9i900 . 

SIOiOOO TO SI2I400 . 

SlZiSOO TO S14i900 . 

SISiOOO TO SIT 1400 . 

$17*500 TO $19*900 . 

$20*000 TO $24*900 ..... . 

$25*000 TO $34*900 ..... . 

$35*000 OR MORE. 

MEDIAN . ..... DOLLARS . 


VACANT available FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS . 


RENTER OCCUPIED 
LESS THAN S20. . . 
$20 TO $29 ... . 
$30 TO $39 ... . 
$40 TO $49 ... . 
$50 TO $59 .... 
$60 TO $69 ... . 
$70 TO $79 ... . 
$B0 TO $99 ... . 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN . 


CONTRACT RENT 


RENTER OCCUPIED. . . 

MEDIAN . DOLLARS 


VACANT AVAILABLE FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 



i 
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State and Small Areas 


Table 30. —Financial Characteristics and Selected Equipment, por Counties Outside SMSA's: 

1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f) or minus ( —) after number indicates median above 

or below that number] 


Clothes Wnshing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . . . . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE... 


CLOTHES DRYER 


GAS HEATED .... 
ELECTRICALLY HEATED 
NONE. 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1. . . . 

2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNITI 

1 . 

2 OR I^ORE. . 

CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


I. 

2 OR MORE 
NONE . . 


RADIO SETS 


!....< 

2 OR MORE 
NONE . . < 


VALUE 


OWNER OCCUPIED . 

LESS THAN SSiOOd . 

$5i000 TO $7i400 . 

$71500 TO $9(900 . 

$10(000 TO $12(400 . 

$12(500 TO $14(900 . 

$15(000 TO $17(400 . 

$17(500 TO $19(900 . 

$20(000 TO $24(900 . 

$25(000 TO $34(900 . 

$35(000 OR MORE. 

MEDIAN . 

VACANT available FOR SALE> 
MEDIAN PRICE ASKEO . 


GROSS RENT 

RENTER OCCUPIEO. . . . 

LESS THAN $20. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $49 . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . , 

VACANT available FOR RENT, 
MEDIAN RENT ASKEO.. 


DOLLARS 


DOLLARS 


DOLLARS 


DOLLARS 


DOLLARS 


RAWLINS 

RENO 

REPUBLIC 

RICE 

RILEY 

ROOKS 

RUSH 

RUSSELL 

SALINE 

SCOTT 

SEWARD 

SHERI- 

SHERMAN 

















DAN 



1 554 

18 916 

3 420 

4 5l7 

10 714 

2 958 

2 

032 

3 

678 

16 

201 

1 554 

4 

700 

1 

211 

2 

154 

725 

5 303 

2 323 

1 452 

3 401 

1 436 

1 

107 

1 

348 

4 

453 


294 


870 


581 


974 

579 

8 990 

757 

2 558 

4 184 

1 030 


734 

1 

613 

a 

155 

1 

107 

2 

794 


454 


916 

110 

519 

90 

41 

158 

92 


• • • 


39 


255 


56 


38 


44 


35 

140 

4 104 

250 

466 

2 971 

400 


191 


678 

3 

338 


97 


998 


132 


229 

173 

922 

67 

330 

405 

170 


176 


117 


256 


173 


292 


151 


77 

290 

2 259 

280 

837 

1 444 

539 


291 


478 

2 

980 


267 


655 


345 


557 

1 091 

15 735 

3 073 

3 350 

8 865 

2 249 

1 

565 

3 

083 

12 

965 

1 

114 

3 

753 


715 

1 

520 

658 

3 795 

1 004 

1 166 

2 274 

992 


795 

1 

235 

2 

880 


648 

1 

122 


670 


764 

896 

15 121 

2 416 

3 351 

8 440 

1 966 

1 

237 

2 

443 

13 

321 


906 

3 

578 


541 

1 

390 

1 332 

16 409 

2 800 

4 008 

9 236 

2 581 

1 

544 

3 

188 

14 

031 

1 

341 

3 

822 


954 

1 

843 

222 

2 507 

620 

509 

1 478 

377 


488 


490 

2 

170 


213 


878 


257 


311 

1 014 

11 240 

2 291 

3 034 

6 999 

1 776 

1 

231 

2 

116 

9 

100 

1 

050 

2 

371 


690 

1 

175 

283 

4 889 

768 

999 

2 096 

686 


489 


916 

4 

577 


216 

1 

733 


391 


519 

103 

658 

89 

93 

321 

157 


156 


261 


780 


39 


166 


42 


123 

154 

2 129 

272 

391 

1 298 

339 


156 


385 

1 

744 


249 


430 


88 


337 

169 

3 603 

733 

1 471 

2 888 

581 


348 


886 

4 

956 


223 


477 


236 


147 

62 

1 281 

67 

246 

506 

90 


lOO 


13l 

1 

210 


40 


99 


22 


53 

88 

1 394 

44 

183 

289 

41 


20 


136 

1 

242 


79 


281 


64 


57 

1 235 

12 638 

2 576 

2 617 

7 029 

2 246 

1 

564 

2 

525 

8 

793 

1 

212 

3 

843 


889 

1 

897 

1 221 

15 702 

2 669 

3 980 

8 119 

2 483 

1 

683 

2 

692 

13 

401 

1 

321 

3 

749 


974 

1 

752 

41 

1 339 

22 

62 

517 

73 


60 


325 


719 


• $ • 


210 


t • • 


79 

292 

1 875 

729 

475 

2 078 

402 


289 


661 

2 

081 


233 


741 


237 


323 

934 

11 432 

2 747 

2 730 

5 651 

2 000 

1 

405 

2 

347 

9 

485 

1 

032 

3 

254 


696 

1 

497 

528 

5 767 

540 

1 371 

4 410 

683 


492 

1 

112 

5 

472 


480 


994 


515 


603 

92 

1 717 

133 

416 

653 

275 


135 


219 

1 

244 


42 


452 


• • • 


54 

621 

10 624 

1 421 

2 337 

3 655 

1 484 


949 

1 

936 

7 

783 


773 

2 

331 


434 

1 

058 

215 

2 067 

569 

852 

336 

367 


359 


468 


494 


86 


175 


144 


287 

62 

2 194 

361 

540 

413 

290 


174 


393 


eo6 


102 


219 


130 


218 

56 

2 120 

215 

384 

473 

364 


147 


315 

1 

426 


161 


356 


58 


202 

95 

1 670 

115 

311 

605 

260 


130 


363 

1 

822 


149 


623 


32 


161 

45 

986 

41 

100 

661 

79 


44 


152 

1 

131 


102 


374 


27 


89 

83 

554 

74 

65 

442 

39 


40 


107 


764 


90 


239 


27 


34 

4 

329 

21 

28 

246 

12 


35 


23 


496 


24 


101 


• • • 


12 

40 

375 

25 

16 

232 

47 


8 


43 


410 


28 


118 


16 


28 

12 

206 

« • t 

41 

190 

22 


4 


44 


319 


23 


76 




16 

9 

123 

• • • 

« • • 

57 

4 


8 


28 


115 


8 


50 


• • • 


11 

9 000 

8 700 

6 000 

6 500 

12 500 

8 loo 

6 

700 

8 

300 

11 

600 

10 

600 

11 

700 

6 

400 

7 

800 

3 

228 

20 

29 

56 

8 


18 


34 


176 


6 


42 


11 


21 

... 

9 300 

... 

... 


• • • 


• • • 


• • * 


t • • 


t • • 




• • • 


• « • 

250 

5 315 

593 

1 145 

5 019 

647 


338 

1 

012 

6 

404 


383 

1 

802 


178 


499 

• • • 

41 

3 

20 

37 

• • • 


3 


45 


39 


• • • 


32 


8 


• • • 

• • • 

240 

62 

54 

146 

18 


17 


70 


123 


8 


22 


. • • 


29 

26 

483 

105 

97 

137 

74 


38 


57 


275 


46 


72 


15 


34 

13 

815 

68 

127 

257 

73 


72 


95 


331 


53 


399 


48 


74 

37 

827 

105 

224 

454 

92 


67 


144 


665 


47 


217 


16 


88 

44 

818 

85 

224 

1 083 

75 


39 


86 


838 


65 


167 


29 


49 

37 

637 

42 

162 

669 

64 


20 


119 


801 


47 


lie 


25 


46 

30 

686 

38 

128 

1 239 

106 


15 


172 

1 

578 


49 


294 


. . « 


62 

17 

248 

6 

8 

524 

47 


11 


73 


946 


9 


187 


8 


15 

14 

174 

• t • 

4 

305 

16 


• • • 


34 


572 


• . • 


171 


... 


28 

32 

346 

77 

97 

168 

82 


56 


117 


236 


59 


123 


29 


74 

68 

61 

52 

60 

75 

63 


52 


64 


80 


61 


66 


• • • 


59 

218 

4 969 

516 

1 048 

4 851 

565 


282 


895 

6 

168 


324 

1 

679 


149 


425 

46 

51 

37 

43 

67 

49 


42 


50 


68 


52 


57 


... 


47 

16 

536 

71 

109 

459 

84 


60 


124 


475 


12 


80 


* A • 


21 

.. . 

39 


. . . 

60 

... 


... 


... 


64 


... 




... 


« • V 
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18-73 


Table 30. —Financial Characteristics and Selected Equipment, for Counties Outside SMSAs. 

1960--Con. 


[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) alter number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


smith 


STAFFORD 


STANTON 


STEVENS 


SUMNER 


THOMAS 


TREGO 


WA¬ 

BAUNSEE 


WALLACE 


WASH¬ 

INGTON 


WICHITA 


WILSON 


WOODSON 


ALL OCCUPIED UNITS .... 
CLOTHES WASHING MACHINE 


2 698 


2 576 


wringer OR SPINNER .... 
AUTOMATIC OR SEMI-AUTOMATIC 

washer-oryer combination . 
NONE. 


1 791 
550 
57 
300 


988 
I 263 
37 
288 


599 


1 324 


a 222 


2 267 


1 630 


2 182 


603 


3 552 


788 


4 490 


1 912 


125 

372 

102 


361 

2 827 


734 

3 769 

969 

22 

179 

80 

207 

1 447 

365 


842 1 684 

642 236 


146 


262 


247 

244 

23 

89 


2 429 
695 
64 
364 


165 

435 

38 

ISO 


2 029 
1 242 
66 
1 153 


181 

404 

19 

308 


CLOTHES ORYER 


GAS HEATED . . . . . 
electrically HEATED. 
NONE.. 


115 
274 
2 309 


129 
253 
2 194 


124 

21 

454 


365 

227 

732 


471 
835 
6 916 


231 
421 
1 615 


60 
271 
1 299 


67 
129 
1 986 


22 197 
111 401 
470 2 954 


91 322 
163 212 
534 3 956 


62 

105 

745 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


730 859 

1 968 1 717 


207 

392 


756 1 984 
568 6 238 


632 
1 635 


884 656 

746 1 526 


266 1 108 

337 2 444 


404 846 

384 3 644 


443 

469 


TELEPHONE AVAILABLE 


YES. 

NO 


2 352 
346 


2 333 
243 


482 

117 


1 073 
251 


6 834 
1 388 


1 960 
307 


1 197 
433 


1 819 
363 


391 2 919 

212 633 


642 3 612 

146 876 


419 

493 


AUTOMOBILES AVAILABLE 


1 . . . . 
2 . . . . 

3 OR MORE. 
NONE . . 


AIR CONDITIONING 


ROOM UNIT I 

.. 

2 OR MORE, . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


1 . . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . 

2 OR MORE 
NONE . . 


1 549 
664 
75 
410 


1 658 
459 
91 
368 


412 

126 

20 

41 


704 

4 851 

1 386 

343 

1 935 

448 

96 

179 

149 

lai 

1 257 

284 


993 

422 

58 

157 


561 

394 

47 

180 


426 

111 

44 

22 


2 502 
589 
38 
423 


583 

148 

57 


2 711 
729 
56 
994 


020 

458 

B1 

353 


365 

95 

36 

2 202 


347 
221 
57 
1 951 


42 

20 

537 


143 
46 
92 
1 043 


1 682 
427 
187 
5 926 


552 
174 
118 
1 423 


59 
142 
24 
1 405 


218 

107 

1 857 


135 

68 

400 


215 
170 
57 
3 110 


74 
19 

75 
620 


522 
198 
99 
3 671 


203 

96 

613 


2 178 
21 
499 


2 ooa 
166 
402 


415 

20 

164 


827 

92 

40S 


6 832 
304 
1 066 


1 621 
84 
562 


1 250 
380 


1 637 
42 
503 


470 

133 


2 622 
37 
893 


591 

197 


3 211 
142 
1 137 


1 404 
508 


1 609 
976 
113 


1 7891 
642 
145 


310 

268 

21 


863 

368 

93 


5 573 
2 055 
594 


1 211 
956 
100 


1 086 
473 
71 


1 631 
486 
65 


357 

223 

23 


2 367 
882 
303 


621 

ma 

19 


2 901 
1 329 
260 


1 522 
286 
104 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5i000 . 

S5i000 TO S71400 . 

S7i500 TO $91900 

SlOiOOO TO S12i400 . 

S12i500 TO S14i900 . 

SlSiOOO TO Sl7i400 . 

S17i500 TO $19i900 . 

•201000 TO S24I900 . 

S25»000 TO S34i900 . 

S35i000 OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE. • 
MEOIAN PRICE ASKED . 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN .. 

S20 TO *29 . 

*30 TO S39 . 

S40 TO *49 . 

*50 TO *59 ... .. 

S60 TO *69 . 

*70 TO *79 . 

cao TO *99 . 

«100 TO *119.. • 

S120 OR MORE. 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

renter occupied. 

MEDIAN ... . 

VACANT AVAILABLE FOR RENT. . 
MEOIAN RENT ASKED. . ■•««»» 


DOLLARS 

DOLLARS 


DOLLARS 


dollars 

DOLLARS 


1 lOo 
515 
159 
166 
132 
40 
44 
16 
12 
12 
4 

5 600 
19 


351 

38 


187 

311 

322 

192 

192 

54 

44 

21 

25 

la 

a 


586 

a 

32 

62 

82 

103 

106 

63 

43 

a 

79 

57 


507 

39 


42 


184 

33 

25 

25 

36 

4 

12 

32 

4 

5 
a 


167 

a 

4 

4 

12 

16 

20 

16 

31 


111 

22 


578 

118 

101 

63 

14B 

46 

44 

12 

22 

12 

12 

10 loo 


415 

22 

27 
24 
58 

28 
74 
55 
40 
20 


348 

53 


164 

094 

030 

766 

674 

282 

177 

25 

67 

41 

28 

400 

57 


028 

22 

61 

161 

204 

390 

312 

324 

237 

74 

24 

219 

62 


1 809 
48 


028 

234 

198 

124 

167 

111 

95 

16 

16 

40 

27 

200 


643 

B2 

102 

129 

142 

63 

41 

17 

26 

21 

20 

10 loo 


850 

437 

201 

110 

56 

27 

11 

a 


326 

45 


9 

37 

51 

102 

92 

75 

62 

43 

9 

102 

64 


480 

53 


24 


258 

53 


240 

114 

41 

45 

24 

4 

a 


5 400 


284 

4 

20 

32 

41 

24 
59 

25 
21 
12 

46 

59 


238 

28 


387 

784 

348 

145 

65 

29 

a 

6 


11 


274 

39 

28 

52 

42 

12 

2B 

15 
34 

a 

16 
100 


106 

8 


497 

24 

39 

32 

116 

85 

65 

37 

12 

4 

13 

70 

SO 


427 

33 


129 

12 


2 338 

786 

1 182 

427 

499 

176 

296 

95 

203 

72 

69 

16 

26 

ft* 

16 

fit 

25 

t • • 

18 

• • • 

4 

iff 

5 000- 

5 000- 

35 

7 

979 

350 

20 

18 

84 

41 

210 

45 

201 

58 

121 

79 

109 

26 

58 

26 

63 

5 

7 

.. • 

B 

... 

98 

52 

46 

48 

881 

298 

33 

34 

lie 

20 

•. 

... 
























































































































































[ State and Small Areas 

Table 31. —^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 



„ rutLER chase CHAU- CHEROKEE CHEYENNE 

ALLEN ANDERSON ATCHISON BARBER BARTON BOURBON BROWN TAUQUA 


ALL HOUSING UNITS. 


TENURE I COLORi AND VACANCY STATUS 


OCCUPIED .... 
OWNER OCCUPIED 
WHITE. . . . 
NONWHITE . . 
renter OCCUPIED 
WHITE. . . . 
NONWHITE . . 


VACANT . 

YEAR ROUND . 

SOUND OR deteriorating . 

AVAILABLE. . . . 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLO. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS ...... 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . • 

LACKING ONLY HOT WATER . 

LACKING other PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . • 

lacking only hot WATER . 

LACKING other PLUMBING FACILITIES 
dilapidated. 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. ... . 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILET. EKCLUSIVE USE. . . 

FLUSH toilet. SHARED . 

other toilet FACILITIES OR NONE. 

bathing facilities 

BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER ...... 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC sewer . 

SEPTIC TANK OR CESSPOOL. 

other or none. 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. ...... 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

a ROOMS OR MORE. . • 

median I 

ALL UNITS. 

OWNER OCCUPIED . 

renter occupied. 


YEAR STRUCTURE BUILT 


195S TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


















































































































































Kansas 


18-75 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics op Rural-Nonparm Housing Units, for Counties: 1960—Con. 

[Some data baaed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sujiply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Strucr. Built 


SUBJECT 

CLARK 


B 

COFFEY 

COMANCHE 

COWLEY 

CRAWFORD 

DECATUR 

DICKIN¬ 

SON 

DONIPHAN 

DOUGLAS 

EDWARDS 




■■■■■ 


■I 

■■ 

■1 

















ALL HOUSING UNITS. 

1 

098 

HBE 

■ 

B 

H 

KbI 

1 

008 

2 

331 

5 

971 

1 

456 

2 

152 

1 

941 

2 

278 

1 

478 

TENUREi COLORi AND VACANCY STATUS 
























OCCUPIED.. . . . 


954 

800 

1 

277 

1 

774 


767 

1 

820 

4 

999 

1 

218 

1 

850 

1 

532 

1 

875 

1 

223 

OWNER OCCUPIED . 


664 

552 


970 

1 

244 


579 

1 

243 

3 

968 


914 

1 

260 

1 

025 

1 

151 


897 

WHITE.. . . 


664 

552 


970 

1 

244 


579 

1 

236 

3 

932 


914 

1 

260 


981 

1 

106 


897 

NONWHITE.. . . 


• • • 

• • • 


• ■ 


• • 


• • 


12 


36 


9 9 9 


• 1 


44 


45 


• • 

RENTER OCCUPIED.. , . 


290 

248 


307 


530 


183 


S72 

1 

031 


304 


590 


507 


724 


326 

WHITE... 


290 

243 


307 


530 


183 


572 

1 

018 


304 


590 


493 


724 


326 

NONWHITE . 


... 

5 


... 


... 


... 


... 


13 

B 

n 


... 


9 


... 


... 

VACANT . 


144 

320 


362 


521 


241 


511 


972 

■ 

H! 


302 


409 


403 


255 

YEAR ROUND . 


125 

236 


311 


423 


203 


393 


793 


wSt !i 


286 


359 


232 


210 

SOUND OR OETERIORATING . 


108 

142 


218 


349 


161 


316 


576 


R; r 


243 


231 


193 


166 

AVAILABLE. 


41 

37 


S3 


97 


83 


115 


218 


UJ • 


84 


107 


109 


61 

FOR SALE ONLY. 


7 

10 


16 


18 


6 


16 


77 


B • 


17 


11 


12 


18 

FOR RENT . 


34 

27 


37 


79 


77 


99 


141 


B! 


67 


96 


97 


43 

RENTED OR SOLDi AWAITING OCCUPANCY . 


5 

10 


5 


8 


4 


12 


58 


Bm 


15 


10 


13 


2 

HELD FOR OCCASIONAL USE . 


17 

9 


12 


21 


9 


29 


83 


13 


51 


34 


12 


7 

HELD FOR OTHER REASONS . 


45 

86 


148 


223 


65 


160 


217 


75 


93 


130 


59 


96 

DILAPIDATED .. . . . . 


17 

94 


93 


74 


42 


77 


217 


57 


43 


78 


89 


44 

SEASONAL . 


19 

84 


51 


98 


38 


iia 


179 


22 


16 


50 


121 


45 

CONDITION AND PLUMBING 
























ALL UNITS . 

1 

098 

1 120 

1 

639 

2 

295 

1 

ODB 

2 

331 

5 

971 

1 

456 

2 

152 

1 

941 

2 

278 

1 

478 

SOUND. 


876 

684 

1 

021 

1 

618 


672 

1 

484 

4 

219 

1 

051 

1 

438 

1 

301 

1 

387 


933 

WITH ALL PLUMBING FACILITIES . 


812 

581 


876 

1 

249 


637 

1 

183 

3 

253 


985 

1 

260 


955 

1 

225 


881 

LACKING only HOT WATER . 


. • - 

B 


25 


13 


4 


16 


78 


4 


8 


52 


12 


• t 

LACKING OTHER PLUMBING FACILITIES. . . . 


64 

95 


120 


356 


31 


230 


383 


62 


170 


294 


150 


52 

DETERIORATING. 


169 

277 


404 


557 


281 


744 

1 

295 


323 


590 


51B 


601 


421 

WITH ALL PLUMBING FACILITIES . 


130 

SB 


238 


232 


189 


321 


422 


222 


419 


134 


406 


324 

LACKING ONLY HOT WATER . 


• • • 

15 


11 


8 


. » . 


17 


61 


4 


20 


7 


• • • 


7 

LACKING OTHER PLUMBING FACILITIES. . . . 


39 

174 


155 


317 


92 


406 


812 


97 


151 


377 


195 


90 

dilapidated . 


53 

159 


214 


120 


55 


103 


457 


82 


124 


122 


290 


124 

RENTER OCCUPIED .. . 


290 

243 


307 


530 


133 


572 

1 

031 


304 


590 


507 


724 


326 

SOUND . 


233 

164 


221 


371 


124 


324 


621 


218 


372 


324 


404 


184 

WITH ALL PLUMBING FACILITIES . 


203 

156 


190 


251 


116 


254 


401 


193 


336 


210 


339 


168 

LACKING SOME OR ALL FACILITIES . 


30 

3 


31 


120 


3 


70 


220 


25 


36 


114 


65 


16 

OETERIORATING. 


53 

76 


58 


143 


64 


240 


309 


78 


202 


157 


217 


107 

WITH ALL PLUMBING FACILITIES . 


45 

40 


38 


79 


53 


122 


137 


66 


142 


42 


169 


89 

LACKING SOME OR ALL FACILITIES . 


a 

36 


20 


64 


11 


113 


172 


12 


60 


115 


48 


18 

dilapidated. 


4 

3 


23 


16 


... 


3 


101 


8 


16 


26 


103 


35 

ALL HOUSING UNITS. 

1 

098 

1 120 

1 

639 

2 

295 

1 

008 

2 

331 

5 

971 

1 

456 

2 

152 

1 

941 

2 

278 

1 

478 

WATER SUPPLY 












■ 












HOT AND COLD PIPED WATER INSIOE STRUCTURE. 


990 

717 

1 

195 

1 

590 


887 

1 

592 


009 

1 

269 

1 

777 

1 

136 

1 

844 

1 

300 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


43 

99 


137 


114 


62 


169 


368 


63 


164 


193 


106 


62 

PIPED WATER OUTSIDE STRUCTURE. 


. • . 

12 


7 


40 


12 


45 


60 


• • t 


4 


27 


5 


29 

NO PIPED WATER . 


65 

292 


30D 


551 


47 


525 

1 

034 


124 


207 


585 


323 


67 

toilet FACILITIES 
























FLUSH TOILET. EXCLUSIVE USE. 


936 

723 

1 

233 

1 

553 


856 

1 

570 

4 

058 

1 

273 

1 

795 

1 

202 

1 

763 

1 

280 

FLUSH TOILET. SHARED . 


16 

12 


• ■ • 


35 


44 


16 


87 


17 


20 


26 


18 


23 

OTHER TOILET FACILITIES OR NONE. 


96 

385 


406 


707 


103 


745 

1 

826 


166 


337 


713 


497 


175 

BATHING FACILITIES 
























BATHTUB OR SHOWER. EXCLUSIVE USE . 


965 

716 

1 

232 

1 

553 


836 

1 

613 

3 

903 

1 

238 

1 

806 

1 

170 

1 

782 

1 

270 

BATHTUB OR SHOWER. SHARED. 


16 

16 


t • • 


31 


44 


3 


89 


21 


20 


26 


23 


20 

NO BATHTUB OR SHOWER . 


117 

383 


407 


711 


128 


705 

1 

979 


197 


326 


745 


473 


188 

SOURCE OF WATER 
























PUBLIC SYSTEM OR PRIVATE COMPANY . 


944 

629 

1 

236 

1 

458 


794 


981 

4 

417 

1 

139 

1 

458 


984 

1 

316 

1 

177 

INDIVIDUAL WELL. 


156 

410 


381 


757 


161 

1 

244 

1 

382 


286 


544 


784 


B76 


252 

OTHER. 


B 

94 


26 


94 


30 


84 


134 


14 


133 


184 


111 


29 

SEWAGE DISPOSAL 
























PUBLIC SEWER . 


791 

330 

1 

048 


961 


729 


235 

1 

521 


840 

1 

230 


634 

1 

021 


937 

SEPTIC TANK OR CESSPOOL . 


234 

411 


208 


756 


185 

1 

374 

2 

564 


487 


532 


603 


806 


392 

OTHER OR NONE . 


83 

392 


387 


592 


71 


700 

1 

893 


112 


373 


715 


476 


129 

ROOMS 
























1 ROOM . 


12 

9 9 9 


7 


24 


81 


20 


64 


4 


36 


20 


38 


9 

2 ROOMS . 


37 

29 


15 


71 


47 


42 


157 


39 


43 


49 


159 


55 

3 ROOMS. . . . 


102 

63 


70 


149 


99 


140 


552 


128 


120 


156 


229 


110 

4 ROOMS . 


256 

188 


331 


385 


176 


663 

1 

806 


385 


429 


521 


397 


306 

5 ROOMS. 


270 

316 


463 


655 


283 


805 

2 

106 


388 


593 


480 


491 


392 

6 ROOMS. 


205 

285 


404 


535 


160 


401 


805 


243 


428 


362 


442 


253 

7 ROOMS. 


107 

144 


200 


276 


72 


154 


252 


142 


250 


181 


233 


190 

B ROOMS OR MORE. 


109 

95 


149 


200 


85 


101 


229 


122 


253 


172 


239 


158 

MEDIANI 
























ALL UNITS. 


5.0 

5.4 




5.3 


4.9 


4.9 


4.7 


4.9 


5.3 


E 1 n 


5.1 


5.2 

OWNER OCCUPIED . 


5.2 

5.4 


ml 


5.5 


5.1 


5.1 


4.9 


5.3 


5.3 


P 1 


5.4 


5.3 

RENTER OCCUPIED. 


4.8 


■ 



4.9 


... 

■ 



4.2 


4.3 


5.2 


III 


4.9 


4.5 

YEAR STRUCTURE BUILT 



Hi 







■ 

H 













1955 TO MARCH 1960 . 


49 



49 


68 


36 

■ 



225 


96 


136 


113 


325 


58 

1950 TO 1954 . 


47 

25 


28 


44 


72 


191 


292 


82 


140 


77 


267 


106 

1940 TO 1949 . 


153 

78 


55 


57 


62 


V m 


231 


129 


131 


76 


227 


86 

1930 TO 1939 . 


94 

45 


101 


241 


64 


r - ffl 


200 


89 


235 


97 


158 


88 

1929 OR EARLIER. 


755 

951 

1 

406 

1 

885 


774 

■ 


5 

023 

1 

060 

1 

510 

1 

578 

1 

301 

1 

140 
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State and Small Areas 


Table 31.— -Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS. 

TENUREi COLOR' ANO VACANCY STATUS 


OCCUPIED .... 
OWNER OCCUPIED 
WHITE. . . . 
NONWHITE . . 

renter occupied 

WHITE. . . . 

nonwhite . . 


VACANT . 

YEAR ROUND . 

SOUND OR deteriorating . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTEO OR SOLD. AWAITING OCCUPANCY 

HELO FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED.. 

SEASONAL . 


CONDITION AND PLUMBING 


ALL UNITS. .... . 

SOUND. 

WITH ALL PLUMBING FACILITIES . • 

LACKING ONLY HOT WATER . 

LACKING other PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

lacking other plumbing facilities 
dilapidated. 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 

DILAPIDATED. 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

toilet FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. . 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE ... . 

BATHTUB OR SHOWER. SHARED. 

NO BATHTUB OR SHOWER . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY .... 

individual well.. 

OTHER. 

SEWAGE DISPOSAL 

PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 

OTHER OR NONE. 

ROOMS 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN) 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

YEAR STRUCTURE BUILT 

1955 TO MARCH I960 . 

1950 TD 1954 . 

1940 TO 1949 . 

1930 TO 1939 .... . 

1929 OR EARLIER. 


ELLIS 


ELLS¬ 

WORTH 


1 245 
917 
914 
3 

328 

328 


412 

344 

208 

81 

14 

67 
10 
31 
86 

136 

68 


657 

646 

555 

*91 

794 

407 

3 

379 

217 

328 

106 

67 

39 

184 

96 

38 

38 


039 

103 

20 

495 


005 

29 

623 


998 

29 

630 


070 

540 

35 


675 

366 

604 


9 

33 

118 

296 

537 

344 

180 

140 

5.2 

5.4 

5 


48 
40 
45 
66 
1 458 


1 659 
1 225 
1 217 
3 

434 

434 


260 

201 

1S4 

52 

34 

18 

15 

14 

73 

47 

59 


1 919 
1 676 
1 453 
8 

215 

171 

68 

103 

72 

434 

402 

366 

36 

20 

12 

a 

12 


1 845 
1 350 
1 334 
16 
495 
495 


420 

244 

180 

73 

24 
49 

25 
10 
72 
64 

176 


2 265 
1 276 
1 116 

160 

709 

615 

17 

77 

280 

495 

233 

220 

13 

178 

166 

12 

84 


FINNEY 


1 589 
90 
11 
229 


1 552 
12 
355 


556 

16 

347 


269 

573 

75 


919 

755 

243 


25 

40 

241 

654 

427 

202 

152 

178 

4.5 

4.8 

4.1 


221 
158 
319 
165 
1 056 


961 

105 

12 

187 


1 970 
16 
279 


1 967 
12 
286 


383 

360 

26 


302 

640 

327 


24 

47 

183 

519 

571 

376 

239 

306 

5.1 

5.4 

4.6 


103 
326 
175 
102 
1 554 


FORD 


541 

287 

279 

8 

254 

254 


184 

58 

37 

12 

5 

7 


19 

21 

126 


725 

525 

463 

62 

154 

52 

102 

46 

254 

203 

180 

23 

51 

32 

19 


540 

33 

24 

123 


519 

9 

197 


83 

574 

98 


45 

488 

222 


3 

23 

101 

211 

169 

127 

63 

23 

4.6 

4.9 

4.6 


70 

124 

136 

84 

311 


FRANKLIN 


1 316 
917 
917 

399 

395 

4 

284 

212 

170 

51 

16 

35 

14 

17 

88 

42 

72 


1 600 
1 195 
1 147 
8 
40 
341 
201 
4 

136 

64 

399 

292 

284 

3 

76 

69 

7 

31 


433 

56 

23 

83 


I 437 
163 


1 388 
212 


693 

841 

52 


543 

932 

116 


12 

40 

171 

490 

390 

262 

126 

109 

4.7 

5.0 

4.3 


101 
141 
158 
169 
1 031 


GEARY 


1 398 


415 

976 

968 

8 

439 

427 

12 

302 

213 

171 

70 

18 

52 

41 
15 
45 

42 
89 


1 717 
1 284 
970 
5 

309 

316 

124 

192 

117 

439 

315 

203 

112 

83 

32 

56 

36 


1 717 


202 

129 

24 

362 


146 

8 

563 


184 

3 

525 


976 

683 

95 


394 

827 

533 


19 

40 

77 

281 

541 

391 

233 

135 

5. 

5. 

5. 


107 
77 
44 
144 
1 345 


1 243 
269 
269 

974 

822 

152 

155 

142 

109 

69 

3 

66 

2 

4 
34 
33 
13 


1 398 
1 269 
1 229 

40 

101 

56 

8 

37 

23 

974 

937 

911 

26 

26 

18 

8 

11 


1 398 


1 309 
35 


1 315 
23 
60 


300 

23 

75 


030 

335 

20 


678 

434 

73 


48 

135 

417 

297 

247 

138 

116 

4.8 

4 

5.0 


168 

421 

248 

96 

465 


32 

21 

90 

166 

220 

163 

90 

105 

5. 

5i 


6 

81 

171 

44 


26 

85 

117 

332 

337 

237 

89 

95 

4.8 

5.1 

4.2 


192 

173 

112 

79 

762 


GOVE 

GRAHAM 

GRANT 

GRAY 

GREELEY 

887 

1 318 

365 

1 002 

516 

691 

1 152 

324 

840 

461 

493 

819 

45 

589 

290 

493 

791 

45 

589 

290 

• • ■ 

23 

• t • 

• • • 

• • • 

193 

333 

279 

251 

171 

198 

333 

279 

251 

171 

196 

166 

41 

162 

55 

154 

144 

22 

132 

39 

135 

124 

21 

102 

28 

65 

42 

7 

42 

11 

14 

11 

2 

10 

3 

51 

31 

5 

32 

8 

2 

14 

t t • 

5 

4 

5 

1 

7 

3 

4 

63 

67 

7 

52 

9 

19 

20 

1 

30 

11 

42 

22 

19 

30 

16 

887 

1 318 

365 

1 002 

516 

660 

1 026 

327 

718 

347 

618 

948 

327 

691 

338 

3 

4 

t • • 

4 

• » • 

34 

74 

t • • 

23 

9 

175 

246 

31 

241 

110 

133 

119 

12 

162 

86 

20 

3 

• • • 

t t ■ 

• ■ • 

22 

119 

19 

79 

24 

52 

46 

7 

43 

59 

198 

333 

279 

251 

171 

148 

244 

255 

190 

101 

126 

212 

255 

185 

101 

22 

32 

• • t 

5 

• f ■ 

46 

81 

20 

52 

39 

33 

44 

12 

47 

36 

13 

37 

8 

5 

3 

4 

8 

4 

9 

31 

887 

1 318 

365 

1 002 

516 

771 

1 112 

343 

890 

446 

54 

55 

3 

43 

32 

10 

32 

4 

8 

15 

52 

119 

15 

61 

23 

796 

1 097 

339 

868 

435 


10 

• • ■ 

5 

5 

91 

211 

26 

129 

76 

792 

1 094 

339 

864 

436 

t # t 

10 

• t • 

5 

5 

95 

214 

26 

133 

75 

768 

934 

260 

736 

427 

137 

305 

108 

250 

68 

15 

75 

• • • 

9 

13 

324 

741 

6C 

1 568 

342 

507 

362 

277 

344 

94 

89 

211 

31 

B3 

i 72 


14 

15 
15 

184 

86 

44 


a 

23 

239 

21 

74 


24 

4 

94 

316 

308 

147 

61 

48 

4. 

4. 

4. 


47 

74 

149 

87 

645 


17 

54 

67 

too 

119 

79 

30 

50 

4.7 

5.1 


27 

97 

124 

52 

216 


















































































































Kansas 


18-77 


Table 31.— Tknure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties; I960—Con. 

[Some data baaed on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS. 

TENURE I COLORi AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . , 

YEAR ROUND . 

SOUND OR DETERIORATING . 

available. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. . 

HELD FOR OTHER REASONS . 

dilapidated. 

SEASONAL . 


CONDITION ANO PLUMBING 

ALL UNITS... 

SOUND. 

WITH ALL PLUMBING FACILITIES ..... 

LACKING ONLY HOT WATER . 

lacking OTHER PLUMBING FACILITIES. . , 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

RENTER OCCUPIED... 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING. 

WITH AlL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

dilapidated 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE. 

FLUSH TOILETi SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWERi EXCLUSIVE USE . 

bathtub or SHOWERi SHARED. ........ 

NO bathtub or shower . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

other. 


SEWAGE OISPOSAL 


PUBLIC SEWER-. 

SEPTIC TANK OR CESSPOOL. 
OTHER OR none.. 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN I 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 .' 

1930 TO 1939 .. 

1929 OR EARLIER.. 





HARPER 

HARVEY 

HASKELL 

HODGEMAN 

JACKSON 

JEFFER¬ 

SON 

JEWELL 

JOHNSON 

KEARNY 

KINGMAN 

• 

2 225 

952 

1 626 

2 305 

697 

582 


— 

1 969 


mm 

998 


1 594 


1 231 

2 065 

586 

500 

833 


1 407 

iii 

■ 

729 


1 012 


831 

1 389 

361 

337 

595 

1 522 

982 

3 346 


524 


1 012 


831 

1 389 

361 

337 

584 

1 498 

982 

3 342 


524 


• • • 

4 

• • • 

• • • 

• • • 

« f • 

11 

24 


4 


• a ■ 


582 

264 

400 

676 

225 

163 

238 

573 

425 

1 233 

238 

205 


5B2 

264 

400 

676 

225 

163 

195 

561 

425 

1 218 

234 

205 


• • • 

• • • 

• • • 

• • • 

... 

... 

43 

12 

... 

15 

4 

... 


631 

196 

395 

240 

Ill 

62 

388 

389 

562 

1 518 

103 

269 


467 

158 

337 

215 

73 

64 

322 

371 

465 

1 268 

69 

191 


344 

109 

267 

158 

64 

60 

230 

252 

351 

1 205 

54 

13S 


103 

23 

109 

83 

28 

35 

82 

88 

62 

1 030 

21 

53 


23 

5 

35 

24 

8 

6 

12 

18 

23 

248 

9 

19 


80 

23 

74 

59 

20 

29 

70 

70 

34 

782 

12 

34 


21 

6 

10 

12 

4 

2 

3 

21 

9 

88 

7 

12 


64 

1 

13 

7 

8 

7 

27 

13 

34 

42 

1 

9 


156 

74 

135 

56 

24 

16 

118 

130 

246 

45 

25 

61 


123 

49 

70 

57 

9 

4 

92 

119 

114 

63 

15 

56 


164 

40 

58 

25 

38 

18 

66 

18 

97 

250 

34 

78 


2 225 

952 

1 626 

2 305 

697 

532 

1 221 

2 484 

1 969 

■RR 

744 

998 


1 373 

649 

1 200 

1 748 

509 

509 

544 

1 421 

1 160 


534 

634 


1 055 

612 

1 043 

1 677 

498 

468 

3 as 

1 160 

917 


520 

600 


12 

4 

13 

12 


• * t 

8 

7 

28 


4 

23 


306 

33 

144 

59 


41 

151 

254 

215 


10 

61 


655 

215 

351 

445 


51 

514 

643 

651 


163 

274 


265 

127 

155 

332 


20 

104 

459 

286 


132 

115 


• • • 

11 

12 

• • • 

4 

• • • 

13 

16 

20 


• • • 

4 


370 

77 

184 

113 

19 

31 

397 

368 

345 


31 

155 


197 

ea 

75 

112 

24 

22 

163 

220 

158 

373 

47 

40 


582 

264 

400 

676 

225 

163 

238 

573 

425 

1 233 

238 

205 


326 

176 

333 

433 

163 

142 

72 

271 

27 2 

808 

162 

146 


261 

168 

308 

456 

163 

128 

52 

225 

220 

752 

158 

143 


65 

a 

25 

32 

■ • • 

14 

20 

46 

52 

56 

4 

3 


212 

76 

67 

164 

62 

13 

131 

246 

139 

295 

68 

56 


108 

68 

41 

120 

53 

11 

19 

135 

87 

207 

56 

37 


104 

3 

26 

44 

9 

7 

112 

111 

52 

83 

12 

19 


44 

12 

... 

24 

... 

3 

35 

56 

14 

130 

3 

3 


2 225 

952 

1 626 

2 305 

697 

582 

1 221 

2 434 

1 969 

6 097 

744 

998 


1 441 

783 


2 111 


506 

525 

1 776 

1 283 

5 454 


■ 


163 

38 


67 


39 

121 

202 

193 

165 

20 



16 

24 

14 

4 


4 

32 

39 

19 

24 

4 



605 

107 

226 

123 


33 

543 

467 

474 

454 

46 

■ 


1 404 

780 

1 253 

2 068 

647 

519 

526 

1 745 

1 324 

5 352 

668 

767 


16 

13 

32 

12 

• • • 

• • • 

« t • 

28 

15 

39 

4 

• • 8 


805 

159 

341 

205 

50 

63 

695 

711 

630 

706 

72 

231 


1 414 

780 

1 240 

2 103 

652 

507 

554 

1 718 

1 230 

5 353 

674 

779 


16 

13 

36 

12 

• • • 

t t » 

• • • 

20 

15 

43 

4 

• • • 


795 

159 

350 

190 

45 

75 

667 

746 

674 

701 

66 

219 


1 116 

774 

1 123 

1 833 

609 

404 

291 

1 560 

1 350 

4 284 

653 

379 


B16 

135 

368 

437 

101 

173 

846 

821 

530 

1 179 

79 

543 


266 

46 


32 

5 

S 

94 

135 

85 

608 

19 

45 


609 

682 


1 732 

576 

371 

15 

605 

463 

3 234 

625 

362 


614 

196 

231 

359 

77 

177 

533 

1 197 

976 

2 046 

76 

422 


795 

77 

315 

211 

62 

34 

683 

714 

526 

791 

50 

183 


42 

21 

42 

12 

14 


16 

40 

4 

108 

3 

9 


78 

75 

61 

83 

48 


29 

62 

27 

263 

30 

17 


236 

159 

93 

157 

95 


115 

163 

90 

593 

79 

38 


431 

209 

405 

467 

183 


248 

445 

302 

1 175 

208 

202 


713 

228 

! m 

705 

149 


329 

705 

630 

1 332 

185 

303 


379 

125 


390 

99 


264 

585 

460 

1 528 

113 

212 


152 

4o 



50 


124 

296 

270 

763 

44 

135 


144 

95 

■ iJ 


59 


96 

188 

186 

335 

77 

82 


4.9 


5.0 


4.6 


5.1 

5.3 


5.2 

4.8 

5.3 


5.2 


5.2 

5.3 

5.2 

S.l 

5.3 



5.7 


5.3 


4.7 

m 

5.0 

4.5 

4.2 

• • • 

4.9 

5.0 

■ 

4.3 

■ 

5.4 


122 

40 

150 

288 

120 

45 

36 

254 

23 

2 258 

64 

78 


95 

102 

102 

242 

65 

111 

36 

89 

45 

814 

83 

51 


84 

219 

136 

180 

120 

77 

38 

111 

43 

1 150 

128 

68 


208 

246 

81 

244 

91 

52 

67 

145 

88 

430 

50 

63 


1 716 

345 

1 157 

1 351 

301 

297 

1 044 

1 885 

1 770 

1 445 

419 

718 
































































































































18-78 


State and Small Areas 


Table 3X.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sufiply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


;i 
’! 



SUBJECT 


ALL HOUSING UNITS. 

TENURE) COLOR) AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

renter OCCUPIED. 

WHITE. 

NONWHITE.. . . . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATINQ . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLD) AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALU PLUMBING FACILITIES . . . . . 

LACKING ONLY HOT WATER . 

LACKING other PLUMBING FACILITIES. . • 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

lacking only hot WATER . 

LACKING other PLUMBING FACILITIES. . . 

dilapidated. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all FACILITIES . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET) EXCLUSIVE USE. 

FLUSH TOILET) SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER) EXCLUSIVE USE ... • 

BATHTUB OR SHOWER* SHARED.. 

NO BATHTUB OR SHOWER . 

SOURCE OF WATER 

PUBLIC system OR PRIVATE COMPANY .... 

Individual well. 

other. 


SEWAGE disposal 


public sewer . 

septic tank or cesspool 
OTHER OR none. 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEOIANi 

all units. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 ...... 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 


IOWA 

LABETTE 

LANE 

LEAVEN¬ 

WORTH 

LINCOLN 

1 237 

3 396 

727 

4 064 

1 424 

1 064 

2 825 

594 

3 769 

1 146 

748 

1 869 

434 

1 808 

867 

748 

1 805 

434 

1 740 

867 

T - 1 

64 

a • a 

68 

a • • 

316 

956 

160 

1 961 

279 

316 

924 

160 

1 907 

27 5 

... 

32 

... 

54 

4 

173 

571 

133 

295 

278 

128 

526 

109 

230 

242 

88 

396 

73 

183 

161 

45 

198 

20 

99 

64 

11 

43 

2 

17 

21 

34 

155 

18 

32 

43 

1 

27 

a a a 

35 

1 

6 

38 

1 

11 

5 

36 

133 

52 

38 

91 

40 

130 

36 

47 

B1 

45 

45 

24 

65 

36 

1 237 

3 396 

727 

4 064 

1 424 

B56 

2 198 

574 

3 177 

1 091 

842 

1 811 

551 

2 918 

972 

1 t a 

12 

t • a 

35 

7 

14 

375 

23 

224 

112 

320 

929 

103 

654 

223 

231 

464 

72 

375 

136 

. « . 

16 


4 

a * a 

39 

449 


275 

92 

61 

269 


233 

105 

316 

956 


1 961 

279 

205 

608 


1 517 

208 

201 

482 


1 446 

192 

4 

126 


71 

16 

107 

232 

30 

351 

59 

99 

151 

27 

252 

47 

a 

131 

3 

99 


4 

66 

a • « 

93 


1 237 

3 396 

727 

4 064 

1 424 

1 179 

2 521 

■ 

3 433 

1 157 

12 

323 


180 

51 

13 

54 


16 

16 

28 

498 

60 

435 

200 

1 159 

2 503 

645 

3 421 

1 152 

10 

47 

7 

24 

9 

68 

846 

75 

619 

263 

1 167 

2 420 

641 

3 412 

1 144 

10 

59 

7 

24 

13 

60 

917 

79 

628 

267 

1 138 

2 516 

516 

2 964 

977 

93 

655 

168 

1 013 

390 

24 

230 

10 

121 

76 

1 000 

1 244 

506 

1 974 

884 

192 

1 294 

129 

1 525 

354 

63 

863 

59 

599 

205 

4 

37 

13 

43 

4 

42 

100 

22 

104 

32 

95 

334 

6£ 

358 

36 

312 

731 

173 

795 

279 

357 

970 

19t 

1 42a 

432 

207 

719 

112 

621 

238 

124 

265 

75 

361 

141 

96 

240 

65 

354 

212 

5.0 



5.0 

5.2 

5.3 



4.3 

5.4 

4.6 


H 

5.2 

4.9 

112 

232 

75 

808 

55 

142 

241 

BE 

611 

53 

122 

279 

102 

444 

57 

75 

240 

92 

284 

46 

786 

2 404 

368 

1 917 

1 213 


LINN 

LOGAN 

LYON 

MC¬ 

PHERSON 

MARION 


MEADE 

2 162 

1 112 

1 840 

2 164 

3 551 

HBBB 

1 460 

i 723 

948 

1 382 

1 787 

3 105 

2 133 

1 262 


633 

946 

1 250 

2 260 

1 495 

832 

1 176 

679 


1 250 

2 260 

1 495 

832 

15 

4 


a a a 

# • • 

• t a 

• a « 

532 

265 


537 

84S 

638 

430 

518 

265 

436 

533 

837 

630 

426 

14 


... 

4 

8 

8 

4 

439 

164 

458 

377 

446 

578 

198 

335 

143 

377 

289 

316 

516 

162 

288 

77 

264 

222 

264 

381 

140 

115 

23 

93 

69 

123 

32 

62 

25 

2 

17 

18 

32 

21 

21 

90 

21 

76 

51 

91 

61 

41 

21 

B 

18 

25 

37 

63 

3 

31 


28 

IS 

21 

34 

5 

121 


125 

113 

83 

202 

70 

47 


113 

67 

52 

135 

22 

104 


81 

83 

130 

62 

36 

2 162 


1 840 

2 164 

3 551 

2 711 

1 460 

1 385 

636 

1 069 

1 625 

2 619 

1 510 

1 230 

935 

540 

767 

1 436 

2 308 

1 271 

1 181 



16 

19 

71 

28 

9 


96 

236 

170 

240 

211 

40 

617 

233 

588 

433 

852 

924 

188 

204 

256 

210 

305 

529 

504 

152 

16 


25 

4 

28 

33 

3 

397 

32 

353 

124 

295 

387 

28 

160 

188 

183 

106 

80 

277 

42 

532 

265 

436 

537 

845 

638 

430 

307 

125 

240 

405 

551 

322 

339 

201 

86 

179 

346 

490 

248 

331 

106 

39 

61 

59 

61 

74 

8 

180 

91 

172 

116 

282 

244 

87 

44 

91 

53 

91 

169 

148 

79 

136 


119 

25 

113 

96 

a 

45 

49 

24 

16 

12 

72 

4 

2 162 

1 112 

1 840 

2 164 

3 551 

2 711 

1 460 

1 296 

964 


IR 

2 936 

1 926 

1 361 

218 

33 

191 


179 

234 

37 

32 

9 

24 


24 

17 

6 

616 

106 

563 

195 

412 

534 

54 

1 258 

946 

1 062 

1 840 

2 971 

1 972 

1 362 

23 

9 

4 

13 

32 

26 

36 

876 

157 

774 

311 

548 

713 

62 

1 235 

923 

1 070 

1 366 

3 011 

1 947 

1 350 

28 

5 

4 

13 

32 

26 

36 

849 

184 

766 

285 

508 

738 

74 

1 089 

870 

556 

1 512 

2 459 

1 832 

1 282 

977 

222 

1 168 

546 

897 

767 

150 

97 

25 

141 

126 

166 

120 

25 

497 

707 

74 

1 412 

2 519 

1 292 

1 228 

788 

294 

983 

416 

546 

715 

169 

878 

116 

803 

356 

457 

712 

60 

22 

15 

17 

12 

24 

15 

62 

71 

60 

45 

51 

106 

59 

66 

179 

85 

loa 

116 

262 

143 

129 

481 

262 

356 

442 

546 

425 

393 

642 

332 

520 

642 

995 

757 

347 

411 

158 

424 

368 

321 

515 

230 

184 

108 

199 

23{ 

44‘ 

418 

110 

172 

92 

171 

245 

353 

379 

123 

5.0 


5.2 

5.2 

5.3 

5.4 

4.7 

5.3 


5.5 

5.3 

5.5 

5.5 

5*0 

4.7 

■ 

5.1 

5.1 

5.1 

5.1 

4*5 

95 

102 

8C 

157 

179 

132 

110 

71 

143 

68 

132 

257 

77 

139 

85 

129 

81 

201 

277 

121 

149 

141 

iia 

12E 

309 

33 

13E 

166 

1 77C 

620 

1 481 

1 361 

2 507 

2 24E 
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18-79 


Tabic 31. — Tunuuk, Vacancy Status, ('.ondition and Plumbing Facilities, and Structural 
CltARACTltRISTlCS 01' RuraI.-NonFARM HouSING UniTS, FOR COUNTIES: I960—Con. 

[Some data boaod on sample; see text. Median not shown where base is loss than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
W.iter Suppl)' 

Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

MIAMI 

MITCHELL 

MONT¬ 

GOMERY 

morris 

MORTON 

NEMAHA 

NEOSHO 

NESS 

NORTON 

OSAGE 

OSBORNE 

OTTAWA 

ALL HOUSINL UNITS. 

1 636 

1 196 

2 

381 

1 

147 


1 

■ 

1 

899 

1 429 

903 

3 

247 

2 

059 

2 

033 

TENURE. COLOR. AND VACANCY STATUS 








■ 













OCCUPIED . 

1 233 

839 

1 

951 


681 

B23 



1 

463 

1 

173 

716 

2 

686 

1 

658 

1 

640 

OWNER OCCUPIED . ....... 

673 

601 

1 

479 


432 

500 

H 


1 

116 


906 

471 

1 

916 

1 

233 

1 

227 

WHITE. 

669 

601 

1 

471 


482 

500 

1 

810 

1 

107 


906 

471 

1 

912 

1 

224 

1 

214 

NONWHITE... 

4 



8 


• • . 

• • • 


15 


9 


• • w 

• • • 


4 


9 


13 

RENTER OCCUPIED. 

560 

238 


472 


199 

323 


550 


347 


267 

245 


770 


425 


415 

WHITE. ..... . 

556 

238 


464 


195 

323 


546 


347 


267 

238 


757 


421 


413 

nonwhite . 

4 

... 


8 


4 

... 


4 


... 


... 

7 


13 


4 


# • 

VACANT . • . 

403 

357 


430 


466 

151 


484 


436 


256 

187 


561 


401 


393 

YEAR ROUND .... 

324 

283 


322 


271 

112 


402 


362 


184 

146 


472 


347 


296 

SOUND OR DETERIDRATINQ . 

220 

208 


219 


207 

80 


292 


241 


125 

118 


403 


257 


227 

AVAILABLE. 

83 

37 


85 


74 

68 


102 


99 


35 

35 


172 


61 


36 

FOR sale only. 

12 

19 


33 


9 

14 


19 


36 


12 

11 


42 


24 


10 

FOR RENT.. 

76 

13 


52 


65 

54 




63 


23 

24 


130 


37 


26 

RENTED OR SOLD. AWAITINQ OCCUPANCY . 

23 

36 


a 


19 

1 




39 


27 

4 


51 


20 


25 

HELD FOR OCCASIONAL USE. 

41 

27 


18 


14 

3 




4 


9 

10 


15 


13 


13 

held FOR OTHER REASONS . 

63 

108 


108 


100 

a 




99 


54 

69 


165 


163 


153 

DILAPIDATED. ... . 

104 

75 


103 


64 

32 




121 


59 

28 


69 


90 


69 

SEASONAL . 

79 

74 


108 


195 

39 


82 


74 


72 

41 


89 


54 


97 

Condition and plumbing 





















ALL units. 

1 636 

1 196 

2 

381 

1 

147 

974 

2 

BS9 

1 

899 

1 

429 

903 

3 

247 

2 

059 

2 

D33 

SOUND... 

993 

711 

1 

737 


834 

484 

2 

262 

1 

324 

1 

063 

576 

2 

344 

1 

117 

1 

423 

WITH ALL PLUMB1N8 FACILITIES ...... 

632 

581 

1 

353 


538 

472 

1 

972 

1 

010 


987 

432 

1 

963 

1 

067 

1 

233 

LACKING ONLY HOT WATER . 

23 

• • • 


16 


3 

• • • 


24 


28 


« • f 

9 


32 


8 


22 

LACKING Other plumbing facilities. . . . 

338 

130 


368 


293 

12 


266 


286 


76 

85 


349 


42 


168 

DETERIORATING. 

410 

396 


412 


227 

440 


429 


382 


261 

267 


766 


775 


499 

WITH ALL plumbing FACILITIES ...... 

119 

149 


182 


100 

371 


155 


95 


128 

108 


318 


552 


241 

LACKING ONLY HOT WATER . 

8 

32 


4 


« < • 

4 


8 


22 


11 

12 


23 


8 


16 

LACKING OTHER PLUMBING FACILITIES. . , . 

283 

215 


226 


127 

65 


266 


265 


122 

147 


425 


215 


242 

dilapidated. .... . 

233 

89 


232 


86 

50 


168 


193 


105 

60 


137 


167 


111 

RENTER OCCUPIED. 

560 

238 


472 


199 

323 


550 


347 


267 

245 


770 


425 


413 

SOUND... 

341 

149 


310 


107 

144 


442 


FTOl 


171 

172 


478 


183 


246 

WITH ALL PLUMBING FACILITIES . 

200 

127 


197 


55 

136 


392 




147 

140 


394 


171 


218 

LACKING SOME OR ALL FACILITIES . 

141 

22 


113 


52 

3 


5D 




24 

32 


84 


12 


28 


155 

72 


105 


65 

156 


82 




80 

66 


266 


210 


163 


59 

35 


60 


27 

144 


47 




60 

40 


141 


173 


107 


96 

37 


43 


38 

12 


35 




20 

26 


125 


37 


56 


64 

17 


57 


27 

23 


26 

n 



16 

7 


26 


32 


4 

ALL HOUSING UNITS. ......... 

1 636 

1 196 

2 

381 

1 

147 

974 

2 

859 

■ 

899 

1 

429 

903 

3 

247 

2 

059 

2 

033 


*ATER SUPPLY 


HOT AND COLO PIPS.0 WATER INSIDE STRUCTURE. 
only COLO PIPED WATER INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED WATER.. • 

toilet facilities 

FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH toilet, shared . . 

OTHER TOILET FACILITIES OR NONE. . 

0ATHIN8 FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE .... • 

BATHTUB OR SHOWER. SHARED. . . . 

NO BATHTUB OR SHOWER . 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

individual well. 

OTHER... 

SEWAQE DISPOSAL 

PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 

OTHER OR none. . 

ROOMS 

X ROOM . 

2 ROOMS. 

3 ROOMS. . 

4 ROOMS. ... . 

5 ROOMS. . 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR more. 

MEDIAN I 

ALL UNITS. • 

OWNER OCCUPIED . 

RENTER OCCUPIED. . . 

YEAR STRUCTURE BUILT 

1995 TO MARCH 1960 . 

1990 TO 1994 .. . . . 

1940 TO 1949 ... 

1930 TO 1939 ... . 

1929 OR earlier. 


908 

134 

4 

990 


813 

69 

754 


822 

69 

745 


507 

984 

173 


30 

804 

830 


91 

57 

165 

356 

440 

320 

148 

59 

4.8 

5.0 

4.7 


131 
147 
76 
156 
1 126 


800 

91 

22 

283 


815 

9 

372 


796 

9 

391 


737 

297 

143 


31 

867 

279 


15 

26 

61 

159 

296 

353 

171 

115 

5.6 

5.7 
5.2 


46 

42 

22 

62 

024 


636 

149 

4 

592 


596 

4 

781 


614 

4 

763 


857 

232 

196 


231 
1 278 
826 


25 

56 

138 

506 

739 

517 

262 

138 

5.1 

5.3 

4.8 


212 
151 
188 
273 
1 557 


719 

37 


669 

7 

471 


656 

11 

480 


312 

730 

88 


128 

570 

432 


32 

106 

134 

130 

275 

176 

154 

90 

4.9 

5.5 


97 

113 

139 

72 

726 


876 

61 

10 

27 


872 

16 

36 


875 

16 

83 


817 

114 

23 


728 

166 

60 


20 

93 

111 

328 

167 

148 

26 

81 

4.3 

4.8 

4.0 


195 

115 

127 

81 

456 


210 

171 

34 

444 


2 237 
3 

614 


224 

17 

613 


2 071 
681 
112 


516 

698 

650 


31 

78 

158 

434 

730 

644 

381 

403 

5.5 

5.3 

4.9 


129 
120 
117 
205 
2 288 


197 

135 

27 

540 


222 

4 

673 


213 

3 

678 


974 

797 

176 


711 

556 

680 


7 

27 

126 

416 

575 

414 

210 

124 

5.1 

5.3 

5.0 


100 
55 
69 
156 
1 519 


188 

77 

12 

152 


184 

19 

226 


1 167 
11 
251 


1 121 
268 
22 


890 

344 

177 


10 

53 

63 

342 

376 

234 

169 

162 

5.1 

5.5 

4.5 


78 

101 

195 

91 

964 


639 

87 

9 

168 


655 

28 

220 


623 

32 

248 


534 

358 

10 


398 

357 

147 


29 

26 

55 

203 

277 

131 

102 

80 


33 

45 

41 

52 

732 


2 404 
289 
24 
530 


2 448 
32 
767 


2 389 
35 
823 


2 143 
966 
172 


1 480 
994 
807 


27 

62 

203 

656 

035 

648 

344 

272 

5.2 

5.3 
4.7 


258 
161 
148 
248 
2 432 


1 731 
147 
35 
146 


1 750 
28 
281 


1 709 
32 
318 


1 823 
204 
39 


1 219 
619 
228 


12 

53 

204 

354 

562 

378 

274 

222 

5.2 

5.3 
4.9 


74 
101 
138 
110 
1 636 


1 581 
182 
43 
227 


1 568 
465 


1 576 
457 


1 423 
543 
44 


1 152 
514 
349 


16 

40 

153 

332 

553 

489 

233 

217 

5.4 

5.5 
5.3 


105 
86 
100 
78 
1 664 
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18-80 State and Small Areas 

Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960—Con. 

[Some data baaed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
'Vacancy Status 
Condition & Plumb. 
■Water Sujjply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Strucr. Built 


SUBJECT 

PAWNEE 

PHILLIPS 

POTTA¬ 

WATOMIE 

PRATT 

RAWLINS 

RENO 

REPUBLIC 

RICE 

RILEY 

ROOKS 

RUSH 

ALL HOUSING units. 

769 

1 202 

2 971 

907 

1 194 

5 

090 

1 570 

2 

469 

3 

292 

1 

748 

1 

669 

TENURE 1 COLORi AND VACANCY STATUS 

















OCCUPIED . 

584 

882 

2 467 

684 

926 

4 

415 

1 069 

2 

124 

2 

924 

1 

366 

1 

36S 

OWNER OCCUPIED . 

330 

701 

1 797 

441 

676 

3 

357 

777 

1 

446 

1 

143 

1 

002 

1 

027 

WHITE. 

330 

697 

1 793 

429 

676 

3 

345 

777 

1 

423 

1 

143 


994 

1 

027 

NONWMITE . 

* t f 

4 

4 

12 

t • • 


12 

• • • 


23 


• • 


8 


• « • 

RENTER OCCUPIED. 

254 

181 

670 

243 

250 

1 

058 

292 


678 

1 

781 


364 


338 

WHITE. 

247 

181 

651 

243 

250 

1 

055 

292 


678 

1 

677 


364 


338 

NONWMITE . 

7 

... 

19 

... 

... 


3 

... 


... 


104 


. . . 


... 

VACANT . 

185 

320 

504 

223 

268 


675 

501 


345 


368 


382 


304 

YEAR ROUND . 

102 

266 

433 

176 

170 


567 

418 


255 


301 


285 


265 

SOUND OR DETERIORATING . 

69 

214 

357 

147 

121 


455 

285 


186 


279 


223 


222 

AVAILABLE. 

16 

70 

170 

40 

23 


218 

64 


79 


126 


71 


76 

FOR SALE ONLY. 

5 

34 

20 

10 

9 


104 

22 


15 


11 


21 


24 

FOR RENT . 

11 

36 

150 

30 

14 


114 

42 


64 


115 


50 


52 

RENTED OR SOLDi AWAITING OCCUPANCY . 

2 

4 

17 

9 

3 


41 

33 


20 


7 


9 


6 

HELD FOR OCCASIONAL USE. 

9 

9 

14 

6 

7 


26 

35 


8 


3 


21 


42 

HELD FOR OTHER REASONS . 

42 

131 

156 

92 

88 


170 

153 


79 


143 


122 


98 

DILAPIDATED. 

33 

52 

76 

29 

49 


112 

133 


69 


22 


62 


43 

SEASONAL . 

83 

54 

71 

47 

98 


108 

83 


90 


67 


97 


39 

CONDITION AND PLUMBING 

















ALL UNITS. 

769 

1 202 

2 971 

907 

1 194 

5 

090 

1 570 

2 

469 

3 

292 

1 

748 

1 

669 

SOUND. 

607 

900 

2 288 

667 

754 

3 

683 

934 

1 

826 

2 

766 

1 

397 

1 

052 

WITH ALL PLUMBING FACILITIES . 

516 

667 

1 957 

533 

681 

3 

457 

741 

1 

773 

2 

575 

1 

286 


996 

LACKING ONLY HOT WATER . 

4 

16 

20 

3 

13 


24 

4 


* t • 


28 


9 


8 

LACKING OTHER PLUMBING FACILITIES. . . . 

87 

217 

311 

71 

60 


202 

189 


53 


163 


102 


48 

DETERIORATING. 

72 

241 

583 

179 

369 

1 

139 

460 


493 


485 


291 


529 

WITH ALL PLUMBING FACILITIES . 

49 

66 

311 

79 

260 


782 

127 


356 


318 


108 


342 

lacking ONLY HOT WATER . 

• ■ • 

12 

• • • 

• t • 

5 


15 

45 


17 


4 


20 


9 

LACKING OTHER PLUMBING FACILITIES. . . . 

23 

163 

272 

100 

104 


342 

233 


120 


163 


163 


178 

DILAPIDATED. 

90 

61 

100 

61 

71 


268 

176 


150 


41 


60 


88 

RENTER OCCUPIED. 

254 

181 

670 

243 

250 

1 

058 

292 


678 

1 

781 


364 


338 

SOUND. 

221 

150 

520 

195 

136 


711 

171 


513 

1 

549 


285 


203 

WITH ALL PLUMBING FACILITIES . 

156 

100 

434 

171 

103 


656 

149 


501 

1 

479 


260 


195 

LACKING SOME OR ALL FACILITIES . 

65 

50 

86 

24 

33 


55 

22 


12 


70 


25 


8 

DETERIORATING. 

23 

27 

138 

40 

110 


292 

33 


145 


223 


75 


117 

WITH ALL PLUMBING FACILITIES . 

19 

13 

96 

24 

97 


231 

31 


118 


161 


53 


82 

LACKING SOME OR ALL FACILITIES . 

4 

14 

42 

16 

13 


61 

57 


27 


62 


22 


35 

DILAPIDATED. 

10 

4 

12 

8 

4 


55 

33 


20 


9 


4 


18 

ALL MOUSING UNITS. 

769 

1 202 

2 971 

907 

1 194 

5 

090 

1 570 

2 

469 

3 

292 

1 

748 

1 669 

WATER SUPPLY 

















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

683 

771 

2 375 

714 

1 034 

4 

506 

920 

2 

255 

3 

000 

1 

448 

1 

422 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

24 

120 

135 

60 

71 


259 

171 


81 


105 


66 


92 

PIPED WATER OUTSIDE STRUCTURE. 

• • • 

27 

24 

35 

9 


37 

41 


6 


47 


17 


17 

NO PIPED WATER . 

62 

284 

437 

98 

80 


288 

438 


127 


140 


217 


138 

TOILET FACILITIES 

















FLUSH TOILET? EXCLUSIVE USE. 

596 

821 

2 316 

691 

1 016 

4 

445 

973 

2 

222 

2 

993 

1 

444 

1 

399 

FLUSH TOILET? SHARED . 

69 

« • • 

24 

4 

22 


29 

4 


34 


56 


26 


19 

OTHER TOILET FACILITIES OR NONE. ..... 

104 

381 

631 

212 

156 


616 

593 


213 


243 


278 


251 

BATHING FACILITIES 

















bathtub or shower? EXCLUSIVE USE . 

608 

774 

2 332 

699 

989 

4 

473 

957 

2 

239 

2 

945 

1 

432 

1 

408 

BATHTUB OR SHOWER? SHARED. 

69 

t • • 

24 

4 

31 


29 

4 


33 


56 


26 


24 

NO BATHTUB OR SHOWER . 

92 

428 

615 

204 

174 


588 

609 


197 


291 


290 


237 

SOURCE OF WATER 

















PUBLIC SYSTEM OR PRIVATE COMPANY . 

116 

798 

2 111 

337 

945 

2 

459 

941 

1 

845 

2 

325 

1 

330 

1 

248 

INDIVIDUAL WELL. 

647 

349 

863 

534 

245 

2 

427 

512 


558 


901 


306 


408 

OTHER. 

5 

41 

36 

41 

4 


213 

135 


44 


76 


126 


5 

SEWAGE DISPOSAL 

















PUBLIC sewer . 

174 

265 

1 592 

110 

768 

2 

287 

263 

1 

682 

1 

862 


972 


899 

SEPTIC TANK OR CESSPOOL. 

500 

616 

834 

607 

304 

2 

204 

783 


562 

1 

187 


481 


541 

other OR NONE. 

94 

307 

584 

195 

122 


608 

542 


203 


253 


309 


221 

ROOMS 

















1 ROOM . 

69 

« t • 

89 

• • • 

20 


19 

• • • 


21 


57 


60 


13 

2 ROOMS... 

36 

37 

92 

16 

33 


116 

23 


42 


455 


52 


39 


43 

80 

272 

49 

145 


401 

130 


158 


595 


163 


142 

4 ROOMS.. 

162 

290 

516 

221 

254 

1 

252 

281 


553 


669 


404 


400 


186 

268 

821 

303 

217 

1 

463 

335 


695 


954 


426 


471 


168 

304 

643 

119 

285 

1 

095 

412 


510 


326 


291 


272 


42 

134 

334 

99 

120 


413 

202 


226 


139 


148 


122 

8 ROOMS OR MORE. 

63 

89 

204 

100 

120 


331 

182 


264 


97 


204 


210 

MEDIAN! 

















ALL UNITS. 

4.9 

5.2 

5.1 

5.1 

5.2 


5.0 

5.5 


5.2 


4.3 


5*0 


5.0 

OWNER occupied . 

5.3 

5.2 

5.4 

5.1 

5.7 


5.2 

5.6 


5.3 


4.5 


5«2 


5.3 

RENTER OCCUPIED. 

4.7 

... 

4.6 

5.1 

4.6 


4.6 

5.3 


5.1 


4.3 


4.8 


4.5 

YEAR STRUCTURE BUILT 

















1955 TO MARCH 1960 . 

157 

36 

282 

39 

76 


685 

25 


110 

1 

569 


171 


134 

1950 TO 1954 . 

23 

49 

205 

79 

92 


534 

28 


161 


252 


178 


145 

1940 TO 1949 .. 

54 

34 

186 

55 

94 


576 

44 


262 


461 


220 


190 

1930 TO 1939 . 

41 

34 

186 

49 

57 


684 

28 


312 


160 


108 


117 

1929 OR EARLIER. 

494 

1 049 

2 112 

685 

875 

2 

611 

1 445 

1 

624 


850 

1 

071 

1 

083 


•it 










































































Kansas 


18-81 


Table 31. —Tenuri;, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rurai.-Nonfarm Housing Units, for Counties: 1960 — Con. 

[Some data baaed on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source oi' Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

RUSSELL 

SALINE 

SCOTT 

SEDGWICK 

SEWARD 

SHAWNEE 

SHERIDAN 

SHERMAN 

SMITH 

STAFFORD 

STANTON 

ALL HOUSING UNITS. 

1 351 

2 

161 

171 

7 

557 

464 

4 

726 

775 

271 

2 127 

2 136 

490 

TENURE! COLOR! AND VACANCY STATUS 


1 










H 




OCCUPIED . 

1 

057 

1 

388 

105 

6 

769 

401 

4 

310 

662 


1 643 

1 835 

383 

OWNER OCCUPIED.. . 


730 


341 

38 

5 

238 

217 

2 

649 

484 


1 221 

1 249 

216 

WHITE. 


730 


841 

38 

5 

269 

213 

2 

627 

484 


1 221 

1 240 

212 

NONWHITE . 


• • • 


f • ■ 

• f • 


19 

4 


22 

• • 1 

■ • • 


9 

4 

RENTER OCCUPIED. 


327 

1 

047 

67 

1 

481 

184 

1 

661 

178 

71 

422 

586 

167 

WHITE. 


327 

1 

010 

67 

1 

462 

176 

1 

627 

178 

71 

422 

578 

163 

NuNWHITE . 


... 


37 

... 


19 

3 


34 

... 

... 

... 

8 

4 

vacant . 


294 


273 

66 


788 

63 


416 

113 

98 

484 

351 

107 

YEAR ROUND . 


253 


239 

26 


698 

40 


356 

92 

66 

420 

248 

52 

SOUND OR DETERIORATING . 


193 


204 

21 


609 

31 


281 

78 

50 

322 

195 

45 

available. 


76 


97 

7 


459 

8 


154 

14 

5 

62 

81 

32 

FOR SALE ONLY. 


24 


20 

7 


165 

1 


49 

8 

1 

28 

17 

4 

FOR RENT . 


52 


77 

• • • 


294 

7 


105 

6 

4 

34 

64 

26 

RENTED OR SOLD! AWAITING OCCUPANCY . 


22 


24 

4 


70 

1 


23 

16 

3 

52 

13 

3 

HELD FOR OCCASIONAL USE. 


26 


9 

4 


27 

7 


31 

• • • 

6 

25 

10 

t • ■ 

HELD FOR OTHER REASONS . 


69 


74 

6 


53 

15 


73 

48 

36 

183 

91 

10 

DILAPIDATED. 


60 


35 

5 


89 

9 


75 

14 

16 

98 

53 

7 

SEASONAL . 


41 


34 

40 


90 

23 


60 

21 

32 

64 

103 

55 

CONDITION AND PLUMBING 
















ALL UNITS. 

1 

351 

2 

161 

171 

7 

517 

464 

4 

721 

775 

271 

2 127 

2 186 

490 

SOUND. 


814 

1 

656 

112 

6 

014 

348 

3 

894 

610 

218 

1 410 

1 832 

321 

WITH ALL PLUMBING FACILITIES . 


665 

1 

429 

93 

5 

834 

333 

3 

614 

568 

167 

1 242 

1 718 

305 

LACKING ONLY HOT WATER . 


3 


22 

t • • 


17 

t ■ t 


30 

8 

5 

7 

8 


LACKING OTHER PLUMBING FACILITIES. . . . 


141 


205 

14 


163 

15 


250 

34 

46 

161 

106 

16 

DETERIORATING. 


431 


399 

48 

1 

163 

36 


576 

149 

49 

560 

245 

115 

WITH ALL PLUMBING FACILITIES . 


273 


217 

14 


817 

56 


263 

104 

10 

255 

159 

75 

LACKING ONLY HOT WATER . 


12 


19 

• • t 


26 

• • • 


21 

6 

5 

16 

12 

• • • 

LACKING OTHER PLUMBING FACILITIES. . . . 


146 


163 

34 


320 

32 


292 

39 

34 

289 

74 

40 

DILAPIDATED. 


106 


106 

11 


340 

23 


251 

16 

4 

157 

109 

54 

RENTER OCCUPIED. 


327 

1 

047 

67 

1 

431 

184 

1 

661 

178 

71 

422 

586 

167 

SOUND. 


197 


890 

52 


934 

116 

1 

312 

148 

71 

312 

503 

92 

WITH ALL PLUMBING FACILITIES . 


163 


819 

48 


895 

112 

1 

224 

122 

65 

269 

459 

92 

LACKING SOME OR ALL FACILITIES . 


34 


71 

4 


39 

4 


38 

26 

6 

43 

44 

• • • 

DETERIORATING. 


119 


113 

15 


447 

64 


243 

30 

• • » 

86 

72 

67 

WITH ALL PLUMBING FACILITIES . 


85 


74 

7 


320 

43 


114 

17 

• • • 

54 

49 

47 

LACKING SOME OR ALL FACILITIES . 


34 


39 

3 


127 

16 


129 

13 

• • f 

32 

23 

20 

DILAPIDATED. 


11 


44 

... 


100 

4 


106 

... 

... 

24 

11 

3 

ALL HOUSING UNITS. 

1 

351 

2 

161 

171 

7 

557 

464 

4 

726 

775 

271 

2 127 

2 186 

490 

WATER SUPPLY 

■ 















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

■ 


1 

758 

120 

6 

946 

409 

4 

059 

685 

185 

1 623 

1 987 

433 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


146 


162 

12 


190 

27 


200 

60 

39 

89 

82 

24 

PIPED WATER OUTSIDE STRUCTURE. 


24 


39 

■ • • 


36 

4 


25 

4 

14 

48 

17 

13 

NO PIPED WATER . . 


169 


202 

39 


345 

24 


437 

26 

33 

362 

100 

20 

TOILET FACILITIES 
















FLUSH TOILET! EXCLUSIVE USE. 

1 

007 

1 

743 

116 

6 

846 

405 

4 

004 

703 

190 

1 598 

1 967 

404 

FLUSH TOILET! SHARED . 


8 


12 

» • • 


22 

4 


21 

5 

3 

43 

28 

33 

OTHER TOILET FACILITIES OR NONE. 


336 


406 

55 


649 

55 


696 

67 

78 

486 

191 

53 

BATHING facilities 
















BATHTUB OR SHOWERi EXCLUSIVE USE . 

1 

000 

1 

770 

120 

6 

869 

401 

4 

027 

690 

190 

1 583 

1 952 

400 

BATHTUB OR SHOWER! SHARED. 


12 


12 

• • • 


19 

4 


25 

10 

• • • 

39 

28 

33 

NO BATHTUB OR SHOWER . 


339 


379 

51 


629 

59 


669 

75 

81 

505 

206 

57 

SOURCE OF WATER 
















PUBLIC SYSTEM OR PRIVATE COMPANY . 


921 

1 

056 

14 

2 

211 

331 

3 

274 

634 

134 

1 616 

1 636 

410 

INDIVIDUAL WELL. 


269 


982 

170 

5 

154 

119 

1 

156 

127 

131 

392 

520 

73 

OTHER. 


170 


122 

... 


149 

4 


282 

... 

16 

116 

32 

6 

SEWAGE DISPOSAL 
















PUBLIC SEWER... 


180 


621 

9 

2 

633 

113 

1 

256 

434 

10 

1 276 

1 673 

310 

SEPTIC TANK OR CESSPOOL. 


915 

1 

114 

144 

4 

336 

293 

2 

780 

257 

191 

410 

374 

141 

OTHER OR NONE. 


265 


425 

31 


540 

43 


676 

70 

80 

438 

141 

38 

ROOMS 
















1 ROOM . 


4 


29 

• • • 


57 

8 


68 

11 

4 

4 

16 

41 

2 ROOMS. 


25 


50 

4 


187 

27 


184 

12 

17 

57 

51 

41 

3 ROOMS... 


113 


156 

27 


576 

80 


514 

63 

43 


143 

70 

4 ROOMS. 


340 


459 

43 

1 

662 

164 

1 

199 

159 

73 


465 

107 

5 ROOMS.. 


342 


835 

26 

2 

140 

101 

1 

532 

227 

53 


611 

73 

6 ROOMS. 


290 


233 

43 

1 

714 

56 


737 

156 

22 


427 

80 

7 ROOMS. 


129 


221 



791 

a 


314 

74 

25 


255 

32 

8 ROOMS OR MORE.. . 


108 


173 



390 

20 


173 

68 

34 


218 

46 

MEDIAN 1 
















ALL UNITS. 


5.1 


hQ 



5.1 

4.2 


4.8 

5.1 

4.5 


5.2 

4.4 

OWNER OCCUPIED . 


5.2 


SI 



5.3 

4.1 


4.9 

5.3 

• t • 


5.5 

5.2 

RENTER OCCUPIED. 


4.6 





4.7 

... 


4.7 

... 

... 

4.6 

4.7 

... 

YEAR STRUCTURE BUILT 





n 











1955 TO MARCH 1960 . 


54 


760 


2 

526 

133 

1 

323 

24 

22 

87 

96 

43 

1950 TO 1954 . 


74 


142 


1 

578 

48 


700 

42 

3 

103 

166 

49 

1940 TO 1949 . 


97 


134 

42 


684 

35 


448 

117 

19 

62 

187 

125 

1930 TO 1939 . 


103 


60 

43 


676 

44 


308 

81 

27 

84 

202 

73 

1929 OR EARLIER. 

1 

023 

1 

065 

75 

2 

053 

204 

1 

437 

511 

195 

1 791 

1 535 

200 

































































































































18-82 


State and Small Areas 


Table 31. Tenure, Vacancy Status, (condition and Plumbing Facilities, and Structural 
Characteristics of Rurai.-Nonfarm Housing Units, for Counties; I960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy St.itus 
Condition & Plumb. 
Witter Supply 
Toilet F.aciiitics 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Ye.ir Struct. Built 


SUBJECT 


ALL HOUSING UNITS. 

TENURE I COLOR? AND VACANCY STATUS 

OCCUPIED . 

0*NER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

vacant . . 

YEAR ROUND . 

SOUND OR deteriorating . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . • . . . 

rented or SOLD? AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

dilapidated. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

lacking only hot water . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING.. . . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . . . . 
LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 
dilapidated. 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET? EXCLUSIVE USE. 

FLUSH toilet? SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER? EXCLUSIVE USE .... . 

BATHTUB OR SHOWER? SHARED. 

NO BATHTUB OR SHOWER . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

other. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


ROOMS 


1 ROOM . 

2 ROOMS. 

7 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIANI 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 



STEVENS 

SUMNER 

THOMAS 

TREGO 

WABAUNSEE 

, WALLACE 

WASH¬ 

INGTON 

WICHITA 

WILSON 

WOODSON 

WYAN¬ 

DOTTE 

• 

216 

4 002 

585 

313 

1 747 

518 

2 519 

616 

1 373 

1 564 

5 647 


143 

3 176 

397 

157 

1 209 

414 

1 956 

479 

923 

1 206 

5 289 


59 

2 261 

318 

103 

925 

281 

1 459 

319 

623 

856 

4 33D 


59 

2 261 

318 

103 

891 

277 

1 459 

315 

610 

856 

4 067 


• • • 

a a a 

a a a 

a a a 

34 

4 

a a a 

4 

13 

a a a 

263 


84 

915 

79 

54 

284 

133 

497 

160 

300 

350 

959 


84 

911 

79 

54 

270 

133 

493 

160 

300 

350 

899 


• » • 

4 

. .. 

... 

14 

... 

4 

... 

... 

... 

60 


73 

826 

188 

156 

538 

104 

563 

137 

450 

358 

358 


47 

617 

105 

74 

293 

75 

469 

80 

367 

231 

326 


34 

543 

65 

57 

222 

48 

370 

42 

216 

194 

269 


7 

256 

19 

13 

59 

12 

47 

12 

79 

39 

177 


4 

52 

12 

5 

20 

3 

20 

3 

26 

9 

82 


3 

204 

7 

8 

39 

9 

27 

9 

53 

30 

95 


1 

32 

2 

1 

13 

9 

31 

5 

21 

11 

36 


8 

62 

5 

8 

29 

10 

6 

6 

16 

8 

3 


18 

193 

39 

35 

121 

17 

286 

19 

100 

136 

53 


13 

74 

40 

17 

71 

27 

99 

38 

151 

37 

57 


26 

209 

83 

82 

245 

29 

94 

57 

83 

127 

32 


216 

4 002 

585 

313 

1 747 

518 

2 519 

616 

1 373 

1 564 

5 646 


120 

2 967 

422 

243 

1 256 

408 

1 869 

349 

721 

1 165 

4 558 


113 

2 513 

358 

188 

834 

370 

1 483 

336 

420 

976 

4 281 


• • f 

12 

4 

4 

11 

a a a 

12 

a a a 

3 

7 

56 


7 

442 

60 

51 

411 

38 

374 

13 

298 

182 

221 


54 

912 

115 

55 

405 

69 

490 

162 

463 

305 

710 


37 

622 

58 

13 

83 

39 

196 

134 

119 

66 

475 


• 9 • 

15 

a a a 

a a a 

12 

5 

12 

6 

a a a 

3 

21 


17 

275 

57 

42 

310 

25 

282 

22 

344 

236 

214 


42 

123 

48 

15 

86 

41 

160 

105 

189 

94 

378 


84 

915 

79 

54 

284 

133 

497 

160 

300 

350 

959 


48 

613 

67 

47 

192 

116 

363 

83 

183 

286 

592 


48 

534 

57 

37 

148 

116 

310 

80 

104 

243 

525 


• a a 

79 

10 

10 

44 

a a a 

53 

3 

79 

43 

67 


20 

269 

12 

4 

83 

17 

118 

66 

89 

51 

205 


16 

207 

4 

4 

21 

11 

64 

58 

35 

18 

134 


4 

62 

8 

a a a 

62 

6 

54 

8 

54 

33 

71 


16 

33 

. .. 

3 

9 

... 

16 

11 

28 

13 

162 


216 

4 002 

585 

313 

1 747 

518 

2 519 

616 

1 373 

1 564 

5 647 


165 

3 347 

453 

215 

998 

422 

1 774 

499 

634 

1 099 

5 053 


21 

149 

20 

25 

140 

35 

182 

28 

93 

101 

297 


a a a 

27 

5 

1 7 

20 

33 

49 

25 

31 

18 

34 


30 

479 

107 

66 

589 

28 

514 

64 

615 

346 

262 


169 

3 222 

428 

214 

969 

431 

1 766 

508 

591 

1 073 

5 070 


a t a 

82 

5 

a a a 

16 

9 

32 

4 

7 

37 

18 


47 

698 

152 

99 

762 

78 

721 

104 

775 

454 

558 


169 

3 255 

432 

205 

968 

418 

1 711 

498 

602 

1 067 

5 032 


a a a 

78 

5 

a a a 

21 

9 

36 

4 

7 

39 

22 


47 

669 

148 

108 

758 

91 

772 

114 

764 

458 

592 


97 

2 644 

265 

119 

820 

393 

1 843 

474 

464 

1 035 

4 939 


99 

1 128 

262 

188 

781 

103 

557 

122 

806 

428 

618 


10 

225 

38 

16 

144 

17 

80 

16 

145 

84 

95 


65 

2 448 

145 

11 

448 

330 

1 294 

408 

46 

878 

938 


94 

841 

303 

227 

566 

98 

458 

132 

592 

215 

4 246 


47 

708 

117 

85 

731 

85 

728 

72 

777 

454 

468 



176 

26 

4 

59 

19 

17 

54 

12 

30 

108 


17 

141 

44 

20 

119 

25 

38 

81 

59 

41 

146 


11 

291 

56 

69 

143 

53 

135 

67 

92 

118 

478 


96 

802 

120 

43 

305 

123 

483 

118 

338 

231 

1 309 


64 

1 099 

138 

80 

451 

131 

696 

129 

464 

507 

1 895 


25 

832 

112 

27 

306 

85 

559 

84 

230 

321 

1 234 


a a a 

372 

49 

41 

204 

38 

300 

38 

108 

189 

323 


3 

289 

40 

29 

158 

44 

291 

45 

70 

127 

153 


4.3 

5.0 

4,8 

4.8 

5.0 

4.8 

5.3 

4.4 

4.9 

5.2 

4.9 


a • a 

5.3 

5.1 

a a a 

5.3 

5.2 

5.5 

4.9 

5.1 

5.5 

5.1 


a a a 

5.0 

a a a 

a a a 

4.9 

a a • 

4.9 

at a 

4.7 

5.0 

4.1 


32 

381 

52 

78 

160 

8 

53 

89 

46 

72 

1 667 


33 

397 

38 

10 

91 

68 

122 

78 

19 

58 

1 108 


27 

259 

34 

11 

122 

61 

85 

136 

29 

54 

960 


11 

163 

83 

7 

98 

80 

145 

79 

56 

96 

687 


113 

2 802 

378 

207 

1 276 

301 

2 114 

234 

1 223 

1 284 

1 224 


































































Table 32., —Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus ( —) after number indicates median above 

or below that number] 


Heating Equipment Value 

Persons Gross Rent 

Persons per Room Contract Rent 

Year Moved into Unit Acres in the 

Home Food Freezer Place 


SUBJECT 

ALLEN 

ANDERSON 

ATCHISON 

8ARBER 

BARTON 

80URB0N 

BROWN 

BUTLER 

CHASE 

CHAU¬ 

TAUQUA 

CHEROKEE 

CHEYENNE 

ALL HOUSING UNITS. 

2 387 

1 062 

1 324 

1 743 

1 727 

1 258 

2 

338 

4 

858 

1 104 

1 988 

2 

776 

1 198 

HEATING EQUIPMENT 
















STEAM OR HOT WATtR . 

4 

4 

39 

54 

41 

9 


123 


47 

23 

23 


3 

87 

WARM AIR FURNACE . 

244 

44 

276 

371 

338 

70 


295 

1 

002 

120 

62 


115 

336 

BUILT-IN ROOM UNITS. . 

398 

169 

178 

422 

433 

120 


512 

1 

198 

227 

438 


340 

203 

OTHER MEANS WITH FLUE. 

1 494 

784 

799 

763 

865 

1 046 

1 

106 

2 

361 

685 

1 075 

2 

154 

366 

OTHER MEANS WITHOUT FLUE . 

8B 

38 

27 

21 

12 

9 


31 


132 

31 

277 


33 

16 

NONE. 

159 

23 

5 

112 

38 

4 


271 


68 

18 

113 


76 

190 


, ALL OCCUPIED UNITS . . . . 


1 975 

740 

1 063 

1 297 

1 

422 

797 

1 

302 

4 

080 

799 

1 596 

2 

183 

897 

PERSONS 













■1 





1 PERSON . 


338 

180 

86 

223 


156 

142 


458 


438 


336 


375 

214 

2 PERSONS. 


728 

251 

343 

457 


420 

315 


617 




613 


732 

346 

3 PERSONS. 



101 

173 

215 


259 

133 


248 


r. 4 


230 


400 

152 

4 PERSONS. 



91 

167 

159 


227 

62 


218 


r • !l 

83 

203 


242 

83 

5 PERSONS. 



47 

144 

108 


156 

72 


12B 


• • 3 

59 

80 


192 

59 

6 PERSONS. 



25 

55 

98 


96 

33 


32 


245 

28 

59 


118 

35 

7 PERSONS. 



19 

64 

15 


35 

13 


27 


89 

20 

14 


65 

8 

8 PERSONS OR MORE. 



26 

31 

17 


73 

27 


24 


85 

11 

11 


64 

• • • 

MEDIANI 


















ALL OCCUPIED . 




3.1 

2.4 


3.0 

2.3 


2.2 


3.2 

2.3 

2.3 


2.5 

2.2 

OWNEK. 




3.1 

2.3 


2.7 

2.3 


2.1 


3.1 

2.3 

2.2 


2.4 

2.1 

RENTER . 


2.6 


3.2 

3.0 


3.5 

2.4 


2.7 



2.4 

2.7 


2.9 

. . . 

PERSONS PER ROOM 


















1.00 OR LESS . 


1 778 

698 

937 

1 188 

1 

207 

703 

1 

683 



740 

1 490 

1 

953 

658 

1.01 OR MORE . 


197 

42 

126 

109 


215 

94 


119 



59 

106 


235 

39 

YEAR MOVED INTO UNIT 


















OWNER OCCUPIED . 


1 423 

537 

794 

352 


925 

543 

1 

263 



560 

1 143 

1 

633 

698 

1958 TO MARCH 1960 . 


184 

43 

127 

132 


144 

109 


225 


698 

106 

179 


273 

147 

1954 TO 1957 . 


319 

158 

157 

173 


221 

106 


233 


963 

128 

234 


277 

97 

1940 TO 1953 . 


581 

192 

350 

325 


360 

210 


4B2 


827 

213 

438 


562 

313 

1939 OR EARLIER. 


339 

139 

160 

172 


200 

118 


323 


338 

113 

242 


521 

141 

RENTER OCCUPIED. 


552 

203 

269 

445 


497 

254 


539 

1 

254 

239 

453 


555 

199 

1958 TO MARCH 1960 . 


272 

82 

154 

234 


217 

121 


280 


729 

132 

261 


243 

112 

1954 TO 1957 . 


112 

51 

63 

92 


123 

63 


135 


269 

44 

98 


136 

43 

1940 TO 1953 . 


120 

41 

32 

100 


123 

51 


102 


220 

48 

68 


116 

40 

1939 OR EARLIER. 


48 

29 

20 

19 


29 

19 


22 


36 

15 

26 


60 

4 

HOME FOOD FREEZER 


















1 OR MORE. 


462 

106 

264 

353 


596 

120 


274 

1 

380 

185 

396 


394 

311 

NONE. 


1 550 

554 

752 

339 


948 

685 

1 

644 

2 

690 

630 

1 164 

1 

928 

532 

VALUE 


















OWNER OCCUPIED . 


1 311 

436 

612 

798 


305 

463 

1 

215 

2 

422 

520 

1 058 

1 

300 

627 

LESS THAN $5t000 . 


758 

360 

303 

408 


324 

371 


716 


663 

251 

653 



129 

*5 f 000 TO $7 1 400 . 

• • t » • 

289 

BO 

160 

144 


172 

51 


306 


592 

131 

204 



156 

S7t500 TO $9)900 . 

• • ■ • • 

105 

13 

37 

77 


116 

8 


90 


392 

82 

99 



103 

$10)000 TO $12)400 . 

• • • • • 

73 

21 

30 

51 


93 

15 


57 


365 

28 

51 


20 

106 

$12)500 TO $14)900 . 


40 

4 

25 

58 


32 

7 


33 


202 

12 

30 


12 

69 

$15)000 TO $19)900 . 


25 

4 

49 

14 


28 

8 


8 


127 

8 

13 


12 

30 

$20)000 TO $24)900 . 

• • • • • 

17 

4 

3 

24 


16 

3 


• • • 


41 

8 

« • • 


4 

16 

$25)000 OR MORE . 

• • • 1 • 

4 

• • • 

• • • 

22 


24 

• • • 


5 


40 

• ■ • 

8 


• « • 

16 

MEDIAN . 

DOLLARS . 

5 000- 

5 000- 

5 000 

5 000- 

6 

100 

5 000- 

5 

000- 

7 

300 

5 200 

5 000- 

5 

DOO- 

8 200 

VACANT AVAILABLE FOR SALE. . 

• • • • • 

25 

15 

17 

4 


39 

13 


18 


25 

9 

4 


42 

31 

MEDIAN PRICE ASKED . 

DOLLARS . 

... 

... 

... 

... 


... 

... 


... 


• •• 

• • • 

... 


• . 1 

• • • 

GROSS RENT 


















RENTER OCCUPIED. 


552 

203 

269 

445 


497 

254 


539 

1 

254 

239 

453 


555 

199 

LESS than .. 


24 

14 

3 

22 


17 

14 


• • • 


67 

7 

23 


22 

3 

$20 TO $39 . 


148 

56 

58 

59 


70 

98 


156 


111 

35 

110 


201 

22 

$40 TO $59 . 


152 

32 

67 

149 


124 

45 


200 


250 

68 

160 


114 

79 

$60 TO $79 . 


116 

18 

53 

97 


99 

18 


71 


337 

70 

65 


25 

31 

$80 TO $99 . 


16 

4 

31 

11 


68 

5 


28 


202 

12 

16 


8 

11 

$100 TO $119 . 


4 

3 

3 

4 


16 

• • • 


t t • 


33 

• • ■ 

4 


5 

4 

$120 OR MORE . 


4 

• • • 

4 

• • • 


8 

• • • 


4 


17 

• • • 

• • ■ 


8 

4 

NO CASH RENT . 


38 

76 

50 

103 


95 

74 


80 


237 

47 

75 


172 

40 

MEDIAN . 

DOLLARS . 

48 

... 

53 

52 


59 

... 


46 


65 

... 

45 


37 

• • • 

CONTRACT RENT 


















RENTER OCCUPIED. 

• • • • « 

464 

127 

219 

342 


402 

180 


459 

1 

017 

192 

378 


383 

159 

MEDIAN . 

DOLLARS . 

29 

... 

33 

36 


40 

... 


31 


47 

... 

35 


21 

• • • 

VACANT AVAILABLE FOR RENT. . 

• • • • « 

57 

22 

21 

79 


43 

49 


51 


32 

5 

16 


53 

18 

MEDIAN RENT ASKED. 

DOLLARS . 

... 

... 

... 

• t . 


... 

... 


... 


• • • 

• • • 

• •• 


• • • 

• • • 

ACRES IN THE PLACE 


















ALL VACANT UNITS . 

. • a • $ 

412 

322 

261 

446 


305 

461 


536 


778 

305 

392 


583 

301 

10 ACRES OR MORE . 

. a . • $ 

226 

199 

128 

134 


158 

310 


307 


342 

109 

249 


239 

154 

LESS THAN 10 ACRES . 


1B6 

123 

133 

262 


147 

151 


229 


436 

196 

143 


349 

147 

AVAILABLE VACANT UNITS . . . 


96 

69 

62 

91 


128 

174 


94 


159 

23 

33 


145 

49 

10 ACRES OR MORE . 

• • • • • 

14 

32 

24 

8 


46 

107 


25 


52 

4 

13 


50 

• • • 

LESS THAN 10 ACRES . 


32 

37 

38 

83 


82 

67 


69 


107 

19 

20 


95 

49 


















































































































































18-84 


State and Small Areas 


Table 32. —Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is leas than 200; plus (-|-) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Concmct Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . ^ 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR furnace . 

BUILT-IN ROOM UNITS. .... 
OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. ... 

8 PERSONS OR MORE 
MEDIANI 

ALL occupied . 
OWNER. ... 
RENTER . . . , 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

renter occupied. 

1958 TO MARCH 1960 ...... 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 

HOME FOOD FREE2ER 

1 OR MORE. 

NONE. 


VALUE 


OWNER OCCUPIED . 

LESS than $5(000 . 

$5(000 TO $7(400 . 

$7(500 TO $9(900 . 

$10(000 TO $12(400 ....... 

$12(500 TO $14(900 . 

$15(000 TO $19(9qo . 

$20(000 TO $24(900 . . 

$25(000 OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE. . 
MEDIAN PRICE ASKED . 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN .. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 ........... 

$100 TO $119.. . . . . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT rent 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 
10 ACRES OR MORE ....... 

LESS THAN 10 ACRES . 

available vacant UNITS . . 

10 ACRES OK MORE . 

LESS THAN 10 ACRES . 


DOLLARS 


DOLLARS 


□OLLARS . 


DOLLARS . 


dollars . 


CLARK 

CLAY 

CLOUD 

COFFEY 

COMANCHE 

COWLEY 

crawforc 


mm 

OONIPHAh 


1 

. 1 09a 

1 12C 

1 63S 

2 295 

1 008 

2 331 

5 971 

1 456 

2 152 

1 941 

2 278 


• 13 

15 

as 

15 

87 

20 

95 

21 

29 

66 

32 


. 176 

187 

499 

30C 

105 

220 

756 

505 

467 

46S 

605 


. 440 

16il 

256 

3311 

371 

544 

748 

ISB 

575 

240 

486 


. 449 

545 

715 

1 481) 

428 

1 147 

4 190 

673 

1 006 

1 029 

1 045 


. 18 


17 

US 

• •• 

211 

115 

13 

27 

38 

82 


. 2 

205 

123 

43 

17 

189 

67 

86 

48 

99 

26 


. 954 

800 

1 277 

1 774 

767 

1 820 

4 999 

1 218 

1 850 

1 532 

1 875 


• 180 

157 

270 

357 

207 

■ 

966 

247 

205 

271 

238 


. 344 

262 

423 

685 

241 


1 742 

437 

565 

505 

524 


. 171 

131 

187 

246 

110 


857 

205 

358 

233 

325 


. 127 

123 

171 

237 

99 


712 

145 

328 

233 

332 


. 75 

66 

99 

137 

68 


430 

115 

176 

131 

230 


• 34 

30 

62 

60 

27 

113 

177 

45 

140 

81 

131 


• 14 

31 

37 

36 

15 

28 

65 

12 

46 

48 

33 


• 9 

•• • 

28 

16 


44 

50 

12 

32 

30 

62 


. 2.4 

2.4 

2.4 

2.3 


2.7 

2.4 

2.3 



3.0 


. 2.3 

2.3 

2.3 

2.2 


2.5 

2.4 

2,3 



2.8 


. 2.4 

3.1 

2.6 

2.5 

• • • 

3.1 

2.3 

2,4 

B 

^B 

3t4 


. 912 

756 

1 198 

1 698 

737 

1 627 

4 619 

1 165 

1 671 

1 337 

1 685 


. 42 

44 

79 

76 

30 

193 

380 

53 

179 

195 

190 


. 664 

552 

970 

1 244 

579 

1 248 

3 968 

914 

1 260 

1 025 

1 151 


• 137 

50 

186 

174 

86 

228 

521 

150 

215 

189 

308 


• 156 

104 

189 

222 

80 

407 

610 

197 

232 

195 

236 


• 232 

264 

402 

526 

290 

396 

1 520 

422 

555 

432 

403 


• 139 

134 

193 

322 

123 

217 

1 317 

145 

258 

209 

154 


• 290 

248 

307 

530 

188 

572 

1 031 

304 

590 

507 

724 


• 170 

142 

156 

256 

136 

298 

494 

155 

295 

243 

423 


• 58 

40 

76 

163 

34 

164 

233 

83 

125 

128 

133 


• 53 

54 

71 

79 

15 

74 

207 

57 

113 

101 

90 


• 9 

12 

4 

32 

3 

36 

97 

9 

57 

30 

18 


202 

161 

165 

258 

227 

533 

431 

350 

627 

232 

527 


. 747 

586 

1 103 

1 470 

618 

1 352 

4 538 

928 

1 278 

1 189 

1 258 


619 

512 

946 

1 184 

541 

1 099 

3 677 

817 

1 121 

932 

922 


189 

275 

480 

652 

163 

510 

2 641 

314 

433 

332 

234 


164 

174 

259 

329 

128 

229 

483 

189 

238 

252 

249 


138 

23 

96 

68 

121 

163 

275 

76 

204 

162 

184 


34 

12 

87 



74 

138 

106 

141 

135 

92 


43 

20 

12 



46 

68 

72 

55 

23 

63 


29 

4 

4 



36 

48 

36 

33 

16 

60 


9 

4 

• • * 



20 

12 

20 

4 

7 

28 


13 

• • • 

8 



21 

12 

4 

8 


12 


6 800 

S 000- 

5 000- 



5 400 

6 000- 

6 300 

6 300 

6 300 

7 300 


4 

••• 

21 

8 


16 

68 

16 

7 

10 

7 


29o 

248 

307 

530 

188 

572 

1 031 

304 

590 

507 

724 


• • • 

• • • 

7 

36 

3 

20 

74 

4 

12 

18 



24 

45 

93 

143 

35 

119 

384 

56 

56 

63 

88 


82 

76 

108 

120 


181 

280 

96 

136 

136 

187 


80 

57 

40 

83 


104 

78 

55 

163 

122 

221 


30 

9 

3 

12 


50 

9 

4 

108 

38 

104 


13 

4 

# • • 

12 

BH 

4 

• • • 

t • « 

4 

19 

26 


• • • 

• • • 

$ • $ 

12 


• • • 

■ • • 

4 

16 

24 

12 


6l 

57 

56 

112 

34 

94 

206 

85 

90 

87 

36 




47 

45 

• • $ 

52 

38 

50 

66 

59 

63 


229 

191 

251 

418 

154 

478 

825 

219 

500 

420 

638 



• • • 

30 

32 

... 

36 

25 

38 

46 

36 

47 


23 

26 

31 

43 

97 

43 

104 

27 

52 

20 

73 


144 

320 

362 

521 

241 

511 

972 

238 

302 

409 

403 


44 

246 

216 

298 

69 

351 

265 

117 

147 

246 

187 



74 

146 

223 

172 

160 

707 

121 

155 

163 

216 


31 

30 

57 

78 

103 

95 

218 

47 

- 91: 

97 

88 



4 

5 

27 

t • $ 

36 

46 

4 

32 

67 

8 


27 

26 

52 

51 

103 

59 

172 

43 

59 

30 

BO 



EDWARDS 


1 478 


29 

258 

503 

630 

22 

36 


1 223 


284 

397 

141 

173 

117 

55 

32 

24 


2.3 

2.2 

2.9 


1 125 
98 


897 

98 

224 

368 

207 

326 

1B7 

76 

45 

13 


149 
1 160 


873 
312 
185 
126 
119 
48 
54 
16 
13 
6 700 

21 


326 

3 

29 

120 

93 

21 


60 

57 


266 

43 

29 


255 

137 

118 

67 

17 

50 




I 
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18-85 


Table 32, Occupancy and Financiai. Characteristics and Heating Equipment oe Rural-Nonfarm 

Housing Units, for Counties; 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


ALL HOUSING UNITS. . . 

HEATINS EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . , 
OTHER MEANS WITHOUT FLUE . . , 
NONE.. 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . . , 

RENTER . . . , 



1.00 OR LESS 
1.01 OR MORE 


OWNER OCCUPIED 
1958 TO MARCH 1960 
19S4 TO 1957 . . . 
1940 TO 19S3 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . , 
1939 OR EARLIER. . 


1 OR more 
NONE . . 


OWNER OCCUPIED . 

LESS THAN SSfOOO . 

$51000 TO $7f400 . . .. 

$7 1500 TO $91 900 . 

SlOtOOO TO $12i400 . 

$12t500 TO $14f900 .... . 

$15i000 TO $19i900 ........... 

$20i000 TO $24i9O0 . 

$25 f 000 OR MORE.. 

...DOLLARS 

VACANT available FOR SALE. 

median PRICE ASKED . DOLLARS 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $39 ... . 
$40 TO $59 ... . 
$60 TO $79 ... . 
$80 TO $99 ... , 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 

median . 


RENTER OCCUPIED 
MEDIAN . 


VACANT available FOR RENT. . 

MEDIAN rent asked.DOLLARS 


ALL VACANT UNITS . . 

10 ACRES OR MORE . 

LESS than 10 ACRES . . . . 

AVAILABLE VACANT UNITS 

10 ACRES OR MORE.. 

LESS than 10 ACRES . . . . 
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State and Small Areas 


Table 32,—Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . , 

HEATING EQUIPMENT 

STEAM OR HOT WATER ..... 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON . . . . , 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN)- 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE .... . 

YEAR MOVEO INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5,000 . 

SSiOOO TO $7,400 . 

$7i5oO TO $9,900 . 

$10,000 TO $12,400 ..... 

$12,500 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. 

MEDIAN . 

VACANT available FOR SALE 
MEDIAN PRICE ASKED . 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 ... . 

$80 TO $99 ......... 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . 

VACANT available FOR RENT. 
MEDIAN RENT ASKEO. 

ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 

AVAILABLE VACANT UNITS . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


GREEN¬ 

WOOD 

HAMILTON 

HARPER 

HARVEY 

HASKELL 

HODGEMAN 

JACKSON 

JEFFER¬ 

SON 

JEWELL 

JOHNSON 

KEARNY 

KINGMAN 

2 225 

952 

1 626 

2 305 

697 

5B2 

1 221 


1 969 

6 097 

744 

998 

20 

26 

25 

■ 

■ 

■ 

6 

37 

81 

87 

4 

4 

187 

230 

345 


127 

204 

135 

477 


3 049 

91 

149 

299 

221 

404 


301 

119 

166 

492 


666 

164 

249 

1 412 

350 

679 


251 

23 B 

856 

1 329 


1 908 

452 

553 

72 

40 

47 


18 

5 

• • • 

45 

16 

159 

12 

17 

235 

85 

126 


HIHB 

5 

56 

104 

106 

26 

21 

26 

1 594 

754 

1 231 

2 065 

586 

500 



1 407 

4 579 

641 

729 

291 

126 

225 

367 


62 


325 

391 

261 

69 

127 

546 

223 

418 

593 




671 

571 

1 049 

190 

225 

248 

130 

173 

333 




341 

161 

863 

121 

104 

205 

69 

179 

395 




327 

125 

982 

106 

74 

167 

loi 

129 

245 

74 


61 

186 

66 


91 

115 

53 

59 

63 

68 

30 


38 

157 

62 


27 

43 

52 

6 

32 

32 

16 


16 

55 

9 


7 

25 

32 

18 

12 

32 

17 

11 

36 

33 

... 

■i 

28 

16 

2.4 

2.7 

2.4 

2.7 

3.1 

2.7 

2.4 

2.7 

2.0 


3.0 

2.6 

2.3 

2.B 

2.3 

2.6 


2.7 

2.3 

2.4 

2.0 


2.9 

2.3 

3.0 

2.6 

3.2 

2.9 

3.3 

• • • 

3.6 

3.4 

2.4 

4.0 

3.1 

3.9 

1 446 

660 

1 148 

1 921 

509 

477 

737 

1 925 

1 364 

3 895 

571 

650 

148 

94 

83 

144 

77 

23 

96 

170 

43 

664 

70 

79 

1 012 

490 

831 

1 389 

361 

337 

595 

1 522 

982 

3 346 

403 

524 

191 

57 

166 

235 

81 

101 

106 

292 

129 

1 584 

90 

90 

210 

111 

157 

296 

104 

66 

135 

366 

173 

846 

90 

66 

350 

269 

350 

566 

137 

129 

217 

596 

457 

772 

166 

246 

261 

53 

136 

290 

39 

41 

135 

266 

223 

144 

57 

102 

562 

264 

400 

676 

225 

163 

238 

573 

425 

1 233 

23B 

205 

269 

170 

246 

44B 

152 

BB 

162 

339 

207 

914 

12B 

125 

153 

70 

93 

124 

40 

50 

47 

143 

104 

210 

78 

33 

140 

24 

45 

BB 

29 

21 

29 

64 

101 

77 

28 

31 

20 

« • « 

14 

16 

4 

4 

• ■ ■ 

27 

13 

32 

4 

16 

377 

137 

370 

527 

233 

116 

142 

478 

220 

1 377 

200 

212 

1 269 

604 

995 

1 550 

256 

387 

650 

1 484 

1 223 

3 320 

415 

639 

898 

441 

742 

1 305 

327 

317 

513 

1 337 

932 

2 894 

373 

484 

532 

149 

246 

337 

96 

69 

273 

544 

703 

241 

98 

232 

162 

97 

149 

296 

46 

94 

152 

412 

125 

330 

62 

157 

119 

71 

132 

206 

63 

45 

57 

151 

48 

268 

74 

62 

40 

60 

137 

216 

39 

76 

22 

120 

30 

308 

97 

12 

16 

31 

46 

90 

37 

9 

• • 9 

61 

12 

165 

15 

5 

21 

19 

12 

112 

35 

24 

9 

45 

10 

660 

15 

16 

8 

9 

4 

36 

3 

• • « 

• 9 9 

9 9 9 

4 

535 

B 

f • • 

• ■ • 

5 

12 

12 

6 

• • • 

• 9 9 

4 

1 9 9 

367 

4 

« » f 


6 600 

7 100 

7 700 

B 400 

7 400 

5 000- 

5 800 

5 000- 

15 900 

8 400 

5 200 


... 

33 

14 

11 

5 

B 

11 

14 

245 

5 

4 


... 

... 


« • ■ 

• • 9 

9 9 9 

9 9 9 

9 9 9 

22 200 

... 

f • • 


264 

400 

676 

225 

163 

238 

573 

425 

1 233 

238 

205 


• • • 

11 

4 

4 

4 

14 

17 

4 

12 


4 


56 

30 

92 

16 

56 

66 

63 

122 

47 

56 

29 


66 

126 

220 

17 

29 

75 

170 

106 

1B2 

56 

77 


48 

94 

172 

52 

45 

39 

151 

58 

336 

69 

47 

32 

33 

63 

56 

61 


7 

64 

20 

309 

41 


t t • 

4 

4 

20 

B 


• 9 9 

12 

4 

161 

4 

3 

4 

4 

7 

4 

21 


3 

13 

26 

87 

“ t t 

• • • 

125 

33 

65 

lOB 

46 


34 

83 

83 

99 

12 

45 

48 

48 

60 

57 

• • • 

■ 

48 

60 

49 

79 

60 


457 

231 

335 

566 

179 

142 

204 

490 

342 

1 134 

226 

160 

26 

45 

46 

45 

... 

... 

26 

43 

30 

61 

47 


66 

11 

53 

30 

26 

36 

6 

41 

44 

743 

• • • 

35 







9 9 9 

9 9 9 

9 9 9 

45 

t t « 

••• 

631 

198 

395 

240 


82 

388 

389 

562 

1 518 

103 

269 

290 

104 

166 

94 

58 

15 

279 

233 

337 

191 

62 

164 

341 

94 

207 

146 

53 

67 

109 

156 

225 

1 327 

41 

105 

97 

14 

110 

71 

46 


60 

82 

62 

1 02B 

5 

52 

27 

3 

24 

27 



44 

30 

24 

40 


13 

70 

11 

B6 

44 

37 

IHij 

16 

52 

58 

988 

5 

39 
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Table 32 .—Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Yeat Moved into Unit 
Home Food Fteezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

KIOWA 

LABETTE 

LANE 

LEAVEN¬ 

WORTH 

LINCOLN 

LINN 

LOGAN 

LYON 

MC¬ 

PHERSON 

MARION 

MARSHALL 

MEADE 

ALL HOUSINS UNITS. 

1 237 

3 396 

727 

4 064 

1 424 

2 162 

1 112 

1 840 

2 164 

3 551 

2 711 

1 460 

HEATING EQUIPMENT 



mm 










steam or HOT WATER . 

36 




20 

29 



28 

122 

87 

60 

WARM AIR FURNACE . 

246 




345 

SI 



429 

675 

516 

424 

BUILT-IN ROOM UNITS. 

406 




377 




532 

985 

545 

328 

OTHER MEANS WITH FLUE. 

528 




607 




1 089 

1 644 

1 478 

602 

OTHER MEANS WITHOUT FLUE.. . . . 

• • • 

238 


39 

13 

77 



33 

109 

48 

8 

NONE. 

21 

139 


64 

62 

51 



53 

16 

37 

38 

ALL OCCUPIED UNITS . 

1 064 

2 B25 

594 

3 769 

1 146 

1 723 

948 

1 382 

1 787 

3 105 

2 133 

1 262 

PERSONS 











■1 


I PERSON . 

188 

551 

151 

261 

303 

417 

132 

217 

291 

555 

Bi 

234 

2 PERSONS. 

355 

1 027 

161 

974 

387 

641 

339 

433 

596 

1 032 


365 

3 PERSONS. 

168 

424 

93 

495 

196 

212 

148 

230 

383 

520 


214 

4 PERSONS. 

152 

361 

83 

685 

143 

197 

123 

186 

231 

506 


183 

5 PERSONS. 

101 

251 

37 

689 

6B 

154 

82 

167 

146 

282 

158 

154 

6 PERSONS. 

72 

112 

28 

380 

21 

58 

63 

93 

72 

133 

86 

68 

7 PERSONS. 

16 

56 

33 

178 

16 

33 

49 

16 

36 

37 

37 

40 

B PERSONS OR MORE. 

12 

43 

a 

107 

12 

11 

12 

40 

32 

40 

20 

4 

MEDIANI 













ALL OCCUPIED . 


2.3 

2.4 

3.7 

2.2 

2.2 

2.5 

2.7 

2.5 

2.5 


2.6 

OWNER. 


2.3 

2.3 

2.B 

2.1 

2.1 

2.5 

2.4 

2.3 

2.3 


2.5 

RENTER . 

2.9 

2.6 

... 

4.3 

2.6 

2.4 

2.7 

3.4 

3.0 

3.2 


2.9 

PERSONS PER ROOM 













1.00 OR LESS.. . . . 

1 004 

2 606 

540 

3 208 

1 114 

1 624 

848 

1 289 

1 676 

2 951 

2 041 

1 125 

1.01 OR MORE.. • 

60 

219 

54 

561 

32 

99 

100 

93 

111 

154 

92 

137 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

74B 

1 869 

434 

1 808 

867 

1 191 

683 

946 

1 250 

2 260 

1 495 

832 

195B TO MARCH 1960 .. • 

127 

291 

83 

487 

135 

210 

135 

187 

236 

387 

322 

143 

1954 TO 1957 . 

161 

381 

101 

524 

150 

192 

143 

171 

286 

420 

305 

155 

1940 TO 1953 . 

329 

769 

176 

551 

380 

504 

317 

320 

485 

939 

546 

408 

1939 OR EARLIER. 

131 

428 

74 

246 

202 

285 

88 

268 

243 

514 

322 

126 

RENTER OCCUPIED. 

316 

956 

160 

1 961 

279 

532 

265 

436 

537 

845 

638 

430 

1958 TO MARCH 1960 .. 

194 

589 

106 

1 502 

125 

324 

152 

229 

326 

406 

326 

232 

1954 TO 1957 . 

Vs 

210 

35 

277 

50 

95 

81 

95 

118 

219 

126 

128 

1940 TO 1953 . 

S3 

137 

15 

137 

79 

90 

19 

59 

76 

180 

140 

63 

1939 OR EARLIER. 

4 

20 

4 

45 

25 

23 

13 

53 

17 

40 

44 

7 

HOME FOOD FREEZER 













1 OR MORE. 

185 

375 

130 

882 

213 

328 

374 

268 

369 

1 021 

220 

208 

NONE. 

807 

2 411 

610 

2 750 

839 

1 386 

554 

1 008 

1 330 

2 192 

1 880 

1 065 

VALUE 













OWNER OCCUPIED . 

6B4 

1 675 

401 

1 378 

767 

1 080 

612 

821 

1 186 

2 147 

1 398 

746 

LESS THAN $5i000 . 

131 

945 

86 

326 

336 

685 

142 

363 

467 

821 

634 

171 

$5i000 TO $71400 . 

153 

369 

45 

262 

151 

231 

153 

193 

291 

593 

391 

164 

$7i500 TO $9f900 . 

154 

142 

61 

164 

130 

76 

98 

139 

173 

277 

153 

153 

SlOiOOO TO $12i400 . 

92 

104 

84 

298 

74 

51 

84 

24 

114 

254 

111 

113 

$12f500 TO $i4i900 .. 

52 

83 

51 

158 

32 

22 

42 

57 

67 

76 

37 

44 

SlSiOOO TO $19f900 . 

66 

24 

44 

110 

32 

11 

71 

21 

67 

81 

59 

70 

S20i000 TO $24*900 . 

20 

4 

17 

20 

4 

4 

19 

20 

3 

37 

9 

23 

$25*000 OR MORE. 

16 

4 

13 

20 

8 

b ■ • 

3 

4 

4 

8 

4 

8 

MEDIAN . DOLLARS . 

8 400 

6 000- 

10 300 

8 700 

5 BOO 

5 000- 

7 800 

5 600 

6 100 

6 lOD 

5 400 

8 100 

VACANT available FOR SALE. 

5 

33 

• • • 

6 

4 

20 

... 

4 

17 

31 

7 

16 

MEDIAN PRICE ASKED . DOLLARS . 

... 

... 

... 

... 

• • • 

• • • 

• • • 

• • • 

• • • 

• • • 

• • • 

• • • 

GROSS RENT 













RENTER OCCUPIED. 

316 

956 

160 

1 961 

279 

532 

265 

436 

537 

845 

638 

430 

LESS THAN .. 

4 

32 

• • • 

4 

4 

36 

• • • 

4 

29 

16 

20 

• • t 

$20 TO $39 . 

42 

296 

11 

79 

30 

129 

14 

93 

111 

105 

129 

47 

$40 TO $59 . 

iOO 

341 

45 

274 

115 

194 

50 

121 

156 

322 

237 

103 

$60 TO $79.. • 

97 

160 

57 

396 

59 

78 

67 

73 

150 

219 

101 

144 

$80 TO $99 . 

28 

12 

18 

166 

9 

1 ■ • 

44 

39 

16 

62 

15 

35 

$100 TO $119 . 

4 

12 

• t » 

316 

• • • 

• t • 

10 

8 

• • • 

8 

4 

4 

$120 OR MORE . 

t • • 

8 

4 

612 

4 

• t • 

5 

4 

t • • 

• • « 

6 

• • • 

NO CASH RENT . 

41 

95 

25 

114 

58 

95 

75 

94 

75 

113 

124 

97 

MEDIAN . DOLLARS . 

58 

46 

... 

100 

53 

47 

. • . 

49 

51 

56 

50 

62 

CONTRACT RENT 













RENTER OCCUPIED. 

275 

861 

135 

1 847 

221 

437 

190 

342 

462 

732 

514 

333 

MEDIAN . DOLLARS . 

44 

30 

... 

94 

36 

29 

... 

30 

35 

38 

31 

48 

VACANT AVAILABLE FOR RENT. 

47 

81 

21 

51 

29 

43 

26 

17 

20 

50 

24 

29 

MEDIAN RENT ASKED.DOLLARS . 

... 

... 

... 

... 

... 

• • • 

• t t 

• • • 

• • • 

• • • 

• • • 

• • • 

ACRES IN THE PLACE 













ALL VACANT UNITS . 

173 

571 

133 

295 

278 

439 

164 

458 

377 

446 

578 

198 

10 ACRES OR MORE . 

52 

235 

71 

177 

183 

233 

82 

319 

233 

132 

407 

74 

LESS THAN 10 ACRES . 

121 

336 

62 

118 

95 

206 

82 

139 

144 

314 

171 

124 

available VACANT UNITS . 

52 

172 

21 

103 

42 

90 

28 

75 

81 

118 

56 

53 

10 ACRES OR MORE . 

• • « 

58 

• t • 

42 

9 

27 

• « • 

54 

44 

37 

25 

4 

LESS THAN 10 ACRES . 

52 

114 

21 

61 

33 

63 

28 

21 

37 

81 

31 

49 
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State and Small Areas 


Table 32 .,—Occupancy and Financiai. Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (H-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

MIAMI 

MITCHELL 

MONT¬ 

GOMERY 

MORRIS 

MORTON 

NEMAHA 

NEOSHO 

NESS 

NORTON 

OSAGE 

OSBORNE 

OTTAWA 

ALU HOUSING UNITS. 

1 636 

1 196 

2 381 

1 147 

974 

2 B59 

1 899 



3 247 

2 059 

2 033 

HEATING EQUIPMENT 









■i 

■■ 



STEAM OR HOT WATER . 

97 

24 

12 

12 

. • • 

139 

17 

43 



40 

20 

WARM AIR FURNACE . 

136 

171 

188 

126 

231 


196 

321 

149 

685 

571 

650 

BUILT-IN ROOM UNITS. 

216 

242 

431 

219 

314 


407 

450 

221 

501 

558 

361 

OTHER MEANS WITH FLUE. 

965 

577 

1 334 

626 

383 


990 

536 

393 

1 759 

773 

878 

OTHER MEANS WITHOUT FLUE . 

27 

17 

318 

70 

28 

41 

80 

6 

8 

69 

20 

24 

NONE. 

195 

165 

98 

94 

18 

114 

209 

73 

71 

122 

97 

100 

ALL OCCUPIED UNITS . 

1 233 

839 

1 951 

681 

823 

2 375 

1 463 

1 173 

716 

2 686 

1 658 

1 640 

PERSONS 













1 PERSON . 

275 

221 

193 

131 


468 

248 

214 

196 

530 

408 

303 

a PERSONS. 

292 

292 

635 

266 


834 

493 

412 

241 

861 

562 

657 

3 PERSONS. 

231 

90 

345 

86 


383 

246 

201 

91 

393 

206 

237 

4 PERSONS. 

184 

84 

308 

94 


261 

209 

172 

51 

403 

285 

228 

5 PERSONS. 

114 

B6 

241 

54 


229 

111 

66 

62 

261 

93 

114 

6 PERSONS. 

68 

26 

132 

16 


lOB 

82 

50 

36 

136 

70 

42 

7 PERSONS. 

43 

29 

41 

7 

20 

51 

26 

24 

27 

49 

21 

31 

8 PERSONS OR MORE. 

26 

11 

56 

27 


41 

46 

14 

12 

53 

13 

28 

MEDIAN I 













ALL OCCUPIED . 

2.7 

2.2 

2.9 

2.3 


2.4 

2.5 

2.4 

2.2 

2.4 

2.2 

2.3 

OWNER. 

2.4 

2.1 

2.7 

2.2 


2.3 

2.3 

2.3 

2.2 

2.3 

2.2 

2.2 

RENTER . 

3.4 

2.5 

3.4 

... 


2.9 

3.8 

3.1 

2.2 

3.0 

2.5 

3.1 

PERSONS PER ROOM 













1.00 OR LESS . 

1 079 

800 

1 742 

625 

651 

2 221 

1 338 

1 095 

653 

2 473 

1 592 

1 565 

1.01 OR MORE . 

154 

39 

209 

56 

172 

154 

125 

78 

63 

213 

66 

75 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

673 

601 

1 479 

482 

500 

1 825 

1 116 

906 

471 

1 916 

1 233 

1 227 

1958 TO MARCH 1960 . 

172 

136 

337 

69 

152 


179 

134 

77 

291 

194 

242 

1954 TO 1957 . 

129 

63 

350 

80 

75 


174 

129 

92 

434 

195 

240 

1940 TO 1953 . 

252 

282 

556 

241 

210 


445 

469 

223 

715 

592 

550 

1939 OR EARLIER. 

120 

120 

236 

92 

63 


318 

174 

79 

476 

252 

195 

RENTER OCCUPIED. 

560 

238 

472 

199 

323 

^^pppi 

347 

267 

245 

770 

425 

413 

1958 TO MARCH 1960 . 

339 

lOB 

238 

113 

189 


168 

156 

134 

472 

234 

239 

1954 TO 1957 ... 

140 

45 

105 

52 

101 


92 

63 

39 

166 

104 

70 

1940 TO 1953 . 

69 

72 

113 

30 

29 

117 

5S 

44 

65 

100 

75 

88 

1939 OR EARLIER. 

12 

13 

16 

4 

4 

21 

12 

4 

7 

32 

12 

16 

HOME FOOD FREEZER 













1 OR MORE. 

346 

160 

451 

168 

254 

704 

217 

364 

141 

452 

374 

563 


790 

760 

1 706 

519 

649 

1 647 

1 048 

899 

566 

2 099 

1 234 

1 146 

VALUE 













OWNER OCCUPIEO . 

529 

575 

1 175 

431 

398 

1 604 

982 

820 

443 

1 776 

1 137 

1 154 

LESS THAN $5>000 . 

231 

383 

570 

301 

96 

606 

553 

166 

213 

872 

369 

543 

$5 >000 TO $7 >400 .. . 

121 

105 

257 

45 

104 

420 

231 

167 

119 

377 

295 

276 

$7>500 TO $9>900 . 

58 

44 

110 

47 

50 

329 

61 

168 

34 

251 

232 

129 

$10>000 TO $12)400 ..... . 

58 

30 

110 

15 

63 

156 

74 

121 

30 

140 

122 

126 

$12)500 TO $14)900 . 

29 

8 

44 

19 

20 

79 

18 

61 

5 

80 

37 

42 

$15)000 To $19)900 . 

28 

5 

52 

4 

28 

59 

20 

93 

42 

36 

37 

36 

$20)000 TO $24)900 .. . . . , 

4^ 

• • • 

16 

• • • 

25 

24 

17 

22 


12 

16 

. . . 

$25)000 OR MORE. 

• • • 

• • t 

16 

• t • 

12 

11 

8 

22 

. . . 

8 

9 

■ ■ » 

MEDIAN...DOLLARS . 

5 700 

5 000- 

5 200 

5 000- 

7 500 

6 400 

5 000- 

8 600 

5 200 

5 100 

6 500 

5 300 

VACANT AVAILABLE FOR SALE. 

4 

14 

13 

5 

22 

14 

21 

3 

5 

45 

21 

11 

MEDIAN PRICE ASKEO . DOLLARS . 

... 

... 

... 

... 









GROSS RENT 













RENTER OCCUPIED. 

560 

23B 

472 

199 

323 

550 

347 

267 

245 

770 

425 

413 

LESS THAN $20. 

90 

12 

16 

8 

4 

18 

28 

• • • 

38 

17 

16 

8 

$20 TO $39 . 

75 

SO 

110 

60 

52 

79 

87 

48 

37 

125 

99 

52 

$40 TO $59 . 

146 

62 

177 

29 

53 

173 

96 

54 

87 

210 

138 

131 

$60 TO $79 . 

142 

39 

64 

27 

79 

132 

48 

78 

12 

179 

86 

88 

$80 TO $99 . 

44 

3 

12 

3 

31 

41 

16 

30 

14 

100 

4 

42 

$100 TO $119 . 

8 

• • • 

• • • 

4 

23 

13 

12 

4 

8 

41 

4 

... 

$120 OR MORE . 

• • • 

• • • 

• • • 

t • • 

13 


8 

12 


10 


- . . 

NO CASH RENT . 

55 

72 

93 

68 

68 

94 

52 

41 

49 

86 

78 

92 

median . DOLLARS . 

52 

... 

46 

... 

65 

54 

47 

63 


59 

47 

56 

CONTRACT RENT 













RENTER OCCUPIED. 

505 

166 

379 

131 

255 

456 

295 

226 

196 

662 

347 

321 

median . DOLLARS . 

32 

... 

28 

... 

53 

39 

29 

45 


40 

36 

38 

VACANT AVAILABLE FOR RENT . 

17 

17 

23 

13 

59 

41 

49 

15 

6 


59 

12 

MEDIAN RENT ASKED . DOLLARS . 

... 

... 











ACRES IN THE PLACE 













ALL VACANT UNITS . 

403 

357 

430 

466 

151 

484 

436 

256 

187 

561 


393 

10 ACRES OR MORE . 

260 

239 

228 

172 

41 

279 

198 

169 

136 

267 


231 

LESS than 10 ACRES . 

143 

IIB 

202 

294 

110 

205 

238 

87 

51 

294 


162 

AVAILABLE VACANT UNITS . 

56 

38 

62 

43 

81 

81 

9X 

21 

22 

155 


38 

10 ACRES OR MORE . 

35 

7 

26 

25 


26 

21 

3 

11 

50 


15 

LESS THAN 10 ACRES . 

21 

31 

36 

18 

61 

55 

70 

18 

11 

105 

80 

23 
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Table 32,—Occupancy and Financiai. Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not sho-wn ■where base is less than 200; plus (-]-) or minus (—) after number indicates median above 

or belo'W that number] 


Heating Equipment 
Persons 

Persons pet Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

PAWNEE 

PHILLIPS 

POTTA¬ 

WATOMIE 

PRATT 

RAWLINS 

RENO 

REPUBLIC 

RICE 

RILEY 

ROOKS 

RUSH 

ALL HOUSING UNITS. 

769 

1 202 

2 971 

907 

1 194 

5 090 

1 570 

2 469 

3 292 

1 748 

1 669 

HEATING EQUIPMENT 












STEAM OR HOT WATER . 

95 

9 

112 

28 


33 

B 


841 

40 

33 

WARM AIR FURNACE . 

IIB 

181 

752 

lie 


1 529 

166 


834 

255 

434 

BUILT-IN ROOM UNITS. 

258 

192 

658 

230 


1 373 

210 


357 

470 

505 

OTHER MEANS WITH FLUE. 

291 

699 

1 263 

4B3 


1 947 

950 

1 136 

1 172 

884 

659 

OTHER MEANS WITHOUT FLUE . 

• • W 

13 

53 

16 


33 

8 

41 

24 

12 

33 

NONE. 

7 

lOB 

133 

32 


175 

228 

34 

64 

87 

5 

ALL OCCUPIED UNITS . 

584 

882 

2 467 

684 

926 

4 415 

1 069 

2 124 

2 924 

1 366 

1 365 

PERSONS 












1 PERSON ..... . ..... 

120 

177 

349 

102 

IB3 

545 

276 

332 

167 

243 

263 

2 PERSONS. 

146 

361 

812 

223 

259 

1 339 

417 

707 

789 

426 

438 

3 PERSONS. 

61 

106 

45B 

110 

130 

704 

145 

266 

625 

253 

243 

4 PERSONS. 

106 

lOB 

316 

96 

131 

805 

96 

340 

574 

143 

182 

5 PERSONS. 

94 

73 

19B 

91 

103 

541 

90 

231 

422 

113 

109 

6 PERSONS. 

27 

36 

178 

36 

47 

275 

28 

170 

211 

96 

46 

7 PERSONS. 

19 

17 

72 

14 

25 

121 

9 

44 

55 

56 

49 

B PERSONS Or more. 

11 

4 

84 

12 

48 

85 

B 

34 

81 

36 

35 

MEDIAN I 












ALL OCCUPIED . 

2.9 

2.2 

2.7 

2.7 

2.7 

3.0 

2.1 

2.6 

3.3 

2.6 

2.5 

OWNER. 

2.8 

2.2 

2.5 

2.3 

2.4 

2.7 

2.0 

2.4 

2.8 

2.4 

2.4 

Center . 

3.3 

... 

3.1 

3.9 

3.2 

3.4 

2.6 

3.6 

3.6 

3.0 

3.0 

PERSONS PER ROOM 












1.00 OR LESS . 

528 

826 

2 183 

614 

B12 

3 966 

1 041 

1 952 

2 262 

1 187 

1 237 

1.01 OR MORE . 

56 

56 

284 

70 

114 

449 

28 

172 

662 

179 

128 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED . 

330 

701 

1 797 

441 

676 

3 357 

777 

1 446 

1 143 

1 002 

1 027 

195B TO MARCH 1960 . 

66 

102 

376 

61 

86 

759 

84 

226 

378 

168 

175 

1954 TO 1957 . 

66 

130 

425 

95 

119 

895 

112 

288 

358 

164 

173 

1940 TO 1953 . 

141 

323 

652 

171 

318 

1 246 

397 

607 

286 

483 

462 

1939 OR EARLIER. 

57 

146 

344 

114 

153 

457 

184 

325 

121 

187 

217 

RENTER OCCUPIED.. 

254 

181 

670 

243 

250 

1 05B 

292 

678 

1 781 

364 

338 

1956 TO MARCH 1960 . 

118 

90 

409 

107 

153 

657 

127 

390 

1 575 

207 

202 

1954 TO 1957 . 

84 

54 

155 

75 

49 

211 

103 

185 

159 

94 

71 

1940 TO 1953 . 

28 

37 

88 

46 

39 

139 

34 

87 

39 

52 

54 

1939 OR EARLIER. 

24 

... 

18 

15 

9 

51 

28 

16 

8 

11 

11 

HOME FOOO FREEZER 












1 OR MORE. 

190 

226 

590 

251 

257 

1 14B 

285 

414 

577 

328 

349 

none. 

421 

717 

1 730 

429 

655 

3 228 

691 

1 797 

2 306 

984 

1 043 

VALUE 












OWNER OCCUPIED . 

291 

664 

1 597 

374 

621 

2 987 

713 

1 338 

798 

907 

949 

LESS THAN SSiOOO . 

30 

406 

584 

151 

215 

739 

457 

630 

229 

300 

359 

SStOOO TO «7f400 . 

50 

174 

360 

109 

62 

722 

168 

364 

153 

155 

174 

$7f500 TO «9f900 . 

61 

40 

249 

47 

56 

529 

60 

153 

93 

180 

147 

SlOiOOO TO $12>400 . 

26 

35 

188 

20 

95 

412 

24 

135 

109 

148 

130 

$12f500 TO S14>900 . 

9 

4 

80 

11 

45 

249 

• • 9 

28 

68 

48 

44 

$15f000 TO S19i900 . 

101 

5 

100 

8 

87 

178 

• • « 

16 

89 

24 

75 

$20«000 TO $24*900 . . 

9 

• • • 

16 

16 

40 

85 

4 

8 

45 

40 

8 

$25)000 OR MORE.. 

5 

9 • • 

20 

12 

21 

73 

• • • 

4 

12 

12 

12 

MEDIAN . ..DOLLARS . 

10 400 

5 000- 

6 500 

5 800 

9 000 

7 700 

5 000- 

5 300 

8 000 

7 500 

6 700 

VACANT AVAILABLE FOR SALE . 

f 9 ♦ 

16 

28 

17 

3 

87 

16 

11 

12 

8 

18 

MEDIAN PRICE ASKED . DOLLARS . 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

GROSS RENT 












RENTER OCCUPIED. ..... . 

254 

181 

670 

243 

250 

1 05B 

292 

678 

1 781 

364 

338 

LESS .THAN $20 . 

81 

B 

B 

4 

• f • 

19 

• • • 

20 

• 9 • 

• • t 

3 

$20 TO $39 .. 

31 

43 

72 

31 

26 

86 

94 

139 

147 

63 

55 

$40 TO $59 . 

47 

75 

132 

90 

50 

348 

77 

192 

96 

126 

139 

$60 TO $79 . 

38 

27 

214 

40 

81 

300 

51 

205 

712 

71 

59 

$B0 TO $99 . 

14 

7 

lie 

16 

30 

115 

13 

43 

527 

20 

15 

$100 TO $119 . 

• • • 

• • • 

29 

7 

17 

19 

8 

8 

180 

15 

11 

$120 OR MORE . 

• • • 

• • • 

16 

4 

14 

12 

• • • 

• • ■ 

45 

7 

* • $ 

NO CASH RENT . 

43 

21 

81 

51 

32 

159 

49 

71 

74 

62 

56 

MEDIAN . DOLLARS . 

37 

... 

68 

... 

68 

60 

50 

56 

75 

55 

52 

CONTRACT RENT 












RENTER OCCUPIED. 

211 

160 

589 

192 

218 

899 

243 

607 

1 707 

302 

282 

MEDIAN . DOLLARS . 

22 

... 

44 

... 

46 

44 

30 

37 

68 

39 

42 

VACANT AVAILABLE FOR RENT. 

22 

20 

100 

27 

16 

91 

23 

51 

98 

39 

60 

MEDIAN RENT ASKED.DOLLARS . 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

ACRES IN the place 












ALL VACANT UNITS . 

1B5 

320 

504 

223 

268 

675 

501 

345 

368 

382 

304 

10 ACRES OR MORE . 

73 

204 

222 

109 

171 

235 

374 

147 

112 

162 

148 

LESS THAN 10 ACRES . 

112 

116 

282 

114 

97 

440 

127 

198 

256 

220 

156 

AVAILABLE VACANT UNITS . 

22 

52 

146 

61 

36 

218 

51 

68 

130 

56 

101 

10 ACRES OR MORE . 

• • • 

16 

18 

17 

14 

35 

12 

6 

20 

9 

23 

LESS THAN 10 ACRES . 

: 

Z2 

- 1 

36 

128 

44 

22 

183 

39 

62 

110 

47 

78 
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State and Small Areas 


Table 32 .—Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

RUSSELL 

SALINE 

SCOTT 

SEDGWICK 

SEWARD 

SHAWNEE 

SHERIDAN 

SHERMAN 

SMITH 

STAFFORD 

STANTON 

ALL HOUSING UNITS. 

1 351 

2 161 

171 

7 557 

464 

4 726 

775 

271 

2 127 

2 186 

490 

HEATING equipment 




BH 

■i 

__ 






STEAM OR HOT WATER .... . 


40 

4 

^|B 

Hi 


17 

8 

56 

106 

17 

WARM AIR FURNACE . 


863 

14 




243 


343 

591 

92 

BUILT-IN ROOM UNITS. 


369 

53 




130 


440 

630 

165 

OTHER MEANS WITH FLUE. 


809 

93 




380 


1 087 

834 

207 

OTHER MEANS WITHOUT FLUE . 


38 

• • • 



46 

5 


4 

4 

9 

None. 

8 

42 

7 

BBS. 


31 

... 

10 

197 

21 

... 

ALL OCCUPIED UNITS . 

1 057 

1 888 

105 

6 769 

401 

4 310 

662 

173 

1 643 

1 835 

383 

PERSONS 

n 


■■■ 



B|B 






1 PERSON . 


152 


518 

24 


130 

20 

349 

359 

33 

^ persons. 


34B 


1 564 

105 


211 

52 

606 

675 

136 

3 PERSONS. 


332 


1 163 

96 


91 

20 

313 

280 

56 

4 PERSONS. 


480 


1 598 

68 

8B1 

78 

43 

208 

278 

66 

5 PERSONS. 

92 

278 


908 

40 

6B1 

82 

16 

62 

120 

45 

6 PERSONS. 


150 


514 

44 

392 

43 

19 

62 

75 

35 

7 PERSONS. 


B2 


271 

16 

126 

19 

3 

7 

36 

4 

B PERSONS OR MORE. 


66 


233 

B 

101 

8 

• • 1 

16 

12 

8 

MEDIAN) 












ALL OCCUPIED.. 


3.7 


3.6 

3.2 

3.5 


• « • 

2.3 

2.3 

2.9 

OWNER. 


3.1 


3.6 

3.1 

3.2 


• • • 

2.2 

2.2 

2.4 

RENTER . 

2.7 

4.0 


3.7 

... 

3.9 


... 

2.6 

3.0 

... 

PERSONS PER ROOM 












1.00 OR LESS . 

1 000 

1 578 

86 

5 801 

317 

3 559 


139 

1 584 

1 755 

318 

1.01 OR MORE . 

57 

310 

19 

968 

84 

751 

52 

34 

59 

80 

65 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED.. 

730 

B41 

3B 

5 288 

217 

2 649 


102 

1 221 

1 249 

216 

1958 TO MARCH 1960 . 

95 

203 


1 772 

125 

979 


26 

203 

158 

45 

195h TO 1957 . 

142 

171 


1 746 

20 

738 


12 

242 

297 

32 

1940 TO 1953 . 

331 

319 


1 402 

56 

751 

248 

36 

537 

510 

107 

1939 OR EARLIER. 

162 

148 


368 

16 

181 

54 

28 

239 

284 

32 

renter occupied. 

327 

1 047 

67 

1 481 

184 

1 661 

178 

71 

422 

586 

167 

1958 TO MARCH 1960 . 

138 

906 

33 

923 

84 

1 313 

86 

57 

200 

335 

lOB 

1954 TO 1957 .. 

76 

81 

11 

271 

4B 

203 

34 

7 

128 

140 

27 

1940 TO 1953 . 

99 

56 

23 

223 

36 

123 

46 

7 

90 

71 

28 

1939 OR EARLIER. 

14 

4 

... 

64 

16 

22 

12 

... 

4 

40 

4 

HOME FOOD FREEZER 












1 OR MORE. 

224 

612 

19 

1 936 

103 

1 328 

345 

75 

262 

457 

83 

NONE. 

761 

1 271 

19 

4 825 

335 

3 052 

367 

75 

1 375 

1 389 

308 

VALUE 












OWNER OCCUPIEO . 

675 

646 

34 

4 579 

93 

1 967 

434 

77 

1 100 

1 187 

184 

LESS THAN $5i000 . 

321 

180 


556 

32 

275 

144 

37 

515 

311 

33 

$51000 TO $71400 . 

225 

198 


756 

33 

305 

130 

24 

159 

322 

25 

S7i500 TO $9i900 . 

53 

97 


830 

16 

235 

58 

4 

166 

192 

25 

SlOiOOO TO $12i400 . 

43 

63 


859 

8 

279 

32 

• • • 

132 

192 

36 

Siai500 TO $14|900 . 

16 

32 


379 


251 

27 

• • • 

40 

54 

4 

S15i000 TO $19i900 . 

9 

34 


660 


409 

27 

• • • 

60 

65 

44 

$201000 TO $24)900 . 

4 

16 


287 


118 

16 

8 

12 

25 

4 

$25)000 OR MORE. 

4 

28 


252 


95 

• • • 


16 

26 

13 

MEDIAN . DOLLARS . 

5 200 

6 BOO 


10 400 


11 500 

6 400 


5 600 

7 200 

... 

VACANT available FOR SALE. . 

16 

24 


175 


50 

11 


19 

5 

4 

MEDIAN PRICE ASKED . DOLLARS . 

... 

... 


... 


... 

... 



... 

... 

GROSS RENT 












RENTER OCCUPIEO .. 

327 

1 047 

67 

1 481 

184 

1 661 

178 

71 

422 

586 

167 

LESS THAN $20 . 

41 

4 

• • • 

36 

28 

12 

8 



8 

8 

$20 TO $39 . 

83 

59 

12 

102 

2B 

74 

15 

11 

81 

94 

8 

$40 TO $59 . 

60 

123 

4 

263 

44 

184 

64 

6 

129 

185 

28 

$60 TO $79 . 

54 

232 

14 

440 

28 

280 

54 


102 

169 

36 

$B0 TO $99 . 

15 

274 

• • t 

265 

16 

480 

• t • 


31 

43 

31 

$100 TO $119 . . 

4 

178 

ff « t 

122 

B 

276 

B 


4 

6 

• • • 

$120 OR MORE . 

• • t 

114 

• • • 

64 

4 

175 



4 


• • • 

NO CASH RENT . 

70 

63 

37 

189 

28 

180 

29 

33 

71 

79 

56 


42 

91 

... 

71 

... 

92 

... 


54 

57 

... 

CONTRACT RENT 












RENTER OCCUPIED . 

257 

984 

30 

1 292 

156 

1 481 

149 

38 

351 

507 

Ill 


26 

78 

... 

54 

... 

77 

... 


38 

39 

... 

VACANT AVAILABLE FOR RENT . 

20 

77 

■ ♦ * 

236 

8 

83 



38 

42 

22 

MEDIAN RENT ASKED . DOLLARS . 

... 

... 

... 

50 



... 

... 




ACRES IN THE PLACE 





Bi 







ALL VACANT UNITS . 

294 

273 

66 

748 


411 

113 

98 

484 

351 

107 

10 ACRES OR more . 

130 

107 

46 

112 


153 

39 

73 

268 

130 

26 

LESS THAN 10 ACRES . 

164 

166 

20 

636 


258 

74 

25 

216 

221 

81 

AVAILABLE VACANT UNITS . 

55 

125 

14 

452 


171 

11 

4 

65 

£1 

26 

10 ACRES OR MORE . 

19 

24 

14 

41 


38 






LESS THAN 10 ACRES . 

36 

101 

... 

411 

_ 

133 

11 


57 

47 

26 
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18-91 


Table 32. Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960—Con. 


[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . , 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR furnace . 

BUILT-IN ROOM UNITS. .... 
OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 
a PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. ... 

6 PERSONS. ... 

7 PERSONS. . . . , 

8 PERSONS OR MORE 
MEDIAN) 

ALL OCCUPIED . , 
OWNER. . . . , 
RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS.. 

I.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 ...... 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 


1 OR MORE, 
NONE . . , 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5i000 . 

$5i000 TO $7i400 . 

$7f500 TO $9i900 . 

SlOiOOO TO $12>400 . 

S12i500 TO $14i900 . 

SlSiOOO To $19i900 . 

SZOiOOO TO $24>900 ..... 

$25>000 OR MORE. 

MEDIAN.. 

VACANT available FOR SALE 
MEDIAN PRICE ASKED ..... 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN .. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 ... . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILA8LE FOR RENT. 
MEDIAN RENT ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 

AVAILABLE VACANT UNITS . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 


DOLLARS 


DOLLARS 


DOLLARS 


DOLLARS 


DOLLARS 


STEVENS 

SUMNER 

THOMAS 

TREGO 

WABAUNSEE 

WALLACE 

WASH¬ 

INGTON 

WICHITA 

WILSON 

WOODSON 

WYAN¬ 

DOTTE 

216 

4 002 

585 

313 

1 747 

518 

2 519 

616 

1 373 

1 564 

5 647 


20 

25 

8 

■1 

21 

20 

a 


8 



738 

200 

26 


95 

448 

77 

35 

150 



1 129 

96 

102 


96 

498 

203 

64 

285 



1 863 

146 

154 

1 144 

260 

1 249 

295 

1 138 

1 033 



191 

37 

* • • 

63 

4 

16 

• 9 9 

103 

82 


13 

61 

81 

23 

28 

42 

288 

33 

13 

6 


143 

3 176 

397 

157 

1 209 

414 

1 956 

479 

923 

1 206 

5 289 

4 

667 

75 

■ 

234 

78 

484 

67 

173 

309 

255 

27 

945 

150 


397 

140 

718 

149 

329 

445 

1 257 

30 

369 

36 


167 

32 

305 

91 

156 

185 

904 

48 

523 

49 


143 

65 

208 

92 

103 

152 

1 109 

22 

325 

54 


96 

55 

131 

36 

72 

41 

B36 

4 

199 

25 


83 

26 

74 

22 

51 

29 

471 

$ • • 

73 

• • • 

• • • 

57 

12 

28 

4 

23 

28 

239 

8 

75 

8 

7 

32 

6 

8 

18 

16 

17 

216 

... 

2.5 

2.3 

$ • » 

2.4 

2.4 

2.2 

2.8 

2.4 

2.2 

3.7 

• • » 

2.3 

2.2 

9 • • 

2.3 

2.3 

2.1 

2.5 

2.2 

2.1 

3.7 


3.4 

• • • 

• • • 

3.5 

... 

2.7 

• 9 • 

3.1 

2.4 

3.6 

127 

2 918 

356 

138 

1 091 

368 

1 890 

424 

833 

1 143 

4 324 

16 

258 

41 

19 

lie 

46 

66 

55 

90 

63 

965 

59 

2 261 

318 

103 

925 

281 

1 459 

319 

623 

856 

4 330 

23 

476 

68 

16 

151 

57 

192 

70 


124 

1 246 

14 

486 

64 

23 

208 

32 

357 

79 


223 

1 284 

14 

882 

119 

44 

340 

126 

556 

115 


322 

1 431 

8 

417 

67 

20 

226 

66 

354 

55 


187 

369 

84 

915 

79 


284 

133 

497 

160 


350 

959 

28 

556 

38 


168 

80 

277 

115 


203 

607 

28 

179 

28 


74 

31 

114 

27 

92 

72 

216 

28 

164 

9 


26 

22 

72 

14 

45 

66 

101 

• » • 

16 

4 

■ 

16 

• • • 

34 

4 

16 

9 

33 

87 

640 

158 

72 

256 

155 

413 

180 

221 

103 

1 476 

88 

2 554 

300 

54 

955 

269 

1 678 

316 

546 

1 173 

3 772 

52 

2 061 

278 

83 

850 


1 387 

274 

572 

786 

3 662 

18 

729 

134 


437 


784 

39 

440 

427 

398 

22 

536 

80 


201 


346 

28 

69 

176 

451 

• • • 

285 

12 


110 


145 

52 

17 

95 

614 

6 

251 

20 


56 

24 

65 


32 

72 

602 

« • • 

116 

4 


27 

4 

29 


4 

16 

792 

3 

84 

8 

4 

11 

8 

16 


10 

9 9 9 

566 

3 

40 

4 

• i « 

8 

4 

9 9 9 


9 9 9 

9 9 9 

123 


40 

16 

20 

« • t 


9 9 9 

24 

9 9 9 

9 9 9 

114 


6 500 

5 200 

... 

6 000- 

5 400 



5 000- 

5 000- 

11 500 

■ 

42 

4 

4 

13 

!” 



12 

7 

73 

84 

915 

79 

54 

264 

133 



300 

350 

959 

16 

18 

• ■ • 

• • • 

4 

• 9 • 



12 

18 

4 

16 

114 

4 

3 

52 

21 

71 

8 

116 

66 

25 

16 

327 

26 

13 

65 

25 

201 

41 

85 

137 

126 

4 

254 

18 


64 

22 

102 

65 

25 

52 

280 

• • * 

52 

4 


21 

27 

12 

11 

9 9 9 

5 

205 

• • t 

38 

t • • 


12 

5 

4 

9 9 9 

9 9 9 

9 9 9 

114 

• • $ 

4 

• • t 


• 9 9 

6 

13 

4 

8 

9 9 9 

62 

32 

108 

27 

16 

46 

27 

70 

31 

54 

52 

143 

• • • 

57 

• • • 

• t f 

59 

... 

50 

... 

39 

46 

78 

52 

807 

52 

36 

238 

106 

427 

129 

246 

298 

816 

... 

42 

. .. 

... 

28 

... 

33 

... 

26 

34 

60 

... 

162 

8 

... 

37 

6 

22 

12 

25 

20 

120 



... 

... 

9 » » 

• 9 9 


9 9 9 

9 9 9 

9 9 9 

9 # • 

73 

826 

IBB 

156 

538 

104 

563 

137 

450 

358 

357 

53 

264 

106 

68 

243 

48 

368 

56 

256 

213 

20 

20 

562 

82 

SB 

295 

56 

195 

81 

192 

145 

337 

6 

256 

22 


87 

13 


12 

60 


204 

6 

47 

10 


37 

5 


9 9 9 

23 


11 

... 

209 

12 

HHKi 

50 

e 


12 

37 


193 


















































































































































18-92 


State and Small Areas 


Table 33, —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; L960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

. 

ALLEN 

ANDERSON 

ATCHISON 

8ARBER 

BARTON 

BOURBON 

BROWN 

BUTLER 

CHASE 

CHAU¬ 

TAUQUA 

CHEROKEE 

CHEYENNE 

TENURE AND COLOR 

— 

■■ 



■ 








ALL OCCUPIED UNITS . 

1 140 


1 067 

525 


1 420 

1 473 

1 657 

546 

562 

1 243 

608 

OWNER OCCUPIED ...... . 

902 


798 

296 


1 196 

953 

1 191 

375 

446 

991 

418 

WHITE. 

902 


794 

296 


1 196 

940 

1 191 

372 

446 

987 

418 

NONWHITE . 

T “ T 


4 

• » • 


• « • 

13 

« * « 

3 

• t % 

4 

9 9 9 

RENTER OCCUPIED. 

238 

216 

269 

229 

343 

224 

520 

466 

171 

116 

252 

190 

white. 

23B 

216 

262 

229 

343 

224 

508 

462 

171 

112 

252 

190 

NONWHITE . 

... 

... 

7 

... 

... 


12 

4 

• •• 

4 

... 

... 

CONDITION AND PLUMBING 













ALL OCCUPIED UNITS ... . 

1 140 

1 125 

1 067 

525 

i 092 


1 473 

1 657 

546 

562 

1 243 

608 

SOUND. 

648 

702 

88B 

459 

836 


1 181 

1 045 

452 

370 

852 

559 

WITH ALL PLUMBING FACILITIES . 

423 

458 

542 

383 

697 


985 

881 

330 

246 

561 

462 

LACKING ONLY HOT WATER . 

12 

10 

28 

5 

17 

11 

24 

21 


8 

20 

9 9 9 

LACKING other PLUMBING FACILITIES. . . . 

213 

234 

318 

71 

122 

457 

172 

143 


116 

271 

97 

□eteriorating . 

448 

386 

155 

61 

204 

372 

263 

520 


165 

347 

45 

WITH ALL PLUMBING FACILITIES . 

175 

77 

58 

22 

125 

65 

96 

177 


58 

127 

16 

LACKING ONLY HOT WATER . 

4 

5 

* • . 

« • « 

5 

5 

4 

8 


4 

4 

9 9 9 

lacking other plumbing FACILITIES. . . . 

269 

304 

97 

39 

74 

302 

163 

335 

39 

103 

216 

29 

dilapidated . 

44 

37 

24 

5 

52 

26 

29 

92 

8 

27 

44 

4 

RENTER OCCUPIED . 

238 

216 

269 

229 

343 

224 

520 

466 

171 

116 

252 

190 

SOUND . 

92 

122 

216 

194 

223 

145 

392 

235 

144 

59 

126 

164 

WITH all plumbing FACILITIES . 

40 

50 

83 

171 

176 

46 

312 

172 

89 

42 

65 

132 

LACKING SOME OR ALL FACILITIES . 

52 

72 

133 

23 

47 

99 

80 

63 

55 

17 

61 

32 

DETERIORATING . 

142 

78 

53 

35 

92 

57 

128 

198 

27 

46 

114 

22 ! 

WITH ALL PLUMBING FACILITIES ...... 

58 

12 

21 

12 

53 

14 

56 

56 

12 

8 

IB 

4 

LACKING SOME OR ALL FACILITIES . 

84 

66 

32 

23 

39 

43 

72 

142 

15 

38 

96 

18 

dilapidated. 

4 

16 

... 

... 

28 

22 

... 

33 

... 

11 

12 

4 

ALL OCCUPIED units . 

1 140 

1 125 

1 067 

525 

1 092 

1 420 

1 473 

1 657 

546 

562 

1 243 

608 

WATER SUPPLY 






mmm 







HOT ANO cold piped WATER INSIDE STRUCTURE. 

727 


711 

445 

877 


1 136 

1 230 

413 

343 

797 

519 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

116 


95 

26 

90 


82 

128 

31 

65 

181 

39 

PIPED WATER outside STRUCTURE. 

20 


8 

8 

8 


17 

25 

• • • 

14 

12 

4 

NO PIPED WATER . 

277 

381 

253 

46 

117 

529 

238 

274 

102 

140 

253 

46 

TOILET FACILITIES 













FLUSH TOILET* EXCLUSIVE USE. . . 

630 

554 

628 

410 

860 

643 

1 117 

1 103 

377 

320 

732 

478 

FLUSH TOILET* SHARED . 

... 

• t - 

4 

• ft 

4 

* t • 

4 

4 

• • • 

• 9 • 

9 9 9 

9 9 9 

OTHER TOILET FACILITIES OR NONE. 

510 

571 

435 

115 

228 

777 

352 

550 

169 

242 

511 

130 

BATHING FACILITIES 













BATHTUB OR SHOWER* EXCLUSIVE USE .... . 

678* 

594 

692 

443 

886 

698 

1 148 

1 197 

405 

336 

773 

496 

BATHTUB OR SHOWER* SHARED. ........ 

. • . 

4 

4 

• • « 

4 

« « • 

4 

4 

• • • 

• B 9 

9 9 9 

9 9 9 

NO BATHTUB OR SHOWER . 

462 

527 

371 

82 

202 

722 

321 

456 

141 

226 

470 

112 

ROOMS 













I ROOM . 

• • • 


3 


4 

iO 

• • • 

• • • 

* t • 

9 •• 

4 

9 9 9 

2 ROOMS. 

4 

. . . 

12 

... 

8 

4 

4 

4 

• • • 

4 

4 

9 9 9 

3 ROOMS. 

• • • 

25 

26 

4 

36 

42 

21 

41 

• • • 

22 

53 

12 

4 ROOMS. 

112 

83 

95 

75 

77 

258 

94 

242 

43 

111 

260 

90 

5 ROOMS. ... . . . . 

362 

289 

219 

130 

210 

428 

229 

451 

86 

185 

335 

148 

6 ROOMS. 

286 

271 

275 

156 

193 

333 

357 

424 

170 

124 


129 

7 ROOMS. 

218 

248 

191 

69 

194 

183 

358 

238 

115 

41 


84 

B ROOMS OR MORE. 

158 

209 

246 

91 

370 

162 

410 

257 

132 

75 


145 

MEDIANI 













ALL OCCUPIED . 

5.6 

6.1 

6.1 

5.8 


5.4 

6*6 

5.7 

6.3 

5.3 


5.9 

OWNER . 

5.8 

6.2 

6.2 

5.9 


5.5 

6.6 

5.8 

6.4 

5.2 


5.9 

RENTER . 

6.1 

5.8 

6.0 

5.8 


5.2 

6.7 

5.4 


... 

^B 

... 

YEAR STRUCTURE BUILT 













1955 TO MARCH I960 . 

33 

46 

31 

18 

24 

40 

30 

92 


21 

46 

12 

1950 TO 1954 . 

48 

44 

43 

28 

44 

60 

28 

60 


B 

64 

16 

1940 TO 1949 . 

56 

43 

50 

42 

57 

65 

40 

108 


43 

76 

46 

1930 TO 1939 . 

iOO 

97 

84 

20 

112 

135 

105 

115 


69 

98 

32 

1929 OR EARLIER . 

903 

895 

859 

417 

855 

1 120 

1 270 

1 262 

446 

421 

957 

500 

HEATING EQUIPMENT 













STEAM OR HOT WATER . 

4 

4 

32 

* « • 

32 

13 

30 

17 

23 

4 

9 • • 

12 

WARM AIR furnace . 

40 

92 

202 

70 

298 

104 

456 

228 

74 

8 

72 

105 

BUILT-IN ROOM UNITS . 

126 

162 

197 

166 

231 

173 

358 

381 

71 

35 

157 

131 

OTHER MEANS WITH FLUE . 

922 

848 

620 

269 

523 

1 108 

607 

969 

370 

471 

1 006 

360 

other means WITHOUT FLUE ......... 

48 

15 

12 


8 

17 

22 

56 

8 

35 

4 

9 9 9 

NONE . 

... 

4 

4 



5 


4 

... 


4 

... 

SOURCE OF WATER 




mM 









PUBLIC SYSTEM OR PRIVATE COMPANY . 

114 

27 

30 


11 

35 

5 

21 

10 


44 

5 

INDIVIDUAL WELL. 

928 

1 027 

972 

447 

1 092 

1 296 

i 447 

1 573 

521 

431 

1 102 

582 

other . 

105 

57 

58 

52 

26 

79 

51 

50 

14 

116 

127 

5 

SEWAGE DISPOSAL 













PUBLIC SEWER . 

15 

5 


5 

5 



5 


• • • 

5 

• 9 9 

SEPTIC TANK OR CESSPOOL . 

668 

562 

598 

362 

892 

623 

1 123 

i 077 

315 

274 

715 

426 

OTHER OR NONE . 

464 

544 

462 

143 

232 

787 

380 

562 

230 

284 

S’53 

166 

HOME FOOD FREEZER 













1 OR MORE . 

469 

556 

621 

292 

676 

442 

621 

908 

346 

472 

421 

513 


634 

649 

493 

_1 

266 

_1 

294 

970 

736 

759 

184 

126 

688 

149 










































































































































Kansas 


18-93 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics op 
Occupied Rural-Farm Housing Units, for Counties: I960— Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Ye.u Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE ANO COLOR 

ALU OCCUPIED UNITS . . 

OWNER OCCUPIED . 

WHITE. 

NONWHiTE . 

RENTER OCCUPIED. 

WHITE. 

nonwhite . 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . • . 

DETERIORATING. 

WITH AlL plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

.. 


ALL OCCUPIED UNITS . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOlLETi EXCLUSIVE USE. 

FLUSH TOILET I SHARED. 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWERi EXCLUSIVE USE ... • 

BATHTUB OR SHOWERi SHARED. 

NO BATHTUB OR SHOWER . 

ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN! 

ALL OCCUPIED . 

OWNER. 

renter . 


YEAR structure BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 

heating EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . 

NONE. 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC sewer . 

SEPTIC TANK OR CESSPOOL. . . ■ 
OTHER OR NONE. . ... 

HOME FOOD FREEZER 


1 OR MORE.. • 

NONE. 


CLARK 

CLAY 

CLOUD 

COFFEY 

COMANCHE 

COWLEY 

CRAWFORD 

DECATUR 

DICKIN¬ 

SON 

DONIPHAN 

DOUGLAS 

EDWARDS 

202 

1 161 

1 14B 

1 154 

363 


1 502 

686 

1 612 

1 087 


451 

122 

748 

819 

920 

168 


1 275 

495 

1 231 

794 


265 

122 

748 

819 

920 

188 


1 271 

495 

1 231 

794 

1 146 

265 




•ft 

... 

4 

4 

• * ■ 

• • • 

• • • 

7 

• t # 

BO 

413 

329 

234 

175 

497 

227 

191 

381 

293 

194 

186 

BO 

413 

329 

234 

175 

497 

227 

191 

381 

293 

194 

186 

202 

1 161 

1 14B 

1 154 

363 

1 710 

1 502 

686 

1 612 

1 087 

1 347 

451 

180 

911 

812 

1 015 

286 


1 165 

600 

1 375 

B6I 

1 047 

329 

163 

707 

625 

638 

280 


707 

513 

1 052 

553 

852 

309 


e 

15 

12 



24 

• f • 

15 

17 

12 

12 

17 

196 

172 

365 

8 

324 

434 

87 

308 

291 

183 

8 

22 

231 

291 

135 

71 

409 

237 

86 

201 

226 

235 

114 

la 

67 

114 

16 

53 

182 

68 

50 

103 

50 

117 

78 



4 

4 

• • • 

4 

9 

• • • 

4 

8 

• • • 

8 


164 

173 

115 

18 

223 

160 

36 

94 

168 

lie 

28 


19 

45 

4 

4 

28 

100 

... 

36 

... 

65 

8 

80 

413 

329 

234 

175 

497 

227 

191 

381 

293 

194 

186 

72 

279 

206 

194 

134 

339 

152 

161 


222 

129 

122 

63 

198 

13B 

110 

130 

203 

51 

122 


139 

98 

114 

9 

81 

68 

84 

4 

136 

101 

39 


83 

31 

6 

B 

130 

99 

40 

41 

146 

58 

30 


71 

51 

64 

4 

51 

29 

8 

30 

52 

8 

22 


14 

13 

37 

4 

79 

70 

32 

11 

94 

50 

8 

^Bf 

57 

38 

27 


4 

24 

... 

... 

12 

17 

mmm 

BBI 

... 

14 

• • * 

202 

1 161 

1 148 

1 154 

363 

1 710 

1 502 

686 

1 612 

1 087 

1 347 

451 

194 

846 

629 

747 

349 

m 


586 

1 245 

639 

1 078 

406 

4 

69 

90 

U2 

10 



40 

94 

126 

78 

33 


9 

12 

B 

• • • 


8 

• • • 

12 

24 

• • « 

• • t 

4 

237 

217 

287 

4 

321 

412 

58 

261 

296 

191 

12 

181 

7B6 

762 

670 

333 

1 143 

824 

563 

1 206 

628 

1 006 

415 




“ T ■ 

4 

• • ■ 

4 

4 

4 

• 9 • 

12 

• • • 

21 

375 

386 

484 

26 

567 

674 

119 

402 

459 

329 

36 

181 

823 

612 

763 

340 

1 194 

899 

587 

1 234 

648 

1 033 

428 




• • • 

4 

f > t 

4 

4 

4 

• • « 

12 

• • • 

21 

338 

336 

391 

19 

516 

599 

95 

374 

439 

302 

23 






3 





5 

• t • 


4 


4 

- • . 

14 

e 

4 

4 

B 

8 

• • t 


12 


24 

7 

33 

32 

8 

20 

20 

57 

6 

29 

81 


84 

49 

238 

282 

98 

126 

154 

IBl 

46 

73 

197 

293 

283 

87 

417 

379 

186 

231 

239 

226 

73 

47 

356 

236 

325 

98 

471 

425 

139 

429 

279 

343 

95 


267 

243 

202 

61 

266 

179 

136 

395 

159 

283 

94 

14 

244 

246 

232 

61 

268 

197 

115 

407 

228 

244 

i35 

s.u 

6«3 

6.1 

6.1 

5.9 

5.8 

5.6 

5.8 


HE 

HR 

6.5 


6«4 

6.2 

6.0 

• • • 

5.S 

5.6 

5.7 



^BB 


... 

6.1 

6.0 

6.2 

... 

5.9 

5.7 

• • • 

B 

B 

B 



31 

16 

40 

8 

34 

24 

29 

54 

16 

64 

4 

24 

27 

40 

20 

• • # 

44 

44 

32 

51 

8 

81 

16 


46 

51 

52 

13 

101 

47 

2B 

52 

21 

60 

7 


95 

55 

76 

19 

164 

92 

16 

142 

87 

121 

27 

16B 

962 

986 

966 

323 

1 367 

1 295 

581 

1 313 

955 

1 021 

397 




4 

3 

4 

12 


15 

24 

42 

24 


295 

212 

144 

47 

109 

175 

145 

433 

283 

420 

81 


212 

227 

143 

177 

312 

136 

178 

362 

131 

281 

161 

• 109 

623 

700 

B43 

136 

1 159 

1 159 

363 

755 

645 

583 

174 

. u 

19 

9 

20 

• • • 

122 

16 

• • f 

27 

4 

21 


■ 

4 

... 

... 

• • • 

4 

4 



... 



■ 

34 

46 

36 


96 

236 

5 

89 

40 

56 

5 


017 

1 071 

999 

329 

1 610 

1 134 

693 

1 296 

898 

1 102 

451 

97 

27 

105 

57 

26 

120 

5 

244 

138 

164 

15 

H 


1 i 

5 


10 

5 


14 

• • • 

5 

5 


701 

545 

672 

343 

1 036 

791 

570 

1 144 

521 

963 

433 

. 26 

438 

588 

463 

43 

686 

694 

133 

471 

555 

354 

33 


785 

586 

556 

102 

799 

487 

373 

775 

64^ 

951 

107 

. 12: 

42S 

571 

641 

183 

846 

1 045 

25: 

781 

50t 

4B3| 25t 









































































































































18-94 


State and Small Areas 


Table 33.— Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, fqr Counties: 1960 Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

ELK 

ELLIS 

ELLS¬ 

WORTH 

TENURE AND COLOR 




ALL OCCUPIED UNITS . 

601 

762 

700 


472 

516 



472 

516 

496 


• • • 

246 

204 

RENTER OCCUPIED. . 

129 

WHITE.. 

129 

246 

204 

NONWHITE . 

• • • 

a a • 


CONDITION AND PLUMBING 




ALL OCCUPIED UNITS . 

601 

762 

700 


352 

659 

563 

WITH ALL PLUMBING FACILITIES . 

222 

472 

427 

lacking only hot water . 

8 

12 

11 

LACKING OTHER PLUMBING FACILITIES. . . . 

122 

175 

125 

DETERIORATING. 

233 

87 

129 

WITH ALL PLUMBING FACILITIES . 

53 

30 

48 

LACKING ONLY HOT WATER . 

4 

57 

8 

LACKING OTHER PLUMBING FACILITIES. . . • 

176 

73 


16 

16 

B 

RENTER OCCUPIED. 

129 

246 

204 


69 

205 

163 

WITH ALL PLUMBING FACILITIES . 

48 

129 

104 

LACKING some or ALL FACILITIES . 

21 

76 

59 

DETERIORATING. 

56 

33 

57 

WITH all PLUMBING FACILITIES ...... 

17 

13 

13 

LACKING SOME OR ALL FACILITIES . 

39 

20 

24 

DILAPIDATED. 

4 

8 

4 

ALL OCCUPIED Units . 

601 

762 

700 

WATER SUPPLY 




HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

299 

518 

502 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

58 

69 

81 

PIPED WATER OUTSIDE STRUCTURE. 

12 

27 

117 

NO PIPED WATER . 

232 

148 

TOILET FACILITIES 




FLUSH TOILET. EXCLUSIVE USE. 

287 

514 

502 

FLUSH TOILET. SHARED . • 

• • * 

a a a 

198 

OTHER TOILET FACILITIES OR NONE . 

314 

248 

BATHING FACILITIES 




BATHTUB OR SHOWER. EXCLUSIVE USE .... . 

326 

534 

513 

BATHTUB OR SHOWER. SHARED . 

• a a 

228 

187 

NO BATHTUB OR SHOWER .* 

275 

ROOMS 





... 

13 

... 


4 

8 


16 

55 


113 

145 

93 


160 

165 

88 


158 

140 

136 

7 ROOMS . 

64 

118 

152 

8 ROOMS OR MORE. . 

86 

148 

223 

MEDIAN) 




ALL OCCUPIED . 



6 •? 




6.7 


■1 


6.4 

YEAR STRUCTURE BUILT 

■ 



1955 TO MARCH 1960 . 


37 

19 

1950 TO 1954 . 

28 

57 

32 


13 

96 

20 


44 

57 

20 

1929 OR EARLIER. 

513 

515 

609 

HEATING EQUIPMENT 




steam or hot WATER . 

a a . 

16 

16 

WARM AIR FURNACE.. 

8 

187 

144 

BUILT-IN ROOM UNITS. 

82 

197 

108 

OTHER MEANS WITH FLUE. 

507 

350 

424 

OTHER MEANS WITHOUT FLUE . 

4 

e 

8 

NONE. 

... 

4 

... 

SOURCE OF WATER 




PUBLIC SYSTEM OR PRIVATE COMPANY . 

20 

5 

10 

INDIVIDUAL WELL. 

515 

738 

652 

OTHER. 

78 

21 

34 

SEWAGE DISPOSAL 




PUBLIC SEWER.. . . . 


5 

aa« 

SEPTIC TANK OR CESSPOOL, i . 

265 

537 

447 

OTHER OR NONE. 

348 

222 

249 

HOME FOOD freezer 




1 OR MORE. 

73 

429 

386 

NONE.. . . . 

491 

33C 

347 


FINNEY 


FORD 


FRANKLIN 


GEARY 


GOVE 


GRAHAM 


GRANT 


GRAY 


GREELEY 


545 

314 

314 

231 

231 


803 

532 

532 

271 

271 


1 498 
I 259 
1 255 
4 

239 

235 

4 


512 

396 

396 

116 

116 


476 

368 

368 

108 

108 


512 

351 

323 

26 

161 

161 


230 

111 

111 

119 

119 


497 

311 

311 

186 

186 


158 

T18 

118 

*40 

40 


545 

469 

425 

*44 

59 

16 

43 

17 


803 

658 

587 

3 

68 

133 

83 

8 

42 

12 


1 498 
1 191 
794 
12 
385 
254 
72 

1B2 

53 


512 

440 

349 

8 

83 

68 

24 

4 

40 

4 


476 

343 

308 

35 
129 

93 

36 
4 


512 

409 

344 

4 

61 

92 

50 

4 

38 

11 


230 

183 

173 

10 

36 

24 

12 

11 


497 

405 

374 

31 

84 

48 

36 

8 


156 

100 

91 

4 

5 
48 
34 

14 

10 


231 

183 

174 

9 

39 

12 

27 

9 


271 

199 

153 

46 

64 

42 

22 

8 


239 

171 

79 

92 

60 

8 

52 

8 


116 

90 

5? 

31 

26 

11 

15 


lOB 

57 

42 

15 

51 

40 

11 


161 

109 

65 

44 

44 

23 

21 

B 


119 

87 

83 

4 

28 

16 

12 

4 


186 

132 

117 

15 

50 

18 

32 

4 


40 

24 

20 

4 

16 

6 

10 


545 


803 


1 498 


512 


476 


512 


230 


497 


158 


466 

20 

9 

50 


726 

31 

11 

35 


966 

117 

25 

390 


429 

24 

4 

55 


410 

12 

4 

50 


412 

26 

9 

65 


211 

11 

8 


458 

22 

17 


147 

11 


446 

8 

91 


689 

114 


866 

612 


389 

123 


401 

75 


406 

4 

102 


200 

3 

27 


430 

*67 


134 

24 


454 

8 

83 


713 

90 


954 

544 


401 

111 


405 

71 


411 

4 

97 


204 

3 

23 


440 

57 


137 

21 


9 

36 

66 

160 

134 

66 

72 


5.5 

5.7 

5.4 


12 

20 

76 

233 

178 

97 

187 

5.8 

6.0 

5.6 


12 

24 

124 

340 

436 

304 

258 


6.1 

6.1 

5.7 


**e 

27 

111 

166 

102 

96 

6.2 

6.2 


4 

12 

8 

69 

70 
143 

97 

73 

6.0 

6.2 


8 

4 

98 

108 

132 

90 

72 

5.8 

6.0 


4 

4 

12 

52 

31 
48 

32 
47 


4 

6 

65 

124 

152 

46 

98 


5.8 5.6 

... 5.9 


7 

10 

23 

47 

25 

19 

27 


36 

4 

56 

39 

43 

48 

56 

76 

64 

80 

76 

95 

334 

604 

1 235 


16 

12 

16 

40 

428 


19 

56 

60 

24 

317 


33 

28 

41 

357 


16 

52 

33 

19 

110 


20 

15 

65 

46 

351 


5 

25 

30 

28 

.70 


138 

159 

239 

9 


8 

227 

255 

313 


12 
164 
217 
1 073 
12 


4 

161 

107 

231 

9 


12 

89 

139 

232 

4 


92 

162 

254 

4 


51 

100 

76 

3 


70 

226 

201 


34 

58 

66 


495 

20 


802 

10 


70 
1 241 
150 


525 


29 

393 

21 


31 

471 

14 


13 

214 


9 

495 


6 

160 


411 

104 


721 

91 


35 

839 

587 


370 

155 


5 

369 

69 


20 

384 

112 


207 

20 


5 

449 

50 


160 

6 


429 

219 


530 631 

246 1 032 


266 

183 


401 

187 


238 

219 


166 

46 


316 

166 


109 

18 
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Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezet 


SUBJECT 

GREEN¬ 

WOOD 

HAMILTON 

HARPER 

HARVEY 

HASKELL 

HODGEMAN 

JACKSON 

JEFFER¬ 

SON 

JEWELL 

JOHNSON 

KEARNY 

KINGMAN 

TENURE AND COLOR 













ALL OCCUPIED UNITS . 

8B1 

209 

999 

1 168 

262 

430 

1 460 

1 376 

1 125 

1 292 

254 

1 111 

OWNER OCCUPIED . 

649 

123 

640 

780 

157 

301 

1 159 

1 119 

859 

999 

136 

729 

WHITE. 

649 

123 

640 

780 

157 

301 

1 149 

1 115 

859 

999 

136 

729 

NONWHITE . 

« • t 

• • « 

... 

* • • 


• • • 

10 

4 

... 

• • • 


• • « 

RENTER OCCUPIED. 

232 

86 

359 

368 

105 

129 

301 

259 

266 

293 

118 

382 

WHITE. 

232 

86 

359 

388 

105 

129 

287 

259 

266 

289 

118 

382 

NONWHITE . 

... 

... 

... 

... 

... 

... 

14 

... 

... 

4 

... 

... 

CONDITION AND PLUMBING 













ALL OCCUPIED UNITS . 

881 

209 

999 

1 168 

262 

430 

1 460 

1 378 

1 125 

1 292 

254 

1 111 

SOUND. 

633 

161 

752 

648 

250 

395 

804 

921 

779 

912 

194 

825 

WITH ALL PLUMBING FACILITIES . 

461 

135 

620 

666 

235 

355 

534 

665 

534 

819 

186 

703 

LACKING ONLY HOT WATER . 

32 

» • • 

• • • 

20 

. • . 

8 

5 

16 

9 

• t • 

• • - 

■ • t 

LACKING OTHER PLUMBING FACILITIES. . . . 

140 

26 

132 

162 

15 

32 

265 

240 

236 

93 

8 

122 

DETERIORATING. 

186 

38 

235 

292 

12 

27 

573 

401 

326 

267 

52 

282 

WITH ALL PLUMBING FACILITIES . 

65 

13 

110 

160 

8 

7 

132 

148 

133 

140 

33 

145 

LACKING ONLY HOT WATER . 

• • • 

■ • • 

8 

12 

• • • 

• • • 

13 

16 

4 

• • • 

« • • 

• • • 

LACKING OTHER PLUMBING FACILITIES. . . . 

121 

25 

117 

120 

4 

20 

428 

237 

189 

127 

19 

137 

DILAPIDATED. 

62 

10 

12 

28 

... 

8 

83 

56 

20 

113 

8 

4 

RENTER OCCUPIED. 

232 

86 

359 

388 

105 

129 

30l 

259 

266 

293 

118 

382 

SOUND. 

168 

57 

292 

252 

101 

118 

138 

144 

143 

178 

81 

271 

WITH ALL PLUMBING FACILITIES . 

96 

36 

229 

184 

93 

107 

87 

99 

71 

150 

73 

207 

LACKING SOME OR ALL FACILITIES . 

72 

21 

63 

68 

8 

11 

51 

45 

72 

28 

8 

64 

DETERIORATING. 

48 

29 

67 

124 

4 

11 

148 

107 

123 

87 

29 

111 

WITH All plumbing facilities . 

16 

4 

34 

76 


3 

22 

32 

33 

48 

25 

52 

LACKING SOME OR ALL FACILITIES . 

32 

25 

33 

48 

4 

8 

126 

75 

90 

39 

4 

59 

DILAPIDATED. 

16 

... 

... 

12 

... 

... 

15 

8 

... 

28 


... 

ALL OCCUPIED UNITS . 

881 

209 

999 

1 168 

262 

430 

1 460 

1 378 

1 125 

1 292 

254 

1 111 

WATER SUPPLY 













HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

590 

161 

835 

966 

254 

366 

788 

950 

723 

1 032 

231 

930 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

64 

17 

51 

116 

4 

20 

126 

139 

101 

72 

15 

91 

PIPED WATER OUTSIDE STRUCTURE. 

16 

5 

9 

8 

• t • 

t • • 

33 

16 

12 

17 

• • • 

• • • 

NO PIPED WATER . 

211 

26 

104 

78 

4 

44 

513 

273 

289 

171 

8 

90 

TOILET FACILITIES 













FLUSH TOILETi EXCLUSIVE USE. 

570 

148 

750 

870 

243 

370 

696 

874 

688 

988 

219 

848 

FLUSH TOILETi SHARED.. . . . . 

• • • 

• • * 

4 

■ • • 

• t • 

4 

4 

8 

• t • 

• • t 

4 

• • • 

OTHER TOILET FACILITIES OR NONE. 

311 

61 

245 

298 

19 

56 

760 

496 

437 

304 

31 

263 

BATHING FACILITIES 













BATHTUB OR SHOWERi EXCLUSIVE USE . 

606 

148 

781 

990 

250 

378 

784 

927 

733 

1 020 

227 

908 

bathtub or SHOWERi SHARED. 

• • « 

• • « 

4 

• • • 

t t t 

t • • 

4 

8 

• • • 

• • • 

• • • 

t f • 

NO BATHTUB OR SHOWER . 

275 

61 

214 

178 

12 

52 

672 

443 

392 

272 

27 

203 

ROOMS 













I ROOM.. . 


4 

--- 

• * * 


7 

4 

4 

• a • 

8 

• • f 

« • t 

Z ROOMS. 

» • • 

5 

• • • 

8 

4 

• • • 

12 

12 

9 

13 

• • t 

• • • 

3 ROOMS... 

20 

12 

24 

20 

23 

24 

21 

64 

4 


, • • 

4 

4 ROOMS. 

116 

45 

78 

89 

34 

63 

216 

158 

57 


36 

120 

5 ROOMS. 

225 

80 

277 

229 

68 

108 

366 

291 

262 


75 

256 

6 ROOMS. 

206 

36 

296 

273 

61 

91 

430 

323 

250 

336 

51 

318 

7 ROOMS. 

149 

13 

150 

256 

32 

62 

248 

251 

218 

211 

40 

197 

e ROOMS OR MORE. 

165 

14 

174 

293 

40 

75 

163 

275 

325 

209 

52 

216 

MEOIANI 













ALL OCCUPIED . 

5.9 

5.0 


6.4 


5.6 

5.8 

6.0 

6.4 

5.8 

5.8 

6.1 

OWNER. 

5.8 



6.3 


5.a 

5.7 

6.0 

6.4 

5.9 

• • • 

6.0 

RENTER . 

6.1 

... 


6.4 


... 

6.1 

6.1 

6.6 

5.7 

... 

6.1 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 . 

28 

4 

34 

56 

38 

B 

25 

77 

42 

89 

8 

8 

1950 TO 1954 ... 

12 

35 

24 

41 

16 

25 

31 

68 

30 

92 

19 

64 

1940 TO 1949 . 

44 

54 

56 

89 

38 

73 

46 

77 

24 

116 

38 

61 

1930 TO 1939 . 

56 

39 

39 

88 

24 

79 

103 

80 

34 

152 

31 

99 

1929 OR EARLIER. 

741 

77 

846 

894 

146 

245 

1 255 

1 076 

995 

843 

158 

879 

HEATING EQUIPMENT 













STEAM OR HOT WATER . 

4 

• • • 

4 

24 

• • ■ 

• • • 

16 

12 

4 

36 

t • • 

8 

WARM AIR FURNACE . 

81 

49 

185 

261 

54 

263 

175 

268 

208 

534 

22 

155 

BUILT-IN ROOM UNITS. 

139 

68 

317 

284 

93 

53 

204 

266 

239 

201 

24 

254 

other MEANS WITH FLUE. 

649 

92 

481 

591 

115 

114 

1 061 

800 

674 

497 

200 

694 

other MEANS WITHOUT FLUE . 

8 

• • • 

12 

4 

• • • 

t • • 

4 

26 

• • • 

20 

8 

• • • 

NONE. 

... 

... 

... 

4 

... 

... 

... 

4 

... 

4 

... 

... 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY . 

20 

21 

62 

75 

• • • 

• t • 

5 

66 

23 

139 

5 

11 

INDIVIDUAL WELL. 

621 

180 

860 

1 056 

239 

430 

1 369 

1 225 

1 046 

991 

242 

1 096 

OTHER. 

247 

5 

104 

40 

5 

... 

76 

55 

60 

18B 

... 

35 

SEWAGE DISPOSAL 













PUBLIC SEWER . 

t t • 

11 

15 

25 

• • • 

• • • 

• • • 

• • • 

• • t 

20 

5 

• ft 

SEPTIC TANK OR CESSPOOL. 

533 

162 

749 

814 

218 

401 

670 

827 

680 

950 

222 

885 

OTHER OR NONE. . 

355 

33 

262 

332 

26 

29 

780 

519 

449 

348 

20 

257 

HOME FOOD FREEZER 













1 OR MORE. 

456 

117 

512 

695 

274 

213 

533 

809 

551 

697 

165 

557 

NONE. 

373 

105 

353 

461 

83 

214 

968 

702 

538 

477 

115 

432 
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State and Small Areas 


Table 33. —Tenuile, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


--- 

SUBJECT 

KIOWA 

LABETTE 

LANE 

LEAVEN¬ 

WORTH 

LINCOLN 

LINN 

LOGAN 

LYON 

MC¬ 

PHERSON 

-1 

MARION 

MARSHALL 

TENURE AND COLOR 








■ 










ALL OCCUPIED UNITS . 

405 

1 

552 

336 

1 

405 


■ 

221 

258 

1 

346 

1 

769 

1 713 

1 

679 

OWNER OCCUPIED . 

242 

1 

372 

217 

1 

238 


■j 

003 

166 

1 

074 

1 

271 

1 293 

1 

171 

WHITE. 

242 

1 

372 

217 

1 

231 


■1 

003 

159 

1 

070 

1 

271 

1 293 

1 

171 

NONWHITE . 

* • t 


• • 

« • • 


7 

• • • 


• • f 

7 


4 


• • • 

• f • 


• • • 

RENTER OCCUPIEO. 

163 


180 

119 


167 

256 


218 

92 


272 


498 

420 


508 

WHITE. 

163 


180 

119 


157 

256 


218 

87 


272 


498 

420 


504 

NONWHITE . 

... 


... 

... 


10 

... 


... 

5 


... 


• • • 

• • • 


4 

CONDITION AND PLUMBING 


















ALL OCCUPIEO UNITS . 

405 

1 

552 

336 

1 

405 

760 

1 

221 

258 

1 

346 

1 

769 

1 713 

1 

679 

SOUND. 

232 

1 

166 

253 

1 

049 

662 


942 

238 


946 

1 

444 

1 270 

1 

128 

WITH ALL PLUMSING FACILITIES . 

220 


793 

244 


780 

513 


541 

170 


664 

1 

077 

887 


686 

LACKING ONLY HOT WATER . 

• • • 


16 

• • • 


• • • 

12 


16 

• • • 


17 


44 

50 


20 

LACKING OTHER PLUMBING FACILITIES. . . . 

12 


357 

9 


269 

137 


385 

68 


265 


323 

333 


422 

DETERIORATING. 

137 


347 

75 


289 

94 


243 

11 


339 


289 

386 


494 

WITH ALL PLUMBING FACILITIES . 

108 


115 

62 


80 

68 


33 

8 


136 


132 

125 


179 

LACKING ONLY HOT WATER . 

• • • 


8 

• • • 


9 

• • • 


• • • 

■ $ « 


8 


12 

12 


4 

LACKING OTHER PLUMBING FACILITIES. . . . 

29 


224 

13 


200 

26 


210 

3 


195 


145 

249 


311 

DILAPIDATED. 

36 


39 

8 


67 

4 


36 

9 


61 


36 

57 


57 

RENTER OCCUPIEO. 

163 


180 

119 


167 

256 


218 

92 


272 


498 

420 


508 

SOUND. 

97 


100 

85 


107 

206 


138 

87 


165 


387 

274 


266 

WITH ALL PLUMBING FACILITIES . 

89 


48 

81 


58 

132 


28 

58 


74 


216 

141 


148 

LACKING SOME OR ALL FACILITIES . 

8 


52 

4 


49 

74 


110 

29 


91 


171 

133 


118 

DETERIORATING. 

58 


64 

26 


36 

46 


68 



88 


91 

125 


218 

WITH ALL PLUMBING FACILITIES . 

41 


16 

26 


8 

28 


9 



35 


49 

36 


63 

LACKING SOME OR ALL FACILITIES . 

17 


48 

• • • 


28 

18 


59 



53 


42 

89 


155 

OILAPIOATEO. 

a 



8 


24 

4 


12 



19 


20 

21 


24 

ALL OCCUPIEO UNITS . 

405 

1 

552 

336 

■ 

■ 

760 

■ 



1 

346 

1 769 

1 713 

1 

679 

WATER SUPPLY 


















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

348 


988 

323 


964 

610 


720 

196 


929 

1 

361 

1 164 


999 

ONLY COLO PIPED WATER INSIOE STRUCTURE . . 

20 


115 

• • • 


77 

45 


84 

13 


109 


196 

211 


150 

PIPED WATER OUTSIDE STRUCTURE . 

• • • 


8 

• • • 


12 

9 


15 

• • f 


• • t 


29 

16 


20 

NO PIPED WATER . 

37 


441 

13 


352 

96 


402 

49 


308 


183 

322 


510 

TOILET FACILITIES 


















FLUSH TOILETt EXCLUSIVE USE . 

344 


932 

314 


881 

593 


598 

182 


841 

1 

276 

1 102 


906 

FLUSH TOILETt SHARED . 

♦ • t 


• 

• • • 


4 

• • • 


4 

4 


8 


• • • 

8 


• • • 

OTHER TOILET FACILITIES OR NONE . 

61 


620 

22 


520 

167 


619 

72 


497 


493 

603 


773 

BATHING FACILITIES 


















8ATHTU8 OR SHOWER i EXCLUSIVE USE . 

344 


975 

314 


897 

610 


662 

187 


902 

1 

425 

1 242 


992 

BATHTUB OR SHOWERt SHARED. 

• • • 


• • 



• • • 

• • « 


4 

4 


4 


4 

12 


• • • 

NO BATHTUB OR SHOWER . 

61 


577 

22 


508 

150 


555 

67 


440 


340 

459 


687 

ROOMS 


















1 ROOM .... . 

• • • 


4 



8 

• • • 


• • • 

• • • 


t • • 


• • t 

• • • 


4 

2 ROOMS. 

• • f 


8 

4 


12 

• • • 


8 

16 


4 


4 

8 


4 

3 ROOMS. 

a 


23 

16 


81 

8 


37 

11 


4 


30 

20 


12 

4 ROOMS. 

54 


285 

39 


231 

56 


213 

55 


119 


122 

147 


100 

5 ROOMS . 

88 


503 

64 


309 

132 


307 

46 


321 


191 

353 


230 

6 ROOMS . 

88 


360 

102 


385 

189 


375 

75 


342 


333 

' 380 


420 

7 ROOMS . 

79 


219 

63 


224 

179 


140 

35 


259 


477 

371 


425 

8 ROOMS OR MORE . 

88 


150 

48 


155 

196 


141 

20 


297 


612 

434 


484 

MEDIAN 1 


















ALL OCCUPIED . 

6.1 


5.4 

5.9 


5.7 

6.5 


5.6 

5.5 


6.2 


6.9 

6.4 


6.7 

OWNER . 

6.4 


5.4 

6.1 


5.7 

6.7 


5.6 

• f • 


6.2 


6.9 

6.5 


6.7 

RENTER . 

... 


... 

... 


... 

5.9 


5.7 

... 


6.2 


7.0 

6.0 


6.6 

YEAR STRUCTURE BUILT 


















1955 TO MARCH 1960 . 

12 


76 

13 


88 

12 


23 

19 


22 


43 

52 


20 

1950 TO 1954 . 

24 


59 

26 


80 

B 


45 

24 


31 


53 

52 


36 

1940 TO 1949 . 

8 


79 

55 


80 

36 


78 

26 


44 


54 

65 


40 

1930 TO 1939 . 

23 


131 

28 


147 

28 


90 



113 


154 

146 


88 

1929 OR EARLIER . 

338 

1 

207 

214 

1 

010 

676 


985 


■ 

136 

1 

465 

1 398 

1 

495 

HEATING EQUIPMENT 











■ 







STEAM OR HOT WATER . 

8 


4 

• • • 


24 

• • • 


4 


■ 

14 


8 

29 


25 

WARM AIR FURNACE . 

60 


47 

38 


480 

153 


111 



283 


372 

264 


287 

BUILT-IN ROOM UNITS . 

115 


196 

138 


116 



227 



161 


332 

325 


287 

other MEANS WITH FLUE . 

218 

1 

241 

160 


741 



840 

133 


792 

1 

037 

1 055 

1 

055 

other MEANS WITHOUT FLUE . 

4 


60 

« • • 


40 



36 

3 


92 


16 

40 


25 

NONE . 

... 


4 

... 


4 

• • • 


3 

... 


4 


4 

... 


... 

SOURCE OF WATER 


















PUBLIC SYSTEM OR PRIVATE COMPANY . 

• • • 


115 

16 


40 

5 


34 

• • • 


30 


25 

51 


47 

INDIVIDUAL WELL . 

377 

1 

175 

353 

1 

222 

713 

1 

132 

244 

1 

152 

1 

667 

1 581 

1 

569 

OTHER. 

10 


257 

... 


109 

23 


54 

9 


139 


57 

110 


55 

SEWAGE DISPOSAL 


















PUBLIC SEWER . 

5 


5 

11 


• • • 



5 

• • f 


10 


• ■ • 

30 


21 

SEPTIC TANK OR CESSPOOL. 

259 


913 

328 


784 

609 


571 

201 


797 

1 

137 

1 103 


814 

OTHER OR NONE... 

123 


629 

30 


587 

132 


644 

52 


514 


612 

609 


B36 

HOME FOOD FREEZER 


















1 OR MORE. 

226 


547 

79 


780 

362 


538 

196 


453 


916 

842 


843 

NONE . . . 

251 

1 

044 

111 


762 

492 


692 

82 


999 


941 

763 


869 


MEADE 


464 

325 

325 

139 

139 


464 

444 

424 

4 

16 

20 

a 

12 


139 

135 

127 

8 

4 

4 


464 


436 

20 

8 


436 

’zB 


444 

20 


12 

50 

110 

98 

87 

107 

6«1 

6.1 


8 

24 

43 

18 

371 


79 

148 

237 


467 


442 

25 


339 

114 
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Table 33. Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; I960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
He.iting Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 



MONT¬ 

GOMERY 

MORRIS 

MORTON 

NEMAHA 

NEOSHO 

NESS 

NORTON 

OSAGE 

OSBORNE 

OTTAWA 

TENURE AND COLOR 













ALL OCCUPIED UNITS . 

1 655 

761 

1 497 

B52 

164 

1 516 

1 279 

578 

753 

1 541 

881 

707 

OWNER OCCUPIED . 

1 528 

570 

1 281 

647 

115 

1 073 

1 048 

356 

582 

1 321 

646 

489 


1 525 

570 

1 273 

647 

115 

1 073 

1 048 

356 

582 

1 321 

646 

489 

NONWHITE . 

5 

• • • 

8 

• • • 









RENTER OCCUPIED. 

505 

191 

216 

205 

49 

443 

231 

222 

171 

220 

235 

218 


505 

191 

216 

205 

49 

439 

231 

222 

171 

220 

235 

218 

NONWHITE .... . 

.. . 

... 

... 

.. . 

... 

4 


... 





CONDITION AND PLUMBING 













ALL OCCUPIED UNITS.. . . 

1 655 

761 

1 497 

852 

164 

1 516 

1 279 

578 

753 

1 541 

881 

707 

SOUND.. . . . . 

1 168 

580 

1 092 

651 

104 

1 264 

907 

425 

637 

1 171 

483 

590 

WITH ALL PLUMBING FACILITIES . 

771 

481 

786 

484 

100 

880 

506 

354 

508 

751 

391 

463 

LACKING only HOT WATER . 

9 

8 

20 

4 

• • • 

16 

8 


13 

2J. 


9 

LACKING other PLUMBING FACILITIES. . . . 

588 

9l 

286 

163 

4 

368 

393 

71 

116 

399 

92 

118 

DETERIORATING. 

535 

155 

317 

170 

60 

235 

285 

117 

105 

337 

364 

90 

WITH AuL PLUMBING FACILITIES . 

73 

59 

124 

63 

43 

50 

79 

81 

33 

93 

1 170 

27 

LACKING ONLY HOT WATER . 

4 

« • • 

« • • 

3 

4 

8 

4 

4 

4 

4 


4 

LACKING other PLUMBING FACILITIES. . . . 

256 

96 

193 

104 

13 

177 

202 

32 

68 

240 

190 

59 

dilapidated. ... . 

132 

26 

88 

31 

... 

17 

87 

36 

11 

33 

34 

27 

RENTER OCCUPIED.. . 

305 

191 

216 

205 

49 

443 

231 

222 

171 

220 

235 

216 

SOUND. 

161 

131 

136 

130 

26 

318 

115 

153 

126 

164 

74 

178 

WITH ALL PLUMBING FACILITIES ...... 

79 

96 

60 

69 

26 

149 

48 

117 

63 

60 

46 

122 

LACKING Some or all FACILITIES . 

82 

55 

76 

61 

• . t 

169 

67 

36 

63 

104 

26 

56 

deteriorating. 

96 

48 

56 

63 

23 

116 

80 

49 

34 

43 

148 

36 

WITH ALL PLUMBING FACILITIES . 

19 

12 

12 

17 

14 

31 

20 

41 

12 

17 

77 

8 

LACKING SOME OR ALL FACILITIES ..... 

77 

36 

44 

46 

9 

85 

60 

8 

22 

26 

71 

2B 

dilapidated. 

48 

12 

24 

12 

.?. 

9 

36 

201 

11 

13 

13 

4 

ALL OCCUPIED UNITS.. , 

1 633 

761 

1 497 

852 

164 

1 516 

1 279 

578 

753 

1 541 

881 

707 

WATER SUPPLY 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 000 

568 

1 018 

636 

147 

992 

740 

467 

589 

967 

648 

560 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

129 

31 

121 

57 

8 

124 

111 

21 

53 

122 

54 

35 

PIPED WATER OUTSIDE STRUCTURE. 

12 

14 

12 

3 

* • • 

5 

17 

8 


12 

4 

17 

NO PIPED WATER . 

492 

148 

346 

156 

9 

395 

411 

82 

111 

440 

175 

95 

TOILET FACILITIES 













FLUSH TOILETt EXCLUSIVE USE. 

877 

548 

970 

560 

147 

954 

605 

443 

578 

877 

591 

503 

FLUSH TOILET? SHARED . 

4 

... 

T - * 

“ft 

• ■ • 

T T T 

i • • • 

4 





OTHER TOILET FACILITIES OR NONE. 

752 

213 

527 

292 

17 

562 

674 

131 

175 

664 

290 

204 

BATHING FACILITIES 








1 





BATHTUB OR SHOWER? EXCLUSIVE USE . 

922 

559 

1 022 

597 

147 

1 041 

680 

447 

591 

944 

602 

524 

BATHTUB OR SHOWER? SHARED. 

4 

- • t 

f t t 

. , f 




4 





NO BATHTUB OR SHOWER . 

707 

202 

475 

255 

17 

475 

599 

127 

162 

597 

279 

183 

ROOMS 













I ROOM . 

• • • 

• • • 

4 


5 





6 

4 


2 ROOMS. 

12 

• • • 

* • • 

• • • 

5 

8 

t - • 

t t 9 

4 

8 


t t • 

3 ROOMS. 

36 

16 

36 

12 

8 

13 

22 

24 

12 

58 

4 

35 

4 ROOMS. 

259 

33 

230 

72 

51 

85 

178 

94 

79 

210 

74 

74 

5 ROOMS. 

467 

100 

430 

156 

33 

267 

295 

130 

159 

367 

203 

109 

6 ROOMS. 

409 

234 

348 

218 

24 

375 

431 

140 

190 

391 

167 

160 

7 ROOMS. 

240 

163 

221 

187 

8 

311 

194 

B4 

126 

210 

167 

150 

8 ROOMS OR MORE. 

210 

215 

228 

207 

30 

457 

159 

106 

183 

289 

222 

179 

MEDIANl 













ALL OCCUPIED.. . 

5.6 

6.5 

5.6 

6.4 

• « • 

6.5 

5.8 

5.8 

6.1 

5.8 

6.3 

6.3 

OWNER. 

5.6 

6.5 

5.7 

6.3 

• • • 

6.5 

5.9 

6.0 

6.3 

5.9 

6.4 

6.4 

RENTER . 

5.5 

... 

5.6 

6.5 

... 

6.6 

5.6 

5.5 

... 

5.4 

6.0 

6.3 

YEAR STRUCTURE BUILT 













19S5 TO MARCH 1960 . 

69 

9 

76 

23 

22 

52 

33 

21 

12 

51 

12 

5 

1950 TO 1954 . 

62 

27 

57 

31 

37 

19 

34 

38 

29 

28 

25 

16 

1940 TO 1949 . 

80 

25 

56 

16 

21 

52 

48 

34 

51 

56 

24 

24 

1950 TO 1959 . 

181 

27 

109 

61 

13 

95 

97 

69 

23 

149 

29 

27 

1929 OR EARLIER. 

1 241 

673 

1 199 

721 

71 

1 298 

1 067 

416 

638 

1 257 

791 

635 

HEATING EQUIPMENT 













STEAM OR HOT WATER , . 

12 

• . • 


7 


19 

9 


4 

15 

16 


WARM AIR FURNACE... 

217 

159 

52 

160 

42 

330 

66 

63 

119 

294 

86 

136 

BUILT-IN ROOM UNITS. 

240 

213 

202 

203 

33 

235 

172 

171 

227 

252 

325 

212 

OTHER MEANS WITH FLUE. ... . 

1 148 

386 

1 083 

470 

89 

906 

1 002 

344 

399 

964 

454 

355 

OTHER MEANS WITHOUT FLUE . 

16 

3 

156 

12 

■ • ■ 

26 

3D 

. . • 

4 

12 


4 

NONE ... 

... 

... 

4 

... 

... 

... 


... 


4 

... 


SOURCE OF water 













PUBLIC SYSTEM OR PRIVATE COMPANY . 

52 

27 

152 

15 

• • • 

35 

56 

« • a 

4 

85 

20 


INDIVIDUAL WELL. 

1 361 

630 

1 169 

833 

173 

1 430 

1 05B 

591 

745 

1 264 

777 

696 

OTHER.. 

192 

123 

222 

21 

11 

46 

117 

5 

5 

158 

77 

29 

SEWAGE DISPOSAL 













PUBLIC SEWER . 

5 

• . « 

5 

5 


15 

« « 



15 

10 


SEPTIC TANK OR CESSPOOL. 

767 

627 

886 

578 

155 

777 

622 

468 

608 

883 

668 

558 

OTHER OR NONE. 

853 

153 

652 

286 

29 

719 

609 

128 

146 

609 

196 

167 

HOME FOOO FREEZER 













1 OR MORE. 

1 009 

302 

603 

266 

69 

1 011 

349 

201 

365 

733 

367 

362 

NONE... 

721 

378 

688 

580 

15 

529 

1 128 

287 

397 

943 

564 

274 
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State and Small Areas 


Table 33.—Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

PAWNEE 

PHILLIPS 

POTTA¬ 

WATOMIE 

PRATT 

RAWLINS 

RENO 

REPUBLIC 

RICE 



1 

RUSH 

TENURE AND COLOR 












ALL OCCUPIED UNITS . 

660 

955 

1 265 

585 

628 

2 152 

1 26B 

846 

925 

701 

667 

OWNER OCCUPIED.. . 

426 

689 

957 

390 

434 

1 545 

885 

564 

674 

474 

444 

WHITE. 

426 

684 

957 

386 

434 

1 541 

885 

564 

674 

474 

444 

NONWHITE . 

“ t - 

5 

* r -1 

4 

• • f 

4 

• • • 

• • • 

• • • 


• • • 

RENTER occupied. 

254 

246 

526 

195 

194 

587 

383 

282 

251 



WHITE. 

254 

246 

526 

195 

194 

587 

383 

282 

251 



NONWHITE . 




... 

... 

... 

... 

... 



CONDITION AND PLUMBING 












ALL OCCUPIED UNITS . 

660 

955 

1 263 

585 

628 

2 152 

1 268 

846 

925 



SOUND. 

575 

807 

1 006 

486 

497 

1 647 

990 

668 

877 



WITH ALL PLUMBING FACILITIES . 

557 

529 

714 

423 

451 

1 420 

679 

612 

614 



LACKING ONLY HOT WATER . 

4 

7 

16 

• • # 

8 

27 

20 

• • • 

20 

8 

12 

LACKING OTHER PLUMBING FACILITIES. . . . 

54 

271 

276 

63 

38 

200 

291 

56 

243 

164 

88 

DETERIORATING. 

75 

124 

225 

79 

119 

438 

270 

159 

48 

119 

154 

WITH ALL PLUMBING FACILITIES . 

55 

50 

56 

52 

74 

266 

100 

117 

24 

55 

74 

lacking ONLY HOT WATER . 

4 

t t • 

8 

r f • 

4 

• ft 

4 

• f • 

t • ■ 

4 

3 

LACKING other PLUMBING FACILITIES. . . . 

14 

94 

159 

27 

41 

172 

166 

42 

24 

60 

77 

DILAPIDATEO. 

12 

4 

34 

20 

12 

47 

8 

19 

... 

8 

20 

RENTER occupied. 

254 

246 

326 

195 

194 

587 

383 

282 

251 

227 

223 

SOUND. 

1B9 

195 

241 

163 

134 

382 

280 

200 

239 

168 

147 

WITH ALL PLUMBING FACILITIES . 

164 

104 

175 

132 

116 

322 

153 

188 

156 

95 

111 

LACKING SOME OR ALL FACILITIES . 

25 

91 

68 

31 

18 

60 

127 

12 

83 


36 

DETERIORATING. 

57 

51 

75 

28 

56 

194 

99 

71 

12 


72 

WITH ALL PLUMBING FACILITIES . 

51 

9 

12 

12 

36 

135 

31 

53 

4 


33 

LACKING SOME OR ALL FACILITIES . 

6 

42 

63 

16 

20 

59 

68 

18 

8 


39 

DILAPIDATEO. 

B 


10 

4 

4 

11 

4 

11 

... 


4 

ALL OCCUPIED UNITS . 

660 

955 

1 263 

585 

628 

2 132 

1 268 

846 

925 

701 

667 

WATER SUPPLY 












HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

622 

656 

856 

514 

549 

1 862 

849 

780 

670 

501 

497 

ONLY CDLO PIPED WATER INSIDE STRUCTURE . . 

25 

68 

97 

28 

28 

143 

128 

23 

60 

39 

47 

PIPED WATER OUTSIDE STRUCTURE . 

4 

20 

16 

16 


16 

13 

4 

20 

8 

4 

NO PIPED WATER . 

11 

211 

294 

27 

51 

111 

278 

39 

175 

153 

119 

TOILET FACILITIES 












FLUSH TOILETI EXCLUSIVE USE . 

608 

566 

797 

487 

541 

1 749 

808 

729 

662 

469 

486 

FLUSH TOILETi SHARED . 

. 1 - 

8 

4 

• • « 

• • • 

4 

4 

• • • 

8 

4 

OTHER TOILET FACILITIES OR NONE . 

52 

561 

462 

98 

87 

579 

456 

117 

255 

232 

177 

BATHING FACILITIES 












BATHTUB OR SHOWERi EXCLUSIVE USE . 

620 

590 

828 

503 

561 

1 821 

907 

780 

670 

485 

516 

BATHTUB OR SHOWERi SHARED. 

• 9 • 

a 

4 

t t • 

■ ■ • 

4 

4 


8 

4 

NO BATHTUB OR SHOWER . 

40 

557 

431 

82 

67 

307 

357 

66 

247 

216 

147 

ROOMS 












1 ROOM . 






8 

4 


4 

8 


2 ROOMS. 

■ • • 

4 

4 

8 

4 

8 

8 

9 9 9 


14 

y ROOMS. 

20 

24 

31 

16 

4 

56 

12 

8 

8 

27 

4 


55 

84 

118 

72 

58 

212 

128 

68 

88 

64 

129 


125 

252 

276 

99 

145 

465 

302 

158 

161 

207 

163 


150 

254, 

312 

122 

102 

484 

282 

191 

254 

166 

128 


151 

128 

248 

142 

132 

438 

231 

174 

211 

87 

116 

MEDIAN 1 

ALL OCCUPIED . 

201 

189 

274 

126 

183 

461 

301 

247 

199 

142 

113 

6.5 

5.9 

6.1 

6.5 

6.5 

6.2 

6. 1 

6.5 

6.3 

5.8 

5.7 


6.7 

6.0 

6.1 

6.6 

6,9 

6.3 

6.2 

6.4 

6.3 

5.9 

5.7 


6.2 

5.6 

6.4 

... 

... 

5.9 

6.0 

6.6 

6.4 

5.5 

5.7 

YEAR STRUCTURE BUILT 












1955 TO MARCH 1960 . 

16 

19 

40 

8 

26 

84 

16 

16 

32 

24 

28 

1950 TO 1954 ... 

12 

55 

40 

19 

26 

91 

20 

36 

28 

52 

54 

1940 TO 1949 . 

55 

19 

44 

67 

48 

134 

44 

64 

60 

39 

61 

1950 TO 1959 . 

44 

59 

52 

51 

46 

218 

53 

67 

67 

44 

20 

1929 OR EARLIER. 

555 

825 

1 087 

440 

482 

1 605 

1 135 

663 

738 

542 

504 

HEATING EQUIPMENT 












steam or HOT water . 

4 

8 

24 

8 

9 

21 

4 

15 

12 



WARM AIR FURNACE . 

179 

118 

252 

121 

239 

587 

215 

231 

231 

102 

80 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE. 

176 

501 

155 

645 

7 

4 

203 

792 

12 

164 

288 

4 

151 

236 

9 

4 

■ 

246 

799 

4 

266 

330 

4 

160 

514 

8 

190 

409 

222 

361 

4 

SOURCE OF WATER 












PUBLIC SYSTEM OR PRIVATE COMPANY . 

10 

56 

25 

5 

22 

26 

30 

9 

20 

15 

14 

OTHER. 

646 

859 

1 170 

565 

606 

2 087 

1 167 

839 

865 

570 

651 

5 

54 

29 

10 

... 

10 

53 

20 

30 

102 

10 

SEWAGE DISPOSAL 












PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 

OTHER OR NONE. 

602 

59 

10 

650 

509 

10 

723 

491 

5 

449 

126 

6 

532 

90 

11 

1 750 
362 

10 

781 

459 

735 

133 

595 

320 

491 

196 

5 

472 

198 

HOME FOOD FREEZER 












1 OR MORE. 

NONE. 

558 

515 

717 

231 

401 

1 135 

564 

470 

658 

440 

446 

295 

561 

693 

358 

241 

1 036 

797 

289 

308 

315 

194 


I 


I 
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Table 33.—Tenuke, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; I960—Con. 

[Based on sample; see text, Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Dispo.sal 
Home Food Freezer 


SUBJECT 

RUSSELL 

SALINE 

SCOTT 

SEDGWICK 

SEWARD 

SHAWNEE 

SHERIDAN 

SHERMAN 

SMITH 

STAFFORD 

STANTON 

TENURE AND COLOR 












ALL OCCUPIED UNITS . 

620 

830 

33B 

1 863 

204 

1 337 

549 

468 

1 055 

741 

216 

OWNER OCCUPIED . 

396 

614 

218 

1 296 

124 

1 179 

398 

362 

783 

480 

132 

WHITE. 

396 

614 

218 

1 296 

124 

1 171 

398 

362 

783 

480 

132 

NONWHITE . 

• • • 

- , . 

* t “ 

• • • 

t t t 

8 

» • • 

• • • 

- f - 

t r 1 

... 

RENTER OCCUPIED. 

224 

216 

120 

567 

80 

158 

151 

106 

272 

261 

84 

WHITE. 

224 

216 

12D 

567 

80 

158 

151 

106 

272 

261 

84 

NONWHITE . 

... 

... 

. .. 

... 

... 


... 

... 

... 


... 

CONDITION AND PLUMBING 












ALL OCCUPIED UNITS . 

620 

830 

338 

1 863 

204 

1 337 

549 

468 

1 055 

741 

216 

SOUND. 

408 

643 

293 

1 285 

184 

1 036 

443 

410 

841 

680 

196 

WITH ALL PLUMBING FACILITIES . 

314 

519 

270 

1 165 

172 

892 

392 

379 

546 

615 

184 

LACKING ONLY HOT WATER . 

4 

8 

• • • 

24 

4 

18 

4 

• • • 

8 

T • t 

t • t 

LACKING OTHER PLUMBING FACILITIES. . . . 

90 

116 

23 

96 

8 

126 

47 

31 

287 

65 

12 

DETERIORATING . 

168 

131 

34 

495 

20 

245 

94 

50 

210 

56 

20 

WITH ALL PLUMBING FACILITIES . 

87 

39 

30 

329 

16 

lOB 

57 

27 

99 

20 

8 

LACKING ONLY HOT WATER . 

4 

4 

• • • 

5 

• • • 

4 

• • • 

• • • 

t • • 

• ■ • 

t * • 

lacking other plumbing facilities. . . . 

77 

88 

4 

161 

4 

133 

37 

23 

111 

36 

12 

oilapioated . 

44 

56 

11 

83 

... 

56 

12 

8 

4 

5 

... 

RENTER occupied. 

224 

216 

120 

567 

80 


151 

106 

272 

261 

84 

SOUND. 

148 

151 

101 

322 

64 


92 

80 

196 

233 

72 

WITH ALL PLUMBING FACILITIES . 

91 

93 

98 

251 

56 


83 

77 

103 

201 

68 

LACKING SOME OR ALL FACILITIES . 

57 

58 

3 

71 

B 


9 

3 

93 

32 

4 

DETERIORATING ... 

57 

37 

11 

213 

16 


51 

22 

76 

28 

12 

WITH ALL PLUMBING FACILITIES . 

32 

12 

11 

119 

12 


30 

15 

20 

12 

8 

LACKING SOME OR ALL FACILITIES ..... 

25 

25 

• • • 

94 

4 


21 

7 

56 

16 

4 

DILAPIDATED. 

19 

28 

8 

32 

... 

HIBb 

8 

4 

... 



ALL OCCUPIED UNITS . 

620 

B30 

338 

1 863 

204 

1 337 

549 

468 

1 055 


216 

WATER SUPPLY 












HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

445 

589 

311 

1 651 

196 


477 

425 

736 

689 

192 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

42 

60 

15 

83 

4 


33 

19 

40 

20 

16 

PIPED WATER OUTSIDE STRUCTURE. 

8 

4 

4 

10 

• • • 


t I f 

4 

15 

• • • 

• • • 

NO PIPED WATER . 

125 

177 

8 

119 

4 


39 

20 

264 

32 

8 

TOILET FACILITIES 












FLUSH TOILETt EXCLUSIVE USE. 

413 

578 

300 

1 560 

196 


465 

414 

653 

639 

192 

FLUSH toilet* SHARED . 

• t « 

• • • 

f • ■ 

10 

• • • 

4 

• • • 

» • • 

4 

• • • 

• • • 

OTHER TOILET FACILITIES OR NONE . 

207 

252 

38 

293 

8 

299 

84 

54 

398 

102 

24 

BATHING FACILITIES 












bathtub or showeri exclusive use . 

434 

601 

308 

1 605 

196 

1 067 

461 

417 

689 

663 

192 

BATHTUB OR SHOWER. SHARED . 

• • • 

• « • 

« • • 

10 

■ « f 

4 

• t • 

• • • 

4 

• • • 

• • • 

NO BATHTUB OR SHOWER . 

186 

229 

30 

248 

B 

266 

88 

51 

362 

78 

24 

ROOMS 












1 ROOM . 


« • • 

• f • 

4 

« ♦ • 

• • • 

• # • 

• • « 

4 

• • • 

• • * 

2 ROOMS. 

• • • 

9 

4 

18 

■ • • 

16 

4 

» • • 

4 

4 

• • • 

y ROOMS. 

4 

4 

3 

30 

8 

39 

12 

8 

16 

17 

16 

4 ROOMS. 

59 

64 

48 

160 

48 

178 

63 

112 

100 

86 

45 

S ROOMS. 

96 

174 

66 

352 

40 

307 

123 

112 

219 

177 

45 

6 ROOMS. 

111 

165 

105 

472 

44 

338 

129 

96 

316 

134 

45 

7 ROOMS. 

119 

194 

53 

423 

20 

243 

117 

5B 

177 

130 

41 

8 ROOMS OR MORE. 

231 

220 

59 

404 

44 

216 

101 

82 

219 

193 

24 

MED I AN 1 












all OCCUPIED . 

6.8 

6.5 

6.0 

6.3 

5.6 


6.1 

5.5 

6.1 

6.1 

5.5 

OWNER. 

6.8 

6.4 

5.9 

6.2 

t • • 


6.1 

5.5 

6.0 

6.1 

• • • 

RENTER . 

6.9 

6.6 

... 

6.5 

... 


... 

... 

6.3 

6.2 

... 

YEAR STRUCTURE BUILT 












1955 TO MARCH 1960 . 

16 

43 

22 

130 

• • • 


27 

8 

23 

12 

17 

1950 TO 1954 . 

21 

SO 

26 

96 

12 

65 

36 

41 

28 

17 

42 

1940 TO 1949 . 

17 

36 

69 

202 

12 

75 

36 

53 

31 

34 

56 

1930 TO 1939 . 

31 

39 

6 

211 

16 

103 

60 

68 

36 

36 

21 

1929 OR EARLIER. 

535 

662 

215 

1 224 

164 

1 008 

390 

298 

937 

642 

80 

HEATING EQUIPMENT 












STEAM OR HOT WATER . 

4 

16 


8 

4 

23 

6 

16 

8 

4 

4 

WARM AIR FURNACE . 

72 

202 

76 

535 

8 

589 

121 

146 

92 

129 

57 

BUILT-IN ROOM UNITS. 

172 

172 

123 

417 

100 

209 

151 

130 

266 

169 

75 

other means WITH FLUE. 

368 

429 

139 

848 

88 

488 

267 

176 

689 

427 

80 

other means without flue . 

4 

7 

• • • 

55 

4 

28 

• • « 

• • • 

• • • 

12 

• • • 

NONE. 

... 

4 

... 

... 

... 

... 

4 

... 

... 

... 

... 

SOURCE OF WATER 












PUBLIC SYSTEM OR PRIVATE COMPANY . 

22 

10 

• t • 

34 

• • • 

289 

5 

16 

20 

10 

9 

INDIVIDUAL WELL. 

516 

712 

321 

1 788 

209 

917 

553 

442 

972 

729 

203 

OTHER. 

71 

109 

4 

42 

5 

139 

5 

... 

66 

... 

5 

SEWAGE DISPOSAL 












PUBLIC SEWER . 

6 

• t * 

• • t 

25 

• • » 

10 

• • • 

• • • 

5 

16 

... 

SEPTIC TANK OR CESSPOOL . 

426 

554 

312 

1 539 

200 

980 

479 

415 

605 

646 

187 

OTHER OR NONE . 

179 

277 

13 

300 

14 

355 

84 

43 

448 


HI 

HOME FOOD FREEZER 










■ 


1 OR MORE . 

454 

407 

239 

869 

146 

661 

325 

358 

468 



NONE . 

238 

428 

166 

981 

21 

610 

174 

133 

593 
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State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

STEVENS 

SUMNER 

THOMAS 

TREGO 

WABAUNSEE 

WALLACE 

WASH¬ 

INGTON 

WICHITA 

WILSON 

WOOOSON 

WYAN¬ 

DOTTE 

TENURE ANO COLOR 














ALL OCCUPIED UNITS . 

272 

1 

740 

538 

558 

973 

189 

1 596 

309 

1 

066 

706 

321 

OWNER OCCUPIED . 

164 

1 

160 

387 

394 

718 

152 

1 157 

177 


846 

574 

272 

WHITE. 

161 

1 

160 

387 

394 

713 

152 

1 157 

177 


846 

574 

254 

NONWHITE. . . . • 

3 


- ♦ - 


• • • 

5 

B B B 

B • t 

B B # 


B B • 

a • a 


RENTER OCCUPIED.. . . . t . 

108 


580 

151 

164 

255 

37 

439 

132 


220 

132 

49 

WHITE . 

108 


580 

151 

164 

255 

37 

439 

132 


220 

132 

49 

NONWHITE . 

... 


... 

. .. 

... 

... 

« f B 

BB « 

• a • 


B B • 

• a B 

a B B 

CONDITION AND PLUMBING 














ALL OCCUPIED UNITS . 

272 

1 

740 

538 

558 

973 

189 

1 596 

309 

1 

066 

706 

321 

SOUND. 

235 

1 

389 

432 

481 

826 

147 

1 325 

267 


661 

517 

278 

WITH ALL PLUMBING FACILITIES . 

220 

1 

093 

392 

389 

579 

127 

838 

252 


447 

350 

233 

LACKING ONLY HOT WATER .. . 

• • • 


12 

4 

3 

16 

12 

12 

B B • 


23 

12 

16 

LACKING OTHER PLUMBING FACILITIES. . • . 

15 


284 

36 

89 

231 

8 

475 

15 


191 

155 

29 

DETERIORATING .. 

27 


309 

77 

65 

135 

34 

251 

38 


356 

168 

30 

WITH ALL PLUMBING FACILITIES . 

12 


146 

53 

24 

28 

12 

61 

16 


96 

44 

13 

LACKING ONLY HOT WATER . 

• • • 


• t • 

• • • 

B • • 

• f « 

B • • 

8 

B B B 


4 

B B B 

3 

LACKING other PLUMBING FACILITIES. . . . 

15 


163 

24 

41 

107 

22 

182 

22 


256 

124 

14 

OILAPIOATEO . 

10 


42 

29 

12 

12 

a 

20 

4 


49 

21 

13 

RENTER OCCUPIED . 

108 


580 

151 

164 

255 

37 

439 

132 


220 

132 

49 

SOUND ... 

aa 


437 

125 

146 

211 

32 

362 

106 


101 

87 

31 

WITH ALL PLUMBING FACILITIES . 

88 


309 

109 

102 

124 

32 

162 

99 


55 

50 

23 

LACKING SOME OR ALL FACILITIES . 

• « • 


128 

16 

44 

87 

• • • 

200 

7 


46 

37 

8 

DETERIORATING . 

20 


125 

17 

18 

36 

5 

73 

22 


98 

32 

13 

WITH ALL PLUMBING FACILITIES . 

8 


54 

13 

8 

• • • 

B • • 

21 

12 


16 

8 

13 

LACKING SOME OR ALL FACILITIES . 

12 


71 

4 

10 

36 

5 

52 

10 


82 

24 

B • B 

DILAPIDATED. 

... 


18 

9 

... 

8 

... 

4 

4 


21 

13 

5 

ALL OCCUPIED UNITS.. • 

272 

1 

740 

538 

558 

973 

189 

1 596 

309 

1 

066 

706 

321 

WATER SUPPLY 














HOT ANO COLO PIPED WATER INSIDE STRUCTURE. 

254 

1 

425 

486 

458 

666 

148 

1 025 

287 


630 

423 

266 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

12 


73 

20 

36 

91 

16 

101 

11 


128 

65 

33 

PIPED water OUTSIDE STRUCTURE. 

• • • 


21 

4 

29 

19 

9 

B • • 

• B B 


13 

8 

B • • 

NO PIPED WATER . 

6 


221 

26 

35 

197 

16 

470 

11 


295 

210 

22 

TOILET FACILITIES 














FLUSH TOILET. EXCLUSIVE USE .. . . 

240 

1 

264 

466 

420 

623 

160 

927 

268 


586 

416 

277 

FLUSH TOILET. SHARED . 

* * . 


. . « 

4 

f • • 

f • • 

• B B 

B B • 

« B B 


4 


B B B 

OTHER TOILET FACILITIES OR NONE . 

32 


476 

68 

138 

350 

29 

669 

41 


476 

288 

44 

BATHING FACILITIES 














BATHTUB OR SHOWER. EXCLUSIVE USE . 

244 

1 

388 

466 

445 

652 

155 

956 

272 


646 

424 

273 

BATHTUB OR SHOWER. SHARED . 

• • • 


• « • 

4 

4 


B « B 

B f B 

B B B 


4 

« • B 

B • • 

NO bathtub or shower . 

28 


352 

68 

109 

321 

34 

640 

37 


416 

282 

48 

ROOMS 














I ROOM . 

• • • 


4 

4 

f ■ • 

3 

• B B 

.. . 

4 


... 

... 

... 

2 ROOMS . 

f • • 


• t_» 

• • • 

4 

• B a 

B B B 

12 

B B B 


4 

4 

B B B 

3 ROOMS . 

B 


32 

12 

12 

11 

9 

8 

26 


30 

a a a 

25 

4 ROOMS . 

54 


190 

68 

79 

109 

35 

113 

43 


123 

79 

85 

5 rooms. 

71 


407 

104 

144 

199 

58 

310 

95 


275 

181 

75 

6 rooms. 

42 


495 

118 

128 

300 

29 

451 

46 


321 

194 

60 

7 ROOMS. ... . 

28 


309 

96 

82 

151 

24 

340 

30 


160 

131 

64 

8 ROOMS OR MORE . 

69 


303 

136 

109 

200 

34 

354 

65 


153 

117 

12 

MEDIAN 1 














ALL OCCUPIED . 

5.6 


6.0 

6.2 

5.8 

6.0 

B • B 

6.3 

5.4 


5.8 

6.0 

5.2 

OWNER. 

• • f 


6.1 

6.4 

5.7 

6.1 

B t B 

6.3 

B a B 


5.8 

6.0 

5.3 

RENTER . 

... 


5.8 

... 

... 

6.0 

... 

6.1 

... 


5.8 

... 

... 

YEAR STRUCTURE BUILT 














1955 TO MARCH 1960 .. . 

18 


57 

13 

16 

28 

16 

16 

46 


17 

24 

26 

1950 TO 1954 . 

26 


69 

24 

28 

36 

9 

49 

38 


27 

12 

59 

1940 TO 1949 . 

28 


84 

77 

79 

30 

17 

a 

46 


50 

25 

28 

1930 TO 1939 . 

10 


77 

37 

58 

61 

28 

70 

34 


63 

75 

55 

1929 OR EARLIER. 

190 

1 

453 

387 

377 

818 

119 

1 453 

145 


909 

570 

153 

HEATING EQUIPMENT 














STEAM OR HOT WATER . 



• • . 

• • • 

4 

16 

B • B 

8 

B B B 


B B B 

4 

16 

WARM AIR FURNACE . 

23 


161 

155 

93 

228 

28 

221 

84 


13 

40 

165 

BUILT-IN ROOM UNITS. 

163 


541 

161 

256 

146 

33 

245 

105 


146 

1?0 

25 

other MEANS WITH FLUE. . . . 

82 


988 

193 

205 

564 

128 

1 085 

120 


881 

504 

115 

OTHER MEANS WITHOUT FLUE . 

4 


42 

29 

f f t 

19 

a • B 

37 

B B B 


22 

28 

• • • 

NONE. 

... 


8 

... 

... 

... 

... 

... 

... 


4 

... 

... 

SOURCE OF WATER 














PUBLIC SYSTEM OR PRIVATE COMPANY . 

4 


89 

11 

10 

10 

5 

58 

a a B 


66 

46 

130 

INDIVIDUAL WELL. 

278 

1 

532 

547 

533 

912 

183 

1 512 

308 


751 

612 

163 

OTHER. 

... 


124 

... 

5 

53 

6 

65 

5 


207 

65 

22 

SEWAGE DISPOSAL 














PUBLIC sewer . 

4 


10 

♦ ft 

5 

• ■ • 

« B B 

22 

B B B 


5 

. 16 

5 

SEPTIC TANK OR CESSPOOL. 

260 

1 

218 

511 

393 

577 

173 

797 

279 


580 

392 

264 

OTHER OR NONE. 

18 


517 

47 

150 

398 

21 

816 

34 


439 

315 

46 

HOME FOOD FREEZER 














1 OR MORE.. 

219 


853 

239 

483 

400 

111 

695 

224 


310 

340 

154 

NONE. 

21 


869 

238 

106 

571 

68 

766 

68 


912 

296 

208 
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Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons pet Room Rent Status 


subject 

ALLEN 

ANDERSON 

ATCHISON 

BARBER 

BARTON 

B0UR80N 

BROWN 

BUTLER 

CHASE 

CHAU¬ 

TAUQUA 

CHEROKEE 

CHEYENNE 

ALL OCCUPIED UNITS . 

1 140 

1 125 

1 067 

525 


HH 

1 473 



562 

1 243 

608 

persons 





mmm 




|||H 




1 PERSON . 

74 

76 

70 

25 

80 

128 


122 

26 

32 

95 

18 

Z PERSONS. 

515 

377 

313 

186 

284 

595 

516 

635 

169 

229 

442 

140 

3 PERSONS.... . . 

173 

191 

168 

87 

221 

211 

277 

261 

127 

97 

250 

109 

4 PERSONS. 

214 

174 

205 

115 

145 

217 

268 

286 

134 

92 

210 

134 

5 PERSONS. 

80 

118 

165 

51 

163 

153 

163 

146 

27 

63 

139 

125 

6 PERSONS... . . 

40 

89 

78 

11 

105 

48 

88 

129 

24 

32 

62 

50 

7 PERSONS.... 

20 

40 

40 

25 

69 

42 

55 

41 

31 

12 

27 

16 

8 PERSONS OR MORE.. . . 

24 

60 

28 

23 

25 

26 

37 

37 

8 

5 

18 

16 

MEOIANI 













ALL OCCUPIED . 

2.5 

3.1 

3.4 

3.1 

3.3 

2.5 

3.0 

2.8 

3.1 

2.7 

2.8 

3.8 

OWNER... 

2.4 

3.0 

3.3 

2.4 

3.0 

2.4 

2.7 

2.5 

3.0 

2.5 

2.7 

3.6 

RENTER . 

3.6 

3.5 

3.6 

3.8 

4.5 

3.5 

3.7 

3.7 

... 

... 

3.3 

... 

PERSONS PER ROOM 













1.00 OR LESS . 

1 088 

1 011 

985 

488 

1 003 

1 303 

1 373 

1 539 

515 

517 

1 143 

538 

1.01 OR MORE . 

52 

114 

82 

37 

89 

117 

100 

lie 

31 

45 

100 

70 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

902 

909 

798 

296 

749 

1 196 

953 

1 191 

375 

446 

991 

418 

1958 TO MARCH 1960 . 

85 

95 

74 

13 

36 

100 

69 

113 

31 

60 

88 

36 

1954 TO 1957 . 

141 

116 

97 

18 

60 

155 

103 

145 

32 

61 

132 

32 

1940 TO 1953 . 

386 

406 

318 

151 

245 

529 

392 

519 

159 

219 

462 

194 

1939 OR earlier . 

290 

292 

309 

114 

408 

412 

389 

414 

153 

106 

309 

156 

RENTER OCCUPIED. 

238 

216 

269 

229 

343 

224 

520 

466 

171 

116 

252 

190 

1958 TO MARCH 1960 . . 

65 

42 

49 

47 

21 

45 

134 

123 

30 

34 

58 

27 

1954 TO 1957 . 

57 

57 

48 

35 

66 

45 

76 

84 

51 

20 

77 

31 

1940 TO 1953 . 

60 

77 

102 

118 

102 

101 

220 

197 

67 

48 

64 

74 

1939 OR EARLIER. 

56 

40 

70 

29 

154 

33 

90 

62 

23 

14 

53 

58 

RENT STATUS 













RENTER OCCUPIED. 

238 

216 

269 

229 

343 

224 

520 

466 

171 

116 

252 

190 

RENT PAID. 

182 

99 

50 

57 

65 

105 

176 

166 

24 

50 

142 

4 

NO CASH RENT . 

56 

117 

219 

172 

278 

119 

344 

300 

147 

66 

110 

186 

SUBJECT 

CLARK 

CLAY 

CLOUD 

COFFEY 

COMANCHE 

COWLEY 

CRAWFORD 

DECATUR 

DICKIN- 

DONIPHAN 

DOUGLAS 

EDWARDS 










SON 




ALL OCCUPIED UNITS . 

202 

1 161 

1 148 

1 154 

363 

1 710 

1 502 

686 



1 347 

451 

PERSONS 













1 PERSON . 

15 

69 

102 

105 

28 

131 

133 

21 

98 

95 

85 

37 

2 PERSONS. 

58 

416 

449 

470 

82 

725 

621 

208 

620 

359 

472 

152 

3 PERSONS. 

33 

240 

195 

212 

71 

291 

242 

119 

280 

175 

236 

76 

4 PERSONS. 

25 

190 

166 

168 

68 

233 

231 


260 

181 

248 

83 

5 PERSONS.. 

26 

146 

107 

118 

59 

191 



143 

110 

156 

57 

6 PERSONS. 

36 

52 

74 

45 

39 

83 



147 

93 

85 

19 

7 PERSONS. 

5 

27 

11 

16 

12 

24 



20 

36 

36 

15 

8 PERSONS OR MORE. 

4 

21 

44 

20 

4 

32 



44 

38 

29 

12 

MEOIANI 













ALL OCCUPIED . 

3.3 

2.9 

2.6 

2.5 

3.5 

2.5 



2.8 

3.0 

3.0 

3.0 

OWNER. 

• • • 

2.6 

2.4 

2.4 

• I • 

2.4 



2.5 

2.5 

2.8 

2.7 

RENTER . 

... 

3.7 

3.7 

3.2 

... 

3.1 

3.3 

... 

3.7 

4.2 

... 

• • • 

PERSONS PER ROOM 













1.00 OR LESS . 

166 

1 103 

1 067 

1 121 

330 

1 604 

1 389 

609 

1 548 

992 

1 238 

428 

1.01 OR MORE . 

36 

58 

81 

33 

33 

106 

113 

77 

64 

95 

109 

23 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

122 

748 

819 

920 

188 

1 213 

1 275 

495 

1 231 

794 

1 153 

265 

1958 TO march 196Q . 

10 

50 

44 

77 

16 

79 

80 

24 

93 

40 

100 

16 

1954 TO 1957 . 

10 

70 

53 

92 

8 

161 

147 

57 

118 

63 

156 

21 

1940 TO 1953 . 

46 

261 

333 

418 

81 

483 

564 

193 

367 

341 

482 

97 

1939 OR EARLIER. 

56 

367 

389 

333 

83 

490 

484 

221 

653 

350 

415 

131 

RENTER OCCUPIED. 

80 

413 

329 

234 

175 

497 

227 

191 

381 

293 

194 

186 

1958 TO MARCH 1960 . 

26 

49 

86 

67 

36 

130 

52 

29 

65 

97 

62 

34 

1954 TO 1957 . 

28 

60 

58 

51 

16 

88 

58 

50 

86 

50 

SO 

31 

1940 TO 1953 . 

18 

212 

103 

84 

99 

206 

87 

81 

142 

102 

65 

76 

1939 OR EARLIER. . 

a 

92 

82 

32 

24 

73 

30 

31 

88 

44 

17 

45 

RENT STATUS 













RENTER OCCUPIED. 

80 

413 

329 

234 

175 

497 

227 

191 

381 

293 

194 

186 

RENT PAID.'. 

5 

120 

64 

144 

8 

304 

150 

4 

110 

13 

92 

3B 

NO CASH RENT . ... 

75 

293 

265 

90 

167 

193 

77 

187 

271 

280 

102 

148 








































































































































18-102 


State and Small Areas 


Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200^ 


Persons Year Moved into Unit 

Persons per Room Rent Status 


ELLIS ELLS- FINNEY FORD FRANKLIN GEARY 
WORTH 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . • . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

B PERSONS OR MORE 
MEOIANI 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
l.OI OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


RENT STATUS 


RENTER OCCUPIED. 

RENT PAID. 

NO CASH RENT . . . . 


If ; 

'ft .■’ *. . 

,1 .ft 


ALL OCCUPIED UNITS 


GREEN- HAMILTON HARPER HARVEY HASKELL HODGEMAN JACKSON 
WOOD 


JEFFER- JEWELL JOHNSON KEARNY KINGMAN 
SON 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEOIANI 

ALL OCCUPIED . 
OWNER. . . . 

renter . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


649 

123 

640 

780 

157 

301 

1 159 

1 119 

859 

999 

136 

729 

95 

9 

36 

56 

22 

8 

75 

117 

75 

109 

. • • 

38 

53 

17 

52 

89 

19 

20 

142 

194 

105 

169 

23 

34 

261 

83 

289 

266 

76 

139 

552 

488 

355 

504 

85 

322 

240 

14 

263 

369 

40 

134 

390 

320 

324 

217 

28 

335 

232 

86 

359 

388 

105 

129 

301 

259 

266 

293 

118 

382 

76 

20 

37 

72 

45 

15 

73 

77 

59 

87 

34 

66 

52 

24 

67 

80 

24 

16 

68 

60 

45 

58 

40 

93 

88 

26 

157 

164 

24 

68 

108 

87 

127 

100 

40 

140 

16 

16 

98 

72 

12 

30 

52 

35 

35 

48 

4 

83 


RENT status 


RENTER OCCUPIED. 

RENT PAID. 

NO CASH RENT . . . . 



































































Kansas 


18-103 


Table 34, —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. ... 
RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . , . 

1939 OR EARLIuR. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . . 

1940 TO 1953 . . . . 

1939 OR EARLIER, . < 


RENT STATUS 


RENTER OCCUPIED^ 

RENT PAID.. 

NO CASH RENT . . , . 


SUBJECT 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. ... 

8 PERSONS OR MORE 
MEOIANI 

ALL OCCUPIED . ^ 
OWNER. . . . , 
RENTER . . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 ... 

1939 OR EARLIER. . 

RENTER OCCUPIED' 
1958 TO MARCH 1960 ' 
1954 TO 1957 . . . ' 

1940 TO 1953 . . . ' 
1939 OR EARLIER. . . 


RENT STATUS 


RENTER OCCUPIEO' 

RENT PAID.. 

NO CASH RENT . . . . 



KIOWA 



LEAVEN¬ 

WORTH 

LINCOLN 

LINN 

LOGAN 

LYON 

MC¬ 

PHERSON 

MARION 

MARSHALL 

MEADE 

. 

405 

1 552 

336 

■n 

■1 

1 221 


■■ 

n 

1 713 

1 679 

464 


28 

105 

21 

103 

28 

76 

21 

101 

83 

72 

102 

16 


134 

633 

66 

507 

253 

489 

57 

466 

563 

531 

570 

130 


61 

275 

53 

338 

153 

259 

21 

248 

27 5 

338 

360 

88 


92 

211 

110 

152 

157 

152 

65 

198 

363 

316 

263 

120 


57 

200 

34 

140 

98 

107 

43 

120 

259 

213 

160 

47 


13 

68 

30 

73 

48 

78 

25 

93 

142 

98 

120 

43 


12 

36 

14 

36 

20 

32 

15 

71 

48 

80 

56 

8 


8 

24 

8 

56 

3 

28 

11 

49 

36 

65 

48 

12 


3.2 

2.6 

3.8 

2.8 

3.1 

2.7 

4.0 

2.9 

3.4 

3.3 

3.0 

3.5 


2.4 

2.6 

3.4 

2.7 

2.7 

2.5 

t € • 

2.8 

3.1 

3.1 

2.6 

3.1 






4.0 

3.5 


3.4 

3.8 

3.7 

3.7 



380 

1 397 

305 

1 233 

732 

1 149 

201 

1 222 

1 695 

1 550 

1 578 

440 


25 

155 

31 

172 

28 

72 

57 

124 

74 

163 

101 

24 


242 

1 372 

217 

1 238 

504 

1 003 

166 

1 074 

1 271 

1 293 

1 171 

325 


4 

128 

19 

140 

43 

113 

14 

70 

94 

104 

65 

30 


20 

155 

25 

231 

20 

96 

20 

106 

99 

100 

126 

48 


107 

697 

117 

457 

186 

458 

103 

393 

444 

487 

418 

149 


111 

392 

56 

410 

255 

336 

29 

505 

634 

602 

562 

98 


163 

180 

119 

167 

256 

218 

92 

272 

498 

420 

508 

139 


21 

6B 

38 

42 

13 

72 

44 

94 

102 

72 

87 

26 


32 

44 

29 

35 

72 

52 

13 

49 

79 

48 

112 

27 


70 

56 

40 

74 

101 

73 

20 

94 

170 

192 

185 

50 


40 

12 

12 

16 

70 

21 

15 

35 

147 

108 

124 

36 


163 

180 

119 

167 

256 

218 

92 

272 

498 

420 

506 

139 


36 

108 

7 

74 

65 

93 

5 

100 

291 

199 

190 

12 


127 

72 

112 

93 

191 

125 

87 

172 

207 

221 

318 

127 


MIAMI 

■" “ 

MITCHELL 

MONT¬ 

GOMERY 

MORRIS 

MORTON 

NEMAHA 

NEOSHO 

NESS 

NORTON 

OSAGE 

OSBORNE 

OTTAWA 


1 633 

761 

1 497 

852 

164 

1 516 

1 279 

578 

753 

1 541 

881 

707 


139 

55 

161 

38 


90 

72 

m 

34 

124 

60 

68 


646 

271 

594 

306 

34 

458 

497 

164 

260 

m 

336 

272 


282 

131 

274 

138 

22 

262 

285 

76 


! 19 

167 

123 


224 

93 

166 

145 

42 

267 

135 

134 



145 

120 


147 

95 

140 

105 

SO 

187 

131 

119 

S 


79 

65 


73 

71 

86 

58 

16 

117 

74 

24 

52 

88 

44 

42 


63 

20 

40 

46 

• • • 

53 

57 

25 

13 

20 

25 

9 


59 

25 

32 

16 

... 

82 

28 

16 

26 

18 

25 

8 


2.6 

2.9 

2.5 

3.1 

• • * 

3.3 

2.7 

3.7 

3.1 

2.6 

2.8 

2.6 


2.4 

2.5 

2.4 

2.7 

• • • 

3.1 

2.6 

3.1 

2.9 

2.5 

2.4 

2.4 


3.6 


3.8 

4.1 


3.8 

3.3 

4.3 


3.8 

3.7 

3.5 


1 464 

711 

1 389 

816 

117 

1 379 

1 169 

513 

693 

1 474 

840 

674 


169 

5D 

108 

36 

47 

137 

110 

65 

60 

67 

41 

33 


1 328 

570 

1 281 

647 

115 

1 073 

1 048 

356 

582 

1 321 

646 

489 


164 

14 

109 

38 

14 

75 

97 

8 

25 

107 

17 

15 


187 

33 

208 

73 

20 

125 

147 

12 

59 

147 

53 

43 


576 

213 

542 

272 

56 

407 

514 

158 

308 

573 

242 

173 


401 

310 

422 

264 

25 

466 

290 

178 

190 

494 

334 

258 


305 

191 

216 

205 

49 

443 

231 

222 

171 

220 

235 

218 


112 

41 

44 



97 

72 

44 

38 

37 

44 

40 


58 

23 

56 



119 

48 

55 

29 

47 

43 

47 


95 

76 

84 



145 

99 

62 

74 

91 

99 

72 


40 

51 

32 

Hi 

m 

82 

12 

61 

30 

45 

49 

59 


305 

191 

216 


■ 

443 

231 

222 

171 

220 

235 

218 


145 

37 

108 



102 

135 

8 

18 

79 

65 

72 


160 

154 

108 



341 

96 

214 

153 

141 

170 

146 































































































































18-104 


State and Small Areas 


Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Ye.ir Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

PAWNEE 

PHILLIPS 

POTTA¬ 

WATOMIE 

PRATT 

RAWLINS 

RENO 

REPUBLIC 

RICE 

RILEY 

ROOKS 

RUSH 

ALL OCCUPIED UNITS . 

660 

935 

1 263 

585 

628 

2 132 

1 268 

846 

925 

701 

667 

PERSONS 




__ 








1 PERSON . 

24 

56 

83 


60 



39 

44 

47 

57 

2 PERSONS. 

194 

294 

377 


149 

614 


228 

285 

209 

166 

3 PERSONS. ... . 

139 

188 

255 


115 

390 


178 

180 

132 

136 

4 PERSONS. 

114 

186 

217 


94 

337 


194 

170 

98 

120 

5 PERSONS. 

82 

95 

148 

56 

105 

293 


115 

138 

88 

105 

6 PERSONS. 

73 

56 

95 

28 

70 

182 

45 

56 

67 

83 

27 

7 PERSONS. 

4 

33 

50 

15 

8 

95 

25 

19 

16 

24 

30 

8 PERSONS OR MORE. 

30 

27 

38 

4 

27 

75 

20 

17 

25 

20 

26 

median 1 












all occupied . 

3.3 

3.1 

3.2 

2.7 

3.4 

3.3 

2.8 

3.4 

3.2 

3.2 

3.3 

OWNER. 

3.0 

2.9 

2.9 

2.4 

3.1 

2.9 

2.4 

3.1 

3.0 

2.8 

3.0 

RENTER . 

3.7 

3.7 

4.0 

... 

... 

4.3 

3.7 

3.9 

3.9 

4.1 

4.0 

PERSONS PER ROOM 












1.00 OR less . 

617 

868 

1 166 

558 

587 

1 948 

1 211 

789 

877 

637 

587 

1.01 OR MORE . 

43 

67 

97 

27 

41 

184 

57 

57 

48 

64 

80 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED . 

426 

689 

937 

390 

434 

1 545 

885 

564 

674 

474 

444 

1958 TO MARCH 1960 . 

39 

30 

60 

16 

22 

132 

44 

20 

36 

28 

13 

1954 TO 1957 . 

45 

53 

124 

19 

29 

167 

85 

40 

68 

32 

20 

1940 TO 1953 . 

141 

277 

393 

140 

159 

531 

311 

282 

266 

230 

187 

1939 OR EARLIER. 

201 

329 

360 

215 

224 

715 

445 

222 

304 

184 

224 

RENTER OCCUPIED. 

234 

246 

326 

195 

194 

587 

383 

282 

251 

227 

223 

1958 TO MARCH 1960 . 

21 

30 

78 

40 

25 

77 

89 

50 

42 

31 

33 

1954 TO 1957 . 

39 

64 

55 

32 

34 

125 

87 

59 

39 

62 

36 

1940 TO 1953 . 

114 

106 

157 

76 

57 

259 

160 

135 

75 

73 

85 

1939 OR EARLIER. 

60 

46 

36 

47 

78 

126 

47 

38 

95 

61 

69 

RENT STATUS 












renter OCCUPIED. 

234 

246 

326 

195 

194 

587 

383 

282 

251 

227 

223 

RENT PAID. 

73 

99 

55 

87 

12 

338 

158 

170 

39 

134 

22 

NO CASH RENT . 

161 

147 

271 

108 

182 

249 

225 

112 

212 

93 

201 

SUBJECT 

RUSSELL 

SALINE 

SCOTT 

SEDGWICK 

SEWARD 

SHAWNEE 

SHERIDAN 

SHERMAN 

SMITH 

STAFFORD 

STANTON 

ALL OCCUPIED UNITS . 

620 

830 

338 

1 863 

204 

1 337 

549 

468 

1 055 

741 

216 

PERSONS 

■■1 











1 PERSON . 


68 

18 

92 

20 

84 


15 

59 

60 

16 

2 PERSONS. 


286 

63 

657 

56 

485 


134 

369 

283 

49 

3 PERSONS. 


151 

59 

275 

40 

266 

63 

80 

191 

196 

33 

4 PERSONS. 

134 

151 

70 

279 


233 


109 

191 

121 

41 

5 PERSONS. 

74 

94 

67 

216 


I5l 


62 

132 

41 

S3 

6 PERSONS. 


41 

46 

140 


S3 


43 

54 

24 

8 

7 PERSONS. 


19 

4 

103 


47 


8 

28 

4 

4 

8 PERSONS OR more. 


20 

11 

101 


18 


17 

31 

12 

12 

MED I AN 1 












ALL OCCUPIED.. 


2.9 

3 .9 

3.2 


2.9 


3.5 


2.6 

3.7 

OWNER. 


2.5 

3.9 

2.7 

• • • 

2.8 


3.2 


2.4 

• t • 

RENTER . 

3.9 

4.0 

... 

4.2 

... 



... 

4.0 

3.1 

... 

PERSONS PER ROOM 












1.00 OR LESS . 

602 

794 

266 

1 696 

184 

1 265 

434 

403 

986 

729 

192 

1.01 OR MORE . 

18 

36 

52 

167 

20 

72 

115 

65 

69 

12 

24 

YEAR moved into UNIT 












OWNER OCCUPIED . 

396 

614 

218 

1 296 

124 

1 179 

398 

362 

7B} 

480 

132 

1958 TO MARCH 1960 . 

12 

35 

19 

95 

4 

140 

27 

16 

28 

12 

21 

1954 TO 1957 ... 

16 

55 

30 

107 

16 

199 

32 

49 

79 

SI 

• • • 

1940 TO 1953 . 

99 

212 

97 

544 

52 

487 

193 

191 

298 

140 

82 

1939 OR EARLIER. 

269 

312 

72 

550 

52 

353 

146 

106 

378 

277 

29 

RENTER OCCUPIED. 

224 

216 

120 

567 

80 

15B 

151 

106 

272 

261 

84 

1958 TO MARCH 1960 . 

36 

45 

37 

83 

20 

42 

30 

35 

46 

70 

36 

1954 TO 1957 . 

37 

44 

28 

82 

20 

22 

21 

25 

55 

60 

28 

1940 TO 1953 . 

69 

69 

40 

224 

36 

69 

58 

43 

125 

76 

20 

1939 OR EARLIER. 

82 

58 

15 

178 

4 

25 

42 

3 

46 

55 

... 

RENT STATUS 












RENTER OCCUPIED. 

224 

216 

120 

567 

BO 

158 

151 

106 

272 

261 

84 

RENT PAID. ..... . 

69 

20 

27 

390 

12 

54 

12 

14 

79 

76 

4 

NO CASH RENT . 

155 

196 

93 

177 

68 

104 

__ 

139 

92 

193 

_^_1 

185 

80 







































































































































Kansas 


18-105 


Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons pet Room Rent Status 


SUBJECT 

STEVENS 

SUMNER 

THOMAS 

TRESO 

WABAUNSEE 

WALLACE 

WASH¬ 

INGTON 

WICHITA 

WILSON 

WOODSON 

WYAN¬ 

DOTTE 

ALL OCCUPIED UNITS . 

272 

1 740 

538 

558 

973 

189 

1 596 

309 

1 066 

706 

321 

PERSONS 












1 PERSON . 

12 

149 

32 

22 

75 

13 

96 

15 

78 

66 

30 

Z PERSONS.. 

71 

581 

118 

162 

331 

54 

536 

40 

399 

235 

119 

3 PERSONS.. , 

45 

271 

141 

95 

189 

24 

337 

49 

195 

198 

90 

‘I PERSONSt . .. 

65 

269 

93 

106 

177 

30 

264 

85 

139 

113 

28 

5 persons. 

32 

■ 242 

67 

65 

108 

19 

178 

51 

145 

32 

28 

6 PERSONS. 

40 

109 

51 

35 

53 

21 

96 

26 

73 

24 

22 

7 PERSONS. 

• • • 

49 

8 

32 

20 

20 

36 

35 

27 

17 

4 

6 persons or more. 

7 

70 

28 

41 

20 

8 

53 

8 

10 

21 


MEDIANI 










ALL OCCUPIED . 

3.6 

3.0 

3.3 

3.5 

2.9 

• • • 

3.0 

4.1 

2.8 

2.8 

2.6 

OWNER... 

• • • 

2.5 

3.2 

3.1 

2.6 

r t t 

2.7 

• t ^ 

2.5 

. 2.7 

2.6 

renter . 

. . . 

4.0 

. .. 

... 

3.7 

... 

3.5 

... 

4.2 



PERSONS PER ROOM 












1>00 OR LESS . 

241 

1 591 

482 

470 

924 

172 

1 519 

241 

978 

669 

304 

I.01 OR MORE . 

31 

149 

56 

88 

49 

17 

77 

68 

88 

37 

17 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED... 

164 

1 160 

387 

394 

718 

152 

1 157 

177 

846 

574 

272 

1958 TO MARCH 1960 . 

14 

84 

16 

20 

74 

32 

76 

19 

56 

52 

42 

1954 TO 1957 . 

13 

128 

19 

28 

87 

4 

108 

48 

84 

39 

42 

1940 TO 1953 . 

74 

516 

175 

175 

270 

66 

460 

82 

433 

296 

107 

1939 OR EARLIER. .... . 

63 

432 

177 

171 

287 

50 

513 

28 

273 

187 

81 

RENTER OCCUPIEO. 

108 

580 

151 

164 

255 

37 

439 

132 

220 

132 

49 

1958 TO MARCH 1960 . 

16 

91 

49 

14 

46 

• • ■ 

62 

48 

59 

31 

18 

1954 TO 1957 . 

16 

115 

12 

34 

53 

16 

104 

24 

60 

19 

8 

1940 TO 1953 ... . 

57 

240 

73 

72 

90 

15 

172 

33 

63 

41 

23 

1939 OR EARLIER.. 

19 

134 

17 

44 

66 

6 

101 

27 

38 

41 

... 

RENT status 












RENTER OCCUPIED. 

108 

580 

151 

164 

255 

37 

439 

132 

220 

132 

49 

RENT PAID. 

7 

361 

16 

105 

68 

22 

170 

20 

114 

40 

28 

NO CASH RENT . 

101 

219 

135 

59 

187 

15 

269 

112 

106 

92 

21 
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State and Small Areas 


Table 35. —Source of Water and Sewage Disposal, for Counties; 1960 

[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

UNITS 

TOTAL 

L 

SOURCE OF 

WATER 

SEWAGE DISPOSAL 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

THE STATE. 

740 

335 

571 

217 

395 913 

158 

597 

16 707 

331 

348 

161 

250 

78 

619 

ALLEN ... . 

6 

263 

6 

263 

4 496 

1 

487 

278 

3 

716 

1 

320 

1 

227 

ANDERSON. 

3 

407 

3 

407 

1 594 

1 

672 

141 

1 

055 

1 

293 

1 

059 

ATCHISON. 

6 

750 

6 

750 

4 790 

1 

7 94 

166 

3 

950 

1 

544 

1 

256 

barber. 

3 

374 

3 

374 

2 218 


982 

174 

1 

975 


899 


500 

barton. 

10 

718 

10 

717 

7 714 

2 

831 

172 

8 

268 

1 

818 


631 

BOURBON . 

6 

555 

6 

555 

4 094 

2 

237 

224 

3 

191 

1 

541 

1 

823 

BROWN . 

5 

164 

5 

164 

2 765 

2 

144 

255 

2 

468 

1 

739 


957 

BUTLER. 

13 

240 

13 

240 

8 499 

4 

389 

352 

8 

220 

3 

397 

1 

623 

CHASE . 

1 

650 

1 

650 

814 


808 

28 


439 


637 


574 

CHAUTAUQUA. 

2 

550 

2 

550 

1 261 

1 

006 

263 


954 


674 


922 

CHEROKEE. 

6 

577 

8 

577 

5 665 

2 

552 

360 

3 

597 

2 

461 

2 

519 

CHEYENNE. 

1 

806 

1 

806 

963 


822 

21 


880 


623 


303 

CLARK . 

1 

300 

1 

300 

944 


348 

8 


791 


400 


109 

CLAY. 

4 

145 

4 

145 

2 485 

1 

446 

214 

2 

091 

1 

130 


924 

CLOUD . 

5 

291 

5 

291 

3 764 

1 

468 

59 

3 

487 


796 

1 

008 

COFFEY. 

3 

449 

3 

449 

1 494 

1 

756 

199 


966 

1 

428 

1 

055 

COMANCHE. 

1 

371 

1 

371 

794 


490 

87 


729 


528 


114 

COWLEY. 

13 

510 

13 

510 

10 448 

2 

900 

162 

9 

442 

2 

529 

1 

539 

CRAWFORD. 

14 

499 

14 

499 

11 644 

2 

531 

324 

8 

207 

3 

516 

2 

776 

DECATUR . 

2 

142 

2 

142 

1 144 


979 

19 


840 

1 

057 


245 

DICKINSON . 

7 

600 

7 

600 

5 353 

1 

860 

387 

4 

955 

1 

761 


864 

DONIPHAN. 

3 

439 

3 

439 

1 431 

1 

686 

322 


634 

1 

403 

1 

402 

DOUGLAS . 

13 

383 

13 

383 

10 968 

2 

093 

322 

10 

379 

1 

990 

1 

014 

EDWARDS . 

1 

929 

1 

929 

1 162 


703 

44 


942 


625 


162 

ELK. 

2 

258 

2 

258 

1 090 

1 

055 

113 


675 


631 


952 

ELLIS . 

6 

112 

6 

112 

4 681 

1 

335 

96 

4 

311 

1 

311 


490 

ELLSWORTH . 

2 

965 

2 

965 

1 893 

1 

012 

60 

1 

302 

1 

087 


576 

FINNEY. 

5 

072 

5 

072 

3 837 

1 

079 

156 

3 

655 


961 


456 

FORD. 

6 

909 

6 

909 

5 142 

1 

673 

94 

4 

921 

1 

683 


305 

FRANKLIN. 

7 

110 

7 

no 

4 905 

1 

924 

281 

4 

198 

1 

711 

1 

201 

GEARY . 

6 

337 

8 

337 

7 357 


940 

40 

7 

138 


946 


253 

GOVE. 

1 

363 

1 

363 

797 


530 

36 


329 


876 


158 

GRAHAM. 

1 

B30 

1 

830 

965 


776 

89 


761 


746 


323 

GRANT. 

1 

543 

1 

543 

1 216 


327 

• t • 


983 


504 


56 

GRAY. 

1 

499 

1 

499 

745 


745 

9 


573 


793 


133 

GREELEY . 


674 


674 

433 


226 

13 


342 


254 


78 

greenwood . 

4 

670 

4 

670 

2 694 

1 

437 

539 

2 

145 

1 

347 

1 

178 

HAMILTON. 

1 

161 

1 

161 

795 


315 

51 


693 


358 


no 

HARPER.. . . . . 

3 

757 

3 

757 

2 317 

1 

228 

212 

2 

094 

1 

067 


596 

HARVEY. 

8 

548 

8 

548 

6 967 

1 

499 

B2 

6 

778 

1 

192 


578 

HASKELL . 


959 


959 

609 


340 

10 


576 


295 


68 

HODGEMAN. 

1 

012 

1 

012 

404 


603 

5 


371 


578 


63 

JACKSON ... . . . 

3 

668 

3 

886 

1 483 

2 

225 

180 

1 

157 

1 

218 

1 

513 

JEFFERSON . 

3 

662 

3 

862 

1 626 

2 

046 

190 


605 

2 

024 

1 

233 

JEWELL. 

3 

094 

3 

094 

1 373 

1 

576 

145 


463 

1 

656 


975 

JOHNSON . 

43 

429 

43 

415 

40 273 

2 

289 

853 

30 

457 

11 

520 

1 

438 

KEARNY. 


998 


998 

658 


321 

19 


630 


298 


70 

KINGMAN .... . 

3 

444 

3 

444 

1 725 

1 

639 

80 

1 

579 

1 

415 


450 

KIOWA . 

1 

642 

1 

642 

1 138 


470 

34 

1 

005 


451 


186 

LABETTE . 

10 

070 

10 

070 

7 710 

1 

B49 

511 

6 

239 

2 

242 

1 

589 

LANE. 

1 

063 

1 

063 

532 


521 

10 


517 


457 


89 

LEAVENWORTH . 

13 

069 

13 

069 

10 436 

2 

316 

317 

8 

598 

2 

917 

1 

554 

LINCOLN . 

2 

184 

2 

164 

982 

1 

103 

99 


884 


963 


337 

LINN. 

3 

383 

3 

383 

1 123 

2 

109 

151 


502 

1 

359 

1 

522 

LOBAN . 

1 

370 

1 

370 

870 


466 

34 


707 


495 


168 

LYON. 

9 

134 

9 

134 

6 502 

2 

352 

280 

5 

930 

1 

851 

1 

353 

MC PHERSON. 

6 

076 

8 

060 

5 625 

2 

248 

187 

5 

466 

1 

588 

1 

006 

MARION. 

5 

264 

5 

264 

2 510 

2 

478 

276 

2 

549 

1 

649 

1 

066 

MARSHALL.. . 

5 

961 

5 

961 

3 439 

2 

341 

181 

2 

873 

1 

529 

1 

559 

MEADE . 

1 

924 

1 

924 

1 282 


617 

25 

1 

226 


611 


85 

MIAMI . 

6 

627 

6 

627 

3 875 

2 

351 

401 

3 

236 

1 

624 

1 

767 

MITCHELL. 

3 

391 

3 

391 

2 146 


942 

303 

1 

269 

1 

600 


522 

MONTGOMERY. . 

17 

056 

17 

056 

14 029 

2 

472 

555 

12 

979 

2 

368 

1 

709 

MORRIS. 

3 

032 

3 

032 

1 319 

1 

577 

136 

1 

023 

1 

239 


770 

MORTON. 

1 

138 

1 

138 

817 


287 

34 


728 


321 


89 

NEMAHA. 

4 

375 

4 

375 

2 106 

2 

111 

158 

1 

531 

1 

475 

1 

369 

NEOSHO. 

7 

102 

7 

102 

4 929 

1 

665 

308 

4 

569 

1 

204 

1 

329 

NESS. 

2 

007 

2 

007 

1 121 


859 

27 


890 


812 


305 

NORTON. 

2 

893 

2 

893 

1 770 

1 

103 

20 

1 

521 

1 

039 


333 

OSAGE . 

4 

788 

4 

788 

2 226 

2 

230 

330 

1 

495 

1 

877 

1 

416 

OSBORNE . 

2 

940 

2 

940 

1 843 


981 

116 

1 

229 

1 

287 


424 

OTTAWA. 

2 

740 

2 

740 

1 423 

1 

244 

73 

1 

152 

1 

072 


516 

PAWNEE. 

3 

359 

3 

359 

2 026 

1 

323 

10 

1 

998 

1 

193 


168 

PHILLIPS.. . . . . 

3 

324 

3 

324 

1 993 

1 

224 

107 

1 

359 

1 

309 


656 

POTTAWATOMIE. 

4 

234 

4 

234 

2 136 

2 

033 

65 

1 

602 

1 

557 

1 

075 


4 

485 

4 

485 

3 310 

1 

115 

60 

3 

015 

1 

095 


375 

RAWLINS . 

1 

622 

1 

822 

967 


851 

4 


774 


836 


212 

RENO. 

20 

551 

20 

551 

14 764 

5 

492 

295 

15 

075 

4 

112 

1 

364 

REPUBLIC. . . . 

4 

007 

4 

007 

2 133 

1 

679 

195 

1 

344 

1 

636 

1 

027 


5 

003 

5 

003 

3 542 

1 

397 

64 

3 

360 

1 

307 


336 

RILEY . 

11 

631 

11 

631 

9 738 

1 

782 

111 

9 

235 

1 

808 


588 

ROOKS . 

3 

413 

3 

413 

2 276 


900 

237 

1 

894 


996 


523 

RUSH. 

2 

336 

2 

336 

1 262 

1 

059 

15 


904 

1 

013 


419 

RUSSELL . 

4 

143 

4 

143 

3 115 


767 

241 

2 

338 

1 

361 


444 

SALINE.. 

17 

295 

17 

295 

15 165 

1 

806 

324 

14 

640 

1 

790 


865 

SCOTT . 

1 

686 

1 

686 

1 152 


502 

32 

1 

152 


466 


68 

SEDGWICK. 

114 

038 

25 

504 

12 650 

12 

598 

256 

12 

867 

11 

458 

1 

179 

SEWARD. 

4 

991 

4 

991 

4 633 


328 

30 

4 

333 


498 


160 

Shawnee . 

46 

015 

6 

062 

3 568 

2 

073 

421 

1 

266 

3 

765 

1 

031 

SHERIOAN. . . 

1 

324 

1 

324 

639 


680 

5 


434 


736 


154 

SHERMAN . 

2 

351 

2 

351 

1 746 


578 

27 

1 

511 


648 


192 


EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MOREI SEE TEXT. 
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Table 35. —Source of Water and Sewage Disposal, for Counties: i960—Con. 

[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

UNITS 

TOTAL*' 

SOURCE OF WATER 

sewage disposal 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

tank 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

SMITH... 

3 1B2 

3 182 

1 636 

1 364 

182 

1 2B1 

1 015 

886 

STAFFORD. 

2 927 

2 927 

1 646 

1 249 

32 

1 689 

1 020 

218 


706 

706 

419 

276 

11 

310 

328 

68 

STEVENS . 

1 4B0 

1 480 

1 084 

377 

19 

1 020 

354 

106 

SUMNER... 

9 318 

9 313 

6 279 

2 674 

360 

5 903 

2 104 

1 306 

THOMAS.. 

2 542 

2 542 

1 680 

814 

48 

1 523 

845 

174 


1 B44 

1 B44 

fl 087 

732 

25 

935 

665 

244 

WABAUNSEE . 

2 720 

2 720 

830 

1 693 

197 

448 

1 143 

1 129 


707 

707 

398 

266 

23 

330 

271 

106 

WASHINGTON. 

4 115 

4 115 

1 901 

2 069 

145 

1 316 

1 255 

1 544 

WICHITA . 

925 

925 

474 

430 

21 

406 

411 

106 

WILSON. ... . 

5 173 

5 173 

3 253 

1 562 

358 

2 739 

1 182 

1 252 

WOODSON . 

2 270 

2 270 

1 081 

1 040 

149 

894 

607 

769 

WYANDOTTE . 

5B 583 

17 988 

17 044 

606 

13B 

6 419 

10 656 

913 


“■ EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MOREI SEE TEXT. 


Table 36.—Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units: 1960 
[Data shown for places of 2,BOO inhabitants or more. “U” denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 


ALL OCCUPIED UNITS . . 
TENURE 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

condition ANO PLUMBINQ 


SOUND. 

WITH ALL PLUMBING FACILITIES . 
lacking some or all FACILITIES 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

B ROOMS OR MORE 
MEDIAN .... 


PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. ... 

4 PERSONS. ... 

5 PERSONS. , . . . 

6 PERSONS OR MORE 

MEDIAN . 


PERSONS PER ROOM 

0.50 OR LESS . 

0.51 TO 0.75 . 

0.76 TO 1.00 . 

1.01 TO 1.50 . 

1.51 OR MORE . 


ARKANSAS 

city 

EMPORIA 

FORT SCOTT 

GREAT BEND 

HUTCH¬ 

INSON 

INDEPEND¬ 

ENCE 

MANHATTAN 

NEWTON 

OTTAWA 


PITTSBURG 

250 

154 

190 

142 

327 

317 

311 

145 

106 

316 

114 

147 

109 

125 

83 

206 


m 

93 

69 

203 

72 

103 

45 

65 

59 

121 



52 

37 

113 

42 

135 

64 

65 

50 

165 



40 

34 

147 

52 

116 

54 

58 

48 

145 



40 

28 

140 

39 

19 

10 


2 

20 




6 

7 

13 

72 

81 


69 

126 




53 

101 

47 

55 

65 


59 

69 




29 

81 

31 

17 

16 


10 

57 

30 

16 


24 

20 

16 

43 

9 


23 

36 

42 

75 

■ 

19 

68 

15 

4 

1 

2 

2 

10 

2 

11 



2 

1 

7 

10 

8 

9 

14 

7 

48 


3 

6 

4 

18 

18 


33 

45 

20 

62 

12 

9 

21 

17 

53 

28 


39 

77 

98 

75 

29 

32 

80 

30 

104 

39 


43 

95 

97 

48 

35 

39 

115 

29 

42 

33 


10 

56 

56 

27 

37 

16 

57 

25 

12 

16 


2 

25 

26 

12 

14 

4 

23 

4 

10 

9 


4 

5 

11 

6 

9 

3 

12 

4 

4.9 

5.0 


4.2 

4.7 

4.8 

3.7 

5.1 

4.7 

4.9 

4.7 

39 

36 

48 

22 

66 

78 

50 

26 

37 

73 

33 

77 

45 

61 

44 

92 

96 

89 

45 

29 

91 

35 

36 

27 

28 

19 

42 

39 

56 

24 

17 

52 

21 

30 

14 

14 

19 

37 

35 

38 

16 

5 

27 

12 

26 

9 

14 

18 

30 

20 

31 

15 

5 

23 

2 

42 

23 

25 

20 

60 

49 

47 

19 

13 

50 

11 

2.8 

2.4 

2.3 

2.8 

2.6 

2.3 



2.1 

2.4 

2.2 

113 

81 

115 

53 

137 

178 



69 


66 

43 

21 

21 

25 

55 

47 



15 


20 

53 

33 

26 

27 

66 

47 



10 


16 

31 

14 

19 

24 

41 

20 



7 

30 

9 

10 

5 

9 

13 

2B 

25 



5 

18 

3 
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State and Small Areas 


Table 37.—Characteristics of Housing Units With Nonwhite Household Heads, 

FOR Places With 400 to 2,000 Such Units: I960 

[Data shown for places of 2,500 inhabitants or more. Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


SUBJECT 


ATCHISON 


ALL OCCUPIED UNITS . 

TENURE 


COFFEYVILLE 


403 


JUNCTION CITY 


LAWRENCE 


630 


S34 


OWNER OCCUPIED 
renter OCCUPIED 


263 

140 


417 

213 


307 

527 


LEAVENWORTH 


SALINA 


603 


791 


338 

265 


478 

313 


427 


143 

284 


CONDITION and PLUMBING 


SOUND. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all FACILITIES . 

DETERIORATING. 

WITH all plumbing facilities . 

lacking some or all facilities . . . . . 
dilapidated. 


115 

103 

12 

156 

58 

98 

133 


286 

240 

46 

216 

143 

73 

128 


610 

554 

56 

156 

100 

56 

66 


356 

287 

69 

170 

124 

46 

77 


319 

287 

32 

304 

239 

65 

166 


177 

159 

18 

138 

93 

45 

112 


WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


240 

95 

33 

36 


477 

120 

16 

17 


799 

31 

4 


515 

65 

5 

18 


602 

119 

28 

42 


369 

22 

5 

31 


toilet facilities 

FLUSH TOILETt EXCLUSIVE USE. 

FLUSH TOILET* SHARED... 

OTHER toilet FACILITIES OR NONE. 


265 

4 

135 


549 

44 

37 


713 

113 

6 


469 

59 

75 


626 

28 

137 


322 

54 

51 


BATHING FACILITIES 

bathtub or SHOWER? EXCLUSIVE USE 
BATHTUB OR SHOWER? SHARED. . . . 
NO BATHTUB OR SHOWER . 


241 

4 

159 


442 

39 

149 


706 

117 

11 


451 

59 

93 


57B 

20 

193 


311 

54 

62 


ROOMS 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. .... . 

8 ROOMS OR MORE. 

UNITS IN STRUCTURE 

1? INCL. TRAILER . . . 

2 . 

3 AND 4. 

5 OR MORE. 


4 

62 

102 

94 

108 

30 

4 


12 

31 

77 

180 

193 

87 

29 

21 


44 

112 

204 

207 

166 

65 

16 


41 

31 

58 

123 

173 

132 

24 

21 


12 

24 

105 

186 

236 

141 

56 

31 


14 

41 

77 

149 

75 

36 

17 

18 


394 

5 

5 


624 

6 


687 

70 

25 

52 


462 

29 

32 

60 


722 

21 

37 

11 


340 

22 

21 

44 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER. 


4 

30 

370 


19 

36 

575 


205 

68 

136 

425 


49 

22 

26 

504 


28 

22 

32 

709 


55 

32 

34 

306 


PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 


89 

121 

51 

29 

17 

35 

33 

29 


148 

203 

87 

65 

40 

41 
13 
33 


94 

238 

151 

133 

83 

75 

16 

44 


128 

227 

78 

57 

64 

22 

7 

20 


158 

194 

111 

95 

102 

59 

16 

56 


37 

118 

60 

84 

65 

28 

15 

20 


PERSONS per room 

0.50 OR LESS . 

0.51 TO 0.75 . 

0.76 TO 1.00 . 

1.01 TO 1.50 . 

1.51 OR MORE . 


214 

55 

51 

37 

47 


334 

110 

95 

65 

26 


176 

154 

248 

168 

88 


317 

64 

142 

44 

36 


352 

128 

164 

91 

56 


107 

85 

121 

65 

49 


VALUE 

OWNER OCCUPIED . . 
LESS THAN $5?000 ... 
$51000 TO $9?900 . . . 
$10?000 TO $14?900 . . 
$15?000 TO $19?900 . . 
$20?000 TO $24?900 . . 
$25?000 OR MORE. • . . 


252 

184 

60 

8 


417 

292 

106 

9 

5 


5 


242 

43 

141 

51 

4 

3 


322 

113 

163 

42 

4 


470 

259 

180 

28 

3 


123 

35 

77 

7 


4 


GROSS RENT 


RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $29 ... ... • 

$30 TO $39 . 

$40 TO $49 . 

$50 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 OR MORE . 

NO CASH RENT . 


144 

4 

8 

34 

7 

45 

34 

4 


213 

B 

21 

50 

50 

23 

16 


8 


45 


527 

4 

24 

B 

72 

183 

152 

72 

12 


265 

19 
10 
34 
30 
51 
46 
29 
24 

20 


313 

8 

21 

32 

69 

102 

40 

17 

24 


2B4 

11 

5 
11 
22 
43 

113 

39 

34 

6 










































































Kansas 


18-109 


Table 38. —Characteristics of Housing Units With Nonwhite Household Heads, for SMSA’s 
AND Places With 2,000 or More Such Units; 1960 
[Some data based on sample; see text. “tJ” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Sujjply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Persons 

Persons per Room 


SUBJECT 

SMSA'S 

PLACES 

KANSAS CITY 

TOPEKA 

WICHITA 

KANSAS CITY 

TOPEKA 

WICHITA 

ALL OCCUPIED UNITS . 

35 244 

2 942 

5 601 

7 950 

2 861 

5 416 

TENURE 







OWNER OCCUR I.. 

17 610 

1 681 

3 172 


1 642 

3 077 

RENTER OCCUPIED.' . 

17 634 

1 261 

2 429 


1 219 

2 339 

CONDITION AND PLUMBINQ 







OWNER OCCUPIED . 

17 647 

1 697 

3 145 


1 667 

3 039 

SOUND. 

13 178 

973 

2 414 


956 

2 356 

WITH ALL PLUMBING FACILITIES . 

12 610 

835 

2 365 


822 

2 326 

LACKING SOME OR ALL FACILITIES . 

56S 

138 

49 


134 

30 

deteriorating. 

3 412 

447 

540 


438 

492 

WITH ALL plumbing FACILITIES . 

2 B83 

274 

448 


269 

448 

LACKING SOME OR ALL FACILITIES . 

529 

173 

92 

227 

169 

44 

dilapidated. 

1 057 

277 

191 

351 

273 

191 

RENTER OCCUPIED. 

17 661 

1 193 

2 423 

3 081 

1 159 

2 341 

SOUND. 

10 1B7 

438 

1 623 

1 387 

415 

1 600 

WITH ALL PLUMBING FACILITIES . 

7 617 

331 

1 506 

1 018 

308 

1 498 

LACKING SOME OR ALL FACILITIES . 

2 570 

107 

117 

369 

107 

102 

deteriorating. 

5 635 

406 

545 

1 132 

402 

506 

WITH ALL PLUMBING FACILITIES . 

3 337 

189 


625 

189 

423 

LACKING SOME OR ALL FACILITIES . 

2 298 

217 


507 

213 

83 

dilapidated. 

1 839 

349 


562 

342 

235 

WATER SUPPLY 







HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

32 679 

2 213 


6 976 

2 164 

5 144 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

2 205 

506 


832 

502 

135 

PIPED WATER OUTSIDE STRUCTURE. 

130 

65 


46 

65 

47 

NO PIPED WATER . 

294 

106 

155 

93 

95 

54 

TOILET liACILITIES 







FLUSH TOILETi exclusive USE. 

29 519 

2 098 

5 089 

6 728 

2 049 

5 027 

FLUSH TOILETt SHARED . 

4 B66 

243 

220 

845 

243 

216 

OTHER TOILET FACILITIES OR NONE. 

921 

549 

259 

374 

534 

137 

BATHING FACILITIES 







BATHTUB OR SHOWERi EXCLUSIVE USE .... . 

28 513 

1 977 

5 016 

6 390 

1 928 

4 958 

BATHTUB OR SHOWERt SHARED. 

4 866 

247 

226 

823 

247 

222 

NO BATHTUB OR SHOWER . 

1 929 

666 

326 

734 

651 

200 

ROOMS 







1 ROOM . 

973 

61 

39 

86 

61 

31 

2 ROOMS. 

3 375 

160 

210 

510 

157 

191 

3 ROOMS. 

5 333 

353 


1 127 

344 

805 

4 ROOMS. 

6 511 

680 


1 444 

660 

1 981 

5 ROOMS. . 

6 206 

886 


2 355 

866 

1 451 

6 ROOMS. . 

5 247 

493 


1 326 

489 

539 

7 ROOMS. 

2 990 

172 


578 

164 

236 

6 ROOMS OR MORE.. . 

2 673 

85 


521 

85 

146 

MEDIAN . 

4.7 

4.7 


4.8 

4.7 

4.3 

UNITS IN STRUCTURE 







It detached. 

18 440 

2 324 

4 387 

5 810 

2 280 

4 208 

It ATTACHED. 

2 526 

98 

369 

481 

89 

364 


3 BOB 

344 

372 

688 

344 

372 

3 AND 4.. 

4 198 

74 

357 

662 

69 

351 

5 TO 9. 

3 440 

41 

48 

268 

41 

48 

10 OR MORE . 

2 864 

13 

22 

35 

13 

22 

TRAILER. 

9 

16 

24 

4 

16 

20 

YEAR STRUCTURE BUILT 







ALL UNITS. 

35 308 

2 890 

5 568 

7 947 

2 826 

5 380 

1959 TO MARCH 1960 ..... . 

146 

62 

16 

34 

58 

12 

1955 TO 1958 . 

586 

147 

247 

159 

139 

207 

1950 TO 1954 . 

1 459 

153 

1 100 

274 

145 

1 065 

1940 TO 1949 . 

1 367 

165 

1 715 

379 

156 

1 670 

1930 TO 1939 . 

4 401 

242 

923 

674 

238 

901 

1929 OR EARLIER. 

27 349 

2 121 

1 567 

6 427 

2 090 

1 525 

OWNER OCCUPIED . 

17 647 

1 697 

3 145 

4 866 

1 667 

3 039 

1955 TO MARCH 1960 . 

528 

105 

170 

148 

101 

146 

1950 TO 1954 . 

764 

117 

651 

213 

113 

620 

1940 TO 1949 . 

840 

71 

1 049 

227 

66 

1 027 

1939 OR EARLIER. 

15 515 

1 404 

1 275 

4 278 

1 387 

1 246 

PERSONS 







1 PERSON . 

7 407 

483 

730 

1 211 

480 

683 

2 PERSONS. 

9 673 

743 

1 245 

2 193 

727 

1 189 

3 PERSONS. 

5 531 

609 

1 051 

1 360 

596 

1 027 

4 PERSONS. 

3 934- 

387 

798 

909 

374 

786 

5 PERSONS. 

2 735 

216 

538 

610 

208 

528 

6 PERSONS. 

2 434 

233 


615 

226 

464 

7 PERSONS. 

1 419 

83 


443 

B3 

215 

B PERSONS OR MORE. 

2 175 

136 


606 

132 

488 

MEDIAN . 

2.6 

2.9 

3.3 

2.9 

2.8 

3.3 

PERSONS PER ROOM 







0.50 OR LESS . 

15 988 

1 161 

1 7B8 

3 426 

1 138 

1 717 

0.51 TO 0.75 . 

6 189 

567 

1 098 

1 412 

562 

1 058 

0.76 TO 1.00 . 

6 787 

603 

1 148 

1 343 

587 

1 128 

1.01 TO ... . 

3 920 

426 

994 

1 002 

410 

959 

1.51 OR MORE . 

2 424 

133 

540 

764 

129 

518 
























































































































































































APPENDIX 


Table A-1. —^Percent of Allocation for Nonresponse or Inconsistency, for the State, by Si 2 aE of Place: 1960 

[Leaders (• • ^ indicate that the item is not applicable or that it is not published in this report for the given areas. The base on whicli the percentage is computed is expressed as a code which appears in 

the first column. The legend for the codes follows the table] 





INSIDE SMSA 

'S 


1 PLACES OF 1,000 TO 

50,000 INHABITANTS 

SUBJECT 

BASE 

(code) 

THE 

STATE 

total 

PLACES OF 
50,000 
INHABIT¬ 
ANTS 

OR MORE 

balance 

OUTSIDE 

smsa's 

25,000 

TO 

50,000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1,000 
TO 

2,500 

OCCUPANCY characteristics! 











TENURE. 

2 

1.3 

1.8 

2.1 

1.1 

1.1 

1.1 

1.3 

1 .0 

1.0 

YEAR MOVED INTO UNIT. 

2 

2.1 

3.2 

3.2 

3.1 

1.4 

1.7 

2.3 

1.3 


VACANCY STATUS 1 











FOR SALE ONLY . 

M- 

13.7 

10.3 

17.7 

3.9 

17.5 

3.9 

7.2 

9.1 


FOR RENT. 

S 

5,If 

7.2 

9.3 

1.7 

4.1 

4.0 

3.3 

4.1 


OTHER . 

6 

2.0 

5.2 

6.B 

2.1 

1.5 

1 .6 

3.2 

1.6 

1. ■ 

duration of vacancy . 

3 

21.3 

21.6 

16.2 

31.“t 

21.0 

20.1 



... 

STRUCTURAL CHARACTERISTICS 











BASEMENT. 

1 

2.8 

3.2 

2.7 

*1.0 


2.2 

2.8 



BEDROOMS. 

1 

5.0 

5.2 

5.0 

5.H 


5.8 

6.0 

• • • 

• * • 

ROOMS . 

1 

0.8 

0.6 

0.7 

0.4 


1.3 

0.7 

1.1 

1.2 

TRAILERS! ON PERMANENT FOUNDATION OR MOBILE . 

7 

15.6 

19.11 

15.3 

22.5 


• •« 

• » • 

• * • 


UNITS IN STRUCTURE. 

1 

2.9 

3.1 

2.8 

3.7 


13.1 

2.0 

1 .4 

• • « 

YEAR STRUCTURE BUILT. . . 

1 

2.9 

3.6 

3.0 

4.5 


2.1 

2.6 

2.1 

• • • 

CONDITION AND PLUMBING FACILITIES 











bathing FACILITIES. 

1 

1.1 

1 .0 

1 .2 

0.6 

1.2 

1.3 

1.0 

1.3 


BATHROOMS.... 

1 

7.0 


8.3 

5.8 

6.7 

6.5 


5.1 

• 9 • 

CONDITION OF UNIT . 

1 

0.9 


0.5 

0. 6 

1.1 

1 .5 


1.2 

1.2 

SEWAGE DISPOSAL . 

1 

2.7 


• « • 

• . • 

* . • 

1 .7 


1 .7 


SOURCE OF WATER... 

1 

2.2 


♦ . . 

. . . 

• . . 

1 .7 


1 .6 

• « • 

TOILET FACILITIES . 

1 

0.9 

m 

0.8 

0.6 

1.1 

1.3 

0.9 

1 .1 

• • • 

WATER SUPPLY. 

1 

1.2 

0.8 

1.0 

0.6 

1.3 

1.2 


1.3 

• • • 

EQU1PMENT 








■ 



AIR CONDITIONING. 

2 

2.It 

3.0 

3.2 

2.5 

2.1 

Hi 


... 


AUTOMOBILES AVAILABLE . 

2 

6.If 

6.5 

5.2 

8.7 

6.4 



« • • 


CLOTHES dryer . 

2 

3.7 

H.6 

5.1 

*1.3 

3.1 



• • • 


CLOTHES WASHING MACHINE . 

2 

2.2 

2.8 


2.4 

1.9 



• • • 


HEATING EQUIPMENT . 

1 

2.6 

3.2 


4.2 

2.3 

2.0 

2.8 

2.0 


HOME FOOD FREEZER . 

2 

3.7 

H.1 


3.2 

3.5 

• • • 

• • • 

• « • 


RADIO SETS. 

2 

2.3 



2.6 

1.9 

• • • 

• • • 

• • • 


TELEPHONE available . 

2 

2.3 



3.0 

1.9 

• • • 

• • • 

• • • 


TELEVISION SETS . 

2 

2.8 



3.1 

2.5 

• • • 

• • * 

• • • 


FUELS 











COOKING FUEL. 

2 

2.5 

3.1 

3.3 

2.6 

2.1 


... 

... 

♦ • ♦ 

heating fuel. 

2 

2.9 


3.3 

3.0 

2.7 

• • • 

• • • 

• • • 

• 6 • 

WATER HEATING FUEL. 

2 

8.9 


5.5 


10.9 

• * • 

• • • 

• • • 

• • • 

FINANCIAL CHARACTERISTICS 





H 






CONTRACT RENT . 

S 

8.2 


3.3 



7.1 

7.8 

7.8 

• • • 

VALUE . 

9 

2.9 


1 .H 


^■9 

2.1 

2.1 

2.1 

3.0 


CODE base 

1 ALL HOUSINfi UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

N VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

a RENTER-OCCUPIED AND VACANT AVAILABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 
9 OWNER-OCCUPIED AND VACANT AVA I LABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 


Cincinnati, Ohio-Ky.: Hamilton County, Ohio; Campbell and 
Kenton Counties, Ky. 

Evansville, Ind.-Ky.: Vanderburgh County, Ind.; Henderson 
County’ Ky. 


Huntington-Ashland, W. Va.-Ky.~Ohio: Cabell and Wayne Coun¬ 
ties, W. Va.; Boyd County, Ky,; Lawrence County, Ohio. 

Lexington, Ky.: Fayette County, Ky. 

Louisville, KV.—Ind,: Jefferson County, Ky,; Clark and Floyd 
Counties, Ind. 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 


Cincinnati, Ohio-Ky.: Parts of Clermont and Hamilton Counties, 
Ohio; of Boone, Campbell, and Kenton Counties, Ky. 
Huntington-Ashland, W. Va.-Ky.-Ohio: Parts of Cabell and 
Wayne Counties, W, Va.; of Boyd and Greenup Counties, Ky.; 
of Lawi-ence County, Ohio. 


Lexington, Ky.: Part of Fayette County, Ky. 

Louisville, Ky.—Ind.: Pai’t of Jefferson County, K-y. I of Claik and 
Floyd Counties, Ind, 
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State and Small Areas 


Table 1.—Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place. Plus (-1-) or minus (-) after number indicates median above or below that number. Percent not shown where 

less than 0.1] 


THE state. 

URBAN. 

RURAL. 

NONFARM. 

OCCUPIED FARM. . . . 

INSIDE SMSA'S. 

IN CENTRAL CITIES. . 
NOT IN CENTRAL CITIES 
OUTSIDE SMSA«S .... 


STANOARO METROPOLITAN 
•STATISTICAL areas 

CINCINNATI . 

STATE PORTION. . . . 

EVANSVILLE . 

STATE PORTION. . . . 
HUNTINGTON-ASHLAND . . 
STATE PORTION. . . . 

LEXINGTON. 

LOUISVILLE . 

STATE PORTION. . . . 

PLACES 

ASHLAND. 

BOWLING GREEN. 

COVINGTON. 

FORT Thomas. 

FRANKFORT. 

GLASGOW.. . 

HENDERSON. 

HOPKINSVILLE . 

LEXINGTON. 

LOUISVILLE . 

MADISONVILLE . 

MAYFIELD ....... 

MIDDLES80ROUGH .... 

NEWPORT. 

OWENSBORO. . . 

PADUCAH. 

PLEASURE RIDGE PARK (U) 

RICHMOND. 

SHIVELY. 

VALLEY STATION (U) . . 
WINCHESTER . 


ALL HOUSING UNITS 



OCCUPIED 

HOUSING UNITS 




TOTAL 

NUMBER 


PERCENT— 

TOTAL 

number 

MEDIAN 

NUM¬ 

BER 

OF 

PER¬ 

SONS 

PERCENT— 


OWNER 

MEDIAN 

VALUE 

(DOL¬ 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL¬ 

LARS) 

MEDIAN 

NUM¬ 

BER 

OF 

ROOMS 

IN 

ONE- 

HOUS¬ 

ING 

UNIT 

STRUC¬ 

TURES 

1 

SOUND. 

WITH 

ALL 

PLUMB¬ 

ING 

FACIL¬ 

ITIES 

WITH 

1.01 

OR MORE 
PERSONS 
PER 
ROOM 

i 

OCCU¬ 

PIED 

BY 

non- 

white 

OWNER 

OCCU¬ 

PIED 

RENTER 

OCCU¬ 

PIED 

925 572 

4.7 

87.7 

24.2 

53.4 

851 B67 

3.1 

17.1 

32.2 

7.1 

64.3 

35.7 

8 800 

55 

434 239 

4.6 

77.1 

24.7 

75.1 

411 150 

2.8 

13.3 

34.8 

11.0 

60.0 

40,0 

10 800 

61 

491 333 

4.7 

97. 1 

23.7 

34.2 

440 717 

3.3 

20.7 

29.7 

3.5 

68.3 

31.7 

5 400 


343 250 

4.5 

96. 1 

28.3 

37.2 

292 634 

3.3 

22.5 

35.3 

3.9 

64.5 

35, 5 

5 400 

39 

148 083 

5.4 

99.4 

13.0 

27.4 

148 083 

3.2 

17.1 

18.7 

2.6 

75.7 

24.3 

• • • 

• • • 

320 435 

4.7 

76.0 

28.1 

77.2 

303 181 

3.0 

14.6 

34.7 

10.1 

63.1 

36.9 

11 700 

64 


4.4 

67.0 

16.0 


150 044 

2.7 

15.0 

35.7 

17.1 

52.4 

47.6 


63 

161 443 

4.9 

84.9 

40.1 


153 137 

3.3 

14.3 

33.7 

3.3 

73.6 

26.4 

12 700 

66 

605 137 

4.7 

93.9 

22.1 

40,8 

548 686 

3.1 

18.5 

30.8 

5.4 

65.0 

35.0 

6 OOU 

45 

343 S&6 

4.5 

56.8 

22.5 

78.5 

326 009 

2.B 

14.0 

34.0 

11.6 

56.5 

43.5 

15 400 

68 


4.5 

68.6 

19.0 

77.8 

61 622 

3.0 

16.4 

31.5 

2.3 

64.5 

35,5 

11 600 

65 

66 292 

4.4 

65.2 

22.9 

74.1 

60 737 

2.8 

13.6 

30,0 

6.3 

68.2 

31.8 

8 800 


11 219 

4.3 

69.6 

24.0 

56.3 

10 104 

2.8 

16.8 

33.8 

9.8 

63.1 

36.9 

7 400 

54 

80 067 

4.9 

88.7 

21.4 

65.5 

74 452 

3.0 

13.3 

31,6 

3.0 

65.3 

34.7 

9 900 

60 

16 185 

4.9 

89.9 

22.8 

74.6 

15 069 

3.1 

13.3 

32.9 

1.6 

68.3 

31.7 

9 800 

61 

40 263 

4.9 

77.9 

34.6 

75.3 

38 194 

2.9 

10,9 

40.7 

14.8 

56.2 

43,8 

13 600 

66 

224 059 

4.7 

78.6 

30.4 

77.4 

211 382 


14.9 

34.1 

11.2 

65.0 

35.0 

11 400 

64 

188 311 

4.7 

76.1 

30.6 

78.8 

178 192 

■ 

14.a 

34.7 

12,6 

63.7 


11 800 

64 

ID 388 

5.0 

86.0 

18.4 

84.4 

9 732 

■ 

9.5 

32.6 

2.5 

67. 1 


10 900 

66 

8 970 


85.0 

25.0 

68.8 

8 565 

2.7 

11.9 

39.5 

12.0 

55.4 

44.6 

9 aoo 

50 

20 234 

mgsA 

49.6 

4.3 

72.3 


2.6 

18,6 

34.7 

5.8 

49.2 

50.8 

9 000 

61 

4 628 


76.3 

29.2 

98.1 


2.8 

5.4 

26.7 

* « « 

77.4 

22.6 

17 200 

93 

5 939 


70.8 

23.3- 

78.0 


2.6 

7.0 

35,5 

10.5 

50.3 

49.7 

11 300 

63 

3 352 


89.3 

27.4 

64.6 


2,8 

12.0 

34.9 

10.0 

55.1 



5?. 

5 806 

4.1 

80,8 

14.2 

62.7 


2.5 

15.7 

32.5 

14.3 

58.3 


7 200 

54 

6 515 

4*5 

86,9 

32.1 

67.1 


2.7 

12.1 

37.6 

25.8 

54.6 


8 100 

55 

20 324 

4.1 

62.2 

20.1 

64.9 


2.5 

14.2 

43.3 

25.2 

38.9 


11 000 

63 

128 280 

4.3 

66.2 

15.1 

75.0 



15.5 

34.7 

17.0 

53.3 

46.7 

10 400 

63 

4 587 

4.7 

89.6 

24.5 

75.9 


H 


34.1 

13.9 

66.1 

33.9 

7 900 

56 

3 910 

4.6 

85.9 

23.1 

72.9 

3 736 


9.3 

31.4 

10.5 

63.0 

37.0 

7 900 

51 

3 891 

4*7 

89.6 

15.1 

47.4 


3.1 

17.9 

30.1 

7.9 

61.1 

38.9 

5 100 


9 920 

3.9 

49.3 

7.5 

72.8 


2.8 

20.3 

33.4 

2.5 

48,7 

51.3 

9 300 


13 597 

4.6 

84.8 

30.5 

78.6 

12 821 

2.9 

13.8 

37.6 

7.2 

60.4 

39.6 

10 700 


12 450 

4.5 

79.0 

25.2 

58.5 

11 305 

2.6 

10.2 

32,7 

15.4 

57.3 

mm 

6 700 


2 714 

5.1 

99.2 

88.7 

94.9 

2 577 

3.9 

14.1 

48.8 

f • • 

92.4 

■QQ 

13 400 


3 741 

4.5 

74.9 

23.8 

65.0 

3 563 

2.6 

10.7 

39.7 

15.2 

48.2 

51.8 

9 400 

49 

4 251 

5.0 

93.6 

72.9 

95.7 

4 121 

3.5 

11.a 

33.8 

0.1 

88.0 


13 800 

103 

2 550 

5.2 

98.8 

91.9 

95.5 

2 471 



32.4 

• • * 

89.0 


11 900 

104 

3 509 

4.8 

74,0 

15.1 

64.3 

3 295 

mm 


39.2 

17.3 

50.3 



61 


VACANCY rate 


HOME- 

OWNER 


1.2 

1.4 
1.0 

1.5 


1.6 

1.3 

1.8 

0.9 


1.5 

0.9 

2.0 

1.4 

1.4 

1.5 
1.8 
1.7 

i.a 


1.6 

1.0 

0.6 

0.8 

1.1 

0.5 

1.2 

2.1 

1.9 

1.2 

1.6 

1.8 

1.9 

0.9 

1.7 

0.9 

3.3 

1.3 
1.6 
2.1 
0.6 


6.9 

6.6 

7.2 

9.U 


6.8 

7.3 

5.9 

6.9 


6.1 

5.5 
10.7 

8.1 

7.5 

8.0 

5.3 

7.6 

7.4 


8.8 

4.8 

5.7 

4.6 

3.4 

3.1 

8.2 

4.5 

5.7 

7.5 

7.8 


10.9 

8.0 

4.2 

7.0 

4.2 

5.3 




















































































































































Kentucky 

Table 2, Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: 1960 

[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 
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State and Small Areas 


Table 3. —Bathrooms, Rooms, and Bedrooms, por the State, Inside and Outside SMSA's, 

Urban and Rural: I960 
[Some data based on sample; see text] 


Bathrooms 

Rooms 


Bedrooms 





the state 












URBAN 


SUBJECT 



1 




TOTAL 



TOTAL 


INSIDE 

OUTSIDE 






SMSA'S 

SMSA'S 



bathrooms 









ALL UNITS . 

925 

383 

320 

279 

605 

104 


074 


482 

833 

234 

586 

248 

247 


027 

1 PLUS PARTIAL. 

34 

217 

19 

523 

14 

694 


056 

2 OR MORE . 

40 

946 

21 

632 

19 

314 


730 

shared or none. 

367 

387 

44 

538 

322 

849 


261 

owner .. 

547 

744 

191 

305 

356 

439 


855 


305 

581 

142 

300 

163 

281 


017 

MORE Than 1 . 

63 

346 

36 

360 

26 

986 


802 

SHARED OR NONE... 

178 

817 

12 

645 

166 

172 


036 

renter occupied . 

304 

123 

111 

876 

192 

247 


295 


152 

538 

61 

444 

71 

094 


068 

MORE THAN 1 . 

9 

602 

3 

624 

5 

978 



SHARED OR NONE. 

141 

983 

26 

608 

115 

175 


660 

ROOMS 









ALL UNITS . 

925 

434 

320 

334 

605 

100 


116 

1 ROOM. 

14 

763 

8 

166 

6 

597 


611 

2 ROOMS . 

44 

354 

19 

258 

25 

096 


120 

3 ROOMS . 

110 

491 

42 

428 

68 

063 

60 

362 

4 ROOMS . 

250 

258 

75 

412 

174 

846 


920 

5 ROOMS... 

223 

446 

81 

565 

141 

681 


785 

6 ROOMS.... 

159 

395 

55 

923 

103 

472 


394 

7 ROOMS . 

70 

162 

23 

159 

47 

003 


082 

8 ROOMS OR MORE . 

52 

565 

14 

423 

38 

142 


842 

MEDIAN. 


4.7 


4.7 


4.7 


4.6 

OWNER occupied. 

547 

750 

191 

311 

356 

439 


831 

1 ROOM. 

1 

226 


274 


952 


292 

2 ROOMS . 

7 

960 

1 

680 

6 

280 

2 

176 

3 ROOMS . 

30 

651 

9 

082 

21 

569 


763 

4 ROOMS . 

127 

412 

38 

645 

88 

767 


795 

5 ROOMS . 

155 

394 

61 

348 

94 

046 


554 

6 ROOMS... 

124 

876 

47 

633 

77 

243 


660 

7 ROOMS . 

57 

316 

20 

173 

37 

143 


726 

8 ROOMS OR MORE . 

42 

915 

12 

476 

30 

439 


865 

MEDIAN. 


5.2 


5.2 

5.1 

5.3 

RENTER OCCUPIED . 

304 

117 

111 

870 

192 

247 

164 

319 

1 ROOM. 

10 

707 

6 

551 

4 

156 

8 


2 ROOMS . 

28 

732 

15 

146 

13 

586 

19 

964 

3 ROOMS . 

65 

440 

29 

930 

35 

510 

43 

639 

4 ROOMS... 

99 

009 

33 

027 

65 

982 

49 

712 

5 ROOMS . 

54 

659 

16 

726 

37 

933 

25 

762 

6 ROOMS . 

27 

528 

6 

595 

20 

933 

10 

611 

7 ROOMS . 

10 

587 

2 

423 

8 

164 

3 

716 

8 ROOMS OR MORE . . . 

7 

455 

1 

472 

5 

983 

2 

273 

MEDIAN. 


4.0 


3.6 


4.1 


3.7 

VACANT AVAILABLE FOR SALE . 

6 

382 

3 

074 

3 

308 

3 

486 

1 TO 3 ROOMS. 


467 


108 


359 


140 

4 ROOMS . 

1 

277 


365 


912 


443 

5 ROOMS . 

2 

522 

1 

423 

1 

099 

1 

604 

6 ROOMS . 

1 

377 


790 


587 


823 

7 ROOMS OR MORE . 


739 


388 


351 


478 

MEDIAN. 


5.1 


5.2 


4.8 


5.2 

VACANT AVAILABLE FOR RENT . 

22 

432 

8 

155 

14 

277 

11 

649 

1 ROOM. 

1 

630 

1 

094 


536 

1 

391 

2 ROOMS . 

2 

876 

1 

610 

1 

266 

2 

022 


5 

140 

2 

173 

2 

967 

3 

071 

4 ROOMS . 

7 

516 

2 

052 

5 

464 

3 

147 

5 ROOMS OR MORE . 

MEDIAN. 

5 

270 

3.7 

1 

226 

3.1 

4 

044 

3.9 

2 

oie 

3.3 

BEDROOMS 









ALL UNITS . 

NONE. 

924 

432 

319 

538 

604 

894 

433 

213 

19 

583 

10 

180 

9 

403 

13 

473 


166 

330 

71 

217 

95 

113 

96 

566 


387 

716 

120 

321 

267 

395 

169 

412 

4 OR MORE . 

256 

689 

89 

788 

166 

901 

115 

393 

94 

114 

28 

032 

66 

082 

38 

369 

OWNER occupied. ............. 

0 AND 1 . 

548 

156 

191 

674 

356 

482 

247 

103 

49 

534 

18 

722 

30 

812 

22 

993 


227 

439 

74 

688 

152 

751 

99 

436 

4 OR MORE ... 

195 

75 

660 

523 

74 

23 

421 

843 

121 

51 

239 

680 

92 

32 

479 

195 

RENTER OCCUPIED . 

NONE. 

303 

652 

111 

446 

192 

204 

164 

020 

13 

838 

e 

100 

5 

738 

11 

086 


95 

141 

46 

764 

48 

377 

65 

535 

3 OR MORE . 

129 

760 

41 

015 

68 

745 

63 

006 

64 

913 

15 

569 

49 

344 

24 

393 


RURAL 


TOTAL 


491 

166 

10 

11 

303 


NONFARM 


309 

606 

161 

216 

126 


343 

126 

B 

8 

200 


OCCUPIED 

FARM 


045 

034 

343 

667 

001 


148 264 
40 772 

1 BIB 

2 549 
103 125 


300 889 
122 564 
16 544 
161 781 


188 587 
86 994 
12 534 
89 059 


112 

35 

4 

72 


302 

570 

010 

722 


139 828 
34 470 
4 035 
101 323 


103 866 
29 266 
3 678 
70 920 


35 962 
5 202 
357 
30 403 


491 318 
4 152 
19 234 
50 129 
145 338 
115 661 
87 001 
39 080 
30 723 
4.7 


343 235 
3 797 
16 748 
40 904 
111 705 
82 380 
52 380 
20 616 
14 705 
4.5 


146 083 
355 
2 486 
9 225 
33 633 

33 281 

34 621 
18 464 
16 018 

5.4 


300 919 
934 

5 784 
18 886 
77 617 
77 840 
65 216 
30 590 
24 050 

5.1 

139 798 
2 085 
8 748 
21 801 
49 297 
28 897 
16 917 

6 871 
5 182 

4.3 

2 894 
327 
834 
918 
554 
261 
4.8 


188 838 
780 
4 532 
13 724 
54 789 
51 813 

37 372 
15 076 
10 752 

4.9 

103 796 

1 884 
7 514 

17 740 

38 492 
21 643 
10 140 

3 921 

2 462 
4.1 

2 894 
327 
834 
918 
554 
261 
4.8 


112 081 
154 
1 252 

5 164 
22 828 

26 027 

27 844 
15 514 
13 298 

5.5 

36 002 
2C 

1 2: 

4 06. 
10 805 
7 254 

6 777 

2 950 
2 720 

4.7 


10 783 
239 
854 

2 069 
4 369 

3 252 
4.0 


10 783 
239 
854 

2 069 
4 369 

3 252 
4.0 


491 219 
6 110 
69 764 
218 304 
141 296 
55 745 

301 053 
26 541 
128 003 
103 181 
43 328 

139 632 
2 752 
29 606 
66 754 
40 520 


344 619 
5 676 
57 097 
162 492 
90 964 
28 390 

190 225 

19 801 

88 340 
62 278 
19 806 

103 860 

2 452 
23 546 
50 605 
27 258 


146 600 
434 

12 667 
55 812 
50 332 
27 355 

110 828 
6 740 

39 663 

40 903 
23 522 

35 772 
300 
6 061 
16 149 

13 262 
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Table 4.—Structural Characteristics axd Heating Equipment, for the State, Inside and 
Outside SMSA's, Urban and Rural: 1960 

[Based on sample; see text] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 

THE STATE 

URBAN! 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

UNITS IN STRUCTURE 








ALL UNITS . 

925 383 

320 279 

605 104 

434 074 

49 1 309 

343 045 

148 264 

It DETACHED . 

765 083 

224 425 

540 658 

306 456 

458 627 

313 574 

145 053 

ii attached.. . . . . 

36 846 

16 024 

20 822 

24 813 

12 033 

10 387 

1 646 


44 903 

29 371 

15 532 

39 336 

5 567 

5 003 

564 

3 AND 4.. • ■ 

33 456 

23 203 

10 253 

29 994 

3 462 

3 329 

133 

5 OR MORE . 

35 019 

24 207 

10 812 

29 750 

5 269 

4 957 

312 

TRAILERi 








ON permanent foundation . 

1 216 

216 

1 000 

353 

863 

735 

128 

mobile.. . 

8 860 

2 833 

6 027 

3 372 

5 488 

5 060 

428 

owner occupied. 

547 744 

191 305 

356 439 

246 855 

300 889 

188 587 

112 302 

It detached . 

509 094 

172 482 

336 612 

221 799 

287 295 

177 298 

109 997 

It attached . 

11 507 

4 366 

7 141 

6 589 

4 918 

3 750 

1 168 


12 144 

8 265 

3 879 

10 677 

1 467 

1 167 

300 

3 and 4 . 

3 972 

2 423 

1 549 

3 272 

700 

611 

89 

5 OR MORE . 

2 362 

1 096 

1 266 

1 341 

1 021 

743 

278 

TRAILER . 

8 665 

2 673 

5 992 

3 177 

5 488 

5 018 

470 

RENTER OCCUPIED . 

304 123 

111 876 

192 247 

164 295 

139 828 

103 866 

35 962 

li DETACHED ..... . 

195 829 

42 415 

153 414 

72 174 

123 655 

88 599 

35 056 

1 . attached . 

22 770 

10 662 

12 108 

16 723 


5 569 

478 


29 191 

la 963 

10 228 

25 621 

3 570 

3 306 

264 

3 AND 4 . 

26 123 

18 777 

7 346 

24 014 

2 109 

2 065 

44 

5 TO 9. 

16 293 

10 634 

5 659 

13 380 

2 913 

2 879 

34 

10 TO . .. . 

7 251 

5 656 

1 595 

6 753 

498 

498 

« • • 

20 TO 49. 

2 659 

2 113 

546 

2 553 

106 

106 

» » • 

50 OR MORE.. 

2 596 

2 280 

316 

2 529 

67 

67 

• • 8 

trailer... 

1 411 

376 

1 035 

548 

863 

777 

86 

VACANT available FOR RENT . 

20 973 

8 094 

12 879 

11 498 

9 475 

9 475 



13 338 

2 863 

10 475 

4 586 

8 752 

8 752 


2 TO 4 . 

4 696 

3 108 

1 588 

4 164 

532 

532 


5 TO .. 

1 630 

1 104 

526 

1 500 

130 

130 


10 OR more. 

1 309 

1 019 

290 

1 248 

61 

61 


YEAR STRUCTURE BUILT 








ALL UNITS . 

925 434 

320 334 

605 100 

434 116 

491 318 

343 235 

148 083 

1959 TO MARCH 1960 .. 

30 366 

11 853 

18 513 

12 986 

17 380 

15 091 

2 289 

1955 TO 1956. 

86 703 

38 009 

48 694 

41 953 

44 750 

38 101 

6 649 

1950 TO 1954 . 

106 596 

40 316 

66 280 

52 301 

54 295 

43 939 

10 356 

1940 To 1949 . 

141 483 

41 914 

99 569 

58 578 

82 905 

62 186 

20 719 

1930 To 1939. 

121 941 

34 839 

87 102 

51 564 

70 377 

48 983 

21 394 

1929 OR EARLIER . 

438 345 

153 403 

284 942 

216 734 

221 611 

134 935 

86 676 

OWNER OCCUPIED. 

547 750 

191 311 

356 439 

246 831 

300 919 

188 838 

112 081 

1955 TO MARCH 1960. . . 

88 024 

40 429 

47 595 

43 105 

44 919 

37 435 

7 484 

1950 To 1954... 

72 522 

29 601 

42 921 

35 739 

36 783 

28 267 

8 516 

1940 TO 1949. 

89 026 

27 620 

61 406 

36 793 

52 233 

35 822 

16 411 

1939 OR EARLIER . 

298 178 

93 661 

204 517 

131 194 

166 984 

87 314 

79 670 

ALL HOUSINfi UNITS . . 

925 572 

320 435 

605 137 

434 239 

491 333 

343 250 

148 083 

BASEMENT 








BASEMENT. 

335 249 

198 293 

136 956 

235 767 

99 482 

69 667 

29 815 

CONCRETE SLAB . 

114 692 

37 632 

77 060 

57 505 

57 187 

42 308 

14 879 

OTHER . 

475 442 

84 354 

391 088 

140 802 

334 640 

231 070 

103 570 

heating equipment 








STEAM OR Hot water. 

46 580 

30 174 

16 406 

39 092 

7 488 

5 668 

1 820 

WARM AIR FURNACE. 

263 196 

167 500 

95 696 

187 184 

76 012 

61 564 

14 448 

FLOOR! WALL! OR PIPELESS FURNACE.. 

96 229 

33 653 

62 576 

62 850 

33 379 

27 030 

6 349 

BUILT-IN ELECTRIC UNITS . 

12 167 

524 

11 643 

3 625 

8 542 

6 022 

2 520 

OTHER MEANS WITH FLUE . 

447 209 

69 171 

378 038 

no 246 

336 963 

219 465 

117 498 

OTHER MEANS WITHOUT FLUE. 

54 32? 

18 351 

35 976 

30 086 

24 241 

19 131 

5 110 

NONE. 

5 726 

961 

4 765 

1 033 

4 693 

4 355 

338 
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State and Small Areas 


Table 5. —Occupancy Characteristics, for the State, Inside and Outside SMS As, 
Urban and Rural: I960 

[Based on sample; see text] 


Population 

Persons 


Persons per Room 
Year Moved into Unit 


POPULATION IN HOUSING UNITSi 1960 

PER OCCUPIED Unit . 

owner . 

RENTER. 

POPULATION IN dwelling UNITSi 1950 
PER OCCUPIED UNIT . 



owner occupied 

1 PERSON. 

2 PERSONS . . • . 

3 PERSONS .... 

4 PERSONS .... 

5 PERSONS .... 

6 PERSONS .... 

7 PERSONS .... 
a PERSONS OR MORE 


RENTER OCCUPIED 

1 PERSON. 

2 PERSONS . . . . . 

3 PERSONS . 

4 PERSONS . 

5 PERSONS . 

6 PERSONS . 

7 PERSONS . 

a PERSONS OR more . 


OWNER OCCUPIED 
0.50 OR LESS. . . 
0.51 TO 0.75. . . 
0.76 TO 1.00, . , 
1.01 TO 1.50. . . 
1.51 OR MORE. . . 


RENTER OCCUPIED 
0.50 OR LESS. . . . 
0.51 TO 0.75. . , . 
0.76 TO 1.00, . . . 
1.01 TO 1.50, . . . 
1.51 OR MORE. . . . 


OWNER OCCUPIED 
1969 TO march 1960 

1958. 

1957. 

1954 To 1956. . . 
1950 TO 1953. . . 
1940 TO 1949. . . 
1939 OR EARLIER . 


RENTER OCCUPIED 
1959 TO MARCH 1960. 

1958. 

1957. 

1954 To 1956. . . . 
1950 TO 1953. . . . 
1940 TO 1949. .. , . 
1939 OR EARLIER . . 


103 796 
46 813 
14 494 
9 517 
13 182 
7 909 
7 251 
4 630 


112 081 
55 618 
22 991 
18 681 
9 464 
5 327 


112 081 
7 loa 
5 150 
4 644 
11 823 
15 489 
30 972 
36 895 
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Table 6.—Type of Fuel and Selected Equipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural: 1960 
[Baaed on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machiue 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 

THE STATE 

URBAN 1 

total 

RURAL 

TOTAL 

INSIDE 

SMSa ' S 

OUTSIDE 
SMSAIS 

total 

NONFARM 

OCCUPIED 

FARM 

ALL OCCUPIED UNITS. 

851 867 

303 181 

548 6B6 

411 150 

440 717 

292 634 

148 083 

HEATING FUEL 








UTILITY GAS . 

388 613 

236 111 

152 502 

321 449 

67 164 

61 767 

5 397 

FUEL OILi kerosene t ETC . 

65 380 

19 479 

45 901 

17 022 

48 358 

34 583 

13 775 

COAL OR COKE. 

299 362 

37 199 

262 163 

57 424 

241 938 

156 921 

85 017 

WOOD.... , 

44 231 

993 

43 238 

1 206 

43 025 

15 416 

27 609 

ELECTRICITY . 

13 332 

702 

12 630 

4 147 

9 185 

5 787 

3 398 

BOTTLED 1 TANKi OR LP GAS.. . . . 

37 783 

7 684 

30 099 

8 481 

29 302 

18 385 

10 917 

OTHER FUEL. 

1 753 

588 

1 165 

B65 

888 

644 

244 

NONE... 

1 354 

366 

988 

529 

825 

582 

243 

water heating fuel 








UTILITY GAS . 

362 941 

238 106 

124 835 

314 252 

48 689 

45 522 

3 167 

ELECTRICITY . 

161 147 

27 245 

133 902 

41 805 

119 342 

75 565 

43 777 

COAL OR coke. 

13 851 

3 109 

10 742 

6 803 

7 048 

5 668 

1 380 

WOOD. 

90a 

259 

649 

337 

571 

194 

377 

BOTTLEDi TANKi OR LP GAS.. . . 

36 a03 

10 768 

26 035 

11 461 

25 342 

18 074 

7 268 

FUEL OILi KEROSENE 1 ETC. 

3 790 

1 350 

2 440 

1 463 

2 327 

1 664 

663 

OTHER FUEL. 

1 050 

280 

770 

406 

644 

428 

216 

NONE. 

271 318 

22 005 

249 313 

34 596 

236 722 

146 970 

89 752 

COOKING FUEL 








utility GAS... 

343 727 

221 962 

121 765 

287 202 

56 525 

50 985 

5 540 

ELECTRICITY . 

256 550 

48 459 

208 091 

82 333 

174 217 

103 237 

70 980 

BOTTLEDi TANKi OR LP GAS. 

133 257 

25 649 

107 608 

24 014 

109 243 

72 228 

37 015 

FUEL OILi KEROSENEi ETC . 

a 93a 

1 005 

7 933 

2 407 

6 531 

4 441 

2 090 

COAL OR coke. 

62 966 

3 845 

59 121 

10 914 

52 052 

41 762 

10 290 

WOOD. 

42 879 

838 

42 041 

2 218 

40 661 

20 217 

20 444 

OTHER FUEL. 

1 011 

198 

813 

258 

753 

555 

198 

NONE.. . 

2 480 

1 166 

1 314 

1 777 

703 

660 

43 

CLOTHES WASHING MACHINE 








WRINGER OR SPINNER... 

469 540 

113 984 

355 556 

156 910 

312 630 

191 463 

121 167 

AUTOMATIC OR SEMI-AUTOMATIC . 

205 105 

114 416 

90 689 

144 881 

60 224 

49 550 

10 674 

WASHER-DRYER COMBINATION. 

9 845 

4 950 

4 895 

6 821 

3 024 

2 218 

B06 

NONE... 

167 3ie 

69 772 

97 546 

102 511 

64 807 

50 854 

13 953 

CLOTHES DRYER 








GAS HEATED. 

22 073 

16 608 

5 465 

17 850 

4 223 

3 619 

604 

ELECTRICALLY HEATED . 

72 657 

33 299 

39 358 

41 968 

30 689 

24 563 

6 126 

NONE. 

757 078 

253 215 

503 863 

351 305 

405 773 

265 903 

139 870 

HOME FOOD freezer 








1 OR MORE . 

145 790 

35 503 

110 287 

41 438 

104 352 

50 976 

53 376 

NONE.... 

706 oia 

267 619 

438 399 

369 685 

336 333 

243 109 

93 224 

TELEPHONE AVAILABLE 








YES. 

523 494 

243 315 

280 179 

319 333 

204 161 

136 219 

67 942 


326 373 

59 866 

268 507 

91 817 

236 556 

156 415 

80 141 

AUTOMOBILES AVAILABLE 









495 197 

174 192 

321 005 

232 239 

262 958 

168 213 

94 745 


125 00a 

52 304 

72 704 

64 515 

60 493 

39 573 

20 920 

3 OR MORE . 

15 lao 

6 387 

a 793 

7 680 

7 500 

4 265 

3 235 

NONE. 

216 470 

70 286 

146 184 

106 736 

109 734 

82 034 

27 700 

air CONDITIONING 








ROOM UNITi 








1.. 

47 510 

24 528 

22 982 

33 449 

14 061 

11 479 

2 582 

2 OR more... 

17 201 

a 502 

B 699 

12 381 

4 820 

3 590 

1 230 

CENTRAL SYSTEM. . . 

6 768 

2 989 

3 779 

4 548 

2 220 

1 578 

642 

NONE. 

780 329 

267 103 

513 226 

360 745 

419 584 

277 438 

142 146 

TELEVISION SETS 









619 953 

240 459 

379 494 

319 753 

300 200 

197 898 

102 302 

2 OR MORE . 

48 397 

33 301 

15 096 

36 057 

12 340 

9 751 

2 589 

NONE. 

183 458 

29 362 

154 096 

55 313 

128 145 

86 436 

41 709 

RADIO SETS 









571 997 

183 251 

388 746 

255 576 

316 421 

205 713 

110 708 

2 OR MORE . 

181 827 

92 467 

89 360 

116 618 

65 209 

44 362 

20 847 

NONE. 

97 984 

27 404 

70 580 

38 929 

59 055 

44 010 

15 045 
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State and Small Areas 


Table 7. —Financial Characteristics and Duration of Vacancy, for the State, Inside and 
Outside SMSA’s, Urban and Rural Nonfarm: I960 

[Some data based on sample; see text Plus (+) or minus (—) after number indicates median above or below that number] 


Value Contract Rent 

Gross Rent Duration of Vacancy 


SUBJECT 


VALUE 


owner occupied. 

LESS Than ssiooo. 

SSiOOO TO $7<400. 

$71500 TO $91900. 

$10(000 TO $12(400.. . , 

$12(500 TO $14(900, . 

$15(000 TO $17(400. 

$17(500 TO .. 

$20(000 TO $241900. 

$25(000 TO $34(900. 

$35(000 OR MORE . 

MEDIAN.DOLLARS 


VACANT available FOR SALE . 

LESS THAN $5i000. 

$5(000 TO $9(900. 

$10(000 TO $14(900. 

$15(000 TO $19(900. 

$20(000 TO $24(900. . . . 

$25(000 OR MORE . 

MEDIAN PRICE ASKED.DOLLARS 


GROSS RENT 


RENTER OCCUPIED . 

LESS THAN $20 . 

$20 TO $29. 

$30 TO $39. 

$40 TO .. 

$50 TO $59. 

$60 TO .... 

$70 TO $79. 

$80 TO .. 

$100 To $119. 

$120 TO $149. 

$150 To $199. 

$200 OR MORE. 

NO cash RENT. . . . 

MEDIAN...DOLLARS 


CONTRACT RENT 


renter occupied . 

LESS Than $20 . 

$20 TO $29. 

$30 TO $39. 

$40 TO $59. 

$60 TO $79. 

$80 TO $99. 

$100 To $149. 

$150 OR MORE.. . . , . 

NO CASH rent. 

MEDIAN.DOLLARS 


VACANT AVAILABLE FOR RENT . 

LESS than $30 . 

$30 TO .. 

$40 TO $59.. , , 

$60 TO $79. 

$80 TO .. 

$100 To $119. 

$120 OR MORE. 

MEDIAN RENT ASKED (DOLLARS) I 

VACANT available FOR RENT . 

WITH ALL UTILITIES IN RENT. 

WITH SOME OR NO UTILITIES IN RENT . . . 


duration of vacancy 


VACANT AVAILABLE FOR SALE 

LESS THAN 4 MONTHS. 

4 UP TO 6 MONTHS. 

6 MONTHS OR MORE. 

VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH . 

1 UP TO 4 MONTHS. 

4 UP TO 6 MONTHS. ...... 

6 MONTHS OR MORE. 



THE STATE 

URBAN( 

total 

rural 
nonfarm( 
total 

TOTAL 

INSIDE 

SMSAtS 

outside 

SMSA*S 


378 458 

171 254 

207 204 

228 524 

149 934 


101 511 

13 095 

07 616 

30 692 

70 819 


59 431 

21 332 

38 099 

33 064 

26 367 


52 807 

27 305 

25 502 

37 205 

15 602 


55 167 

33 339 

21 828 

40 856 

14 311 


37 748 

25 608 

12 140 

29 722 

8 026 


27 861 

19 428 

8 433 

22 321 

5 540 


15 398 

11 076 

4 322 

12 303 

3 095 


14 590 

9 713 

4 877 

11 710 

2 880 


8 638 

5 804 

2 834 

6 778 

1 860 


5 307 

3 754 

1 553 

3 873 

1 434 

• 

8 800 

11 700 

6 000 

10 800 

5 400 


5 430 

3 040 

2 382 

3 436 

1 994 


909 

114 

795 

197 

712 


1 083 

422 

661 

637 

446 


1 892 

1 327 

565 

1 396 

496 


908 

672 

236 

726 

182 


329 

256 

73 

271 

58 


309 

257 

52 

209 

100 

• 

11 900 

13 700 

7 500 

13 200 

7 600 


268 115 

109 991 

158 124 

164 319 

103 796 


15 470 

870 

14 600 

2 669 

12 SOI 


27 270 

5 569 

21 711 

11 257 

16 013 


29 683 

9 140 

20 543 

16 153 

13 530 


31 471 

13 336 

10 135 

21 680 

9 791 


31 711 

15 505 

16 126 

24 364 

7 347 


30 637 

17 406 

13 231 

24 091 

5 746 


23 318 

13 357 

9 961 

18 537 

4 701 


29 572 

17 303 

12 189 

22 612 

6 960 


11 201 

7 263 

3 930 

8 732 

2 469 


4 600 

3 116 

1 484 

3 540 

1 052 


1 337 

980 

357 

1 059 

278 


999 

410 

589 

491 

508 


30 846 

5 586 

25 260 

8 326 

22 520 


55 

64 

45 

61 

39 


268 115 

109 991 

158 124 

164 319 

103 796 


42 231 

2 057 

39 374 

9 206 

33 025 


37 338 

9 831 

27 507 

20 199 

17 139 


32 916 

14 066 

18 850 

23 722 

9 194 


63 684 

36 615 

27 069 

53 523 

10 161 


40 094 

27 702 

12 392 

34 623 

5 471 


13 710 

8 718 

4 992 

9 720 

3 982 


5 952 

3 912 

2 040 

4 198 

1 754 


1 344 

704 

640 

794 

550 


30 846 

5 506 

25 260 

8 326 

22 520 

• 

42 

54 

30 

49 

24 


17 891 

a 045 

9 846 

11 454 

6 437 


5 524 

655 

4 869 

1 569 

3 955 


2 502 

1 188 

1 314 

1 019 

683 


4 883 

2 864 

2 019 

3 940 

935 


3 219 

2 113 

1 106 

2 787 

432 


1 003 

637 

366 

723 

280 


385 

310 

75 

327 

58 


375 

270 

97 

281 

94 


44 

55 

30 

52 

25 


52 

54 

47 

52 

60 


38 

56 

28 

51 

23 


6 084 

3 107 

2 977 

3 509 

2 575 


3 377 

1 999 

1 378 

2 249 

1 128 


705 

334 

371 

417 

288 


2 002 

774 

1 228 

843 

1 159 


20 870 

a 200 

12 670 

11 510 

9 360 


4 154 

2 451 

1 703 

3 203 

951 



4 071 

4 159 

5 181 

3 049 


2 246 

471 

1 775 

888 

1 350 

_ - 


1 207 

5 033 

2 238 

4 002 
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Table 8, —Selected Characteristics ot Housing Units With Nonwhite Household Heads, for the State, SMSA’s, 

AND Places of 10,000 Inhabitants or More: I960 


[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. “U” denotes an unincorporated place. Median not shown where base 
is less than 200; minus (-) after number indicates median below that number. Percent not shown where less than 0.1] 


! 


AREA 


THE STATE . 

URBAN . 

RURAL.. . . . 

nonfarm . 

FARM. 

INSIDE SMSA'S . 

IN central cities . . . 

NOT IN central cities . 
OUTSIDE SMSA'S. 


standard metropolitan 
statistical areas 

CINCINNATI. ....... 

EVANSVILLE. 

HUNTINgTON-ASHLAND. . . . 

LEXINGTON . 

LOUISVILLE. 


PLACES 

bowling green . . 

COVINGTON .... 
FRANKFORT .... 
HENDERSON .... 
HOPKINSVILLE. . . 
LEXINGTON .... 
LOUISVILLE. . . . 
MADISONVILLE. . , 
OWENSBORO .... 

PADUCAH . 

RICHMOND. 

winchester. . . . 


total 

OCCUPIED 

units 


60 378 
45 173 
15 205 
11 408 
3 797 

30 743 
25 625 
5 118 
29 635 


37 827 
3 826 
2 204 
5 663 
23 729 


1 025 
1 113 

596 
777 

1 598 
4 828 
20 550 

597 
921 

1 736 
543 
571 


MEDIAN 

NUMBER 

OF 

ROOMS 


median 

NUMBER 

OF 

PERSONS 


4.0 2.7 


4.0 2.6 

4.2 3.0 


4.1 2.9 

4.2 3.3 


3.9 2.6 
3.9 2.6 
4.2 2.9 
4.1 2.7 


3.5 2.7 

4.0 2.7 

4.8 2.7 

4.1 2.6 

3.9 2.7 


4.0 

3.4 
3.9 

3.7 
4.0 
3.9 

3.8 
4.3 
3.7 
4.0 

4.5 


2.3 

2.4 
2.4 

2.4 

2.5 

2.5 

2.6 
2.4 
2.4 

2.4 

2.6 

2.5 


PERCENT OF ALL OCCUPIED— 

OWNER 

MEDIAN 

VALUE 

(DOL¬ 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL¬ 

LARS) 


IN STRUC¬ 
TURES 
BUILT 
1950-1960 

SOUND 1 
WITH ALL 

plumbing 

FACIL¬ 

ITIES 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958“ 
1960 

OWNER 

OCCU¬ 

PIED 

RENTER 

OCCU¬ 

PIED 


11.1 

H 

24.9 

28.2 

■fl 

Hil 

5 000- 

44 


10.3 


23.6 

30.1 

HSnl 


5 400 

45 


13.4 

Bos 

28.7 

22.6 


SCI 

5 000- 

34 


14.9 

15.3 

27.4 

22.9 

^^911 


5 OOO- 

34 

97.4 

8.7 

8.1 

32.6 

21.6 

45.3 


... 

... 

67.6 

11.4 

49.2 

24.6 

33.2 

40.2 

59.8 

6 800 

49 

64.6 


51.0 

24.6 

34.3 

37.0 

63.0 

6 900 

50 

82.6 


40.2 

25.1 

27.3 

56.3 

43.7 

6 OOO 

46 

93.5 


20.1 

25.1 

23.1 

49.4 

50.6 

5 OOO- 

34 

25.6 


51.8 

25.7 

38.4 

25.7 

74.3 

11 OOO 

58 

80.3 

8.9 

37.3 

22.0 

29.4 

44.9 

55.1 

5 OOO- 

45 

76.4 

5.5 

55.4 

16.7 

27.5 

46.3 

53.7 

7 400 

57 

84.8 

12.7 

40.7 

21.1 

27.5 

39.7 

60.3 

5 900 

50 

64.7 

11.9 

51.6 

25.9 

34.9 

41.0 

59.0 

7 100 

50 

94.1 

5.9 

17.5 

20.5 

28.6 

40,1 

59.9 

5 OOO- 

34 

43.0 

0.8 

45.8 

21.7 

29.0 

30.6 

69.4 

5 700 

48 

57.4 

6.0 

32.7 

15.9 

25.5 

34.6 

65.4 

• • « 

42 

85.1 

11.5 

30.0 

20.5 

24.2 

50.5 

49.5 

5 OOO- 

36 

97.9 

14.3 

29.3 

23.0 

24.2 

47.5 

52.5 

5 OOO- 

33 

82.6 

12.7 

41.2 

21.0 

29.0 

35.6 

64.4 

6 300 

50 

60.1 

8.4 

53.1 

25.5 

35.7 

37.1 

62.9 

7 100 

50 

94.6 

10.4 

43.7 

13.7 

19.4 

57.5 

42.5 

5 OOO- 

32 

89.3 

9.0 

40.5 

21.0 

22.1 

34.4 

65.6 

5 OOO- 

40 

82.3 

10.0 

24.4 

19.6 

27.0 

41.8 

58.2 

5 OOO- 

31 

99.3 

12.7 

31.5 

21.2 

19.0 

42.4 

57.6 

5 OOO- 

45 

91.8 

8.8 

35.7 

12.6 

27.0 

55.2 

44.8 

5 OOO- 

45 


4.8 
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State and Small Areas 


Table 9. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics or Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA’s, Urban and 
Rural: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Tenure 

Condition and Plumb. 
Water Supply 
Toilet Facilities 


Bathing Fac. 
Bathrooms 
Rooms 
Bedrooms 


SUBJECT 

THE STATE 

URBAN, 

total 

rural 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSAtS 

TOTAL 

NONFARM 

FARM 

ALL OCCUPIED UNITS. 

60 378 

30 743 

29 635 

45 173 

15 205 

11 400 

3 797 

TENURE 








OWNER OCCUPIED. 

27 011 

12 363 

14 648 

18 853 

8 158 

6 439 

1 719 

RENTER OCCUPIED . 

33 367 

18 380 

14 987 

26 320 

7 047 

4 969 

2 078 

CONDITION AND PLUMBING 








owner OCCUPIED. 

27 011 

12 363 

14 648 

18 853 

8 158 

6 439 

1 719 

SOUND . 

14 701 

B 429 

6 272 

11 674 

3 027 

2 355 

672 

WITH ALL PLUMBING FACILITIES. 

11 384 

7 726 

3 658 

10 232 

1 152 

937 

215 

LACKING SOME OR ALL FACILITIES. 

3 317 

703 

2 614 

1 442 

1 875 

1 418 

457 

DETERIORATING «... . 

8 023 

2 037 

5 186 

4 858 

3 165 

2 470 

607 

WITH all PLUMBING FACILITIES. 

3 229 

1 909 

1 240 

2 923 

306 

273 

33 

LACKING SOME OR ALL FACILITIES. 

4 794 

848 

3 946 

1 935 

2 859 

2 205 

654 

dilapidated . 

4 287 

1 097 

3 190 

2 321 

1 966 

1 606 

360 

RENTER OCCUPIED . . 

33 367 

18 380 

14 987 

26 320 

7 047 

4 969 

2 070 

SOUND . 

13 568 

9 231 

4 337 

11 593 

1 975 

1 432 

543 

WITH ALL plumbing FACILITIES. 

9 686 

7 399 

2 287 

8 784 

902 

811 

91 

LACKING SOME OR ALL FACILITIES. 

3 882 

1 832 

2 050 

2 809 

1 073 

621 

452 

deteriorating . 

10 882 

5 307 

5 575 

8 217 

2 665 

1 760 

897 

WITH ALL PLUMBING FACILITIES. 

3 043 

2 241 

802 

2 851 

192 

148 

44 

LACKING SOME OR ALL FACILITIES. 

7 839 

3 066 

4 773 

5 366 

2 473 

1 620 

853 

DILAPIDATED . 

8 917 

3 842 

5 075 

6 510 

2 407 

1 769 

638 

ALL OCCUPIED UNITS. 

60 378 

30 743 

29 635 

45 173 

15 205 

11 408 

3 797 

WATER SUPPLY 








HOT AND cold PIPED WATER INSIDE STRUCTURE . . 

33 627 

23 752 

9 875 

30 459 

3 168 

2 665 

503 

ONLY COLD PIPED WATER INSIDE STRUCTURE. . . . 

12 357 

5 327 

7 030 

10 739 

1 618 

1 422 

196 

PIPED water outside STRUCTURE . 

3 720 

480 

3 240 

2 305 

1 415 

1 156 

259 

NO PIPED water. 

10 674 

1 184 

9 490 

1 670 

9 004 

6 165 

2 839 

toilet facilities 





' 



FLUSH TOILETi EXCLUSIVE USE . 

36 861 

24 078 

12 783 

33 728 

3 133 

2 711 

422 

FLUSH TOILET. SHARED. 

4 866 

4 099 

767 

4 825 

41 

32 

9 

other TOILET FACILITIES OR NONE . 

18 651 

2 566 

16 085 

6 620 

12 031 

a 665 

3 366 

bathing FACILITIES 








bathtub or shower, exclusive use.. 

31 013 

21 244 

9 769 

28 083 

2 930 

2 521 

409 

bathtub or shower, shared . 

3 389 

3 067 

322 

3 360 

29 

20 

9 

NO bathtub or shower. 

25 976 

6 432 

19 544 

13 730 

12 246 

a 867 

3 379 

bathrooms 








owner OCCUPIED. 

27 127 

12 393 

14 734 

18 843 

a 284 

6 601 

1 683 


14 409 

9 361 

- 5 048 

12 956 

1 453 

1 227 

226 

MORE THAN 1 . 

902 

724 

178 

007 

95 

80 

15 

SHARED OR NONE. 

11 816 

2 308 

9 508 

5 080 

6 736 

5 294 

1 442 

RENTER OCCUPIED . 

33 271 

18 335 

14 936 

26 287 

6 984 

4 949 

2 035 


13 274 

10 141 

3 133 

12 302 

972 

841 

131 

MORE THAN ... 

421 

220 

201 

242 

179 

170 

9 

SHARED OR NONE. 

19 576 

7 974 

11 602 

13 743 

5 833 

3 938 

1 895 

ROOMS 








OWNER OCCUPIED. 

27 011 

12 363 

14 648 

10 053 

8 158 

6 439 

1 719 

1 ROOM. 

73 

36 

37 

45 

28 

20 

a 

2 ROOMS . 

556 

170 

386 

284 

272 

235 

37 

3 ROOMS . 

2 828 

1 080 

1 748 

1 779 

1 049 

860 

189 

4 ROOMS . 

8 349 

3 454 

4 895 

5 356 

2 993 

2 415 

578 

5 ROOMS . 

7 466 

3 805 

3 661 

5 731 

1 735 

1 431 

304 

6 ROOMS . 

4 656 

2 221 

2 435 

FB 

1 319 

949 

370 

7 ROOMS . 

1 798 

954 

844 


428 

207 

141 

8 ROOMS OR MORE . 

1 285 

643 

642 


334 

242 

92 

MEDIAN... 

4.7 

4.9 

4.6 

4,8 


4.4 

4.7 

renter occupied . 

33 367 

18 380 

14 987 

26 320 


4 969 

2 070 

1 ROOM. 

1 621 

1 350 

271 

1 494 


95 

32 

2 ROOMS... 

5 267 

3 632 

1 635 

4 495 

1 ! 9 

572 

200 

3 ROOMS . 

10 455 

5 854 

4 601 

a 724 

! fl 

1 241 

490 

4 ROOMS ....... . ..... 

9 354 

4 328 

5 026 

6 861 

T 9 

1 762 

731 

5 ROOMS . 

4 140 

2 104 

2 036 

2 974 

! 9 

887 

279 

6 ROOMS.. 

1 710 

756 

954 

1 228 

: 9 

250 

232 

7 ROOMS ... . 

555 

247 

308 

356 

! 9 

124 

75 

8 ROOMS OR MORE . 

265 

109 

156 

188 


38 

39 

MEDIAN. '..... 

3.4 

3.2 

3.7 

3.3 

3.9 

3.8 

3«9 

BEDROOMS 








OWNER OCCUPIED. 

26 560 

12 061 

14 499 

18 578 

7 902 

6 141 

1 841 

0 AND 1. 

4 935 

2 344 

2 591 

3 333 

1 602 

1 405 

197 


12 382 

5 436 

6 946 

a 691 

3 691 

2 962 

729 


6 733 

3 223 

3 510 

4 801 

1 932 

1 357 

575 

4 OR MORE . 

2 510 

1 058 

1 452 

1 753 

767 

417 

340 

renter occupied . 

33 414 

18 581 

14 833 

26 643 

6 771 

4 680 

2 091 


1 815 

1 540 

275 

1 678 

137 

137 

t t • 


13 933 

8 829 

5 104 

12 165 

1 768 

1 361 

407 


12 738 

5 932 

6 806 

9 411 

3 327 

2 234 

1 093 

3 OR MORE . 

4 928 

2 280 

2 648 

3 389 

1 539 

948 

591 
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Table 10. —Occupancy Characteristics, Units in Structure, and Year Structure Built for Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA’s, Urban and 
Rural: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Units in Structure 
Trailer 

Year Structure 
Built 


Persons 

Persons per Room 
Year Moved into 
Unit 


SUBJECT 

THE state 

URBAN) 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SHSAtS 

TOTAL 

NONPARM 

FARM 

ALL occupied UNITS . 

60 376 

30 743 

29 635 

45 173 

15 205 

11 408 

3 797 

UNITS IN STRUCTURE 








OWNER OCCUPIED. . . 

27 127 

12 393 

14 734 

IS 843 

a 284 

6 601 

1 683 

It DETACHED . 

24 834 

10 863 

13 971 

16 778 

a 056 

6 379 

1 677 

1, attached... 

1 084 

595 

489 

9B0 

104 

104 

• < • 


800 

651 

149 

759 

41 

35 

6 

3 AND U . 

212 

192 

20 

202 

10 

10 

« • t 

5 OR MORE. .. 

116 

88 

28 

111 

5 

5 


TRAILER . 

81 

4 

77 

13 

68 

68 

... 

RENTER OCCUPIED . 

33 271 

18 335 

14 936 

26 287 

6 984 

4 949 

2 035 

1. DETACHED . , ... , 

la 368 

6 339 

12 029 

12 376 

5 992 

4 003 

1 989 

i( ATTACHED . 

4 065 

2 963 

1 lOO 

3 712 

353 

335 

18 


3 370 

2 709 

661 

3 269 

101 

86 

15 

3 AND 4 . 

2 B85 

2 516 

369 

2 767 

lie 

lie 


5 TO 9 . 

2 538 

1 997 

541 

2 277 

261 

261 


10 TO . . 

1 468 

1 346 

122 

1 361 

107 

107 

• • • 

20 TO .. 

192 

164 

28 

187 

5 

5 


50 OR more. .. . t ...... . 

333 

296 

37 

333 

• ■ • 

• • • 

. ■ • 

trailer . 

52 

3 

49 

5 

47 

34 

13 

YEAR structure BUILT 








OWNER OCCUPIED . 

27 011 

12 363 

14 648 

18 853 

8 158 

6 439 

1 719 

1955 TO MARCH I960 ... 

1 680 

986 

694 

1 144 

536 

472 

64 

1950 TO 1954 . 

1 343 

560 

783 

793 

550 

440 

110 

1940 TO 1949. . . . 

2 446 

886 

1 560 

1 423 

1 023 

795 

228 

1939 OR earlier . 

21 542 

9 931 

11 611 

IS 493 

6 049 

4 732 

1 317 

RENTER OCCUPIED . . 

33 367 

18 380 

14 987 

26 320 

7 047 

4 969 

2 07B 

1955 TO MARCH 1960 . 

1 385 

727 

658 

962 

423 

331 

92 

1950 TO 1954 . 

2 282 

1 221 

1 061 

1 755 

527 

462 

65 

1940 TO 1949 ... 

2 781 

1 269 

1 512 

1 950 

831 

566 

265 

1939 OR EARLIER ... 

26 919 

15 163 

11 756 

21 653 

5 266 

3 610 

1 656 

PERSONS 








OWNER OCCUPIED . 

27 011 

12 363 

14 648 

18 853 

8 158 

6 439 

1 719 

1 PERSON . 

4 030 

1 495 

2 535 

2 894 

1 136 

992 

144 

2 PERSONS . ...... . 

8 986 

4 091 

4 895 

6 280 

2 706 

2 116 

590 

3 PERSONS .«... 

4 508 

2 251 

2 257 

3 205 

1 303 

996 

307 

4 PERSONS .. 

2 926 

1 3«9 

1 557 

2 050 

876 

677 

199 

S PERSONS .. . 

2 124 

1 071 

1 053 

1 515 

609 

470 

139 

6 PERSONS . ...... 

1 623 

780 

843 

1 080 

543 

413 

130 

7 PERSONS ... 

1 055 

480 

575 

702 

353 

270 

83 

a PERSONS OR MORE ........ . 

1 759 

826 

933 

1 127 

632 

505 

127 

MEDIAN ... 

2.6 

2.8 

2.5 

2.6 

2.7 

2.6 

2.9 

RENTER OCCUPIED ............. 

33 367 

18 380 

14 987 

26 320 

7 047 

4 969 

2 078 

1 PERSON ... 

7 234 

4 358 

2 876 

6 204 

1 030 

842 

188 

2 PERSONS . 

8 132 

4 689 

3 443 

6 632 

1 500 

1 052 

448 

3 PERSONS .. . 

5 254 

2 920 

2 334 

4 152 

1 102 

748 

354 

4 PERSONS ... 

3 645 

1 917 

1 728 

2 824 

821 

583 

238 

5 PERSONS .. 

2 951 

1 572 

1 379 

2 208 

743 

563 

180 

6 PERSONS . 

2 261 

1 048 

1 213 


641 

444 

197 

7 PERSONS .... 

1 350 

675 

675 

996 

354 

245 

109 

a PERSONS OR more .... . 

2 540 

1 201 

1 339 

1 684 

856 

492 

364 

MEOIAN .. . . 

2.8 

2.5 

3.0 

2.6 

3,4 

3.3 

3.7 

PERSONS per room 








OWNER OCCUPIED . 

27 on 

12 363 

14 648 

18 853 

a 158 

6 439 

1 719 

0.50 OR LESS . 

13 290 

S 866 

7 424 

9 578 

3 712 

2 942 

770 

0.51 TO 0.75 ... 

4 970 

2 426 

2 544 

3 414 

1 556 

1 217 

339 

0.76 To 1.00 . 

4 152 

2 031 

2 121 

2 915 

1 237 

977 

260 

1.01 TO 1.50 . 

2 773 

1 327 

1 446 

1 sal 

892 

668 

224 

l.Sl OR MORE. . . . 

1 826 

713 

1 113 

1 065 

761 

635 

126 

RENTER OCCUPIEO . • 

33 367 

18 380 

14 987 

26 320 

7 047 

4 969 

2 070 

0.50 OR LESS. ..... . 

9 647 

4 869 

4 778 

7 641 

2 006 

1 520 

486 

0.51 To 0.75 . 

5 945 

3 429 

2 516 

4 880 

1 065 

729 

336 

0.76 TO 1.00. . .... 

7 359 

4 545 

2 814 

6 091 

1 268 

898 

370 

1.01 TO ... . 

4 976 

2 799 

2 177 

3 751 

1 225 

830 

395 

1.51 OR MORE ... 

5 440 

2 738 

2 702 

3 957 

1 483 

992 

491 

YEAR MOVED INTO UNIT 








owner OCCUPIED. ... . 

27 011 

12 363 

14 648 

18 853 

8 158 

6 439 

1 719 

1959 TO MARCH I960. ... . . . . 

1 965 

1 246 

719 

1 537 

428 

355 

73 

... .......... . 

1 362 

910 

452 

1 116 

246 

208 

38 

1957 .... . . 

1 298 

711 

587 

1 000 

298 

245 

53 

1954 To 1956 .. • . • .. 

3 396 

1 925 

1 471 

2 568 

828 

671 

157 

19S0 TO 1953. ... . . 

3 477 

1 781 

1 696 

2 569 

908 

732 

176 

1940 TO 1949, .... 

6 812 

2 938 

3 874 

4 780 

2 032 

1 598 

434 

1939 OR EARLIER . 

a 701 

2 852 

5 849 

5 283 

3 418 

2 630 

7S8 

RENTER OCCUPIED , . ....... 

33 367 

18 300 

14 987 

26 320 

7 047 

4 969 

2 078 

1959 TO march 1960. ............. 

9 353 

5 583 

3 770 

7 392 

1 961 

1 383 

578 

1956. .... . . . . 

4 368 

2 459 

1 909 

3 564 

804 

671 

133 

1957. ... 

3 219 

1 011 

1 408 

2 565 

654 

50Q 

154 

1954 TO 1956. ......... . . 

5 661 

3 128 

2 533 

4 608 

1 053 

684 

369 

19SQ TO 1953. ....... . 

3 601 

1 895 

1 706 

2 817 

784 

488 

296 

1940 To 1949. ................ 

4 218 

2 312 

1 906 

3 251 

967 

664 

303 

1939 OR earlier ... 

2 947 

1 192 

1 755 

2 123 

824 

579 

245 
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State and Small Areas 


Table 11. —Selected Equipment and Financial Characteristics of Housing Units With Nonwhite 
Household Heads, for the State, Inside and Outside SMSA's, Urban and Rural: I960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 
where base is less than 200; minus (—) after number indicates median below that number] 


Heating Equip. 
Clothes Washing 
Machine 
Clothes Dryer 
Home Food 
Freezer 


Automobiles Avail. 
Ait Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 


subject 


AUL- occupied units, . , . . . 
heating equipment 

STEAM OR HOT WATER. ........ 

WARM AIR FURNACE.. • . . 

FLOOR I WALL. OR PIPELESS FURNACE. . 
BUILT-’IN ELECTRIC UNITS ...... 

OTHER means with FLUE ....... 

OTHER MEANS WITHOUT FLUE. . . . . . 
NONE... 


CLOTHES WASHING MACHINE 

WRINGER PR SPINNER. 

automatic or SEMI-AUTOMATIC . . . , 
WASHER-DRYER COMBINATION. . . . , . 
NONE,.... . 


CLOTHES DRYER 


GAS heated. . . , , 

eleqtrically heated 
NONE. 


home FOOD freezer 

1 OR more , , , . 

NONE.. 


AUTOMOBILES AVAILABLE 


1 ..,..,. 
2 . 
3 OR more . . , 

none, , , . , , 


I * • • . . 


AIR CONDITIONING 


RPQM UNIT' 

2 QR more . 
CENTRAL SYSTEM 
NONE, . , . , 


.. • . • , , 


TELEVISION SETS 


if*.' 

a or more 

NONi- . • 


f • . ' • f f • • f • f 

t • f • . f . . . • t . 


radio sets 


t ... 

a or more ........... 

none,.. ' 


value 


owner occupied, 
UESS than s5,ooo. , 
$5,009 TO sTiqoo, , 
$7,500 TO $9,900. . 
flO.OQO TO $12,400. 
H2,5Q0 TO $14,900. 
$15l9Q0 TO $17,400. 
$i7,59q TO $19(900. 

iao.gpp TO $24,900. 
125,qgq to $ 34,900, 
$35,0QP QR MORE . . 

median, . 


* f f 

, ? . 

• s • 

‘ • , 


• • , 
• • , 
' • 1 

f ' • 


GROSS RENT 


renter OpCUplED 
LESS THAN *20 , 

$20 T9 $29. . . 

$30 Tq $39. . . 

$40 TP $49. . , 

$50 TO S59. , . 

S5Q TO , , 

??Q TO $70, , , 
sbo to $ 99. . , 

$109 To *li9i . 

$120 To $149. . 

$150 To $199. . 

S200 9p MORE. . 

NO CASH rent. . 
HEOIAN. 



•'ft 
f . f ' 


' • • ' 


. , • t 


t , 


DOLLARS 


, , f • 

» 5 f • 


DOLLARS 



the state 

URBAN, 

TOTAL 

RURAL 

TOTAI 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 


60 378 

30 74? 

29 635 

45 173 

15 205 

11 408 


4 044 

3 61S 

m 

3 972 

72 

55 


7 345 

5 560 


6 275 

1 070 

986 


3 504 

2 092 


3 154 

350 

297 


324 

91 

233 

113 

211 

198 


38 095 

14 528 

23 567 

25 289 

12 806 

9 265 


6 799 

4 733 

2 066 

6 175 

624 

546 


267 

121 

146 

195 

72 

61 

» 

32 936 

14 797 

18 139 

23 123 

9 813 

6 776 

9 

4 113 

2 446 

1 667 

3 356 

757 

716 

• 

342 

228 

114 

298 

44 


• 

22 583 

13 471 

9 412 

18 444 

4 139 

3 307 


215 

161 

54 

215 



• 

802 

422 

380 

606 

196 

196 


58 957 

30 Q59 

28 898 

44 400 

14 557 

10 625 

t 

4 je3 

i 689 

2 494 

2 448 

1 7?5 

976 

t 

55 791 

28 953 

26 838 

4? 773 

13 010 

9 845 

s 

26 255 

U 435 

13 82Q 

17 991 

8 264 

5 791 

f 

2 342 

J i94 

1 148 

1 627 

715 

457 

• 

630 

189 

441 

389 

241 

09 

f 

?P ^53 

16 730 

43 923 

25 120 

5 533 

4 694 


1 305 

094 

501 

1 134 

171 

196 

• 

347 

28Q 


325 

22 

?? 

? 

16i 

79 


133 

28 

28 


58 161 

29 479 


4? 629 

14 032 

10 665 


49 879 

22 821 

18 058 

31 997 

S 8B2 

6 253 

f 

2 021 

1 541 

4Sp 

1 708 

313 

21B 

9 

\7 074 

6 280 

19 794 

11 616 

5 658 

4 350 

? 

43 443 

22 545 

20 928 

32 768 

10 675 

7 753 

! 

7 637 

4 373 

3 264 

6 123 

1 514 

1 218 


8 894 

3 754 

5 140 

6 330 

2 564 

1 850 


23 849 

11 441 

12 4O8 

17 861 

S 908 

S 988 



3 377 

9 695 

8 3Q1 

4 771 

4 771 



3 280 

1 723 

4 297 

716 

716 



2 253 

526 

i §10 

269 

269 


i 917 

1 661 

256 

1 636 

81 

81 


62a 

542 

86 

560 

68 

68 


202 

160 

52 

160 

42 

42 


101 

02 

19 

72 

29 

29 


92 

50 

42 

OP 

12 

12 


19 

19 

s ? ft 

19 




36 

27 

9 

36 




5 Opp- 

6 OPQ 

6 OpOr 

5 400 

S OQPr 

8 Ppo- 


33 367 

4a 380 

14 987 

26 320 

7 047 

7 047 


t 7:?3 

296 

1 437 

1 107 

6?6 

626 


5 1H$ 

2 067 

3 081 

4 17? 

973 

973 


5 67fi 

3 193 

2 485 

0 ^93 

585 

583 


5 q76 

3 404 

1 672 

4 734 

342 

34a 


3 986 

3. 024 

962 

3 76? 

2?4 

224 


5 955 

2 545 

510 

2 9I6 

139 

139 


1929 

1 425 

504 

1 626 

303 

303 


1 812 



1 405 

407 

407 


28Q 

2?2 

56 

207 

31 

31 


83 

71 

12 

60 


15 


8 

8 

1 f' 

4 

4 

4 


4 571 

S3B 

3 

1 1^ 

3 398 

3 398 

1 

44 

49 

34 

45 

34 

34 


farm 


3 797 


17 

84 

53 

13 
3 541 
7a 
ll 


037 

all 


3 932 


759 

3 173 


2 563 
258 
laa 

929 


65 


''» 
3 B67 


2 629 
95 
; 20b 


2 922 
296 
714 























































































Kentucky 
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Table 12. —Tenure, Vacaxcy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960 

[Some data based on sample; see text ''U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS 


CINCINNATI 


SUBJECT 












KENTUCKY 

PORTION 








THE 


OHIO 




1 COUNTIES 










AREA 




TOTAL 








URBAN 

RURAL 























CAMPBELL 

KENTON 



BALANCE 


ALL HOUSING UNITS.. 




343 

BS6 

279 

429 

64 

457 

26 

714 

37 

—--1 

743 

20 

234 

34 86a 

9 355 

TENURE* COtOR. and VACANCY 


















STATUS 


















OCCUPIED 




326 

009 

264 

387 

61 

622 

25 

563 

36 

059 

19 

329 

33 608 

8 685 

gilKNeR OCCUPIED.. , 




184 

142 

144 

403 

39 

739 

16 

979 

22 

760 

9 

506 

83 162 

7 071 

PERCENT Op ALL OCCUPIED. , , , 




S6.5 

54.6 

64.5 

66.4 

63,1 

49.2 

68-9 

81.4 





174 

431 

135 

186 

39 

245 

16 

909 

28 

336 

9 

165 

23 017 

7 063 

NONWHITE ... * . , 




9 

711 

9 

217 


494 


70 


424 


341 

145 

a 

RENTER OCCUPIED. 




141 

867 

119 

984 

21 

683 

8 

584 

13 

299 

9 

823 

10 446 

1 614 





113 

751 

92 

822 

20 

929 

a 

421 

18 

508 

9 

051 

10 264 

1 614 

NOnWHITE . f , r.. * » 

P 



28 

U5 

27 

162 


954 


163 


791 


772 

188 

... 

vacant ... 




17 

877 

IS 

042 

2 

835 

1 

151 

1 

684 


9P5 

1 260 

670 

year round 




16 

286 

13 

821 

2 

465 

1 

031 

1 

434 


890 

1 168 

407 

SOUND OR DETERIORATING . . . . . 




15 

0?5 

12 

816 

2 

209 


930 

1 

279 


786 

1 098 

331 

available.. • 




II 

895 

10 

271 

1 

624 


629 


995 


654 

795 

175 

FOR SALE ONLY. 




2 

729 

2 

376 


353 


153 


200 


59 

193 

101 

HOMEOWNER VACANCY RATE . . 

■ 




1,5 


1.6 


0.9 


0.9 


0,9 


0.6 

0.8 

1,4 

FOR RENT 




9 

166 

7 

895 

1 

271 


476 


795 


595 

602 

74 

rental VACANCY RATE, , , , 

♦ 




6.1 


6.2 


5.5 


5.3 


5.6 


5.7 

6.4 

4.4 

RENTED OR SOLO, AWAITING OCCUPANCY 


1 

257 

1 

097 


160 


71 


89 


2B 

95 

37 

held for OCCASIONAL USE, . . , 





233 


162 


71 


32 


39 


14 

33 

24 

held por other reasons , . , . 

• 



I 

640 

1 

286 


354 


198 


156 


90 

169 

95 

DILAPIDATED, 




1 

261 

1 

0Q5 


255 


101 


155 


104 

76 

76 

SEASoNAi. . . , , ... 


• 


1 

591 

1 

221 


370 


120 


250 


15 

98 

263 

CONPITION AND PLUMBING 


















ALL UNIT§, 




343 

851 

279 

394 

64 

457 

26 

714 

37 

743 

80 

234 

34 868 

9 355 





292 

682 

238 

209 

54 

473 

23 

094 

31 

379 

15 

787 

31 175 

7 611 

WITH ALL PLUMBING FACILITIES , , , 




270 

095 

219 

927 

50 

168 

21 

Q90 

29 

078 

14 

630 

29 806 

5 732 

lacking only hot water ..... I 




1 

473 

1 

165 


308 


148 


160 


40 

108 

160 

LApKINS OTHER PLUMPING FACILITIES. 




21 

114 

17 

117 

3 

997 

1 

856 

2 

141 

1 

117 

1 261 

1 619 

DETERIORATING. 




40 

214 

32 

351 

7 

863 

a 

861 

5 

002 

3 

597 

2 927 

1 339 

WITH ALL plumbing FACILITIES , • . 




2? 

397 

17 

169 

5 

228 

1 

729 

3 

499 

2 

868 

2 pea 

278 

LACKING QNI-Y hot water 




I 

153 


976 


iWtl 


84 


93 


40 

81 

S6 

Uacking other plumbing facilities, 




1* 

664 

14 

206 

2 

Em 

i 

048 

1 

410 


689 

758 

1 oil 

Dll-APIQATED. , 


f 


10 

955 

6 

834 

2 

igi 


759 

1 

362 


850 

766 

605 

owner OCCUPIED , . 


• 


1B4 

142 

144 

4P3 

39 

739 

16 

979 

22 

760 

9 

506 

23 162 

7 071 





172 

444 

136 

351 

35 

093 

15 

533 

20 

560 

B 

371 

21 715 

6 007 

WITH ALL PtUMBINQ FACILITIES . . , 




167 

G16 

133 

617 

34 

199 

14 

676 

19 

623 

8 

159 

21 304 

4 736 

lacking some OR A|rL FACILITIES , , 




4 

608 

2 

734 

1 

894 


957 


937 


21.2 

4U 

1 271 

DETERIORATING, 

WITH ALL PUUMPING FACILITIES . , , 




IP 

003 

7 

020 

2 

983 

1 

190 

1 

793 


966 

1 192 

825 




7 

691 

5 

634 

2 

057 


793 

1 

864 


872 

990 

195 

Uaoking some or all facilities , , 




2 

312 

1 

386 


926 


397 


589 


94 

202 

63P 

QIL^PlDATEDf 


f 


1 

69 S 

1 

03? 


663 


856 


407 


169 

255 

839 

renter occupied, 


• 


141 

B67 

119 

964 

a; 

883 

a 

584 

13 

299 

9 

823 

10 446 

1 614 





107 

006 

90 

711 

16 

295 

6 

723 

9 

572 

a 

801 

8 467 

1 027 

WITH ALL PLUMPING FA0I(-ITIES , . . 

lacking some or ALt facilities . . 


R 

9 


91 

15 

?47 

759 

76 

13 

960 

751 

14 

2 

287 

008 

5 

856 

867 

8 

1 

431 

141 

6 

985 

616 

7 632 
835 

670 

357 

deteriorating- , , . , , . 


9 


26 

887 

22 

542 

4 

345 

1 

460 

2 

885 

? 

413 

1 5(f9 

363 

WITH all plumbing facilities . . . 




13 

521 

ip 

626 

2 

893 


826 

2 

067 

1 

848 

985 

60 

racking some or all facilities i , 




13 

366 

11 

914 

1 

452 


634 


818 


565 

564 

383 

OmAPIPATED. 


P 


7 

974 

6 

731 

1 

243 


401 


842 


609 

430 

204 

vacant AVAItAPLE for sale, . . , 




2 

729 

2 

376 


353 


153 


200 


59 

193 

101 

with AL^ plumbing facilities . . • , 


t 


2 

640 

2 

314 


326 


132 


194 


68 

188 

BP 

LACKING OPRE or AI-L PACILITIES , , . 


t 



89 


62 


27 


?1 


6 


1 



vacant available for rent. . . . 




9 

166 

7 

895 

1 

271 


476 


795 


695 

602 

74 

WITH A.LL PLUMBING fasihtjeS , , • - 
UACKfNG SOME or AI-L facilities , . , 


9 

9 


6 

2 

267 

899 

5 

2 

323 

572 


944 

327 


323 

153 


621 

174 


(154 

141 

459 

143 

*(3 

ALL HOUSING UNITS. 



f 

343 

686 

279 

429 

64 

457 

26 

714 

37 743 

20 

234 

34 866 

9 355 

Water supply 


















HOT and COLD PIPED WATER INSIDE STRUCTURE 


31B 

692 

255 

801 

59 

891 

24 

831 

35 

260 

19 

587 

33 7PQ 

6 604 

ONLY POLO PIPED WATER INSIDE STRUCTURE 


9 


367 

2i 

780 

2 

587 

1 

213 

1 

374 


631 

938 

1 QIG 

PIPEP water oUTsipe GTRycTURE. , , , 

• 


$ 

266 


156 


109 


81 


28 


• • t 

H 

IPS 

NO piped water I , 

1 

f 

9 

3 


1 

657 

1 

870 


789 

1 

ObI 


16 

226 

1 625 

TOII-ET paoiuities 


















FLU§M TOlbPT, ISGUUSIVE USE, , , , . 

P 


9 

317 

p5^ 

258 

995 

58 

QS8 

23 

945 

34 

113 


498 

33 P84 

6 476 

FUUSH tPIUPT, GMAREq 


• 


1? 

52B 

ll^ 

611 

3 

014 

1 

219 

1 

795 

1 

605 

^ ilfi 

§6 

OTHER TPlkET EARIUITIE5 or NONE, . , 

1 

9 


7 

273 

3 

RBe 

3 

385 

1 

550 

1 

835 


131 


2 621 

bathing Faciuities 


















bathtub or SHOWER' exclusive URE • • 
bathtub or shower, SHAREPs , , . . , 




TlPfl 

012 

243 

041 

56 

971 

23 

475 

33 

496 


036 

32 533 
'1 203 

6 «0? 


• 


16 

689 

13 

74a 

2 

941 

1 

161 


M-Bl 

1 

590 


NQ bathtub OR'ihowEP 




27 

I5p 

22 

605 

4 

545 

2 

078 


Em 


608 

1 04? 

2 695 
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State and Small Areas 


Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMS A’ s, Constituent '^^Vacan/ Status Toils” 

Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized CondkiorfanTpbmb. B.ith?ngVac. 

Areas: 1960—Con. 

[Some data based on sample; see text. "U” denotes an unincorporated place] 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS—CON. 

EVANSVILLE 

huntington-ashland 

THE 

AREA 

INDIANA 

PORTION 

KENTUCKY PORTION 


KENTUCKY PORTION 

TOTAL 

HENDERSON 

COUNTY 

URBAN 

RURAL 

THE 

AREA 

TOTAL 

BOYD 

COUNTY 

URBAN 

RURAL 

ALL HOUSING UNITS. ... . 

66 292 

55 073 

11 219 

5 806 

5 413 

80 067 

16 185 

12 947 

3 238 

TENURE I COLOR. AND VACANCY 










STATUS 










OCCUPIED . 

60 737 

50 633 

10 104 

5 423 

4 681 

74 452 

15 069 

12 116 

2 953 

OWNER OCCUPIED . 

41 414 

35 038 

6 376 

3 162 

3 214 

48 603 

10 295 

B 163 

2 132 

PERCENT OF ALL OCCUPIED. 

6S.2 

69.2 

63.1 

58.3 

68.7 

65.3 

68.3 

67.4 

72.2 

Mhite... 

39 695 

33 825 

5 870 

2 770 

3 100 

47 583 

10 152 

8 020 

2 132 

NONWHITE . 

1 719 

1 213 

506 

392 

114 

1 020 

143 

143 

9 • « 

renter OCCUPIED. . . . 

19 323 

15 595 

3 728 

2 261 

1 467 

25 849 

4 774 

3 953 

821 

WHITE. 

17 216 

13 976 

3 240 

1 876 

1 364 

24 665 

4 670 

3 849 

821 

NONWHITE . 

2 107 

1 619 

488 

385 

103 

1 184 

104 

104 

... 

VACANT . 

5 555 

4 440 

1 115 

383 

732 

5 615 

1 116 

831 

285 

YEAR ROUND . 

4 BBO 

3 978 

902 

356 

546 

4 804 

947 

730 

217 

SOUND OR DETERIORATING . 

4 115 

3 408 

707 

288 

419 

3 984 

801 

630 

171 

AVAILABLE. 

3 163 

2 742 

421 

240 

181 

2 790 

575 

493 

80 

FOR SALE ONLY. 

B47 

755 

92 

37 

55 

680 

162 

128 

34 

HOMEOWNER VACANCY RATE . 

2.0 

2.1 

1.4 

1.2 

1.7 

1.4 

1.5 

1.5 

1,6 

FOR RENT... 

2 316 

1 987 

329 

203 

126 

2 110 

413 

367 

46 

RENTAL VACANCY RATE. 

10.7 

11.3 

6.1 

8.2 

7.9 

7.5 

8.0 

B.5 

5,3 

RENTED OR SOLD. AWAITING OCCUPANCY . 

IBO 

128 

52 

11 

41 

241 

59 

29 

30 

HELD FOR OCCASIONAL USE.. 

121 

86 

35 

12 

23 

225 

39 

22 

17 

HELD FOR OTHER REASONS . 

651 

452 

199 

25 

174 

728 

126 

84 

44 

DILAPIDATED. 

765 

570 

195 

68 

127 

820 

146 

loo 

46 

SEASONAL . 

675 

462 

213 

27 

186 

all 

169 

101 

68 

CONDITION ANO PLUMBING 










ALL UNITS. 

66 292 

55 073 

11 219 

5 806 

5 413 

80 066 

16 185 

12 947 

3 238 

SOUND. 

53 403 

45 506 

7 897 

3 976 

3 921 

58 847 

13 054 

iO 853 

2 201 

WITH ALL PLUMBING FACILITIES . 

49 152 

42 836 

6 316 

3 639 

2 677 

52 466 

12 073 

10 538 

1 535 

LACKING ONLY HOT WATER . 

496 

350 

146 

78 

68 

222 

29 

8 

21 

LACKING OTHER PLUMBING FACILITIES. . . . 

3 755 

2 320 

1 435 

259 

1 176 

6 159 

952 

307 

645 

DETERIORATING. 

9 397 

7 119 

2 278 

1 232 

1 046 

15 21B 

2 198 

1 506 

692 

WITH ALL PLUMBING FACILITIES . 

5 47a 

4 529 

949 

807 

142 

8 316 

1 354 

1 186 

168 

LACKING ONLY HOT WATER . 

527 

447 

SO 

57 

23 

167 

52 

33 

19 

LACKING OTHER PLUMBING FACILITIES. . . , 

3 392 

2 143 

1 249 

368 

881 

6 735 

792 

287 

505 

dilapidated, ...... . 

3 492 

2 448 

1 044 

598 

446 

6 001 

933 

568 

345 

owner occupied . 

41 414 

35 038 

6 376 

3 162 

3 214 

48 603 

10 295 

8 163 

2 132 

SOUND. . . . . 

36 649 

31 444 

5 205 

2 470 

2 735 

39 689 

9 028 

7 40> 

1 625 

WITH ALL PLUMBING FACILITIES . 

34 621 

30 451 

4 370 

2 316 

2 054 

35 794 

8 456 

7 242 

1 214 

LACKING SQME OR ALL FACILITIES . 

1 B2B 

993 

835 

154 

681 

3 895 

572 

161 

411 

DETERIORATING . 

3 707 

2 860 

B47 

502 

345 

6 701 

958 

585 

373 

WITH ALL PLUMBING FACILITIES . 

2 399 

1 979 

420 

346 

74 

3 630 

585 

476 

109 

LACKING SOME OR ALL FACILITIES . 

1 30B 

881 

427 

156 

271 

3 071 

373 

109 

264 

DILAPIDATED. 

1 058 

734 

324 

19Q 

134 

2 213 

309 

175 

134 

renter OCCUPIED. . . . . . 

19 323 

15 595 

3 728 

2 261 

1 467 

25 849 

4 774 

3 953 

821 

SOUND. .. . 

13 542 

11 390 

2 152 

1 331 

821 

16 117 

3 349 

2 916 

433 

WITH AUL PLUMBING FACILITIES . 

11 704 

10 072 

1 632 

1 179 

453 

14 163 

3 028 

2 790 

238 

LACKING SOME OR ALL FACILITIES . 

1 838 

1 318 

520 

152 

368 

1 954 

321 

126 

195 

DETERIORATING. ... . 

4 194 

3 122 

1 072 

605 

467 

6 836 

973 

733 

240 

WITH ALL PLUMBING FACILITIES . 

2 420 

1 985 

435 

379 

56 

3 901 

612 

570 

42 

LACKING SOME OR ALL FACILITIES . 

1 774 

1 137 

637 

226 

411 

2 935 

361 

163 

198 

DI|.APIDATED. 

1 587 

1 083 

504 

325 

179 

2 896 

452 

304 

148 

VACANT AVAILABLE FOR SALE. 

847 

755 

92 

37 

55 

680 

162 

128 

34 

WITH ALL PLUMBING FACILITIES . 

751 

668 

83 

34 

49 

580 

148 

124 

24 

LACKING SOME OR ALL FACILITIES . 

96 

87 

9 

3 

6 

lOO 

14 

4 

10 

VACANT AVAILABLE FOR RENT. 

2 316 

1 987 

329 

203 

126 

2 110 

413 

367 

46 

WITH ALL PLUMBING FACILITIES . 

1 680 

1 490 

190 

161 

29 

1 591 

354 

335 

19 

LACKING SOME OR ALL FACILITIES . 

636 

497 

139 

42 

97 

519 

59 

32 

27 

ALL HOUSING UNITS. 

66 292 

55 073 

11 219 

5 806 

5 413 

80 067 

16 185 

12 947 

3 238 

WATER SUPPLY 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

58 357 

50 344 

B 013 

4 924 

3 089 

65 863 

14 314 

12 385 

1 929 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

4 40D 

3 161 

1 239 

710 

529 

3 865 

833 

427 

406 

PIPED WATER OUTSIDE STRUCTURE. 

41B 

222 

196 

129 

67 

649 

63 

12 

51 

NO PIPED water . 

3 117 

1 346 

1 771 

43 

1 728 

? 689 

975 

123 

85? 

TOILfT FACILITIES 










FLUSH TOILET. EXCLUSIVE USE. 

58 690 

50 502 

a 188 

5 253 

2 935 

64 250 

14 g34 

12 401 

1 833 

FLUSH toilet. SHARED ........... 

2 326 

2 029 

297 

262 

35 

1 486 

251 

229 

U 

OtHER toilet FACILITIES OR NONE. ..... 

5 276 

2 542 

2 734 

291 

2 443 

14 330 

1 700 

317 

1 303 

BATHING FACILITIES 










bathtub or shower. EXCLUSIVE USE . 

56 814 

49 045 

7 769 

4 796 

2 973 

63 396 

13 926 

12 095 

1 831 

bathtub or SHOWER. SHARED, . 

2 26a 

1 995 

273 

242 

31 

1 5Q7 

263 

245 

1§ 

NQ bathtub or SHOWER . 

7 210 

4 033 

3 177 

768 

2 409 

15 163 

1 946 

607 

1 389 




























































Kentucky 19-17 

Table 12.—Tenure, Vacancy Status, and Condition and Plumbing Facilities, tor SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960—Con. 

[Some data based on sample; see text. “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


standard metropolitan statistical AREAS--C0N. 


SUBJECT 


HUNTINGTON-ASHLAND—CON. 


WEST VIRGINIA PORTION 


OHIO PORTION 



total 

COUNTIES 

HUNTINGTON 

URBAN 

BALANCE 

rural 

TOTAL 

LAWRENCE 

COUNTY 

URBAN 

RURAL 

CABELL 

WAYNE 

ALL MOUSING UNITS. 

46 

696 

35 

313 

11 

383 

26 

126 

2 

893 

15 

675 

17 

166 

8 

310 

a 

876 

TENURE! COLOR! AND VACANCY 



















STATUS 



















OCCUPIED . 

43 

491 

32 

990 

10 

501 

26 

470 

2 

719 

14 

302 

15 

892 

7 

824 

a 

068 

OWNER OCCUPIED . 

27 

226 

19 

962 

7 

264 

15 

048 

1 

856 

10 

322 

11 

082 

5 

181 

5 

901 

PERCENT OF ALL OCCUPIED. 

62.5 

60.5 

69.2 

56.8 

68.3 

72.2 

69.7 

66.2 

73.1 

WHITE. 

26 

657 

19 

393 

7 

264 

14 

491 

1 

856 

10 

310 

10 

774 

4 

987 

5 

787 

NONWHITE . 


569 


569 


• • • 


557 


• • . 


12 


308 


194 


114 

renter OCCUPIED. 

16 

265 

13 

028 

3 

237 

11 

422 


863 

3 

980 

4 

810 

2 

643 

2 

167 

WHITE. 

15 

377 

12 

140 

3 

237 

10 

534 


863 

3 

960 

4 

618 

2 

533 

2 

085 

NONWHITE . 


888 


888 


... 


888 


... 


... 


192 


110 


82 

VACANT . 

3 

205 

2 

323 


B82 

1 

658 


174 

1 

373 

1 

294 


486 


608 

year round . 

2 

an 

2 

102 


709 

1 

584 


164 

1 

063 

1 

046 


428 


616 

SOUND OR DETERIORATING . 

2 

392 

1 

853 


539 

1 

454 


125 


813 


791 


F n 


447 

AVAILABLE. 

1 

722 

1 

378 


344 

1 

204 


97 


421 


493 




241 

FOR SALE ONLY. 


353 


266 


87 


215 


27 


111 


165 




93 

HOMEOWNER VACANCY RATE . 


1.3 


1.3 


1.2 


1.4 


1.4 


1.1 


1.5 


1.4 


1.6 

FOR RENT . 

1 

369 

1 

112 


257 


969 


70 


310 


326 


180 


146 

RENTAL VACANCY RATE. 


7.8 


7.9 


7.4 


6.0 


7.5 


7.2 


6.4 


6.4 


6.4 

RENTED OR SOLDi AWAITING OCCUPANCY . 


118 


98 


20 


68 


6 


44 


64 


29 


35 

HELD FOR OCCASIONAL USE. 


139 


84 


55 


35 


4 


100 


47 


6 


41 

HELD FOR OTHER REASONS.. . 


413 


293 


120 


147 


la 


248 


187 


57 


130 

dilapidated. 


419 


249 


170 


130 


39 


250 


255 


64 


171 

SEASONAL . 


394 


221 


173 


74 


10 


310 


248 


58 


190 

CONDITION AND PLUMBING 



















ALL UNITS.. 

46 

695 

35 

313 

11 

362 

28 

127 

2 

893 

15 

675 

17 

186 

8 

310 

a 

876 

SOUND. 

34 

599 

27 

442 

7 

157 

22 

707 

2 

009 

9 

883 

11 

194 

5 

939 

5 

255 

WITH ALL PLUMBING FACILITIES . 

31 

088 

25 

541 

5 

547 

22 

118 

1 

880 

7 

090 

9 

305 

5 

676 

3 

629 

LACKING ONLY HOT WATER .... . 


124 


59 


65 


15 


8 


101 


69 


8 


61 

LACKING OTHER PLUMBING FACILITIES. . . . 

3 

387 

1 

842 

1 

545 


574 


121 

2 

692 

1 

820 


255 

1 

565 

DETERIORATING.. . 

9 

013 

5 

91B 

3 

095 

4 

266 


677 

4 

070 

4 

007 

1 

676 

2 

331 

WITH ALL PLUMBING FACILITIES . 

5 

051 

4 

053 


998 

3 

695 


557 


799 

1 

911 

1 

391 


520 

LACKING ONLY HOT WATER . 


79 


51 


28 


32 


8 


39 


36 


6 


28 

LACKING OTHER PLUMBING FACILITIES. . , . 

3 

BB3 

1 

814 

2 

069 


539 


112 

3 

232 

2 

060 


277 

1 

783 

DILAPIDATED. . . ........ 

3 

083 

1 

953 

1 

130 

1 

154 


207 

1 

722 

1 

985 


695 

1 

290 

OWNER OCCUPIED . 

27 

226 

19 

962 

7 

264 

15 

048 

1 

856 

10 

322 

11 

082 

5 

181 

5 

901 

SOUND. 

22 

377 

17 

106 

5 

271 

13 

497 

1 

436 

7 

444 

a 

284 

4 

154 

4 

130 

WITH ALL PLUMBING FACILITIES . 

20 

315 

16 

100 

4 

215 

13 

362 

1 

378 

5 

575 

7 

023 

4 

057 

2 

966 

LACKING SOME OR ALL FACILITIES . 

2 

062 

1 

006 

1 

056 


135 


58 

1 

869 

1 

261 


97 

1 

164 

DETERIORATING. 

3 

801 

2 

280 

1 

521 

1 

341 


343 

2 

117 

1 

942 


774 

1 

16B 

WITH ALL PLUMBING FACILITIES ...... 

2 

059 

1 

508 


551 

1 

239 


264 


536 


966 


669 


317 

LACKING SOME OR ALL FACILITIES . 

1 

742 


772 


970 


102 


59 

1 

581 


956 


105 


851 

DILAPIDATED. 

1 

048 


576 


472 


210 


77 


761 


856 


253 


603 

RENTER OCCUPIED. 

16 

265 

13 

028 

3 

237 

11 

422 


863 

3 

960 

4 

BIO 

2 

643 

2 

167 

SOUND. 

10 

456 

8 

907 

1 

549 

8 

113 


492 

1 

851 

2 

312 

1 

517 


795 

WITH ALL PLUMBING FACILITIES . 

9 

319 

8 

193 

1 

126 

7 

713 


429 

1 

177 

1 

816 

1 

370 


446 

LACKING SOME OR ALL FACILITIES ..... 

1 

137 


714 


423 


400 


63 


674 


496 


147 


349 

DETERIORATING. 

4 

208 

3 

016 

1 

192 

2 

508 


276 

1 

424 

1 

655 


771 


SB4 

WITH ALL PLUMBING FACILITIES . 

2 

536 

2 

174 


362 

2 

097 


220 


219 


753 


630 


123 

LACKING SOME OR ALL FACILITIES . 

1 

672 


842 


830 


411 


56 

1 

205 


902 


141 


761 

dilapidated. 

1 

601 

1 

105 


496 


801 


95 


705 


843 


355 


488 

VACANT AVAILABLE FOR SALE. 


353 


266 


87 


215 


27 


111 


165 


72 


93 

WITH ALL PLUMBING FACILITIES . 


295 


242 


53 


210 


26 


59 


137 


68 


69 

LACKING SOME OR ALL FACILITIES . 


SB 


24 


34 


5 


1 


52 


28 


4 


24 

Vacant available for rent. 

1 

369 

1 

112 


257 


989 


70 


310 


328 


180 


148 

WITH ALL PLUMBING FACILITIES . 

1 

032 


929 


103 


882 


60 


90 


205 


142 


63 

lacking some or all facilities . 


337 


183 


154 


107 




220 


123 


38 


85 

ALL HOUSING UNITS. 

46 

696 

35 

313 

11 

383 

28 

126 

2 

893 

15 

675 

17 

186 

a 

310 

8 

876 

WATER supply 



















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 



31 

961 

7 

153 

27 

647 

2 

623 

8 

844 

12 

435 

7 

730 

4 

705 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 




982 


779 


392 


157 

1 

212 

1 

271 


373 


898 

PIPED WATER OUTSIDE STRUCTURE. 




104 


292 


37 


9 


350 


190 


30 


160 

NO PIPED WATER . 



2 

266 

3 

158 


51 


104 

5 

269 

3 

290 


177 

3 

113 

TOILET FACILITIES 



















FLUSH TOILET. EXCLUSIVE USE. 

37 

809 

30 

882 

6 

927 

26 

896 

2 

589 

8 

324 

12 

207 

7 

730 

4 

477 

FLUSH TOILET! SHARED . 

1 

045 

1 

012 


33 


952 


28 


65 


190 


162 


28 

OTHER TOILET FACILITIES OR NONE. 

7 

B41 

3 

419 

4 

422 


279 


276 

7 

286 

4 

789 


418 

4 

371 

BATHING FACILITIES 



















BATHTUB OR SHOWERi EXCLUSIVE USE . 

37 

512 

30 

674 

6 

838 

26 

623 

2 

556 

8 

331 

11 

958 

7 

557 

4 

401 

BATHTUB OR SHOWER! SHARED. 

1 

077 

1 

044 


33 


984 


26 


65 


167 


151 


16 

NO BATHTUB OR SHOWER . 

B 

106 

3 

595 

4 

511 


520 


307 

7 

279 

5 

061 


602 

4 

459 











































































































19-18 


State and Small Areas 


Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960—Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet F.ie. 
B.irhin^ F.ic. 


SUBJECT 


ALL HOUSING UNITS. 

TENURE! COLOR 1 AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. . . . . . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. . 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE . . . . 

FOR RENT . 

RENTAL VACANCY RATE. 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

lacking other plumbing FACILITIES. . . 

DILAPIDATED. 

OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 

DILAPIDATED. 

renter occupied. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities .... 

DILAPIDATED. 

vacant available for sale. 

WITH ALL plumbing FACILITIES . 

lacking Some or all facilities 

vacant available for rent. 

WITH all plumbing FACILITIES . 

lacking SOME OR ALL FACILITIES 


ALL HOUSING UNITS. 

Water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE. 

FLUSH TOlLETt SHARED . 

OTHER TOILET FACILITIES OR NONE. 


bathing facilities 

BATHTUB OR SHOWER. EXCLUSIVE USE 

Bathtub or shower, shared. . . . 
NO bathtub OR shower . 


standard metropolitan statistical areas—con. 



LEXINGTON 




LOUISVILLE 


THE 

AREA 

FAYETTE 

COUNTY 

LEXINGTON 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

TOTAL 

JEFFERSON 

COUNTY 

KENTUCK 

LOUIS¬ 

VILLE 

Y PORTION 

URBAN 

BALANCE 

rural 

. 40 863 

20 324 

15 003 

4 936 

224 059 

188 311 

128 280 

41 460 

18 571 

38 194 

19 123 

14 501 

4 570 

211 382 

178 192 

121 189 

39 640 

17 363 

21 446 

7 438 

11 294 

2 71t 

137 369 

113 455 

64 608 

34 686 

14 161 

56.2 

38.9 

77.9 

59.1 

65.0 

63.7 

53.3 

87.5 

81.6 

19 198 

5 721 

11 002 

2 475 

127 636 

104 483 

56 987 

33 777 

13 719 

2 a48 

1 717 

292 

239 

9 733 

8 972 

7 621 

909 

442 

16 748 

11 685 

3 207 

1 856 

74 013 

64 737 

56 581 

4 954 

3 202 

13 333 

8 574 

3 091 

1 668 

60 017 

51 318 

43 652 

4 725 

2 941 

3 415 

3 111 

116 

188 

13 996 

13 419 

12 929 

229 

261 

2 069 

1 201 

502 

366 

12 677 

10 119 

7 091 

1 820 

1 20a 

1 980 

1 164 

489 

327 

11 517 

9 423 

6 676 

1 783 

964 

1 734 

1 008 

477 

249 

10 317 

a 601 

6 061 

1 683 

857 

1 335 

852 

363 

120 

8 478 

7 274 

5 364 

1 325 

585 

395 

147 

180 

68 

2 412 

2 072 

777 

992 

303 

1.8 

1.9 

1.6 

2.4 

1.7 

1.8 

1.2 

2.8 

2.1 

940 

705 

183 

52 

6 066 

5 202 

4 587 

333 

282 

5.3 

5.7 

5.4 

2.7 

7.6 

7.4 

7.5 

6.3 

a. 1 

134 

41 

55 

38 

582 

485 

219 

183 

83 

67 

13 

18 

36 

192 

130 

55 

30 

45 

198 

102 

41 

55 

1 065 

712 

423 

145 

144 

246 

156 

12 

78 

1 200 

822 

615 

100 

107 

89 

37 

13 

39 

1 160 

696 

415 

37 

244 

40 239 

20 312 

14 995 

4 932 

223 982 

168 234 

128 238 

41 436 

18 560 

32 337 

14 455 

14 262 

3 620 

187 345 

159 129 

104 451 

38 987 

15 691 

30 332 

13 192 

13 988 

3 152 

173 500 

14a 376 

96 242 

38 002 

14 132 

47 

12 

7 

28 

942 

602 

367 

94 

141 

1 958 

1 251 

267 

440 

12 903 

10 151 

7 842 

891 

1 418 

4 934 

3 520 

549 

865 

27 559 

22 509 

18 847 

1 678 

1 964 

2 994 

2 337 

396 

261 

16 609 

13 939 

12 353 

878 

708 

106 

80 

8 

18 

790 

568 

427 

46 

95 

1 834 

1 103 

145 

586 

10 160 

8 002 

6 067 

754 

1 161 

2 968 

2 337 

184 

447 

9 078 

6 596 

4 940 

771 

685 

21 446 

7 438 

11 294 

2 714 

137 369 

113 455 

64 608 

34 686 

14 161 

19 419 

6 125 

10 971 

2 323 

124 791 

104 331 

58 084 

33 430 

12 817 

18 845 

5 888 

10 811 

2 146 

120 370 

101 710 

56 912 

32 902 

11 696 

574 

237 

160 

177 

4 421 

2 621 

1 172 

528 

921 

1 490 

962 

246 

282 

10 208 

7 671 

5 730 

903 

1 038 

1 137 

806 

195 

136 

7 090 

5 729 

4 818 

497 

414 

353 

156 

51 

146 

3 118 

1 942 

912 

406 

624 

537 

351 

77 

109 

2 370 

1 453 

794 

353 

306 

16 748 

11 685 

3 207 

1 856 

74 013 

64 737 

56 581 

4 954 

3 202 

11 535 

7 603 

2 822 

1 110 

53 931 

47 546 

41 573 

3 954 

2 019 

10 242 

6 680 

2 708 

854 

46 026 

40 584 

35 462 

3 561 

1 561 

1 293 

923 

114 

256 

7 905 

6 962 

6 111 

393 

458 

3 053 

2 276 

289 

488 

14 656 

12 814 

11 398 

673 

743 

i 676 

1 383 

189 

104 

8 237 

7 249 

6 655 

348 

246 

1 377 

893 

100 

384 

6 419 

5 565 

4 743 

325 

497 

2 160 

1 806 

96 

258 

5 426 

4 377 

3 610 

327 

440 

395 

147 

180 

68 

2 412 

2 072 

777 

992 

303 

387 

145 

17B 

64 

2 285 

1 997 

741 

978 

278 

S 

2 

2 

4 

127 

75 

36 

14 

25 

940 

705 

183 

52 

6 066 

5 202 

4 587 

333 

282 

6BB 

487 

175 

26 

4 049 

3 469 

3 036 

273 

160 

252 

218 

8 

26 

2 017 

1 733 

1 551 

60 

122 

40 263 

20 324 

15 003 

4 936 

224 059 

188 311 

128 280 

41 460 

18 571 

36 418 

18 206 

14 647 


206 403 

176 598 

121 613 

39 506 

15 479 

2 356 

1 756 

278 


10 865 

a 300 


949 

1 102 


200 

50 


939 

532 


151 

195 

1 062 

150 

20 

892 

5 775 

2 804 

190 

830 

1 784 

35 621 

17 580 

14 548 

3 493 

198 985 

169 230 

114 669 

39 301 

15 260 

2 

2 149 

99 

18 

13 593 

12 687 

12 401 

206 

80 

2 352 

583 

348 

1 421 

11 404 

6 317 

1 168 

1 929 

3 220 

34 317 

16 317 

14 502 

3 498 

195 166 

166 007 

111 481 

39 216 

15 310 

2 168 

2 035 

111 

22 

12 372 

11 482 

11 171 

240 

71 

3 754 

1 960 

---L 

382 

1 412 

16 444 

10 745 

5 586 

1 980 

3 179 
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Kentucky 


19-19 


Table 12.—Te-vurk, Vacaxcy Status, amd Conditiont amd PLUMBmo Facilities, for SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas; 1960—Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy St.inus 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS--C0N 


Urbanized areas 


LOUISVILLE—CON 


HUNTINGTON-ASHLAND 


SUBJECT 


INDIANA PORTION 


LOUISVILLE 



TOTAL 

COUNTIES 

URBAN 

rural 

TOTAL 

KENTUCKY 

PORTION 

LEAINQ- 

TON 

total 

KENTUCKY 

PORTION 


FLOYO 

ALL HOUSING UNITS. 

35 

748 

19 

2B6 

16 

462 

25 

923 

9 

825 

54 

853 

15 

522 

35 

327 

191 

320 

167 

867 

TENUREt COLORt AND VACANCY 





















STATUS 





















OCCUPIED . 

33 

190 

17 

812 

15 

378 

24 

220 

B 

970 

51 

530 

14 

517 

33 

624 

181 


159 

068 

OWNER OCCUPIED.. 

23 

914 

13 

073 

10 

841 

16 

601 

7 

313 

32 

035 

9 

950 

18 

732 

113 

012 

97 

876 

PERCENT OF ALL OCCUPIED. 

72.1 

73.4 

70.5 

68.5 

81.5 

62.2 

68.5 

55.7 

62.4 

61.5 

WHITE. 

23 

153 

12 

633 

10 

520 

15 

972 

7 

181 

31 

141 

9 

807 

16 

723 

103 

920 

B9 

392 

NONWHITE . 


761 


440 


321 


629 


132 


894 


143 

2 

009 

9 

092 

8 

484 

RENTER OCCUPIED. 

9 

276 

4 

739 

4 

537 

7 

619 

1 

657 

19 

495 

4 

567 

14 

892 

67 

991 

61 

192 

WHITE. 

S 

699 

4 

403 

4 

296 

7 

081 

1 

618 

• 18 

393 

4 

463 

11 

665 

54 

334 

48 

062 

NONWHITE . 


577 


336 


241 


538 


39 

1 

102 


104 

3 

227 

13 

657 

13 

130 

vacant . 

2 

558 

1 

474 

1 

084 

1 

703 


855 

3 

323 

1 

005 

1 

703 

10 

317 

8 

799 

YEAR ROUND . 

2 

094 

1 

182 


912 

1 

507 


587 

3 

063 


887 

1 

653 

9 

676 

a 

351 

SOUND OR DETERIORATING . 

1 

716 


975 


741 

1 

265 


451 

2 

707 


784 

1 

485 

b 

746 

7 

645 

AVAILABLE. 

I 

204 


685 


519 


926 


278 

2 

168 


615 

1 

215 

7 

420 

6 

610 

FOR SALE ONLY. 


340 


198 


142 


246 


94 


484 


170 


327 

1 

943 

1 

707 

HOMEOWNER VACANCY RATE . 


1.4 


1.5 


1.3 


1.5 


1.3 


1.5 


1.7 


1.7 


1.7 


1.7 

FOR RENT . 


864 


487 


377 


680 


184 

1 

684 


445 


888 

5 

477 

4 

903 

RENTAL VACANCY RATE. 


8.5 


9.3 


7.7 


8.2 

10.0 


B.O 


8.9 


5.6 


7.5 


7.4 

rented or SOLD. AWAITING OCCUPANCY . 


97 


53 


44 


67 


30 


155 


52 


96 


44B 


390 

HELD FOR OCCASIONAL USE. 


62 


34 


28 


34 


28 


74 


29 


31 


114 


83 

held for other REASONS . 


353 


203 


150 


238 


115 


310 


88 


143 


764 


562 

DILAPIDATED. 


378 


207 


171 


242 


136 


356 


103 


168 


930 


706 

SEASONAL . 


464 


292 


172 


196 


268 


260 


lie 


50 


641 


448 

CONDITION AND PLUMBING 





















ALL UNITS. 

35 

748 

19 

286 

16 

462 

25 

923 

9 

825 

54 

852 

15 

522 

35 

307 

191 

254 

167 

801 

SOUND. 

2B 

216 

14 

994 

13 

222 

21 

007 

7 

209 

43 

872 

13 

217 

28 

717 

160 

816 

141 

731 

WITH ALL PLUMBING FACILITIES . 

25 

124 

13 

498 

11 

626 

19 

767 

5 

357 

42 

558 

12 

884 

27 

IBO 

150 

509 

132 

649 

LACKING ONLY HOT WATER . 


340 


150 


190 


221 


119 


43 


12 


19 


654 


454 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 

752 

1 

346 

1 

406 

1 

019 

1 

733 

1 

271 


321 

1 

510 

9 

573 

8 

628 

DETERIORATING. 

5 

050 

2 

888 

2 

162 

3 

264 

1 

786 

a 

324 

1 

705 

4 

069 

23 

262 

20 

414 

WITH ALL PLUMBING FACILITIES . . 

2 

670 

1 

675 


99S 

2 

222 


448 

7 

000 

1 

357 

2 

733 

15 

015 

13 

164 

LACKING only HOT WATER . 


222 


80 


142 


183 


39 


81 


33 


88 


642 


473 

LACKING OTHER PLUMBING FACILITIES, . . . 

2 

158 

1 

133 

1 

025 


859 

1 

299 

1 

243 


315 

1 

24 B 

7 

605 

6 

777 

dilapidated. 

2 

482 

1 

404 

1 

078 

1 

652 


830 

2 

656 


600 

2 

521 

7 

176 

5 

656 

OWNER OCCUPIED . 

23 

914 

13 

073 

10 

841 

16 

601 

7 

313 

32 

035 

9 

950 

18 

732 

113 

012 

97 

875 

SOUND. 

20 

460 

11 

069 

9 

391 

14 

671 

5 

789 

28 

203 

9 

116 

17 

096 

103 

523 

90 

155 

WITH ALL PLUMBING FACILITIES . 

IB 

660 

10 

164 

8 

496 

14 

170 

4 

490 

27 

734 

8 

937 

16 

699 

101 

431 

88 

507 

LACKING SOME OR ALL FACILITIES ..... 

1 

800 


905 


895 


501 

1 

299 


469 


179 


397 

2 

092 

1 

648 

deteriorating. 

2 

537 

1 

454 

1 

083 

1 

383 

1 

154 

3 

117 


659 

1 

208 

7 

841 

6 

5B5 

WITH ALL PLUMBING FACILITIES . 

1 

361 


862 


499 


997 


364 

2 

730 


538 

1 

001 

6 

153 

5 

279 

LACKING SOME OR ALL FACILITIES . 

1 

176 


592 


584 


386 


790 


307 


121 


207 

1 

688 

1 

306 

DILAPIDATED. 


917 


550 


367 


547 


370 


715 


175 


428 

1 

648 

1 

136 

RENTER OCCUPIED. 

9 

276 

4 

739 

4 

537 

7 

619 

1 

657 

19 

495 

4 

567 

14 

892 

67 

991 

61 

192 

SOUND. 

6 

385 

3 

001 

3 

304 

5 

453 


932 

13 

549 

3 

427 

10 

425 

50 

212 

45 

281 

WITH ALL PLUMBING FACILITIES . 

5 

442 

2 

705 

2 

737 

4 

837 


605 

12 

813 

3 

301 

9 

388 

43 

163 

38 

819 

LACKING SOME OR ALL FACILITIES ..... 


943 


376 


567 


616 


327 


736 


126 

1 

037 

7 

049 

6 

462 

DETEKIORATING. 

1 

842 

1 

068 


774 

1 

406 


436 

4 

379 


824 

2 

565 

13 

204 

12 

Ola 

WITH ALL PLUMBING FACILITIES ...... 


988 


616 


372 


937 


51 

3 

596 


649 

1 

572 

7 

721 

6 

977 

LACKING SOME OR ALL FACILITIES ..... 


854 


452 


402 


469 


385 


783 


175 


993 

5 

483 

5 

041 

OILAPIDATEO. 

1 

049 


590 


459 


760 


289 

1 

567 


316 

1 

902 

4 

575 

3 

893 

VACANT AVAILABLE FOR SALE. 


340 


198 


142 


246 


94 


484 


170 


327 

1 

943 

1 

707 

WITH ALL PLUMBING FACILITIES . 


288 


175 


113 


232 


56 


469 


165 


323 

1 

BBO 

1 

657 

LACKING SOME OR ALL FACILITIES . 


52 


23 


29 


14 


38 


15 


5 


4 


63 


50 

VACANT AVAILABLE FOR RENT. 


864 


487 


377 


680 


184 

1 

684 


445 


888 

5 

477 

4 

903 

WITH ALL PLUMBING FACILITIES . 


580 


358 


222 


506 


74 

1 

493 


409 


662 

3 

704 

3 

297 

LACKING SOME OR ALL FACILITIES.. 


284 


129 


155 


174 


110 


191 


36 


226 

1 

773 

1 

606 

ALL HOUSING UNITS. 

35 

740 

19 

286 

16 

462 

25 

923 

9 

825 





35 

327 

191 

320 

167 

867 

water supply 





















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

29 

805 

16 

041 

13 

764 

23 

458 

6 

347 





32 

853 

IBO 

580 

159 

385 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

2 

565 

1 

073 

1 

492 

1 

737 


828 





2 

034 

B 

775 

7 

159 

PIPED WATER OUTSIDE STRUCTURE. 


407 


249 


158 


258 


149 


92 




250 


535 


308 

NO PIPED WATER . 

2 

971 

1 

923 

1 

048 


470 

2 

501 


475 




170 

1 

364 


949 

TOILET facilities 





















FLUSH TOILET. EXCLUSIVE USE. 

29 

755 

16 

108 

13 

647 

23 

665 

6 

090 

52 

149 

14 


32 

128 

173 

615 

152 

258 

FLUSH TOILET. SHARED . 


906 


229 


677 


880 


26 

1 

379 


237 

2 

248 

13 

441 

12 

573 

OTHER TOILET FACILITIES OR NONE. 

5 

087 

2 

949 

2 

138 

1 

376 

3 

709 

1 

324 


351 


931 

4 

198 

2 

970 

BATHING facilities 





















BATHTUB OR SHOWER. EXCLUSIVE USE . 

29 

159 

15 

B66 

13 

293 

23 

049 

' 6 

110 

51 

362 

14 

624 

30 

819 

169 

B05 

149 

021 

bathtub or SHOWER. SHARED. 


890 


223 


667 


861 


29 

1 

416 


253 

2 

146 

12 

230 

11 

373 

NO bathtub or SHOWER . 

5 

699 

3 

197 

2 

502 

2 

013 

3 

686 

2 

074 


645 

2 

342 

9 

219 

7 

407 
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State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 

[Some data based on sample; median not shown where base is insufficient; see texi “U” denotes an unincorporated place. Plus (-f) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 


bathrooms 


ALL Units. 


1 PLUS partial 

2 OR MORE. . . 
SHARED OR NONE 


owner occupied 


MORE THAN I. . 
SHARED OR NONE 


RENTER OCCUPIED. 


MORE than 1. . 
SHARED OR NONE 


ALL UNITS 
ROOM .... 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 

B ROOMS OR MORE 
MEDIAN .... 


OWNER OCCUPIED 

ROOM. 

ROOMS. 

ROOMS. 

ROOMS. ..... 

ROOMS. 

ROOMS. ..... 
ROOMS. ..... 
8 ROOMS OR MORE. . 
MEDIAN . 


renter OCCUPIED. 

ROOM. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

B ROOMS OR MORE. . . 
MEDIAN . 


VACANT AVAILABLE POR SALE. 

TO 3 ROOMS . 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS OR MORE. 


MEDIAN 


VACANT AVAILABLE FOR RENT. 

1 ROOM. 

2 ROOMS. 

3 ROOMS. . 

4 ROOMS. 

5 ROOMS OR MORE. 


BEDROOMS 


NONE 

1 . . 
2 . . 
3. . 

4 OR 


owner occupied 

0 AND I. 

2 .. 

3 . 

4 OR MORE. 


NONE 

1 . 


RENTER OCCUPIED. 





standard metropolitan statistical 

AREAS 

CINCINNATI 

THE 

AREA 

OHIO 

PORTION 

1 KENTUCKY PORTION 

TOTAL 

COUNTIES 



CAMPBELL 

KENTON 



343 835 

279 378 

64 457 


37 743 

20 234 



236 610 

1B8 966 

47 642 


28 033 

16 051 



30 957 

26 027 

4 930 


2 822 

996 



28 522 

24 784 

3 738 


2 19; 

798 



47 746 

39 599 

8 147 


4 697 

2 389 



1B4 106 

144 367 

39 739 

16 979 

22 760 

9 506 



123 382 

94 511 

28 B71 

12 247 

16 62*) 

7 665 



52 847 

45 163 

7 684 

3 251 

4 433 

1 478 



7 877 

4 693 

3 184 

1 481 

1 703 

363 



141 903 

120 020 

21 B83 

B 5B4 

13 299 

9 B23 



102 555 

85 650 

16 905 

6 621 

10 284 

7 750 



4 761 

3 983 

778 

332 

446 

279 



34 587 

30 387 

4 200 

1 631 

2 569 

1 794 



343 851 

279 394 

64 457 

26 714 

37 743 

20 234 



9 625 

8 383 

1 242 

432 

810 

711 



28 352 

24 014 

4 338 

1 522 

2 816 

2 376 



62 045 

51 059 

10 986 

4 345 

6 641 

4 960 



68 184 

52 BI5 

15 369 

6 288 

9 081 

4 972 



77 439 

61 855 

15 584 

6 506 

9 078 

3 984 



58 314 

47 235 

11 079 

5 024 

6 055 

2 240 



24 322 

20 563 

3 759 

1 577 

2 182 

708 



15 570 

13 470 

2 100 

1 020 

1 080 

2B3 



4.5 

4.6 

4.5 

4.6 

4.4 

3.9 



184 142 

144 403 

39 739 

16 979 

22 760 

9 506 



158 

102 

56 

16 

40 

12 



1 308 

B36 

472 

214 

258 

139 



10 202 

7 001 

3 201 

1 347 

1 854 

1 21B 



28 726 

19 950 

8 776 

3 576 

5 200 

2 470 



57 629 

45 323 

12 306 

5 207 

7 099 

2 844 



50 243 

40 513 

9 730 

4 370 

5 360 

1 934 



21 887 

18 518 

3 369 

1 385 

1 984 

644 



13 989 

12 160 

1 829 


965 

245 



5.4 

5.5 

5.1 

5.1 

5.1 

4.8 



141 867 

119 984 

21 883 

8 584 

13 299 

9 823 



8 154 

7 162 

992 

338 

654 

591 



23 973 

20 579 

3 394 

1 136 

2 258 

1 987 



47 580 

40 451 

7 129 

2 714 

4 415 

3 488 



36 266 

30 172 

6 094 

2 522 

3 572 

2 367 



17 015 

14 302 

2 713 

1 087 

1 626 

1 022 



6 073 

5 004 

1 069 

531 

538 

271 



1 670 

1 391 

279 

133 

146 

64 



1 136 

923 

213 

123 

90 

33 



3.3 

3.3 

3.4 

3.5 

3.3 

3.2 



2 729 

2 376 

353 

153 

200 

59 



135 

106 

29 

12 

17 

10 



248 

17B 

70 

30 

40 

19 



830 

697 

133 

60 

73 

12 



1 005 

911 

94 

3B 

56 

15 



511 

484 

27 

13 

14 

3 



5.7 

5.7 

5.1 

5.1 

5.1 

4.5 



9 166 

7 895 

1 271 

476 

795 

595 



1 052 

926 

126 

52 

74 

73 



2 132 

1 850 

282 

93 

189 

177 



2 766 

2 381 

385 

157 

228 

176 



1 950 

1 664 

286 

114 

172 

104 



1 266 

1 074 

192 

60 

132 

65 



3.0 

3.0 

3.1 

3.1 

3.1 

2.B 



343 155 

278 717 

64 438 

26 714 

37 724 

20 234 



13 015 

11 359 

1 656 

720 

936 

756 



101 407 

83 396 

18 011 

7 001 

11 010 

8 032 



116 697 

92 583 

24 114 

9 686 

14 428 

7 415 



85 419 

69 143 

16 276 

7 154 

9 122 

3 174 



26 617 

22 236 

4 381 

2 153 

2 22B 

857 



183 799 

144 105 

39 694 

16 966 

22 728 

9 506 



20 801 

14 812 

5 989 

2 470 

3 519 

2 193 



6B 969 

52 720 

16 249 

6 540 

9 709 

4 231 



71 203 

57 439 

13 764 

6 140 

7 624 

2 428 



22 B26 

19 134 

3 692 

1 816 

1 876 

654 



142 210 

120 282 

21 928 

8 597 

13 331 

9 823 



10 963 

9 749 

1 214 

498 

716 

582 



73 419 

62 517 

10 902 

4 040 

6 862 

5 349 



43 747 

36 594 

7 153 

2 926 

4 227 

3 003 



14 081 

11 422 

2 659 

1 133 

1 526 

889 



URBAN 

balance 


34 868 
26 329 
3 47i 
2 567 
2 501 

23 162 
16 957 
5 489 
716 

10 446 
B 459 
425 
1 562 


34 86e 
480 

1 705 

5 206 
B 052 
9 011 

6 776 

2 267 
1 371 

4.7 

23 162 
24 
210 

1 512 
4 624 

7 370 
6 103 

2 071 
1 24b 

5.2 


10 446 
378 
1 334 
3 381 
3 198 
1 400 
527 
129 
99 
3.5 

193 

11 

38 

69 

56 

19 

5.2 

602 

53 

101 

189 

155 

104 

3.3 


34 849 
B36 
a 751 
12 747 
9 843 

2 672 

23 117 

3 095 
a 965 
8 683 

2 374 

10 491 
587 
5 135 

3 539 
1 230 


9 355 
5 262 
461 
371 

3 257 

7 071 

4 249 
717 

2 105 

1 614 
696 
74 
844 


355 

51 

257 

820 

345 

589 

063 

784 

446 

5.0 


' 071 
20 
123 
471 
682 
, 092 
693 
654 
336 
5.1 

614 

23 

73 
260 
529 
291 
271 

86 

81 

4.4 

101 

8 

13 

52 

23 

5 

5.1 

74 

”4 

20 

27 

23 

4.0 


9 355 
64 

1 228 
3 952 
3 259 
852 

7 071 
701 
3 053 
2 653 
664 


614 

45 

418 

611 

540 
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Bathrooms 

Rooms 


19-21 

Bedrooms 


SUBJECT 


BATHROOMS 


, all units.. 

1 PLUS PARTIAL !!!!.'! 

2 OR MORE. 

SHARED OR NONE . . , , | 

^ owner occupied , , . 

MORE THAn’i,’ .*,'■* 

SHARED OR NONE 

^ RENTER OCCUPIED. . , 

MORE THAn’i! ’.!!!!’ 
SHARED OR NONE .... * 


ROOMS 


STANDARD METROP OLITAN STATISTICAL AREAS' 
EVANSVILLE ~ ~| -- 


•CON. 

HUNTINGTON-ASHLAND 


THE 

AREA 


INDIANA 

PORTION 


total 


HENDERSON 

county 


KENTUCKY PORTION 


URBAN 


66 2BI 
49 570 

2 796 

3 ISO 
10 735 


55 069 
42 864 
2 478 
2 744 
6 983 


u 2ia 
6 706 
318 
436 
3 752 


5 806 
4 132 
152 
336 
1 166 


41 419 
32 448 
5 200 
3 771 


35 034 
28 187 
4 5591 
2 28B 


6 365 
4 261 
641 
1 483 


3 162 
2 343 
400 
419 


19 322 
13 935 
518 
4 869 


15 603 
11 873 
442j 
3 28B 


3 719 
2 062 
76 
1 581 


2 261 
1 569 
62 
630 


rural 


THE 

AREA 


TOTAL 


KENTUCKY PORTION 


URBAN 


5 406 
2 574 
166 
100 
2 566 


80 066 
54 814 
3 954 

3 all 

17 487 


BOYD 

COUNTY 


16 185 
12 051 


12 947 
10 3b 9 


917 
813 
2 404 


853 

765 

940 


rural 


3 238 
1 662 
64 
48 
1 464 


3 223 
1 918 
241 
1 064 

1 458 1 
493 
14 
951 


48 605 
33 331 
6 622 
8 652 

25 847 
18 136 
945 
6 766 


10 295 
7 731 
I 459 
1 105 

4 774 
3 552 
243 
979 


8 163 
6 454 
1 363 
346 

3 953 
3 282 
227 
444 


2 132 
1 277 
96 
759 

821 

270 

16 

535 


ALL UNITS. 

1 ROOM . 

2 ROOMS.’ ■ ' 

3 ROOMS.• • • 

4 ROOMS..’ ■ ' 

5 ROOMS.• • • 

6 ROOMS. 

7 ROOMS.' ’ ' 

8 ROOMS OR MORE, 

median ... . 

OWNER OCCUPIED . 

1 ROOM . . 

2 ROOMS.’ ' * 

3 ROOMS. . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS.’ 

7 ROOMS. 

8 ROOMS OR MORE. 

median.. 

RENTER OCCUPIED. 

1 ROOM . . . 

2 ROOMS, . ..I 

3 ROOMS. 

4 ROOMS.. , I 

5 ROOMS.. 

6 ROOMS.. 

7 ROOMS. 

8 ROOMS OR MORE. ...... 

MEDIAN... 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS . 

4 ROOMS. 

5 ROOMS.I 

6 ROOMS. 

7 ROOMS OR MORE, . 

MEDIAN.. , 

VACANT AVAILABLE FOR RENT, 

1 ROOM ....... . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

MEDIAN . 


66 292 

1 150 
3 199 
9 158 

21 579 
18 604 
7 781 

2 758 
2 063 

4.4 

41 414 
89 
494 
2 477 
14 033 
14 236 
6 217 

2 249 
1 619 

4.8 

19 323 
740 
1 983 
5 353 
5 983 

3 492 
1 169 

323 

2B0 

3.8 


55 073 
930 
2 496 
7 349 
17 978 
16 075 
6 384 
2 230 
1 631 
4.4 

35 038 
57 
306 
1 898 
12 021 
12 504 
5 160 
1 821 
1 271 
4,B 

15 595 
647 

1 633 
4 374 
4 721 

2 846 
913 
250 
211 
3.7 


11 219 
220 
703 

1 809 
3 601 

2 529 

1 397 
528 
432 
4.3 

6 376 
32 
188 
579 

2 012 
1 732 
1 057 

428 

34B 

4.7 

3 728 

93 
350 
979 
1 262 
646 
256 
73 
69 
3.9 


5 806 
120 
402 
1 261 
1 741 
1 1391 
682 
246 
215 
4.1 


3 162 
21 
73 
376 
1 030 
766 
505 
207 
184 
4.6 


2 261 
80 
274 
749 
632 
329 
141 
32 
24 
3,5 


5 413 
100 
301 
548 
1 B60 
1 390 
715 
282 
217 
4.4 

3 214 
11 
115 
203 
982 
966 
552 
221 
164 
4.8 

1 467 
13 
76 
230 
630 
317 
115 
41 
45 
4.2 


80 066 

1 213 

2 525 

8 178 
18 495 
21 440 
15 235 

7 327 
5 653 
4.9 

48 603 
66 
351 
1 852 

9 348 
14 646 
11 723 

5 931 

4 686 
5.4 

25 849 
983 

1 775 

5 294 
7 511 
5 484 

2 874 
1 132 

796 

4.1 


16 185 
194 
463 
1 694 

3 051 

4 716 
3 078 
1 306 

881 

4.9 

10 295 
13 
70 
454 


2 507 
1 056 
711 
5.2 

4 774 
152 
318 
1 013 
1 402 
1 063 
475 
216 
135 
4.1 


12 947 
165 
334 

1 381 

2 819 

3 908 
2 493 
1 089 

758 

5.0 

8 163 
4 
36 
326 

1 521 

2 791 
1 998 

876 

611 

5.3 

3 953 
144 
257 
879 

1 060 
903 
412 
183 
115 
4.2 


847 

82 

236 

305 

132 

92 

4.8 


2 316 
130 
311 
773 
667 
435 
3.4 


755 

BO 

214 

265 

113 
83 

4.8 

1 987 

114 
265 
663 
561 
3B4 
3.4 


92 

2 

22 

40 

19 

9 

5.1 


329 

16 

46 

110 

106 

51 

3.4 


37 

2 

6 

18 

4 

7 


55 

16 

22 

15 

2 

5.0 


680 

45 

122 

244 

166 

103 

5.21 


203 

7 

38 

90 

4B 

20 

3.1 


126 

9 

8 

20 

58 

31 

3.9 


2 110 
90 
174 
555 
687 
604 
3.8 


162 

8 

33 

59 

40 

22 

5.2 


128 

8 

23 

45 

32 

20 

5.2 


413 

8 

34 

109 

152 

llOj 

3.9 


367 

8 

28 

107 

129 

95 

3.8 


3 238 
29 
129 
313 

1 032 
808 
585 
219 
123 
4.6 

2 132 

9 

34 

12B 

590 

582 

509 

ISO 

100 

5.0 

821 

8 

61 

134 

342 

160 

63 

33 
20 

4.1 

34 

*10 

14 

8 

2 


46 

6 

2 

23 

15 


BEDROOMS 


ALL UNITS, , 
NONE ....... 

1 . 

2. 

3 . 

4 OR MORE. 

OWNER OCCUPIED 

0 AND 1. 

2 . 

3 .. . . 

4 OR MORE. 


66 004 
1 712 
13 874 
30 604 
16 023 
3 7911 


54 792 

1 372 
11 215 
25 714 
13 504 

2 987 


11 212 
340 
2 659 
4 890 
2 519 
804 


5 799 
162 

1 677 

2 423 
1 129 

408 


5 413 
178 
982 
2 467 
1 390 
396 


80 066 
1 407 
12 527 
32 637 
25 352 
8 143 


16 185 
264 
2 445 
6 880 
5 152, 
1 444 


12 947 
206 
1 988 
5 546 
3 979 
1 228 


3 238 
58 
457 
1 334 
1 173 
216 


41 333 
4 833 
20 825 
12 797 
2 878 


35 065 
3 874 
17 843 
11 106 
2 242 


6 268 
959 
2 982 
1 691 
636 


3 125 
521 
1 522 
777 
305 


3 143 
438 
1 460 
914 
331 


48 621 
3 126 
19 028 
19 868 
6 599 


10 329 
859 
4 024 
4 240 
1 206 


8 197 
666 
3 316 
3 183 
1 032 


2 132 
193 
708 
1 057 
174 


renter occupied 

NONE. 

1 .. 

2 .. 

3 OR MORE. 


19 391 
1 050 
7 207 
7 9411 


15 555 
925 

5 818 

6 391 
2 421 


3 

1 

1 


B36 

2 298 

125 

111 

389 

1 034 

550 

762 

772 

391 


I 538 
14 
355 
788 
381 


25 831 
1 001 
8 122 
11 139 
5 569 


4 740 
151 

1 369 

2 283 
937 I 


3 

1 

1 


919 

151 

159 

799 

810 


821 

ZiO 

484 

127 





































































19-22 


State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA's, Constituent Counties, Places of 50,000 Bathrooms Bedrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 —Con. Rooms 

[Some data based on sample; median not shown where base is insufRcient; see text. “U” denotes an unincorporated place. Plus (-f) after 

number indicates median above that number] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 




. j 



t 


SUBJECT 


bathrooms 


ALL UNITS. . 

1 . 

1 PLUS PARTIAL . . 

2 OR MORE. 

SHARED OR NONE . . 

OWNER occupied 

1 . 

MORE THAN 1. . . . 

shared or none . . , 

RENTER OCCUPIED 

1 .. 

MORE THAN 1. . . . 
SHARED OR NONE . . 


ROOMS 


ALL UNITS. . . 

1 ROOM. 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

S ROOMS OR MORE. 

MEDIAN. 

OWNER OCCUPIED . 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN . 

RENTER OCCUPIED. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS.. 

8 ROOMS OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR RENT 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

MEDIAN . 


bedrooms 


ALL UNITS. . 
NONE. 

1 . 

2 . 

3 . 

4 OR MORE. 

OWNER OCCUPIED 

0 AND 1. 

2. 

3 . 

4 OR MORE. 

RENTER OCCUPIED 
NONE. 

1 .. 

2 .. 

3 OR MORE.. 


HUNTIN6T0N-ASHLAND—-CON. 




WEST VIRGINIA PORTION 




OHIO PORTION 

TOTAL 

COL 

CABELL 

NTIES 

WAYNE 

- HUNTINGTON 

urban 

BALANCE 

rural 

total 

LAWRENCE 

COUNTY 

URBAN 

RURAL 

. 46 695 

35 313 

11 382 

20 127 

2 893 

15 675 

17 186 

8 310 

a 876 

. 32 107 

26 034 

6 073 

22 651 

2 255 

7 201 

10 656 

6 651 

4 005 

. 2 419 

2 132 

287 

1 834 

122 

463 

618 

495 

123 

. 2 543 

2 261 

282 

2 008 

127 

408 

455 

309 

146 

. 9 626 

4 886 

4 740 

1 634 

389 

7 603 

5 457 

855 

4 602 

. 27 228 

19 962 

7 266 

15 050 

1 856 

10 322 

11 082 

5 181 

5 901 

. 18 287 

13 972 

4 315 

11 421 

1 497 

5 369 

7 313 

4 230 

3 083 

. 4 296 

3 845 

451 

3 342 

198 

756 

867 

648 

219 

. 4 645 

2 145 

2 500 

287 

161 

4 197 

2 902 

303 

2 599 

. 16 263 

13 028 

3 235 

11 420 

863 

3 980 

4 810 

2 643 

2 167 

. 11 882 

10 432 

1 450 

9 822 

631 

1 429 

2 702 

2 075 

627 

. 559 

458 

101 

419 

40 

100 

143 

lie 

25 

. 3 B22 

2 138 

1 684 

1 179 

192 

2 451 

1 965 

450 

1 515 

46 695 

35 313 

11 302 

28 127 

2 893 

15 675 

17 186 

8 310 

8 876 

824 

715 

109 

639 

38 

147 

195 

129 

66 

1 535 

1 250 

285 

1 036 

30 

469 

527 

247 

280 

4 890 

3 836 

1 054 

3 316 

321 

1 253 

1 594 

908 

686 

9 930 

7 050 

2 872 

5 161 

575 

4 194 

4 714 

2 061 

2 653 

11 830 

8 652 

3 178 

6 676 

873 

4 281 

4 894 

2 434 

2 460 

a 995 

6 823 

2 172 

5 516 

567 

2 912 

3 162 

1 452 

1 710 

4 764 

3 673 

1 091 

2 977 

306 

1 481 

1 255 

623 

632 

3 927 

3 306 

621 

2 806 

183 

938 

845 

456 

389 

5.0 

5.1 

4.9 

5.1 

5.1 

4.9 

4.8 

4.8 

4.8 

27 226 

19 962 

7 264 

15 048 

1 856 

10 322 

11 082 

5 181 

5 901 

41 

29 

12 

8 

• • • 

33 

12 

8 

4 

159 

115 

44 

51 

9 

99 

122 

30 

92 

957 

576 

381 

369 

90 

498 

441 

208 

233 

4 480 

2 944 

1 536 

1 824 

309 

2 347 

2 757 

1 131 

1 626 

7 696 

5 442 

2 254 

3 953 

630 

3 113 

3 577 

1 789 

1 788 

6 742 

5 098 

1 644 

4 078 

434 

2 230 

2 474 

1 157 

1 317 

3 870 

2 988 

882 

2 417 

237 

1 216 

1 005 

494 

511 

3 281 

2 770 

511 

2 348 

147 

786 

694 

364 

330 

5.5 

5.7 

5.2 

5.8 

5.3 

5.2 

5.1 

5.2 

5.1 

16 265 

13 028 

3 237 

11 422 

863 

3 980 

4 810 

2 643 

2 167 

697 

620 

77 

591 

38 

68 

134 

99 

35 

1 134 

947 

187 

849 

21 

264 

323 

197 

126 

3 370 

2 821 

549 

2 570 

207 

593 

911 

583 

328 

4 526 

3 440 

1 078 

2 923 

219 

1 384 

1 583 

815 

768 

3 415 

2 710 

705 

2 386 

207 

822 

1 006 

509 

497 

1 859 

1 470 

389 

1 253 

92 

514 

540 

266 

274 

720 

569 

151 

476 

47 

197 

196 

104 

92 

544 

443 

101 

374 

32 

138 

117 

70 

47 

4.1 

4.1 

4.2 

4.1 

4.3 

4.3 

4.2 

4.0 

4.3 

353 

266 

87 

215 

27 

111 

165 

72 

93 

26 

16 

10 

13 

1 

12 

11 

4 

7 

60 

37 

23 

20 

6 

34 

29 

17 

12 

109 

94 

15 

78 

5 

26 

76 

27 

49 

94 

74 

20 

59 

9 

26 

32 

12 

20 

64 

45 

19 

45 

6 

13 

17 

12 

5 

5.3 

5.4 

5.2 

5.5 

... 

4.9 

5.1 

5.1 

5.1 

1 369 

1 112 

257 

989 

70 

310 

328 

180 

148 

53 

52 

1 

37 

1 

15 

29 

14 

15 

117 

99 

18 

94 

6 

17 

23 

14 


373 

318 

55 

307 

14 

52 

73 

55 

18 

420 

328 

92 

278 

24 

118 

115 

49 

66 

406 

315 

91 

273 

25 

108 

ea 

48 

40 

3.8 

3.8 

4.1 

3.7 

4.1 

4.1 

3.8 

3.6 

4.0 

46 695 

35 313 

11 382 

28 127 

2 893 

15 675 

17 186 

8 310 

8 876 

925 

834 

91 

712 

34 

179 

218 

88 

130 

7 330 

6 100 

1 230 

5 502 

306 

1 522 

2 752 

1 571 

1 181 

18 460 

13 355 

5 105 

10 340 

1 141 

6 979 

7 297 

3 495 

3 802 

14 861 

11 055 

3 806 

8 216 

1 170 

5 467 

5 339 

2 534 

2 805 

5 119 

3 969 

1 150 

3 357 

234 

1 528 

1 580 

622 

958 

27 243 

20 051 

7 192 

15 042 

1 879 

10 322 

11 049 

5 148 

5 901 

1 552 

1 192 

360 

927 

91 

534 

715 

298 

417 

10 320 

7 191 

3 129 

5 180 

763 

4 377 

4 684 

2 283 

2 401 

11 285 

8 460 

2 825 

6 245 

844 

4 196 

4 343 

2 074 

2 269 

4 086 

3 208 

878 

2 690 

181 

1 215 

1 307 

493 

814 

16 248 

12 939 

3 309 

11 428 

840 

3 980 

4 843 

2 676 

2 167 

690 

656 

34 

608 

34 

48 

160 

88 

72 

5 122 

4 391 

731 

4 163 

215 

744 

1 631 

1 025 

606 

6 776 

5 234 

1 542 

4 496 

268 

2 012 

2 080 

1 054 
509 

1 026 
463 

3 660 

2 650 

1 002 

2 161 

323 

1 176 

972 





















































































Kentucky 19-23 

Table 13. —Bathrooms, Rooms, amd Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms Bedrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 


BATHROOMS 

ALL UNITS. 

1. 

1 PLUS PARTIAL . 

2 OR MORE. 

shared or none . 

OWNER OCCUPIED . . . 

i. 

MORE THAN 1. ..... . 
SHARED OR NONE . 

RENTER OCCUPIED. . . 

I. 

MORE THAN I. 

SHARED OR NONE . 


ROOMS 


ALL Units. 

1 ROOM. 

2 ROOMS... 

3 ROOMS. 

U ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN . 

OWNER OCCUPIED ..... 

1 ROOM. 

2 ROOMS. 

3 ROOMS... 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN . 

renter occupied. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. .......... 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

a ROOMS OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS ........ 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. 

MEDIAN.. 

VACANT AVAILABLE FOR RENT 

1 ROOM .... . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

MEDIAN . 


BEDROOMS 


ALL UNITS. . 

NONE. 

1 . 

2 . 

3 . 

4 OR MORE. 

OWNER OCCUPIED 

0 AND I. 

2 . 

3 . 

4 OR MORE. 

RENTER OCCUPIED 

NONE. 

1 . 

2 . 

3 OR MORE. 


FAYETTE 

COUNTY 


LEXINGTON 

LEXINGTON 

URBAN 

BALANCE 

RURAL 










































































































































19-24 


State and Small Areas 


Table 13. Bathrooms, Rooms, and Bedrooms, por SMSA’s, Constituent Counties, Places op 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus {-)-) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 


bathrooms 


ALL UNITS. . 

I.. 

1 PLUS PARTIAL . . 

2 OR MORE.. 

SHARED OR NONE , . 

OWNER OCCUPIED 

1 .. , 

MORE THAN 1. . . . 
SHARED OR NONE , . , 

RENTER OCCUPIED, 

1 .. 

MORE THAN 1, . . . 
SHARED OR NONE . , , 


ROOMS 


ALL UNITS. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN . 

OWNER OCCUPIED ..... 

1 ROOM . 

2 ROOMS.. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

e ROOMS OR MORE. 

MEDIAN . 

RENTER OCCUPIED. 

1 ROOM.. . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN. 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS . 

4 ROOMS. 

5 ROOMS. . . . 

6 ROOMS. 

7 ROOMS OR more. 

MEDIAN. 

VACANT AVAILABLE FOR RENT 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS.' 

5 ROOMS OR MORE. 

MEDIAN . 


BEDROOMS 


ALL UNITS. . 

NONE. 

.. 

2 . 

3 . 

4 OR MORE. 

OWNER occupied 

0 ANO I. 

2 .. 

3 . 

4 OR MORE. 

RENTER OCCUPIED. 

NONE.. 

1 .. 

2 .. 

3 OR MORE. 


STANDARD METRDPDLITAN STATISTICAL AREAS—CON. 

LOUISVILLE—CON. 

INDIANA PORTION 


11 COUNTIES 



TOTAL 



urban 

rural 


CLARK 

FLOYD 



. 35 748 

19 zai 

16 461 

25 923 

9 825 

. 25 749 

14 iZi 

11 623 

20 372 

5 377 

. 1 617 

91C 

707 

1 353 

264 

. 1 185 

535 

65C 

951 

234 

. 7 197 

3 715 

3 482 

3 247 

3 950 

. 23 914 

13 073 

10 841 

16 601 

7 313 

. 17 692 

9 935 

7 957 

13 443 

4 449 

. 2 473 

1 247 

1 226 

2 041 

432 

. 3 549 

1 891 

1 658 

1 117 

2 432 

. 9 276 

4 739 

4 537 

7 619 

1 657 

. 6 512 

3 357 

3 155 

5 900 

612 

. 261 

137 

124 

198 

63 

• 2 503 

1 245 

1 258 

1 521 

982 

35 748 

19 286 

16 462 

25 923 

9 825 

476 

133 

343 

388 

88 

I 439 

759 

660 

1 097 

342 

4 054 

2 122 

1 932 

3 129 

925 

10 625 

6 039 

4 586 

7 750 

2 875 

11 167 

5 947 

5 220 

8 372 

2 795 

5 033 

2 830 

2 203 

3 360 

1 673 

1 923 

929 

994 

1 230 

693 

1 031 

527 

504 

597 

434 

4.6 

4.6 

4.6 

4.6 

4.7 

23 914 

13 073 

10 841 

16 601 

7 313 

66 

37 

29 

46 

20 

264 

165 

99 

122 

142 

1 351 

732 

619 

830 

521 

6 695 

3 841 

2 854 

4 691 

2 004 

8 836 

4 752 

4 066 

6 504 

2 334 

4 226 

2 350 

1 876 

2 834 

1 394 

I 677 

809 

866 

1 083 

594 

795 

387 

408 

491 

304 

4.9 

4.9 

4.9 

4.9 


9 276 

4 739 


7 619 


247 

76 


211 


860 

438 


750 


2 2IB 

1 084 

3!l 

1 954 


3 123 

1 718 

1 405 

2 552 


1 889 

897 

992 

1 568 


624 

349 

275 

422 

202 

173 

95 

78 

105 

68 

142 

62 

60 

57 

85 

3.9 

3.9 

3.9 

3.9 

4.2 

340 

198 

142 

246 

94 

21 

13 

8 

12 

9 

60 

49 

31 

50 

30 

146 

61 

65 

122 

24 

68 

41 

27 

46 

22 

25 

14 

11 

16 

9 

5.0 

5.0 

5.0 

5.0 

4.8 

864 

487 

377 

660 

164 

66 

13 

53 

45 

21 

99 

39 

60 

91 

8 

239 

135 

104 

203 

36 

283 

195 

88 

231 

52 

177 

105 

72 

110 

67 

3.6 

3.8 

3.2 

3.5 

4.0 

35 628 

19 262 

16 366 

25 881 

9 747 

568 

209 

379 

450 

138 

6 869 

3 445 

3 424 

5 327 

1 542 

16 166 

6 976 

7 190 

11 948 

4 218 

9 645 

S 479 

4 166 

6 710 

2 935 


1 153 

1 207 

1 446 

914 

23 857 

13 014 

10 843 

16 603 

7 254 

2 503 

1 220 

1 283 

1 823 

680 

11 386 

6 265 

5 121 

8 106 

3 280 

8 004 

4 554 

3 450 

S 425 

2 579 

1 964 

975 

989 

1 249 

715 

9 333 

4 798 

4 535 

7 617 

1 716 

308 

89 

219 

239 

69 

3 491 

1 720 

1 771 

2 962 

529 

3 846 

2 091 

1 755 

3 165 

681 

1 668 

898 

790 

1 251 

437 


URBANIZED AREAS 


HUNTINGTON-ASHLAND 


LOUISVILLE 

TOTAL 

KENTUCKY 

PORTION 

LEXING¬ 

TON 

total 

KENTUCKY 

PORTION 

54 852 



191 233 

167 780 

44 232 


24 671 

146 151 

127 901 

3 432 

98] 

2 672 

10 249 

8 985 

3 32C 

876 

3 297 

11 623 

10 706 

3 868 

990 

4 642 

23 210 

20 IBB 

32 037 

9 950 

18 726 

113 042 

97 906 

25 145 


12 613 

88 977 

76 797 

5 765 


5 261 

19 405 

17 466 

1 127 


852 

4 660 

3 643 

19 493 



67 961 

61 162 

16 389 



50 382 

45 193 

824 



1 891 

1 714 

2 260 



15 688 

14 255 

54 852 


BBI 

191 254 

167 801 

975 

169 

1 248 


5 113 

1 672 

359 

2 244 

12 011 

10 965 

6 104 

1 559 

4 940 

24 393 

21 469 

11 327 

3 530 

6 354 

47 509 

40 843 

14 741 

4 758 

8 102 

50 666 

, 42 986 

10 541 

3 006 

6 370 

31 367 

28 244 

5 171 

1 265 

3 799 

12 533 

11 418 

4 321 

876 

2 250 

7 294 

6 763 

5.0 

5.0 

4.9 

4.6 

4.6 

32 035 

9 950 

18 732 

113 012 

97 876 

20 

4 

16 

163 

121 

130 

40 

124 

646 

732 

1 029 

362 

703 

4 441 

3 646 

5 228 

1 964 

2 148 

24 405 

20 260 

9 798 

3 426 

5 320 

38 642 

32 668 

8 058 

2 389 

5 139 

27 016 

24 369 

4 188 

1 040 

3 315 

11 068 

10 0B5 

3 584 

725 

1 967 

6 431 

5 995 

5.5 


5.7 

5.2 

.5.2 

19 495 


14 892 

67 991 

61 192 

876 


1 042 

4 379 

4 180 

1 340 

273 

1 893 

9 606 

8 895 

4 339 

979 

3 948 

17 878 

16 067 

5 235 

1 278 

3 910 

20 785 

18 662 

4 163 

1 061 

2 432 

10 078 

8 643 

2 133 

522 

1 039 

3 433 

3 053 

SIS 

191 

418 

1 192 

1 102 

591 

115 

210 

640 

590 

4.1 

4.2 

3.6 

3.6 

3.6 

484 

170 

327 

1 943 

1 707 

28 

10 

5 

61 

49 

75 

32 

16 

224 

181 

181 

71 

147 

967 

847 

116 

36 

91 

456 

411 

84 

21 

68 

235 

219 

5.3 

5.1 

5.5 

5.2 

5.2 

1 684 

445 

888 

5 477 

4 903 

60 

6 

168 

819 

775 

148 

34 

182 

1 112 

1 023 

504 

128 

189 

1 499 

1 315 

504 

153 

206 

1 348 

1 184 


122 

143 

699 

606 


3.8 

3.0 

3.0 

3.0 


15 522 

35 191 

190 655 

167 244 


224 

1 602 

6 514 

6 082 


2 199 

7 231 

43 756 

38 653 

21 620 

6 644 

12 759 

73 048 

62 592 

16 953 

5 025 

9 889 

51 641 

45 610 


1 430 

3 710 

15 696 

14 307 


10 060 

18 659 

113 285 

98 198 


720 

930 

10 962 

9 194 

12 412 

4 186 

6 770 

45 809 

38 552 

13 083 

3 920 

7 872 

43 027 

38 157 

4 598 

1 234 

3 087 

13 487 

12 295 

19 401 

4 457 

14 953 

67 703 

60 855 

899 

169 

1 443 

5 305 

5 066 

6 621 

1 218 

5 750 

29 128 

26 327 

7 845 

2 027 

5 542 

24 658 

21 977 

4 036 

1 043 

2 218 

8 612 

7 485 




























































































































































Kentucky 


19-25 


Table 14.—Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 


1960 


[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS 


CINCINNATI 


SUBJECT 

THE 

AREA 

OHIO 

PORTION 

KENTUCKY PORTION 

TOTAL 

COUNTIES 

covinston 

URBAN 

BALANCE 

RURAL 

CAMPBELL 

KENTON 

UNITS IN STRUCTURE 









all UNITS. 

343 B35 

279 378 

64 457 

26 714 

37 743 

20 234 

34 868 

9 355 

ii detached. 

160 544 

139 909 

40 635 

17 172 

23 463 

B 686 

23 211 

B 738 

li ATTACHED. 

12 511 

9 744 

2 767 

1 118 

1 649 

1 300 

1 360 

107 


54 873 

43 839 

11 034 


6 031 

5 096 

5 812 

126 

3 AND ..... 

45 738 

40 471 

5 267 


3 164 

2 523 

2 724 

20 

5 OR MORE. 

47 830 

43 877 

3 953 

ti 3 

2 980 

2 573 

1 370 

10 

TRAILERI 









ON PERMANENT FOUNDATION. 

197 

125 

72 

32 

40 

4 

4 

64 

MOBILE . 

2 142 

1 413 

729 

313 

416 

52 

387 

290 

owner OCCUPIED . 

164 106 

144 367 

39 739 

16 979 

22 760 

9 506 

23 162 

7 071 

i< DETACHED. 

153 253 

119 690 

33 563 

14 134 

19 429 

7 116 

19 621 

6 626 

li ATTACHED. 

4 069 

3 111 

958 

299 

659 

482 

406 

70 


18 248 

14 612 

3 636 

1 825 

1 811 

1 472 

2 109 

55 

3 AND 4.... 

4 919 

4 261 

658 

324 

334 

274 

374 

10 

5 OR MORE. 

1 459 

1 262 

197 

76 

121 

106 

91 

f • ♦ 

TRAILER... 

2 158 

1 431 

727 

321 

406 

56 

361 

310 

RENTER OCCUPIED.. . 

141 903 

120 020 

21 883 

B 564 

13 299 

9 823 

10 446 

1 614 

!• detached. 

20 846 

15 201 

5 645 

2 405 

3 240 

1 419 

a 777 

1 449 

It ATTACHED. 

7 857 

6 125 

1 732 

799 

933 

782 

920 

30 


33 951 

27 109 

6 842 

2 978 

3 864 

3 302 

3 469 

71 

3 and 4.. 

37 194 

32 980 

4 214 

1 608 

a 606 

2 084 

2 120 

10 

S TO 9. 

24 579 

22 077 

2 502 

■ 646 

1 654 

1 755 

737 

10 

10 TO 19 ... .. . 

9 716 

9 016 

700 

102 

59B 

327 

373 

f • # 

20 TO 49 . 

4 270 

4 106 

164 

20 

144 

144 

20 

• ■ • 

SO OR MORE . 

3 309 

3 299 

10 

9 • • 

10 

10 

• t • 

•« t 

trailer. ... 

181 

107 

74 

24 

50 

• • • 

30 


VACANT available FOR RENT. ...... 

9 177 

7 903 

1 274 

471 

803 

633 

583 

58 


1 031 

778 

253 

103 

150 

60 

115 


2 TO 4 .. 

4 439 

3 741 

698 

266 

430 

352 

346 

• • • 

5 TO 9 . ............ 

1 916 

1 700 

216 

70 

146 

142 

74 

• • « 

10 OR MORE ... 

1 791 

1 684 

107 

30 

77 

59 



YEAR STRUCTURE BUILT 









all UNITS . 

343 851 

279 394 

64 457 

26 714 

37 743 

20 234 

34 868 

9 355 

1959 TO MARCH 1960 .. 

11 624 

10 139 

1 485 

614 

871 

45 

822 

6l6 

1955 TO 1958 ... 

31 076 

26 651 

4 425 

1 854 

2 571 

208 

2 651 

1 566 

1950 TO 1954 . 

34 545 

28 207 

6 338 

2 345 

3 993 

615 

4 148 

1 575 

1940 TO 1949 . 

36 630 

31 586 

S 044 

1 516 

3 528 

712 

3 137 

1 195 

1930 TO 1939 . 

40 222 

33 762 

6 460 

2 356 

4 104 

1 576 

3 861 

1 023 

1929 OR EARLIER. 

189 754 

149 049 

40 705 

la 029 

22 676 

17 078 

20 249 

3 378 

OWNER OCCUPIED . 

184 142 

144 403 

39 739 

16 979 

22 760 

9 506 

23 162 

7 071 

1955 TO MARCH i960 . 

32 Ole 

27 189 

4 829 

2 002 

2 827 

200 

2 761 

1 868 

1950 TO 1954 . 

24 538 

19 923 

4 615 

1 773 

2 642 

175 

3 124 

1 316 

1940 TO 1949 . 

23 193 

19 619 

3 574 

1 185 

2 389 

207 

2 496 

671 

1939 OR EARLIER.. 

104 393 

77 672 

26 721 

12 019 

14 702 

8 924 

14 781 

3 016 

ALL HOUSING UNITS. 

343 886 

279 429 

64 457 

26 714 

37 743 

20 234 

34 868 

9 355 

basement 









BASEMENT . 

312 870 

255 582 

57 268 

24 131 

33 157 

18 684 

32 346 

6 258 

CONCRETE SLAB. 

15 471 

13 407 

2 064 

753 

1 311 

660 

799 

605 

OTHER. 

15 494 

10 389 

5 105 

1 830 

3 275 

890 

1 723 


HEATING equipment 









STEAM OR HOT WATER . 

62 584 

54 618 

7 966 

3 275 

4 691 

2 945 

4 601 

420 

WARM AIR FURNACE.. . 

215 300 

173 303 

41 997 

17 613 

24 184 

11 678 

24 728 

5 591 

FLOOR 1 WALLt OR PIPELESS FURNACE. 

4 644 

3 525 

1 119 

408 

711 

182 

664 

273 

built-in ELECTRIC UNITS. 

421 

371 

50 

21 

29 

9 



OTHER MEANS WITH FLUE. 

57 530 

45 292 

12 238 

4 756 

7 482 

5 069 

4 415 


OTHER means WITHOUT FLUE . 

a 581 

1 686 

895 

379 

516 

317 

404 


NONE. 

791 

599 

192 

62 

130 

34 

28 

l30 

























































































19-26 


State and Small Areas 


Table 14. —Structural Characteristics and Heating Equipment, for SMSA's, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
I960—Con. 

[Based on sample; see text “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


EVANSVILLE 


SUBJECT 

THE 

AREA 

INDIANA 

PORTION 

KENTUCKY PORTION 

THE 

AREA 

KENTUCKY PORTION 

total 

HENDERSON 

COUNTY 

URBAN 

RURAL 

TOTAL 

BOYD 

COUNTY 

URBAN 

RURAL 

UNITS IN STRUCTURE 



















ALL units. 

66 

281 

55 

069 

11 

212 

5 

606 

5 

406 

80 

066 

16 

165 

12 

947 

3 

238 

Ii DETACHED. . ... 

52 

730 

43 

335 

9 

395 

4 

241 

5 

154 

66 

505 

13 

791 

10 

704 

3 

087 

It ATTACHED. 

3 

313 

2 

826 


487 


407 


80 

3 

677 


556 


501 


57 


3 

9B2 

3 

385 


597 


561 


36 

3 

896 


666 


825 


41 

3 AND .. 

2 

766 

2 

417 


349 


349 


• 1 « 

2 

601 


471 


471 


• • 

5 OR MORE. 

3 

049 

2 

840 


209 


204 


5 

2 

525 


297 


297 


t • 

TRAILERl 



















ON PERMANENT FOUNDATION. . . 


14 


6 


B 


• • 


8 


177 


57 


49 


6 

mobile . 


427 


260 


167 


44 


123 


665 


145 


100 


45 

owner occupied . 

41 

419 

35 

034 

6 

365 

3 

162 

3 

223 

48 

605 

10 

295 

B 

163 

2 

132 

11 DETACHED. 

3B 

297 

32 

362 

5 

935 

2 

877 

3 

05B 

45 

527 

9 

653 

7 

622 

2 

031 

1, ATTACHED. .. . . 

1 

284 

1 

185 


99 


58 


41 


917 


157 


126 


31 


1 

019 


864 


155 


155 


• • a 


907 


221 


200 


21 

3 AND . . 


28B 


258 


30 


30 


t f a 


391 


60 


80 


f • 

5 OR MORE. 


140 


125 


15 


10 


5 


109 


15 


15 


a • 

TRAILER.. 


391 


240 


151 


32 


119 


754 


169 


120 


49 

renter occupied. 

19 

322 

15 

603 

3 

719 

2 

261 

1 

458 

25 

847 

4 

774 

3 

953 


821 

It DETACHED. 

10 

852 

8 

291 

2 

561 

1 

170 

1 

391 

16 

701 

3 

301 

2 

526 


775 

ii attached. 

1 

768 

1 

409 


359 


330 


29 

2 

473 


351 


329 


22 


2 

303 

1 

945 


358 


332 


26 

2 

520 


506 


486 


20 

3 AND .. 

2 

on 

1 

745 


266 


266 


4 t • 

1 

959 


341 


341 



5 TO 9. 

1 

435 

1 

306 


129 


129 


• • a 

1 

140 


96 


98 



10 TO 19 . 


469 


469 


t f t 


• t 


« • a 


431 


52 


52 


• • • 

20 TO 49 . 


229 


229 


• • • 


• • « 




190 


36 


36 


• * • 

50 OR MORE . 


205 


163 


22 


22 




325 


56 


56 


f • • 

TRAILER. 


50 


26 


24 


12 


12 


lOa 


33 


29 


4 

VACANT AVAILABLE FOR RENT. 

2 

242 

1 

914 


328 


203 


125 

2 

034 


429 


379 


50 


1 

034 


843 


191 


76 


115 

1 

207 


239 


189 


50 

2 TO 4 . 


773 


667 


106 


96 


10 


564 


155 


155 


• f 

5 TO 9. 


305 


276 


27 


27 


• • a 


184 


16 


18 


• • 

10 OR MORE . 


130 


126 


4 


4 


• • a 


79 


17 


17 


• • • 

YEAR STRUCTURE BUILT 



















ALL UNITS . 

66 

292 

55 

073 

11 

219 

5 

606 

5 

413 

80 

066 

16 

185 

12 

947 

3 

238 

1959 TO MARCH 1960 . 

1 

084 


724 


360 


63 


297 

2 

275 


441 


275 


166 

1955 TO 1958 . 

5 

687 

4 

742 


945 


120 


825 

6 

662 

1 

580 

1 

015 


565 

1950 TO 1954 ... 

a 

426 

7 

043 

1 

383 


640 


743 

8 

235 

1 

675 

1 

200 


475 

1940 TO 1949 . 

11 

614 

9 

742 

1 

672 

1 

075 


79? 

12 

071 

2 

121 

1 

522 


599 

1930 TO 1939 . 

7 

862 

6 

668 


994 


464 


510 

11 

391 

2 

261 

1 

679 


602 

1929 OR EARLIER . 

31 

619 

25 

954 

5 

665 

3 

424 

2 

241 

39 

432 

8 

067 

7 

256 


831 

owner occupied . . 

41 

414 

35 

036 

6 

376 

3 

162 

3 

214 

46 

603 

10 

295 

8 

163 

2 

132 

1955 TO MARCH 1960 . 

5 

527 

4 

546 


981 


130 


651 

6 

738 

1 

546 

1 

023 


523 

1950 TO 1954 . 

6 

437 

5 

600 


637 


323 


514 

5 

659 

1 

252 


921 


331 

1940 TO 1949 . 

7 

925 

6 

664 

1 

261 


751 


510 

7 

907 

1 

506 

1 

097 


409 

1939 OR EARLIER .. 

21 

525 

18 

226 

3 

297 

1 

958 

1 

339 

26 

099 

5 

991 

5 

122 


869 

all housing UNITS. 

66 

292 

55 

073 

11 

219 

5 

606 

5 

413 

60 

067 

16 

165 

12 

947 

3 

238 

BASEMENT 



















BASEMENT . 

34 

852 

31 

826 

3 

026 

1 

761 

1 

265 

28 

628 

7 

620 

6 

773 


847 

CONCRETE SLAB. 

B 

007 

6 

100 

1 

907 

1 

119 


788 

11 

216 

2 

460 

1 

620 


840 

OTHER. 

23 

422 

17 

143 

6 

279 

2 

926 

3 

353 

40 

222 

6 

105 

4 

554 

1 

551 

HEATING equipment 



















STEAM OR HOT WATER . 

4 

480 

4 

045 


435 


354 


81 

1 

945 


251 


247 


4 

WARM AIR FURNACE . 

35 

194 

32 

245 

2 

949 

1 

521 

1 

428 

14 

224 

3 

382 

2 

913 


469 

FLOOR. WALL. OR PIPELESS FURNACE . 

6 

539 

4 

275 

2 

264 

1 

458 


806 

19 

920 

5 

174 

4 

504 


670 

BUILT-IN ELECTRIC UNITS. 


180 


127 


53 


3 


50 


448 


46 


29 


17 

OTHER MEANS WITH FLUE. 

IB 

615 

13 

524 

5 

091 

2 

278 

2 

813 

18 

546 

3 

302 

1 

676 

1 

626 

OTHER MEANS WITHOUT FLUE . 


674 


602 


272 


173 


99 

24 

637 

3 

965 

3 

559 


426 

NONE. 


410 


255 


155 


19 


136 


346 


45 


19 


26 


HUNTINGTON-ASHLAND 












































































Kentucky 19-27 

Table 14. —Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 

1960—Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


HUNT INGTON-ASHLAND —CON. 


SUBJECT 

west VIRGINIA PORTION 

OHIO PORTION 


1 COUNTIES 


STON 

URBAN 

BALANCE 

RURAL 

TOTAL 

LAWRENCE 

COUNTY 

URBAN 

RURAL 

CABELL 

WAYNE 


UNITS IN STRUCTURE 


















ALL UNITS... 

46 

695 

35 

313 

11 

382 

28 

127 

2 

893 

15 

675 

17 186 

B 

310 

B 

876 

1. detached. 

37 

259 

26 

626 

10 

633 

19 

805 

2 

519 

14 

935 

IS 455 

6 

942 

B 

513 

1. attached. 

2 

596 

2 

227 


369 

2 

105 


190 


301 

523 


450 


73 


2 

666 

2 

494 


172 

2 

464 


‘t4 


158 

364 


319 


45 

3 AND 4. 

1 

865 

1 

811 


54 

1 

759 


30 


76 

265 


250 


15 

5 OR MORE. 

1 

960 

1 

915 


45 

1 

856 


40 


64 

268 


241 


27 

TRAILERI 


















ON PERMANENT FOUNDATION. 


80 


62 


IB 


31 


22 


27 

40 


B 


32 

MOBILE . 


269 


178 


91 


107 


48 


U4 

271 


100 


171 

OWNER OCCUPIED . 

27 

228 

19 

962 

7 

266 

IS 

050 

1 

856 

10 

322 

11 082 

5 

lei 

5 

901 

1. DETACHED. 

25 

304 

IB 

318 

6 

986 

13 

575 

1 

713 

10 

016 

10 570 

4 

885 

5 

685 

1. ATTACHED. 


610 


505 


105 


439 


59 


112 

150 


110 


40 



637 


583 


54 


573 


14 


50 

49 


44 


5 

3 AND .. 


284 


264 


20 


264 


IS 


5 

27 


27 


t • 

5 OR MORE. 


79 


79 


• 


69 


• . . 


10 

15 


15 


« ■ 

TRAILER... 


314 


213 


101 


130 


55 


129 

271 


100 


171 

RENTER occupied. 

16 

263 

13 

028 

3 

235 

11 

420 


863 

3 

980 

4 810 

2 

643 

2 

167 

1. DETACHED.. . . , . 

9 

643 

6 

794 

2 

849 

5 

362 


670 

3 

611 

3 757 

1 

714 

2 

043 

1. attached. 

1 

794 

1 

574 


220 

1 

518 


115 


161 

328 


302 


26 


1 

750 

1 

659 


91 

1 

639 


20 


91 

264 


228 


36 

3 AND 4. 

1 

403 

1 

369 


34 

1 

329 


15 


59 

215 


200 


15 

5 TO 9. 


910 


891 


19 


850 


19 


41 

132 


117 


15 

10 TO 19 . 


319 


309 


10 


309 


5 


5 

60 


60 


• • 

20 TO 49 .... .... 


154 


150 


it 


150 


4 


» t • 

• • • 


• I • 


• • 

50 OR MORE . 


255 


255 




255 


• • • 


« • • 

14 


14 


• • • 

TRAILER. 


35 


27 


e 


8 


15 


12 

40 


B 


32 

VACANT available FOR RENT . 

1 

316 

1 

110 


206 

1 

010 


46 


260 

2B9 


141 


148 



761 


577 


1B4 


477 


36 


248 

207 


71 


136 

2 TO 4 .. . 


362 


340 


22 


344 


10 


a 

47 


47 


• • 

5 TO 9 . 


143 


143 


* • • 


139 


• • W 


4 

23 


23 


• ■ • 

10 OR MORE . 


50 


50 


.. . 


50 


• t • 


• • • 

12 


• • # 


12 

YEAR STRUCTURE BUILT 


















all units . 

46 

695 

35 

313 

11 

382 

28 

127 

2 

893 

15 

675 

17 186 

a 

310 

a 

B76 

1959 To MARCH i960 . 

1 

022 


663 


359 


369 


■risi 


578 

812 


243 


569 

1955 TO 195B . 

3 

266 

2 

375 


891 

1 

343 


PHti 

1 

663 

1 816 


770 

1 

046 

1950 TO 1954 . 

4 

525 

3 

130 

1 

395 

2 

045 


klAI 

2 

119 

2 035 


843 

1 

192 

1940 TO 1949 . 

7 

485 

5 

325 

2 

160 

3 

723 


U&tl 

3 

267 

2 465 


915 

1 

550 

1930 TO 1939 . 

7 

175 

5 

197 

1 

978 

4 

203 



2 

507 

1 935 


878 

1 

057 

1929 OR EARLIER. 

23 

222 

la 

623 

4 

599 

16 

444 



5 

Sitl 

8 123 

4 

661 

3 

462 

OWNER OCCUPIED . 

27 

226 

19 

962 

7 

264 

15 

048 



10 

322 

11 082 

5 

181 

5 

901 

1955 To MARCH 1960 . 

3 

143 

2 

243 


900 

1 

199 


233 

1 

711 

2 049 


794 

1 

255 

1950 TO 1954 . 

3 

174 

2 

234 


940 

I 

436 


218 

1 

520 

1 433 


640 


793 

1940 TO 1949 ... . 

4 

747 

3 

220 

1 

527 

2 

Im 



2 

242 

1 654 


565 

1 

0B9 

1939 OR EARLIER. 

16 

162 

12 

265 

3 

897 

10 



tsQ 

4 

849 

5 946 

3 

182 

2 

764 

ALL HOUSING UNITS. 

46 

696 

35 

313 





2 

893 

15 

675 

17 186 

B 

310 

a 

B76 

BASEMENT 





■ 

1 

■ 

1 










basement . 

14 

890 

12 

625 

2 

265 

10 

955 


746 

3 

189 

6 118 

3 

721 

2 

397 

CONCRETE SLAB. 

6 

9‘t4 

5 

417 

1 

527 

4 

524 


511 

1 

909 

1 812 


788 

1 

024 

OTHER. 

24 

861 

17 

271 

7 

590 

12 

648 

1 

636 

10 

577 

9 256 

3 

801 

5 

455 

HEATING EQUIPMENT 



















STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR. Wall, or pipeless furnace 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 


1 399 
7 611 
10 463 
177 
B 627 
IB 173 
245 


1 30B 
6 602 
7 7B7 
119 
5 076 
14 269 
152 


91 

1 009 

2 676 

5B 

3 551 
3 904 

93 


1 296 

5 506 

6 657 

78 
3 560 
10 962 
a 


31 
374 
836 
12 
253 
1 358 
29 


72 

1 731 

2 970 

87 

4 814 

5 853 
148 


295 

3 231 

4 283 
225 

6 617 
2 479 
56 


248 

1 784 

2 975 

71 
1 397 
1 822 
13 


47 
1 447 
1 308 
154 
5 220 
657 
43 


61 




































































































19-28 


State and Small Areas 


Table 14. —Structural Characteristics and Heating Equipment, for SMS As, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas. 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


I960—Con. 


[Baaed on sample; see text. “U” denotes an unincorporated place] 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS. 

1. DETACHED. 

I, attached. 

... 

3 AND .. 

5 OR MORE. 

TRAILERl 

ON permanent foundation 
MOBILE . 


OWNER OCCUPIED 
If DETACHED. . • . 
1. attached. . . . 

.. 

3 ANO .. 

5 OR MORE. 

TRAILER. 


RENTER OCCUPIED... 

1, DETACHED.. . . . 

1. ATTACHED. 

2 . ............ . . 

3 ANO 4. 

5 TO .. 

10 TO 19 . 

20 TO 49. 

50 OR MORE . 

TRAILER. 


VACANT AVAILABLE FOR RENT 

.. 

2 TO 4. 

5 TO .. 

10 OR more . 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR earlier. . 


OWNER OCCUPIED 
1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 to 1949 . . . 
1939 OR EARLIER. . 


all HOUSING UNITS 


BASEMENT 


basement . . 

CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOORf WALLf OR PIPELESS FURNACE . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. . . 

OTHER MEANS WITHOUT FLUE . 

NONE. 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


LEXINGTON 

LOUISVILLE 

THE 

AREA 

FAYETTE 

COUNTY 

LEXINGTON 

URBAN 

BALANCE 

rural 

THE 

AREA 

KENTUCKY PORTION 

total 

JEFFERSON 

COUNTY 

LOUIS¬ 

VILLE 

URBAN 

balance 

RURAL 


20 299 

14 963 

4 930 

223 961 

188 213 

128 217 

41 436 

IB 560 


10 422 

13 206 

4 601 

162 299 

132 375 

75 566 

38 947 

17 862 

2 521 

1 922 

528 

71 

11 756 

9 691 

B 626 

690 

175 



455 

29 

16 047 

14 601 

13 871 

546 

184 



417 

25 

15 632 

14 587 

14 003 

542 

42 

4 056 

3 762 

249 

25 

16 260 

15 692 

15 461 

176 

55 




9 

143 

63 

16 

35 

12 

5Ba 

290 

128 

170 

1 824 

1 204 

474 

500 

230 


7 

11 294 

2 713 

137 361 

113 447 

64 617 

34 707 

14 123 


5 980 

10 860 

2 559 

126 048 

103 932 

56 567 

33 599 

13 766 


344 

15a 

25 

3 184 

2 625 

2 213 

352 

60 

579 

432 

147 

• • • 

4 003 

3 674 

3 441 

170 

63 

250 

219 

31 

• • • 

1 60S 

1 405 

1 344 

61 

9 • • 


172 


• • • 

781 

697 

646 

36 

15 

512 

285 

98 

129 

1 740 

1 114 

406 

489 

219 

16 755 

11 691 

3 207 

1 657 

74 021 

64 745 

56 572 

4 933 

3 240 


3 989 

2 020 

1 708 

29 129 

23 191 

16 478 

3 755 

2 958 


1 532 

316 

40 

7 585 

6 332 

5 963 

285 

84 

1 505 

1 224 

252 

29 

10 656 

9 752 

9 333 

322 

97 

2 101 

1 717 

359 

25 

12 593 

11 855 

11 414 

403 

38 

2 0B4 

1 923 

161 

• 1 • 

6 143 

5 821 

5 695 

86 

40 

443 

392 

51 

• • • 

4 483 

4 461 

4 441 

20 

• 11 

463 

460 

18 

5 

1 455 

1 430 

1 414 

16 

• • • 

442 

442 

• • • 

• • • 

1 750 

1 750 

1 750 

• • t 

• • • 

92 

12 

30 

50 

227 

153 

84 

46 

23 

923 

679 

186 

58 

5 888 

5 140 

4 548 

338 

254 

287 

136 

106 

45 

2 376 

1 893 

1 446 

213 

234 

274 

213 

61 

• • t 

2 071 

1 875 

1 748 

107 

20 

178 

170 

8 

• • • 

709 

665 

661 

4 

9 t • 

184 

160 

11 

13 

732 

707 

693 

14 


40 239 

20 312 

14 995 

4 932 

223 982 

188 234 

128 238 

41 436 

18 560 

2 466 

888 

1 057 

521 

B 209 

7 101 

1 852 

3 740 

1 509 

S 790 

1 807 

3 150 

833 

29 185 

25 269 

7 275 

12 617 

5 377 

5 663 

1 384 

3 784 

495 

30 722 

25 257 

10 288 

11 062 

3 907 

4 516 

1 163 

2 725 

628 

35 355 

28 361 

17 944 

7 408 

3 009 

S 472 

2 386 

2 501 

585 

22 909 

19 632 

14 978 

3 083 

1 571 

16 332 

12 684 

1 778 

1 870 

97 602 

82 614 

75 901 

3 526 

3 187 

21 446 

7 438 

11 294 

2 714 

137 369 

113 455 

64 608 

34 686 

14 161 

6 157 

1 448 

3 596 

1 113 

31 116 

26 916 

6 723 

14 235 


3 802 

422 

3 018 

362 

23 356 

19 095 

6 291 

9 646 


2 756 

503 

1 963 

292 

23 IBl 

18 521 

10 326 

6 067 


8 729 

5 065 

2 717 

947 

59 716 

48 923 

41 266 

4 718 


40 263 

20 324 

15 003 

4 936 

224 059 

186 311 

128 280 

41 460 

18 571 

18 366 

8 945 

7 691 

1 730 

127 544 

111 993 

81 457 

22 550 

7 986 

6 043 

3 661 

1 840 

542 

29 549 

25 158 

13 300 

8 418 

3 440 

15 803 

7 693 

5 452 

2 658 

66 868 

51 062 

33 460 

10 468 

7 134 

3 871 

3 177 

444 

250 

19 201 

17 651 

16 138 

946 

567 

18 148 

5 961 

10 198 

1 989 

lie 777 

101 024 

58 080 

31 582 

11 362 

4 664 

1 661 

2 510 

493 

23 129 

20 432 

13 640 

5 018 

1 774 

73 

20 

32 

21 

475 

302 

201 

56 

45 

8 602 

5 294 

1 299 

2 009 

52 810 

39 938 

32 090 

3 441 

4 407 

4 759 

4 111 

503 

145 

8 939 

6 440 

7 799 

357 

284 

122 

88 

9 

25 

651 

447 

290 

36 

121 























































































Kentucky 19-29 

Table 14. Stkuctural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, Units in Structure Basement 

Places of 50,000 Inhabitants or More. Urban Balance, Rural Total, and Urbanized Areas- Heating Equipment 

I960_Con. Structure Built 

[Based on sample; see text. “U" denotes an unincorporated place] 


SUBJECT 


STANDARD METROPOLITAN STATISTICAL AREAS--CON. 


LOUISVILLE—CON. 


INDIANA PORTION 


URBANIZED AREAS 



HUNTINSTON-ASHLANO 


KENTUCKY 

PORTION 


LEXING¬ 

TON 



KENTUCKY 

PORTION 


UNITS IN STRUCTURE 


ALL UNITS. 35 7U8 

i> DETACHED ..a...... 29 924 

1. ATTACHED. 2 065 

2 . 1 446 

3 AND 4...... . 1 045 

5 OR MORE. 568 

TRAILER I 

ON PERMANENT FOUNDATION. SO 

mobile. 620 


OWNER OCCUPIED. 23 914 

1. DETACHED. 22 116 

1. ATTACHED. 559 

2 . 329 

3 ANO 4. 200 

5 OR MORE. 84 

trailer. 626 


RENTER OCCUPIED 


9 276 


li DETACHED 

1 . ATTACHED 

2 . 

3 AND 4. . 

5 TO 9 . . 
10 TO 19 . 
20 TO 49 . 
50 OR MORE 
trailer. . 


VACANT AVAILABLE FOR RENT 

1 . 

2 TO 4. 

5 TO 9. 

10 OR MORE.. 


YEAR structure BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 195B . . . 
1950 TO 1954 . . . 
1940 TO 1949 . , . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH i960 
1950 TO 1954 , . , 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


5 938 
1 253 
904 
738 
322 
22 
25 



74 


748 


483 


196 


44 


25 

35 

748 

1 

108 

3 

916 

5 

465 

6 

994 

3 

277 

14 

988 

23 

914 

4 

200 

4 

261 

4 

660 

10 

793 


19 286 
16 413 
1 044 
615 
447 
247 


75 

445 


13 073 
11 996 
327 
136 
96 
55 
461 


4 739 
3 283 
564 
394 
294 
98 
22 


*59 


417 

285 

90 

20 

22 


19 286 
714 

2 499 

3 142 

4 612 
1 720 
6 599 


13 073 
2 634 
2 515 
2 966 
4 958 


16 462 
13 511 
1 021 

25 923 
20 548 
1 989 

831 

598 

321 


5 

33 

17S 

352 

10 841 

16 601 

10 118 

15 157 

232 

529 

193 

329 

104 

191 

29 

54 

165 

341 

4 537 

7 619 

2 655 

4 368 

689 

1 212 

510 

899 

444 

727 

224 

322 

a a . 

22 

... 

25 

’ 15 

*44 

331 

609 

198 

3U7 

106 

196 

24 

44 

3 

22 

16 462 

25 923 

394 

809 

1 417 

2 404 

2 323 

3 920 

2 382 

5 130 

1 557 

2 262 

8 389 

11 398 

10 841 

16 601 

1 566 

2 642 

1 746 

2 988 

1 694 

3 359 

5 835 

7 612 


9 825 54 852 

9 376 42 200 

76 3 298 

5 3 810 

20 2 576 

33 2 463 

47 114 

268 391 


7 313 32 037 

6 959 29 496 

30 755 

... 851 

9 391 

30 99 

265 445 


1 6S7 19 493 

1 570 10 691 

41 2 295 

5 2 476 

11 1 931 

... 1 089 

... 436 

... 190 

... 325 

30 60 


139 1 675 

136 Bla 

... 596 

... 189 

3 72| 


9 825 54 852 

299 1 095 

1 512 3 737 

1 545 4 796 

1 864 6 989 

1 015 7 484 

3 590 30 751 


7 313 32 035 
1 558 3 638 
1 273 3 490 
1 301 4 418 
3 181 . 20 469 


15 522 
12 934 
553 
983 
537 


53 

136 


9 950 
9 323 
147 
220 
65 
15 
160 


4 567 
2 945 
360 
589 
387 
103 
62 
36 
56 
29 


478 

234 

195 

27 

22 


IS 522 
408 
1 364 
1 547 
1 856 
1 938 
8 409 


9 950 
1 412 
1 196 
1 348 
5 994 


35 282 
23 628 
2 450 
2 244 
2 504 
4 031 

7 

418 


191 233 
131 649 
10 786 
15 764 

15 521 

16 154 

SO 
1 279 


167 760 
112 754 
9 465 
14 379 

14 524 

15 633 

51 

974 


18 726 
16 640 
502 
579 
250 
172 
383 


113 042 
102 723 

2 676 

3 919 
1 596 

736 
1 192 


97 906 
86 774 

2 549 

3 601 



14 898 
6 009 
1 846 

1 476 

2 076 
2 084 

443 

478 

442 

42 


67 961 
23 950 
7 058 
10 509 
12 499 
6 090 
4 483 
1 455 
1 750 
167 


61 162 
19 961 
6 218 
9 639 
11 796 
5 777 
4 461 
1 430 
1 750 
130 


865 5 401 4 869 
242 1 940 1 654 
274 2 028 1 843 
178 704 665 
171 729 707 


35 307 
1 945 

4 957 

5 168 

3 888 

4 887 
14 462 


18 732 
5 044 
3 440 
2 466 
7 782 


191 254 
6 097 
21 633, 
24 579 
29 057 
20 009 
89 879 


113 0121 
22 806 

18 343 

19 012 
52 851 


167 801 
5 316 
19 420 
21 136 
25 064 
17 692 
78 973 


97 876 
20 348 

15 738 

16 187 
45 603 


ALL HOUSING UNITS 


basement 


basement . . 

CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE ... , 

FLOOR. WALL< OR PIPELESS FURNACE . . . . . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE.. 


35 748 


19 286 16 462 


25 923 


9 825 54 853 15 522 35 327 191 320 167 867 


15 551 
4 391 
IS 806 


7 568 
2 477 
9 241 


7 983 
1 914 
6 565 


11 956 
3 187 
10 780 


3 595 23 153 
1 204 8 421 
5 026 23 278 


7 731 16 636 114 487 103 093 
2 598 5 501 24 318 21 374 
5 193 13 145 52 428 43 313 


1 550 
17 753 

2 697 
173 

12 872 
499 
204 


759 
8 915 
1 710 

117 
7 381 

286 

118 


791 
8 838 
987 
56 
5 491 
213 
86 


1 285 
14 018 

2 101 

84 
7 934 
394 
107 


265 1 834 

3 735 11 233 

596 16 379 

89 203 

4 938 7 223 

105 17 851 

97 129 


259 
3 569 
5 911 
42 

2 013 

3 709 

19 


3 621 18 197 

16 159 101 571 

4 171 20 398 

52 329 

6 593 41 859 

4 614 8 475 

97 425 


17 008 
88 364 

18 474 
257 

35 237 
8 135 
326 




























































































19-30 


State and Small Areas 


Table 15 .—Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Population per Room ^ 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place] 


STANDARD metropolitan STATISTICAL AREAS 


CINCINNATI 


SUBJECT 

THE 

AREA 

OHIO 

PORTION 



KENTUCKY 

PORTION 



TOTAL 

COUNTIES 

COVINGTON 

URBAN 

BALANCE 

RURAL 

CAMPBELL 

KENTON 

POPULATION 









POPULATION IN HOUSING UNITSt .. 

1 047 21B 

840 683 

206 535 

85 975 

120 560 

59 552 

112 786 

34 197 

PER OCCUPIED UNIT. 

3.2 

3.2 

3.4 

3.4 

3.3 

3.1 

3#4 

319 

OWNER.. . 

3.5 

3.5 

3.5 

3.5 

3.5 

3.2 

3.5 

3.9 

RENTER . 

2.9 

2.8 

3.1 

3.1 

3.1 

3.0 

3.1 

4.2 

POPULATION IN DWELLING UNITSi 1950 . . . . 

874 510 

696 711 

177 799 

75 041 

102 758 

63 413 

• t • 

• • • 

PER OCCUPIED UNIT. 

3.2 

3.1 

3.3 

3.4 

3»3 

3«2 

• • • 

• « « 

ALL OCCUPIED UNITS . 

326 009 

264 387 

61 622 

25 563 

36 059 

19 329 

33 608 

a 685 

PERSONS 









OWNER OCCUPIED . 

184 142 

144 403 

39 739 

16 979 

22 760 

9 506 

23 162 

7 071 

1 PERSON . 

IS 152 

11 498 

3 654 

1 690 

1 964 

1 204 

2 100 

350 

2 PERSONS. 

52 474 

41 209 

11 265 

4 721 

6 544 

3 100 


1 705 

3 PERSONS. 

37 013 

29 010 

8 003 

3 363 

4 640 

1 995 


1 400 

11 PERSONS. 

34 186 

27 329 

6 B57 

3 011 

3 846 

1 337 


1 425 

5 PERSONS. 

22 156 

17 655 

4 501 

1 8B4 

2 617 

B49 


935 

6 PERSONS. 

12 lOB 

9 456 

2 652 

1 100 

1 552 

484 


539 

7 PERSONS. 

5 735 

4 360 

1 375 

566 

809 

290 

783 

302 

B PERSONS OR MORE. 

5 318 

3 886 

1 432 

644 

788 

247 

770 

415 

MEDIAN . 

3.2 

3.2 

3.1 

3.1 

3.1 

2.7 

3.2 

3.6 

RENTER OCCUPIED. 

141 867 

119 9et\ 

21 BBS 

a 5B4 

13 299 

9 823 

10 446 

1 614 

1 PERSON . 

34 089 

29 B73 

4 216 

1 571 

2 645 

2 210 

1 875 

131 

2 PERSONS. . .... 

41 246 

35 390 

5 B56 

2 279 

3 577 

2 606 

2 976 

274 

3 PERSONS. 

24 691 

20 542 

4 149 

1 703 

2 446 

1 794 

2 085 

270 

4 PERSONS. 

17 912 

14 7Sb 

3 154 

1 289 

1 665 

1 298 

1 ,576 

280 

5 PERSONS. 

10 964 

8 860 

2 104 

612 

1 292 

892 

923 

289 

6 PERSONS. 

6 266 

5 061 

1 205 

449 

756 

555 

506 

144 

7 PERSONS. 

3 071 

2 475 

596 

226 

370 

241 

270 

85 

a PERSONS OR MORE. 

3 62B 

3 025 

603 

255 

348 

227 

235 

141 

MEDIAN . 

2.4 

2.4 

2.7 

2.8 

2.7 

2.6 

2.7 

4.0 

PERSONS PER ROOM 









OWNER OCCUPIED . 

184 142 

144 403 

39 739 

16 979 

22 760 

9 506 

23 162 

7 071 

0.50 OR LESS . 

B2 349 

65 764 

16 585 

7 173 

9 412 

4 403 

9 779 

2 403 

0.51 TO 0.75 . 

46 373 

36 749 

9 624 

4 104 

5 520 

2 20b 

5 750 

1 666 

0.76 TO 1.00.. 

39 590 

30 807 

B 7B3 

3 745 

5 038 

1 846 

5 187 

1 750 

1.01 TO 1.50 . 

12 899 

9 202 

3 697 

1 523 

2 IT^t 

790 

2 025 

B82 

1.51 OR MORE . 

2 931 

1 881 

1 050 

434 

616 

259 

421 

370 

RENTER OCCUPIED. 

141 867 

119 984 

21 883 

8 584 

13 299 

9 823 

10 446 

1 614 

0.50 OR LESS . 

44 250 

38 283 

5 967 

2 472 

3 495 

2 576 

3 035 

356 

0.51 TO 0.75 . 

31 028 

26 453 

4 575 

1 B5B 

2 717 

1 871 

2 398 

306 

0.76 TO 1.00... 

36 892 

30 895 

5 997 

2 224 

3 773 

2 821 

2 705 

471 

1.01 TO 1.50 . 

17 388 


3 287 

1 277 

2 OlO 

1 469 

1 509 

309 

1.51 OR MORE . 

12 309 

10 252 

2 057 

753 

1 304 

1 086 

799 

172 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED . 

184 142 

144 403 

39 739 

16 979 

22 760 

9 506 

23 162 

7 071 

1959 TO MARCH 1960 . 

22 643 

18 199 

4 444 

1 781 

2 663 

790 

2 540 

1 114 

195a.. 

15 324 

12 289 

3 035 

1 285 

1 750 

549 

1 740 

746 

1957 . 

14 180 

11 608 

2 572 

1 116 

1 456 

503 

1 536 

533 

1954 TO 1956 ..... . 

37 315 

30 269 

7 046 

3 048 

3 99B 

1 346 

4 251 

1 449 

1950 TO 1955 . 

29 226 

23 101 

6 125 

2 583 

3 542 

1 347 

3 750 

1 028 

1940 TO 1949 . 

34 103 

25 737 

8 366 

3 577 

4 789 

2 289 

4 877 

1 200 

1959 OR EARLIER. 

31 351 

23 200 

6 151 

3 589 

4 562 

2 682 

4 468 

1 001 

RENTER OCCUPIED. 

141 867 

119 984 

21 883 

8 564 

13 299 

9 823 

10 446 

1 6X4 

1959 TO MARCH 1960 . 

52 746 

43 945 

8 801 

3 329 

5 472 

3 927 

4 231 

643 

1956. 

20 235 

17 095 

3 140 

1 145 

1 995 

1 446 

1 454 

240 

1957 . 

13 1B6 

11 210 

1 976 

910 

1 066 

805 

1 031 

140 

1954 TO 1956 . 

23 047 


3 303 

1 248 

2 055 

1 552 

1 528 

223 

1950 TO 1953 . 

13 380 

11 476 

1 904 

817 

1 087 

863 

876 

165 

19^0 TO 1949 . 

12 251 

10 410 

1 841 

756 

1 085 

841 

861 

139 

1959 OR earlier. 

7 022 


918 

379 

•539 

389 

465 

64 















































































































Kentucky 

Table 15. —Occupaxcy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. “U" denotes an unincorporated place] 


Population 

Persons 


Persons per Room 
Ye.ir Moved into Unit 



STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


HUNTINGTON-ASHLAND 


POPULATION IN HOUSING UNITSi 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSi 1950 
PER OCCUPIED UNIT. 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. . . . . 
a PERSONS OR MORE. 


RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 


OWNER occupied 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 

0.76 To 1.00 . . . 

1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


renter occupied 

0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


OWNER OCCUPIED 
1959 TO MARCH 1960 

195a. 

1957 . 

1954 TO 1956 . . . 

1950 TO 1953 . . . 

1940 To 1949 . . . 

1939 OR EARLIER. . 


renter occupied 
1959 To MARCH 1960 

195a. 

1957 .. . 

1954 TO 1956 . . . 

1950 To 1953 . . . 

1940 TO 1949 . . . 

1939 OR EARLIER. . 








































































































19-32 


State and Small Areas 


Table 15. —Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Population Persons per Room 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. ‘ 

[Based on sample; see text. “U” denotes an unincorporated place] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


HUNTINGTON-ASHLANO—CON. 


SUBJECT 

WEST VIRGINIA PORTION 

OHIO PORTION 

TOTAL 

COUNTIES 

HUNTINGTON 

URBAN 

BALANCE 

RURAL 

total 

LAWRENCE 

COUNTY 

URBAN 

RURAL 

CABELL 

WAYNE 

population 




















POPULATION IN HOUSING UNITS. 1960. 




145 

275 

105 

504 

39 

771 

80 

805 

9 081 

55 

3B9 

55 786 

24 

906 

30 

882 

PER OCCUPIED UNIT. 





3.3 


3.2 


3.B 


3.1 

3.3 


3.9 

3.5 


3.2 


3.8 

owner. 





3.4 


3.3 


3.7 


3.2 

3.3 


3.B 

3.6 


3.3 


3.8 

renter . 





3.2 


3.1 


4.0 


2.9 

3.5 


4.1 

3.4 


3.0 


3.9 

POPULATION IN DWELLING UNITS. 1950 



• • 

142 

230 

103 

712 

3B 

518 

82 

626 

• • • 


• « 

48 692 


• • 


• • 

PER OCCUPIED unit. 



• • 


3.5 


3.4 


4.0 


3.2 

... 


... 

3.6 


... 


»»• 

ALL OCCUPIED UNITS . 




43 

491 

32 

990 

10 

501 

26 

470 

2 719 

14 

302 

15 892 

■ 


a 

068 

PERSONS 




















OWNER OCCUPIED . 




27 

226 

19 

962 

7 

264 

15 

04 B 

1 856 

10 

322 

11 082 

5 

181 

5 

901 

1 PERSON ..... . 




2 

257 

1 

732 


525 

1 

542 

145 


570 

814 


517 


297 

2 PERSONS. 




6 

1B2 

6 

290 

1 

B92 

5 

027 

569 

2 

5B6 

3 121 

1 

531 

1 

590 

3 PERSONS. 




5 

666 

4 

226 

1 

440 

3 

107 

397 

2 

162 

2 246 

1 

057 

1 

189 

4 PERSONS. 




4 

956 

3 

582 

1 

374 

2 

593 

362 

2 

001 

2 060 


951 

1 

109 

5 PERSONS. 




3 

107 

2 

160 


947 

1 

501 

256 

1 

350 

1 317 


636 


6B1 

6 PERSONS. 




1 

562 

1 

035 


527 


711 

82 


769 

760 


307 


453 

7 PERSONS. 





729 


490 


239 


301 

24 



384 


113 


271 

B PERSONS OR MORE. 





767 


447 


320 


266 

21 


4B0 

380 


69 


311 

MEDIAN . 

• 

• 



3.1 


3.0 


3.3 


2.B 

3.0 



3.2 


3.0 


3.4 

RENTER OCCUPIED. 




16 

265 

13 

028 

3 

237 

11 

422 

863 



4 810 

2 

643 

2 

167 

1 PERSON . 




2 

873 

2 

569 


304 

2 


86 



729 


509 


220 

2 PERSONS. 




4 

145 

3 

470 


675 

3 


188 



1 109 


709 


400 

3 PERSONS. 




3 

184 

2 

565 


619 

2 

283 

198 


703 

997 


565 


432 

4 PERSONS. 




2 

423 

1 

949 


474 

1 

639 

168 


616 

794 


405 


389 

5 PERSONS. 




1 

701 

1 

247 


454 

1 


119 


575 

492 


227 


265 

6 PERSONS. 





928 


668 


260 


510 

63 


355 

322 


142 


180 

7 PERSONS. .... . 





409 


258 


151 


177 

23 


209 

163 


46 


117 

B PERSONS OR MORE. 





602 


302 


300 


191 

IB 


393 

204 


40 


164 

MEDIAN . 

• 

• 

• • 


2.9 


2.7 


3.5 


2.5 

3.3 


3.8 

3.1 


2.7 


3.6 

PERSONS PER ROOM 




















OWNER occupied . 




27 

226 

19 

962 

7 

264 

15 

048 

1 B56 

10 

322 

11 082 

5 

181 

5 

901 

0.50 OR LESS . 




13 

438 

10 

496 

2 

942 

8 

625 

B64 

3 

949 

4 670 

2 

403 

2 

267 

0.51 TO 0.75 ..... . 


• 


6 

148 

4 

469 

1 

679 

3 

291 

456 

2 

401 

2 389 

1 

166 

1 

223 

0.76 TO 1.00 . 




5 

169 

3 

631 

1 

538 

2 

477 

397 

2 

295 

2 511 

1 

152 

1 

359 

1.01 TO 1.50 . 




1 

794 

1 

040 


754 


563 

114 

1 

117 

1 101 


385 


716 

1.51 OR more . 

• 

• 

• • 


677 


326 


351 


92 

25 


560 

411 


75 


336 

renter OCCUPIED. 


. 


16 

265 

13 

028 

3 

237 

11 

422 

863 

3 

980 

4 810 

2 

643 

2 

167 

0.30 OR LESS . 


• 

• • 

5 

524 

4 

725 


799 

4 

317 

195 

1 

012 

1 481 


936 


545 

0.51 TO 0.75 . 


• 


3 

632 

2 

966 


666 

2 

678 

254 


700 

1 073 


647 


426 

0.76 TO 1.00 . 




4 

222 

3 

422 


BOO 

3 

005 

235 


9B2 

1 231 


713 


518 

1.01 TO 1.50 . 



• • 

1 

742 

1 

228 


514 


908 

117 


717 

695 


244 


451 

1.51 OR MORE . . 



• * 

1 

145 


687 


458 


514 

62 


569 

330 


103 


227 

YEAR MOVED INTO UNIT 




















OWNER OCCUPIED . 




27 

226 

19 

962 

7 

264 

15 

048 

1 BS6 

10 

322 

11 082 

5 

181 

5 

901 

1959 TO MARCH i960 . 




2 

667 

1 

893 


774 

1 

338 

191 

1 

138 

1 496 


595 


901 

1958 . 




1 

912 

1 

376 


536 

1 

023 

137 


752 

881 


411 


470 

1957 . 




1 

996 

1 

389 


607 

1 

080 

130 


786 

744 


330 


414 

1954 TO 1956 . 




4 

144 

3 

068 

1 

076 

2 

328 

310 

1 

506 

1 821 


714 

1 

107 

1950 TO 1953 . 




4 

084 

3 

025 

1 

059 

2 

272 

293 

1 

519 

1 554 


826 


728 

1940 TO 1949 . 




6 

687 

4 

917 

1 

770 

3 

730 

429 

2 

528 

2 477 

1 

253 

1 

224 

1939 OR EARLIER. 




5 

736 

4 

294 

1 

442 

3 

277 

366 

2 

093 

2 109 

1 

052 

1 

057 

RENTER OCCUPIED. 




16 

265 

13 

02B 

3 

237 

11 

422 

B63 

3 

980 

4 810 

2 

643 

2 

167 

1959 TO MARCH i960 . 




6 

860 

5 

374 

1 

486 

4 

785 

456 

1 

619 

1 986 

1 

145 


841 

1958 . 




2 

083 

1 

709 


374 

1 

440 

72 


571 

655 


374 


281 

1957 . 




1 

445 

1 

119 


326 


968 

7B 


399 

355 


186 


169 

1954 TO 1956 .. 




2 

213 

1 

786 


427 

1 

571 

105 


537 

659 


364 


295 

1950 TO 1953 . 




1 

526 

1 

258 


268 

1 

104 

67 


355 

384 


217 


167 

1940 TO 1949 ... 




1 

325 

1 

101 


224 


977 

63 


285 

391 


191 


200 

1939 OR EARLIER. 





813 


681 


132 


577 

22 


214 

380 


166 


214 










































































































































































































































19-34 


State and Small Areas 


Table 15. Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 50,000 Inhabitants Population Persons per Room 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960— Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


SUBJECT 


POPULATION 


POPULATION IN HOUSING UNITSi 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNiTSi 
PER OCCUPIED UNIT. 


all OCCUPIED UNITS 


YEAR MOVED INTO UNIT 


owner OCCUPIED 
1959 TO MARCH 1960 
195B. 

1957 . 

1954 TO 1956 . . . 
1950 TO 1953 . . , 
1940 TO 1949 . . . 

1939 OR EARLIER, . 

renter OCCUPIED. 
1959 TO MARCH 1960 . 

1958 . 

1957 . 

1954 TO 1956 . . . . 
1950 TO 1953 . . . . 

1940 TO 1949 . . . . 
1939 OR EARLIER. . . 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

a PERSONS OR MORE. 

MEDIAN . 

RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. .... 

6 PERSONS. .... 

7 PERSONS. 

B PERSONS OR MORE. . 

MEDIAN . 


PERSONS PER ROOM 


owner OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . , . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 

RENTER OCCUPIED 
0.50 OR LESS . . . 
O.Sl TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


standard METROPOLITAN STATISTICAL AREAS--CON. 

j UR8ANIZE0 AREAS 

LOUISVILLE—CON. 

HUNTINGTON-ASHLAND 


LOUISVILLE 

INDIANA PORTION 


KENTUCKY 

PORTION 

LEXING¬ 

TON 

TOTAL 

KENTUCKY 

PORTION 

TOTAL 

II COUNTIES 


RURAL 

TOTAL 

CLARK 

FLOYD 

“ URBAN 

114 303 

62 74C 

51 S63 

80 477 

33 826 

163 179 

48 387 

104 225 

597 917 

525 644 

3.4 

3.5 

3.4 

3.3 

3.6 

3.2 

3.3 

3.1 

3.3 

3.3 

3.5 

3.5 

3.4 

3.1 

3.7 

3.2 

3.3 

3.3 

3.5 

3.5 

3.4 

3,5 

3.3 

3.3 

4.0 

3.0 

3,3 

2.9 

3.0 

3.0 

91 602 

48 099 

43 503 

• • • 

• • • 

151 934 

• * « 

* « • 

459 133 


3.4 

3.5 

3.3 

... 

... 

3.3 

. .. 

... 

3f 3 

. .. 

33 190 

17 812 

15 378 

24 220 

8 970 

51 530 

14 517 

33 624 

IBl 003 

159 068 

23 914 

13 073 

10 841 

16 601 

7 313 

32 035 

9 950 

18 732 

113 012 

97 876 

1 970 

957 

1 013 

1 524 

446 

3 127 

923 

1 621 

8 960 

7 535 

6 778 

3 569 

3 209 


1 984 

9 913 

2 786 

5 628 

32 718 

28 290 

5 022 

2 795 

2 227 

3 601 

1 421 

6 849 

2 288 

4 154 

23 272 

20 019 

4 355 

2 497 

1 858 

2 991 

1 364 

5 723 

1 817 

3 640 

20 633 

17 947 

2 B38 

1 574 

1 264 

1 892 

946 

3 487 

1 094 

2 059 

13 203 

11 484 

1 545 

892 

653 

1 043 

502 

1 676 

576 

948 

7 486 

6 571 

697 

378 

319 

361 

336 

654 

216 

381 

3 339 

2 995 

709 

411 

298 

395 

314 

606 

250 

301 

3 401 

3 035 

3.1 

3.2 

3.0 

3.1 

3.4 

2.9 

3.1 

3.0 

3.1 

3.2 

9 276 

4 739 

4 537 

7 619 

1 657 

19 495 

4 567 

14 892 

67 991 

61 192 

1 3BB 

581 

807 

1 274 

114 

3 629 

632 

3 255 

14 487 

13 280 

2 235 

1 086 

1 149 

1 907 

328 

5 277 

1 167 

4 368 

18 682 

16 93S 

1 856 

950 

906 

1 559 

297 

4 047 

1 001 

2 950 

12 793 

11 415 

1 563 

877 

686 

1 219 

344 

2 995 

783 

2 017 

9 158 

8 107 

948 

558 

390 

719 

229 

1 815 

462 

1 042 

5 687 

5 063 

541 

305 

236 

442 

99 

961 

246 

628 

3 326 

2 944 

417 

219 

198 

284 

133 

353 

107 

297 

1 835 

1 615 

328 

163 

165 

215 

113 

418 

169 

335 

2 023 

1 833 

3.0 

3.2 

2.8 

2.9 

3.8 

2.7 

3.0 

2.5 

2.6 

2.S 

23 914 

13 073 

10 841 

16 601 

7 313 

32 035 

9 950 

18 732 

113 012 

97 876 

9 605 

4 931 

4 674 

6 853 

2 752 

16 550 

4 658 

9 651 

49 532 

43 166 

5 450 

3 073 

2 377 

3 959 

1 491 

7 222 

2 309 

4 788 

26 555 

23 024 

5 717 

3 206 

2 511 

3 997 

1 720 

6 044 

2 018 

3 341 

25 335 

21 688 

2 326 

1 366 

960 

1 350 

976 

1 826 

764 

799 


7 868 

616 

497 

319 

442 

374 

393 

201 

153 


2 130 

9 276 

4 739 

4 537 

7 619 

1 657 

19 495 

4 567 

14 892 

67 991 

61 192 

2 506 

1 205 

1 301 

2 152 

354 

6 809 

1 361 

4 812 

20 355 

18 393 

2 105 

1 054 

1 051 

1 756 

349 

4 725 

1 146 

3 404 

14 786 

13 211 

2 591 

1 297 

1 294 

2 138 

453 

5 260 

1 307 

4 167 

18 245 

16 317 

1 318 

785 

533 

1 012 

306 

1 719 

450 

1 361 

8 964 

a 117 

756 

398 

358 

561 

195 

982 

303 

1 148 

5 641 

5 154 

23 914 

13 073 

10 841 

16 601 

7 313 

32 035 

9 950 

18 732 

113 012 

97 876 

2 666 

1 612 

1 256 

1 942 

926 

3 240 

1 116 

2 856 

14 067 

12 274 

1 857 

1 095 

762 

1 281 

576 

2 381 

810 

2 007 

10 197 


1 691 

993 

698 

1 203 

488 

2 390 

850 

1 754 

8 386 

7 280 

4 638 

2 566 

2 072 

3 248 

1 390 

5 030 

1 678 

3 588 

24 223 

21 320 

4 005 1 

2 202 

1 803 

2 854 

1 151 

4 826 

1 435 

2 894 

17 425 

14 824 

5 037 1 

2 810 

2 227 

3 546 

1 491 

7 615 

2 203 

2 954 

21 488 

18 293 


1 795 

2 023 

2 527 

1 291 

6 553 

1 858 

2 679 

17 226 

14 BIB 


4 739 

4 537 

7 619 

1 657 

19 495 

4 567 

14 892 

67 991 

61 192 


2 284 

1 845 

3 473 

656 

8 534 

2 148 

6 685 

27 979 

24 939 


703 

769 

1 164 

308 

2 589 

703 

2 016 

9 736 

8 690 


368 

425 

638 

155 

1 546 

314 

1 237 

6 529 

5 958 


522 

647 

970 

199 

2 648 

608 

2 282 

9 435 

B 565 


348 

348 

573 

123 

1 708 

320 

1 020 

5 745 

5 224 


334 

279 

487 

126 

1 508 

277 

1 147 

5 529 

5 077 


180 

224 

314 

90 

962 

197 

5p5 

3 038 

2 739 


















































































































































































Kentucky 


19-35 


Table ^ype or Fuel a.vd Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 
[Based on sample; see text. "U" denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail, 
Automobiles Avail. 
Ait Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOL ITAN STATISTICAL AREAS 
CINCINNATI 


SUBJECT 


ALL OCCUPIED UNITS 


heating fuel 


UTILITY GAS. 

FUEL OILt KEROSENE. ETC. 

COAL OR COKE . 

ELECTRICITY. 

bottled, tank, or lp gas 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

bottled, tank, or lp gas 

FUEL OIL. KEROSENE. ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. , . . 

BOTTLED. TANK. OR LP GAS . 
FUEL OIL. KEROSENE. ETC. . 

COAL OR COKE . 

OTHER FUEL . 

NONE.. . 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

automatic or SEMI-AUTOMATIC. . . 
WASHER-ORYER COMBINATION . . , . 
NONE. 


CLOTHES DRYER 


gas heated .... 

ELECTRICALLY HEATED 
NONE. 


HOME FOOD FREEZER 


I OR MORE 
NONE . . 


telephone available 


YES 

NO 


AUTOMOBILES AVAILABLE 


1. . . . 

2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNITi 

1 . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


I. . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . 

2 OR MORE 
NONE . . 


THE 

AREA 

OHIO 

PORTION 


KENTUCKY PORTION 

TOTAL 

II COUNTIES 

1 


urban 

BALANCE 

RURAL 

CAMPBELL 

KENTON 


326 009 

264 387 

61 622 

25 562 

36 059 

19 329 

33 608 

8 685 

250 255 

203 406 

mM 

20 055 

26 794 

16 880 

29 181 




2SS 

26 755 


1 208 

3 322 


265 

1 407 

2 

858 

1 37 864 

29 213 


3 43C 

5 221 


969 

2 614 

4 

068 


DB4 


522 


4: 

19 





522 


346 


652 

524 


155 

304 




052 


737 

315 

175 

14C 


40 

40 


235 


447 


40E 

39 

• • • 

39 


20 


19 

251 

384 

2D4 

957 

48 427 

20 452 

27 975 

le 

136 

29 518 


773 

29 

694 

23 

799 

5 895 

1 713 

4 182 


255 

1 981 

3 

659 


052 

3 

756 

296 

99 

197 


59 

139 


98 

10 

585 

8 

296 

2 289 

986 

1 303 


256 

676 

1 

357 

3 

141 

2 

944 

197 

81 

116 


20 

39 


138 

24 

900 


739 

161 

• « • 

161 


59 

80 


22 

253 

19 

896 

4 357 

2 232 

2 125 


544 

1 175 

2 

638 

246 

865 

199 

919 

46 946 

19 566 

27 380 

18 

554 

27 726 


666 

51 

666 

44 

648 

7 018 

2 899 

4 119 


462 

3 901 

2 

655 

24 

127 

623 

16 

980 

494 

7 147 
129 

2 893 
55 

4 254 
74 


241 

1 723 
91 

5 

183 

38 


984 


814 

170 

84 

86 


33 

80 


57 


735 


566 

169 

42 

127 


20 

63 


66 

1 

009 


966 

43 

24 

19 


19 

24 


135 

755 

105 

Oil 

30 744 

13 217 

17 527 

10 

172 

14 463 

6 

109 

115 

905 

96 

016 

19 889 

8 340 

11 549 

4 

356 

13 930 

1 

603 

5 


4 

ySMk 


317 

473 


158 

533 


99 

69 

282 

59 

083 

10 199 

3 689 

6 SlO 

4 

643 

4 682 


874 

21 

673 

17 

640 

4 033 

2 087 

1 946 


915 

2 943 


170 

36 

612 

30 

749 

5 863 

2 546 

3 317 


563 

3 949 

1 

351 

267 

724 

215 

998 

51 726 

20 930 

30 796 

17 

851 

26 711 

7 

164 

37 

557 

29 

547 

8 010 

3 638 

4 372 


846 

3 866 

3 

298 

288 

452 

234 

840 

53 612 

21 925 

31 687 

18 

483 

29 742 

5 

387 

277 

913 

226 

065 

51 848 

22 no 

29 738 

15 

031 

29 553 

7 

264 

48 

096 

38 

322 

9 774 

3 453 

6 321 

4 

298 

4 055 

1 

421 

179 

461 

142 

166 

37 295 

15 467 

21 828 

10 

467 

20 611 

6 

217 

53 

828 

44 

913 

8 915 

4 271 

4 644 

1 

595 

5 590 

1 

730 

7 

765 

6 


930 

390 

540 


242 

536 


152 

85 

063 

70 

561 

14 502 

5 435 

9 067 

7 

045 

6 871 


566 

19 

799 

16 

715 

3 084 

1 313 

1 771 


651 

2 038 


395 

7 

274 

6 

578 

696 

263 

433 


158 

500 


38 

4 

786 

4 

397 

389 

173 

216 


97 

292 


294 

150 

236 

697 

57 453 

23 814 

33 639 

18 

423 

30 778 

8 

252 

246 

429 

197 

959 

48 470 

19 571 

28 899 

15 

740 

25 552 

7 

178 

53 

078 

43 

729 

9 349 

4 417 

4 932 

2 

036 

6 488 


825 

26 

502 

22 

699 

3 803 

1 57S 

2 228 

1 

553 

1 568 


662 

175 

343 

139 

B18 

35 525 

14 395 

21 130 

12 

036 

17 621 

5 

868 

130 

955 

109 

359 

21 596 

9 473 

12 123 

5 

358 

13 980 

2 

258 

19 

711 

15 

210 

4 501 

1 695 

HBEai 

1 

935 

2 007 


559 


























































































19-36 


State and Small Areas 


Table 16. —^Type op Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat, Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 

i 


STANDARD METROPOLITAN STATISTICAL AREAS- 

-CON. 



EVANSVILLE 

HUNTINGTON-ASHLAND 

THE 

AREA 

INDIANA 

PORTION 

1 KENTUCKY PORTION 


KENTUCKY PORTION 

TOTAL 

HENOERSON 

COUNTY 

URBAN 

RURAL 

THE 

AREA 

TOTAL 

80YD 

COUNTY 

URBAN 

RURAL 

ALL OCCUPIEO UNITS . 

60 737 

50 633 

10 104 

5 423 

4 681 

74 452 

15 069 

12 116 

2 953 

heating fuel 










UTILITY GAS. 

40 969 

35 478 

5 491 

4 369 

1 122 

59 830 

12 783 

11 823 

960 

FUEL OlLi KEROSENEi ETC. 

4 964 

4 384 

580 

21 

559 

1 580 

205 

119 

66 

COAL OR COKE . 

It 906 

e 724 

3 182 

953 

2 229 

10 356 

1 582 

19 

1 563 

ELECTRICITY. 

221 

125 

96 

• • • 

96 

487 

102 

59 

43 

aOTTLEOi TANKi OR LP GAS . 

2 439 

1 748 

691 

56 

635 

1 268 

259 

t • 9 

259 

OTHER FUEL ... . 

167 

127 

40 

• • • 

40 

703 

97 

76 

21 

NONE. 

SB 

34 

24 

24 

... 

226 

41 

20 

21 

WATER heating FUEL 










UTILITY GAS. 

40 622 

35 324 

5 498 

4 452 

1 046 

52 796 

11 257 

10 682 

575 

ELECTRICITY.. . . . 

9 786 

8 809 

977 

52 

925 

7 526 

1 696 

866 

1 008 

COAL OR COKE . 

693 

551 

142 

70 

72 

220 

$ * • 

9 9 9 

9 9 9 

BOTTLED I TANKi OR LP GAS.. 

2 738 

1 945 

793 

56 

737 

1 144 

211 

103 

108 

FUEL OIL* KEROSENEi ETC.. . 

189 

129 

60 

• • • 

60 

60 

• t 9 

« 9 9 

9 9 9 

OTHER FUEL . 

122 

85 

37 

37 

« • • 

349 

• 9 • 

9 9 9 

9 9 9 

NONE. 

6 374 

3 777 

2 597 

756 

1 B41 

12 357 

1 705 

443 

1 262 

COOKING FUEL 










UTILITY GAS. 

36 533 

31 480 

5 053 

4 201 

652 

48 319 

9 697 

e 623 

874 

ELECTRICITY. 

16 007 

14 073 

1 934 

547 

1 387 

19 289 

4 385 

3 011 

1 374 

BOTTLED 1 TANKi OR LP GAS. 

6 065 

3 844 

2 221 

202 

2 019 

3 357 

587 

181 

406 

FUEL OILi KEROSENEi ETC. 

411 

273 

138 

64 

74 

178 

21 

9 9 9 

21 

COAL OR COKE . 

1 319 

666 

651 

337 

314 

1 482 

147 

19 

126 

OTHER FUEL . 

177 

84 

93 

58 

35 

1 674 

169 

19 

150 

NONE. 

212 

196 

14 

14 

... 

153 

63 

63 

... 

CLOTHES WASHING MACHINE 










WRINGER OR SPINNER . 

24 147 

19 320 

4 827 

1 970 

2 857 

37 610 

7 559 

5 399 

2 160 

AUTOMATIC OR SEMI-AUTOMATIC. 

20 720 

18 347 

2 373 

1 377 

996 

22 384 

5 212 

4 632 

580 

WASHER-DRYER COMBINATION . 

837 

817 

20 

20 

• • < 

1 308 

198 

196 

t • 9 

NONE. 

15 020 

12 136 

2 664 

2 056 

628 

13 ISO 

2 100 

1 887 

213 

CLOTHES DRYER 










GAS heated . 

1 333 

1 199 

134 

53 

81 

2 086 

404 

361 

43 

ELECTRICALLY HEATED. 

8 592 

7 666 

926 

428 

498 

14 608 

3 262 

2 574 

686 

NONE. 

50 799 

4l 755 

9 044 

4 942 

4 102 

57 758 

11 403 

9 181 

2 222 

HOME FOOD FREEZER 










1 OR MORE. 

e 415 

6 768 

1 647 

375 

1 272 

9 636 

1 901 

1 279 

622 

NONE . . . 

52 309 

43 852 

B 457 

5 048 

3 409 

64 816 

13 166 

10 837 

2 331 

TELEPHONE AVAILABLE 











50 026 

43 015 

7 011 

3 896 

3 115 

S3 627 

11 063 

9 300 

1 763 


10 711 

7 618 

3 093 

1 527 

1 566 

20 825 

4 006 

2 ei6 

1 190 

AUTOMOBILES AVAILABLE 











35 422 

29 502 

5 920 

2 941 

2 979 

43 230 

8 40e 

6 718 

1 690 


11 044 

9 504 

1 540 

652 

686 

11 452 

3 006 

2 297 

709 

3 OR MORE... 

937 

777 

160 

55 

105 

1 362 

448 

276 

172 

NONE. 

13 338 

10 854 

2 484 

1 775 

709 

18 40e 

3 207 

2 625 

382 

AIR conditioning 










ROOM UNITi 











7 168 

6 416 

752 

397 

355 

4 718 

e05 

696 

109 

2 OR MORE. . . 

2 593 

2 217 

376 

314 

62 

1 657 

298 

277 

21 

CENTRAL SYSTEM . 

2 018 

1 933 

85 

18 

67 

544 

116 

116 


NONE.. , 

48 945 

40 054 

e 691 

4 694 

4 197 

67 533 

13 850 

11 027 

2 623 

TELEVISION SETS 











48 509 

40 723 

7 786 

4 091 

3 695 

56 056 

12 094 

9 654 

2 440 

2 OR MORE. 

4 173 

3 7,42 

431 

181 

250 

7 884 

1 630 

1 480 

150 


8 042 

6 155 

1 887 

1 151 

736 

8 512 

1 345 

982 

363 

RADIO SETS 











37 34b 

30 681 

6 667 

3 568 

3 079 

43 544 

9 699 

7 603 

2 096 


15 370 

13 4ee 

1 eS2 

1 011 

871 

20 476 

3 684 

3 167 

517 


8 006 

6 451 

1 555 

824 

731 

10 432 

1 666 

1 346 

340 






























































Kentucky 

Table 16. ^Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960—Coa 
[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 


Home Food Freezer 
Telephone Avail 
Automobiles Avail 
Ait Conditioning 
Television Sets 


Cloches Dryer Radio Sets 


STANDARD metropolitan STATISTICAL AREAS—CON. 











































































19-38 


State and Small Areas 


Table 16.—Type of Fuel and Selected EquiPMENT, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960— Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 

LEXINGTON 

LOUISVILLE 

THE 

AREA 

FAYETTE 

COUNTY 

LEXINGTON 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

KENTUCKY PORTION 

TOTAL 

JEFFERSON 

COUNTY 

LOUIS¬ 

VILLE 

URBAN 

BALANCE 

RURAL 

ALL OCCUPIED UNITS ......... 

SB 

194 

19 

123 

14 

501 

4 

570 

211 

362 

178 

192 

121 189 



17 

363 

HEATING FUEL 


















UTILITY GAS. 

29 

631 

14 

377 

13 

574 

1 

680 

152 

183 

141 

357 

101 592 

32 

039 

7 

726 

FUEL 0IL( KEROSENE. ETC. 

1 

337 


366 


259 


712 

22 

755 

12 

827 

2 948 

4 

582 

5 

297 

COAL OR COKE . 

5 

62 B 

3 

482 


511 

1 

835 

27 

396 

17 

956 

12 847 

2 

112 

2 

997 

electricity. 


94 


42 


20 


32 


457 


348 

249 


SI 


18 

BOTTLEOi tank. OR LP GAS . 

1 

079 


672 


117 


290 

6 

099 

4 

479 

2 713 


772 


994 

OTHER FUEL . 


192 


151 


20 


21 

2 

145 


937 

605 


54 


278 

NONE. 


21 


21 


... 


• « . 


300 


241 

220 


• • # 


21 

WATER HEATING FUEL 


















UTILITY GAS. 

30 

252 

15 

035 

13 

566 

1 

651 

157 

021 

142 

672 

106 842 

29 

182 

6 

648 

ELECTRICITY. 

1 

812 


410 


333 

1 

069 

26 

302 

16 

665 

2 857 

7 

504 

6 

304 

COAL OR COKE .... 

1 

135 


960 


95 


80 

1 

837 

1 

536 

1 203 


85 


248 

BOTTLED. TANK. OR LP GAS . 

1 

519 


655 


239 


625 


E a 

5 

956 

3 438 

1 

163 

1 

355 

FUEL OIL. KEROSENE. ETC. 


104 


43 


• t 


61 


1 i 


989 

633 


134 


222 

OTHER FUEL . 


40 


20 


20 


B • 


Eal 


301 

301 


• • • 


• • 

NONE. 

3 

320 

1 

9BB 


248 

1 

084 

15 

477 

10 

026 

5 900 

1 

572 

2 

554 

COOKING FUEL 


















UTILITY GAS. 

24 

695 

14 

3B2 

9 

094 

1 

219 

149 

052 

135 

571 

105 185 

24 

903 

5 

483 

ELECTRICITY. 

B 

745 

2 

292 

4 

629 

1 

624 

35 

616 

26 

377 

8 818 

10 

983 

6 

576 

BOTTLED. TANK. OR LP GAS . 

2 

906 

1 

095 


406 

1 

405 

21 

745 

12 

788 

4 543 

3 

515 

4 

730 

FUEL OIL. KEROSENE. ETC. 


206 


101 


» • 


105 


951 


511 

255 


146 


110 

COAL OR COKE.. 

1 

249 


900 


152 


197 

2 

Oil 

1 

628 

1 272 


74 


282 

OTHER FUEL . 


96 


56 


20 


20 


901 


509 

390 


19 


100 

NONE. 


265 


265 


... 


• • 


659 


761 

711 


• • * 


50 

CLOTHES WASHING MACHINE 


















WRINGER OR SPINNER . 

1.2 

254 

6 

721 

3 

626 

1 

907 

74 

259 

58 

600 

43 527 

8 

741 

6 

332 

AUTOMATIC OR SEMI-AUTOMATIC. 

13 

136 

3 

711 

7 

676 

1 

749 

84 

904 

73 

806 

39 816 

25 

482 

B 

508 

WASHER-DRYER COMBINATION . . . 

I 

096 


378 


572 


146 

3 

259 

2 

846 

1 463 


996 


387 

NONE... 

11 

696 

6 

301 

2 

627 


768 

48 

913 

42 

893 

36 368 

4 

421 

2 

104 

CLOTHES DRYER 


















GAS HEATED.. 

1 

104 


250 


690 


164 

12 

602 

10 

933 

6 058 

3 

935 


940 

ELECTRICALLY HEATED. 

4 

773 


996 

2 

921 


856 

22 

704 

18 

475 

6 960 

8 

278 

3 

237 

NONE. 

32 

305 

17 

665 

10 

890 

3 

550 

176 

029 

148 

737 

108 156 

27 

427 

13 

154 

HOME FOOD FREEZER 


















1 OR MORE. 

4 

559 

1 

105 

2 

156 

1 

298 

24 

647 

19 

386 

8 392 

6 

141 

4 

853 

NONE... 

33 

623 

IB 

006 

12 

345 

3 

272 

186 

686 

158 

759 

112 782 

33 

499 

12 

478 

TELEPHONE AVAILABLE 



















30 

253 

13 

424 

13 

456 

3 

373 

168 

913 

143 

140 

92 596 

36 

059 

14 

465 


7 

941 

5 

699 

1 

045 

1 

197 

42 

469 

35 

052 

28 593 

3 

581 

2 

878 

AUTOMOBILES AVAILABLE 



















21 

717 

9 

9Be 

B 

759 

2 

970 

120 

604 

100 

852 

66 117 

24 

579 

10 

156 


7 

143 

2 

054 

3 

980 

1 

109 

38 

045 

31 

700 

14 248 

11 

935 

5 

517 

3 OR MORE. 

1 

114 


371 


511 


232 

4 

494 

3 

735 

2 092 

1 

039 


604 

NONE. 

8 

220 

6 

710 

1 

251 


259 

48 

207 

41 

873 

38 732 

2 

087 

1 

054 

AIR CONDITIONING 


















ROOM UNITi 



















3 

294 

1 

112 

1 

920 


262 

16 

956 

16 

593 

9 589 

5 

307 

1 

697 

2 OR MORE. 

1 

096 


347 


543 


208 

6 

466 

6 

034 

2 956 

2 

452 


626 

CENTRAL SYSTEM . 


446 


16B 


199 


79 

2 

124 

1 

953 

1 173 


459 


321 

NONE.. 

33 

344 

17 

464 

11 

839 

4 

021 

183 

769 

153 

565 

107 456 

31 

422 

14 

687 

TELEVISION SETS 



















29 

563 

13 

994 

11 

933 

3 

636 

169 

6B6 

142 

546 

96 748 

31 

914 

13 

684 

2 OR MORE. 

2 

594 


780 

1 

460 


354 

22 

379 

19 

297 

10 534 

6 

500 

2 

263 


6 

025 

4 

337 

1 

10a 


580 

19 

270 

16 

302 

13 892 

1 

226 

1 

184 

RADIO SF.TS 



















21 

B60 

12 

529 

6 

588 

2 

743 

130 

797 

109 

500 

77 831 

21 

332 

10 

337 

2 OR MORE. ........... . 

13 

52B 

4 

750 

7 

358 

1 

420 

59 

959 

51 

777 

30 853 

15 

353 

5 

571 


2 

794 

1 

832 


555 


407 

20 

579 

16 

866 

12 490 

2 

955 

1 

423 





















































































Kentucky 

Table 16. Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel Home Food Freezer 

Water Heat. Fuel Telephone Avail. 


Cooking Fuel 
Cloches Washing 
Machine , 
Clothes Dryer 


URBANIZED AREAS 


Automobiles Avail, 
Air Conditioning 
Television Sets 
Radio Sets 


LEXING- 

TOTAL KENTUCKY TON TOTAL KENTUCKY 

PORTION PORTION 








































































































19-40 


State and Small Areas 


Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 
1960 

[SQtne data baaed on aample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


STANDARD METROPOLITAN STATISTICAL AREAS 


CINCINNATI 


SUBJECT 

THE 

AREA 

OHIO 

PORTION 



KENTUCKY 

PORTION 



TOTAL 

COUNTIES 

COVINGTON 

URBAN 

BALANCE 

RURAL 

CAMPBELL 

KENTON 

VALUE 









owner occupied . 

1S5 561 

122 594 

32 967 

13 720 

19 247 

7 750 

20 613 

4 604 

LESS THAN SSiOOO . 

4 236 

2 041 

2 195 

933 

1 262 

574 

1 049 

572 

SSiOOO TO S7i400 . 

9 398 

4 656 

4 742 

1 907 

2 835 

1 928 

2 244 

570 

S7«500 TO S9i900 . 

13 651 

7 656 

5 995 

2 241 

3 754 

2 323 

2 974 

698 

SlOiOOO TO S12i400 . 

20 030 

14 440 

5 590 

2 379 

3 211 

1 553 

3 273 

764 

$12i500 TO S14i900 . 

25 806 

21 350 

4 456 

1 986 

2 470 

786 

2 991 

679 

SlSiOOO TO S17i400 . . ...... 

27 382 

23 456 

3 926 

1 780 

2 146 

344 

3 079 

503 

S17iS00 TO $19i900 . 

19 008 

16 578 

2 430 

1 021 

1 409 

98 

1 994 

33ti 

S20i000 TO S24i900 . 

16 734 

14 931 

1 803 

797 

1 006 

72 

1 527 

204 

S2Si000 TO S34i900 . 

11 480 

10 258 

1 222 

458 

764 

56 

994 

172 

SSSiOOO OR MORE. 

7 836 

7 228 

608 

218 

390 

16 

486 

104 

MEDIAN . DOLLARS . 

15 400 

16 200 

11 600 

11 900 

11 400 

9 000 

13 100 

11 500 

VACANT available FOR SALE. 

2 805 

2 423 

382 

154 

228 

59 

202 

121 

LESS THAN S5i000 . 

36 

24 

12 

7 

5 

5 

7 

• f • 

SSiOOO TO S9<900 . 

230 

135 

95 

19 

76 

28 

37 

30 

SIO.OOO TO S14.900 . 

461 

376 

85 

38 

47 

13 

44 

2B 

SlSiOOO TO S19.900 . 

950 

833 

117 

63 

54 

5 

71 

41 

SSOiOOO TO S24.900 . . 

480 

445 

35 

21 

14 

2 

29 

4 

S25i000 OR MORE.. . . 

648 

610 

38 

6 

32 

6 

14 

18 

MEDIAN price ASKED . DOLLARS . 

18 600 

19 100 

14 900 

... 

13 500 

9 400 

15 900 

... 

GROSS RENT 









RENTER OCCUPIED. 

141 630 

119 867 

21 763 

8 551 

13 212 

9 823 

10 446 

1 494 

LESS THAN $20. 

725 

615 

110 

44 

66 

47 

36 

27 

$20 TO $29 . 

, 4 544 

3 856 

688 

262 

426 

352 

292 

44 

$30 TO $39.. 

11 306 

9 713 

1 593 

644 

949 

858 

635 

100 

$40 TO $49 . 

15 862 

13 248 

2 614 

959 

1 655 

1 452 

1 012 

150 

$50 TO $59 . 

18 188 

14 845 

3 343 

1 241 

2 102 

1 774 

1 365 

204 

$60 TO $69... 

21 648 

17 540 

4 108 

1 680 

2 426 

1 991 

1 936 

181 

$70 TO $79 . 

18 371 

15 561 

2 810 

1 116 

1 694 

1 309 

1 375 

126 

$80 TO $99 . 

26 982 

23 420 

3 562 

1 338 

2 224 

1 338 

1 996 

228 

$100 TO $119 . 

10 565 

9 261 

1 304 

583 

721 

296 

896 

UO 

$120 TO $149.. . . . 

6 100 

5 633 

467 

222 

245 

68 

359 

40 

$150 TO $199 ........ . 

1 903 

1 785 

118 

45 

73 

B 

lOl 

9 

$200 OR MORE . 

836 

816 

20 

12 

8 

9 • 9 

20 

t f • 

NO CASH RENT . 

4 600 

3 574 

1 026 

405 

621 

330 

421 

275 

MEDIAN . DOLLARS . 

68 

69 

65 

65 

65 

61 

69 

65 

CONTRACT RENT 









RENTER OCCUPIED. 

141 630 

119 667 

21 763 

8 551 

13 212 

9 823 

10 446 

1 494 

LESS Than $20 . 

2 662 

2 178 

484 

208 

276 

206 

202 

76 

$20 TO $29 . 

11 666 

10 204 

1 462 

626 

836 

674 

622 

166 

$30 TO $39 . 

18 168 

15 362 

2 806 

1 166 

1 640 

1 372 

1 182 

252 

$40 TO $59 . 

38 450 

30 925 

7 525 

2 883 

4 642 

3 889 

3 219 

417 

$60 TO $79 . 

39 541 

33 251 

6 290 

2 383 

3 907 

2 932 

3 113 

245 

$80 TO $99 . . . . 

15 705 

14 130 

1 575 

549 

1 026 

388 

1 150 

37 

$100 TO $149. . 

9 209 

8 651 

558 

314 

244 

32 

505 

21 

$150 OR MORE . 

1 629 

1 592 

37 

17 

20 

9 • • 

32 

5 

NO CASH RENT . 

4 600 

3 574 

1 026 

405 

621 

330 

421 

275 

MEDIAN ... DOLLARS . 

59 

60 

55 

54 

55 

53 

59 

46 

VACANT AVAILABLE FOR RENT. ...... 

9 153 

7 899 

1 254 

463 

791 

595 

597 

62 

LESS THAN $30 . 

1 073 

972 

101 

59 

42 

35 

50 

16 

$30 TO $39 ... 

1 077 

892 

185 

82 

103 

83 

93 

9 

$40 TO $59 . 

2 213 

1 731 

482 

162 

320 

264 

199 

19 

$60 TO $79 . 

2 299 

1 965 

334 

125 

209 

185 

141 

8 

$80 TO $99 . 

1 337 

1 231 

106 

23 

83 

19 

77 

10 

$100 TO $119 .. . . 

634 

616 

18 

8 

10 

3 

15 

• t • 

$120 OR MORE . 

520 

492 

28 

4 

24 

6 

22 

• • • 

MEDIAN RENT ASKED (DOLLARS) i 









VACANT AVAILABLE FOR RENT . 

62 

63 

55 

52 

56 

54 

56 

• • • 

WITH ALL utilities IN RENT . 

60 

62 

52 

• • t 

52 

51 

55 

• t » 

WITH SOME OR NO UTILITIES IN RENT. . . 

62 

63 

54 

51 

56 

52 

57 

... 

DURATION OF VACANCY 









VACANT AVAILABLE FOR SALE . 

2 905 

2 508 

397 

166 

231 

59 

217 

121 

LESS THAN 4 MONTHS . 

1 950 

1 690 

260 

100 

160 

49 

150 

61 

4 UP TO 6 MONTHS. 

417 

367 

50 

20 

30 

3 

30 

17 

6 months or MORE . ....... 

538 

451 

87 

46 

41 

7 

37 

43 

VACANT AVAILABLE FOR RENT. 

9 169 

7 871 

1 298 

467 

831 

630 

597 

71 

LESS than 1 MONTH. 

2 765 

2 313 

472 

120 

352 

266 

162 

24 

1 UP TO 4 MONTHS . 

4 893 

4 254 

639 

233 

406 

301 

316 

22 

4 UP TO 6 MONTHS . 

613 

546 

67 

36 

31 

13 

54 

• • • 

6 MONTHS OR MORE . 

878 

758 

120 

_I!j 

42 

30 

65 

25 



















































































Kentucky 


19-41 


Table 17. Fixantcial Characteristics and Duration of Vacancy, for SMSA's, Constituent Counties, Value Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Gross Rent Duration of Vacancy 

1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (+) or 
minus (-) after number indicates median above or below that number] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 

EVANSVILLE 

1 huntinqton-ashland 

THE 

AREA 

INDIANA 

PORTION 

KENTUCKY PORTION 


KENTUCKY PORTION 

TOTAL 

HENDERSON 

county 

URBAN 

RURAL 

THE 

AREA 

TOTAL 

BOYD 

COUNTY 

URBAN 

RURAL 

VALUE 





■1 





OWNER OCCUPIED . 

37 206 

32 199 

5 007 

2 964 


39 265 

9 054 

7 694 

1 360 

LESS THAN SSiOOO.. 

6 949 

5 530 

1 419 

846 


6 686 

1 532 

1 056 

476 

SSiOOO TO $7i400 .. . 

7 844 

6 709 

1 135 

723 


6 653 

1 575 

1 316 

259 

*7.500 TO *91900 . 

7 436 

6 591 

845 

547 

296 

6 596 

1 544 

1 327 

217 

*10.000 TO *12.400 . 

5 452 

4 843 

609 

323 

286 

6 300 

1 642 

1 466 

176 

*12.500 TO *14.900 . 

3 499 

3 157 

342 

171 

171 

4 2ie 

972 

874 

98 

*15.000 TO *17.400 

2 109 

1 852 

257 

137 

120 

3 035 

615 

562 

53 

*17.500 TO *19.900 . 

1 328 

1 201 

127 

45 

62 

1 652 

417 

383 

34 

*20.000 TO *24.900 . 

1 197 

1 073 

124 

66 

58 

1 846 

387 

361 

26 

*25.000 TO *34.900 . 

862 

792 

70 

50 

20 

1 314 

244 

236 

8 

*35.000 OR MORE. 

530 

451 

79 

56 

23 

763 

126 

113 

13 


8 800 

9 000 

7 400 

7 200 

7 BOO 

9 900 

9 800 

10 300 

7 000 

VACANT AVAILABLE FOR SALE. 

831 

745 

86 

34 

52 


145 

122 

23 

LESS THAN *5.000 . 

200 

188 

12 

4 

e 


B 

4 

4 

*5.000 TO *9.900 . 

324 

303 

21 

13 

6 


42 

39 

3 

*10.000 TO *14.900 . 

205 

156 

49 

17 

32 


67 

54 

13 

*15.000 TO *19.900 . 

67 

63 

4 



92 

16 

13 

3 

*20.000 TO *24.900 . 

20 

20 

• • * 

• 1 • 


42 

6 

6 

• • • 

*25.000 OR MORE. 

15 

15 

... 

... 


36 

6 

6 

... 

MEDIAN PRICE ASKED . DOLLARS . 

8 300 

8 000 

... 

... 

■ 

11 800 

... 

... 

... 

SROSS RENT 










RENTER OCCUPIED. 

18 671 

15 512 

3 159 

2 261 

896 

25 496 

4 731 

3 953 

778 

LESS THAN *20. 

146 

83 

63 

37 

26 

657 

103 

36 

65 

*20 TO *29 . 

1 D41 

740 

301 

226 

75 

1 653 

275 

175 

100 

*30 TO *39 . 

1 933 

1 577 

356 

281 

75 

2 214 

364 

260 

104 

*40 TO *49 . 

2 589 

2 170 

419 

307 

112 

3 005 

568 

473 

95 

*50 TO *59 . 

3 209 

2 656 

553 

459 

94 

3 831 

734 

635 

99 

*60 TO *69.. . 

2 936 

2 500 

436 

356 

80 

3 326 

744 

660 

64 

*70 TO *79... 

2 044 

1 742 

302 

228 

74 

2 892 

629 

605 

24 

*80 TO *99 . 

2 349 

2 115 

234 

153 

81 

3 126 

579 

550 

29 

*100 TO *119 . 

781 

713 

68 

44 

24 

1 015 

183 

183 

t • • 

*120 TO *149 . 

306 

283 

23 

15 

8 

581 

87 

73 

14 

*150 TO *199 . 

106 

106 

• t • 

• • • 

# • • 

173 

B 

e 

« • • 

*200 OR MORE . 

23 

23 

• t t 

• • i 

• • • 

70 

20 

20 

t • • 

NO CASH RENT . 

1 208 

804 

404 

155 

249 

2 953 

437 

253 

184 

median . DOLLARS . 

59 

61 

54 

54 

54 

60 

61 

64 

43 

CONTRACT RENT 










RENTER OCCUPIED. 

18 671 

15 512 

3 159 

2 261 

696 

25 496 

4 731 

3 953 

778 

LESS THAN *20. 

651 

328 

323 

229 

94 

2 168 

329 

143 

186 

*20 TO *29 . 

2 210 

1 728 

482 

336 

146 

3 125 

512 

392 

120 

*30 TO *39 . 

3 474 

2 917 

557 

390 

167 

3 560 

758 

630 

128 

*40 TO *59 . 

6 906 

5 938 

968 

636 

130 

8 548 

1 670 

1 549 

121 

*60 TO *79 . 

3 181 

2 814 

367 

275 

92 

3 810 

813 

788 

25 

*80 TO *99 . 

682 

636 

46 

26 

20 

692 

127 

122 

5 

*100 TO *149 . 

296 

284 

12 

12 

• • • 

552 

69 

60 

9 

*150 OR MORE . 

63 

63 



f * • 

90 

16 

16 

• • • 

NO CASH RENT . 

1 208 

804 

404 

155 

249 

2 953 

437 

253 

184 

median . DOLLARS . 

47 

48 

40 

42 

35 

46 

46 

49 

29 

VACANT AVAILABLE FOR RENT. 

2 259 

1 975 

284 

196 

Be 

1 881 

422 

378 

44 

Less Than s3o* •••••••••*•••* 

312 

240 

72 

33 

39 

265 

60 

43 

17 

^30 TO S39 *••••••*■••*•••« 

460 

392 

68 

48 

20 

368 

115 

100 

15 

S^O TO S59 ■•••***•••*••••* 

944 

853 

91 

63 

e 

816 

153 

144 

9 

^60 TO S79 *••••••■••••#••» 

374 

334 

40 

32 

B 

310 

62 

79 

3 

^BO to S99 ***i********tt»* 

91 

82 

9 



29 

4 

4 

• t • 

BlOO To S119 •«*********t»*» 

43 

39 

4 

^ ^ . 


23 

4 

4 

t f t 

$120 OR MORE •*•••••••••••#» 

35 

35 


t • t 


50 

4 

4 

t # 1 

MEDIAN RENT ASKED (DOLLARS)t 










VACANT AVAILABLE FOR RENT. 

47 

47 

40 

• • • 


46 

44 

45 

f T t 

WITH ALL utilities IN RENT . 

46 

46 




50 



f t t 

WITH SOME OR NO UTILITIES IN RENT, . . 

46 

47 

39 

... 


46 

41 

42 

... 

DURATION OF VACANCY 










VACANT AVAILABLE FOR SALE. 

979 

889 

90 

34 

56 

710 

149 

126 

23 

LESS THAN 4 MONTHS . 

417 

359 

SB 

31 

27 

380 

eo 

70 

10 

4 UP TO 6 months . 

158 

149 

9 

* * t 


144 

43 

43 

• • t 

6 MONTHS OR MORE . 

404 

381 

23 

3 


186 

26 

13 

13 

VACANT AVAILABLE FOR RENT. 

2 224 

1 900 

324 

196 


2 115 

428 

378 

50 

LESS THAN 1 MONTH. 

326 

255 

71 

50 


499 

102 

99 

3 

1 UP TO 4 MONTHS . 

933 

790 


99 


eeo 

159 

133 

26 

4 UP TO 6 MONTHS . 

258 

231 


11 


287 

56 

56 

• « • 

6 MONTHS OR MORE . 

707 

624 


36 


449 

111 

90 

21 


21 


















































































































19-42 


State and Small Areas 


Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Contract Rent 
Duration of Vac.incv 


standard metropolitan statistical areas—con. 


HUNTINGTON-ASHLAND—CON. 


SUBJECT 





WEST 

VIRGINIA PORTION 



:□ 


OHIO PORTION 

total 

counties 

HUNTINGTON 

urban 

balance 

RURAL 

TOTAL 

LAWRENCE 

COUNTY 

URBAN 

RURAL 

CABELL 

WAYNE 

VALUE 












1 

■ 




■ 

■ 

■■ 




OWNER OCCUPIED . . . 








21 

702 

16 

865 



13 

500 

1 721 




4 905 

3 

604 

LESS than $51000 . . . . 








3 

231 

1 

898 




941 

389 




663 

1 

242 

$5i000 TO S7i400 .... 








3 

274 

2 

424 


1 ^^ 

1 

639 

331 




1 067 


737 

$7i500 TO S9f900 .... 








3 

460 

2 

673 


707 

2 

224 

335 


901 

1 592 

1 049 


543 

SlOiOOO TO $12t400 . . . 








3 

421 

2 

654 


767 

2 

432 

273 


716 

1 237 

829 


408 

SlZiSOO TO $14,900 . . . 








2 

418 

1 

939 


479 

1 

735 

152 


531 

828 

562 


266 

$15,000 TO $17,400 . . . 








1 

894 

1 

625 


269 

1 

384 

01 


429 

526 

305 



$17,500 TO $19,900 . . . 








1 

232 

1 

072 


160 


905 

69 


258 

203 

145 


58 

$20,000 TO $24,900 . . . 








1 

213 

1 

099 


114 


917 

47 


249 

246 

150 


96 

$25,000 TO $34,900 . . . 









959 


908 


51 


807 

36 


116 

111 

82 


29 

$35,000 OR MORE. 







. 


600 


573 


27 


524 

8 


68 

37 

33 


4 

MEDIAN . 

. . . 

• 

DOLLARS 

• 

10 

600 

11 

400 


8 2O0 

12 

000 

0 500 

7 

600 

8 300 

9 200 

6 

900 

VACANT AVAILABLE FOR 

SALE. 








337 


247 


90 


215 

52 


70 

149 

76 


73 

LESS THAN $5,000 . . . , 









26 


13 


13 


7 

8 


11 

26 

10 


16 

$5,000 TO $9,900 . . . . 









90 


55 


35 


47 

23 


20 

44 

18 


26 

$10,000 TO $14,900 . . . 









113 


89 


24 


77 

17 


19 

45 

25 


20 

$15,000 TO $19,900 . . . 









55 


47 


8 


40 

• • • 


15 

21 

10 


11 

$20,000 TO $24,900 . . . 







• 


23 


14 


9 


14 

4 


5 

13 

13 


• • • 

$25,000 OR MORE. 







• 


30 


29 


1 


30 

• • . 


• . • 

• • * 

• • t 


• • • 

MEDIAN PRICE ASKED . . . 

. . . 

• 

DOLLARS 

• 

12 

300 

13 

100 


... 

13 

500 

... 


• •• 

... 

... 


• • 

GROSS RENT 






















RENTER OCCUPIED. . . 








16 

073 

12 

917 


3 156 

11 

422 

063 

3 

780 

4 694 

2 643 

2 

051 

LESS THAN $20. 









309 


116 


273 


80 

11 


298 

165 

33 


132 










982 


609 


293 


550 

30 


394 

396 

82 


314 

$30 TO $39 . 








1 

308 

1 

043 


345 


014 

52 


522 

462 

164 


298 

$40 TO $49 . 








1 

915 

1 

522 


393 

1 

296 

145 


474 

522 

284 


238 

$50 TO $59 . 








2 

458 

2 

091 


367 

1 

915 

139 


404 

639 

466 


173 

S60 TO $69 •••■$•• 








2 

010 

1 

764 


246 

1 

665 



229 

572 

440 


132 









1 

816 

1 

590 


226 

1 

525 



175 

447 

333 


114 

SSO TO S99 #•••••• 

« • • 







2 

027 

1 

799 


228 

1 

732 



188 

522 

393 


129 

$100 TO $119 ..... . 

* • « 








712 


639 


73 


634 

44 


34 

120 

84 


36 

$120 TO $149 . 

t • • 








452 


419 


33 


409 

5 


38 

42 

38 


4 

$150 TO $199 . 









146 


146 


• • • 


138 

• • • 


8 

19 

19 


• « 

$200 OR MORE . 









21 


21 


• • 


16 

« • • 


5 

29 

14 


15 

NO CASH RENT . 








1 

757 

1 

078 


679 


640 

98 

1 

019 

759 

293 


466 

MEDIAN . 

. . . 

• 

DOLLARS 

• 


60 


63 


48 


64 

60 


44 

57 

63 


42 

CONTRACT RENT 






















RENTER OCCUPIED. . . 








16 

073 

12 

917 


3 156 

11 

422 

863 

3 

708 

4 694 

2 643 

2 

051 

LESS THAN $20. 








1 

161 


405 


676 


286 

3B 


837 

678 

97 


581 

$20 TO $29 ••••••• 








1 

900 

1 

515 


465 

1 

191 

86 


703 

633 

276 


357 

$30 TO $39 . 








2 

154 

1 

756 


398 

1 

526 

199 


429 

648 

429 


219 

$40 TO $59 . 








5 

528 

4 

891 


637 

4 

673 

304 


551 

1 350 

1 069 


201 

$60 TO $79 ....... 








2 

460 

2 

199 


261 

2 

164 

123 


173 

537 

409 


128 

$80 TO $99 . 









531 


511 


20 


491 

10 


30 

34 

34 


• • 

$100 TO $149 . 









457 


437 


20 


411 

5 


41 

26 

22 


4 

$150 OR MORE . 









45 


45 


• . . 


40 

* • t 


5 

29 

14 


15 

NO CASH rent . 








1 

757 

1 

078 


679 


640 

98 

1 

019 

759 

293 


466 

MEDIAN . 


• 

DOLLARS 

• 


47 


49 


32 


50 

44 


28 

40 

47 


26 

VACANT AVAILABLE FOR 

RENT. 







1 

211 

1 

068 


143 


989 

40 


102 

248 

140 


108 

LESS than $30. ..... 









157 


122 


35 


77 

* » • 


80 

68 

11 


57 

$30 TO $39 . 









217 


181 


36 


159 

10 


48 

36 

25 


11 

$40 TO $59 . 









559 


500 


59 


406 

26 


47 

104 

89 


15 

$60 TO $79 . 









205 


193 


12 


194 

4 


7 

23 

13 


10 

$80 TO $99 . 









23 


22 


1 


23 

• • • 



2 

2 


t • • 

$100 TO $119 . 









19 


19 




19 

- t t 


HM 

• • • 



• • « 

$120 OR MORE . 









31 


31 




31 

* # # 


HM 

15 



15 

MEDIAN RENT ASKED (DOLLARS)i 

















hh 





VACANT available FOR RENT. . 








48 


49 




50 

• • • 



43 



f • • 

WITH ALL utilities IN RENT 








50 


50 




51 

“ • r 


HM 

* • t 



• ■ • 

WITH SOME OR NO UTILITIES 

IN 

RENT 





48 


49 

■ 

mm 


52 

... 

■ 

D 

... 



• • • 

DURATION OF VACANCY 
















■ 

1 





VACANT AVAILABLE FOR 

sale. 








387 


281 


106 


224 

52 



174 

01 


93 

LESS THAN 4 MONTHS . . . 

• • 



• 

• 

• 



198 


168 


30 


153 

9 


36 

102 

35 


67 

4 UP TO 6 months .... 

• • 




• 


• 


68 


44 


24 


25 

18 


25 

33 

18 


15 

6 months or MORE .... 

. . . 

• 

• 

• 

• 

• 

• 


121 


69 


52 


46 

25 


50 

39 

28 


11 

VACANT AVAILABLE FOR 

RENT. 


. 





1 

399 

1 

153 


246 

1 

049 

40 


310 

288 

140 


148 

LESS THAN 1 MONTH. . . . 

• • 


• 

« 





335 


309 


26 


299 

4 


32 

62 

12 


50 

1 UP To 4 MONTHS .... 

• • • 


• 

a 





596 


508 


08 


402 

11 


103 

125 

04 


41 

4 UP TO 6 MONTHS .... 

• • 


• 






217 


183 


34 


160 

5 


52 

14 

9 


5 

6 MONTHS OR MORE .... 

. . . 








251 


153 


98 


108 

20 


123 

87 

35 


52 





































































































Kentucky 


19-43 


Table 17. —Fixancial Characthristics and Duration of Vacancy, for SMSA's, Constituent Counties, 
Ptaces of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
I960—Con. 

[Some data baaed on aample; median not shown where base is insufflcient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


LEXINGTON 


SUBJECT 


THE 

AREA 


STANDARD ME TROPOLITAN STATISTICAL AREAS—CON. _ 

LOU ISVILLE _ 

IyKENTUCKY PORTION 


FAYETTE 

COUNTY 


LEXINGTON 


urban 

balance 


rural 


THE 

area 


TOTAL 

JEFFERSON 

COUNTY 


LOUIS¬ 

VILLE 


URBAN 

balance 


RURAL 


VALUE 


owner occupied 

LESS THAN S5.000 . 
$5t000 TO $7t400 . 
$7 1500 TO $91900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 


18 973 
1 421 
1 648 

1 896 
3 072 
3 249 

2 539 
1 627 
1 844 

996 

661 


6 175 
8B9 
921 
849 
1 089 
884 
565 
272 
355 
189 
162 


10 9B0 
330 
606 
913 
1 672 
1 894 
1 799 
1 285 
1 347 
732 
402 


1 818 
202 
121 
134 
311 
471 
175 
70 
142 
75 
117 


125 062 
10 529 
15 862 
21 021 
26 193 
18 805 
13 515 
7 116 
6 127 
3 514 
2 380 


105 253 
7 32B 
12 232 
17 025 
22 426 
16 589 
12 091 
6 475 
5 555 
3 272 
2 260 


59 059 
5 488 
9 807 
12 359 
12 175 
7 872 
4 9^5 
2 535 
1 904 
1 123 
871 


33 871 
1 005 

1 274 
3 039 
7 824 
7 071 
5 856 

2 966 
2 760 
1 372 

704 


12 323 
B35 
1 151 

1 627 

2 427 
1 646 
1 310 

974 

891 

777 

685 


MEOIAN 


DOLLARS 


13 600 


11 000 


15 100 


13 200 


11 400 


11 BOO 


10 400 


13 800 


12 700 


VACANT AVAILABLE FOR SALE 

LESS THAN $5,000 . 

$5,000 TO $9,900 ...... 

$10,000 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. ...... 


366 

15 

16 
126 

68 

74 

67 


147 

10 

8 

69 

22 

21 

17 


165 

4 

52 

36 

49 

24 


54 

5 

4 

5 
10 

4 

26 


2 424 
119 
382 
1 110 
502 
162 
149 


2 069 
67 
248 
1 000 
467 
141 
146 


777 

51 

192 

207 

175 

67 

85 


1 012 
4 
47 
639 
244 
56 
22 


280 

12 

9 

154 

48 

IS 

39 


MEOIAN PRICE ASKED 


DOLLARS 


16 900 


14 000 


13 200 


13 600 


13 500 


13 200 


14 000 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20. 

$20 TO $29 ........ 

$30 TO $39 . 

$40 TO $49 . . . . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 TO $149 . 

$150 TO $199 . 

$200 OR MORE . 

NO CASH RENT . 


15 904 
85 
626 
1 245 

1 719 

2 058 
2 214 

1 695 

2 884 
1 474 

701 

235 

38 

930 


11 685 
71 
569 
1 128 
1 505 
1 741 
1 891 
1 281 
1 908 
739 
265 
74' 
15 
498 


3 207 

19 

48 

107 

188 

258 

320 

886 

676 

374 

133' 

19 

179 


1 012 
14 
38 
69 
107 
129 
65 
94 
90 
59 
62 
28 
4 

253 


73 514 
591 
4 086 
6 324 
9 116 

10 319 

11 469 
9 022 

11 303 
4 727 
1 992 
656 
339 
3 570 


64 4 34 
509 

3 669 
5 582 
8 016 

8 897 

9 904 
7 921 

10 124 

4 234 

1 838 
619 
332 

2 789 


56 581 
471 
3 524 
5 284 

7 467 

8 255 

9 239 

7 196 

8 725 
2 896 
1 135 

416 
177 
1 796 


4 954 
3 
65 
123 
272 
356 
396 
471 
1 000 
999 
549 
156 
101 
463 


2 899 
35 
80 
175 
277 
286 
269 
254 
399 
339 
154 
47 
54 
530 


MEOIAN 


DOLLARS 


68 


63 


92 


63 


64 


64 


63 


92 


72 


CONTRACT RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 ........ 

$80 TO $99 . 

$100 TO $149 . 

$150 OR MORE . 

NO CASH RENT . 


15 904 
350 
1 440 
1 739 
4 626 
4 030 
1 903 
815 
71 
930 


11 685 
252 
1 262 

1 478 
3 908 

2 906 
1 003 

354 

24 

498 


3 207 
5 

106 
93 
527 
1 013 
836 
405 
43 
179 


1 0121 
93 
72 
168 
191 
111 
64 
56 
4 

253 


73 514 
1 810 
7 112 
9 616 
25 036 
17 798 
5 401 

2 574 
595 

3 570 


64 434 

1 371 
5 935 
8 206 

21 826 
16 202 
5 067 

2 458 
580 

2 789 


56 581 
1 140 
5 608 
7 578 
20 289 
14 366 
3 718 
1 723 
363 
1 796 


4 954 
78 
128 
289 
922 
1 238 
1 111 
572 
153 
463 


2 899 
153 
199 
339 
615 
598 
238 
163 
64 
530 


MEOIAN 


DOLLARS 


57 


54 


76 


46 


53 


54 


53 


74 


56 


VACANT AVAILABLE FOR RENT. ... 
LESS Than $ 30 . ........... 

$30 TO $39 ............. 

$40 TO $59 

$60 TO $79 ............. 

$60 TO $99 ............. 

$100 TO $119 .... . 

$120 OR MORE ............ 

MEDIAN RENT ASKED (DOLLARS)« 

VACANT AVAILABLE FOR RENT. 

WITH ALL utilities IN RENT ... 
WITH SOME OR NO UTILITIES IN RENT 


932 

58 

59 
255 
288 
151 

99 

22 


705 

42 

59 

240 

240 

87 

25 

12 


198 


15 

48 

64 

61 

10 


29 

16 


13 


5 897 
507 
926 
2 170 
1 485 
392 
189 
228 


5 153 
364 
761 
1 883 
1 369 
367 
185 
224 


4 587 
344 
682 
1 757 
1 160 
297 
147 
200 


337 

25 

68 

141 

58 

34 

11 


229 

20 

54 

58 

68 

12 

4 

13 


67 

63 

72 


61 

61 

59 


54 

54 

54 


55 

54 

57 


54 

54 

55 


72 


55 


75 


54 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


361 

289 

38 

34 


134 

134 


165 

114 

35 

16 


62 

41 

3 

18 


2 493 
1 546 
229 
718 


2 no 

1 312 
194 
604 


778 

585 

104 

69 


1 018 
528 
59 
431 


314 

199 

31 

84 


VACANT AVAILABLE FOR RENT 

LESS than I MONTH. 

1 UP TO 4 MONTHS . 

4 UP TO 6 MONTHS ...... 

6 MONTHS OR MORE . 


924 

344 

398 

48 

134 


675 

246 

299 

40 

90 


198 

82 

79 

8 

29 


51 

16 

20 

15 


6 004 
1 671 
3 018 
377 
938 


5 226 

4 638 

1 462 

1 306 

2 732 

2 507 

273 

224 

759 

601 


337 

112 

145 

8 

72 


251 

44 

80 

41 

86 
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State and Small Areas 


Table I7. — Financial Characteristics and Duration of Vacancy, for SMSA's, Constituent Counties, Value Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Duration of V: 

1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+•) or 
minus (—) after number indicates median above or below that number] 


SUBJECT 


VALUE 


OWNER OCCUPIED . 

LESS THAN SSiOOO . 

$5t000 TO $7,400 . 

$7,500 TO $9,900 . 

$10,000 TO $12,400 . 

$12,500 TO $14,900 . 

$15,000 TO $17,400 . , 

$17,500 TO $19,900 . 

$20,000 TO $24,900 

$25,000 TO $34,900 . 

$35,000 OR MORE. 

median . DOLLARS 


VACANT AVAILABLE FOR SALE. 

LESS THAN $5,000 . 

$5,000 TO $9,900 . 

$10,000 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. ... . 

MEDIAN PRICE ASKED . DOLLARS 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $49 . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$80 TO $99 . 

$100 To $119 . 

$120 TO $149 . 

$150 TO $199 . 

$200 OR MORE.. . 

NO CASH RENT . 

median . DOLLARS 


contract rent 

RENTER occupied.. . . . . 

LESS THAN $20. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79.. . . . 

$80 TO $99... 

$100 To $149 . 

$150 OR MORE . 

NO cash rent . 

median . DOLLARS . 


VACANT AVAILABLE FOR RENT. 

LESS THAN $30. 

$30 TO $39 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO .... 

$120 OR MORE . 

MEDIAN RENT ASKED (DOLLARS) I 

VACANT AVAILABLE FOR RENT. 

WITH ALL UTILITIES IN RENT . 

with some or no UTILITIES IN RENT. . 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH. 

1 UP To 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 months OR MORE . 


STANDARD METROPOLITAN STATISTICAL AREAS--CON. 

1 URBANIZED AREAS 

LOUISVILLE—CON. 

1 huntington-ashland 


1 LOUISVILLE 

INDIANA PORTION 


KENTUCKY 

PORTION 

LEXING¬ 

TON 

total 

KENTUCKY 

PORTION 

total 

COUNTIES 


RURAL 

TOTAL 

CLARK 

FLOYD 


. 19 B09 

10 643 

9 166 



29 523 

9 389 

17 155 

105 705 

91 536 

. 3 201 

1 765 

1 436 



3 275 

1 262 

1 219 

8 234 

6 458 

. 3 630 

1 845 

1 785 

2 751 

879 

4 828 

1 791 

1 527 

13 404 

10 999 

. 3 996 

2 163 

1 813 

3 209 

787 

5 356 

1 748 

1 762 

18 243 

15 284 

. 3 767 

2 110 

1 657 

3 124 

643 

5 350 

1 816 

2 761 

22 507 

19 604 

. 2 216 

1 264 

952 

1 855 

361 

3 405 

956 

2 778 

16 338 

14 600 

. 1 424 

735 

689 

1 194 

23C 

2 424 

654 

2 364 

11 758 

10 635 

. 641 

362 

279 

545 

96 

1 535 

416 

1 557 

5 684 

5 366 

. 572 

220 

352 

469 

103 

1 503 

389 

1 702 

5 036 

4 587 

. 242 

111 

131 

206 

36 

1 169 

244 

921 

2 659 

2 461 

. 120 

48 

72 

100 

20 

678 

113 

564 

1 642 

1 542 

, 9 400 

9 500 

9 400 

9 800 

8 000 


9 BOO 

13 700 

11 400 

11 700 

355 

203 

152 

277 

78 

503 

160 

312 

1 989 

1 721 

52 

10 

42 

30 

22 

29 

4 

10 

85 

55 

134 

72 

62 

94 

40 

142 

54 

12 

319 

234 

110 

79 

31 

97 

13 

196 

77 

121 

907 

BIO 

35 

21 

14 

35 

• • • 

63 

13 

SB 

436 

401 

21 

18 

3 

IB 

3 

37 

6 

70 

136 

118 

3 

3 

... 

3 

. .. 

36 

6 

41 

106 

103 

. 9 700 

11 200 

• • . 

10 800 

• . • 

12 100 

... 

16 100 

13 300 

13 500 

9 080 

4 567 

4 513 

7 619 

1 461 

19 495 

4 567 

14 892 

67 991 

61 192 

82 

24 

58 

66 

16 


3B 

71 

532 

474 

417 

129 

288 

359 

5B 

845 


586 

3 930 

3 583 

742 

304 

438 

571 

171 



1 176 

5 908 

5 388 

1 100 

441 

659 

918 

182 



1 612 

8 555 

7 709 

1 422 

643 

779 

1 224 

19B 



1 929 

9 664 

8 579 

1 565 

B12 

753 

1 36B 

197 


775 

2 149 

10 743 

9 603 

1 101 

555 

546 

994 

107 


699 

1 601 

8 491 

7 622 

1 179 

757 

422 

1 087 

92 


619 

2 794 

10 663 

9 663 

493 

310 

183 

430 

63 

961 

199 

1 415 

4 244 

3 850 

154 

106 

48 

121 

33 

529 

77 

639 

1 778 

1 661 

37 

15 

22 

33 

4 

165 

8 

207 

598 

565 

7 

4 

3 

4 

3 

50 

20 

34 

262 

278 

781 

467 

314 

444 

337 

1 344 

313 

677 

2 603 

2 217 

62 

66 

58 

63 

57 

64 

63 

68 

64 

64 

9 080 

4 567 

4 513 

7 619 

1 461 

19 495 

4 567 

14 892 

67 991 

61 192 

439 

245 

194 

302 

137 

572 

151 

257 

1 488 

1 215 

1 177 

500 

677 

927 

250 

2 009 

456 

1 368 

6 523 

5 705 

1 410 

653 

757 

1 152 

258 

2 960 

B06 

1 571 

8 783 

7 839 

3 212 

1 467 

1 745 

2 915 

297 

7 865 

1 819 

4 435 

23 693 

21 123 

1 596 

926 

670 

1 494 

102 

3 516 

820 

3 919 

16 937 

15 510 

334 

21B 

116 

304 

3D 

661 

126 

1 839 

5 098 

4 798 

116 

83 

33 

73 

43 

49B 

60 

759 

2 346 

2 273 

15 

B 

7 

B 

7 

70 

16 

67 

520 

512 

781 

467 

314 

444 

337 

1 344 

313 

677 

2 603 

2 217 

47 

48 

45 

48 

37 

49 

47 

SB 

54 

54 

744 

404 

340 

625 

119 

1 644 


903 

5 445 

4 905 

143 

60 

83 

93 

50 

135 


42 

437 

344 

165 

75 

90 

146 

19 

311 


59 

799 

702 

287 

160 

127 

241 

46 

808 

207 

255 

2 032 

1 820 

116 

82 

34 

116 

• • • 

298 

87 

2BB 

1 405 

1 292 

25 

19 

6 

25 

• « * 

29 

4 

151 

380 

355 


4 

• • • 

■ • • 

4 

23 

4 

86 

181 

IBl 



• • • 

4 

... 

40 

9 

22 

211 

211 

44 


40 

46 

• t • 

48 

46 

67 

55 

55 

• • • 


• • • 

• • t 

• • • 

49 

111 

63 

54 

54 

43 

46 

40 

45 

... 

49 

44 

72 

56 

57 

383 

210 

173 

298 

85 

521 

164 

299 

2 017 

1 728 

234 

159 

75 

211 

23 

295 

98 

248 

1 284 

1 073 

35 

13 

22 

22 

13 

114 

53 

35 

17D 

153 

114 

36 

76 

65 

49 

112 

13 

16 

563 

502 

778 

427 

351 

625 

153 

1 704 

475 

873 

5 496 

4 956 

209 

124 

85 

18B 

21 

442 

127 

328 

1 5B2 

1 4ia 

286 

183 

1D3 

257 

29 

749 

172 

378 

2 641 

2 63B 

104 

57 

47 

38 

66 

234 

60 

48 

266 

232 

179 

63 

116 

142 

37 

279 

116 

119 

807 

66B 






























































































































Kentucky 


19-45 


Table 18. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: I960 

[Some data based on sample; see text "U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


subject 

ASHLAND 

BOWLING GREEN 

NEWPORT 

OWENSBORO 

PADUCAH 

ALU HOUSING Units. 

10 388 

8 970 

9 920 

13 597 

12 450 

TENURE 1 COLOR I AND VACANCY 






STATUS 






OCCUPIED . 

9 732 

8 565 

9 421 

12 821 

11 305 

OWNER OCCUPIED . 

6 526 

4 741 

4 587 

7 738 

6 462 

PERCENT OF ALL OCCUPIED. 

67.1 

55.4 

48.7 

60.4 

57.3 

WHITE. 

6 383 

4 330 

4 517 

7 421 

5 757 

NONWHITE . 

143 

411 

70 

317 

725 

RENTER OCCUPIEO. 

3 206 

3 824 

4 834 

5 083 

4 823 

WHITE. 

3 102 

3 210 

4 671 

4 479 

3 B12 

NONWHITE . 

104 

614 

163 

604 

1 011 

VACANT . 

656 

405 

499 

776 

1 145 

YEAR ROUNO . 

585 

375 

493 

713 

995 

SOUND OR deteriorating . 

521 

311 

451 

608 

777 

AVAILABLE. 

415 

243 

353 

478 

651 

FOR SALE ONLY. . 

107 

49 

41 

135 

59 

HOMEOWNER VACANCY RATE . 

1.6 

1.0 

0.9 

1.7 

0.9 

FOR RENT.. 

308 

194 

312 

343 

592 

RENTAL VACANCY RATE. 

a.8 

4.B 

6.1 

6.3 

10.9 

RENTED OR SOLDt AWAITING OCCUPANCY . 

21 

27 

21 

58 

19 

HELO FOR OCCASIONAL USE. 

17 

14 

19 

9 

20 

HELO FOR OTHER REASONS . 

68 

27 

58 

63 

87 

DILAPIDATED. 

64 

64 

42 

105 

218 

SEASONAL.. . 

71 

30 

6 

63 

150 

CONDITION ANO PLUMBING 






ALL UNITS. 

10 388 

8 970 

9 920 

13 597 

12 450 

SOUND. 

8 957 

6 887 

8 051 

11 687 

7 907 

WITH ALL PLUMBING FACILITIES . 

8 768 

6 167 

7 226 

10 689 

7 279 

LACKING ONLY HOT WATER . 

4 

70 

32 

132 

96 

LACKING OTHER PLUMBING FACILITIES. . . . 

185 

650 

793 

866 

532 

DETERIORATING. 

986 

1 577 

1 502 

1 327 

2 836 

WITH ALL PLUMBING FACILITIES . 

787 

694 

984 

692 

1 570 

LACKING ONLY HOT WATER . 

25 

54 

42 

73 

276 

LACKING OTHER PLUMBING FACILITIES. . . . 

174 

829 

476 

562 

989 

DILAPIDATED. 

445 

506 

367 

583 

1 708 

owner OCCUPIEO . . 

6 526 

4 741 

4 587 

7 738 

6 482 

SOUNO. 

6 017 

4 169 

4 120 

7 221 

4 647 

WITH ALL PLUMBING FACILITIES . 

5 937 

3 926 

3 951 

6 943 

4 355 

LACKING SOME OR ALL FACILITIES . 

80 

243 

169 

278 

292 

deteriorating... 

358 

476 

391 

363 

1 285 

WITH ALL PLUMBING FACILITIES . 

310 

26B 

32B 

234 

805 

LACKING SOME OR ALL FACILITIES . 

48 

208 

63 

129 

480 

DILAPIDATED. ... . . . . 

151 

96 

76 

154 

550 

RENTER OCCUPIED. 

3 206 

3 824 

4 834 

5 083 

4 823 

SOUND.. . • » 

2 492 

2 494 

3 592 

3 931 

2 665 

WITH all plumbing FACILITIES ...... 

2 396 

2 064 

3 027 

3 291 

2 379 

LACKING SOME OR ALL FACILITIES ..... 

96 

430 

565 

640 

286 

DETERIORATING. 

491 

1 001 

996 

826 

1 282 

WITH ALL PLUMBING FACILITIES . 

379 

3ao 

577 

395 

656 

LACKING SOME OR ALL FACILITIES ..... 

112 

621 

419 

431 

626 

DILAPIDATED. . . 

223 

329 

246 

326 

876 

VACANT AVAILABLE FOR SALE. 

107 

49 

41 

135 

59 

WITH ALl plumbing FACILITIES . 

104 

41 

38 

134 

49 

lacking SOME OR ALL FACILITIES . 

3 

a 

3 

1 

10 

VACANT available FOR RENT.. . 

30B 

194 

312 

343 

592 

WITH ALL plumbing FACILITIES . 

2B5 

124 

193 

244 

496 

lacking some or all FACILITIES.. 

23 

70 

119 

99 

96 

ALL HOUSING UNITS. 

10 368 

a 970 

9 920 

13 597 

12 450 

WATER supply 






HOT AND cold PIPED WATER INSIDE STRUCTURE. 

10 100 

7 485 

9 393 

12 124 

10 031 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

236 

aia 

514 

1 088 

1 934 

PIPED WATER outside STRUCTURE. 

B 

569 

* • 5 

341 

292 

NO PIPED water . 

44 

9B 

13 

44 

193 

TOILET facilities 






FLUSH toilet. EXCLUSIVE USE. 

10 062 

7 473 

8 837 

ji2 412 

10 512 

FLUSH TOILET. SHARED ... . 

205 

563 

1 003 

575 

923 

OTHER toilet FACILITIES OR NONE. . . . . . 

121 

934 

80 

612 

1 015 

BATHING FACILITIES 






BATHTUB OR SHOWER. EXCLUSIVE USE .... , 

9 977 

7 090 

B 504 

11 720 

9 780 

BATHTUB OR SHOWER. SHARED. ........ 

209 

513 

914 

543 

736 

NO BATHTUB OR SHOWER . 

302 

1 367 

502 

1 334 

1 936 

Bathrooms 







B 3B8 

5 854 

7 55B 

9 699 

B 452 

: PLUS partial . 

779 

351 

458 

779 

268 

2 OR MORE. ... , . 

650 

TBB 

399 

1 062 

527 

SHARED OR NONE . . 

671 

1 947 

1 805 

2 061 

3 203 





















































































19-46 


State and Small Areas 


Table 19. —Structural Characteristics, for Places of 25,000 to 50,000 Inhabitants; I960 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (-[-) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 


BOWLING GREEN 


ALL UNITS 

1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN .... 


owner OCCUPIED 
1 TO 3 ROOMS . . . 

4 ROOMS. ..... 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

B ROOMS OR MORE. . 
MEDIAN . 


RENTER OCCUPIED. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. . . 

6 ROOMS. 

7 ROOMS OR MORE. . . 

MEDIAN . 


VACANT AVAILABLE FOR SALE. 

1 TO 3 ROOMS . 

4 AND 5 ROOMS. 

6 ROOMS OR MORE. 

MEDIAN ...... . 


VACANT AVAILABLE FOR RENT. 

1 ROOM. 

2 ROOMS. ... . 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

MEDIAN . 


OWNER OCCUPIED 

0 AND 1. 

2 . 


renter occupied. 


UNITS IN structure 


ALL UNITS 

i. detached. . 

li ATTACHED. . 

2 . 

3 AND 4. . . . 

5 OR MORE. . . 
TRAILER. . . . 


OWNER OCCUPIED 

ii detached. . . . 
i» attached. . . . 

2 OR MORE. 

TRAILER. 


renter occupied. 

li DETACHED. 

1. ATTACHED. 

2 . 

3 AND .. 

5 TO 9. 

10 TO 19 . 

20 OR MORE . 

TRAILER. 


10 38B 

8 970 

9 920 

13 597 

12 450 

134 

246 

363 

219 

295 

268 

472 

1 098 

603 

557 

1 137 

1 445 

2 417 

2 090 

1 883 

2 236 

2 199 

2 669 

3 413 

3 595 

3 010 

2 134 

1 759 

3 835 

3 186 

2 035 

1 446 

1 175 

1 840 

1 811 

960 

550 

296 

983 

673 

608 

478 

143 

614 

450 

S.O 

4.6 

3.9 

4.6 

4.5 

6 526 

4 741 

4 587 

7 738 

6 482 

268 

339 

660 

475 

472 

1 221 

862 

1 255 

1 659 

1 535 

2 132 

1 431 

1 338 

2 789 

2 118 

1 623 

1 lea 

967 

1 434 

1 448 

792 

477 

232 

861 

558 

490 

424 

135 

520 

351 

5.3 

5.3 

4.8 

5.1 

5.1 

3 206 

3 B24 

4 834 

5 083 

4 823 

122 

200 

292 

192 

227 

219 

345 

B86 

482 

380 

751 

1 090 

1 703 

1 450 

1 237 

833 

1 233 

1 327 

1 598 

1 618 

708 

624 

381 

855 

850 

337 

228 

IBl 

346 

316 

236 

104 

64 

160 

195 

4.1 

3.7 

3.2 

3.B 

3.9 

107 

49 

41 

135 

59 

7 

6 

4 

2 

7 

56 

21 

25 

88 

36 

44 

22 

12 

45 

16 

5.3 

... 

... 

5.2 

4.9 

308 

194 

312 

343 

592 

6 

15 

50 

23 

16 

26 

34 

74 

38 

30 

95 

56 

108 

103 

60 

103 

41 

60 

94 

349 

78 

48 

20 

85 

137 

3.B 

3.4 

2.B 

3.6 

4.0 


10 3B8 

8 970 

9 920 

13 597 

12 450 

167 

400 

5BB 

211 

262 

1 767 

2 049 

3 567 

2 930 

2 633 

4 438 

3 843 

3 501 

5 292 

5 769 

2 989 

2 129 

1 726 

4 119 

3 061 

1 027 

549 

538 

1 045 

725 

6 526 

4 741 

4 587 

7 738 

6 482 

564 

46B 

977 

555 

463 

2 719 

2 229 

1 779 

3 006 

3 260 

2 373 

1 673 

1 386 

3 285 

2 223 

870 

371 

445 

692 

536 

3 206 

3 824 

4 834 

5 083 

4 623 

130 

319 

377 

184 

205 

1 076 

1 485 

2 369 

1 976 

1 750 

1 391 

1 487 

1 66B 

2 017 

2 069 

609 

533 

420 

906 

799 


VACANT AVAILABLE FOR RENT. 


























































































Kentucky 


19-47 


Table 20. —Occupancy Characteristics, Year Built, and Heating Equipment, for Places of 
25,000 TO 50,000 Inhabitants: I960 

[Based on sample; see text “U” denotes an unincorporated place] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


SUBJECT 

ASHLAND 

BOWLING green 

NEWPORT 

0WENS80R0 

PAOUCAH 

ALL HOUSING UNITS. 

10 388 

8 970 

9 920 

13 597 

12 450 

YEAR STRUCTURE BUILT 






1955 TO MARCH 1960 . 

912 

1 151 

178 

2 209 

506 

1950 TO 1954 . 

1 000 

1 093 

567 

1 938 

2 632 

1940 TO 1949 . ... . 

1 202 

1 579 

200 

2 225 

965 

1939 OR EARLIER. 

7 274 

5 147 

8 975 

7 225 

8 345 

BASEMENT 






BASEMENT . 

5 661 

2 744 

9 130 

4 286 

« 

2 626 

CONCRETE SLAB. 

1 234 

1 472 

401 

2 729 

2 818 

OTHER. 

3 493 

4 754 

369 

6 582 

7 006 

HEATING EQUIPMENT 






STEAM OR HOT WATER . 

235 

526 

1 261 

667 

1 502 

WARM AIR FURNACE . 

2 638 

2 105 

5 735 

6 015 

3 061 

FLOOR. WALL. OR PIPELESS FURNACE . 

3 527 

2 770 

82 

2 626 

2 674 

BUILT-IN ELECTRIC UNITS. 

29 

167 

12 

16 

9 

OTHER MEANS WITH FLUE. 

1 363 

2 729 

2 595 

3 894 

4 959 

OTHER MEANS WITHOUT FLUE . 

2 577 

642 

227 

346 

161 

NONE. 

19 

31 

8 

33 

84 

SOURCE OF WATER 


i 




PUBLIC SYSTEM OR PRIVATE COMPANY . 

10 321 

a 861 

9 885 

13 497 

12 300 

INDIVIDUAL WELL. 

15 

10 

5 

26 

26 

OTHER. 

52 

99 

30 

74 

124 

sewage disposal 






PUBLIC SEWER . 

10 094 

5 465 

9 835 

13 084 

11 368 

SEPTIC TANK OR CESSPOOL. 

155 

2 714 

70 

277 

263 

OTHER OR NONE. 

139 

791 

15 

236 

819 

POPULATION 






POPULATION IN HOUSING UNITS. 1960. 

30 734 

26 309 

29 935 

42 355 

34 032 

PER OCCUPIED UNIT. 

3.2 

3.1 

3.2 

3.3 

3.0 

owner.. 

3.2 

3,1 

3.3 

3.4 

3.1 

renter . 

3.1 

3.0 

3.0 

3.1 

2.9 

POPULATION IN DWELLING UNITS. 1950 . . . . 

30 809 

16 789 

30 772 

32 901 

32 072 

PER OCCUPIED unit. 

3.4 

3.1 

3.2 

3.3 

3.1 

ALL OCCUPIED UNITS . 

1-- ■ 

9 732 

8 565 

9 421 

12 821 

11 305 

PERSONS 






OWNER occupied . 

6 526 

4 741 

4 587 

7 738 

6 482 

1 PERSON ... . 

684 

515 

579 

674 

800 

2 PERSONS. 

2 013 

1 583 

1 318 

2 268 

2 151 

3 PERSONS. 

1 475 

999 

955 

1 493 

1 304 

4 PERSONS. 

1 172 

794 

667 

1 417 

1 076 

5 PERSONS. 

652 

466 

505 

966 

663 

6 PERSONS. 

284 

196 

282 

461 

287 

7 PERSONS. 

129 

104 

136 

240 

93 

a PERSONS OR MORE. 

117 

84 

145 

219 

loa 

MEDIAN . 

2.9 

2.8 

2.9 ■ 

3.1 

2.7 

RENTER OCCUPIED.. 

3 206 

3 824 

4 834 

5 083 

4 823 

1 PERSON . . 

480 

748 

1 013 

908 

1 182 

2 PERSONS. 

918 

1 057 

1 278 

1 487 

1 241 

3 PERSONS. 

720 

856 

950 

934 

896 

4 PERSONS. 

503 

553 

664 

796 

689 

5 PERSONS. 

289 

275 

402 

445 

423 

6 PERSONS. 

149 

154 

269 

243 

153 

7 PERSONS. 

57 

37 

133 

120 

119 

8 PERSONS OR MORE. 

90 

144 

125 

150 

120 

median . 

2.8 

2.6 

2.6 

2.7 

2.5 

PERSONS PER ROOM 






OWNER OCCUPIED . 

6 526 

4 741 

4 567 

7 738 

6 482 

0.50 OR LESS.. 

3 391 

2 513 

1 874 

3 406 

3 432 

0.51 TO 1.00 . 

2 666 

1 884 

2 127 

3 491 

2 566 

1.01 OR MORE . 

469 

344 

586 

841 

484 

RENTER OCCUPIED. 

3 206 

3 824 

4 834 

5 083 

4 823 

0.50 OR LESS . 

1 034 

1 219 

1 279 

1 593 

1 800 

0.51 TO 1.00 . 

1 718 

1 929 

2 226 

2 560 

2 358 

1.01 OR MORE . 

454 

I 676 

1 329 

930 

665 
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State and Small Areas 


Table 21. —Financial Characteristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: 1960 

[Based on sample; see text, “U” denotes an unincorporated place. Median not shown where base is less than 200; plus ( + ) or minus (—) 
after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Ait Conditioning 
Value 


Gross Rent 
Contract Rent 
Dur.ition of 
Vacincy 


SUBJECT 


ASHLAND 


ALL OCCUPIED UNITS . . . . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1959 TO MARCH 1960 .. 

1958 ... 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1959 TO MARCH 1960 . 

1958 . 

1954 TO 1957 . . t . 

1940 TO 1953 . 

1939 OR EARLIER. 


AUTOMOBILES AVAILABLE 


1 . . . . . 
2 . . . . . 

3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNIT(S) . 
CENTRAL SYSTEM 
NONE. 


VALUE 


OWNER occupied . . , 
LESS than $5(000 , , . . 
$5iD00 TO 17(400 . , . . 
$7(500 TO «9i900 , , . , 
$10(000 TO $12(400 . . , 
$12(500 TO $14(900 , . , 
$15(000 TO $17(400 , . . 
$17(500 TO $19(900 , . . 
$20(000 TO $24(900 . . , 
$25(000 TO $34(900 . . , 
$35(000 OR MORE. 


MEDIAN...DOLLARS . 

VACANT available FOR SALE. 

MEDIAN price asked . DOLLARS . 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. ... 

$20 TO $29 . 

$30 TO $39 . • . 

$40 TO $49 . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$B0 to $99... 

$100 TO $149 . 

$150 OR MORE.. . . . . 

NO CASH rent . 

MEDIAN . DOLLARS . 


contract RENT 

renter occupied. 

MEDIAN . ..DOLLARS . 

VACANT AVAILABLE FOR RENT. 

LESS than $30. 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . . 

$120 OR MORE . 

MEDIAN RENT ASKED (DOLLARS) I 

VACANT AVAILABLE FOR RENT. ....... 

WITH all UTILITIES IN RENT . 

WITH SOME OR NO UTIL. IN RENT. 


■ DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS . 

4 month? or more 

VACANT AVAILABLE FOR RENT. 

LESS than 1 MONTH. 

1 UP TO 4 MONTHS 
4 months or more . , . 



BOWLING green 

NEWPORT 


PADUCAH 

9 732 

B 565 

9 421 

12 B21 

11 305 

6 526 

4 741 

4 587 

7 738 

6 462 

668 

682 

362 

1 146 

617 

471 

394 

260 

726 

440 

1 607 

1 295 

1 037 

2 237 

1 503 

2 467 

1 683 

1 862 

2 651 

2 613 

1 313 

687 

1 066 

978 

1 309 

3 206 

3 B24 

4 834 

5 083 

4 823 

1 554 

1 792 

1 910 

2 133 

1 8B2 

480 

515 

617 

814 

763 

605 

894 

1 189 

1 163 

1 247 

421 

536 

866 

750 

725 

146 

87 

232 

223 

206 

5 439 

4 381 

5 418 

6 864 

7 224 

1 833 

1 520 

aiB 

2 573 

1 523 

234 

142 

82 

251 

100 

2 226 

2 522 

3 103 

3 133 

2 458 

935 

1 613 

496 

1 523 

1 908 

116 

150 

20 

341 

79 

8 681 

6 B02 

8 905 

10 957 

9 318 

6 145 

4 481 

3 494 

7 396 

(i 14Q 

653 

815 

g91 

856 

2 25? 

966 

667 

P40 

1 105 

1 198 

1 013 

B19 

B61 

1 360 

916 

1 219 

704 

§68 

1 349 

745 

757 

4J5 

404 

1 055 

3S9 

505 

371 

307 

556 

164 

363 

272 

81 

293 

les 

32B 

243 

26 

286 

?Q5 

228 

107 

4 

350 


113 

iSfl 

4 

1B6 

53 

10 900 

9 800 

9 300 

10 700 

6 700 

107 

34 

37 

135 

31 




... 

! » t 

3 206 

3 B24 

4 834 

5 083 

4 B23 

29 

121 

28 

49 

234 

128 

473 

201 

4B4 

664 

197 

617 

474 

517 

65D 

384 

636 

701 

791 

601 

470 

672 

786 

900 

679 

540 

458 

1 090 

729 

470 

516 

315 

597 

498 

345 

492 

262 

616 

603 

61? 

251 

109 

164 

310 

176 

28 

12 

4 

25 

39 

171 

149 

173 

177 

333 

66 

50 

61 

57 

51 

3 035 

3 675 

4 661 

4 906 

4 490 

51 

40 

51 

45 

36 

308 

189 

319 

343 

592 

31 

66 

47 

68 

98 

70 

40 

67 

94 

44 

120 

53 

124 

129 

75 

75 

IS 

73 

41 

349 

4 

11 

8 

11 

22 

4 

« • • 

t • • 

• • • 

4 

4 

4 

... 

... 

... 

47 

... 

50 

41 

64 

... 

... 

... 

’39 


107 

34 

41 

[35 

5? 

67 

18 

30 

104 

20 

40 

16 

u' 

31 

39 

308 

189 


343 

59? 

91 

37 

96 

96 

50 

lOB 

90 

16B 

221 

79 

109 

62 

55 

26 

163 
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Table 22. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, tor Places of 
10,000 to 25,000 Inhabitants: I960 

[Some data based on sample; see text. “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS. 


TENURE. 


COLOR. AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWHITE . 

RENTER OCCUPIEO. . 

WHITE. 

NONWHITE . 


VACANT . 

YEAR ROUND . 

sound or deteriorating . . 

AVAILABLE. 

FOR SALE only. 

HOMEOWNER VACANCY RATE .... 

FOR RENT . 

RENTAL VACANCY RATE. 

RENTED OR SOLD. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELO FOR OTHER REASONS . 

dilapidated. 

SEASONAL . 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUND... 

WITH all PLUMBING FACILITIES • . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH all PLUMBING FACILITIES . . 

lacking only HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

dilapidated. 


OWNER OCCUPIED ... 

SOUND. 

WITH all plumbing FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING.. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
... • 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 

.. 

WITH all plumbing FACILITIES . 
LACKING SOME OR ALL FACILITIES 

dilapidated. 


vacant available for sale. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 


VACANT AVAILABLE FOR RENT. 
WITH all plumbing FACILITIES . 
lacking some or ALL FACILITIES 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT ANO COLO PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER outside STRUCTURE.. 

NO PIPED water . ' 


TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. , . 

FLUSH TOILET. SHARED . 

OTHER toilet FACILITIES OR NONE. 


bathing FACILITIES 

bathtub or SHOWER. EXCLUSIVE USE 
bathtub or SHOWER. SHARED. . . . 
NO bathtub or SHOWER . 

bathrooms 

.... 

MORE THAN 1. 

SHARED OR NONE . 


FORT 

THOMAS 

FRANK¬ 

FORT 

GLASGOW 

HENDER¬ 

SON 

mm 

B 

m 

4 628 

5 939 

3 352 

5 806 

6 515 

4 587 

4 490 

5 688 

3 185 

5 423 

6 203 

4 283 

3 477 

2 863 

1 754 

3 162 

3 388 

2 833 

77.4 

50.3 

55.1 

56.3 

54.6 

66.1 

3 477 

2 657 

1 629 

2 770 

2 629 

2 490 

• • * 

206 

125 

392 

759 

343 

,1 013 

2 825 

1 431 

2 261 

2 815 

1 450 

1 013 

2 435 

1 238 

1 876 

1 976 

1 196 

... 

390 

193 

385 

839 

254 

138 

251 

167 

383 

312 

304 

130 

241 

115 

356 

299 

295 

129 

205 

86 

288 

242 

250 

78 

131 

55 

240 

206 

169 

29 

32 

9 

37 

72 

46 

0.8 

1.1 

0.5 

1.2 

2.1 

1.6 

49 

99 

46 

203 

134 

123 

4.6 

3.4 

3.1 

8.2 

4.5 

7.8 

18 

21 

5 

11 

13 

IB 

2 

19 

1 

12 

1 

12 

31 

34 

25 

25 

22 

51 

1 

36 

29 

68 

57 

45 

8 

10 

52 

27 

13 

9 

4 628 

5 939 

3 352 

5 806 

6 515 

4 587 

4 559 

4 750 

2 502 

3 976 

4 701 

3 697 

U 541 

4 631 

2 166 

3 639 

4 371 

3 483 

4 

8 

16 

76 

25 

28 

14 

111 

320 

259 

305 

186 

48 

883 

506 

1 232 

1 070 

599 

36 

691 

191 

807 

634 

354 

t « f 

13 

40 

57 

38 

34 

12 

179 

275 

368 

398 

211 

21 

306 

344 

598 

744 

291 

3 477 

2 863 

1 754 

3 162 

3 388 

2 833 

3 432 

2 576 

1 493 

2 470 

2 805 

2 419 

3 432 

2 54b 

1 363 

2 316 

2 695 

2 307 


2B 

130 

154 

110 

112 

36 

231 

155 

502 

356 

307 

28 

203 

71 

346 

278 

214 

8 

2B 

84 

156 

78 

93 

9 

56 

106 

190 

227 

107 

1 013 

2 825 

1 431 

2 261 

2 815 

1 450 

1 001 

2 023 

913 

1 331 

1 719 

1 087 

987 

1 943 

739 

1 179 

1 528 

997 

14 

80 

174 

152 

191 

90 


592 

316 

605 

636 

226 

T f 

440 

112 

379 

313 

98 


152 

204 

226 

323 

128 

12 

210 

202 

325 

460 

137 

29 

32 

9 

37 

72 

46 

28 

29 

8 

34 

69 

41 

1 

3 

1 

3 

3 

5 

49 

99 

46 

203 

134 

123 

48 

88 

2t 

161 

87 

110 

1 

11 

22 

42 

47 

13 

4 628 

5 939 

3 352 

5 806 

6 515 

4 587 




IMIH 




MAY- 

FIELD 


3 736 
2 355 
63.0 
2 180 
175 
1 381 
1 163 
218 

174 

141 

124 

89 

43 

1.8 

46 

3.2 

7 

7 

21 

17 

33 


451 


599 

5 658 

2 606 


5 476 

12 

220 

312 


884 


17 

146 


131 

17 

44 

288 


24 

607 

5 616 

2 562 


5 925 

4 

226 

173 

262 

382 

17 

97 

617 

291 

208 

589 

5 457 

2 453 

4 796 

5 244 

11 

198 

170 

242 

286 

28 

284 

729 


^B 

200 

4 659 

2 038 



396 

764 

378 



32 

516 

936 




4 040 
382 
84 
81 


205 

132 

250 


3 998 
91 
498 


3 388 
512 
687 


MID- 

DLES- 

BOROUGH 

PLEAS¬ 
URE 
RIDGE 
“ARK (U) 

RICH¬ 

MOND 

SHIVELY S- 

3 891 

2 714 

3 741 

4 251 

3 609 

2 577 

3 563 

4 121 

2 205 

2 381 

1 71B 

3 626 

61.1 

92.4 

48.2 

88.0 

2 020 

2 381 

1 488 

3 626 

185 

• t f 

230 

• « • 

1 404 

196 

1 845 

495 

1 305 

196 

1 532 

490 

99 

... 

313 

5 

282 

137 

178 

130 

257 

137 

173 

127 

206 

128 

135 

125 

146 

98 

103 

96 

42 

81 

22 

59 

1.9 

3,3 

1.3 

1.6 

104 

17 

81 

37 

6.9 

8.0 

4.2 

7.0 

4 

22 

7 

8 

16 

5 

5 

2 

40 

3 

20 

19 

51 

9 

38 

2 

25 

■ t • 

5 

3 

3 891 

2 714 

3 741 

4 251 

2 210 

2 636 

2 721 

4 122 

1 846 

2 575 

2 430 

4 069 

63 

20 

31 

4 

301 

41 

260 

49 

1 227 

49 

589 

118 

629 

36 

339 

106 

76 

4 

40 

• • 

522 

9 

210 

12 

454 

29 

431 

11 

2 205 

2 381 

1 718 

3 626 

1 499 

2 349 

1 460 

3 551 

1 250 

2 309 

1 386 

3 535 

249 

40 

74 

16 

560 

20 

182 

67 

299 

16 

105 

59 

261 

4 

77 

8 

146 

12 

76 

8 

1 404 

196 

1 845 

495 

654 

161 

1 160 

458 

558 

140 

968 

421 

96 

21 

192 

37 

549 

24 

360 

37 

287 

20 

215 

37 

262 

4 

145 

• • « 

201 

11 

325 

... 

42 

81 

22 

59 

2 18 

81 

18 

58 

24 

... 

4 

1 

6 104 

17 

81 

37 

3 67 

17 

48 

34 

3 37 

... 

33 

3 

o| 3 891 

2 714 

3 741 

4 251 

■ 


3 121 

4 215 



56t 

25 



44 

• « • 



12 

11 

0 2 865 

2 647 

3 425 

4 197 

B 19 

i: 

214 

34 

2 1 007 

56 

102 

20 

8 2 74C 

2 647 

3 02£ 

4 184 

8 1^ 

1 

156 

34 

4 1 13: 

56 

55- 

33 

2 2 20« 

2 49. 

2 34 

3 726 

0 34] 

13. 

56 

438 

8 1 33‘ 

8' 

82 

87 


(U) 


WIN¬ 

CHESTER 


2 550 


2 471 
2 198 
89.0 
2 198 

273 

273 


79 
78 
75 
59 
47 
2 . 1 
12 
4.2 
8 


2 550 
2 439 
2 435 

*4 

68 

49 

19 

43 

2 196 
2 141 
2 141 

*41 

37 

4 

16 

273 

222 

218 

4 

27 

12 

15 

24 

47 

47 


2 515 


2 499 
4 
47 


2 496 
4 

50 


1 893 
592 
65 


3 295 
1 657 
50.3 
1 342 
315 
1 638 
1 382 
256 

214 

203 

145 

102 

10 

0.6 

92 

5.3 

8 

12 

23 

58 

11 


3 509 
2 423 
2 256 
22 
145 
687 
464 
13 
210 
399 

1 657 
1 272 
1 217 
55 
269 
197 
72 
116 


638 

059 

951 

108 

367 

240 

127 

212 

10 

10 


3 509 


3 105 
241 
69 
94 


081 

205 

223 


BB8 

213 

408 


2 460 
362 
687 
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19-50 


State and Small Areas 


Table 23.— Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: I960 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place 


Plus (-f) alter 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
He.itin^i; Equip. 
Source ol \\'.itcr 
Sevv.ige Di'-po'i.il 


FORT 

THOMAS 

FRANK¬ 

FORT 

GLASGOW 

HENDER¬ 

SON 

HOP¬ 

KINS¬ 

VILLE 

MADI¬ 
SON- 
VILLE 

may- 
field B 

MID- 

dles- 

OROUGH 

P 

PLEAS¬ 

URE 

RIOGE 

ARK (U) 

RICH- S 
MOND 

hively s 

VALLEY 
TATION 
tU) CHE 

4 628 

4 

55 

269 

792 

1 289 

1 237 
529 
453 
5.4 

5 939 
96 
256 

1 046 

1 280 

1 460 

1 080 
408 
313 
4.7 

3 352 
101 
170 
411 
803 
773 
591 
272 
231 
4.7 

5 806 
120 
402 

1 261 

1 741 

1 139 
6B2 
246 
215 
4.1 

6 515 
112 
464 

1 038 

1 671 

1 558 
852 
454 
366 
4.5 

4 587 

19 

174 

494 

1 403 

1 301 
765 
239 
192 
4.7 

3 910 

42 

191 

542 

1 048 
949 
652 
290 
196 
4.6 

3 891 

19 

69 

458 

1 143 

1 097 
676 
228 
201 
4.7 

2 714 

*25 

58 

507 

1 218 
770 
116 
20 
5.1 

3 741 

99 

224 

625 

897 

790 

602 

283 

221 

4.5 

4 251 

19 

47 

150 

1 064 

1 571 

1 053 
258 
89 
5.0 

2 550 

8 

16 

172 

1 542 

729 

60 

23 

5.2 

3 477 
52 
431 
973 

1 126 
895 
5.8 

2 863 
108 
467 
912 
783 
593 
5.4 

1 754 
95 
309 
471 
460 
419 
5.5 

3 162 
470 

1 030 
766 
505 
391 
4.6 

3 388 
185 
755 

1 090 
634 
724 
5.2 

2 833 
162 
716 
933 
628 
394 
5.1 

2 355 
156 
564 
689 
537 
407 
5.2 

2 205 
102 
504 
756 
512 
331 
5.2 

2 381 
40 
404 

1 077 
737 
123 
5.2 

1 718 
135 
310 
462 
403 
40b 
5.4 

3 626 
100 
833 

1 427 
962 
304 
5.1 

2 198 

125 

1 346 

655 

72 

5.2 

1 013 

*47 

197 

341 

292 

75 

61 

4.3 

2 825 
92 
216 
874 
770 
480 
273 
120 
3.8 

1 431 
77 
134 
305 
442 
276 
117 
80 
4.0 

2 261 
80 
274 
749 
632 
329 
141 
56 
3.5 

2 815 
68 
376 
864 
853 
389 
192 
73 
3.6 

1 450 
19 
121 
288 
595 
311 
90 
26 
4.0 

1 381 
38 
127 
402 
445 
225 
89 
55 
3.8 

1 404 
19 
48 
2B9 
532 
303 
129 
84 
4.2 

196 

8 

24 

82 

48 

27 

7 

1 845 
82 
179 
467 
567 
290 
187 
73 
3.8 

495 

19 

4 

66 

209 

103 

61 

33 

4.3 

273 

8 

16 

47 

139 

55 

8 

5.0 

29 

32 

9 

37 

72 

4.9 

46 

43 

42 

81 

5.1 

22 

59 

5.2 

47 

49 

99 

46 

203 

134 

123 

46 

104 

17 

81 

37 

12 

3.5 


3.1 

2.6 

3.8 

... 

4.1 

• • • 

3i5 

• • • 

_ 

4 628 

5 939 

3 352 

5 806 

6 515 

4 587 

3 910 

3 891 

2 714 

3 741 

4 251 

2 550 

. 687 

1 396 
. 2 545 

1 470 

2 700 

1 769 

681 

1 460 

1 211 

1 839 

2 423 

1 537 

1 520 

2 577 
2 418 

828 
2 360 

1 399 

982 

1 525 

1 403 

643 
1 785 

1 463 

83 

895 

1 736 

1 001 

1 522 

1 218 

332 

1 567 

2 352 

18 

285 

2 247 

. 4 628 

. 3 532 

5 939 
4 174 
694 

3 352 
2 966 
220 

5 806 
4 648 
561 

6 515 
5 640 
426 

4 587 
4 053 
298 

3 910 
3 328 
310 

3 891 
3 470 
65 

2 714 
2 643 
12 

3 741 
2 756 
407 

4 251 
3 922 
176 

2 550 

2 519 

26 

• 339 

538 

75 

349 

310 

160 

145 

121 

5 

346 

72 


. 120 

305 

63 

204 

119 

19 

95 

219 

5 

187 


• • • 

26 

28 

44 

20 

57 

32 

16 

49 

45 



. 3 477 

. 3 167 

. 310 

2 863 
2 641 
206 
16 

1 754 
1 645 
85 
24 

3 162 
2 935 
195 
32 

3 388 
3 173 
199 
16 

2 833 
2 663 
121 
49 

2 355 
2 199 
124 
32 

2 205 
2 172 
21 
12 

a 381 
2 327 
5 
49 

1 718 
1 453 
220 
45 

3 626 
3 491 
80 
55 

2 198 

2 IBB 

10 



1 431 

2 261 

2 815 

1 450 

1 381 

1 404 

196 

1 845 

495 

273 

• 279 

1 362 

1 172 

1 500 

2 220 

1 167 

1 016 

1 062 

179 

1 183 




704 

170 

332 

241 

153 

197 

45 

12 

224 




483 

45 

266 

264 

103 

94 

104 

5 

256 



. U1 

129 

25 

129 

86 

5 

51 

135 

«• • 

119 


• • • 

. 4 

135 

15 

22 

• t • 

14 

23 

54 

«• • 

63 


• • • 


12 

4 

12 

4 

a 


4 







409 

183 

984 

541 

449 

241 

1 714 

358 

1 700 

1 656 


790 

509 

640 

1 106 

582 

453 

345 

694 

534 

1 398 



985 

725 

1 075 

908 

913 

583 

850 

20C 

61S 

605 


. 2 931 

3 570 

1 709 

3 908 

3 517 

2 551 

2 425 

2 455 

106 

2 23C 

544 



3 246 

1 240 

1 761 

1 B24 

1 203 

703 

73'; 

1 396 

1 59- 

2 6B: 

534 



689 

1 119 

1 606 

556 

1 226 

625 

466 

47- 

626 


. 34 

1 959 

1 423 

2 926 

2 BB5 

2 826 

1 981 

2 527 

852 

1 66' 

94C 

6l0 


34 C 

84 

351) 

271 

29: 

141 

34 

2( 

30 

r 

12 


1 835 

69G 

1 521 

1 58C 

865 

55£ 

31< 

2 16 

1 04 

3 45 

1 897 


1 21:: 

1 101 

1 45{ 

1 31- 

1 ^ 9 ^ 

1 oo: 

ao( 

41 

72 

0 57 





87£ 


5i; 

2< 



9 

1 10 

D 98 

• St 

1 67c 

1 142 

2 27£ 

2 08< 

1 51 

1 51 

2 07 

11 

1 31 

. It 

B4J 

28" 

17; 

36 

10. 

174 

32 


» 33 

9 3 


, i 

4C 

32 

i‘ 

2 

1 



.. 




. 4 6iC 

• 1. 

5 88‘ 
1 

3 05< 
18( 

5 73' 
1. 

6 44(: 
1 

4 46 
3 

3 89 
5 1 

3 52 
3 6 

2 52 
a 18 

9 3 70 

0 

5 3 51 

5 74 

1 2 495 

0 55 


4C 

10£ 

5. 

51 

9 


■I 30 

a 

5 3 

1 • • 


t 4 57 

, 3 

5 78 
4 

2 36< 
i 42 

5 67< 
1 

6 29 
13 

5 4 20 

14 

3 3 80 

9 8 

6 2 32 

5 39 

7 1 

9 2 65 

6 3 37 

9 25 

9 9 

1 4 14 

3 497 

0 1 996 

. 1 

11 

56 

11 

8 

5 23 

5 1 

9 1 16 

5 3 

9 11 

H 



ROOMS 


ALL UNITS 
ROOM .... 
ROOMS. . . . 
ROOMS. . . • 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 

6 ROOMS OR MORE 
MEDIAN .... 


OWNER OCCUPIED 
1 TO 3 ROOMS . . . 
M- ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. . 

MEDIAN. 


RENTER OCCUPIED. 

ROOM. 

ROOMS. 

ROOMS. 

ROOMS. . 

ROOMS. ...... 

ROOMS. 

rooms or more. . . 


VACANT AVAILABLE FOR SALE. 
MEDIAN . 


VACANT AVAILABLE FOR RENT. 
MEDIAN . 


ALL HOUSING UNITS. . 

BEDROOMS 


0 AND 1. . 

2 . 

3 OR MORE. 


UNITS IN STRUCTURE 


ALL units. 


.. 

3 AND 4. . 
5 OR MORE. 
TRAILER. . 


OWNER OCCUPIED 


2 OR MORE. 
TRAILER. . 


renter occupied. 

1 . 

2 . 

3 AND .. 

5 TO 9. 

10 OR MORE . 

TRAILER. 


YEAR-STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


BASEMENT 


BASEMENT . . • 
CONCRETE SLAB. 
OTHER. 


HEATING equipment 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

floor, wall. Ok pipeless furnace 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 
NONE. 


SOURCE OF water 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC tank or CESSPOOL. 
other or NONE. 


509 

38 

145 

490 

848 

666 

572 

220 

330 

4.8 

657 

73 

280 

492 

377 

435 

5.5 

1 638 
36 
12B 
366 
514 
332 
170 
90 
4.1 

10 


92 

3.6 


3 509 


833 
1 308 
1 368 


3 509 
2 564 
411 
290 
211 
33 

1 657 
1 481 
151 
25 

1 638 
912 
286 
231 
82 
119 
8 


258 
271 
304 
2 676 


1 098 
451 
1 960 


40 

385 

721 

1 040 
1 320 
3 


3 391 
lie 


270 

31 

208 







































































Kentucky 


19-51 


Table 24. Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants; 1960 


[Based on sample; see text. 


U denotes an unjnco^orated place. Median not shown where base is less than 200 
alter number indicates median above or below that number] 


; plus (+) or minus (—) 


Population Year Moved into Unit 

Persons Value 

Persons pet Gross Rent 

Room Contract Rent 


subject 


POPULATION 


FORT FRANK' 

THOMAS FORT 


GLASGOW 


HENDER¬ 

SON 


HOP¬ 

KINS¬ 

VILLE 


MADI- 

SON- 

VILLE 


MAY- 

FIELD 


MID- 

DLES- 

borough 


pleas¬ 

ure 

RIDGE 
PARK (U) 


RICH¬ 

MOND 


SHIVELY 


VALLEY 

STATION 

(U) 


WIN¬ 

CHESTER 


POPULATION IN HOUSING UNITSi 1960. 

PER OCCUPIED Unit. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSt 1950 
PER OCCUPIED Unit. 


ALL occupied UNITS 
PERSONS 

owner occupied . . . 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 

MEDIAN . 

RENTER OCCUPIED. . . 

1 PERSON ... . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 

MEDIAN . 


14 246 

3.2 

3.3 

2.6 

10 367 
3.2 


4 490 


16 583 
2.9 
3.0 
2.8 
10 683 
2.9 


5 6BS 


9 957 
3.1 

3.1 

3.2 


16 344 
3.0 
2.9 
3.2 
16 634 
3.2 


3 185 


19 156 
3.1 
3.1 
3.0 
12 241 
3.0 


6 203 


12 995 
3.0 
3.0 
3.0 
10 963 
3.1 


4 283 


11 054 
3.0 
3.0 
2.9 


3 736 


12 863 
3.6 
3.6 
3.5 
14 282 
3.8 


3 609 


10 469 
4.1 
4.1 


2 577 


10 551 
3.0 
2.9 
3.0 
9 113 
3.1 


3 563 


15 085 
3.7 
3.7 
3.4 


4 121 


10 421 

4.2 

4.3 
3.9 


2 471 


9 908 
3.0 
2.9 
3.1 


3 477 

2 863 

286 

348 

1 084 

935 

683 

628 

700 

518 

366 

270 

177 

104 

93 

24 

BB 

36 

3.0 

2.7 

1 013 

2 825 

192 

628 

368 

813 

227 

570 

147 

412 

59 

225 

8 

107 

... 

41 

12 

29 

2.4 

2.5 


1 754 
231 
530 
432 
259 
187 
60 
35 
20 
2.8 


1 431 
240 
383 
294 
222 
136 
55 
44 
57 
2.B 


3 162 
546 
1 145 
597 
410 
222 
119 
67 
56 
2.4 


3 388 
406 
1 068 
703 
632 
310 
156 
46 
67 
2.8 


2 833 
310 
992 
609 
494 
192 
160 
43 
33 
2.7 


2 355 
285 
808 
523 
384 
232 
76 
27 
20 
2.7 


2 205 
176 
625 
467 
351 
244 
150 
66 
106 
3.1 


2 381 
48 
375 
478 
609 
480 
217 
85 
89 
4.0 


1 718 
262 
583 
371 
265 
117 
54 
46 
20 
2.5 


3 626 

107 
838 
852 
873 
471 
298 

108 
79 

3.5 


2 198 
20 
296 
430 
584 
472 
167 
133 
96 
4.1 


1 657 
263 
569 
304 
263 
142 
67 
37 
12 
2.5 


2 261 
375 
614 
467 
328 
182 
116 
109 
70 
2.8 


2 815 
509 
804 
654 
403 
160 
163 
45 
77 
2.6 


1 450 
248 
414 
306 
230 
135 
53 
36 
28 
2.7 


1 381 
310 
380 
266 
198 
103 
56 
32 
36 
2.5 


1 404 
260 
309 
242 
221 
130 
106 
39 
97 
3.0 


196 

11 

34 

77 

32 

17 

3 
IS 

4 


1 845 
342 
516 
417 
314 
112 
53 
32 
59 
2.7 


495 

34 

158 

112 

69 

65 

24 

28 

5 

3.0 


273 

24 

35 

40 

87 

44 

2D 

12 

11 

3.9 


1 638 
290 
418 
394 
196 
193 
69 
55 
23 
2.8 


PERSONS PER ROOM 


OWNER occupied . 

0.50 OR LESS . 

0.51 TO l.OO . 

1.01 OR MORE . 

RENTER OCCUPIED. ..... 

0.50 OR LESS . 

0.51 TO 1.00 . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER occupied . 

1959 TO MARCH i960 . 

1958 ... 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER.. 

renter occupied. 

1959 TO MARCH 1960 . 

1958 . 

1954 TO 1957 . 

1940 To 1953 . 

1939 OR EARLIER . 


value 

OWNER occupied . . 
LESS THAN J5.000 . . . 
$5i000 TO $7i400 . . . 
$7<500 TO $9,900 . . . 
$10,000 TO $12,400 . . 
$12,500 TO $14,900 . . 
$15,000 TO $19,900 . . 
$20,000 TO $24,900 . . 
$25,000 OR MORE. . . . 


.DOLLARS .' 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS . 


GROSS RENT 


3 477 
1 829 
1 456 
192 


2 863 
1 580 
1 191 
92 


1 013 
501 
461 
51 


2 825 
1 099 
1 377 
349 


3 477 
426 
239 
981 
1 163 
666 


2 863 
343 
237 
723 
1 064 
496 


1 013 
398 
136 
260 
176 
43 


2 B2S 
1 067 
370 
747 
527 
114 


1 754 
992 
647 
115 


3 162 
1 680 
1 186 
296 


3 388 
1 771 
1 370 
247 


2 833 
1 533 
1 096 
204 


2 355 
1 283 
949 
1231 


2 205 
984 
879 
342 


2 381 
559 
1 498 
324 


1 718 
1 001 
619 
98 


3 626 

1 178 

2 035 
4131 


2 198 
461 
1 3gB 
349 


1 657 
999 
5B0 
78 


1 431 
481 
682 
268 


2 261 
592 
1 111 
558 


2 815 
811 
1 498 
506 


1 450 
529 
698 
223 


1 381 
498 
657 
226 


1 404 
516 
583 
305 


196 

45 

112 

39 


1 845 
667 
894 
284 


495 

151 

270 

74 


273 

67 

171 

35 


1 636 
576 
803 
257 


1 754 
239 
128 
468 
629 
290 


3 162 

3 388 

2 833 

264 

404 

347 

158 

252 

230 

684 

771 

630 

1 383 

1 172 

1 091 

673 

789 

535 


2 355 

2 205 

2 361 

238 

184 

582 

230 

156 

529 

496 

463 

917 

905 

947 

325 

486 

455 

28 


1 718 

3 626 

2 198 

182 

560 

347 

189 

460 

257 

426 

1 493 

1 397 

594 

936 

165 

327 

177 

32 


1 657 
181 
160 
296 
649 
371 


1 431 

2 261 

2 815 

570 

1 068 

1 259 

174 

271 

419 

399 

449 

537 

234 

339 

391 

54 

134 

209 


1 450 

1 381 

1 404 

679 

518 

522 

206 

188 

223 

319 

336 

369 

192 

260 

245 

54 

79 

45 


196 

1 845 

495 

124 

766 

268 

23 

278 

104 

33 

429 

91 

13 

318 

24 

3 

54 

S 


273 

185 

12 

64 

B 

4 


1 63b 
736 
216 
3BB 
217 
81 


3 289 

2 639 

17 

230 

52 

318 

163 

450 

270 

606 

476 

443 

1 290 

332 

524 

124 

497 

136 

17 200 

11 300 

31 

24 


1 626 
426 
300 
272 
220 
136 
128 
80 
64 
8 300 


2 964 
846 
723 
547 
323 
171 
182 
66 
106 
7 200 


3 220 
765 
685 
679 
403 
242 
216 
108 
122 
8 100 


2 675 
640 
624 
473 
314 
226 
216 
124 
56 
7 900 


2 210 
607 
449 
326 
286 
217 
149 
86 
88 
7 900 


2 116 

2 332 

1 034 

/ 8 

461 

72 

182 

222 

158 

486 

78 

1 029 

96 

498 

61 

13 

46 

4 

5 100 

13 400 


1 509 

3 482 

382 

28 

173 

40 

268 

337 

146 

889 

122 

858 

246 

1 147 

100 

124 

72 

59 

9 400 

13 800 


2 190 
33 
40 
144 
1 135 
503 
287 
48 

11 900 


1 466 
465 
213 
238 
192 
136 
89 
69 
64 

8 100 


7 


34 


72 


58 


31 


9 


ea 


42 


49 


65 


4 


renter occupied. 

LESS THAN $20. ... 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 ... ... 

$80 TO $99.. 

$100 TO $119. .’!!!’ 

$120 OR MORE . . 

NO CASH rent . 

.DOLLARS 


1 013 

27 

81 

209 

262 

203 

196 

35 

93 


2 825 
S3 
366 
800 
816 
380 
179 
107 
124 
63 


CONTRACT RENT 


431 

2 261 

73 

37 

2SB 

507 

500 

766 

381 

584 

69 

153 

20 

44 

12 

15 

ea 

155 

S2 

54 


2 815 

1 450 

153 

57 

704 

283 

662 

403 

683 

329 

352 

168 

107 

55 

33 

28 

121 

127 

55 

56 


381 

70 

308 

494 

264 

83 

28 

22 

112 

51 


1 404 
71 
537 
322 
244 
64 
28 
4 

134 

41 


196 

1 845 

.. . 

56 

10 

490 

13 

596 

41 

366 

48 

156 

36 

42 

22 

25 

26 

114 

. . t 

49 


495 

*5 

36 

86 

80 

120 

130 

36 

103 


273 

*4 

28 

15 

55 

76 

71 

24 

104 


1 63b 
15 
232 
500 
530 
177 
65 
36 
83 
61 


renter occupied. 

MEDIAN . 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. 


DOLLARS 


DOLLARS 


978 

78 


2 701 
49 


1 343 
37 


31 


2 106 
42 


196 


2 694 
45 


1 323 
42 


I 269 
34 


1 270 
29 


170 


1 731 
37 


457 

82 


249 

85 


1 555 
44 














































































19-52 


State and Small Areas 


Table 25.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; 1960 

[Some data baaed on aan>ple; median not shown where base is insuffldent; see tot “U»^denotea an unincorporated place. Plus (-1-) after 

number indicates median above that number] 



BARBOUR- BARDSTOWN BELLEVUE BENTON BEREA ^^^SURS^ '^^CITY^ CORBIN CUMBE 

VILLE 


all HOUSING UNITS.. . 

TENURE, COLOR, AND VACANCY STATUS 



OWNER OCCUPIED . 

WHITE. 

NONWHITE , t . 
RENTER OCCUPIED. 

WHITE. 

nonwhite . . . 
AVAILABLE VACANT 
FOR SALE ONLY. 
FOR RENT . . . 
OTHER VACANT . . 


all UNITS. 

SOUND.. • • • 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 
UlLAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 

.. 


HOT and COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 

PIPED water OUTSIDE STRUCTURE. 

NO PIPED water . 


FLUSH TOILET, EXCLUSIVE USE. . 

FLUSH TOILET, SHARED . 

OTHER TOILET FACILITIES OR NONE 


bathtub or SHOWER, EXCLUSIVE USE 

bathtub or shower, shared. . . . 
NO bathtub or shower . 













































































































































Kentucky 

Table 25. -—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (-f-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Watet Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


CYNTHIANA DANVILLE DAWSDN DAYTON EARL- SOMERSET ELIZA- ELSMERE ERLANGER FALMOUTH FLAT- 
SPRINGS INGTON (U) BETHTOWN WOODS 


ALL HOUSINfi UNITS. 

TENURE I COLORi AND VACANCY STATUS 


OWNER OCCUPIED . 

WHITE. 

NONWHITE . . . 
RENTER OCCUPIED. 
WHITE. 

nonwhite . . . 

AVAILABLE VACANT 
FOR SALE ONLY. 
FOR rent . . . 
OTHER VACANT . . 


CONDITION AND PLUMBING 

ALL UNITS. . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

lacking only HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

deteriorating. 

with all plumbing facilities . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED. 


renter OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED. 


ALL HOUSING UNITS. 


WATER supply 

HOT AND cold PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER ... . 

toilet FACILITIES 


FLUSH TOILETi EXCLUSIVE USE, , , 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

bathing facilities 


bathtub or Shower, exclusive use 
bathtub or shower, shared. . . . 
NO bathtub or shower . 


MORE THAN 1. . 
SHARED OR NONE 


SOURCE OF WATER 


PUBLIC system or PRIVATE COMPANY 

INDIVIDUAL well. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. 


1 ROOM. 

2 ROOMS. 

3 ROOMS. 

ROOMS. 

5 ROOMS. ..... 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEDIAN. 

ALL UNITS. . . , 
owner OCCUPIED 
RENTER OCCUPIED 


UNITS IN structure 


INCL. TRAILER 


3 AND a. . 
5 OR MORE. 



























































































































19-54 


State and Small Areas 


Table 25,—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Pius (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing F.icilicies 
Batlucxmis 
Source of Water 
Sew.lge Dispos.ll 
Rooms 

Unins in Structure 


subject 


FLORENCE FRANKLIN 


SREEN- HARLAN HARRODS- HAZARD HIGHLAND IRVINE JEFFER- 
VtLLE BURG HEIGHTS SONTOWN 


all housing units. 

TENUREt COLOR* AND VACANCY STATUS 

OWNER OCCUPIED . 

WHITE. 

NONWHITE ...... . 

RENTER OCCUPIED. 

WHITE... 

NDNWHITE . 

AVAILABLE VACANT . 

FOR SALE ONLY. 

FOR rent . 

OTHER VACANT . 

CONDITION AND PLUMBING 

all UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER.. . . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

lacking other plumbing FACILITIES. . . . 
DILAPIDATED. 

renter occupied. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

dilapidated. 


all HOUSING units. . . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED Water . 

TOILET facilities 

FLUSH TOILET* EXCLUSIVE USE. 

FLUSH toilet* SHARED . 

OTHER toilet FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or shower* EXCLUSIVE USE . 

bathtub or shower* SHARED. 

NO BATHTUB OR SHOWER . 

bathrooms 

I. 

MORE THAN 1. 

shared or none . 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 


sewage DISPOSAL 

PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. . . . 
OTHER OR NONE. 

ROOMS 

1 ROOM... 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

B ROOMS OR MORE. 

MEDIAN! 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. . . . . . 

UNITS IN structure 

it INCL. trailer . 

2 . 

3 AND 4. 

5 OR MORE. 
































































































































































Kentucky 


19-55 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-}-) after 

number indicates median above that number] 


Tenure by Color, 
V.icancy Status 
Condition and 
Plumbing 
Water Sufjply 
Toilet Facilities 


Bat hing F.icilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

JENKINS 

LANCASTER 

LAWRENCE- 

BURG 

LEBANON 

LEITCH- 
FIELD 

LONDON 

LUDLOW 

LYNCH (U) 

maysville 

middle- 
town (U) 

1- " ■■■ 

MONTI- 

CELLO 

all housing Units. 

949 

1 092 

943 

1 477 

1 OlB 

1 255 

2 057 

9B4 

2 865 

878 

977 

TENURE. COLOR. AND VACANCY STATUS 












OWNER OCCUPIED . 

7Sl 

628 

574 

B85 

621 

716 

1 300 

3 

1 130 

678 

566 

white.. . 

672 

548 

516 

793 

610 

698 

1 300 

2 

1 029 

678 

539 

NONWHITE . 

79 

80 

58 

92 

U 

IB 

9 • • 

1 

101 

• • • 

27 

RENTER OCCUPIED. 

130 

408 

318 

544 

344 

469 

704 

B95 

1 631 

161 

357 

WHITE. 

122 

317 

275 

429 

340 

462 

704 

597 

1 461 

161 

341 

nonwhite . 

S 

91 

43 

115 

4 

7 

• • • 

298 

170 

t t • 

16 

AVAILABLE VACANT . 

B 

27 

33 

24 

3B 

47 

24 

67 

52 

25 

11 

FOR SALE ONLY. 

4 

9 

2 

8 

7 

11 

7 

• ■ • 

4 

21 

• • • 

FOR RENT . 

4 

IB 

31 

16 

31 

36 

17 

67 

48 

4 

11 

OTHER VACANT . 

60 

29 

IS 

24 

15 

23 

29 

19 

52 

14 

43 

CONDITION and PLUMBING 












ALL UNITS . 

949 

1 092 

943 

1 477 

1 OlB 

1 255 

2 057 

984 

2 B65 

876 

977 

SOUND . 

645 

912 

607 

1 019 

813 

1 099 

1 779 

469 

1 B97 

777 

672 

WITH ALL PLUMBING FACILITIES . 

573 

786 

542 

B89 

693 

1 012 

1 695 

243 

1 778 

742 

503 

LACKING ONLY HOT WATER .. . 

9 

26 

3 

21 

11 

10 

2 

2 

2 

3 

22 

LACKING OTHER PLUMBING FACILITIES. , . , 

63 

lOO 

62 

109 

109 

77 

82 

224 

U7 

32 

147 

DETERIORATING . 

225 

132 

26B 

277 

151 

113 

231 

500 

724 

53 

172 

WITH ALL PLUMBING FACILITIES . 

99 

27 

199 

155 

SB 

63 

197 

102 

488 

37 

43 

LACKING ONLY HOT WATER . 

5 

6 

7 

17 

4 

9 

3 

3 

4 

• • • 

8 

LACKING OTHER PLUMBING FACILITIES. . . . 

121 

99 

62 

lOS 

89 

41 

31 

395 

232 

16 

121 

DILAPIDATED . 

79 

48 

68 

181 

54 

43 

47 

15 

244 

48 

133 

RENTER OCCUPIED . 

130 

408 

318 

544 

344 

469 

704 

895 

1 631 

161 

357 

SOUND . 

64 

290 

163 

291 

243 

388 

539 

445 

950 

114 

180 

WITH ALL PLUMBING FACILITIES . 

47 

216 

135 

221 

197 

352 

479 

235 

869 

105 

114 

LACKING SOME OR ALL FACILITIES . 

17 

74 

28 

70 

46 

36 

60 

210 

81 

9 

66 

DETERIORATING. 

48 

85 

115 

133 

72 

58 

12B 

443 

SOI 

19 

SB 

WITH ALL PLUMBING FACILITIES . 

13 

18 

77 

64 

28 

30 

102 

101 

316 

S 

15 

Lacking some or all facilities . . . . . 

35 

67 

38 

69 

44 

28 

26 

342 

185 

11 

73 

dilapidated. 

18 

33 

40 

120 

29 

23 

37 

7 

180 

28 

89 

ALL HOUSING units. 

949 

1 092 

943 

1 

1 477 

1 018 

1 255 

2 057 

984 

2 B65 

B78 

977 

WATER supply 












HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

755 

868 

800 

1 163 

800 

1 135 

2 033 

837 

2 508 

BOS 

575 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

155 

112 

70 

171 

128 

67 

> 22 

147 

305 

21 

157 

PIPED WATER OUTSIDE STRUCTURE. 

7 

69 

32 

68 

57 

11 

t • • 

• t • 

30 

7 

173 

NO PIPED WATER.. . . 

32 

43 

41 

75 

33 

42 

2 

... 

22 

42 

72 

toilet facilities 












FLUSH TOILET. EXCLUSIVE USE. 

749 

891 

795 

1 179 

784 

1 121 

1 954 

365 

2 561 

BOO 

610 

FLUSH toilet. SHARED . 

12 

40 

3B 

111 

31 

32 

100 

ID 

172 

6 

19 

OTHER toilet FACILITIES OR NONE. 

IBB 

161 

110 

187 

203 

102 

3 

609 

132 

72 

348 

BATHING facilities 










1 


BATHTUB OR SHOWER. EXCLUSIVE USE . 

701 

849 

756 

1 Il2 

773 

1 112 

1 935 

353 

2 347 

795 

592 

bathtub or SHOWER. SHARED. 

9 

42 

38 

93 

31 

29 

100 

10 

151 

6 

16 

NO BATHTUB OR SHOWER . 

239 

201 

149 

272 

214 

114 

22 

621 

367 

77 

369 

bathrooms 

1 












652 

662 

603 

879 

647 

917 

1 725 

365 

2 091 

600 

532 

MORE THAN .. 

15 

131 

116 

222 

97 

168 

198 

• • t 

243 

202 

66 

SHARED OR NONE . 

2S2 

299 

224 

376 

274 

170 

134 

619 

531 

76 

379 

SOURCE OF WATER 












PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 

944 

1 040 

922 

1 405 

9B8 

1 165 

2 057 

964 

2 635 

740 

913 

INDIVIDUAL WELL. 

5 

13 

4 

• • ■ 

20 

70 

• • • 

5 

20 

81 

5 

other. 

... 

39 

17 

72 

10 

20 

... 

15 

10 

57 

59 

SEWAGE DISPOSAL 












PUBLIC SEWER . 

B34 

763 

750 

1 310 

220 

980 

2 057 

891 

2 B06 

179 

290 

SEPTIC TANK OR CESSPOOL. 

16 

130 

90 

9 

513 

158 

• > • 

5 

a 

659 

353 

OTHER OR NONE. 

99 

199 

103 

158 

285 

117 

... 

BS 

48 

40 

334 

ROOMS 












1 ROOM . 

7 

8 

32 

29 

25 

18 

21 

12 

72 

5 

9 

2 ROOMS. 

B 

43 

45 

107 

58 

24 

116 

6 

134 

18 

51 

3 ROOMS. 

76 

145 

137 

216 

U3 

109 

404 

160 

369 

52 

117 

4 ROOMS. 

246 

277 

219 

313 

323 

297 

615 



157 

275 

5 ROOMS. 

243 

242 

205 

287 

244 

316 

4B1 



261 

199 

6 ROOMS . 

122 

IBS 

154 

258 

131 

262 

2B4 


^Bus 

230 

161 

7 ROOMS . 

58 

101 

71 

129 

71 

120 

88 



95 

84 

S ROOMS OR MORE . 

1S9 

BS 

80 

138 

53 

109 

48 



60 

81 

MED I AN 1 












ALL UNITS . 

5.1 

4.8 

4.7 

4.8 

4.5 

5.1 

4.3 



5.3 

4.7 

OWNER OCCUPIED .. . 

5.2 

5.5 

5.3 

5.4 

4.9 

5.9 

4.9 



5.6 

5.3 

RENTER OCCUPIED . 

... 

3.9 

3.5 

3.9 

3.B 

4.4 

3.4 

4.1 

4.1 

... 

4*0 

UNITS IN STRUCTURE 












1. INCL. TRAILER . 

937 

90S 

943 

1 365 

1 018 

1 143 

1 450 

979 

1 98B 

858 

917 



70 

f - f 

56 

• f • 

63 

442 

• • • 

427 

16 

17 

3 AND 4. 

• • « 

68 

t t t 

45 

• « • 

25 

150 

5 

211 

• • • 

19 

5 OR MORE. 

12 

46 

... 

11 

... 

24 

15 

... 

239 

4 

24 





























































































State and Small Areas 


Table 25 —Tenure, Vacancy Status, Condition and Plumbing Facili^eJ and Structural 
Characteristics, tor Places oe 2,500 to 10,000 Inhabitants: 1960-Con 

,o.e aata ... on .e^annot ^ ^ 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


MOREHEAD MORGAN- MOUNT MURRAY NICHOLAS- PAINTS- 

FIELD sterling VILLE VILLE 


park pikeville pine- pres¬ 
hills VILLE TONSBURG 


1 554 1 052 


ALL HOUSING UNITS. 

TENUREi COLORi AND VACANCY STATUS 


OWNER OCCUPIED . 

WHITE. 

NONWHITE . . . 
RENTER OCCUPIED. 

white. 

nonwhite . . . 
available VACANT 
FOR sale only. 
FOR RENT . . . 
OTHER VACANT . . 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUNO.. • • • 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED. 


RENTER OCCUPIED. 

SOUNO. 

WITH all plumbing FACILITIES . 
LACKING SOME OR ALL FACILITIES 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


ALL HOUSING UNITS. 

water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILET. EXCLUSIVE USE. . • 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING facilities 

BATHTUB OR SHOWER. EXCLUSIVE USE 
bathtub or shower. SHARED. . . . 

NO bathtub or shower . 


1 114 

1 245 

1 923 

2 899 

1 384 

1 271 

2 666 

1 231 

1 554 

1 052 

993 

996 

86 

7 

25 

975 

178 

47 

45 

1 670 

175 

33 

45 

2 691 

117 

51 

40 

1 013 
213 

35 

123 

1 061 

153 

28 

29 

2 328 

222 

39 

77 

1 226 

4 

1 

1 456 

77 

3 

18 

814 

181 

7 

50 

921 

37 

a 

27 

1 032 

36 

46 

1 028 

59 

158 

1 698 

91 

134 

2 594 
173 
132 

1 124 

54 

206 

1 121 

10 

140 

2 405 

93 

168 

1 226 

4 

1 

1 495 

14 

45 

913 

16 

123 

915 

5 

73 

984 

35 

95 

934 

55 

256 

1 592 

85 

246 

2 560 
180 
159 

1 035 

48 

301 

1 073 

12 

1B6 

2 298 

86 

282 

1 222 

4 

5 

1 435 

14 

105 

858 

a 

183 

913 

4 

76 


MORE THAN 1. . 
SHARED OR NONE 


SOURCE OF water 


public system or private company 
individual well. 

OTHER. 


sewage disposal 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. 


727 

1 279 

2 019 

782 

140 

334 

484 

180 

37B 

310 

396 

422 

1 189 

1 892 

2 862 

1 334 

4 

• I . 

33 

13 

52 

31 

4 

37 

1 030 

1 817 

2 411 

1 172 

71 

17 

327 

19 

144 

89 

161 

193 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . . 
MEDIAN I 

ALL UNITS. . . . . 
OWNER occupied . 
RENTER OCCUPIED. 


UNITS IN STRUCTURE 


1. incl. trailer 

.. 

3 AND .. 

5 OR MORE. . • • 


7 

89 

146 

340 

308 

186 

87 

45 

57 

260 

446 

369 

306 

209 

68 

119 

344 

563 

703 

592 

280 

30 

67 

220 

329 

320 

192 

120 

11 

28 

166 

276 

272 

208 

143 

64 

116 

337 

612 

697 

439 

202 

5 

14 

82 

387 

274 

241 

145 

14 

85 

247 

428 

292 

199 

123 

41 

39 

164 

260 

188 

166 

62 

5 

15 

71 

245 

269 

179 

109 

82 

231 

230 

106 

165 

199 

83 

166 

112 



4f 9 

5.0 

4.6 

5.1 

4.B 

5.0 

4.5 

4.6 

5.1 

5.1 

4.0 

6.1 

4.1 

5.6 

3.8 

5.2 

3.9 

6.2 

4.3 

5.4 

3.9 

5.8 

4.0 

5.9 

4.1 

4.2 

5 • ti 
4.9 

1 227 

13 

1 554 

185 

2 512 

2 IB 

92 

1 275 

59 

30 

1 245 

16 

10 

2 268 

164 

113 

863 

46 

45 

1 027 

229 

184 

970 

30 

30 

909 

18 

29 

"*5 

75 

77 

20 

... 

121 

277 

114 

22 






























































Kentucky 

Structuk.. 

[Soto data baaed „„ . ’ ^■5“® ™ *0.™ iNHABmam: 1960—Coa 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


RADCLIFF RUSSELL¬ 
VILLE 


ALL HOUSING Units. 

tenure I COLOR I and vacancy status 
OWNER OCCUPIED . 

WHITE. .• • . . . 

nonwhite ‘ • 

renter OCCUPIED. . . 

white.I ' I. 

NONWHITE . 

available vacant . 

FOR sale only, . . . ! . 

for rent .. . 

OTHER VACANT ... . 


condition and plumbing 


ALL UNITS. 

SOUND.. 

’’'-'JMBING’FACILiTIES ! ! 
Lacking only hot water .... 

^LL PLUMBING FACILITIES ! ! 
lacking only hot water ..... 


DIL AP ?0 A ted!”!” . ^ ^ • 


renter occupied. 

SOUND. .!.!!! 

WITH ALL PLUMBING FACILITIES .* 

deter?or"at?ng! : • 

all plumbing facilities i ! i 

Dil:S?Er! •. 


ALL HOUSING UNITS. 


WATER supply 

nS^Y^rS, structure. 1 646 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . aS’ 

PIPED water outside STRUCTURE. . ... 

NO PIPED water . ....... 

toilet FACILITIES 

flush toilet, exclusive USE. 1 743 

flush toilet, shared . . in7 

OTHER TOILET FACILITIES OR NONE. . . ! . I 248 

bathing facilities 

SHOWER. EXCLUSIVE USE. . 610 

bathtub or shower, shared. 105 

NO bathtub or SHOWER . io! 


MORE THAN 1. . 
SHARED OR NONE 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL well. 

OTHER. ... . 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC tank OR CESSPOOL. 
OTHER OR NONE. 


1 ROOM. 

2 ROOMS. ..... 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 rooms. ..... 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEDIANi 

ALL UNITS. , , . 
OWNER OCCUPIED 
RENTER OCCUPIED 


units in STRUCTURE 


2 098 

1 373 

1 115 

1 648 

S8B 

1 034 

283 

269 

59 

113 

117 

9 

54 

99 

13 

1 743 

917 

1 007 

107 

33 

40 

248 

423 

66 

1 610 

854 

1 000 

105 

27 

40 

383 

492 

75 


1 357 

694 

882 

194 

106 

97 

547 

573 

136 

2 061 

1 26B 

1 035 

15 

45 

64 

22 

60 

16 

1 641 

7B8 

5 

210 

89 

1 010 

247 

496 

100 


SOUTH 

SHELBY- SOMERSET FORT VER- 

MITCHELL SAILLES 


1. INCL. TRAILER 

2 . 

3 AND 4. 

5 OR MORE. . . . 















































































































19-58 


State and Small Areas 


Table 26 .—Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inhabitants; I960 

[Some date based on sample; median not shown where base is insufieient; see tmct 
^ minus (—) after number indicates median above or below that numberj 


Year Structure Built Year Moved into 

Heating Equipment Unit 
Population Value 

Persons Gross Rent 

Persons per Room Contract Rent 


BARBOUR- BARDSTOWN BELLEVUE BENTON BEREA BELLS- CARROLL- CATLETTS- CENTRAL CORBIN CUMBER 


ALL HOUSING UNITS. . . . < 

YEAR STRUCTURE BUILT 

19S5 TO MARCH 1960 . . 

19S0 TO 1954 . 

19itO TO 1949 . 

1939 OR EARLIER. 


heating equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUe . • 
NONE. 


POPULATION 

POPULATION IN HOUSING UNiTSt i960 

PER OCCUPIED UNIT. 

OWNER. 

renter . 


all OCCUPIED UNITS 
PERSONS 

1 PERSON . 

a PERSONS.. • . 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. . 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 
MEDIANi 

ALL OCCUPIED . 

OWNER. 

RENTER . 


PERSONS PER room 

1.00 OR LESS . 

1.01 OR MORE . 


YEAR MOVED INTO UNIT 

owner occupied . 

1958 TO MARCH I960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. ....... 


VALUE 

OWNER OCCUPIED . . 
LESS THAN SSiOOO . . . 
SSiOOO TO S9i900 . . . 
SlOiOOO TO S14i900 . . 
SlSiOOO TO S19i900 . . 
saOiOOO TO S24i900 . . 
S25i000 OR MORE. . . . 
MEDIAN . 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS than .. 

S20 TO S39 . 

S40 TO S59 . 

$60 TO S79 . 

$80 TO $99 ........ 

$100 TO $119 ....... 

$120 OR MORE . 

NO CASH RENT . 

median . 


CONTRACT RENT 

RENTER OCCUPIED. . . . 
MEDIAN . 














































































































































Kentucky 


19-59 


Table 26.—Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) alter number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

CYNTHIANA 

DANVILLE 

DAWSON 

SPRINGS 

DAYTON 

EARL- 

INGTON 

EAST 

SOMERSET 

(U) 

ELIZA¬ 

BETHTOWN 

ELSMERE 

ERLANGER 

FALMOUTH 

FLAT- 

WOODS 

ALL HOUSING UNITS.. 

I 993 

3 03B 

1 073 

2 655 

856 

1 149 

3 221 

1 244 

2 100 

915 

1 107 

YEAR STRUCTURE BUI1.T 












1955 TO MARCH 1960 . 

205 

2B2 

88 

56 

58 

90 

591 

157 

600 

130 

382 

1950 TO 19S4 . 

171 

368 

81 

20 

17 

183 

671 

201 

428 

85 

240 

1940 TO 1949 . 

153 

306 

149 

53 

33 

300 

714 

212 

273 

93 

186 

1939 OR EARLIER.. 

I 464 

2 082 

755 

2 526 

748 

576 

1 245 

674 

799 

607 

299 

HEATING EQUIPMENT 












STEAM OR HOT WATER . 

81 

277 

56 

307 

38 


155 

16 

126 

46 

4 

WARM AIR FURNACE . 

633 

1 540 

251 

1 755 

171 

269 

1 744 

837 

1 814 

293 

179 

BUILT-IN ROOM UNITS.. . . . 

229 

349 

185 

56 

159 

195 

556 

109 

72 

98 

816 

OTHER means WITH FLUE. 

902 

767 

565 

486 

472 

655 

737 

255 

88 

478 

32 

OTHER means without FLUE . 

126 

101 

16 

51 

9 

26 

29 

27 

• • • 

t • • 

76 

NONE. 

22 

4 

• • • ' 

... 

7 

4 

... 

... 

... 

... 

... 

POPULATION 










■ 


POPULATION IN HOUSING UNITSi 1960. . . , . 

5 526 

8 336 

2 940 

9 014 

2 786 

3 645 

9 615 

4 581 

7 070 


3 741 

PER OCCUPIED unit. 

2,9 

2.9 

2.9 

3.5 

3.3 

3.4 

3.3 

3.7 

3.5 


3.6 

OWNER. 

2.7 

2.9 

2.9 

3.5 

3.3 

3.1 

3.3 

3.7 

3.6 


3.6 

RENTER . 

3.1 

2.8 

. . 3.0| 

3.5 

3.2 

3.9 

3.2 

3.7 

2.B 


3.7 

ALL occupied UNITS . 

1 911 

2 904 

997 

2 581 

839 

I 085 

2 949 

1 225 

2 010 

875 

1 031 

PERSONS 












1 PERSON . 

354 

530 

145 

339 

107 

109 

301 

93 

149 

168 

5B 

2 PERSONS. 

608 

940 

336 

668 

263 

335 

907 

325 

537 

295 

211 

3 PERSONS. 

376 

573 

212 

462 

154 

213 

581 

207 

393 

165 

242 

4 PERSONS. 

298 

442 

161 

439 

12B 

190 

557 

224 

419 

118 

255 

5 PERSONS. 

133' 

219 

BO 

270 

83 

106 

327 

167 

270 

65 

153 

6 PERSONS. 

73 

116 

30 

198 

46 

64 

149 

95 

140 

35 

64 

7 PERSONS. 

38 

52 

15 

89 

20 

34 

70 

61 

56 

13 

25 

8 PERSONS OR MORE.. . . 

31 

32 

18 

116 

3B 

34 

57 

53 

46 

16 

23 

MEDIANi 












ALL OCCUPIED . 

2.5 

2.5 

2.6 

3.1 

2.8 

3.0 

3.0 

3.4 

3.3 

2.4 

3.5 

owner. 

2.4 

2.6 

2.7 

3.0 

2.9 

2.6 

2.9 

3.5 

3.4 

2.5 

3.6 

RENTER . 

2.7 

2.5 

2.8 

3.3 

... 

3.2 

2.9 

2.8 

2.8 

3.2 

... 

PERSONS PER ROOM 












1.00 OR LESS . 

1 711 

2 655 

892 

2 101 

695 

928 

2 534 

985 

1 816 

795 

902 

1.01 OR MORE ... . 

200 

249 

105 

480 

144 

157 

415 

240 

194 

BO 

129 

YEAR MOVED INTO UNIT 












OWNER occupied . 

1 035 

1 490 

696 

1 804 

681 

790 

1 807 

1 015 

1 697 

573 

850 

1958 TO MARCH I960 . 

199 

223 

108 

267 

66 

156 

471 

193 

488 

95 

264 

1954 TO 1957 . 

241 

268 

167 

400 

no 

160 

527 

3U 

478 

155 

241 

1940 TO 1953 . 

372 

650 

287 

687 

302 

342 

624 

400 

571 

223 

268 

1939 OR EARLIER. 

223 

349 

134 

450 

203 

132 

185 

111 

160 

100 

77 

RENTER OCCUPIED. 

876 

1 414 

301 

777 

158 

295 

1 142 

210 

313 

302 

181 

1958 TO MARCH 1960 . 

418 

824 

191 

430 

81 

173 

878 

154 

186 

156 

144 

1954 TO 1957 . 

247 

307 

53 

185 

67 

59 

155 

13 

74 

108 

29 

1940 TO 1953 . 

178 

173 

43 

142 

10 

59 

75 

27 

45 

28 

8 

1939 OR EARLIER. 

33 

110 

14 

20 

... 

4 

34 

16 

a 

10 

• . 1 

VALUE 


i 










owner OCCUPIEO . 

997 

1 372 

656 

1 527 

668 

762 

1 642 

968 

1 601 

509 

814 

LESS THAN *5i000 . 

BB 

187 

376 

267 

445 

205 

193 

133 

24 

77 

70 

SSiOOO TO *9i900 . 

323 

376 

201 

855 

174 

310 

489 

379 

144 

270 

441 

SlOiOOO TO S14i900 . 

348 

419 

51 

353 

37 

144 

528 

341 

583 

97 

228 

SISiOOO TO S19t900 . 

124 

196 

24 

52 

12 

80 

225 

99 

674 

27 

63 

S20t000 TO $24,900 . 

65 

94 

4 

• • • 

• • • 

19 

123 

16 

132 

31 

12 

$25,000 OR MORE... 

49 

100 

1 ... 

t • • 

• • « 

4 

84 

• • • 

44 

7 

• • • 

MEDIAN . DOLLARS . 

11 300 

11 100 

5 000- 

7 900 

5 000- 

7 300 

11 200 

9 700 

15 300 

8 200 

9 000 

GROSS rent 












RENTER OCCUPIED. 

876 

1 414 

301 

777 

158 

295 

1 142 

210 

313 

302 

181 

LESS THAN $20. 

4 

29 

27 


IB 

15 

8 

• • • 

1 * • • 

• « • 

• • « 

$20 TO $39 . 

127 

317 

97 

60 

34 

78 

66 

17 

13 

34 

a 

$40 TO ... 

259 

457 

90 

172 

61 

69 

223 

52 

40 

110 

40 

$60 TO $79 . 

263 

331 

57 

318 

22 

32 

363 

57 

105 

109 

88 

$80 TO $99 . 

1 15 

138 

4 

147 

8 

24 

24B 

55 

61 

30 

20 

$100 TO $119 . 

53 

26 

t t t 

44 

» t “ 

. - - 

139 

5 

50 

• • • 

a 

$120 OR MORE . 

12 

15 

... 

4 

W • • 

5 

4B 

• • t 

32 

• • • 

4 

NO CASH RENT . 

43 

lOl 

26 

32 

15 

72 

47 

24 

12 

19 

13 

median . DOLLARS . 

62 

55 

42 

66 

... 

44 

72 

... 

79 

60 

• •• 

CONTRACT RENT 












RENTER OCCUPIEO . 

833 

1 313 

275 

745 

143 

223 

1 095 

1 B6 

301 

283 

16B 

median . DOLLARS . 

44 

41 

26 

54 

... 

31 

62 

... 

72 

39 

... 



















































































19-60 


State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants; 1960—Con. 

[Some data based on sample; median not show where base is insuflReient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


FLORENCE 


FRANKLIN 


FULTON 


GEORGE' 

TOWN 


GREEN' 

VILLE 


ALL HOUSING UNITS. ... 
YEAR STRUCTURE BUILT 


1 656 


1 830 


1 24a 


2 124 


I 097 


1955 TO MARCH I960 
1950 TO 1954 . , , 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


678 

432 

204 

345 


177 

91 

217 

214 

80 

198 

311 

7B 

243 

128 

995 

1 466 


124 

94 

222 

657 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

other means with flue. . . . 

OTHER MEANS WITHOUT FLUE . . 
NONE. 


POPULATION 

POPULATION IN HOUSING UNITSt 1960. 

PER OCCUPIED Unit. 

OWNER. .... . 

renter . 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON . . 

2 PERSONS. ....... 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

a PERSONS OR MORE. . . . 
MED IANI 

all OCCUPIED . 

owner. 

renter . 


PERSONS PER ROOM 

1.00 OR LESS . 

1.01 OR MORE . 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER occupied. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 


VALUE 

OWNER OCCUPIED.. , 

LESS Than sSiOoo.. . . . . 

SSiOOO TO S9i900 . 

SlOiOOO TO SI4i900 ..... . 

SlSiOOO TO S19t9O0 . 

S20i000 TO S24»900 . 

S25i000 OR MORE. 

MEDIAN .... . DOLLARS . 


GROSS RENT 

RENTER occupied. 

LESS THAN S20. 

S20 TO .... 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO S119 . 

$120 OR MORE . 

NO CASH RENT . 

median . DOLLARS . 


CONTRACT RENT 

RENTER OCCUPIED. 

median . DOLLARS . 


B2 

50 

39 

77 

142 

1 404 

186 

424 

572 

295 

93 

551 

335 

430 

332 

6B 

573 

437 

803 

316 

12 

465 

9 

239 

12 

... 

5 

... 

3 

... 

5 825 

5 268 

3 207 

6 193 

3 174 

3.7 

3.0 

2.B 

3.0 

3.1 

3.8 

2.9 

2.8 

3.0 

3.1 

3.1 

3.1 

2.7 

3.0 

2.9 

1 595 

1 779 

1 166 

2 056 

1 032 

84 

324 

230 

314 

116 

380 


429 

620 

338 

345 


198 

440 

212 

362 


155 

349 

201 

213 


90 

199 

98 

109 

69 

33 


38 

63 

31 

12 


16 

39 

39 

19 


13 

3.5 

2.5 

2.3 


2.8 

3.4 

2.5 

2.2 


3.0 

3.0 

2.7 

2.4 

2.8 

2.8 

1 396 

1 557 

1 085 

1 833 

962 

199 

222 


223 

70 

1 353 

983 

689 

1 144 

759 

369 

ISO 

89 

234 

146 

559 

263 

lOS 

288 

157 

337 

356 

306 

409 

315 

88 

IB4 

189 

213 

141 

245 

796 

477 

912 

273 

151 

412 

231 

539 

174 

74 

192 

117 

17B 

47 

20 

155 

103 

16B 

44 

• • • 

37 

26 

27 

8 

1 337 

934 

594 

1 OBB 

735 

24 

221 

142 

162 

150 

104 

3B4 

263 

322 

280 

574 

225 

126 

313 

184 

515 

69 

47 

15B 

56 

56 

22 

8 

71 

40 

64 

13 

8 

62 

25 

14 700 

7 800 

7 500 

ID BOO 

9 000 

245 

796 

477 

912 

273 

1 • • 

26 

21 

« • • 

12 

4 

274 

101 

146 

12 

17 

223 

155 

303 

72 

24 

166 

101 

261 

69 

77 

23 

58 

91 

44 

70 

7 

8 

32 

12 

28 

10 

5 

23 

12 

25 

67 

28 

56 

40 

97 

45 

54 

59 

65 

220 

729 

449 

856 

233 

74 

33 

34 

43 

54 


HARLAN 


HARRODS- 

BURG 


lARD 

HIGHLAND 

IRVINE 

JEFFER- 


HEIGHTS 


SONTOWN 

858 

959 

981 

995 

83 


46 

482 

84 

259 

51 

B6 

152 

207 

84 

120 

539 

342 

BOO 

307 

291 

31 

40 

36 

281 

829 

109 

681 

508 

16 

354 

B4 

640 

79 

280 

177 

106 

4 

186 

17 

32 

... 



889 

3 491 


■ 

3.5 

3.8 



3.4 

3.8 



3.5 

3.8 

■be 



927 

943 

922 

224 

■ 

132 

75 

443 


302 

201 

343 


176 

184 

278 


165 

204 

194 


85 

133 

85 

78 

37 

65 

60 

31 

22 

30 

77 

36 

24 

30 

3.0 

3.6 

2.7 

3.5 

3.1 

3.5 

2.7 

3.3 

3.3 

• • • 

3.1 

• • • 

457 

795 

841 

785 

247 

132 

102 

137 

972 

820 

590 

740 

ISO 

146 

57 

293 

231 

210 

94 

219 

377 

364 

248 

IBO 

214 

100 

191 

48 

732 

107 

353 

1B2 

437 

61 

170 

114 

198 

41 

121 

39 

89 

5 

56 

26 

8 

• ■ • 

6 

3 

846 

800 

565 

732 

211 

70 

250 

31 

249 

167 

235 

105 

213 

291 

63 

472 

98 

198 

13 

84 

46 

51 

4 

13 

29 

23 

» • • 

27 

200 

13 300 

S 600 


732 

107 

353 


46 

• • t 

12 


134 

• • • 

58 

IS 

208 

12 

15B 

47 

190 

43 

57 

37 

54 

21 

7 

36 

B 

14 

8 

18 

32 

• • • 

4 

7 

60 

17 

49 

19 

55 

• • • 

51 

• • • 

672 

90 

304 

163 

44 

• • ■ 

33 

• • • 


73 
58 
237 
1 OBI 


494 

253 

27 

655 

17 

3 


225 
339 
276 
1 334 


132 

674 

545 

767 

48 

8 


4 025 
3.1 

3.1 

3.2 


5 977 
2.9 
3.0 
2.8 


229 

395 

209 

179 

112 

69 

35 

50 

2.6 

2.5 

2.6 


1 080 
198 


459 

58 

108 

173 

120 

819 

412 

263 

118 

26 


404 

148 

54 

46 

42 

43 
71 

10 000 


B19 

18 

224 

293 

146 

55 

16 

13 

54 

4b 


765 

35 


406 

615 

403 

314 

177 

74 

39 

30 

2.5 

2.7 

2.4 


I B79 
179 


1 263 
276 
310 
473 
204 

795 

473 

159 

133 

30 


1 247 
266 
444 
281 
185 
51 
20 
9 000 


795 

22 

145 

276 

158 

80 

28 

86 

52 


709 

38 



































































































































Kentucky 


19-61 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places or 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-I-) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


subject 


ALL HOUSING UNITS. ... 

YEAR STRUCTURE SUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . . . 

1940 TO 1949 . 

1939 OR EARLIER. 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

SUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FlUe . . 
NONE. 


POPULATION 

POPULATION IN HOUSING UNITS) 1960 

PER OCCUPIED Unit. 

OWNER. 

RENTER . 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. ... 

4 PERSONS. . . , 

5 PERSONS. ... 

6 PERSONS. ... 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANl 

ALL OCCUPIED . 

owner. . . . 

RENTER ... 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 To 1957 .. . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 


VALUE 


owner OCCUPIED 
LESS THAN S5.000 . 
SSiOOO TO S9.900 . 
SlO.OOO TO S14.900 
$15,000 TO $19)900 
$20,000 TO $24,900 
$25,000 OR MORE. . 
MEDIAN . 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS than $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 ........ 

$80 TO $99 . 

$100 To $119 ....... 

$120 OR MORE . 

NO CASH rent , . 

MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. . . . < 
MEDIAN . 


DOLLARS 


DOLLARS 


JENKINS 

LANCASTER 

LAWRENCE- 

8URG 

LEBANON 

LEITCH- 

FIELD 

LONDON 

LUDLOW 

LYNCH <U) 

maysville 

middle- 
town <U) 

MONTI- 
CELLO 

949 

1 092 

943 

1 477 

1 018 

1 255 

2 057 

984 

2 865 

878 

977 


138 


105 

196 

198 

52 

B 

119 

266 

B9 

16 

174 


188 

162 

205 

36 

■ * . 

252 

128 

76 

13 

183 


234 

160 

252 

80 

4 

208 

168 

234 

920 

597 


950 

500 

600 

1 869 

972 

2 286 

316 

578 

105 

69 

26 

88 

56 

125 

287 

16 

126 

40 

52 

228 

217 

293 

407 

119 

288 

1 439 

52 

311 

617 

315 


336 

170 

225 

233 

556 

28 

8 

486 

100 

46 

602 

448 

430 

624 

568 

197 

249 


1 101 

117 

547 

14 

22 

24 

122 

39 

89 

50 


837 

4 

15 

... 

... 

... 

11 

3 

... 


BHkI 

4 

... 

... 

3 202 

n 

2 523 

4 746 

2 979 

■ 

6 222 

m 

■ 

2 757 

2 921 

3.6 


2.8 

3.3 

3.1 


3.1 



3.3 

3.2 

3.6 


2.8 

3.3 

3.0 


3.1 



3,3 

3.0 

3.9 


2.9 

3.4 



3.0 



3.0 

3.4 

881 

1 036 

892 

1 429 

965 

1 185 

2 004 

898 

2 761 

839 

923 

76 

172 

172 

232 

154 

135 

273 

39 

487 

85 

128 

240 

344 

280 

404 

317 

358 

632 

200 

803 

223 

300 

180 

23B 

201 

268 

189 

228 

414 

174 

557 

191 

179 

143 

135 

116 

194 

119 

226 


160 

429 

180 

131 

99 

75 

62 

125 

86 

112 


110 

246 

87 

85 

71 

38 

33 

92 

47 

59 


89 

104 

38 

50 

30 

17 

16 

45 

24 

27 

45 

44 

59 

22 

21 

43 

17 

12 

69 

29 

20 

37 

82 

74 

13 

29 

3.2 

2.5 

2.5 

2.8 

2.6 

2.8 


3.7 

2.7 

3.1 

2.7 

3.0 

2.6 

2.5 

3.1 

2.7 

3.1 


• t • 

2.7 

3.4 

2.8 


2.8 

2.4 

3.0 

2.7 

2.9 

■ 

3.8 

2.6 

... 

3.1 

748 

937 

812 

1 190 

831 

1 065 

1 712 

602 

2 420 

779 

788 

133 

99 

80 

239 

134 

120 

292 

296 

341 

60 

135 

751 

628 

574 

885 

621 

716 

1 300 

m 

1 130 

678 

566 

48 

130 

72 

160 

153 

146 

199 


125 

155 

77 

196 

141 

llZ 

172 

118 

201 

267 


197 

254 

162 

322 

232 

258 

384 

260 

234 

433 


485 

229 

228 

185 

125 

132 

169 

90 

135 

401 


323 

40 

99 

130 

408 

318 

544 

344 

469 

704 

898 

1 631 

161 

357 

72 

215 

163 

286 

227 

272 

382 

145 

790 

89 

212 

5 

108 

80 

164 

81 

143 

201 

223 

405 

37 

114 

47 

67 

58 

80 

28 

43 

79 

365 

340 

28 

27 

6 

18 

17 

14 

8 

11 

42 

165 

96 

7 

4 

739 

573 

570 

824 

544 

661 

1 113 


985 

662 

53B 

639 

124 

112 

195 

199 

119 

64 


169 

4 

242 

60 

210 

188 

312 

230 

244 

455 


443 

91 

191 

32 

151 

193 

201 

44 

182 

460 


160 

266 

57 

4 

62 

52 

80 

44 

44 

IIB 


121 

197 

24 

4 

19 

21 

18 

20 

32 

12 


32 

64 

8 


7 

4 

18 

7 

40 

4 


40 

40 

16 

5 000- 

9 000 

9 600 

B 100 

6 400 

9 500 

10 300 


a 40D 

14 400 

5 500 

130 

408 

318 

544 

344 

469 

704 

898 

1 631 

161 

357 


19 

, . , 

18 

16 

4 

... 

56 

20 

. • * 

38 

25 

94 

65 

99 

67 

55 

54 

702 

268 

7 

90 

20 

119 

97 

161 

132 

174 

167 

92 

596 

15 

97 

38 

102 

91 

167 

76 

113 

276 

32 

48 B 

40 

74 


21 

18 

49 

29 

63 

117 

. • * 

166 

26 

11 

11 

t t t 

8 

23 

8 

12 

31 

f t • 

12 

27 

4 

10 

■ t t 

4 

t t ^ 

4 

12 

8 

a 

12 

23 

16 

26 

53 

35 

27 

12 

36 

51 

8 

69 

23 

27 


SO 

57 

58 

54 

56 

67 

30 

56 

... 

45 

104 

355 

283 

517 

332 

433 

653 

690 

1 562 

138 

330 


33 

38 

43 

36 

44 

57 

25 

43 

... 

27 


DOLLARS 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 Con. 

[Some data based on sample; median not shown where base is insufficient; see text “U" dmotes an ui^corporated place. Plus (+) or 
minus ( —) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


subject 


MOREHEAD 


MORSAN' 

FIELD 


MOUNT 

STERLINS 


MURRAY 


NICHOLAS' 
I VILLE 


PAINTS' 

VILLE 


PARIS 


PARK 

HILLS 


PIKEVILLE 


PINE- PRES- 
VILLE TONSBURG 


ALL HOUSING UNITS. . . . 
YEAR STRUCTURE BUILT 


1 U4 


1 245 


1 923 


2 899 


I 384 


I 271 


2 666 


I 231 


1 554 


1 052 


993 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


lOS 

117 

298 

591 


81 

180 

238 

746 


139 
153 

140 
491 


561 

446 

6B6 

206 


194 

123 

164 

903 


86 

50 

177 

958 


187 

270 

213 

996 


176 

314 

259 

482 


99 

106 

291 

058 


67 

64 

10 & 

815 


68 

124 

273 

491 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

built-in room units. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


POPULATION 

POPULATION IN HOUSING UNITSi i960 

PER OCCUPIED unit.. 

OWNER.. 

RENTER . ' 


all OCCUPIED UNITS . . . . 
PERSONS 


1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN I 

ALL OCCUPIED . 

OWNER. 

RENTER . 


PERSONS PER ROOM 


1.00 OR LESS 
l.Ol OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

195B TO MARCH I960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 


65 

123 

404 

410 

112 


92 

257 

277 

593 

22 

4 


115 
20 B 
373 
746 
477 
4 


155 

471 

279 

861 

133 


64 

349 

243 


704 

24 


19 

116 

343 

245 

546 


112 343 

581 668 

533 9 

1 039 8 

396 3 

5 


133 

418 

297 

375 

327 

4 


181 

170 

208 

458 

35 


25 

244 

293 

in 

283 


3 103 
3.0 
3.0 
2.9 


3 703 

3.2 
3.1 

3.3 


5 346 
2.9 
2.9 
3.0 


a 194 
3.0 
3.1 
2.7 


4 246 
3.2 
3.1 
3.4 


3 916 

3.2 
3.1 

3.3 


7 622 
3.0 
2.9 
3.1 


3 958 
3.4 
3.4 
3.3 


4 507 
3.2 
3.2 
3.2 


3 120 
3.3 
3.1 
3.5 


3 133 
3.3 
3.3 
3.5 


1 049 


162 

325 

237 

181 

7B 

29 

20 

17 


1 153 


184 

331 

232 

163 

103 

69 

33 

38 


1 B13 


377 

530 

330 

274 

155 

73 

31 

43 


2 777 


1 326 


394 

891 

624 

468 

235 

104 

34 

27 


210 

346 

266 

239 

130 

71 

33 

31 


1 218 


2 S2B 


I 177 


I 415 


953 


940 


136 

359 

259 

242 

110 

67 

27 

18 


479 

72B 

485, 

4111 

196 

116 

56 

57 


99 

359 

227 

229 

138 

64 

34 

27 


228 

365 

294 

251 

143 

60 

38 

36 


164 

246 

189 

145 

97 

38 

37 

37 


102 

241 

233 

165 

97 

56 

25 

21 


2.7 
3.0 

2.8 


2.8 

2.5 

3.0 


2.5 
2.3 

2.6 


2.7 2.9 
2.7 2.6 
2.5 2.9 


2.9 2.6 
2.6 2.5 
3.1 2.7 


3.1 2.9 

3.0 2.8 

3.2 2.8 


2.9 3.0 
2.7 3.2 
3.2 3.2 


953 

96 


1 002 
151 


1 642 
171 


2 608 
169 


1 119 
207 


1 103 
115 


2 252 
276 


1 051 
126 


1 240 
175 


804 

149 


844 

96 


492 

98 

U2 

184 

98 


747 

108 

144 

345 

150 


934 

194 

145 

334 

261 


1 779 
386 
485 
683 
225 


724 

677 

1 457 

167 

no 

232 

167 

129 

305 

250 

252 

496 

140 

1B6 

424 


732 

141 

133 

320 

138 


591 

93 

155 

206 

137 


468 

72 

105 

176 

115 


624 

lOO 

146 

260 

118 


renter occupied 

1958 TO MARCH I960 
1954 To 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


557 

395 

114 

48 


406 

231 

98 

53 

24 


879 

486 

216 

135 

42 


998 

681 

193 

91 

33 


602 

358 

U9 

105 

20 


541 

327 

107 

79 

28 


1 071 
559 
269 
202 
41 


445 
291 
87 
60 
■ 7 


824 

475 

186 

122 

41 


485 

271 

107 

73 

34 


316 

189 

65 

62 


VALUE 


owner occupied . 

LESS THAN SSiOOO . , . 

SSiOOO TO S9t900 . 

SlOiOOO TO S14i900 . 

$15)000 TO $19)900 . 

$20)000 TO $24)900 ............ 

$25)000 OR MORE. 

MEDIAN . DOLLARS . 


441 

71 

146 

92 

52 

28 

52 

10 100 


718 

246 

314 

78 

51 

25 

4 

6 500 


848 
206 
227 
229 
108 
49 
29 
9 800 


1 596 
187 
603 
486 
186 
SO 
54 

10 100 


688 

167 

245 

192 

32 

24 

28 

8 600 


661 
188 
181 
107 
68 
49 
68 
8 700 


1 387 
274 

409 

410 
191 

54 

49 

10 100 


720 
8 
18 
105 
286 
145 
158 
19 200 


520 
88 
SB 
124 
57 
41 
122 
13 500 


446 
166 
114 
89 
43 
17 
17 
7 700 


536 

49 

211 

135 

67 

26 

48 

10 300 


GROSS Rent 

renter occupied. 

LESS THAN $20. ... . . 

$20 TO $39 . 

S40 TO .... 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . dollars . 


557 

4 

114 

224 

109 

73 

a 

*25 

54 


406 

12 

73 

116 

108 

31 

12 

*54 

56 


879 

29 

149 

288 

213 

94 

16 

*90 

55 


99B 

18 

233 

339 

245 

43 

16 

17 

87 

53 


602 

49 

104 

183 

183 

28 

19 

*36 

55 


541 
13 
103 
176 
82 
78 
24 
12 
53 
55 


I 071 
13 
182 
373 
230 
133 
52 
12 
76 
56 


445 


35 

48 

223 

80 

47 

12 

93 


824 

16 

98 
244 
250 

99 
34 
20 
63 
62 


485 

22 

79 

161 

135 

31 

15 

3 

39 

54 


316 

4 

28 

143 

61 

29 

22 

*29 

55 


CONTRACT rent 

renter occupied. 

MEDIAN . DOLLARS . 


532 

41 


352 

40 


789 

41 


911 

39 


566 

41 


48B 

43 


995 

46 


433 

82 


761 

50 


446 

38 


287 

40 
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19-63 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants; I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincorporated place. Plus (+) or 
minus ( —) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per .Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

PRINCE¬ 

TON 

PROVI¬ 

DENCE 

RADCUIFF 

RUSSELL¬ 

VILLE 

ST MAT¬ 
THEWS 

SCOTTS- 

VILLE 

SHELBY- 

VILLE 

SOMERSET 

SOUTH 

FORT 

MITCHELL 

VER¬ 

SAILLES 

11 

WILMORE 

ALU HOUSING units. 

2 098 

1 373 

1 115 

2 044 

2 810 

1 171 

1 704 

2 461 

1 229 

1 332 

1 046 

622 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 . 

204 

68 

551 

232 

165 

111 

81 

213 

113 

205 

lOl 

143 

1950 To 1954 . 

121 

56 

166 

204 


129 

77 

189 

221 

129 

67 

70 

1940 TO 1949 . 

353 

63 

246 

300 


251 

160 

484 

360 

134 

209 

53 

1939 OR EARLIER. 

1 420 

1 186 

152 

1 308 

HBi 

680 

1 386 

1 575 

535 

864 

669 

356 

HEATING EQUIPMENT 













STEAM OR HOT WATER . 

76 

44 

8 

109 

110 

12 

150 

295 

230 

52 

92 

47 

WARM AIR FURNACE . 

394 

238 

554 

285 

2 595 


586 

808 

987 

461 

269 

259 

BUILT-IN ROOM UNITS.. 

496 

135 

164 

495 

48 


182 

432 

6 

254 

82 

45 

OTHER MEANS WITH FLUE. 

1 075 

932 

316 

973 

48 


767 

614 

4 

348 

543 

213 

OTHER means WITHOUT FLUE . 

53 

24 

65 

178 


388 

12 

304 


214 

55 

54 

NONE. 

4 

... 

8 

4 

imsi 

8 

7 

8 

... 

3 

5 

4 

population 




n 

■ 

m 


■ 





POPULATION IN HOUSING UNITS. 1960. 

S 597 

3 755 

3 384 




4 505 


4 006 

3 939 


1 952 

PER OCCUPIEO UNIT. 

2.9 

2.9 

3.3 




2.9 

^HKHI 

3.3 

3.1 


3.2 

owner. 

2.8 

2.8 

3.5 




2.8 


3.6 

3.1 

3.1 

3.1 

renter . 

3.0 

3.3 

3.1 

HdI 

■m 

warn 



2.5 

3.1 

3.3 

3.2 

ALL OCCUPIED UNITS . 

1 959 

1 288 

1 018 

1 965 

2 758 

1 124 

1 5B0 

— 

2 266 

1 199 

1 273 

952 

614 

PERSONS 








|B 





1 PERSON . 

384 

229 

53 

373 

286 

167 

363 


144 

203 

140 

77 

2 PERSONS. 

611 

437 

341 

582 

906 

410 

497 


381 

354 

289 

188 

3 PERSONS. 

405 

247 

206 

403 

600 

221 

279 


218 

277 

185 

136 

4 PERSONS. 

285 

173 

197 

295 

465 

159 

205 


165 


153 

91 

5 PERSONS. 

143 

93 

133 

156 

264 

91 

105 

180 

130 

133 

94 

57 

6 PERSONS. 

69 

55 

58 

75 

134 

35 

65 

137 

73 

57 

42 

34 

7 PERSONS. 

27 

28 

17 

40 

55 

11 

22 

59 

37 

25 

21 

20 

8 PERSONS OR MORE. 

35 

26 

13 

41 

48 

30 

44 

63 

51 

23 

28 

11 

MED IAN 1 













ALL OCCUPIED . 

2.5 

2.4 

3.1 

2.6 

2.8 

2.5 

2.4 

2.7 

2.8 

2.8 

2.8 

2.8 

OWNER. 

2.5 

2.3 

3.4 

2.5 

3.0 

2.5 

2.4 

2.7 

3.5 

2.9 

2.5 

2.7 

RENTER . 

2.9 

2.5 

2.6 

2.8 

2.4 

2.5 

2.5 

2.7 

2.4 

2.9 

3.2 

3.1 

PERSONS PER ROOM 













1.00 OR LESS . 

1 789 

1 133 

814 

1 727 

2 638 

996 

1 372 

1 993 

1 111 

1 134 

857 

537 

1.01 OR MORE . 

170 

155 

204 

238 

120 

128 

208 

273 

88 

139 

95 

77 

Year moved into unit 













OWNER OCCUPIED . 

1 213 

948 

610 

1 053 

2 251 

609 

733 

1 255 

918 

760 

571 

327 

1958 TO MARCH 1960 . 

151 

146 

398 

185 

352 

124 

92 

263 

156 

150 

76 

94 

1954 To 1957 . 

237 

146 

100 

248 

S37 

118 

152 

259 

179 

169 

88 

64 

1940 TO 1953 ... 

475 

413 

104 

418 

1 092 

255 

313 

499 

395 

246 

276 

99 

1939 OR EARLIER. 

350 

243 

8 

202 

270 

112 

176 

234 

188 

195 

131 

70 

renter OCCUPIED. .... . 

746 

340 

408 

912 

507 

515 

847 

1 on 

281 

513 

381 

287 

1958 TO MARCH 1960 . 

394 

149 

367 

484 

317 

269 

375 

632 

155 

266 

206 

200 

1954 TO 1957 . 

176 

97 

24 

237 

108 

106 

207 

196 

77 

112 

107 

42 

1940 TO 1953 . 

129 

60 

17 

129 

75 

131 

194 

147 

45 

106 

61 

41 

1939 OR EARLIER. 

47 

34 

... 

62 

7 

9 

71 

36 

4 

29 

7 

4 

value 













OWNER OCCUPIED . 

1 147 

933 

402 


2 192 

573 

686 

1 167 

868 

724 

527 

253 

LESS THAN $5,000 . 

405 

506 

27 

328 

t** 

176 

137 

317 

• t t 

115 

219 

48 

$5,000 TO $9,900 . 

441 

323 

70 

355 

119 

249 

123 

334 

19 

161 

158 

95 

$10,000 TO $14,900 ... 

195 

52 

159 

182 

983 

71 

193 

285 

192 

237 

78 

59 

$15,000 TO $19,900 . 

49 

36 

89 

77 

858 

49 

111 

103 

359 

121 

42 

39 

$20,000 To $24,900 . 

40 

12 

34 

17 

152 

12 

86 

76 

152 

57 

13 

4 

$25,000 OR MORE. 

17 

4 

23 

41 

80 

16 

36 

52 

146 

33 

17 

8 


6 500 

5 000- 

13 600 


15 000 


11 600 

8 900 

17 800 

11 500 

6 200 

9 100 

GROSS RENT 













renter OCCUPIED. 

746 

340 

408 

912 

507 

515 

847 

1 on 

281 

513 

381 

287 

LESS than $20.. 

38 

34 

... 

85 

. . . 

18 

29 

24 

... 

• 1 - 

7 

• • * 

$20 TO $39 . 

226 

86 

16 

284 

• • • 

189 

177 

296 

t « • 

64 

121 

34 

$40 TO $59 . 

271 

98 

30 

194 

21 

183 

295 

330 

12 

116 

114 

105 

$60 TO ... 

106 

24 

166 

191 

58 

56 

151 

183 

28 

129 

51 

84 

$80 TO $99 . 

43 

16 

122 

41 

113 

23 

86 

77 

133 

106 

26 

30 

$100 TO $119.. 

• • • 

• • • 

45 

24 

176 

4 

54 

8 

51 

28 

3 

14 

$120 OR MORE ... 

t • • 

4 

16 

4 

108 

4 

21 

9 

53 

12 

4 

• • • 

NO CASH RENT . 

62 

78 

13 

89 

31 

38 

34 

84 

4 

58 

55 

20 

meoian . dollars . 

45 

43 

78 

45 


43 

54 

48 

92 

68 

47 

59 

CONTRACT RENT 













RENTER OCCUPIED. 

684 

262 

395 

823 


477 

813 

927 

277 

455 

326 

267 

MEDIAN . dollars . 

30 

29 

66 

32 


_ 

37 

37 

83 

49 

31 

45 
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State and Small Areas 


Table 27. —Selected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants: 1960 

[Some data based on sample; average not shown where base is insufadent; see text. “U” denotes an unincorporated place] 



ALL HOUSING UNITS BY CONDITION AND PLUMBING 


OCCUPIED HOUSING UNITS 


ALBANY . 

ALEXANDRIA .... 

ANCHORAGE. 

AUBURN . 

AUDUBON PARK . . . 

AUGUSTA. 

BARDWELL . 

BEATTYVILLE. . . . 
BEAVER DAM ... . 
BEECHWOOD VILLAGE. 

BENHAM (U) . . . . 
BRANDENBURG. . . . 
BURKESVILLE. . . , 

CADIZ. 

CALVERT CITY . . . 

CARLISLE . 

CAVE CITY. 

CLAY. 

CLINTON. 

CLOVERPORT .... 

COLO SPRING. ... 

COLUMBIA . 

.. 

EDGEWOOD . 

ELKHORN CITY . . . 

ELKTON . 

EMINENCE . 

EVARTS . 

FLEMINGSBURG . . . 
FORT WRIGHT. . . . 

FULLERTON (U). . . 

GRAYSON. 

GREENSBURG .... 

GREENUP. 

GUTHRIE. 

HARDINSBURG. . . . 

HARTFORD . 

HICKMAN. 

HODGENVILLE. . . . 
HORSE CAVE .... 

IRVINGTON. 

JACKSON. 

JUNCTION CITY. . . 

LA GRANGE. 

LAKESIDE PARK. . . 

LEATHERWOOO tU). . 
LEBANON JUNCTION . 

LIBERTY. 

LIVERMORE. 

LONE OAK (U) . . . 

LOTHAIR (U). . . . 

LOUISA . 

LOYALL . 

LYNNVIEW . 

MC ROBERTS (U) . . 

MANCHESTER .... 

MARION . 

MIOWAY . 

MORGANTOWN .... 
MORTONS GAP. . . . 

MOUNT VERNON . . . 
MOUNT WASHINGTON . 

MULDRAUGH. 

MUNFOROVILLE . . . 
NEW HAVEN. 

OLIVE HILL .... 
OWENSBORO EAST (U) 
OWENSBORO WEST (U) 

OWENTON. 

OWINGSVILLE. . . . 

RACELAND . 

RUSSELL. 

RUSSELL SPRINGS. . 
ST REGIS park. . . 
SALYERSVILLE . . . 

SE8REE . 

SHEPHERDSVILLE . . 
SILVER grove . . . 

SOUTHGATE. 

SOUTH WILLIAMSON (U) 
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Tabic 27.— Selected Characteristics op Housing Units, for Places of 1,000 to 2,500 Inhabitants: I960—Con. 
_sample; average not shown where base is insufficient; see text. "U” denotes an unincorporated place] 


PLACE 

A 

LL housing units BY CONDITION AND PLUMBING 

OCCUPIED HOUSING UNITS 

AVAIL¬ 

ABLE 

VACANT 

HOUS¬ 

ING 

UNITS 

total 


SOUND 


DETERIORATING 

DILAP¬ 

IDATED 

POPU¬ 

LATION 

IN 

HOUSING 

UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

1.01 

OR 

MORE 

PER¬ 

SONS 

PER 

ROOM 

OCCU¬ 

PIED 

BY 

NON- 

WHITE 

total 

WITH 

ALL 

PLUMB¬ 

ING 

FA¬ 

CILI¬ 

TIES 

LACK¬ 
ING 
SOME 
OR ALL 
FA¬ 
CILI¬ 
TIES 

TOTAL 

WITH 

ALL 

PLUMB¬ 

ING 

fa¬ 

cili¬ 

ties 


TOTAL 

AVERAGE 

VALUE 

(DOL¬ 

LARS) 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

total 

AVER¬ 

AGE 

GROSS 

RENT 

(DOL¬ 

LARS) 

Q^B 

sprinqpieud. ...... 

768 

501 

480 

21 

183 

120 

63 

84 

2 366 

479 

10 500 

5.8 

263 

60 

Rj 

88 

112 

9 

STANFORD ••*•••*• 

727 

507 

468 

39 

170 

87 

83 

50 

2 019 

425 

9 000 

mm 

252 

57 

BB 

64 

86 

19 

STljf^GlS* ••••••!« 

796 

522 

464 

58 

193 

106 

87 

81 

2 209 

536 

6 000 

Bfn 

201 

t t T 

HKi 

91 


27 

TOMPKINSVIULE. . . . , , 

718 

465 

446 

39 

176 

78 

98 

57 

2 087 

429 

7 500 

mm 

261 

48 

4.4 

75 


7 

.. 

347 

238 

179 

59 

77 

22 

55 

32 

1 248 

219 

4 500 

4.9 

109 

... 

4.1 

93 


9 

.. 

609 

223 

■ 1 

44 

166 

69 

97 

220 

1 881 

230 

6 000 


321 

38 


67 


8 

VINE QROVE ....... 

773 

362 


16 

221 

185 

36 

190 

2 421 

416 

10 000 


297 

76 

^Kfl! 

136 

31 

31 

WALTON 

490 

457 


59 

31 

9 

22 

2 

1 526 

364 

9 000 


121 


^BN! 

61 

15 

2 

WAYUANOb 

368 

260 

118 

142 

92 

6 

86 

14 

1 340 

218 

3 500 


101 



69 


16 

WEST liberty . 

420 

356 

324 

32 

47 

19 

28 

17 

1 165 

229 



159 

Bb 

B& 

24 

... 

11 

WEST POINT . 

734 

509 

427 

82 

206 

119 

87 

19 

1 952 

289 


4.7 

342 

65 

3.1 

138 

51 

77 

WHEELWRIdHT. ...... 

401 

250 

249 

1 

150 

140 

1^ 

1 

1 497 

6 

• • • 


348 

50 

4.6 

102 

54 

32 

WHITESSURS . 

565 

328 

307 

21 

139 

95 

44 

98 

1 752 

294 

9 000 

5.8 

225 


4.1 

75 

t - “ 

10 

WHITLEY CITY (U) . . . . 

300 

202 

141 

61 

61 


52 

37 

1 026 

195 


5.4 

88 

T t t 

4.6 

56 

■ 1 - 

2 

WILLIAMSTOWN . 

634 

499 

402 

97 

76 


49 

59 

1 611 

353 

9 500 


243 

54 


54 

8 

13 

WINDY MILLS. ...... 

401 

398 

397 

1 

3 


1 

mm 

1 371 

379 

27 000 


5 


H 

4 


12 

WQODLAWN (U) . 

543 

478 

304 

174 

59 

4 

55 


1 688 

439 

6 500 

4.7 

80 

■b 


70 


13 

WOODLAWN PARK. 

292 

292 

291 

1 

• • • 

• • • 

• • • 


1 137 

276 

20 000 

6.1 

6 


■n 

11 


9 

.. 

356 

336 

333 

3 

18 

17 

1 


1 235 

273 

7 500 

wm 

70 

mm 


61 

IB 

8 
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State and Small Areas 


Table 28.—^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing F.icilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

ADAIR 

ALLEN 

ANDERSON 

BALLARD 

BARREN 

BATH 

BELL 

BOONE 

eOURSON 

BOYLE 

BRACKEN 

BREATH¬ 

ITT 

ALL HOUSING UNITS. 

4 

636 

4 

175 

2 

802 

3 

12B 

9 

282 

■ 

B 

■ 

■ 

6 

291 

5 

824 

m 

B 

■ 

fl 

4 

025 

TENUREt COLOR. AND VACANCY STATUS 












■ 


■ 







■ 

■ 



OCCUPIED . 

4 

179 

3 

804 

2 

650 

2 

679 

8 

497 

2 

655 

8 

989 

5 

996 

5 

448 

5 

898 


HQ 

3 

523 

OWNER OCCUPIED . 

3 

102 

2 

582 

1 

821 

2 

083 

5 

343 

1 

669 

5 

206 

4 

771 

2 

844 

3 

606 



2 

348 

WHITE. 

2 

967 

2 

533 

1 

759 

2 

005 

5 

055 

1 

579 

4 

974 

4 

760 

2 

359 

3 

296 


[HIM 

2 

329 

NONWHITE . 


135 


49 


62 


78 


288 


90 


232 


11 


485 


310 


Bm 


19 

RENTER OCCUPIED. . 

1 

077 

1 

222 


829 


596 

3 

154 


9B6 

3 

783 

1 

225 

2 

604 

2 

292 

^^B 

1^1 

1 

175 

WHITE. 

1 

016 

1 

189 


783 


543 

2 

818 


951 

3 

654 

1 

207 

2 

256 

1 

871 


847 

1 

175 

NONWHITE . 


61 


33 


46 


53 


336 


35 


129 


18 


348 


421 


12 


• • • 

VACANT . 


457 


371 


152 


449 


785 


219 


911 


295 


376 


404 


200 


502 

YEAR ROUND . 


345 


325 


134 


397 


619 


168 


784 


238 


316 


276 


133 


323 

SOUND OR DETERIORATING . 


248 


265 


109 


319 


458 


lie 


496 


217 


238 


199 


108 


203 

AVAILABLE. 


87 


100 


66 


14B 


160 


48 


305 


132 


134 


109 


73 


71 

FOR SALE only. 


8 


13 


5 


31 


38 


5 


75 


74 


14 


32 


13 


20 

FOR RENT . 


79 


87 


61 


Il7 


122 


43 


230 


58 


120 


77 


60 


51 

RENTED OR SOLD. AWAITING OCCUPANCY . 


6 


11 


6 


14 


9 


4 


7 


22 


25 


14 


7 


7 

held for OCCASIONAL USE. 


20 


30 


24 


54 


40 


19 


58 


27 


20 


18 


6 


13 

HELD FOR OTHER REASONS . 


135 


124 


13 


103 


249 


47 


126 


36 


59 


58 


22 


112 

DILAPIDATED. 


97 


60 


25 


78 


161 


50 


288 


21 


78 


77 


25 


120 

SEASONAL . 


112 


46 


18 


52 


166 


51 


127 


57 


60 


128 


67 


179 

CONDITION AND PLUMBING 

























ALL UNITS. 

4 

636 

4 

175 

2 

802 

3 

128 

9 

282 

2 

874 

9 

900 

6 

291 

5 

824 

6 

302 

2 

518 

4 

025 

SOUND. 

2 

640 

2 

320 

1 

832 

1 

508 

6 

348 

1 

681 

4 

577 

5 

430 

4 

497 

4 

295 

1 

501 

2 

405 

WITH ALL PLUMBING FACILITIES . 

1 

216 

1 

180 

1 

144 

1 

162 

3 

9B2 


627 

3 

194 

4 

509 

3 

270 

3 

564 


770 


791 

LACKING ONLY HOT WATER . 


41 


16 


16 


51 


32 


29 


112 


55 


91 


52 


12 


12 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

383 

1 

124 


672 


295 

2 

334 

1 

025 

1 

271 


866 

1 

136 


679 


719 

1 

602 

DETERIORATING. 

1 

567 

1 

512 


787 

1 

246 

1 

957 


883 

3 

141 


720 

1 

101 

1 

404 


755 

1 

288 

WITH ALL PLUMBING FACILITIES . 


33 


140 


188 


356 


331 


53 


892 


174 


232 


559 


126 


39 

LACKING ONLY HOT WATER . 


8 


13 


12 


69 


44 


Bn 


132 


17 


17 


50 


20 


4 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

526 

1 

359 


587 


821 

1 

582 



2 

117 


529 




795 


609 

1 

245 

DILAPIDATED. 


429 


343 


183 


374 


977 

■ 


2 

182 



■ 



603 


262 


332 

VACANT AVAILABLE FOR SALE. 


8 


13 


5 


31 


38 


5 


75 


74 

■ 



32 


13 


20 

WITH ALL PLUMBING FACILITIES . 


4 


7 


2 


20 


17 


2 


23 


61 

■ 



30 


5 


... 

VACANT available FOR RENT. 


79 


87 


61 


117 


122 


43 


230 


58 

■ 



77 


60 


51 

WITH ALL PLUMBING FACILITIES . 


20 


15 


28 


39 


38 


4 


127 


29 




53 


11 


11 

ALL HOUSING UNITS. 

4 

636 

4 

175 

2 

802 

3 

128 

9 

282 

2 

874 

■ 

H 

■ 

■ 

5 

824 

— 

6 

302 

2 

518 

4 

025 

WATER supply 

























HOT and cold piped WATER INSIDE STRUCTURE. 

1 

407 

1 

572 

1 

509 

1 

769 

4 

999 


805 

4 

567 



3 

726 

4 

425 

1 

097 


965 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


285 


328 


237 


556 


751 


212 

1 

938 




587 


500 


366 


223 

piped water outside structure. 


44 


218 


41 


81 


283 


24 


487 


18 


92 


154 


24 


13 

NO PIPED Water . 

2 

900 

2 

057 

1 

015 


722 

3 

249 

1 

833 

2 

908 


936 

1 

419 

1 

223 

1 

031 

2 

824 

TOILET facilities 

























FLUSH toilet. EXCLUSIVE USE. 

1 

306 

1 

388 

1 

447 

1 

715 

4 

566 


722 

4 

824 

4 

807 

3 

787 

4 

516 

1 

027 


875 

FuUSH toilet. SHARED . 


32 


77 


63 


23 


193 


16 


35 


19 


142 


93 


49 


42 

other toilet FACILITIES OR NONE. 

3 

298 

2 

710 

1 

292 

1 

390 

4 

503 

2 

136 

5 

041 

1 

465 

1 

895 

1 

693 

1 

442 

3 

108 

BATHING facilities 

























BATHTUB OR SHOWER. EXCLUSIVE USE . 

1 

330 

1 

356 

1 

372 

1 

683 

4 

496 


716 

4 

633 

4 

799 

3 

628 

4 

365 


948 


899 

BATHTUB OR SHOWER. SHARED. 


37 


76 


72 


18 


190 


21 


31 


23 


133 


80 


4a 


37 

NO BATHTUB OR SHOWER . 

3 

269 

2 

743 

1 

358 

1 

427 

4 

596 

2 

137 

5 

236 

1 

469 

2 

063 

1 

857 

1 

522 

3 

089 

ROOMS 

























1 ROOM . 


43 


8 


30 


79 


131 


13 


135 


44 


76 


64 


4 


26 

2 ROOMS. 


102 


93 


125 


133 


271 


60 


366 


107 


276 


170 


27 


226 

3 ROOMS. 


452 


578 


234 


244 

1 

047 


229 

1 

343 


446 


604 


738 


139 


510 

4 ROOMS. 

1 

049 

1 

379 


717 

1 

019 

2 

301 


594 

3 

353 

1 

675 

1 

303 

1 

692 


468 

1 

449 

5 ROOMS. 


912 


861 


601 


743 

2 

137 


555 

2 

305 

1 

761 

1 

365 

1 

313 


525 


847 

6 ROOMS. 

1 

195 


709 


598 


556 

1 

735 


697 

1 

480 

1 

383 

1 

015 

1 

145 


567 


577 

7 ROOMS. 


470 


270 


284 


208 


924 


368 


496 


574 


501 


607 


415 


210 

e ROOMS OR MORE. 


413 


277 


213 


146 


736 


358 


422 


301 


684 


573 


373 


180 

MEDIAN1 

























ALL UNITS. 


5.2 


4.5 


5.0 


4.6 


UK*] 


5.5 


4.4 


5.0 


5.0 


4.9 


5.7 


4.4 

owner occupied . 


5.6 


5.1 


5.4 


5.0 




5.8 


4.9 


5.1 


5.6 


5.5 


6.0 


4.7 

RENTER OCCUPIED. 


4.4 


4,0 


4.1 


4.1 




4.9 


4.0 


4.4 


4.4 


4.1 




4.1 

UNITS IN STRUCTURE 


























4 

534 

4 

135 

2 

794 

3 

056 



2 

830 

9 

230 

5 

942 

5 

288 

5 

553 




942 



63 


4 


• • • 


35 


246 


26 


194 


129 


216 


281 




57 

3 AND .. 


9 


• •_# 


. . • 


4 


75 


10 


181 


56 


118 


263 




6 

5 TO 9 . 


• . . 


.... 


. « • 


• 


43 


• « 


181 


10 


105 


146 


HE 


6 

10 OR more . 


6 


* “ r 


- t “ 


• . . 


20 


... 


65 


• . • 


36 


27 


D 


... 

TRAILER! ON PERMANENT FOUNDATION . 


4 


4 


8 


9 


4 


8 


12 


8 


12 


4 


In 


3 

MOBILE . 


20 


32 


... 


24 


52 


... 


37 


146 


49 


28 


25 


11 

YEAR structure BUILT 

























1959 TO MARCH 1960 . 


132 


83 


59 


39 


349 


65 


198 


286 


106 


203 


39 


115 

1955 TO 1958 . 


236 


232 


137 


198 


582 


117 


571 

1 

320 


276 


590 


113 


251 

1950 TO 1954 . 


343 


296 


208 


671 


997 


225 


912 

1 

268 


539 


754 


73 


636 

1940 TO 1949 .. . 


877 


785 


349 


451 

1 

622 


452 

2 

253 


882 


528 


795 


129 


926 

1930 To 1939 . 


828 


664 


399 


290 




295 

2 

015 


556 


606 


742 


253 


907 

1929 OR EARLIER. 

2 

220 

2 

115 

1 

650 

1 

479 



1 

720 

3 

951 

1 

979 

3 

769 

3 

218 

1 

911 

1 

190 

BASEMENT 

























basement . 


949 


770 


708 


357 




335 

1 

756 

4 

175 

2 

165 

2 

637 


889 


704 

CONCRETE SLAB. 


572 


551 


318 


515 




77 

1 

082 


348 


688 


661 


213 


122 

OTHER. 

3 

115 

2 

854 

1 

776 

2 

256 

■ 


2 

462 

7 

062 

1 

768 

2 

971 

3 

004 

1 

416 

3 

199 
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19-67 


Table 28.—Tenuri;, Vacancy Status, Condition and Plumbing Facilities, and Structural Tenure by Color, Rooms 

Characteristics, tor Counties Outside SMSA's; 1960—Con. Vacancy Smus Units in Structure 

Condition & Plumb. Trailer 

[Some data based on sample; see text Median not shown where base is leas than 200] Water Supply Year Structure 

Toilet Facilities Built 

Bathing Facilities Basement 


SUBJECT 


ALL HOUSING UNITS. 

TENURE. COLOR. AND VACANCY STATUS 

occupied... 

OWNER occupied . 

WHITE. 

NONWHITE . 

renter occupied. 

WHITE. 

NONWHITE . 


VACANT . 

YEAR ROUND . , . 

SOUND OR deteriorating , . 

available. 

FOR SALE ONLY. 

FOR RENT... 

rented or sold, awaiting OCCUPANCY , 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL... 


CONDITION AND PLUMBING 

ALL UNITS. .... . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

Lacking other plumbing facilities. , , . 

DETERIORATING. 

WITH all plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING other PLUMBING FACILITIES. , . . 

dilapidated. 

VACANT AVAILABLE FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND cold PIPED WATER INSIDE STRUCTURE, 
ONLY COLD PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . 

TOILET FACILITIES 

FLUSH toilet. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER toilet FACILITIES OR NONE. 

BATHING facilities 

bathtub or shower, exclusive use . 

BATHTUB OR SHOWER. SHARED.. . 

NO bathtub or SHOWER.. . . . . 

ROOMS 


1 ROOM 

2 ROOMS. 

3 ROOMS.. . . . 

4 ROOMS. 

5 ROOMS. . , , . 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE, . 

MEDIANi 

ALL UNITS. 

OWNER occupied ...... 

renter occupied. 

UNITS IN structure 


. . 

3 AND 4. , . 

5 TO 9 . , , . 

10 OR more . . . 

TRAILERi on permanent foundation, , , . . 

mobile . 

YEAR structure BUIlT 

1959 TO MARCH 1960 . . , . 

1955 TO 1958 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 


BASEMENT 


BRECK¬ 

INRIDGE 

BULLITT 

BUTLER 

CALDWELL 

CALLOWAY 

CARLISLE 

CARROLL 

CARTER 

CASEY 

CHRIS¬ 

TIAN 

CLARK 

CLAY 

4 

741 

4 

713 

3 

119 

4 

571 

7 

205 

2 

032 

2 

734 

S 

860 

4 

194 

15 

308 

6 

775 

4 993 

4 

225 

4 

193 

2 

718 

4 

167 

6 

553 

1 

667 

2 

443 

5 

369 

3 

789 

14 

063 

6 


4 554 

2 

965 

3 

052 

1 

957 

2 

865 

4 

749 

1 

388 

1 

340 

3 

777 

2 

745 

7 

612 

3 

508 

2 838 

2 

855 

2 

999 

1 

945 

2 

702 

4 

648 

1 

372 

1 

311 

3 

777 

2 

737 

6 

197 

3 

154 

2 776 


110 


53 


12 


163 


101 


16 


29 


• e • 


8 

1 

415 


b3!1 

62 

1 

260 

1 

141 


761 

1 

302 

1 

804 


479 

1 

103 

1 

592 

1 

044 

6 

451 



1 716 

1 

193 

1 

125 


748 

1 

163 

1 

721 


475 

1 

056 

1 

592 

1 

036 

4 

831 


lBI 

1 687 


67 


16 


13 


139 


83 


4 


47 


... 


8 

1 

620 

m 


29 


516 


520 


401 


404 


652 


165 


291 


491 


405 

1 

245 



439 


443 


423 


320 


315 


397 


116 


202 


372 


311 

1 

144 


427 

337 


326 


237 


171 


241 


324 


81 


159 


266 


172 


872 


307 

265 


110 


139 


58 


125 


154 


38 


112 


176 


61 


565 


199 

205 


24 


31 


12 


10 


47 


20 


16 


42 


6 


104 


36 

6 


B6 


108 


46 


115 


107 


18 


96 


134 


55 


461 


163 

199 


17 


16 


10 


10 


27 


1 


4 


13 


6 


38 


25 

1 


66 


30 


11 


12 


35 


11 


15 


28 


34 


34 


21 

17 


133 


52 


92 


94 


108 


31 


28 


49 


71 


235 


62 

42 


117 


186 


149 


74 


73 


35 


43 


106 


139 


272 


120 

72 


73 


97 


81 


89 


255 


49 


89 


119 


94 


101 


81 

102 

4 

741 

4 

713 

3 

119 

4 

571 

7 

205 

2 

032 

2 

734 

5 

860 

4 

194 

15 

308 

6 

775 

4 993 

2 

535 

2 

995 

1 

108 

3 

054 

5 

272 

1 

196 

1 

900 

3 

055 

2 

151 

10 

578 

4 

735 

1 807 

1 

193 

2 

031 


406 

2 

044 

3 

827 


769 

1 

135 

1 

585 


780 

9 

034 

3 

842 

763 


30 


44 


17 


84 


77 


22 


36 


32 


28 


60 


47 

32 

1 

312 


920 


685 


926 

1 

368 


405 


729 

1 

438 

1 

343 

1 

484 


846 

1 012 

1 

478 

1 

167 

1 

410 

1 

101 

1 

693 


617 


665 

1 

949 

1 

296 

3 

020 

1 

360 

2 506 


239 


243 


128 


215 


485 


134 


94 


275 


71 

1 

055 


614 

153 


11 


33 


5 


21 


29 


25 


16 


20 


9 


68 


25 

8 

1 

228 


891 

1 

277 


865 

1 

179 


458 


555 

1 

654 

1 

216 

1 

897 


721 

2 345 


728 


551 


601 


416 


240 


219 


169 


856 


747 

1 

710 


680 

680 


24 


31 


12 


10 


47 


20 


16 


42 


6 


104 


36 

6 


4 


19 


1 


3 


28 


6 


e 


18 


1 


91 


28 

... 


86 


108 


46 


115 


107 


18 


96 


134 


55 


461 


163 

199 


10 


36 


6 


40 

_ 

45 


3 


26 


27 


11 


331 


93 

15 

4 

741 

4 

713 

3 

119 

4 

571 

— 

7 

205 

2 

032 

2 

734 

5 

860 

4 

194 

IS 

308 

6 

775 

4 993 

1 

745 

2 

499 


793 

2 

536 

4 

963 

1 

127 

1 

412 

2 

345 

1 

068 

10 

989 

4 

910 

1 073 


389 


385 


231 


482 


494 


328 


260 


518 


341 

1 

362 


531 

399 


168 


220 


58 


162 


114 


30 


51 


40 


56 


427 


117 

37 

2 

439 

1 

609 

2 

037 

1 

391 

1 

634 


547 

1 

Oil 

2 

957 

2 

729 

2 

530 

1 

217 

3 484 

1 

534 

2 

419 


621 

2 

545 

4 

544 


978 

1 

361 

2 

052 


937 

11 

223 

4 

894 

980 


46 


76 


93 


108 


IBS 


91 


65 


32 


37 


422 


209 

5 

3 

161 

2 

218 

2 

405 

1 

918 

2 

473 


963 

1 

308 

3 

776 

3 

220 

3 

663 

1 

672 

4 008 

1 

497 

2 

394 


596 

2 

409 

4 

511 


974 

1 

312 

2 

004 


926 

10 

523 

4 

681 

993 


50 


76 


89 


105 


188 


75 


61 


28 


29 


326 


217 

5 

3 

194 

2 

243 

2 

434 

2 

057 

2 

506 


983 

1 

361 

3 

828 

3 

239 

4 

459 

1 

877 

3 995 


60 


71 


57 


33 


118 


20 


28 


44 


12 


172 


54 

50 


246 


357 


225 


163 


242 


73 


111 


201 


IBS 


928 


227 

480 


632 


547 


522 


645 


944 


206 


296 


483 


350 

2 

297 


650 

755 

1 

213 

1 

595 

1 

043 

1 

557 

1 

845 


661 


720 

1 

656 

1 

145 

4 

719 

1 

404 

1 834 


911 

1 

073 


626 

1 

047 

1 

845 


572 


574 

1 

388 


782 

3 

584 

1 

694 

871 


942 


702 


339 


628 

1 

308 


329 


530 

1 

250 

1 

054 

1 

924 

1 

329 

584 


422 


196 


216 


284 


468 


110 


247 


517 


391 


877 


663 

287 


315 


172 


91 


214 


435 


61 


228 


321 


272 


807 


754 

132 


4.7 


4.4 


4.2 


4.4 


4.7 


4.6 


4.9 


4.9 


5.0 


4.4 


S.l 

4.2 


5.3 


4.7 


4.5 


4.8 


5.1 


4.8 


5.4 


5.3 


5.5 


5.0 


5.7 

4.5 


4.0 


3.9 


3.8 


4.0 


3.9 


4.1 


4.3 


4.3 


4.2 


3.9 


4.4 

3.8 

4 

579 

4 

425 

2 

976 

4 

343 

6 

708 

1 

928 

2 

456 

5 

646 

4 

148 

13 

635 

5 

749 

4 893 


43 


83 


50 


155 


244 


38 


193 


60 


17 


466 


421 

44 


25 


36 


31 


35 


92 


20 


33 


43 


21 


432 


290 

21 


• » 1 


• • • 


18 


10 


20 


6 


15 


14 


• t • 


149 


82 

15 


• • • 


• • • 


24 


4 


57 


• • 




5 


• • 


9 


129 

• • • 


8 


13 


• • • 


7 


7 


20 


• • 


40 


4 


12 


16 

• • » 


86 


156 


20 


17 


77 


20 


37 


52 


4 


605 


BS 

20 


171 


228 


69 


122 


360 


38 


35 


191 


95 


590 


217 

169 


293 


911 


282 


337 


803 


95 


180 


547 


232 

1 

984 


525 

506 


370 


663 


246 


309 


858 


208 


210 


555 


439 

2 

683 


660 

669 


544 


702 


482 


814 

1 

609 


255 


318 


920 


884 

2 

569 


753 

1 327 


602 


565 


401 


674 

1 

117 


222 


283 


807 


779 

1 

425 


839 

8B4 

2 

761 

1 

644 

1 

639 

2 

315 

2 

458 

1 

214 

1 

708 

2 

840 

1 

765 

6 

057 

3 

781 

1 438 


548 


780 


379 

1 

251 

1 

386 


344 


868 


709 


515 

2 

733 

1 

941 

387 


318 


729 


228 


532 

2 

219 


282 


163 

1 

229 


580 

4 

169 


719 

141 

3 

875 

3 

204 

2 

512 

2 

788 

3 

600 

1 

406 

1 

703 

3 

922 

3 

099 

8 

406 

4 

115 

4 465 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 
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State and Small Areas 


Table 28.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet F.'icilicics 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


all housing units. 

TENURE) COLOR* AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FDR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH all PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUmSING FACILITIES. . . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 


all housing UNITS. 

Water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED Water . 

TOILET facilities 

flush toilet* exclusive USE.. 

flush toilet* shared . , 

OTHER TOILET FACILITIES OR NONE.. 

bathing FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE . 

bathtub or shower* shared. 

NO BATHTUB OR SHOWER . 

rooms 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN* 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 


I. ...... . . 

2 . 

3 AND .... 

5 TO 9. 

10 OR MORE . ... 

TRAILER! ON PERMANENT FOUNDATION. 

MOBILE ...... . 

Year structure built 

1959 TO MARCH 1960 . 

1955 TO 1958 . 

1950 To 1954 .. . 

1940 TO 1949 . 

1930 To 1939 . 

1929 OR EARLIER. 


BASEMENT 


CLINTON 

crit- 

CUM8ER- 

DAVIESS 

EDMONSON 

ELLIOTT 

ESTILL 

FLEMING 



FULTON 

GALLATIN 


TENDEN 

LAND 








■ 

■ 

■ 

■ 




2 643 

3 186 

2 531 

21 387 

2 573 

1 783 

3 

905 

3 

607 

10 


■ 

■ 

3 

90b 

1 310 

2 364 

■I 

2 240 

19 911 



3 

555 

3 

301 

9 

886 

8 

792 

3 

488 

1 187 

1 752 


1 446 

12 835 

1 736 

1 179 

2 

392 

2 

146 

6 

304 

5 

071 

2 

056 

715 

1 744 


1 366 

12 493 

1 724 

1 179 

2 

379 

2 

065 

6 

265 

4 

857 

1 

928 

692 

8 

29 

80 

342 

12 

» • • 


13 


61 


39 


214 


128 

23 

612 

781 

794 

7 076 

525 

355 

1 

163 

1 

155 

3 

582 

3 

721 

1 

432 

472 

608 

781 

744 

6 412 

518 

355 

1 

151 

1 

101 

3 

531 

3 

323 

1 

053 

468 

4 

... 

50 

664 

7 

... 


12 


S4 


51 


398 


379 

4 

279 

435 

291 

1 476 

312 

249 


350 


306 


994 


559 


420 

123 

143 

401 

267 

1 323 

300 

199 


317 


229 


734 


502 


302 

81 

lOO 

31C 

169 

1 075 

227 

129 


163 


166 


568 


391 


182 

54 

44 

102 

58 

741 

80 

71 


65 


84 


407 


233 


90 

26 

9 

18 

6 

222 

15 

21 


12 


17 


49 


75 


15 

3 

35 

84 

52 

519 

65 

50 


53 


67 


358 


158 


75 

23 

2 

11 

7 

115 

a 

21 


22 


2 


5 


48 


9 

1 

18 

SB 

20 

60 

56 

21 


18 


27 


68 


43 


31 

9 

36 

139 

84 

159 

83 

16 


78 


53 


88 


67 


52 

18 

43 

91 

98 

246 

73 

70 


134 


63 


166 


111 


120 

27 

136 

34 

24 

153 

12 

50 


33 

■ 



260 


57 


US 

42 

2 643 

3 186 

2 531 

21 387 

2 573 

1 783 

3 

905 

■ 


■ 


9 

351 

3 

908 

1 310 

1 196 

2 103 

1 398 

17 404 

1 376 

938 

1 

840 






938 

2 

225 

881 

458 

1 144 

564 

14 854 

533 

266 

1 

167 



3 

602 

6 

252 

1 

761 

443 

24 

39 

16 

167 

a 

15 


51 


IU«I 


80 


33 


90 

11 

714 

920 

818 

2 383 

835 

657 


622 


EMk] 

2 

384 


653 


374 

427 

1 071 

852 

679 

2 759 

890 

568 

1 

284 



3 

406 

1 

692 

1 

096 

327 

145 

48 

48 

916 

12 

16 


173 


58 


BOS 


848 


300 

32 

12 

11 

8 

109 

• t • 

• • « 


31 


• • • 


80 


34 


40 

16 

914 

793 

623 

1 734 

878 

552 

1 

080 

1 

028 

2 

521 


810 


756 

279 

376 

231 

454 

1 224 


277 


781 


330 

1 

371 


721 


587 

102 

9 

18 

6 

222 


21 


12 


17 


49 


75 


15 

3 

... 

2 

... 

201 


... 


2 


4 


23 


67 


10 

2 

35 

84 

52 

519 

65 

50 


53 


67 


358 


158 


75 

23 

1 

15 

7 

287 

9 

2 


20 


13 


111 


104 


31 

7 

2 643 

3 186 

2 531 

21 387 

2 573 

1 783 

3 

905 

3 

607 

10 

880 

9 

351 

3 

908 

1 310 

709 

1 409 

722 

16 960 

797 

389 

1 

492 



4 

968 

7 

723 

2 

279 

551 

178 

268 

230 

1 933 

139 

120 


404 


307 

1 

192 


492 


635 

151 

80 

36 

99 

460 

69 

12 


56 


96 


108 


64 


219 

38 

1 676 

1 473 

1 480 

2 034 

1 568 

1 262 

1 

953 

1 

988 

4 

575 

1 

072 


775 

570 

693 

1 283 

691 

16 955 

587 

297 

1 

542 

1 

027 

4 

831 

7 

528 

2 

354 

547 

31 

71 

14 

610 

• • • 

• ■ • 




50 


28 


230 


185 

8 

1 919 

1 832 

1 826 

3 822 

1 986 

1 4B6 

■ 

303 



5 

984 

1 

593 

1 

369 

755 

694 

1 258 

645 

16 304 

584 

304 

I 

446 



4 

738 

7 

362 

2 

251 

526 

31 

71 

10 

572 

• • • 

• « t 






24 


202 


168 

4 

1 918 

1 857 

1 876 

.4 511 

1 989 

1 479 

1 




6 

081 

1 

787 

1 

489 

780 

16 

24 

19 

300 

17 

8 

■ 





68 


113 


88 

25 

135 

100 

85 

750 

174 

74 


ll:»l 


77 


333 


324 


207 

55 

305 

358 

236 

2 716 

426 

273 


kLifl 


262 

1 

122 

1 

289 


422 

119 

638 

1 072 

606 

6 015 

904 

479 


IX-i!l 



3 

502 

2 

051 

1 

013 

385 

575 

828 

613 

5 858 

513 

418 


843 


R nil 

2 

822 

2 

313 


828 

304 

462 

487 

487 

3 143 

315 

306 


824 



1 

631 

1 

961 


781 

234 

260 

161 

284 

1 544 

130 

140 


425 


E? !tl 


694 


758 


315 

59 

252 

156 

199 

1 061 

94 

85 

■ 



E 3 


671 


542 


254 

129 

4.9 

4.5 

5.0 

4.7 

4.2 


■ 





4.6 


4.9 


4.8 

4.7 


4.9 

5.6 

5.1 

4.5 

5.1 




knrl 


5.0 


5.5 


5.5 

5.2 

4.2 

4.2 

4.4 

3.9 

3.9 

4.1 


4.1 


4.8 


4.3 


4.0 


4.1 

4.3 

2 574 

3 095 

2 457 

19 014 

2 525 

1 737 

3 

781 

3 

551 

10 

299 

7 

460 

3 

440 

1 271 

• • • 

60 

35 

930 

9 

5 


69 


5 


117 


923 


267 


5 

10 

15 

765 

5 

10 


19 


18 


231 


543 


133 

^ . . 

17 

5 

• • • 

381 

• • t 

15 


4 


• • • 


140 


149 


14 

T * • 

• • • 

• • • 

• • t 

91 

• • • 

• « • 


11 


• • • 


36 


156 


31 

t t t 

32 

t • • 

4 

8 

a 

• « • 


• • • 


13 


• • • 


13 


,3 

4 

15 

16 

20 

198 

26 

16 


21 


20 


24 


107 


20 

35 

117 

89 

84 

853 

95 

52 


94 


76 


260 


386 


71 

21 

206 

149 

166 

2 790 

213 

89 


182 


110 


596 

1 

057 


148 

97 

288 

190 

215 

3 283 

256 

219 


340 


200 


842 

1 

122 


231 

74 

816 

584 

548 

3 312 

573 

341 


550 


298 

2 

411 

1 

421 


4ie 

121 

394 

446 

404 

2 856 

499 

323 


651 


345 

2 

123 

1 

344 


478 

91 

822 

1 728 

1 114 

6 293 

937 

759 

2 

08B 

2 

578 

4 

611 

4 

021 

2 

562 

906 

485 

853 

319 

5 967 

255 

149 


792 


698 

1 

376 

4 

424 


807 

412 

205 

251 

115 

3 754 

299 

109 


327 


211 

1 

301 

1 

111 


788 

148 

1 953 

2 062 

2 097 

11 666 

2 019 

1 525 

2 

766 

2 

698 

8 

170 

3 

816 

2 

313 

750 
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Kentucky 


19-69 


Table 28. Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960~Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS. 

TENUREt COLORt ANO VACANCY STATUS 

OCCUPIED.. . . . . 

OWNER OCCUPIED . 

white. ... . 

NONWHITE . . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR round . 

SOUND OR DETERIORATING . 

available. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLD. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS ...... 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. , . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING other PLUMBING FACILITIES. . . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. 

with ALL PLUMBING FACILITIES . 

VACANT AVAILABLE FOR RENT. . . . . . 
WITH ALL PLUMBING FACILITIES . 


ALL HOUSING units. 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . 

TOILET FACILITIES 

FLUSH toilet. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING facilities 

bathtub or SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. 

NO BATHTUB OR SHOWER . 

ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS.. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIANt 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. . 

UNITS IN STRUCTURE 


1 . 

2 . 

3 AND 4. ... ... . . . 

5 TO 9 .... , . 

10 OR more . 

TRAILERi ON PERMANENT FOUNOATION. 

MOBILE . 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 ....... . 

1955 TO 1958 ... 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . , . 

1929 OR EARLIER. 


BASEMENT 


GARRARD 

GRANT 

GRAVES 

GRAYSON 

GREEN 

GREENUP 

HANCOCK 

HARDIN 

HARLAN 

_ 

HARRI¬ 

SON 

HART 

HENRY 

HICKMAN 

3 388 

3 371 

10 

663 

5 247 

3 614 

8 470 

1 863 

14 

883 

14 

864 

4 604 

4 

672 

3 738 

2 326 

2 981 

2 906 

9 

799 

4 543 

3 378 


1 595 

13 

354 

12 

BOB 

■ 

4 

160 


2 105 

1 855 

1 959 

7 

133 

3 491 

2 345 


1 131 

7 

449 

5 

829 


2 

726 


1 451 

1 699 

1 940 

6 

878 

3 471 

2 260 


1 094 

7 

216 

5 

598 


2 

563 


1 369 

156 

19 


255 

20 

85 

40 

37 


233 


231 

82 


163 

118 

62 

1 126 

947 

2 

666 

1 052 

1 033 

1 828 

464 

5 

905 

6 

979 

1 769 

1 

434 

1 231 


1 014 

933 

2 

400 

1 044 

970 

1 828 

460 

5 

331 

6 

222 

1 663 

1 

238 

1 118 


112 

14 


266 

B 

63 

... 

4 


574 


757 

106 


196 

113 


407 

465 


864 

704 

236 

709 

268 

1 

529 

2 

056 

287 


512 

363 

221 

224 

299 


722 

605 

200 

617 

212 

1 

425 

1 

843 

232 


389 

266 

168 

151 

228 


567 

441 

164 

461 

142 

1 

237 

1 

079 

179 


200 

179 

117 

80 

104 


298 

208 

63 

282 

50 


6BS 


78? 

104 


76 

124 

49 

11 

20 


69 

60 

12 

102 

19 


96 


54 

14 


6 

15 

7 

69 

84 


229 

148 

51 

180 

31 


589 


728 

90 


70 

109 

42 

8 

27 


14 

5 

2 

41 

6 


42 


49 

7 


4 

6 

4 

23 

19 


35 

130 

12 

18 

28 


37 


92 

39 


15 

3 

e 

40 

78 


220 

98 

87 

120 

58 


473 


156 

29 


105 

46 

56 

73 

71 


155 

164 

36 

156 

70 


188 


764 

53 


189 

87 

71 

1B3 

166 


142 

99 

36 

92 

56 


104 


213 

55 


123 

97 

33 

3 388 

3 371 

10 

663 

5 247 

3 614 

8 470 

1 863 

14 

883 

14 

864 

4 604 

4 

672 

3 736 

2 326 

2 141 

2 248 

e 

133 

3 013 

2 509 

6 027 

502 

10 

996 

6 

626 

3 684 

2 

524 

2 462 

1 467 

1 382 

1 167 

5 

391 

1 442 

1 318 

5 037 

366 

9 

362 

4 

122 

2 310 

1 

350 

1 321 

944 

16 

47 


184 

39 

14 

49 



58 


167 

21 


20 

22 

27 

743 

1 034 

2 

558 

1 532 

1 177 

941 


1 

576 

2 

337 

1 353 

1 

154 

1 119 

496 

680 

759 

1 

885 

1 682 

905 

1 731 


2 

478 

5 

252 

778 

1 

343 

1 024 

569 

82 

75 


299 

176 

69 

485 



985 

1 

312 

111 


208 

170 

174 

e 

12 


64 

4 

4 

19 



22 


154 

23 


20 

33 

68 

790 

672 

1 

522 

1 502 

832 

1 227 


1 

471 

3 

786 

644 

1 

115 

821 

347 

367 

364 


645 

552 

200 

712 

213 

1 

409 

2 

986 

142 


805 

252 

270 

11 

20 


69 

60 

12 

102 

19 


96 


54 

14 


6 

15 

7 

9 

14 


50 

12 

7 

86 

4 


77 


19 

e 


2 

7 

4 

69 

84 


229 

148 

51 

180 

31 


589 


728 

90 


70 

109 

42 

17 

9 


58 

32 

2 

124 

2 


367 


135 

35 


10 

17 

10 

3 38B 

3 371 

10 

663 

5 247 

3 614 

8 470 

1 863 

14 

883 

14 

864 

4 604 

4 

672 

3 738 

2 326 

1 628 

1 473 

6 

564 

1 967 

1 549 

5 908 

749 

11 

594 

6 

864 

2 624 

1 

794 

1 716 

1 251 

277 

409 

1 

434 

415 

213 

515 

259 


855 

3 

293 



392 

353 

371 

88 

50 


117 

139 

102 

78 

20 


20b 


674 

Hnu 


100 

SB 

81 

1 395 

1 439 

2 

548 

2 726 

1 750 

1 969 

835 

2 

226 

4 

013 


2 

386 

1 581 

623 

1 554 

1 363 


9 

1 689 

1 429 

•5 679 

720 

11 

068 

6 

439 

2 609 

1 

641 

1 594 

1 309 

54 

90 



43 

27 

8 

35 


445 


163 

62 


49 

56 

73 

1 780 

1 918 


n 

3 515 

2 158 

2 783 

1 108 

3 

370 

8 

262 

1 913 

2 

982 

2 088 

944 

1 503 

1 350 


1 

1 700 

1 420 

5 694 

708 

10 

889 

6 

118 

2 493 

1 

633 

1 558 

1 264 

59 

84 


KfU 

39 

23 

12 

19 


445 


179 

58 


49 

56 

69 

1 826 

1 937 

1 

n 

3 508 

2 171 

2 764 

1 136 

3 

549 

e 

567 

2 053 

2 

990 

2 124 

993 

14 

75 


64 

29 

17 

53 

4 


134 


143 

34 


37 

28 

16 

107 

191 


346 

261 

148 

162 

63 

1 

140 


515 

172 


241 

160 

53 

349 

396 

1 

401 

6BS 

338 

546 

257 

2 

072 

1 

706 

399 


6BS 

274 

281 

779 

1 017 

3 

640 

1 763 

856 

2 309 

538 

4 

511 

6 

290 

1 004 

1 

249 

868 

627 

699 

649 

2 

565 

1 320 

762 

2 517 

399 

3 

278 

3 

356 

1 221 


914 

706 

583 

731 

562 

1 

675 

700 

925 

1 786 

382 

2 

055 


756 

869 


830 

779 

441 

359 

331 


606 

294 

297 

651 

127 

1 

056 


624 

489 


403 

469 

165 

350 

150 


366 

195 

271 

446 

93 


637 


474 

416 


310 

454 

160 

5.1 

4.5 


4.5 

4.4 

5.1 


4.7 


4.4 


4.3 

5.1 


4.6 

5.3 

4>B 

5.B 

5.1 


4.8 

4.7 

5.5 


5.1 


4.9 


CIH 

5.5 


5.2 

5.7 

5.2 

4.4 

4.0 


3.9 

4.0 

4.4 

4.4 

4.3 


4.1 


4.1 

4.4 


4.0 

4.4 

4.1 

3 190 

2 927 

9 

984 

5 177 

3 406 

8 066 

1 802 

10 

377 

14 

160 

4 289 

4 

536 

3 644 

2 136 

75 

176 


357 

10 

45 

205 

28 


880 


175 

140 


107 

61 

132 

73 

123 


145 

10 

25 

71 

16 


612 


162 

86 


4 

5 

14 

36 

18 


72 

• • • 

10 

14 

9 

1 

527 


165 

22 


• « • 

• * t 

10 

10 

17 


23 

• t • 

f • t 

15 

• • • 


514 


145 

5 


5 

16 

4 

4 

• • • 


S 

B 

• t • 

35 

4 


58 


16 

20 


8 

8 

7 

• • • 

110 


74 

42 

128 

64 

4 


915 


41 

40 


12 

4 

23 

42 

209 


286 

227 

230 

328 

20 


676 


188 

95 


98 

105 

46 

180 

183 


709 

366 

334 

1 222 

79 

2 

710 


629 

233 


257 

203 

119 

329 

238 

1 

317 

543 

363 

1 261 

125 

3 

399 


667 

231 


405 

181 

181 

404 

360 

1 

660 

841 

643 

1 237 

162 

2 

616 

2 

678 

352 


695 

405 

283 

417 

374 

1 

443 

693 

487 

1 007 

376 

1 

759 

2 

578 

485 


731 

419 

332 

2 016 

2 007 

5 

248 

2 577 

1 557 

3 415 

1 101 

3 

723 

7 

924 

3 208 

2 

486 

2 425 

1 365 

986 

1 067 

1 

518 

786 

919 

2 561 

323 

4 

578 

2 

648 

1 709 


990 

763 

320 

281 

264 

3 

557 

427 

512 

1 470 

167 

2 

302 

1 

100 

422 


621 

338 

356 

2 121 

2 040 

5 

sea 

4 034 

2 183 

4 439 

1 373 

B 

003 

11 

116 

2 473 

3 

061 

2 637 

1 650 
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19-70 


State and Small Areas 


Table 28.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960— Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing F.icilicies 


Rooms 

L’nits in Structure 
Tniiler 

Year Structure 
Built 
Basement 


SUBJECT 

HOPKINS 

JACKSON 

JESSA- 

JOHNSON 

KNOTT 

KNOX 

LARUE 

LAUREL 

LAW- 

LEE 



LEWIS 






MINE 











RENCE 



■ 

■ 

B 

■ 



all housing units. 

12 

643 

3 

219 

3 

971 

5 

876 

4 

284 

7 

046 

3 

271 

7 

023 

3 

778 

■ 

■ 

i 

g 

e 

260 

3 

934 

TENURE) COLOR) AND VACANCY STATUS 



























OCCUPIED . 

11 

716 

2 

716 

3 

746 

5 

223 

3 

BOB 

6 

336 



6 

420 

3 

208 

1 

946 

2 

289 

7 

293 

3 

454 

OWNER OCCUPIED . 

B 

34B 

2 

004 

2 

008 

3 

517 

2 

524 

4 

147 



4 

803 

2 

126 

1 

337 

1 

507 

4 

921 

2 

200 

WHITE. 

7 

662 

2 

004 

1 

799 

3 

517 

2 

508 

4 

054 

2 

158 

4 

759 

2 

122 

1 

329 

1 

507 

4 

745 

2 

200 

NONWHITE . 


6B6 


. . - 


209 


• • • 


16 


93 


B1 


44 


4 


e 


• ■ • 


176 


« • . 

renter occupied. 

3 

36B 


712 

1 

738 

1 

706 

1 

284 

2 

189 


767 

1 

617 

1 

082 


609 


782 

2 

372 

1 

254 

WHITE. 

3 

032 


712 

1 

577 

1 

702 

1 

272 

2 

164 


717 

1 

597 

1 

082 


605 


782 

2 

354 

1 

250 

NONWHITE . 


336 


... 


161 


4 


12 


25 


50 


H 


... 


4 


B 


18 


4 

VACANT . 


927 


503 


225 


653 


476 


710 


265 


H 


570 


207 


m 


967 


480 

YEAR round . 


847 


441 


188 


551 


417 


630 


206 


331 


423 


186 


85 


713 


293 

SOUND OR DETERIORATING . 


656 


263 


151 


356 


380 


460 


164 




356 


135 


73 


494 


170 

available. 


405 


159 


89 


195 


254 


247 


84 


Hg 


133 


29 


63 


240 


97 

FOR SALE only. 


106 


17 


22 


46 


43 


24 


26 


29 


14 


3 


2 


44 


14 

FOR RENT . 


299 


142 


67 


149 


211 


223 


58 


82 


119 


26 


61 


196 


83 

RENTED OR SOLO) AWAITING OCCUPANCY . 


51 


7 


17 


14 


1 


4 


11 


9 


1 


11 


1 


30 


6 

HELD FOR OCCASIONAL USE. 


58 


21 


11 


43 


16 


68 


10 


38 


23 


28 


3 


59 


6 

HELD FOR other REASONS . 


142 


76 


34 


104 


109 


141 


59 


114 


199 


67 


6 


165 


61 

DILAPIDATED. 


191 


178 


37 


195 


37 


170 


42 


59 


67 


51 


12 


219 


123 

SEASONAL . 


80 


62 


37 


102 


59 


BO 




272 


147 


21 


5 


254 


187 

CONDITION AND PLUMBING 



























ALL UNITS. 

12 

643 

3 

219 

3 

971 

5 

876 

4 

284 

7 

046 

3 


7 


3 

778 

2 

153 

2 

379 

8 

260 

3 

934 

SOUND. 

B 

733 

1 

282 

2 

467 

3 

182 

2 

479 

3 

354 

2 

295 

4 

396 

2 

235 


731 

1 

420 

4 

630 

1 

796 

WITH ALL PLUMBING FACILITIES . 

6 

560 


331 

1 

908 

1 

865 


835 

1 

930 

1 

529 

2 

295 


971 


307 


314 

2 

342 


794 

LACKING ONLY HOT WATER . 


95 


16 


47 


77 


57 


81 


19 


56 


24 


22 


20 


93 


26 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 

07B 


935 


512 

1 

240 

1 

587 

1 

343 


747 

2 

045 

1 

240 


402 

1 

086 

2 

195 


976 

DETERIORATING. 

2 

383 

1 

380 


961 

1 

761 

1 

507 

2 

366 


711 

2 

158 

1 

305 

1 

040 


700 

2 

544 

1 

412 

WITH all plumbing FACILITIES . 


594 


46 


175 


230 


64 


351 


127 


174 


186 


113 


15 


338 


107 

LACKING ONLY HOT WATER . 


77 


12 


70 


66 


4 


45 


8 


47 


9 


22 


12 


71 


10 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

712 

1 

322 


716 

1 

465 

1 

439 

1 

970 


576 

1 

937 

1 

110 


905 


673 

2 

135 

1 

295 

dilapidated. 

1 

527 


557 


543 


933 


298 

1 

326 


265 


469 


238 


382 


259 

1 

086 


726 

VACANT AVAILABLE FOR SALE. 


106 


17 


22 


46 


43 


24 


26 


29 


14 


3 


2 


44 


14 

WITH ALL PLUMBING FACILITIES . 


B2 


3 


22 


16 


2 


12 


14 


16 


5 


1 


1 


12 


11 

VACANT available FOR RENT. 


299 


142 


67 


149 


211 


223 


58 


82 


119 


26 


61 


196 


83 

WITH ALL PLUMBING FACILITIES . 


154 


6 


23 


23 


11 


B5 


21 


33 


19 


3 


9 


31 


6 

ALL HOUSING UNITS. 

12 

643 

3 

219 

3 

971 

5 

876 

4 

284 

7 

046 

n 

■ 

■ 

g 

3 

778 

2 

153 

2 

379 

8 

260 

3 

934 

WATER supply 



























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

B 

066 


455 

2 

345 

2 

394 

1 

068 

2 

471 

1 

812 



1 

389 


469 


394 

3 

266 

1 

109 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 

457 


212 


469 


814 


479 


793 


234 



■ 



262 


199 

1 

274 


400 

PIPED water outside STRUCTURE. 


2B1 


275 


83 


94 


40 


105 


99 



■ 



93 


13 


134 


48 

NO PIPED water . 

2 

839 

2 

277 

1 

074 

2 

574 

2 

697 

3 

677 

1 

126 



m 


1 

329 

1 

773 

3 

586 

2 

377 

TOILET facilities 

















■ 










FLUSH TOILET) EXCLUSIVE USE. 

7 

SB2 


422 

2 

413 

2 

469 


984 

2 

602 

1 

717 



■ 



479 


369 

3 

045 


991 

FLUSH TOILET) SHARED . 


241 


27 


64 


13 


e 


34 


24 


39 


10 


e 




77 


12 

OTHER toilet FACILITIES OR NONE. 

4 

520 

2 

770 

1 

494 

3 

394 

3 

292 

4 

410 

1 

530 

4 

348 

2 

519 

1 

666 

2 

010 

5 

138 

2 

931 

BATHING FACILITIES 



























bathtub or SHOWER) EXCLUSIVE USE . 

7 

607 


429 

2 

278 

2 

350 

1 

000 

2 

450 

1 

723 

2 

592 

1 

248 


483 


377 

2 

955 


966 

BATHTUB OR SHOWER) SHARED. 


187 


35 


69 


17 


4 


34 


28 


39 


5 


e 



67 


12 

NO BATHTUB OR SHOWER . 

4 

849 

2 

755 

1 

624 

3 

509 

3 

280 

4 

562 

1 

520 

4 

392 

2 

525 

1 

662 

2 


5 

238 

2 

956 

ROOMS 



























1 ROOM. 


84 


39 


32 


16 


48 


92 


20 


54 


38 


34 


12 


120 


43 

2 ROOMS. 


488 


226 


166 


192 


244 


382 


137 


276 


115 


138 


145 


335 


87 

3 ROOMS. 

1 

393 


501 


546 


642 


519 


912 


322 


5BS 


262 


192 


444 

1 

135 


286 

4 ROOMS. 

4 

383 

1 

002 


963 

1 

575 

1 

497 

2 

360 


883 

2 

142 


912 


687 

1 

030 

2 

687 


985 

5 ROOMS. 

3 

446 


658 


766 

1 

409 

1 

091 

1 

599 



1 

832 


851 


543 


459 

1 

974 


968 


1 

803 


404 


668 

1 

000 


510 

1 

005 


709 

1 

252 


788 


298 


159 


995 


927 

7 ROOMS. 


623 


246 


345 


572 


195 


413 


379 


536 


435 


124 


60 


420 


386 

B ROOMS OR MORE. 

MEDIAN) 


423 


143 


483 


470 


180 


283 


219 


343 


377 


137 


70 


594 


252 

ALL UNITS. 


4.5 


4.3 


4.9 


4,9 


4.4 


4.4 


5.0 


4.7 


5.2 


4.5 


4.1 


4.4 


5.1 

owner OCCUPIED . 


4.8 


4.8 


5.5 


5,3 


4.7 


4.9 


5.4 


5.0 


5.7 


4.8 


4.2 


4.9 


5.5 

RENTER OCCUPIED. 


4.0 


4.0 


4.2 


4.3 


4.0 


4.0 


4.1 


4.2 


4.7 


4.1 


3.7 


3.9 


4.7 

UNITS IN structure 




























11 

906 

3 

182 

3 

611 

5 

635 

4 

255 

6 

832 

3 

190 

6 

819 



■ 

059 

2 

231 

7 

965 

3 

895 



356 


10 


134 


31 


25 


53 


20 


85 


Ifj't 


57 


48 


94 


9 

3 AND .... 


175 


15 


100 


57 


# 


60 


25 


36 


B fi 


448 


26 


76 



10 OR MORE . 

TRAILER! ON PERMANENT FOUNOATION. 


41 

23 

24 


*4 


20 

5 

12 


122 

4 


4 


20 

27 

4 


4 


34 

B 


1 

■ 

577 

4 


50 

20 


47 

62 


4 

MOBILE . 


118 


8 


89 


27 




50 


32 


41 


e 


8 


4 


16 


26 

YEAR STRUCTURE BUILT 



























1959 TO MARCH 1960 . 


480 


90 


137 


100 


93 


154 


111 


278 


97 


68 


108 


117 


75 

1955 TO 195B... 

1 

023 


263 


392 


371 


325 


484 


257 


609 


205 


176 


305 


415 


314 


1 

158 


323 


335 


370 


632 


635 


324 


911 


285 


144 


460 


522 


335 


1 

827 


608 


394 

1 

066 

1 

368 

1 

497 


522 

1 

468 


571 


447 


798 

1 

649 


557 

1930 To 1939 .. . 

1 

626 


770 


291 

1 

118 


938 

1 

417 


445 

1 

456 


694 


418 


352 

1 

280 


565 


6 

529 

1 

165 

2 

422 

2 

851 


928 

2 

B59 

1 

612 

2 

301 

1 

926 


900 


356 

4 

277 

2 

088 

BASEMENT 



























BASEMENT . 

2 

772 


284 

1 

155 


789 


485 

1 

005 


847 

1 

419 


410 


319 


431 

1 

398 


504 

OTHER. 

1 

393 


242 


608 


761 


159 


909 


309 


946 


261 


82 


165 


312 


323 

B 

478 

2 

693 

2 

208 

4 

326 

3 

640 

5 

132 

2 

115 

4 

658 

3 

107 

1 

752 

1 

783 

6 

550 

3 

107 























































































































































































r 


Kentucky 


19-71 


Table 28. —Tenurk, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, rou Counties Outside SMSA’s: i960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

LINCOLN 

LIVING¬ 

STON 

LOGAN 

LYON 

MC¬ 

CRACKEN 

MC¬ 

CREARY 

Me 

LEAN 

MADISON 

MAGOF¬ 

FIN 

MARION 

MAR¬ 

SHALL 

MARTIN 

MASON 

all housing Units. 

S 090 

2 531 

6 

789 

1 

802 

19 

739 

3 

191 

3 

167 

10 

175 

3 

008 

4 

308 

6 

046 

2 

462 

5 

916 

TENURE, COLOR, AND VACANCY STATUS 

























OCCUPIED . 

4 605 

2 211 

6 

314 

1 

476 

IB 

061 

2 

949 

2 

863 

9 

359 

2 

630 

4 

062 

5 

149 

2 

218 

5 

560 

OWNER OCCUPIED . 

3 156 

1 640 

3 

902 


970 

12 

095 

1 

994 

2 

035 

5 

236 

1 

861 

2 

671 

4 

161 

1 

469 

2 

721 


2 979 

1 629 

3 

608 


923 

11 

261 

1 

990 

2 

023 

4 

846 

1 

861 

2 

517 

4 

161 

1 

469 

2 

531 

nonwhite ......... . 

177 

11 


294 


47 


834 


4 


12 


390 


... 


154 


T 1 T 


• t 


190 

renter OCCUPIED. 

1 449 

571 

2 

412 


506 

5 

966 


955 


828 

4 

123 


769 

1 

391 


988 


749 

2 

839 

WHITE. 

1 347 

563 

2 

044 


464 

4 

896 


955 


828 

3 

741 


769 

1 

223 


983 


749 

2 

559 

NONWHITE . 

102 

8 


368 


42 

1 

070 


... 


... 


382 


... 


168 


5 


... 


280 

vacant . 

485 

320 


475 


326 

1 

678 


242 


304 


816 


378 


246 


897 


244 


356 

YEAR ROUND . 

407 

223 


398 


312 

1 

452 


164 


234 


753 


240 


180 


806 


i97 


306 

SOUND OR deteriorating . 

287 

166 


253 


253 

1 

133 


115 


172 


578 


169 


136 


760 


149 


202 

available. 

108 

72 


134 


95 


812 


52 


89 


367 


79 


89 


232 


61 


119 

FOR SALE ONLY. 

13 

13 


14 


9 


128 


22 


13 


60 


2? 


18 


70 


15 


11 

FOR RENT , . . . . 

95 

59 


120 


86 


684 


30 


76 


307 


57 


71 


162 


46 


108 

RENTED OR SOLD, AWAITING OCCUPANCY . 

4 

3 


6 


20 


42 


1 


3 


25 


1 


6 


25 


10 


10 

held for Occasional use. 

22 

34 


38 


122 


38 


16 


21 


50 


16 


16 


425 


29 


27 

HELD FOR OTHER REASONS . 

153 

57 


75 


16 


241 


46 


59 


136 


73 


25 


78 


49 


46 

oilapidated. 

120 

57 


145 


59 


319 


49 


62 


175 


71 


44 


46 


48 


104 

SEASONAL . 

78 

97 


77 


14 


226 


78 


70 


63 


138 


66 


91 


47 


50 

CONDITION AND PLUMBING 

























ALL UNITS. 

5 090 

2 531 

6 

789 

1 

802 

19 

739 

3 

191 

3 

167 

10 

175 

3 

008 

4 

308 

6 

046 

2 

462 

5 

916 

SOUND. 

2 524 

1 700 

4 

008 


951 

13 

595 

1 

418 

2 

127 

7 

235 

2 

060 

2 

649 

4 

759 

1 

126 

3 

669 

WITH ALL PLUMBING FACILITIES . 

1 359 

849 

2 

629 


549 

11 

543 


593 

1 

323 

4 

964 


680 

1 

656 

3 

109 


565 

2 

748 

LACKING ONLY HOT WATER ......... 

35 

11 


27 


28 


163 


60 


44 


126 


12 


38 


69 


17 


30 

lacking OTHER PLUMBING FACILITIES. . . . 

1 130 

840 

1 

352 


374 

1 

889 


765 


760 

2 

145 

1 

368 


955 

1 

581 


544 


891 

DETERIORATING . 

1 931 

589 

1 

791 


603 

4 

027 

1 

255 


806 

1 

983 


776 

1 

161 

1 

075 

1 

034 

1 

413 

WITH ALL PLUMBING FACILITIES ...... 

291 

36 


448 


112 

1 

898 


109 


136 


441 


35 


245 


134 


117 


585 

lacking only HOT WATER . 

65 

8 


11 


41 


322 


30 


15 


62 


4 


36 


27 


16 


28 

LACKING other PLUMBING FACILITIES. . . . 

1 575 

545 

1 

332 


450 

1 

807 

1 

116 


655 

1 

480 


737 


880 


914 


901 


800 

DILAPIDATED . 

635 

242 


990 


248 

2 

117 


518 


234 


957 


172 


498 


212 


302 


834 

VACANT AVAILABLE FOR SALE . 

13 

13 


14 


9 


128 


22 


13 


60 


22 


18 


70 


15 


11 

WITH ALL PLUMBING FACILITIES . 

7 

3 


9 


6 


94 


3 


8 


36 


1 


13 


43 


6 


8 

VACANT AVAILABLE FOR RENT . 

95 

59 


120 


86 


684 


30 


76 

■ 

m 

■ 

m 


71 

■ 



46 


108 

WITH ALL PLUMBING FACILITIES . 

18 

8 


26 


35 


527 


... 


12 

■ 

tm 

■ 



16 

■ 

ll 


6 


42 

ALL HOUSING UNITS . 

5 090 

2 531 

6 

789 

1 802 

19 

739 

3 

191 

3 

167 

H 

ISi 

3 

008 

4 

308 

6 

046 

2 

462 

5 

916 

WATER supply 













■ 












HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 900 

1 046 

3 

723 


729 

15 

091 


794 

1 

694 

m 



857 

2 

190 

3 

799 


755 

3 

718 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

481 

234 


479 


241 

2 

761 


333 


400 

1 

161 


161 


443 


547 


272 


538 

PIPED water OUTSIDE STRUCTURE . 

59 

42 


447 


59 


394 


118 


48 


210 


24 


102 


75 


25 


80 

NO PIPED water . 

2 650 

1 209 

2 

140 


773 

1 

493 

1 

946 

1 

025 

2 

761 

1 

966 

1 

573 

1 

625 

1 

410 

1 

580 

TOILET FACILITIES 

























FLUSH TOILET, EXCLUSIVE USE . 

1 614 

920 

3 

344 


765 

15 

309 


829 

1 

616 

6 

240 


778 

2 

070 

3 

447 


727 

3 

646 

FLUSH toilet, SHARED . 

20 

• • . 


171 


16 


957 


4 


37 


299 


37 


121 


64 


4 


190 

OTHER toilet FACILITIES OR NONE . 

3 256 

1 611 

3 

274 

1 

021 

3 

473 

2 

358 

1 

514 

3 

636 

2 

193 

2 

117 

2 

535 

1 

731 

2 

080 

BATHING facilities 

























BATHTUB OR SHOWER, EXCLUSIVE USE . 

1 787 

940 

3 

305 


754 

14 

593 


818 

1 

563 

5 

829 


735 

2 

028 

3 

417 


723 

3 

462 

BATHTUB OR SHOWER, SHARED . 

20 

• • . 


179 


16 


777 


4 


45 


229 


55 


104 


55 


4 


166 

NO BATHTUB OR SHOWER .. 

3 283 

1 591 

3 

305 

1 

032 

4 

369 

2 

369 

1 

559 

4 

117 

2 

218 

2 

176 

2 

574 

1 

735 

2 

288 

ROOMS 

























1 ROOM . 

52 

35 


72 


43 


360 


30 


50 


199 


27 


42 


117 


20 


93 

2 ROOMS .. 

121 

86 


271 


117 


810 


97 


119 


410 


143 


193 


261 


189 


231 

3 ROOMS . 

425 

232 


833 


225 

2 

449 


330 


267 

1 

166 


280 


383 


800 


276 


555 

4 ROOMS . 

1 404 

831 

1 

901 


553 

5 

924 

1 

125 

1 

055 

2 

425 


792 


988 

2 

075 


767 

1 

411 

5 ROOMS . 

1 113 

633 

1 

266 


463 

5 

162 


798 


831 

2 

148 


822 


790 

1 

630 


520 

1 

360 

6 ROOMS . 

926 

397 

1 

199 


222 

3 

105 


579 


416 

2 

006 


468 

1 

007 


760 


373 

1 

059 

7 ROOMS . 

589 

149 


657 


73 

1 

204 


153 


240 


945 


294 


502 


262 


IBS 


545 

B ROOMS OR MORE . 

460 

168 


590 


106 


725 


79 


189 


876 


182 


403 


141 


132 


662 

MEDIANt 

























ALL UNITS . 

5.0 

4.6 


4.8 


4.4 


4.6 


4.5 


4.6 


4.9 


4.8 


5.2 


4.4 


4.5 


5.0 

owner OCCUPIED . 

5.4 

5.0 


5.4 


4.8 


5.0 


4.8 


4.9 


5.5 


5.1 


5.7 


4.7 


5.0 


5.7 

RENTER OCCUPIED . 

4.3 

4.2 


4.1 


4.4 


3.9 


4.3 


4.2 


4.3 


4.2 


4.4 


4.1 


4.0 


4.4 

UNITS IN STRUCTURE 


























5 008 

2 503 

6 

5B7 

1 

750 

16 

817 

3 

163 

3 

102 

8 

872 

2 

990 

4 

156 

5 

858 

2 

429 

4 

996 


36 

• • • 


111 


21 


927 


8 


13 


501 


14 


71 


47 


25 


442 

3 ANO 4 . 

21 

... 


11 


6 


711 


5 


4 


403 


• • • 


50 


31 


4 


211 

5 TO 9 ... 

5 

• . . 


« . . 


. . . 


610 


• . . 


... 


173 


. • . 


11 


5 


• • • 


127 

10 OR more . 

• • • 

• • # 


47 


• • • 


449 


• • . 


• • . 


136 


• • « 


t • • 


15 


• • • 


112 

TRAILERi ON PERMANENT FOUNDATION . 

4 

12 


4 


4 


28 


8 


4 


13 


4 


• • • 


8 


t • t 


4 

mobile . 

16 

16 


29 


21 


197 


7 


44 


77 


... 


20 


82 


4 


24 

year STRUCTURE BUILT 

























1959 TO MARCH I960 . 

107 

96 


176 


59 


320 


72 


72 


305 


88 


85 


222 


39 


76 

1955 TO 1958 . 

300 

234 


414 


165 

1 

339 


204 


313 


829 


272 


209 


916 


166 


253 

1950 TO 1954 . 

422 

283 


569 


201 

4 

476 


254 


239 

1 

292 


366 


474 

1 

230 


415 


506 

1940 TO 1949 . 

684 

422 


835 


266 

2 

346 


778 


351 

1 

656 


582 


613 

1 

295 


621 


470 

1930 TO 1939 . 

837 

399 


688 


229 

2 

666 


755 


328 

1 

624 


415 


462 


882 


426 


631 

1929 OR EARLIER . 

2 740 

1 097 

4 

107 


882 

8 

592 

1 

128 

1 

864 

4 

469 

1 

285 

2 

465 

1 

501 


795 

3 

980 

BASEMENT 

























BASEMENT . 

1 203 

356 

1 

005 


362 

3 

831 


640 


747 

3 

475 


349 


973 


825 


148 

2 

035 

CONCRETE SLAB . 

559 

309 


626 


209 

4 

379 


34 


362 

1 

028 


• • • 


634 

1 

777 


183 


514 

OTHER . 

3 328 

1 866 

5 

158 

1 

231 

11 

529 

2 

517 

2 

058 

5 

672 

2 

659 

2 

701 

L_I 

444 

2 

131 

3 

367 
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State and Small Areas 


Table 28, —^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s; 1960—Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy St.itus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structurc 
Tr.iilcr 

Year Structure 
Built 
Basement 


SUBJECT 

MEADE 

MENIFEE 

MERCER 

METCALFE 

MONROE 

MONT¬ 

GOMERY 

MORGAN 

MUHLEN¬ 

BERG 

NELSON 

NICHO¬ 

LAS 

OHIO 

OLDHAM 

OWEN 

all housing units. 

5 

2B2 

1 

256 

5 

145 

2 

801 

3 

718 

4 

230 

3 

258 

8 

773 

5 

673 

2 

289 

6 

144 

3 

Bi 

3 

054 

TENURE, COLOR, AND VACANCY STATUS 



























OCCUPIED .... 

4 

804 

1 

139 

4 

598 

2 

4BS 

3 

366 

3 

958 

2 

876 

8 

112 

5 

303 

2 

134 

5 

383 

3 

038 

2 

569 

OVINER OCCUPIED. 

2 

119 


795 

3 

005 



2 

263 

2 

231 

1 

956 

5 

894 

3 

613 

1 

289 

4 

079 

1 

930 

1 

637 

WHITE. 

2 

052 


795 

2 

844 

H 


2 

208 

1 

992 

1 

956 

5 

638 

3 

399 

1 

265 

4 

010 

1 

830 

1 

594 

NONWHITE . 


67 


... 


161 


48 


55 


239 


• • • 


256 


214 


24 


69 


100 


43 

renter OCCUPIED. 

2 

6BS 


344 

1 

593 


763 

1 

103 

1 

727 


920 

2 

218 

1 

690 


845 

1 

304 

1 

108 


932 

WHITE. 

2 

547 


344 

1 

489 


74 B 

1 

061 

1 

569 


920 

2 

101 

1 

480 


796 

1 

275 

1 

023 


878 

NONWHITE .... 


138 


... 


104 


35 


42 


158 


... 


117 


210 


49 


29 


85 


54 

VACANT . 


47 B 


117 


547 


313 


352 


272 


382 


661 


370 


155 


761 


517 


485 

YEAR round . 


417 


95 


308 


262 


197 


247 


327 


587 


290 


107 


644 


337 


405 

SOUND OR DETERIORATING . 


246 


65 


233 


178 


137 


201 


282 


381 


223 


85 


480 


293 


267 

AVAILABLE. 


120 


7 


138 


54 


53 


151 


148 


183 


119 


36 


IBS 


116 


70 

FOR SALE ONLY. 


10 


3 


17 


3 


3 


18 


29 


54 


31 


5 


32 


33 


11 

FOR RENT . 


110 


4 


121 


51 


50 


133 


119 


129 


88 


31 


153 


83 


59 

rented OR SOLD, AWAITING OCCUPANCY . 


. • 


1 


12 


6 


3 


14 


21 


36 


34 


6 


16 


19 


5 

HELD FOR OCCASIONAL USE. 


26 


7 


19 


17 


21 


13 


47 


SO 


16 


8 


78 


89 


66 

HELD FOR OTHER REASONS ....... 


100 


50 


64 


101 


60 


23 


66 


112 


54 


35 


201 


69 


126 

DILAPIDATED. 


171 


30 


75 


84 


60 


46 


45 


206 


67 


22 


164 


44 


138 

SEASONAL... 


61 


22 


239 


51 


155 


25 


55 


74 


80 


48 


117 


180 


80 

CONDITION AND PLUMBING 



























ALL UNITS. 

5 

ZB2 

1 

256 

5 

145 

2 

801 

3 

718 

4 

230 

3 

258 

8 

773 

5 

673 

2 

289 

6 

144 

3 

555 

3 

054 

SOUND... 

4 

015 


569 

3 

642 

1 

663 

2 

117 

3 

348 

1 

962 

5 

429 

3 

968 

1 

392 

4 

031 

2 

527 

1 

950 

WITH all plumbing FACILITIES ...... 

3 

372 


193 

2 

681 


659 

1 

017 

2 

370 


750 

3 

522 

2 

577 


680 

1 

950 

1 

878 


735 

LACKING ONLY HOT WATER . 


25 


13 


23 


7 


13 


20 


20 


98 


73 


25 


84 


77 


14 

LACKING OTHER PLUMBING FACILITIES. . . . 


61B 


363 


938 


997 

1 

087 


9SB 

1 

212 

1 

809 

1 

318 


687 

1 

997 


572 

1 

201 

DETERIORATING. 


754 


609 

1 

152 


730 

1 

067 


609 

1 

018 

2 

256 

1 

201 


751 

I 

586 


780 


853 

WITH ALL PLUMBING FACILITIES. 


231 


24 


357 


37 


158 


110 


31 


507 


228 


40 


115 


335 


33 

LACKING ONLY HOT WATER . 


e 


7 


40 


4 


12 


11 


11 


57 


52 


12 


4 


24 


5 

LACKING OTHER PLUMBING FACILITIES. , . . 


515 


578 


755 


689 


897 


488 


976 

1 

692 


921 


699 

1 

467 


421 


815 

DILAPIDATED. 


513 


78 


351 


408 


534 


273 


25 S 

1 

088 


504 


146 


527 


248 


251 

VACANT AVAILABLE FOR SALE. 


10 


3 


17 


3 


3 


18 


29 


54 


31 


5 


32 


33 


11 

WITH ALL PLUMBING FACILITIES . 


3 


... 


10 


1 


1 


11 


2 


30 


16 


3 


14 


23 


1 

VACANT AVAILABLE FOR RENT. 


110 


4 


121 


51 


50 


133 


119 


129 


SB 


31 


153 


83 


59 

WITH ALL PLUMBING FACILITIES . 


63 


> • 


62 


5 


6 


59 


6 


44 


29 


1 


32 


34 


10 

ALL HOUSING units. 

5 

ZS2 

1 

256 

5 

— 

145 

2 

801 

3 

716 

4 

230 

3 

258 

8 

773 

5 

673 

2 

289 

6 

144 

3 

555 

3 

054 

Water supply 



























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

3 

B42 


234 

3 

302 


882 

1 

413 

2 

690 


877 

4 

594 

3 

068 


835 

2 

333 

2 

368 


999 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


278 


135 


404 


153 


258 


378 


324 

1 

074 


529 


218 


622 


404 


350 

PIPED water OUTSIDE STRUCTURE. 


44 


* t 


141 


48 


128 


60 


12 


210 


139 


28 


73 


74 


43 

NO PIPED WATER . 

1 

IIB 


887 

1 

298 

1 

718 

1 

919 

1 

102 

2 

045 

2 

695 

1 

937 

1 

20b 

3 

116 


709 

1 

662 

TOILET FACILITIES 



























FLUSH TOILET, EXCLUSIVE USE. 

3 

719 


237 

3 

178 


711 

1 

231 

2 

674 


857 

4 

376 

3 

042 


786 

2 

226 

2 

369 


858 

FLUSH TOILET, SHARED . 


103 


4 


135 


17 


30 


84 


9 


60 


86 


78 


41 


77 


62 

OTHER TOILET FACILITIES OR NONE. 

1 

460 

1 

015 

1 

832 

2 

073 

2 

457 

1 

472 

2 

392 

4 

337 

2 

545 

1 

425 

3 

877 

1 

109 

2 

134 

BATHING FACILITIES 



























BATHTUB OR SHOWER, EXCLUSIVE USE. 

3 

691 


241 

3 

109 


719 

1 

236 

2 

540 


836 

4 

282 

3 

010 


762 

2 

215 

2 

323 


799 

BATHTUB OR SHOWER, SHARED. 


99 


8 


122 


13 


16 


81 


13 


64 


78 


82 


45 


77 


54 

NO BATHTUB OR SHOWER . 

1 

492 

1 

007 

1 

914 

2 

069 

2 

466 

1 

609 

2 

409 

4 

427 

2 

585 

1 

445 

3 

884 

1 

155 

2 

201 

ROOMS 



























1 ROOM . 


34 


12 


94 


28 


24 


61 


17 


90 


42 


44 


48 


44 


32 

2 ROOMS. 


221 


44 


197 


127 


139 


151 


163 


285 


206 


82 


314 


139 


104 

3 ROOMS. . .... 


505 


109 


451 


273 


306 


328 


270 


885 


564 


169 


587 


359 


283 

4 ROOMS. 

1 

149 


321 

1 

339 


768 

1 

155 

1 

029 


813 

2 

692 

1 

276 


433 

2 

095 


875 


825 

5 ROOMS. 

2 

357 


335 

1 

039 


659 


766 


852 


783 

2 

464 


■1*1:1 


458 

1 

523 


794 


573 

6 ROOMS. 


608 


261 

1 

031 


496 


666 


826 


646 

1 

494 

■ 



558 


943 


716 


649 

7 ROOMS. 


259 


112 


527 


249 


418 


4BS 


351 


440 


li>ll 


282 


403 


268 


367 

8 ROOMS OR MORE. 


149 


62 


467 


201 


222 


495 


215 


423 

■ 



263 


229 


360 


221 

MEDIAN 1 


















nn 









ALL UNITS. 


4.a 


4.9 


5.0 


4.8 


4.8 


5.1 


5,0 


4.7 




5.4 


4.5 


5.0 


5.0 

owner OCCUPIED . 


5.1 


5.2 


5.5 


5.3 


5.2 


S.B 


5.4 


4.9 




5.8 


4.8 


5.5 


5.6 

renter OCCUPIED. . 


4.8 


4.4 


4.3 


4.2 


4.3 


4.4 


4.4 


4.2 


4.3 


4.6 


4.0 


4.4 


4.5 

UNITS IN STRUCTURE 




























3 

087 

1 

245 

4 

917 

2 

751 

3 

581 

3 

807 

3 

176 

8 

612 

5 

362 

2 

097 

5 

968 

3 

276 

3 

038 



550 


6 


63 


26 


39 


185 


47 


65 


149 


85 


55 


129 


12 

3 AND . . 


228 


• • • 


64 


• 9 


31 


109 


11 


20 


85 


94 


47 


44 


. « • 

5 TO . . 

1 

156 


• • • 


10 


• « • 


10 


56 


• •_» 




23 


5 


5 


21 


... 

10 OR more ...... . 


49 


• • • 


59 


# 


... 


29 


... 


- - - 


5 


f t f 


5 




t - “ 

TRAILEri on PERMANENT FOUNDATION . 


4 


• • I 


• • • 


B 


16 


16 


12 


15 


24 


- - - 


4 


8 


T - * 

MOBILE . 


208 


5 


32 


16 


41 


28 


12 


61 


25 


8 


60 


75 


4 

YEAR STRUCTURE BUILT 



























1959 To MARCH 1960 . 

1 

583 


30 


93 


133 


135 


no 


88 


307 


193 


35 


122 


99 


45 

1955 TO 1958 . 


637 


106 


451 


203 


238 


328 


211 


666 


486 


48 


326 


380 


90 

1950 TO 1954 .. 


576 


169 


562 


204 


313 


416 


324 


653 


650 


154 


395 


424 


177 

1940 TO 1949 .. 


628 


267 


640 


474 


729 


531 


622 

1 

396 


838 


120 


812 


480 


325 

1930 TO 1939 . 


378 


143 


733 


335 


655 


522 


562 


992 


688 


244 


943 


428 


396 

1929 OR EARLIER . 

1 

280 


541 

2 

666 

1 

452 

1 

648 

2 

323 

1 

451 

4 

757 

2 

818 

1 

688 

3 

546 

1 

744 

2 

021 

BASEMENT 



























BASEMENT . 


939 


lie 

1 

622 


406 


868 

1 

184 


439 

2 

263 

1 

906 


641 

1 

002 

1 

278 


733 

CONCRETE slab . 

2 

176 


46 


746 


396 


382 


452 


254 


860 


762 


170 


369 


257 


289 

OTHER.... 

2 

167 

1 

092 

2 

j:!L 

1 

995 

2 

468 

2 

594 

2 

565 

5 

650 

3 

005 

1 

478 

4 

773 

2 

020 

2 

032 
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Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: I960—Con. 

[Some data baaed on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply- 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


ALL HOUSING UNITS. 

TENURE I COLORi AND VACANCY STATUS 


OCCUPIED .... 
OWNER OCCUPIED 
WHITE. . . . 
NONWHITE . . 
RENTER OCCUPIED 
WHITE. . . . 
NONWHITE . . 


VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

available.. . 

FOR SALE ONLY. 

FOR RENT . 

rented or SOLDI AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR other REASONS . 

DILAPIDATED. 

SEASONAL . . . 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUND. 

with all plumbing FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING other plumbing FACILITIES 
DETERIORATING.. 

WITH all plumbing facilities . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

dilapidated. 


VACANT available for SALE. 
with all plumbing FACILITIES . 

VACANT available FOR RENT. 
WITH all plumbing FACILITIES . 


ALL HOUSING UNITS.. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED water outside STRUCTURE. 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILET? EXCLUSIVE USE. . . 

FLUSH toilet? SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 


bathtub or SHOWER? EXCLUSIVE USE 
bathtub or SHOWER? SHARED. . . . 
NO bathtub or SHOWER . 


ROOM. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS OR MORE. . . 

MEDIAN) 

ALL UNITS.. 

OWNER OCCUPIED.- 

RENTER OCCUPIED.- 

UNITS IN STRUCTURE 

.. 

.. 

3 AND .. 

5 TO .. 

10 OR MORE .. , 

TRAILER) ON permanent FOUNDATION 
MOBILE . 

YEAR STRUCTURE BUILT 

1959 To MARCH 1960 . 

1955 To 1958 . 

1950 TO .. 

1940 TO 1949 . 

1930 To 1939 . 

1929 OR EARLIER.. 

basement 

BASEMENT . 

CONCRETE SLAB.. • • 

OTHER. 


PENDLE¬ 

TON 


1 407 
1 004 
1 000 

4 

403 

398 

5 

277 

203 

127 

32 

3 

29 

3 

8 

84 

76 

74 


1 684 
487 
172 

315 
1 002 
42 

960 

195 


1 684 


2 952 
2 023 
2 008 
15 
929 
910 
19 

303 

180 

123 

57 

14 
43 

9 

15 
42 
57 

123 


3 255 
1 849 
1 137 
81 
631 
1 017 
172 
59 
786 
389 

14 

4 

43 

9 


18 203 


264 

102 

B 

1 310 


214 

9 

1 461 


222 

9 

1 453 


28 

74 

222 

555 

371 

288 

101 

45 

4.4 

4.9 

4.0 


1 658 
6 
13 
4 


27 

143 

137 

430 

399 

548 


144 
62 
1 478 


8 130 
4 684 
4 559 

125 
3 446 
3 336 

no 

664 

420 

330 

188 

62 

126 
2 

71 

69 

90 

244 


8 794 
4 598 
2 390 
53 

2 155 

3 050 
621 

49 
2 380 
1 146 


16 239 
10 563 
10 450 
113 
5 676 
5 623 
53 


126 

33 


964 

675 

211 

860 

90 

770 

18 

96 

237 

464 

289 


18 203 
10 277 
6 247 


PULASKI 


1 503 
497 
42 
1 213 


1 582 
44 
1 629 


1 469 
39 
1 747 


21 

79 

297 

800 

624 

798 

435 

201 

5.2 

5.7 

4.5 


3 036 
95 
40 


77 
252 
182 
279 
335 
2 130 


1 148 
321 
1 786 


186 

844 

235 

924 

106 

205 

691 

90 

33 

770 

263 


3 607 
1 279 
301 
3 607 


3 218 
39 
5 537 


3 246 
43 
5 505 


94 

409 

149 

262 

992 

179 

409 

300 


4.3 

4.8 

4.0 


8 217 
204 
107 
131 
62 
24 
49 


229 
481 
811 
2 111 
1 495 
3 667 


2 586 
345 
5 863 


1 728 
1 139 
1 118 
21 
589 
585 
4 

176 

141 

76 

30 

30 

3 

11 

32 

65 

35 


904 

982 

483 

6 

493 

586 

66 

5 

515 

336 


8 570 
1 808 
443 
7 382 


7 957 
29 
10 217 


7 847 
21 

10 335 


126 
798 
2 336 
6 539 
4 417 
2 261 
847 
877 

4.4 

4.8 

4.1 


16 839 
338 
564 
322 
90 
18 
32 


374 

257 

185 

591 

622 

174 


903 

032 

908 

124 

871 

801 

70 


ROBERT¬ 

SON 


1 171 
793 
614 
283 
71 
212 
18 
56 
257 
179 
378 


11 074 
7 225 
4 066 
115 
3 044 
2 922 
501 
62 
2 359 
927 


ROCK¬ 

CASTLE 


212 

90 


1 904 


11 074 


2 755 
1 513 
13 935 


615 

163 


1 118 


581 

4 

1 319 


573 

4 

1 327 


86 

166 

620 

389 

419 

146 

78 

4.7 

5.0 

4.3 


1 884 


76 

208 

291 

429 

321 

579 


130 
191 
1 583 


768 

486 

486 

282 

282 


863 

533 

169 

12 

352 

283 

9 

4 

270 

47 


3 304 
2 330 
2 330 

974 

974 


293 

228 

183 

73 

17 

56 


265 

041 

041 

224 

224 


863 


5 261 
1 273 
453 
4 087 


4 902 
157 
6 015 


4 873 
157 
6 044 


163 

397 

049 

844 

539 

272 

094 

716 


597 

917 

770 

38 

109 

385 

85 

16 

284 

295 

17 

3 

56 

5 


267 

160 

117 

51 

15 

36 

5 

20 

41 

43 

107 


532 

189 

444 

49 

696 

948 

271 

31 

646 

395 

15 

8 

36 

19 


3 091 
2 434 
2 400 
34 
657 
653 
4 

787 

248 

202 

91 

28 

63 

13 

29 

69 

46 

539 


4 7B8 


878 

778 

244 

56 

478 

933 

109 

4 

620 

167 

28 

4 

63 

24 


489 

531 

199 

332 

958 

761 

197 

299 

284 

191 

97 

13 

84 

15 

28 

51 

93 

15 


SHELBY 


788 

978 

112 

40 

826 

194 

403 

20 

771 

616 

13 


5 436 
2 992 
2 762 
230 
2 444 

2 030 
414 

410 

392 

334 

223 

30 

193 

15 

20 

76 

58 

18 


SIMPSON 


4.9 

5.3 

4.2 


10 305 
280 
227 
64 
83 
43 
72 


317 

724 

1 251 

2 154 
1 660 
4 968 


3 949 
1 489 
5 636 


238 

79 

17 

529 


202 

4 

657 


194 

4 

665 


7 

43 

164 

185 

234 

126 

104 

5.6 

6.0 

5.1 


859 


21 

18 

68 

121 

635 


160 

35 

668 


1 032 
550 
170 
1 845 


925 
34 
2 638 


937 

34 

2 626 


27 
140 
328 
1 361 
705 
598 
280 
158 

4.5 

4.8 

4.1 


549 

29 

10 

5 


94 
269 
345 
645 
532 
1 712 


654 
489 
2 454 


1 859 
272 
24 
1 377 


1 869 
32 
1 631 


1 816 
28 

1 688 


47 

179 

321 

938 

683 

669 

437 

258 

4 

5 

4.2 


3 316 
43 
24 
63 
20 
2D 
46 


82 
299 
331 
715 
900 
1 205 


370 
427 
2 735 


1 503 
266 

59 

2 050 


1 441 

15 

2 422 


1 421 

15 

2 442 


80 

209 

353 

858 

991 

833 

347 

207 

4.9 

5.3 

4.5 


764 

14 

10 

14 

34 

5 

37 


93 
265 
558 
1 106 
726 
1 130 


650 
767 
2 461 


846 

159 

682 

82 

395 

323 

305 

50 

968 

364 

30 

24 

193 

73 


2 952 
408 
66 
1 362 


2 844 
154 
1 790 


2 721 
127 
1 940 


61 
185 
613 
1 144 
1 023 
804 
535 
423 

4.9 

5.5 

4.2 


4 343 
144 
153 
66 
25 

57 


84 
280 
308 
439 
527 
3 150 


1 780 
511 

2 497 


3 453 
615 
87 
1 691 


3 297 
IBO 
2 369 


3 175 
152 
2 519 


87 

251 

571 

165 

293 

195 

649 

63S 


3 544 
2 041 
1 876 
165 
1 503 
1 235 
268 

220 

200 

154 

74 

15 

59 

27 

8 

45 

46 
20 


3 764 
2 386 
1 688 
19 
679 
1 038 
302 
13 
723 
340 

IS 

10 

59 

11 


3 764 


5.2 

5.8 

4.4 


421 

208 

85 

34 

52 

15 

31 


189 
449 
417 
591 
524 
3 676 


2 055 
554 

3 237 


266 

367 

265 

866 


2 091 
163 
1 510 


2 039 
140 
1 585 


51 

105 

404 

996 

846 

574 

390 

398 

4.9 

5.6 

4.2 


3 398 
203 
94 

13 
9 

14 
33 


64 
224 
311 
514 
426 
2 225 


668 
586 
2 510 











































































































19-74 


State and Small Areas 


Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA’s: 1960 — Con. 

[Some data baaed on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb, 
Water Supply 
Toilet Facilities 
Bathing F.icilities 


Rooms 

L’nits in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

spencer 

TAYLOR 

TODD 

TRIGG 

TRIMBLE 

UNION 

WARREN 

Wash¬ 

ington 

WAYNE 

WEBSTER 



WOOD¬ 

FORD 

ALL HOUSING UNITS. 

1 709 

4 955 

3 

7B1 

2 

857 

1 621 

4 

663 

14 

323 

3 

221 

4 

156 

5 

318 

7 

871 


3 

787 

TENURE. COLOR, AND VACANCY STATUS 

























occupied . 

1 584 

4 677 

3 

360 

2 

591 

1 

449 

4 

238 

13 

403 

2 

989 

3 

807 

4 

684 

7 

044 

1 

584 

3 

438 

OWNER occupied . 

944 

3 294 

2 

044 

1 

597 


994 

2 

858 

8 

101 

2 

023 

2 

752 

3 

420 

4 

861 

1 

046 

1 

871 

WHITE. 

907 

3 150 

1 

812 

1 

409 


994 

2 

619 

7 

527 

1 

906 

2 

661 

3 

126 

4 

848 

1 

046 

1 

590 

NONWHITE . 

37 

144 


232 


188 


• • • 


239 


574 


117 


91 


294 


13 


• • • 


281 

RENTER OCCUPIED. 

640 

1 383 

1 

316 


994 


455 

1 

380 

5 

302 


966 

1 

055 

1 

264 

2 

183 


538 

1 

567 

white. 

580 

1 292 


997 


817 


455 

1 

247 

4 

548 


820 

1 

038 

1 

125 

2 

169 


538 

1 

390 

NONWHITE . 

60 

91 


319 


177 


... 


133 


754 


146 


17 


139 


14 


... 


177 

VACANT . 

125 

278 


421 


266 


172 


425 


920 


232 


349 


634 


827 


101 


349 

YEAR ROUND . . . 

94 

208 


389 


251 


99 


274 


759 


204 


238 


563 


644 


81 


246 

SOUND OR DETERIORATING . 

74 

156 


231 


180 


61 


199 


529 


136 


168 


408 


500 


76 


194 

AVAILABLE. 

31 

105 


87 


107 


27 


no 


294 


79 


76 


161 


217 


45 


91 

FOR SALE ONLY. 

9 

25 


7 


12 


3 


26 


67 


10 


7 


23 


40 


Kn 


22 

FOR RENT . 

22 

80 


80 


95 


24 


84 


227 


69 


69 


138 


w 




69 

rented or SOLD, AWAITING OCCUPANCY . 

1 

13 


4 


7 


3 


6 


40 


7 


11 


3 






17 

HELD FOR OCCASIONAL USE. 

2 

8 


16 


9 


2 


14 


31 


13 


15 


33 


66 




18 

HELD FOR OTHER REASONS . 

40 

30 


124 


57 


29 


69 


164 


37 


66 


211 


189 


8 


68 

dilapidated. 

20 

52 


158 


71 


38 


75 


230 


68 


70 


155 


144 


5 


52 

SEASONAL . 

31 

70 


32 


15 


73 


151 


161 


28 


111 


71 


183 


20 


103 

CONDITION AND PLUMBING 

























ALL UNITS. 

1 709 

4 955 

3 

781 

2 

857 

1 

621 

4 

663 

14 

323 

3 

221 

4 

156 

5 

318 

7 

871 

1 

685 

3 

787 

SOUND. 

1 102 

3 409 

1 

909 

1 

510 

1 

059 

2 

911 

10 

162 

2 

109 

2 

155 

3 

631 

4 

117 


930 

2 

680 

WITH all PLUMBING FACILITIES . 

627 

2 708 




773 


553 

2 

364 

B 

015 

1 

059 

1 

012 

2 

143 

2 

636 


148 

2 

021 

LACKING ONLY HOT WATER . 

4 

12 




19 


21 


36 


101 


15 


32 


89 


79 


4 


41 

LACKING OTHER PLUMBING FACILITIES. . . . 

471 

689 




718 


4B5 


511 

2 

046 

1 

035 

1 

111 

1 

399 

1 

402 


778 


618 

DETERIORATING. 

549 

993 




847 


433 

1 

267 

2 

909 


754 

1 

158 

1 

301 

2 

970 


618 


734 

WITH ALL PLUMBING FACILITIES . 

72 

172 


257 


116 


17 


440 


870 


144 


76 


161 


739 


20 


295 

LACKING ONLY HOT WATER . 

10 

3 


• • • 


4 


8 


15 


62 


23 


20 


35 


57 


. . . 


36 

LACKING OTHER PLUMBING FACILITIES. . . . 

467 

818 


925 


727 


408 


812 

1 

977 


587 

1 

062 

1 

105 

2 

174 


598 


403 

dilapidated. 

58 

553 


690 


500 


129 


485 

1 

252 


358 


843 


386 


784 


137 


373 

vacant available for SALE. 

9 

25 


7 


12 


3 


26 


67 


10 


7 


23 


40 


23 


22 

WITH all PLUMBING FACILITIES . 

2 

19 


1 


11 


1 


14 


52 


... 


1 


9 


20 


... 


16 

VACANT AVAILABLE FOR RENT. 

22 

80 


80 


95 


24 


84 


227 


69 


69 


138 


177 


22 


69 

WITH ALL PLUMBING FACILITIES . 

7 

50 


15 


23 


4 


40 


129 


12 


10 


22 


62 


2 


36 

ALL HOUSING UNITS. 

1 709 

4 955 

3 

781 

2 

857 


■ 

■ 

14 

323 

3 

221 

4 

156 

5 

318 

7 

871 

1 685 

3 

787 

WATER SUPPLY 



■ 






















HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

855 

3 178 

■ 

754 




668 

3 

069 

9 

963 

1 

368 

1 

212 

2 

621 

3 

707 


220 

2 

476 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

149 

315 


213 


221 


202 


505 

1 

250 


289 

■ 



722 


801 


93 


359 

PIPED water OUTSIDE STRUCTURE. 

19 

210 


161 


92 


30 


198 


765 


30 




152 


279 


24 


145 

NO PIPED Water . 

686 

1 252 

1 

653 

1 

393 


721 


891 

2 

345 

1 

534 

■ 


1 

823 

3 

084 

1 

348 


807 

TOILET facilities 

























FLUSH toilet, EXCLUSIVE USE. 

769 

2 963 

1 

516 


977 


617 

3 

024 

9 

575 

1 

396 

1 

215 

2 

504 

3 

828 


188 

2 

525 

FLUSH TOILET, SHARED . 

21 

58 


32 


78 


7 


75 


586 


12 


15 


78 


45 




85 

OTHER TOILET FACILITIES OR NONE. 

919 

1 934 

2 

233 

1 

802 


997 

1 

564 

4 

162 

1 

813 

2 

926 

2 

736 

3 

998 

1 

497 

1 

177 

BATHING FACILITIES 

























bathtub or shower, exclusive use . 

719 

2 956 

1 

508 


957 


603 

2 

932 

9 

208 

1 

270 

1 

187 

2 

528 

3 

668 


176 

2 

411 

bathtub or shower, shared. 

21 

63 


28 


78 


7 


78 


536 


25 


16 


75 


50 




84 

NO bathtub or shower . 

969 

1 936 

2 

245 

i 

822 

1 

Oil 

1 

653 

4 

579 

1 

926 

2 

953 

2 

715 

4 

153 

1 

509 

1 

292 

ROOMS 

























I ROOM. 

4 

58 


32 


27 


24 


33 


259 


12 


28 


27 


86 


36 


73 

2 ROOMS. . . . 

74 

180 


290 


154 


26 


168 


620 


111 


213 


207 


343 


48 


142 

3 ROOMS. 

230 

302 


537 


451 


154 


465 

2 

094 


257 


529 


625 


781 


130 


435 

4 ROOMS. 

501 

1 088 


983 


789 


385 

1 

416 

3 

773 


742 

1 

255 

2 

009 

2 

241 


510 


688 

5 ROOMS. 

305 

1 269 


661 


610 


297 

1 

214 

3 

365 


581 


817 

1 

335 

2 

116 




845 

6 ROOMS. 

314 

1 122 


600 


401 


397 


774 

2 

315 


752 


769 


681 

1 

406 




825 

7 ROOMS. 

127 

479 


378 


221 


187 


341 

1 

023 


456 


320 


270 


499 




348 

8 ROOMS OR MORE. 

154 

457 


300 


204 


151 


252 


874 


310 


225 


164 


399 




431 

MED I AN 1 

























ALL units. 

4.6 



4.6 


4.5 


5.2 


E 1 rl 


4.6 


5.3 


4.6 


4.4 


4.7 

■ 



5*2 

owner occupied . 

S.3 



5.4 


5.0 


5.6 




5.2 


5.7 


4.9 


4.7 


5.1 




5.7 

renter occupied. 

4.0 



4.0 


4.0 


4.4 

■ 

E11 


3.9 


4.5 


4.1 


4.1 


4.2 

1 



4.6 

units in structure 


























1 654 

4 742 

3 

678 

2 

786 

1 

515 

4 

516 

12 

825 

3 

126 

4 

042 

5 

237 

7 

469 

1 

664 

3 

448 


12 

60 


67 


35 


35 


77 


634 


46 


27 


43 


156 


5 


152 


12 

40 


16 


5 


13 


10 


374 


45 


19 


10 


113 




72 

5 TO 9. 

20 

5 


5 


4 


•ft 


- t - 


254 


t t t 


5 




57 




25 

10 OR more... 

t • « 

44 


11 


15 


- I It 


5 


112 


1 1 ■ 


19 




3B 




21 

traileri on permanent foundation. 

• t • 

• • • 


• • • 


• #_■ 


13 


7 


12 


- . * 


12 


- - , 




16 


4 

mobile . 

11 

64 


4 


12 


45 


48 


112 


4 


32 


28 


38 




65 

YEAR structure BUILT 

























1959 TO MARCH 1960 . 

25 

237 


80 


50 


36 


92 


380 


40 


83 


94 


151 


56 


178 

1955 TO 1958 . 

125 

686 


160 


230 


157 


247 

1 

244 


125 


317 


282 


447 


8B 


246 

1950 To 1954 . 

125 

720 


264 


257 


156 


478 

1 

525 


228 


333 


357 


630 


124 


268 

1940 TO 1949 . 

158 

804 


387 


354 


147 


690 

2 

301 


390 


914 


388 

1 

653 


391 


410 

1930 TO 1939 . 

182 

735 


468 


483 


148 


456 

2 

135 


384 


653 


496 

1 

400 


380 


485 

1929 OR EARLIER. 

1 094 

1 773 

2 

422 

1 

483 


977 

2 

700 

6 

738 

2 

054 

1 

856 

3 

701 

3 

590 


646 

2 

200 

basement 

























basement . 

335 

i 679 


364 


495 


379 

1 

117 

3 

659 


737 


770 


921 

1 

439 


115 

1 

352 

CONCRETE SLAB. 

332 

831 


349 


317 


106 


607 

2 

128 


301 


462 


499 


617 


123 


355 


1 042 

2 445 

3 

068 

2 

045 

1 

136 

2 

939 

8 

536 

2 

183 

2 

924 

3 

898 

5 

815 

1 

447 

2 

080 







































































































































































Table 29. 


Jventucky 

-OccupAN'cv Chahacteuistics, Heating Equipment, and Type of Fuel, for Counties 
Outside SMSA's: I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


19-75 

Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 






ALLEN ANDERSON 






BOONE BOURBON BOYLE BRACKEN BREATH¬ 
ITT 


ALL HOUSING UNITS. 


heating equipment 

STEAM OR HOT WATER . 

WARM AlR FURNACE . 

FLOOR, wall, ok PIPELESS FURNACE 

built-in electric units. 

OTHER means WITH FLUE. 

other means WITHOUT FLUE .... 
NONE. 


POPULATION IN HOUSING UNITS. I960. . , . 
PER OCCUPIED UNIT. 

owner. 

renter . 

POPULATION IN dwelling UNITS. 1950 . . . 
PER OCCUPIED UNIT. 




















ALL occupied UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . , 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANi 

ALL OCCUPIED , 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 To MARCH I960 
1954 TO 1957 . . , 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


heating fuel 

UTILITY GAS. 

FUEL OIL. KEROSENE. ETC. . . 
COAL OR coke . 


ELECTRICITY. 

BOTTLED. Tank, or lp gas . . 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 

UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED, tank. OR LP GAS . . . 
FUEL OIL. kerosene. ETC. . . . 

OTHER fuel . 

NONE. 


COOKING FUEL 

UTILITY GAS. 

ELECTRICITY. 

BOTTLED. Tank, or lp gas . . 
FUEL OIL. kerosene. ETC. . . 

coal or coke . 


4 179 

3 804 

2 650 

379 

290 

277 

1 159 

1 259 

855 

967 

941 

589 

680 

626 

398 

350 

318 

245 

272 

155 

151 

145 

95 

76 

227 

120 

59 

3. 1 

2.9 

2.8 

3.0 

2.8 

2.6 

3.3 

3.1 

3.2 


8 989 5 996 


5 448 5 89B 


2 318 3 523 
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State and Small Areas 


Table 29. Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons He.iting Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS. 

heating equipment 

STEAM OR HOT WATER . 

WARM AIR PURNACE . 

FLOOR I WALU OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH PLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE. 


POPULATION 


POPULATION IN HOUSING UNITS* I960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . ....... 

POPULATION IN dwelling UNITS* 1950 
PER occupied unit. 


ALL OCCUPIED UNITS 


PERSON .... 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 
PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . , 


PERSONS PER ROOM 


i.OO OR LESS 
i.OI OR MORE 


year MOVED INTO UNIT 


owner OCCUPIED 
I9S8 TO march I960 
1954 TO 1957 . . . 
1940 TO 1933 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


heating fuel 


ETC. 


UTILITY GAS. . . . 

FUEL OILi KEROSENE* 

COAL OR COKE . 

WOOD. 

electricity. 

BOTTLED* tank. OR LP GAS 

OTHER fuel . 

NONE. 


WATER heating FUEL 


utility gas. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED* TANK* OR LP GAS 
FUEL OIL* kerosene* ETC. 

OTHER FUEL . 

NONE ..... . 


cooking fuel 


UTILITY GAS. 

electricity. 

BOTTLED. TANK* OR Lp GAS 
FUEL OIL* kerosene* ETC. 

COAL OR COKE . 

WOOD.. . 


BRECK¬ 

INRIDGE 

BULLITT 

BUTLER 

CALDWELL 

CALLOWAY 

CARLISLE 

4 741 

4 713 

3 119 

4 571 

7 205 

2 032 

78 

■ 

45 

107 

159 

■ 

460 


150 

642 

581 


182 


60 

746 

599 


32 


146 

31 

1 533 


3 834 


2 649 

2 803 

3 964 


51 

90 

55 

224 

338 

41 

104 

115 

14 

18 

31 

88 

14 704 

15 909 

■ 

13 311 

19 843 

■ 

3.5 

3.8 


3.2 

3.0 


3.4 

3.8 


3.1 

3.1 


3.8 

3.9 

3.4 

3.5 

3.0 


15 507 

11 293 

n 303 

13 083 

19 388 

6 184 

3.6 

3.8 

3.8 

3.3 

3.3 

3.3 

4 225 

4 193 

2 718 

4 167 

6 553 

1 867 

452 

318 

257 

502 

626 

258 

1 199 

1 091 

816 

1 352 

2 415 

627 

922 

744 

512 

898 

1 436 

433 

637 

759 

403 

597 

1 084 

278 

404 

523 

313 

356 

531 

130 

258 

334 

209 

242 

291 

64 

127 

192 

92 

91 

86 

40 

226 

232 

116 

129 

84 

37 


3.4 

3. 1 

2.8 

2.7 

2.6 


3.3 

3.1 

2.6 

2.7 

2.5 


3.6 

3.0 

3.1 

2.7 

3.0 

3 531 

3 162 

2 133 

3 568 

5 944 

1 681 

694 

1 031 

585 

599 

609 

186 

2 965 

3 052 

1 957 

2 855 

4 749 

1 388 

489 

760 

301 

427 

903 

172 

630 

944 

455 

549 

1 059 

256 

1 060 

979 

721 

1 154 

1 874 

576 

786 

369 

480 

735 

913 

384 

1 260 

1 141 

761 

1 302 

1 804 

479 

673 

650 

415 

650 

1 147 

280 

299 

253 

151 

312 

342 

104 

197 

181 

116 

223 

216 

79 

91 

57 

79 

117 

99 

16 

444 

39 


1 539 

679 

100 

420 

1 503 

76 

178 

1 098 

549 

1 606 

1 387 

2 192 

2 256 

2 108 

707 

1 242 

764 

224 

• • • 

498 

159 

38 

21 

113 

9 • • 

1 821 

178 

475 

479 

94 

174 

311 

154 

t « • 

• • • 

19 

• • • 

38 

• 9 9 

• • • 


• • » 

20 


20 

360 

39 


1 507 


60 

916 

1 700 

639 

538 


849 

41 

• t • 

« • • 

61 


9 9 9 

• • • 

• • • 

• • • 

16 


9 9 9 

410 

592 

76 

132 

137 

212 

22 

20 

... 

... 

18 

20 

2 476 

1 842 

2 003 

1 913 

1 788 

726 

379 

3a 


1 538 

165 

80 

1 399 

1 205 

1 690 


5 466 

1 080 

1 572 

2 692 

467 


531 

568 

66 

75 

18 

3 

80 

80 

155 

39 

170 

294 

16 

19 

634 

144 

373 

337 

258 

40 

... 




17 



136 

6B2 

119 

1 723 
51 
23 


7 909 

3.2 
3.0 
3.5 

8 472 

3.3 


343 

715 

463 

396 

288 

113 

45 

80 

2.9 

2.6 

3.2 


2 139 
304 


1 340 
272 
234 
487 
347 

1 103 
600 
229 
212 
62 


713 
420 
1 139 
135 


CARTER 


16 
612 
435 
34 
4 570 
174 
19 


20 896 
3.9 
3.8 
4.0 
22 402 
4.3 


36 


543 

599 


459 

900 

704 

275 

57 

48 


472 

314 

051 

815 

702 

322 

229 

464 

3.4 
3.3 

3.5 


4 187 
1 182 


777 

681 

758 

419 

919 

592 

845 

363 

260 

124 


1 048 
147 
3 483 
277 

372 

42 


525 
1 650 


20 

254 


2 920 


539 
2 501 
697 
61 
875 
651 
21 


24 
230 
113 
12 
3 719 
92 
4 


CHRIS¬ 

TIAN 


15 308 


14 831 
3.9 
3.8 

4.1 
17 421 

4.2 


320 

828 

745 

668 

465 

278 

213 

272 

3.5 

3.4 

3.8 


2 926 
863 


2 745 
396 
419 
1 096 
834 

1 044 
644 
238 
111 
51 


276 
152 
1 460 
1 729 


172 


141 

700 


22 

163 


254 
904 
1 133 

*45 
1 431 


439 
2 885 

1 908 

2 950 
6 380 

686 

50 


47 754 
3.4 
3.2 
3.6 
36 241 
3.4 


110 
888 
1 276 

a 896 
1 552 
53 


20 712 

3.3 
3.2 
3.5 

18 672 

3.4 


1 403 
4 026 
a 964 

2 489 
1 531 

882 

336 

432 

3.0 

2.9 

3.2 


11 626 
2 437 


612 

696 

614 

562 

740 

451 

022 

336 

765 

328 


4 149 

1 137 

5 037 

91 

2 994 
636 

19 


2 938 
7 048 

212 

351 

123 

26 

3 365 


2 995 
7 862 
I 390 
133 
1 201 
482 


6 267 


736 
1 726 
1 359 
1 072 
730 
303 
184 
157 

3.0 

2.6 

3.2 


5 557 
710 


3 508 
794 
710 

1 252 
752 

2 759 
1 584 

628 

401 

146 


3 900 
281 
1 758 
39 

la 

271 


3 631 
712 


353 

1 571 


3 311 
1 395 
1 100 
109 
274 
78 


33 

202 

104 

4 061 
588 
5 


21 215 
4.7 
4.5 
5.0 
23 105 


4 554 


232 

796 

821 

673 

618 

422 

301 

691 

4.1 

3.8 

4.6 


2 625 
1 929 


2 838 
470 
521 
1 180 
667 

1 716 
B91 
437 
288 
100 


3 591 
47 


649 

407 


21 
3 457 


865 
1 188 
833 

1 oil 

623 


34 




































































































































































Kentucky 


19-77 


Table 29. —Occupancy Characteristics, Heating Equipment, and Type uf Fuel, for Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

He.ating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

CLINTON 

CRIT¬ 

TENDEN 

CUMBER¬ 

LAND 

DAVIESS 

EDMONSON 

ELLIOTT 

ESTILL 

FLEMING 

FLOYD 

FRANKLIN 

FULTON 

GALLATIN 

ALL HOUSING UNITS. 

Z 

643 

3 

1B6 

2 

531 

21 

387 

2 

573 

1 783 

3 

905 

3 

607 

10 

880 

9 

351 

3 

908 

1 

310 

HEATING EQUIPMENT 











1 

1 













STEAM OR HOT WATER . 


46 


105 


29 


775 


7 

■ 

n 


60 


71 


36 


379 


103 


45 

WARM AIR FURNACE.. 


zbz 


393 


57 

8 

174 


104 


143 


251 


353 

1 

000 

2 

953 


623 


213 

FLOORt wall* or PIPELESS FURNACE . 


104 


333 


36 

3 

693 


121 


89 


616 


239 

1 

560 

1 

485 


652 


78 

BUILT-IN electric UNITS. 


20 


12 


132 


80 


95 


8 


• • • 


24 


57 


3 


95 


■ • ■ 

OTHER MEANS WITH FLUE. 

1 

966 

2 

253 

2 

139 

8 

098 

2 

181 

1 

438 

2 

624 

2 

782 

4 

893 

3 

572 

2 

316 


957 

other means without flue . 


210 


86 


138 


487 


54 


94 


331 


71 

3 

214 


909 


98 


12 

NONE. 


15 


4 


... 


80 


11 


11 


23 


67 


83 


50 


21 


5 

POPULATION 

























population in HOUSING UNITS. .. 

b 

912 

8 

824 

7 

976 

70 

708 

7 

900 

6 

277 

12 

310 

10 

236 

42 

241 

27 

386 

10 

759 

3 

964 

PER OCCUPIED UNIT. 


3.S 


3.2 


3.6 


3.6 


3.5 


4.1 


3.5 


3.1 


4.3 


3. 1 


3.1 


3*? 

owner. 


3.6 


3.1 


3.4 


3.6 


3.3 


4.0 


3.3 


2.9 


4.1 


3.1 


2.8 


3.1 

RENTER . 


4.3 


3.4 


3.9 


3.5 


4.0 


4.3 


3,7 


3.5 


4.5 


3.1 


3.5 


3.7 

population in dwelling UNITS. 1950 .... 

10 

592 

10 

789 

9 

294 

56 

156 

9 

346 

7 

078 

14 

628 

11 

935 

53 

247 

23 

931 

13 

563 

3 

968 

PER OCCUPIED UNIT. 


4.2 


3.4 


3.9 


3.6 


4.0 


4.7 


4.1 


3.5 


4.6 


3.2 


3.5 


3.4 

ALL OCCUPIED UNITS . 

z 

364 

2 

751 

2 

240 

19 

911 

2 

261 

1 534 

3 

555 

3 

301 

9 

886 

8 

792 

3 

488 

1 187 

PERSONS 















■ 


m 

■ 







1 PERSON . 


164 


301 


169 

2 

038 


201 


91 


341 

■ 


■ 


1 

215 


566 


142 

Z PERSONS. 


577 


8Sl 


599 

5 

494 


696 


351 

1 

057 





2 

707 

1 

190 


308 

3 PERSONS. 


547 


569 


543 

3 

790 


454 


278 


666 


673 

^Bl 

wJS3 

1 

786 


631 


285 

4 PERSONS. 


374 


522 


353 

3 

297 


349 


F ri I 


589 


442 

1 

620 

1 

460 


431 


186 

S PERSONS. 


283 


251 


278 

2 

328 


234 


t fi • 


445 


306 

1 

255 


850 


331 


147 

6 PERSONS. . . . 


163 


138 


136 

1 

337 


134 


1! ■ 


204 


152 


931 


462 


150 


62 

7 PERSONS. 


128 


45 


61 


705 


77 


1 • 


122 


66 


592 


151 


74 


16 

B PERSONS OR MORE. 


12B 


74 


101 


922 


116 


141 


131 


91 

1 

024 


161 


115 


41 

MEDIAN. 

























ALL OCCUPIED . 


3.3 


2.9 


3.1 


3.1 


3.0 


3.7 


3.1 


2.6 


3.8 


2.8 


2.5 


3.0 

owner. 


3.2 


2.8 


2.9 


3.2 


2.8 


3.6 


2.8 


2.4 


3.7 


a.8 


2.3 


2.7 

RENTER . 


3.B 


3.1 


3.5 


3.0 


3.7 


3*8 


3.4 


3.2 


4.0 


2.7 


2.9 


3.4 

PERSONS PER ROOM 

























1.00 OR LESS . 

1 

839 

2 

394 

1 

880 

16 

508 

1 

784 

1 

113 

2 

958 

3 

021 

7 

037 

7 

936 

3 

036 

1 

020 

1.01 OR MORE . 


525 


357 


360 

3 

403 


477 


421 


597 


280 

2 

649 


856 


452 


167 

year moved into unit 

























OWNER OCCUPIED . 

1 

752 

1 

970 

1 

446 

12 

835 

1 

736 

1 

179 

2 

392 

2 

146 

6 

304 

5 

071 

2 

056 


715 

1958 TO MARCH 1960 . 


279 


269 


178 

2 

925 


337 


148 


299 


376 


977 

1 

159 


283 


146 

1954 TO 1957 ... . 


259 


344 


270 

3 

707 


308 


165 


454 


344 

1 

169 

1 

274 


322 


144 

1940 TO 1953 . 


803 


856 


599 

4 

445 


686 


482 


924 


725 

2 

698 

1 

638 


609 


282 

1939 OR EARLIER. 


411 


501 


399 

1 

758 


405 


384 


715 


701 

1 

460 


9S0 


642 


143 

RENTER OCCUPIED. 


612 


781 


794 

7 

076 


525 


355 

1 

163 

1 

155 

3 

582 

3 

721 

1 

432 


472 

195B To MARCH 1960 . 


386 


438 


390 

4 

006 


300 


194 


592 


577 

1 

832 

1 

897 


706 


229 

1954 TO 1957 . 


93 


200 


206 

1 

669 


119 


62 


363 


326 


842 

1 

003 


307 


123 

1940 TO 1953 .... . 


120 


103 


162 

1 

057 


82 


73 


177 


208 


705 


648 


311 


91 

1939 OR EARLIER. 


13 


40 


36 


344 


24 


26 


31 


44 


203 


173 


108 


29 

HEATING FUEL 

























UTILITY GAS. 


U6 


554 


21 

13 

143 


22 


157 


976 


19 

5 

992 

5 

555 


903 


... 

FUEL OIL. KEROSENE. ETC. 


175 


198 


20 


764 


107 


36 


42 


863 


21 


690 


3B3 


325 

COAL OR COKE . 

1 

423 

1 

682 


298 

4 

279 

1 

632 

1 

023 

1 

863 

1 

764 

3 

669 

1 

876 

1 

357 


594 

WOOD... 


497 


79 

1 

460 


42 


326 


206 


589 


368 


t t • 


172 


255 


141 

ELECTRICITY.. 


18 


. ^ 


356 


44 


66 


« • • 


• • • 


• • • 


61 


• • 


146 


t • 

BOTTLED. TANK. OR LP GAS . 


98 


238 


85 

1 

588 


108 


93 


42 


287 


83 


441 


444 


127 

OTHER FUEL . 


37 


• t_» 


• • • 


37 


• • • 


19 


« • • 


• * • 


20 


36 


• • • 


9 9 

NONE. 


... 


... 


... 


14 


... 


• • • 


43 




40 


20 


• • • 


9 9 9 

water HEATING FUEL 

























UTILITY GAS. 


- “ f 


337 


21 

12 

566 


22 


38 


979 


20 

3 

887 

5 

799 


668 


9 9 9 

ELECTRICITY. 


577 


675 


656 

1 

730 


762 


227 


359 

1 

040 


636 

1 

281 

1 

134 


345 

COAL OR COKE . 


60 


20 


• 


175 


• • 9 


• • • 


43 


• 9 • 


230 


70 


62 


9 9 9 

WOOD.. . . . 


... 


38 


21 


22 


* t • 


• • • 


19 


• • • 


• • • 


• • • 


• • • 


9 9 9 

BOTTLED, tank. OR LP GAS . 


19 


23a 


#_• • 

1 

445 


• • ■ 


97 


43 


147 


83 


287 


321 


252 

FUEL OIL. KEROSENE. ETC. 


19 


60 


• • • 


64 


• • • 


• • • 


• • • 


19 


• • « 


• • • 


• • • 


IB 

OTHER FUEL . 


18 


• #-§ 


• • • 


19 


22 


9 • • 


• • • 


• t • 


22 


• • • 


t • • 


• • • 

NONE. 

1 

671 

1 

383 

1 

542 

3 

890 

1 

455 

1 

172 

2 

112 

2 

075 

5 

028 

1 

355 

1 

303 


572 

COOKING FUEL 

























UTILITY GAS. 


212 


218 


• • 4 

10 

998 


22 


199 


969 


19 

5 

950 

4 

428 


664 


... 

ELECTRICITY. 


688 

1 

128 

1 

344 

4 

713 

1 

342 


530 


678 

1 

503 


890 

3 

013 

1 

545 


393 

bottled. Tank, or lp gas . 


332 


911 


119 

2 

871 


342 


230 


682 

1 

025 


579 


960 


856 


668 

FUEL OIL. KEROSENE. ETC. 


• t • 


120 


• . 4 


274 


22 


t • • 


45 


189 


« t ■ 


134 


lOQ 


18 

COAL OR coke . 


79 


80 


4 4 4 


941 


44 


98 


155 


181 

2 

366 


136 


107 


90 

WOOD. 

1 

053 


294 


777 


75 


423 


458 


966 


384 


61 


38 


216 


18 

OTHER FUEL . 


. . • 


6 . • 


« • • 


19 


22 


19 


f • • 


• ft 


20 


• • • 


• • • 


« • • 

NONE .. . . 


... 


... 


... 


20 


44 


... 


60 


... 


20 


83 


... 


• • • 








































































































































19-78 


State and Small Areas 


Table 29. —Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s; I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Hwting Equipment 
Popul;ition 
Persons 
Persons per 
Room 


Ye.ir Moved into 
Unit 

He,itii\i' Fuel 
W;iter He.itinq Fuel 
Cookin^t; Fuel 


SUBJECT 

GARRARD 

GRANT 

GRAVES 

GRAYSON 

ALL HOUSING UNITS. 

3 388 

3 371 

10 663 

5 247 

HEATING EQUIPMENT 





STEAM OR HOT WATER . 

81 

113 


72 

WARM AIR FURNACE . 

448 

789 


329 

FLOOR 1 WALLi OR PIPELESS FURNACE. 

462 

32 


321 

BUILT-IN electric UNITS.. 

4 

4 

1 230 

129 

OTHER MEANS WITH FLUE. 

2 324 

2 305 

6 162 

4 274 

OTHER means without FLUE . 

39 

124 

361 

70 

NONE. 

30 

4 

186 

52 

POPULATION 





POPULATION IN HOUSING UNITSi 1960. 

9 869 

9 545 

30 703 

16 121 

PER OCCUPIED UNIT. 

3.3 

3.3 

3.1 

3.5 

OWNER. 

3.0 

3.1 

3.1 

3.5 

RENTER.... 

3.8 

3.7 

3.2 

3.7 

POPULATION IN DWELLING UNITSi 1950 .... 

10 998 

9 785 

31 168 

17 026 

PER OCCUPIED Unit. 

3.6 

3.3 

3.3 

3.7 

all OCCUPIED UNITS . 

2 9B1 

2 906 

9 799 

4 543 

PERSONS 






266 

381 

1 038 

421 

2 PERSONS. 

971 

910 

3 306 

1 437 

■} PERSONS. 

670 

553 

2 166 

918 

4 PERSONS. 

436 

432 

1 600 

604 

5 PERSONS.. . 

261 

285 

825 

389 

6 PERSONS. 

204 

109 

466 

299 

7 PERSONS. 

90 

135 

191 

194 

8 PERSONS OR MORE. 

83 

101 

207 

281 

median 1 





ALL OCCUPIED . 



2.B 

3,0 

owner. 



2.7 

2.9 

RENTER . 

■ 

3.3 

2.8 

3.0 

PERSONS PER ROOM 





1.00 OR LESS . 

2 606 

2 425 

8 622 

3 587 

1.01 OR MORE. . . 

375 

481 

1 177 

956 

YEAR MOVED INTO UNIT 





OWNER OCCUPIED ..... . . 

1 855 

1 959 

7 133 

3 491 

1958 TO MARCH 1960 . 

247 

473 

1 102 

687 

1954 TO 1957 .. . 

317 

295 

1 400 

662 

1940 TO 1953 . 

693 

734 

2 891 

1 410 

1939 OR EARLIER. 

598 

457 

1 740 

732 

renter OCCUPIED. 

1 126 

947 

2 666 

1 052 

195B TO MARCH 1960 . 

628 

569 

1 464 

631 

1954 TO 1957 . 

253 

225 

596 

230 

1940 TO 1953 . 

187 

110 

457 

120 

1939 OR EARLIER. 

58 

43 

149 

71 

HEATING FUEL 





UTILITY GAS. . . . 

906 

« • « 

2 396 

580 

FUEL OIL. KEROSENE. ETC.. . . . . 

271 

910 

1 213 

376 

COAL OR coke.. . 

1 662 

1 642 

3 230 

2 298 

WOOD. 

23 

319 

611 

1 000 

ELECTRICITY. 

22 

17 

1 294 

90 

bottled. Tank, or lp gas . 

75 

18 

1 055 

199 

OTHER FUEL . 

22 

• • • 

• • • 

• « • 

NONE. 

... 

... 

... 

• •• 

Water heating fuel 





UTILITY GAS. 

708 


859 

432 

electricity. 

737 

948 

4 930 

1 123 

COAL OR coke.. . . . . 

20 

20 

97 

18 

WOOD... 

• • • 

• • • 

• t • 

• ft • 

bottled. Tank, or lp gas . 

57 

130 

454 

220 

FUEL OIL. KEROSENE. ETC. 

23 

217 

19 

18 

OTHER FUEL ... . 

f • • 

• • • 

• • • 

• ft ft 

NONE. 

1 436 

1 591 

3 440 

2 732 

COOKING fuel 





UTILITY gas. 

423 

• • • 

1 003 

416 

electricity.. 

1 731 

1 111 

7 159 

2 429 

BOTTLED. TANK. OR LP GAS.. . 

346 

1 438 

971 

861 

FUEL OIL* KEROSENE. ETC. . . . 

• • • 

52 

215 

133 

COAL OR COKE.. 

378 

116 

282 

113 

WOOD .... 

81 

189 

150 

575 

OTHER FUEL.. 

22 

• • • 

• • ft 

ft ft • 

NONE. 

... 

... 

19 

16 


GREEN 

GREENUP 

HANCOCK 

HARDIN 

HARLAN 

HARRI¬ 

SON 

HART 



3 614 

8 470 

1 863 

14 883 

14 864 

4 604 

4 672 

3 738 

2 326 

24 

20 

12 

577 


■ 

39 

90 

19 

293 

1 744 

156 

6 506 



306 

576 

231 

512 

2 393 

125 

1 309 



476 

125 

252 

11 

55 

4 

49 



23 

16 

142 

2 549 


1 501 

5 933 



3 220 

2 807 

1 654 

211 


57 

399 



236 

57 

28 

14 

■■a 

8 

1 10 


■EO 

372 

67 

... 

11 425 

30 297 

5 167 

47 794 

52 068 

13 464 

14 258 

11 016 

7 165 

3.4 

3.9 

3.2 

3.6 

4.1 

3.1 

3.4 

3.3 

3.4 

3.3 

3.9 

3.1 

3.5 

4.0 

2.8 

3.2 

3.0 

3.1 

3.6 

4.1 

3.7 


4.1 

3.6 

3.8 

3.8 

4,0 

11 253 

24 842 

6 002 


71 009 

13 629 

15 270 

11 294 

7 753 

3.5 

4.0 

3.5 


4.4 

3.2 

3.6 

3.3 

3.5 

3 378 

7 761 



12 808 

4 317 

4 160 

3 375 

2 105 

287 

H 

■1 

832 


541 

386 

439 

218 

923 



3 649 


1 428 

1 234 

999 

653 

781 



2 919 

2 376 

897 

883 

700 

427 

673 

1 501 

224 

2 527 

2 048 

666 

695 

512 

384 

334 

996 

142 

1 566 

1 545 

401 

448 

324 

169 

212 

655 

111 

960 

1 119 

182 

253 

183 

95 

93 

343 

40 

445 

571 

92 

125 

105 

36 

75 

477 

60 

456 

1 234 

no 

136 

113 

123 

3.1 

3.6 

2.7 

3.3 

3.6 

2.7 

3.0 

2.9 

2.9 

3.0 

3.5 

2.5 

3.2 

3.5 

2.4 

2.8 

2.5 

2.7 

3.4 

3.7 

3.5 

3.4 

3.6 

3.2 

3,5 

3.4 

3.4 

2 882 

6 206 

1 375 

10 884 

9 165 

3 844 

3 468 

2 932 

1 806 

496 

1 555 

220 

2 470 

3 643 

473 

692 

443 

299 

2 345 

5 933 

1 131 

7 449 

5 629 

2 548 

2 726 

2 144 

1 451 

505 

1 234 

141 

2 367 

860 

389 

420 

357 

218 

465 

1 559 

215 

1 765 

1 374 

531 

453 

356 

247 

857 

2 139 

480 

2 443 

2 540 

881 

1 115 

797 

611 

516 

1 001 

295 

874 

1 055 

747 

738 

634 

375 

1 033 

1 828 

464 

5 905 

6 979 

1 769 

1 434 

1 231 

654 

5b3 

1 052 

218 

4 828 

3 038 

857 

791 

638 

349 

252 

446 

101 

678 

1 825 

478 

343 

286 

150 

169 

258 

98 

294 

1 622 

358 

238 

246 

109 

29 

72 

47 

105 

494 

76 

62 

61 

46 

755 

4 806 

406 

5 493 

63 

1 767 

930 


164 

209 

127 

67 

2 709 

520 

691 

152 

913 

425 

173 

2 318 

1 055 

3 496 

12 114 

1 500 

1 235 

1 922 

779 

1 860 

239 

. . . 

912 

ft • ft 

220 

1 371 

222 

270 

. . . 

42 

ft ft ft 

115 

21 

ft ft ft 

57 

19 

160 

362 

208 

67 

629 

90 

139 

395 

258 

307 

. - • 

21 

ft ft ft 

ft ft ft 

ft ft ft 

ft ft ft 

20 

ft ft ft 

• ft ft 

19 

• ft • 

ft ft ft 

ft ft ft 

ft • • 

ft ft ft 


41 


601 

4 268 

247 

4 619 

83 

1 716 

698 


146 

666 

1 107 

199 

5 187 

4 338 

707 

727 

1 245 

890 

• ft t 

21 

ft • ft 

109 

2 061 

21 

19 

ft ft ft 

ft ft ft 

19 

• ft ft 

ft , ft 

ft ft ft 

• ft ft 

ft ft ft 

ft ft ft 

ft • ft 

ft ft ft 

172 

205 

136 

824 

83 

95 

259 

276 

181 

‘ . t 

21 

. . * 

96 

19 

ft ft ft 

20 

20 

ft • ft 

- “ t 


... 

ft ft ft 

ft ft ft 

ft t ft 

20 

« ft ft 

ft ft ft 

1 920 

2 139 

1 013 

2 519 

6 224 

1 778 

2 417 

1 834 

888 

521 

3 871 

314 

q 204 

212 

1 590 

715 


151 

1 540 

2 288 

582 

5 163 

6 044 

1 220 

1 973 

1 661 

1 387 

842 

942 

363 

3 262 

554 

1 302 


1 273 

411 

19 

21 

44 

49 

19 

51 


260 

25 


361 

225 

127 

5 958 

136 


59 

37 

456 

276 

23 

549 

ft ft ft 

ft ft ft 


102 

94 

• ft ft 

• T ‘ 

44 

ft ft ft 

ft ft • 

ft ft ft 


ft ft ft 

ft • ft 

... 

... 

... 

... 

21 

le 


20 

... 



































































































































































































Kentucky 

Table 29. —Occupancy Characteristics, Heating Equipment, and Type ot Fuel, tor Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text, Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 



all housing units. 


heating equipment 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOORi WALLt OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER means WITHOUT FLUE .... 
NONE ..... . 


POPULATION IN HOUSING UNITSi 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNiTSt 1950 
PER OCCUPIED UNIT. ....... 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS, . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1,00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 To MARCH 1960 
1954 TO 1957 . . . 
1940 To 1953 . . . 
1939 OR EARLIER. . 


renter occupied 

1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 To 1953 . . . 
1939 OR EARLIER. . 


HEATING FUEL 


UTILITY GAS. 

FUEL OlLi kerosene. ETC. 

COAL OR coke . 

WOOD. 

ELECTRICITY. 

bottled. Tank, or lp gas 

OTHER fuel . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 
OTHER FUEL ....... 

NONE. 


HOPKINS JACKSON JESSA- JOHNSON KNOTT KNOX LARUE LAUREL LAW- LEE LESLIE LETCHER LEWIS 
MINE RENCE 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

bottled, tank, ORi lp GAS . 
FUEL OIL. KEROSENE, ETC. . 
COAL OR COKE , . i . . . . 

WOOD., , 

OTHER FUEL . , . . \ . 

NONE.X^. {, 


23 767 20 114 


24 483 10 661 24 820 


9 937 25 640 


5 223 3 808 6 336 3 OOgI 6 42o| 3 208| 1 946 



1 193 

228 

395 

469 

206 

567 

196 

548 

3 686 

670 

1 133 

1 347 

762 

1 618 

934 

1 516 

2 494 

563 

024 

979 

710 

1 158 

618 

1 230 

2 086 

388 

609 

949 

534 

999 

565 

1 122 

1 065 

283 

368 

520 

463 

712 

239 

768 

609 

198 

222 

366 

366 

470 

193 

450 

239 

109 

108 

215 

278 

312 

126 

359 

344 

277 

87 

378 

489 

500 

135 

427 

2.9 

3.3 

2.9 

3.3 

3.9 

3.3 

3.1 

3.4 

2.8 

3.3 

2.6 

3.2 

3,7 

3.2 

2.9 

3.4 

3.0 

3,5 

3.3 

3.6 

4.3 

3.6 

3.7 

3.7 


a 

346 

2 004 

2 008 

3 517 

2 524 

4 

147 

2 239 

4 

803 


542 

352 

388 

497 

310 


576 

398 


828 


830 

347 

463 

597 

430 


752 

454 

1 

003 

3 

135 

862 

631 

1 440 

1 256 

1 

748 

824 

1 

786 


841 

443 

526 

983 

528 

1 

071 

563 

1 

186 

3 

368 

712 

1 738 

1 706 

1 284 

2 

189 

767 

1 

617 


960 

435 

952 

1 038 

705 

1 

234 

449 


903 


740 

96 

371 

341 

278 


453 

152 


423 


512 

156 

347 

240 

240 


414 

108 


235 


156 

as 

68 

87 

61 


BB 

58 


56 



4 844 

.. . 

1 316 

352 

116 

383 

5 781 

2 464 

1 694 

76 

98 

42 

... 

•. • 

38 

517 

19 

231 

49 

19 

20 

97 

. . . 

22 


1 098 

2 475 

275 

1 032 

... 

56 

577 

108 

2 426 

3 742 

1 393 

5 146 

19 

44 

491 

79 

. • • 

... 

17 

. •. 

161 

19 

253 

55 

104 

. . • 

... 

•.« 



507 

4 

921 

303 


558 

298 

1 

027 

612 

2 

165 

294 

1 

171 

782 

2 

372 

377 

1 

321 

174 


501 

182 

■ 


49 

m 

1 ^ 


123 1 036 

1 154 1 293 

35 175 




391 2 244 


2 069 1 519 1 820 4 342 


3 731 

117 

1 210 

2 304 

1 138 

3 325 

740 

845 

1 034 

810 

3 190 

311 

1 35a 

667 

242 

139 

•. • 

60 

• • • 

24 

1 066 

797 

236 

1 045 

1 457 

175 

751 

43 

129 

78 

49 

... 

.. • 

44 

20 

41 

•. . 

... 

... 

39 


641 1 719 

768 718 

... 113 

2 106 71 

361 298 


1 079 288 

506 494 

6BB 358 



... 322 

685 3 758 

57 157 

857 2 938 

690 




























































































































19-80 


State and Small Areas 


Table 29. —Occupancy Charactekistics, Heating Equipment, and Type ot Fuel, for Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

LINCOLN 

LIVING¬ 

STON 

LOGAN 

LYON 

MC¬ 

CRACKEN 

MC¬ 

CREARY 

MC 

-EAN 

MADISON 

MAGOF¬ 

FIN 

MARION 

mar¬ 

shall 

martin 

MASON 

ALL HOUSING UNITS. 

5 

090 

2 531 

6 

789 

1 

802 

19 

739 

3 

191 

3 

167 

10 

175 

3 

008 

4 

30 B 

6 

046 

2 

462 

5 

916 

HEATING EQUIPMENT 




















1 

■ 





STEAM OR HOT WATER . 


92 

28 


139 


25 

1 

657 


14 


44 


713 


7 


120 

■ 





201 

WARM AIR FURNACE . 


636 

271 


535 


158 

4 

848 


377 


sae 

2 

168 


231 


651 




115 


626 

FLOOR, WALL, OR PIPELESS FURNACE . 


167 

177 


749 


122 

4 

015 


22 


190 

1 

245 


12 


457 


tilrJd 


56 


772 

BUILT-IN ELECTRIC UNITS. 


7 

t • • 


425 


70 


21 


B 


12 


16 


• ■ 


7 


820 


• • 


B 

OTHER means WITH FLUE. 

3 

9B9 

2 02B 

4 

500 

1 

268 

8 

717 

2 

649 

2 

256 

5 

466 

2 

300 

2 

840 

3 

774 

1 

276 

3 

355 

OTHER MEANS WITHOUT FLUE . 


172 

19 


417 


115 


296 


121 


77 


541 


458 


165 


365 

1 

Oil 


923 

NONE. 


27 

B 


24 


44 


185 


... 


... 


26 


... 


68 


45 


4 


31 

POPULATION 






1 




















POPULATION IN HOUSING UNITS. 1960. 

17 

273 

7 098 

20 

859 



56 

765 

11 

986 

9 

382 

30 

675 

11 

459 

16 

618 

16 

761 



18 

532 

PER OCCUPIED UNIT. 


3.8 

3.2 


3.3 




3.1 


4.1 


3.3 


3.3 


4.4 


4.1 


3.3 


4.5 


3.3 

OWNER. 


3.5 

3.1 


3.1 


3.1 


3,2 


4.0 


3.1 


3.1 


4.1 


4.0 


3.2 


4.3 


3.1 

RENTER . 


4.3 

3.5 


3.6 


3.3 


3.0 


4.1 


3.8 


3.5 


5.0 


4.2 


3.4 


4.8 


3.6 

population in dwelling units, 1950 . . . . 

IB 

640 

7 167 

22 

227 

5 

698 

4B 

345 

16 

573 

10 

000 

29 

013 

13 

811 

16 

784 

13 

361 

11 

665 

18 

286 

PER OCCUPIED Unit. 


3.9 

3.5 


3.6 


3.4 


3.2 


4.6 


3.5 


3.5 


4.7 


4.2 


3.3 


5.0 


3.4 

ALL OCCUPIED UNITS . 

4 

605 

2 211 

6 

314 

1 

476 

18 

061 

2 

949 

2 

863 

9 

359 

2 

630 

4 

062 

5 


1 


5 

560 

PERSONS 


















■ 




■ 

1 



1 PERSON . 


335 

26B 


6B6 


191 

2 

463 


293 


330 

1 

165 


150 

■ 



468 

■ 



676 

2 PERSONS. 

1 

175 

699 

1 

874 


485 

5 

504 


688 


839 

2 

610 


544 



1 

604 


ll^n 

1 

661 

3 PERSONS. 


906 

421 

1 

282 


289 

3 

524 


481 


594 

2 

077 


482 


701 

1 

080 


QQ 

1 

199 

4 PERSONS. 


856 

363 

1 

186 


24 B 

3 

185 


403 


458 

1 

635 


421 


563 


954 


PsH 


827 

S PERSONS. 


533 

226 


618 


100 

1 

864 


333 


330 




322 


434 


557 


314 


493 

6 PERSONS. 


352 

139 


332 


65 


764 


284 


ISO 


E 


224 


285 


312 


219 


289 

7 PERSONS. . . . 


205 

43 


129 


41 


366 


193 


67 




141 


218 


76 


122 


193 

8 PERSONS OR MORE.. 


243 

52 


207 


57 


391 


274 


65 


aao 


346 


467 


98 


294 


22R 

MEDIANi 


























ALL OCCUPIED . 


3.4 

2.8 


By 


EH 


2.B 


3.5 


2.9 


2.9 


3.8 


3.4 


3.0 


4.0 


2,9 

OWNER. . . 


3.1 

2.7 


rJ rJ 


EG 


2.9 


3.5 


2.7 


2.B 


3.5 


3.3 


2,9 


3,8 


2,7 

RENTER . 


3.9 

3.2 

■ 

1 

■ 

11 


2.7 


3,6 


3.6 


3. 1 


4.5 


3.5 


3,1 




3i; 

PERSONS PER ROOM 


























1.00 OR LESS . 

3 

6B6 

1 883 

5 

430 

1 

281 

16 

0S6 

2 

054 

2 

433 

a 

171 

1 

797 

3 

128 

4 

4»[5 

1 

412 

4 

8^2 

1.01 OR MORE.. . . . 


919 

328 


884 


195 

1 

975 


895 


430 

1 

IBS 


833 


934 


704 


806 


738 

year moved INTO UNIT 


























OWNER OCCUPIED . 

3 

156 

1 640 

3 

902 


970 

12 

095 

1 

994 

2 

035 

5 

236 

1 

861 

2 

671 

4 

161 

1 

469 

2 

721 

1958 TO MARCH 1960 . 


516 

267 


575 


137 

2 

163 


292 


293 


933 


226 


408 


789 


216 


320 

1954 TO 1957 . 


550 

318 


700 


14B 

2 

864 


411 


353 

1 

185 


398 


497 

1 

017 


248 


485 

1940 TO 1953 . 

1 

130 

741 

1 

578 


383 

4 

857 


870 


813 

1 

898 


752 

1 

108 

1 

623 


621 

1 

080 

1939 OR EARLIER. 


960 

314 

1 

049 


302 

2 

211 


421 


576 

1 

220 


485 


658 


732 


384 


836 

RENTER OCCUPIED. 

1 

449 

571 

2 

412 


506 

5 

966 


955 


828 

4 

123 


769 

1 

391 


988 


749 

2 

839 

1958 TO MARCH i960 . 


818 

313 

1 

239 


268 

3 

258 


504 


405 

2 

300 


433 


702 


651 


488 

1 

346 

1954 TO 1957 ............... 


316 

89 


592 


92 

1 

543 


240 


172 


929 


175 


340 


147 


142 


733 

1940 TO 1953 . 


227 

102 


386 


106 


893 


138 


189 


713 


127 


264 


146 


107 


594 

1939 OR EARLIER. 


86 

67 


195 


40 


272 


73 


62 


181 


34 


85 


44 


12 


166 

HEATING FUEL 


























UTILITY GAS. 


479 

• • » 

1 

790 


• B • 

10 

230 


• * • 


604 

■ 



476 

1 

061 


574 

1 

307 

3 

120 

FUEL OIL, KEROSENE, ETC. 


429 

369 


119 


191 

1 

954 


35 


248 

■ 

E3I 


39 


307 


913 


“ ff T 


712 

COAL OR COKE . 

3 

212 

1 015 

3 

161 


864 

3 

797 

2 

751 

1 

722 

4 

794 

2 

030 

1 

249 

1 

214 


778 

1 

297 

WOOD. 


413 

43 a 


211 


1B9 


315 


69 


... 


79 


. • « 


93a 

1 

082 


58 


130 

ELECTRICITY. 


• • • 

• • • 


441 


38 


38 


17 


t t t 


20 


- * . 


-It 


897 




20 

BOTTLED, TANK, OR LP GAS . 


54 

389 


571 


194 

1 

671 


56 


289 


557 


64 


490 


450 


t 


281 

OTHER FUEL.. .. 


« « • 



• • • 




37 


21 


• • . 


40 


21 


17 




75 





18 



21 

■ 

1 


19 


... 


... 


24 


... 




19 




... 

WATER heating fuel 



H| 



■ 

1 



















UTILITY GAS. . . 


311 


1 

222 

■ 

m 

B 

827 


58 


539 

2 

941 


229 


904 


243 


672 

2 

678 

ELECTRICITY . 

1 

312 

801 

2 

169 


453 

3 

060 


390 


743 

■ 

■2^ u 


437 


790 

2 

693 


57 


739 

COAL OR COKE. . 


63 

81 


20 


• • • 


274 


243 


103 


H? 3 


21 









WOOD . 


18 

• • • 


“ I - 


t 1 T 







■ 

In ■ 











BOTTLED, TANK, OR LP GAS . 


184 

252 


199 


114 

1 

724 


159 


226 


546 


125 


317 


296 




Z26 

FUEL OIL, KEROSENE. ETC. 


18 

• « • 


• 


• • • 


SB 


. - * 


t 1 1 


103 




32 


19 





OTHER fuel . 


60 

• • . 


• • • 


• • • 


18 


• • • 






... 


20 




19 



NONE . .......... 

2 

639 

1 077 

2 

704 


909 

4 

100 

2 

099 

1 

252 

3 

732 

1 

818 

1 

999 

1 

898 

1 

470 

1 

917 

COOKING fuel 


























UTILITY GAS. 


339 

• • • 

1 

108 


ft* 

B 

202 


170 


647 

2 

287 


583 


887 


182 

1 

179 

2 

731 

ELECTRICITY . 

1 

563 

733 

3 

850 


857 

5 

379 


434 

1 

085 

3 

540 


624 


951 

3 

994 


285 

1 

1^3 

BOTTLED, Tank, or LP GAS . 

1 

474 

906 


415 


322 

2 

983 


898 


751 

2 

429 


518 

1 

535 


667 


132 

i 


FUEL OIL, KEROSENE, ETC . 


40 

86 


177 


no 


411 


... 




77 




76 


100 




‘43 

COAL OR coke . 


466 

166 


312 


56 


665 


877 


359 


746 


308 


205 




431 


203 

WOOD .. 


698 

320 


432 


131 


307 


570 


21 


188 


597 


408 


206 


79 


il3 

other fuel . 


• • • 

• • • 


• » * 


• • « 


40 


. . « 


- - t 




* • f 






112 


32 

NONE . 


25 

... 


20 


... 


74 


... 


... 


92 


... 


... 


... 




18 
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Kentucky 
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Table 29.—OccuPAN'CY Characteristics, Heating Equipment, and Type ot Fuel, for Counties 

Outside SMSA’s; 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

MEADE 

MENIFEE 

MERCER 

METCALFE 

MONROE 

MONT¬ 

GOMERY 

MORGAN 

MUHLEN¬ 

BERG 

NELSON 

NICHO¬ 

LAS 

OHIO 

OLOHAM 

OWEN 

ALL HOUSING UNITS. 

S 

282 

1 256 

5 

145 

2 

801 

3 

718 

4 230 

3 

258 

8 773 

5 673 

2 

289 

6 

144 

3 555 

3 054 

HEATING equipment 







■ 

■ 




1 

1 



1 

■ 





STEAM OR HOT WATER . 


21 


• • • 


191 

■ 

m 


4 

123 

■ 

m 

476 

216 

■ 

89 


77 

136 

48 

WARM AIR FURNACE . 

2 

504 


81 

1 

160 


76 


214 

318 


|Bi 

1 695 

1 335 

■ 

192 


775 

1 126 

424 

FLOOR, wall, or PIPELESS FURNACE . 


370 


20 


777 


114 


52 

661 


ECS 

789 

222 

■ 

143 


241 

283 

75 

BUILT-IN ELECTRIC UNITS. 


51 


• • • 


20 


15b 


334 

21 


• • • 

40 

32 

■ 

m 


79 

20 

f • - 

other means with flue. 

2 

140 

1 

041 

2 

871 

2 

342 

3 

038 

2 486 

2 

348 

5 572 

3 448 

■ 


4 

904 

1 784 

2 499 

OTHER means WITHOUT FLUE . 


150 


74 


93 


88 


76 

605 


473 

153 

241 

■ 

m 


40 

84 

8 

NONE. 


46 


40 


33 


23 


... 

16 


... 

48 

179 

■ 

Id 


28 

122 

... 

POPULATION 






















POPULATION IN HOUSING UNITS. 1960. 

18 

953 

4 

488 

14 

693 

8 

414 

11 

852 

13 925 

10 

579 

28 583 

21 499 

6 

497 

17 

840 

10 861 

8 265 

PER OCCUPIED UNIT. 


3.9 


3.9 


3.2 


3.4 


3.5 

3.5 


3.7 

3.5 

4.1 


3.0 


3.3 

3.6 

3.2 

OWNER. 


3.8 


4.0 


3.1 


3.2 


3.3 

3.3 


3.6 

3,4 

4.0 


2.8 


3.2 

3.3 

3.0 

RENTER . 


4.0 


3.9 


3.5 


3.9 


4.0 

3.8 


3.9 

3.8 

4,1 


3.5 


3.6 

4.0 

3.7 

POPULATION IN dwelling UNITS. 1950 . . . , 

9 

386 

4 

776 

14 

563 

9 

851 

13 

748 


13 

601 

32 428 

18 784 

7 

514 

20 

771 

8 913 

9 717 

PER OCCUPIED UNIT. 


3.9 


4.1 


3.3 


3.7 


3.9 



4.3 

3.8 

4.0 


3.3 


3.5 

3.6 

3.4 

ALL OCCUPIED UNITS . 

4 

804 

1 

139 

4 

598 

2 

488 

3 

366 

3 958 

2 

876 

8 112 

5 303 

2 

134 

5 

383 

3 038 

2 569 

PERSONS 






















1 PERSON . 


189 


68 


567 


214 


314 

446 


292 

723 

417 


341 


550 

234 

281 

2 PERSONS.. . 

1 

122 


296 

1 

359 


726 

1 

003 

1 123 


723 

2 299 

1 365 


695 

1 

871 

859 

910 

3 PERSONS. 


841 


219 

1 

066 


562 


647 

652 


551 

1 702 

948 



m 

ill 

647 

441 

4 PERSONS. 


955 


155 


700 


483 


551 

723 


530 

1 345 

806 



■ 

1 

489 

383 

5 PERSONS. ... . 


783 


143 


466 


223 


360 

403 


266 

845 

591 


itU 

■ 


370 

250 

6 PERSONS. 


505 


133 


235 


134 


191 

291 


235 

587 

330 


78 


317 

208 

177 

7 PERSONS. 


217 


55 


93 


45 


117 

124 


82 

257 

301 


42 


140 

86 

64 

8 PERSONS OR MORE. 


192 


70 


112 


101 


183 

196 


197 

354 

545 


60 


210 

145 

63 

MEDI AN1 





' 

















ALL OCCUPIED . 


3.8 


3.4 


2.8 


3.0 


3.1 

3.1 


b 1 3 

3.1 



2.6 


2.8 

3.2 

2.7 

OWNER. 


3.4 


3.4 


2.7 


2.8 


2.8 

2.7 


k ' 9 

3.0 



2.4 


2.7 

3.0 

2.4 

RENTER . 


4.0 


3.7 


3.1 


3.5 


3.6 

3.6 

1 

i 1 

3.3 

3.8 


3.1 


3.1 

3.6 

3.4 

PERSONS PER ROOM 






















1.00 OR LESS . 

3 

823 


864 

4 

072 

2 

096 

2 

801 

3 323 

2 

310 

6 666 

4 112 

1 

932 

4 

486 

2 567 

2 273 

1.01 OR MORE... 


981 


275 


526 


392 


565 

635 


566 

1 446 

1 191 


202 


897 

471 

296 

YEAR MOVED INTO UNIT 






















OWNER OCCUPIED . 

2 

119 


795 

3 

005 

1 

705 

2 

263 

2 231 

1 

956 

5 894 

3 613 

1 

289 

4 

079 

1 930 

1 637 

1958 TO MARCH 1960 . 


503 


128 


621 


314 


349 

459 


276 

975 

688 


180 


609 

418 

255 

1954 To 1957 . 


369 


169 


627 


273 


365 

494 


330 

1 252 

740 


187 


794 

438 

304 

1940 TO 1955 .. 


812 


315 

1 

136 


632 


954 

813 


923 

2 327 

1 307 


554 

1 

652 

664 

664 

1939 OR EARLIER.. 


435 


183 


621 


486 


595 

465 


427 

1 340 

878 


368 

1 

024 

410 

414 

renter OCCUPIED.. 

2 

685 


344 

1 

593 


783 

1 

103 

1 727 


920 

2 218 

1 690 


845 

1 

304 

1 108 

932 

1958 TO MARCH 1960 . 

2 

381 


188 


865 


458 


572 

895 


466 

1 190 

782 


399 


734 

605 

443 

1954 To 1957 . 


147 


111 


367 


200 


302 

437 


257 

547 

415 


180 


323 

303 

247 

1940 TO 1953 . 


77 


41 


268 


86 


180 

310 


143 

388 

376 


201 


175 

161 

186 

1939 OR EARLIER. 


80 


4 


93 


39 


49 

85 


54 

93 

117 


65 


72 

19 

56 

heating fuel 






















UTILITY GAS. 

2 

667 


217 

1 

492 


148 


320 

1 950 


381 

1 132 

20 


533 


21 

683 

• • • 

FUEL OIL. KEROSENE. ETC. 


583 


39 


508 


18 


86 

315 


lOO 

204 

1 491 


146 


404 

853 

658 

COAL OR COKE . 


487 


824 

2 

291 


241 


276 

1 259 

2 

117 

5 945 

2 539 

1 

246 

4 

468 

1 181 

1 1.70 



728 


39 


40 




J • 

111 


219 

40 

701 


135 


85 

79 

611 

electricity. 


20 


. • . 


19 


^ ¥ 


T I 

27 


• • • 

81 

27 


• • • 


106 

31 

19 

BOTTLED. Tank, or lp gas . 


319 


20 


229 





279 


59 

710 

445 


74 


277 

193 

93 

OTHER FUEL . 


. . . 


• • - 


19 





• • • 


• B-i 

« • • 

• • • 


• • • 


• • • 

• • • 

18 

NONE. 


... 


... 


... 


1 


1 

17 


... 

... 

80 


... 


22 

18 

... 

WATER HEATING FUEL 






















UTILITY GAS. 

2 

467 


99 

1 

274 


36 


65 

1 589 


301 

1 067 

20 


364 


• •• 

475 

• • • 

ELECTRICITY. 

1 

063 


60 

1 

289 


778 

1 

167 

626 


404 

2 024 

2 141 


350 

1 

893 

1 412 

695 

COAL OR coke . 


«_• • 


• . « 


101 


• « • 


t • • 

26 


• • • 

309 

67 


21 


190 

64 

18 

WOOD ... . 


. • • 


. . . 


• . • 


19 


« • • 

• • • 


• • • 

• * t 

• B • 


t • • 


• B • 

• • • 

• • • 

bottled. Tank, or lp gas . 


239 


20 


168 


• • • 


• • • 

207 


61 

1 019 

542 


75 


231 

172 

94 

FUEL OIL. KEROSENE. ETC. 


. - . 


. . « 


19 


* t • 


• t_* 

• • • 


t • • 

20 

154 


65 


43 

36 

• • • 

OTHER FUEL ... . 


. « . 


• . . 


... 


18 


21 

• • • 


• ■ • 

19 

• • t 


t t • 


21 

• • • 

t • • 

NONE. 

1 

035 


960 

1 

747 

1 

637 

2 

113 

1 510 

2 

110 

3 654 

2 379 

1 

259 

3 

005 

879 

1 762 

COOKING FUEL 






















UTILITY GAS. 

2 

473 


234 


841 


96 


87 

2 003 


400 

818 

41 


320 


128 

521 

• • • 

electricity. 


831 


119 

2 

271 

1 

563 

2 

226 

877 


620 

3 267 

1 803 


735 

2 

927 

1 089 

911 

BOTTLED. Tank, or lp gas . 

1 

222 


392 


820 


228 


107 

688 


601 

2 796 

2 659 


623 

1 

350 

1 252 

1 140 

FUEL OIL. KEROSENE. ETC. 


57 


... 


117 


38 


43 

27 


« • • 

197 

169 


114 


108 

87 

207 

COAL OR coke . 


41 


177 


468 


21 


• t • 

195 


281 

771 

260 


242 


637 

89 

117 



180 


217 


60 


542 


903 

168 


974 

220 

312 


100 


191 


174 



. . . 


... 


• • • 


• f • 


• 

■ • • 


• • • 

• • • 

59 


• • • 


• • • 





... 


... 


21 


... 


... 

... 


... 

43 

... 


... 


42 

mEui 

1 20 


















































































































































































2 State and Small Areas 



Table 29.—Occupancy Characteristics, Heating Equipment, and Type ot Fuel, fqr Counties 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 

Heating Equipment 
Population 

Persons 

Persons pet 

Room 

Ye.ir Moved into 
Unit 

Heating Fuel 

Water Heating Fuel 
Cooking Fuel 


OWSLEY PENDLE- PERRY PIKE POWELL PULASKI ROBERT- ROCK- ROWAN RUSSELL SCOTT I SHELBYISIMPSON 
ton son CASTLE 



i 904| 11 074 


ELECTRICITY. 

BOTTLED, tank. OR LP GAS 

OTHER fuel . 

NONE. 


WATER HEATING FUEL 

UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED. TANK. OR LP GAS . . . 
FUEL OIL. kerosene. ETC. . . . 

OTHER fuel . . . 

NONE. 


COOKING FUEL 

UTILITY GAS. 

ELECTRICITY. 

BOTTLED. Tank, or LP GAS . . 
FUEL OIL. KEROSENE. ETC. . . 
COAL OR coke . 

















1 407 2 

952 


146 

290 

388 

895 

271 

587 

152 

497 

130 

311 

116 

175 

88 

63 

116 

134 

3.1 

3.0 

3.0 

2.7 

3.5 

3.6 

1 031 2 

524 

376 

428 

1 004 2 

023 

198 

283 

238 

464 

365 

702 

203 

574 

403 

929 

242 

542 

59 

248 

73 

112 

29 

27 

41 


21 

954 




6 428 34 252 

3.7 3.5 

3.5 3.4 

4.2 3.6 

6 756 38 287 






626 11 407 
3.4 3.2 
3.1 3.0 
3.8 3.6 





1 728 9 903 


7681 3 3041 3 2651 3 09l| 4 4891 5 4361 3 544 










1 660 603 

748 2 137 

114 127 




23a 759 

853 I 244 
1 124 539 

21 

456 200 

612 503 

20 


1 581 693 

1 162 2 434 

1 178 1 794 

125 257 

381 198 

42 40 























































































































































































Kentucky 


19-83 


Table 29. —Occupamcy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s; I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Popul.ition 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


all housing units. 


HEATING EQUIPMENT 

STEAM OR HOT WATER.. 

WARM AIR FURNACE . 

FLOOR t WALU OK PiPELESS FURNACE . . . . . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE.. . . . . 

OTHER MEANS WITHOUT FLUE . 

NONE.. . 


POPULATION 


POPULATION IN HOUSING UNITSi 1960. 

PER occupied unit. 

OWNER. 

RENTER . 

population in dwelling UNITSi 1950 . . . . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS . 

PERSONS 


1 PERSON . . . . , 

2 PERSONS. . . . . 

3 PERSONS. . . . < 

a PERSONS. . . . . 

5 PERSONS. . . . 

6 PERSONS. . . . < 

7 PERSONS. ... 

8 PERSONS OR MORE 
MED I AN« 

ALL OCCUPIED . 

owner. • • . 

renter . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


year moved INTO UNIT 

owner OCCUPIED . 

195 a TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER, . 


heating fuel 


UTILITY GAS. 

FUEL OlLi KEROSENEi ETC. 

coal or coke . 

WOOD. 

ELECTRICITY. 

BOTTLED, tank. OR LP GAS 

OTHER FUEL . 

NONE. 


WATER heating fuel 


UTILITY GAS. 

ELECTRICITY. ...... 

coal or coke . 

WOOD.. . . . 

BOTTLED, Tank, or lp gas 
fuel oil, kerosene, ETC. 

OTHER FUEL , . 

NONE . ... . . 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. , . 

BOTTLED, tank, OR LP GAS ....... • 

FUEL OIL, kerosene, ETC. ........ 

COAL OR coke ... . 

WOOD.. .. 

other FUEL . 

NONE. 


SPENCER 

TAYLOR 

TOOD 

TRIGG 

TRIMBLE 

UNION 

WARREN 

WASH¬ 

INGTON 

WAYNE 

WEBSTER 

WHITLEY 

WOLFE 

WOOD¬ 

FORD 

1 709 

4 955 

3 781 

2 857 

1 621 

4 663 

14 323 

3 221 

4 156 

5 318 

7 871 

1 685 

3 787 

IS 

108 

72 

40 

12 

213 

558 

35 

64 

Ti 

177 

4 

ISO 

200 

765 

151 

167 

341 

839 

2 526 

452 

540 

746 

832 

96 

814 

30 

1 397 

64 

79 

76 

599 

3 344 

196 

48 

447 

433 

4 

483 

• • • 

12 

325 

275 

• • • 

12 

535 

4 

36 

21 

8 

> • ■ 

28 

1 444 

2 442 

3 016 

2 034 

1 165 

2 840 

6 029 

2 455 

3 405 

3 901 

5 473 

1 529 

1 867 

16 

206 

145 

226 

27 

84 

1 158 

37 

52 

126 

938 

44 

350 

4 

25 

8 

36 

... 

76 

173 

42 

11 

4 

10 

8 

95 

5 686 

16 307 

11 570 

9 172 

5 005 

14 687 

43 176 

11 178 

IS 017 

14 173 

25 283 

6 377 

11 561 

3.6 

3.5 

3.4 

3.5 

3.5 

3.5 

3.2 

3.7 

3.9 

3.0 

3.6 

4.0 

3.4 

3.4 

3.4 

3.2 

3,2 

3.2 

3.3 

3.2 

3.7 

3.8 

2.9 

3.5 

3.8 

3.1 

3.8 

3.7 

3.8 

4.1 

4.0 

3,9 

3.2 

3.9 

4.4 

3.5 

3.8 

4.5 

3.7 

6 148 

14 186 

12 841 

9 656 

5 147 

14 795 

41 017 

12 510 

16 414 

IS 527 

31 455 

7 532 

11 018 

3.8 

3.7 

3.5 

3.7 

3.6 

3.5 

3.4 

3.9 

4.2 

3.2 

4.1 

4.4 

3.5 

1 584 

4 677 

3 360 

2 591 

1 449 

4 238 

13 403 

2 989 

3 807 

4 684 

7 044 

1 584 

3 438 

74 

398 

342 

260 

98 

581 

1 695 

335 

272 

70S 

710 

164 

362 

463 

1 272 

1 024 

741 

435 

1 125 

4 066 

763 

932 

1 578 

2 118 

392 

955 

377 

1 025 

702 

513 

309 

806 

2 799 

593 

699 

898 

1 326 

255 

773 

284 

918 

495 

450 

250 

611 

2 184 

463 

621 

712 

1 036 

227 

557 

152 

460 

290 

229 

182 

464 

1 287 

267 

480 

343 

702 

168 

395 

85 

297 

204 

157 

85 

281 

629 

192 

313 

238 

406 

99 

208 

80 

176 

155 

100 

46 

185 

329 

92 

201 

126 

300 

106 

94 

69 

131 

148 

141 

44 

185 

414 

284 

289 

84 

446 

173 

94 

3.2 

3.2 

2.9 

3.1 

3.1 

3.0 

2.8 

3.2 

3.5 

2.6 

3.0 

3.4 

3.0 

3,0 

3.1 

2.8 

2.8 

2.9 

2.8 

2.8 

3.0 

3.3 

2.4 

2.9 

3.1 

2.8 

3,5 

3.4 

3.3 

3.6 

3.6 

3.5 

2.9 

3.4 

4.1 

3.1 

3.3 

4.1 

3.4 

1 257 

4 003 

2 708 

2 059 

1 245 

3 543 

11 618 

2 477 

2 769 

4 085 

5 684 

1 091 

3 014 

327 

674 

652 

532 

204 

695 

1 785 

512 

1 038 

599 

1 360 

493 

424 

944 

3 294 

2 044 

1 597 

994 

2 858 

8 101 

2 023 

2 752 

3 420 

4 861 

1 046 

1 871 

161 

754 

256 

237 

180 

417 

1 668 

212 

381 

485 

716 

178 

376 

197 

737 

330 

290 

162 

492 

1 906 

371 

593 

658 

775 

196 

325 

351 

1 110 

825 

602 

384 

1 310 

2 986 

785 

1 147 

1 426 

2 185 

383 

633 

235 

693 

633 

468 

268 

639 

1 541 

655 

631 

851 

1 185 

289 

537 

640 

1 383 

1 316 

994 

455 

1 380 

5 302 

966 

1 055 

1 264 

2 183 

538 

1 567 

369 

825 

602 

445 

267 

723 

3 012 

452 

644 

620 

1 206 

285 

70a 

167 

276 

334 

270 

88 

313 

1 252 

227 

263 

341 

478 

161 

405 

83 

199 

288 

209 

80 

251 

871 

181 

121 

239 

375 

80 

312 

21 

83 

92 

70 

20 

93 

167 

106 

27 

64 

124 

12 

142 


2 105 

59 


63 

808 

7 245 

764 

19 

889 

2 282 

37 

1 618 

567 

316 

154 

125 

529 

705 

336 

273 

341 

132 

126 

19 

160 

592 

306 

2 277 

1 621 

563 

1 856 

3 712 

1 266 

2 653 

3 281 

4 526 

1 510 

1 161 

226 

1 480 

63 

376 

252 

• • 1 

565 

460 

693 

• • • 

17 

18 

68 


40 

417 

366 

• t • 

20 

437 

• • « 

61 

• • • 

36 

• • • 

21 

199 

430 

349 

103 

42 

803 

926 

204 

40 

382 

40 

• • • 

410 


t - t 

41 

• • • 

• • • 

• • • 

61 

* • • 

• • • 

• • • 

17 

• » • 

• • • 

• . . 

... 


• • • 

• • • 

46 

121 

22 

... 


... 




1 815 

20 



608 

6 215 

566 


798 

2 221 


1 438 

685 

919 

1 762 

948 

659 

1 581 

2 652 

673 

568 

775 

936 

221 

435 

29 

28 

19 

41 

• t I 

280 

139 

• • » 

101 

194 

122 

• • • 

24 


40 

20 

t f 1 

T t - 

. . . 

20 

• • • 

57 

• • • 

• • • 

• • » 

* • • 

88 

101 

6i 

82 

44 

661 

199 

243 

162 

765 

157 

19 

430 

29 


■ t - 

• • • 

• t • 

42 

• t • 

62 

76 

38 

17 


• • • 


_ 

18 

103 

« • • 

• • • 

39 

• • • 

t » • 

• • • 

18 


• • • 

753 

1 774 

1 460 

1 417 

746 

1 066 

4 139 

1 445 

2 843 

2 114 

3 573 

1 344 

1 111 


1 410 

20 


107 

720 

4 933 

334 

191 

85: 

2 045 

7; 

1 251 

861 

1 977 

2 626 

1 955 

562 

1 281 

5 556 

1 360 

71C 

1 14; 

1 71C 

36C 

873 

647 

463 

240 

205 

675 

1 794 

1 426 

1 on 

739 

1 941 

9 It 

39; 

946 


25 

18 

42 

65 

12e 

63 

19 

• • 

175 

1' 

.. 

5a 


28 

200 

87 

19 

272 

6SC 

112 

24C 

535 

2 oa< 

18. 

259 

76 

758 

256 

281 

21 

2C 

653 

153 

1 9O' 

4C 

23' 

57 

51 


16 

• • • 

• t • 

• • « 

• • 1 

39 

• • « 

2C 


t « 

• • 

» t # • 

... 

... 

... 

21 

... 

2: 

83 

• • 

• • 

• • 

3 





















































































19-84 


State and Small Areas 


^ ^ _QMCA'c’ Clothes Washing Air Conditioning 

Table 30.— Fustancial Characteristics and Selected Equipment, for Counties Outside s . Machine Television Sets 

I960 Clothes Dryer Radio Sets 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above Telephone Avail Gross Rent 

or below that number] Automobiles Avail. Contract Rent 

~~ I .lLEN L»E«0m| bath bell BOO«E BOUB.OB BOYLE BR.CKEB BRE.TH- 


all occupied units 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 

washer-dryer combination . . 

NONE. 


4 179 3 B04j 


2 3ia 3 523 


1 950 2 899 

103 148 

44 • 

221 476 


CLOTHES DRYER 


GAS heated . 

electrically heated. 
NONE ........ 


158 * 188 

2 160 3 335 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


482 491 

1 836 3 032 


telephone available 


1 262 732 

1 056 2 791 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


1 401 1 325 

285 164 

66 42 

566 I 992 


AIR CONDITIONING 


ROOM UNIT I 

1 . 

2 OR MORE. • 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


2 OR MORE. 
NONE . . . 


owner occupied 

LESS THAN S5»000 . 
$5(000 TO $7(400 , 
$7(500 TO $9(900 . 
$10(000 TO $12,400 
$12(500 TO $14,900 
$15(000 TO $17(400 
$17(500 TO $19,900 
$20(000 TO $24,900 
$25(000 TO $34,900 
$35(000 OR MORE. . 
MEDIAN . 


VACANT AVAILABLE FOR SALE 

median price asked . 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $29 .... 
$30 TO $39 ... . 

$40 To $49 .... 
$50 TO $59 ... . 
$60 TO $69 .... 
$70 TO $79 ... . 

$80 To $99 ... . 

$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH rent . , . 
MEDIAN . 


CONTRACT RENT 


renter occupied. 

median . 

. DOLLARS . 

494 

25 

728 

22 

506 

31 

297 

22 

1 885 

33 

575 

20- 

3 081 

21 

809 

49 

1 582 

38 

1 804 

39 

481 

25 

vacant available for rent. 

MEDIAN RENT ASKED. 

. dollars . 

47 

44 

59 

... 

66 

48 

10 

184 

36 

101 

80 

35 


































































Kentucky 

Table 30. Financial Characteristics and Selected Equipment, for Counties Outside SMSA's: 

1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


ALL OCCUPIED UNITS 


clothes washing machine 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 

washer-oryer combination . , 

NONE ..... . 


clothes ORYER 


GAS HEATED . 

electrically HEATED. 
NONE. 


home fooo freezer 


t OR MORE. 
NONE . . . 


telephone available 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONOITIONING 


ROOM unit I 

I. . . . 


2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


TELEVISION sets 


2 OR MORE. 
NONE . . . 


2 OR MORE. 
NONE . . . 


OWNER OCCUPIED 
LESS Than $5iOoo . 
SSiOOO TO S7i400 . 
S7iS00 TO S9i900 . 
$10(000 TO $12(400 
$12(500 To $14(900 
$15(000 TO $17(400 
$17(500 To $19(900 
$20(000 TO $24(900 
$25(000 TO $34(900 
$35(000 OR MORE. . 
MEDIAN . 


vacant available for sale. 

median price ASKEO . DOLLARS 


RENTER occupied 
LESS Than $ 20, , . 

$20 TO $29 ... . 

$30 TO $39 ... . 
$40 TO $49 ... . 
$50 TO $59 ... , 
$60 TO $69 ... , 
$70 TO $79 ... . 
$80 TO $99 ... . 
$100 TO $119 . . , 
$120 OR MORE . . , 
NO CASH RENT . . . 
MEDIAN . 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN . 


BRECK- BULLITT butler 
INRIDGE 


4 193 2 7ia 


231 75 

3 962 2 643 


1 097 623 

3 096 2 095 


2 200 669 

1 993 2 049 


2 942 1 371 

595 319 
60 

596 1 028 


CARLISLE CARROLL CARTER CASEY CHRIS¬ 
TIAN 


5 369 3 789 14 063 


vacant available for rent. ..... 

MEDIAN RENT ASKED.DOLLARS 



3 046 
246 
23 

7081 474 


24 , 

332 68 

5 013 3 721 


686 678 
4 683 3 111 



922 915 

5 345 3 639 


2 543 2 266 8 101 

748 263 2 270 

17a 22 337 

1 900 1 238 3 355 
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State and Small Areas 


Table 30. —Financial Characteristics and Selected Equipment, eor Counties Outside SMSA's; 

1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (H-) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
M.achinc 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


subject 

CLINTON 

CRIT¬ 

TENDEN 

CUMBER¬ 

LAND 

DAVIESS 

EDMONSON 

ALL OCCUPIED UNITS . 

2 364 

2 751 

2 240 

19 911 

2 261 

CLOTHES WASHING MACHINE 






WRINGER OR SPINNER . 

2 023 

1 865 

1 714 

B 194 

1 880 

AUTOMATIC OR SEMI-AUTOMATIC. 

18 

278 

265 

7 455 

107 

WASHER-DRYER COMBINATION . 

• • • 

39 

• • t 

451 

• • $ 

NONE. 

318 

569 

261 

3 811 

274 

CLOTHES DRYER 






GAS HEATED . 


$ * $ 

• a • 

632 


ELECTRICALLY HEATED. 

37 

79 

145 

2 536 

85 

NONE... 

2 327 

2 672 

2 095 

16 743 

2 176 

HOME FOOD FREEZER 






1 OR MORE. 

347 

299 

622 

2 724 


NONE. 

2 017 

2 452 

1 6ia 

17 187 


telephone available 






YES. 

528 

1 538 

761 

15 000 


NO. 

1 836 

1 213 

1 479 

4 911 


AUTOMOBILES AVAILABLE 







1 385 

1 683 

1 310 

11 456 



336 

417 

375 

3 971 

174 

3 OR MORE. 

46 

38 

124 

421 

22 

NONE . .......... 

597 

613 

431 

4 Q63 

706 

AIR CONDITIONING 






ROOM UNITi 






1. 

t $ t 

59 

127 

1 246 

21 

2 OR MORE. 

- t • 

20 

42 

697 

t 1 T 

CENTRAL SYSTEM . 

19 

• • « 

21 

471 

22 

NONE. 

2 345 

2 672 

2 050 

17 497 

2 213 

TELEVISION SETS 







1 405 

1 982 

1 226 

IS 623 

1 293 

2 OR MORE. 

19 

• • $ 

21 

1 098 

66 

NONE. 

940 

769 

993 

3 190 

902 

RADIO SETS 







1 937 

1 960 

1 646 

13 047 

1 702 

2 OR MORE. 

210 

238 

337 

4 415 

239 

NONE..... 

217 

553 

257 

2 449 

320 

VALUE 






owner occupied . . . 

594 

985 

514 

10 404 

659 

LESS THAN SSiODO ..... . 

379 

533 

307 

1 434 

514 

SStOOO TO $7i400 . 

87 

220 

93 

1 640 

95 

S7iS00 TO $9(900 . 

56 

97 

44 

1 925 

30 

$10(000 TO $12(400 . 

28 

52 

37 

1 870 

12 

$12(500 TO $14(900 . 

16 

20 

25 

1 390 

4 

$15(000 TO $17(400 . 

24 

29 

* t t 

735 


$17(500 TO $19(900 . 

“ ■ “ 

17 

• • • 

420 


$20(000 TO $24(900 . 

• t • 

13 

4 

398 


$25(000 TO $34(900 . 

4 


4 

374 


$35(000 OR MORE. 


4 


213 


median . DOLLARS . 

5 000- 

5 OOD- 

5 000- 

10 300 

5 000- 

VACANT AVAILABLE FOR SALE. 

4 

4 

3 

211 

10 

MEDIAN PRICE ASKED . DOLLARS i 

... 



11 900 


GROSS RENT 






renter OCCUPIED . 

438 

693 

466 

6 419 

382 

LESS than $20 . 

76 

35 

98 

78 

112 

$20 TO $29 . 

71 

107 

loa 

604 

108 

$30 TO $39 . 

57 

114 

58 

724 


$40 TO 549 . 

39 

103 

42 

930 


$50 TO $59 . 

23 

92 

16 

1 054 


560 TO 569 ... 

27 

62 

15 

855 


570 TO $79 . 

18 

16 


604 


$80 TO $99.. . 

9 

28 


726 


5100 TO 5119 . 

5 

B 


241 


5120 OR MORE . 

. . • 

12 

3 

131 


NO CASH RENT . 

113 

116 

loa 

472 

67 

MEDIAN . DOLLARS . 

33 

43 

23 

56 

24 

contract rent 






RENTER OCCUPIED. 

325 

577 

358 

5 947 

315 

MEDIAN .... . DOLLARS . 

22 

26 

20- 

43 

20 - 

vacant available for rent . 

18 

43 

11 

459 

17 

MEDIAN RENT ASKED . DOLLARS . 

... 

... 


40 



ELLIOTT 


ESTILL 


FLEMING 


FLOYO 


FRANKLIN 


FULTON 


GALLATIN 


1 534 


3 555 


3 301 


9 B86 


8 792 


3 488 


1 187 


1 351 
19 

164 


2 524 
232 

799 


2 645 
225 
38 
393 


7 507 
1 218 
64 
1 097 


3 446 
2 910 
117 
2 319 


1 459 
758 
23 
1 248 


982 

la 

187 


" 98 
1 436 


337 
1 197 


385 
1 149 


983 

132 

419 


45 
83 
3 427 


344 
3 211 


1 4ia 

2 137 


1 ao7 
345 
46 
I 357 


1*81 
3 120 


936 
2 365 


1 415 
1 886 


2 000 
262 
42 
997 


331 
827 
8 728 


2 386 
7 500 


3 155 
6 731 


5 024 
1 100 
144 
3 618 


121 
1 102 
7 569 


1 471 
7 321 


6 896 
1 896 


5 451 
1 604 
177 
1 560 


' 84 
3 404 


752 
2 736 


2 3ia 
1 170 


1 880 
408 

1 200 


18 
37 
1 132 


221 

966 


BS2 

335 


846 

128 

213 


19 

19 

1 496 


1 178 
19 
337 


1 067 
56 
411 


3 555 

1 474 

2 OBI 

2 534 
599 
422 


121 

59 

3 121 


2 300 
38 
963 


2 538 
333 
430 


142 
146 
63 
9 535 


6 490 
367 
3 029 


7 063 
1 216 
1 607 


518 
134 
58 
8 032 


7 079 
257 
1 456 


5 721 
a 319 
752 


252 
100 
22 
3 114 


2 640 
32 
766 


2 448 
535 
505 


36 

19 

1 132 


945 

27 

215 


899 

118 

170 


198 

120 

24 

23 

27 

4 


434 

813 

329 

154 

70 

38 

17 

5 

4 


4 

5 OOO- 


379 

392 

161 

120 

77 

61 

36 

a 

16 

4 

4 

5 700 


4 547 
2 875 
710 
336 
279 
98 
77 
46 
58 
29 
39 

5 000- 


3 825 

413 
493 
574 
732 
606 

414 
170 
204 
143 

76 

11 500 


1 422 
658 
310 
178 
lla 
64 
42 
24 
20 
4 
4 

5 400 


321 

ISO 

68 

44 

25 

15 

4 

12 

3 


5 400 


10 


3 


17 


78 


16 


212 

38 

9 

25 

17 

31 

12 

4 


76 


978 

175 

US 

123 

118 

108 

57 

26 

11 

20 

4 

221 

37 


636 

36 

100 

79 

114 

66 

39 

42 

29 

21 

14 

96 

45 


3 528 
593 
562 
565 
495 
254 
139 
108 
SO 
26 
9 

677 

35 


3 445 
75 
217 
306 
421 
SOI 
508 
393 
435 
199 
12B 
262 
61 


156 

83 

145 

153 

152 

115 

106 

39 

70 

B 

5 

275 

44 


357 

*37 

47 

101 

62 

29 

20 

4 

B 

B 

41 

47 


757 

24 


540 

26 


2 851 
22 


3 183 
47 


881 316 

25 27 


12 


50 


44 


333 

20 - 


94 


84 


27 


! 










































































































































Kentucky 

Table 30. Financial Characteristics and Selected FniTm 

■B- .n ^p,, P. SMSAp: 

‘ g;jSkp„ 

^ --—-■- -______ Telephone Avail, Gross Rene 

-r= -p-..- ——- Automobiles Avail, Contract Rent 

susjprT i " ~ __ 


SUBJECT 

ALL OCCUPIED UNITS i , , , 
CLOTHES washing MACHINE 




WRINGER OR SPINNER . . 

WASHEr'^DRYpr ^^”I-*UTOMATic! 
NONE ? combination . . 


CLOTHES DRYER 


2 981 

2 906 

9 799 

4 543 

3 378 

7 761 

1 595 

2 050 
428 

22 

2 297 
230 

5 355 

2 090 

78 

3 497 
505 

2 441 
423 

5 021 

1 951 

1 216 
88 

481 

379 

2 276 

541 

39 

475 

18 

771 

291 


GAS heated . . . 

heated! :::;: 


i OR MORE. . 

none .... 


home food freezer 


telephone available 


1 . 

2 . 

3 OR more. 
NONE . . . 


AUTOMOBILES AVAILABLE 


ROOM UNIT I 

1 . 

2 OR more. . 
CENTRAL system 
NONE. 


AIR CONDITIONING 


2 OR MORE. 
NONE . , , 


TELEVISION SETS 


RADIO SETS 


65 

2 762 2 766 


868 87a 

2 U3 2 02B 


1 502 2 144 
i 479 762 


2 212 1 854 

266 344 

23 35 

480 673 


67 36 

••• 39 

34 17 

2 880 2 814 


2 040 2 127 

45 168 

896 611 


3 OIS 2 225 
40 57 

1 488 1 096 


1 595 13 354 12 BOB 


4 173 2 38B 

184 121 

2 867 1 562 


••• 179 ... 

. 66 1 209 1 455 

1 529 11 966 11 353 


202 2 952 1 659 

1 393 10 402 11 149 


683 a 339 5 346 
912 5 015 7 462 


1 014 9 482 6 220 

111 1 771 1 134 

••• 304 189 

470 1 797 5 265 


22 1 040 152 

22 227 45 

••• 140 111 

1 551 11 947 12 500 


1 123 10 762 

••• 761 

472 1 831 


3 3751 a 105 


2 621 1 253 

317 359 

40 18 

397 475 


60 ... 

, 257 72 

3 03B 2 033 


971 777 

2 404 1 328 


2 263 1 427 
1 112 678 


2 147 1 262 

454 360 

99 90 

675 393 


2 OR MORE. 
NONE . . , 


2 176 2 063 

376 496 

229 347 


OWNER OCCUPIED . . 

LESS Than $5,000 . . 

*5,000 TO $7,400 ! . 

*7,500 TO $9,900 ! . 

*10,000 TO $12,400 ' ‘ . 

*12,500 TO $14,900 . 

*15,000 TO $17,400 : : . 

*17,500 TO $19,900 . 

*20,000 TO $24,900 , . 

*25,000 To $34,900 . . . 

*35,000 OR MORE. . . 

median .... . 

. dollars 

*^*H-ABLE FOR SALE 

median price ASKED . . . ! dou;rS 


B BOO 5 000- 


1 305 

1 005 

1 067 

2311 

376 

401 

232 

226 

268 

200 

168 

140 

180 

911 

119 

204 

38 

74 

88 

21 

33 

52 

24 

4 

65 

19 

20 

44 

34 

8 

9| 

8 

9 900 

6 400 

6 200 


renter OCCUPIED 
LESS Than $ 20. , , 

*20 TO $29 . . . . 
*30 TO $39 . . . ; 

*40 TO $49 . . . 

*50 TO $59 . , . ; 

*60 TO $69 . . . ; 

*70 TO $79 . . . , 

*aO TO $99 . . , 

*100 TO $119 . . ; 
$120 OR MORE . . . 

NO CASH RENT . . . 

median . 


CONTRACT rent 
renter occupied. . 

median . . 

. dollars 

Vacant available for rfut 

KENT 


570 

26 

613 

33 

2 023 

28 

634 

27 

491 

35 

26 

34 

144 

SO 

27 


168 

S 209 

72 

6 036 

21 

1 147 

37 

695 

24 

614 

27 

24 

452 

52 

763 

20- 

40 

27 

46 
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State and Small Areas 


Table 30.—Financial Characteristics and Selected Equipment, tor Counties Outside SMSAs: 

I960—Con. 

ed on sample; see text. Median not shown where base is less than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


all occupied units . 

CLOTHES KfASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. , . . 

WASHER-DRTER COMBINATION . 

NONE. 


CLOTHES DRYER 


GAS HEATED .... 
ELECTRICALLY HEATED 
NONE. 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAtLASLE 


1 . . . . 
2 . . . . 

3 OR more 
NONE . . 


AIR CONDITIONING 


ROOM UNITI 

1 . 

2 OR MORE. 

CENTRAL SYSTEM . 

NONE . . 


Television sets 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . 

2 OR MORE 
NONE . . 


VALUE 


owner occupied . 

LESS than *5.000 . 

*5(000 TO *7(400 .. • 

*7iSOO TO *9.900 ... . 

*10.000 TO *12.400 . 

*12(500 TO *14,900 . 

*15,000 TO *17.400 . 

*17,500 TO *19.900 . 

*20,000 TO *24,900 . 

*25,000 TO *34,900 . 

$35,000 OR MORE. 

MEDIAN • 

VACANT AVAILABLE FOR SALE. . 
median price ASKED . 


GROSS RENT 

RENTER OCCUPIED. ...... 

LESS than *20. 

*20 TO *29 . 

*30 TO *39 . 

*40 TO *49 . 

*50 TO *59 . 

*60 TO *69 . . . . 

*70 TO *79 . 

*80 TO *99 ... . 

*100 To ... 

*120 OR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

renter occupied. 

median.. • 

VACANT AVAILABLE FOR RENT. . 
median rent ASKED. 


DOLLARS 


DOLLARS 


HOPKINS 

JACKSON 

JESSA¬ 

MINE 

JOHNSON 

<NOTT 

KNOK 

_ARUE LA 

11 716 

2 716 

3 746 

5 223 

3 BOB 

6 336 

3 006 6 

6 aoo 

2 098 

2 476 

3 529 

3 167 

4 352 

2 079 4 

2 780 
173 

1 963 

37 

19 

562 

655 

615 

624 

164 

906 

201 

19 

421 

692 

52 

1 240 

35 

478 

390 


134 

44 

20 

194 

6 142 

59 

740 
10 586 

57 

2 659 

202 

3 410 

339 

4 840 

162 

3 626 

17 

2 930 f 


459 

738 

441 

716 

392 

897 

10 120 

2 257 

3 008 

4 782 

3 092 

5 944 

2 109 

1 7 817 

862 

1 943 

2 135 

686 

1 919 

1 454 

3 899 

1 854 

1 803 

3 088 

3 122 

4 417 


• 6 532 

1 309 

2 542 

2 396 

1 631 

2 5S6 

2 183 

• 917 

154 

407 

377 

375 

652 

255 


94 

58 

19 

40 

22 

. 3 171 

1 253 

703 

2 392 

1 783 

3 088 

546 

. 515 


101 

128 


121 

52 

. 241 

. 115 

. 10 845 

’I 9 

2 697 

42 

42 

3 561 

62 

5 033 

3 808 

35 

32 

6 14b 

IS 

35 

2 901 

. 8 676 

816 

2 384 

3 525 

1 617 

3 348 

2 302 

• 194 

19 

106 

156 

• • • 

87 

88 

. 2 846 

1 881 

1 256 

1 542 

2 191 

2 901 

616 

* 7 S52 

2 215 

2 561 

4 136 

2 695 

4 891 

2 274 

• 2 347 

226 

819 

399 

327 

794 

338 

. 1 517 

275 

366 

688 

786 

651 

394 

. 6 518 

707 

1 257 

1 997 

1 173 

2 534 

1 044 


463 

389 

1 212 

793 

1 576 

365 

. 1 345 

198 

221 

256 

164 

391 

273 

• 718 

12 

184 

121 

116 

262 

154 

. 514 

21 

213 

134 

68 

157 

109 

. 386 

4 

89 

41 

12 

60 

55 

• 189 

4 

63 

60 

8 

16 

31 

. 133 

5 

16 

24 

• t • 

12 

27 

. 152 


42 

81 

12 

40 

18 

. 64 


32 

48 

• • • 

16 

4 

• 16 

- ‘ 1 

8 

20 

t • • 

4 

1 8 

. 5 50C 

8 000- 

7 800 

5 000- 

3 000- 

5 000- 

6 400 

. 9‘i 

... 

23 

44 

24 

n 

IS 

. 3 16t 

49S 

1 29S 

1 64e 

1 24- 

2 03i 

491 

. 20t 

201 

IOC 

26 

4a: 

48: 

49 

. 45< 

72 

14S 

25 <; 

27£ 

32( 

67 

. 54: 

2e 

16t 

28 

7 

22. 

76 

• 41* 

2C 

152 

ist 

4t 

15 ‘ 

53 

. 30< 

12 

19< 

11 : 

2! 

13 

40 

. 23‘ 


13< 

4C 


10 

53 

. 21< 

•. 

16' 

7 : 


7 

26 

. 22 

.. 

7 : 

8- 


6 

36 

. 5 

3 * • 

3£ 

3 : 

. . 

1 

12 

. 2 

7. 

> 

1 : 

1 

1 

4 ... 

7 79 

• 48 

8 

11 

33 

1 31 

45 

. 4 

2 

5 

3 

20 

3 

0 43 

. 2 68 

3 41 

3 1 17 

S 1 31 

5 93 

7 1 57 

7 412 

. 2 

9 20 

- 3 

7 2 

3 20 

20 

29 

. 21 

5 5 

4 2 

2 9 

0 6 

1 17 

4 41 

. 2 

8 .. 

. .. 

• •• 

* • • 

• • * 

. 


6 420 


579 


LAW¬ 

RENCE 


LEE LESLIE LETCHER LEWIS 


2 689 1 355 

187 I 70 
23 

3091 521 


1 937 
95 

17 

240 


7 293 


5 443 
797 
67 
986 


52 

380 

988 


793 

627 


2 229 
191 


43 

262 

903 


252 
2 956 


146 
758 
187 
2 329 


3S 
6 290 


1 223 
1 985 


17 

929 


194 
1 752 


585 
1 361 


1 478 
407 
66 
1 257 


133 
2 156 


494 
1 795 


138 
2 151 


3 454 


2 849 
44 
21 
540 


S32 
6 761 


1 623 
5 670 


64 
190 
3 200 


622 
2 832 


833 1 113 

232 155 

19 62 

862 959 


69 
43 
3 096 


3 865 
20 
2 535 


077 

547 

796 


2 376 
88 
744 


17 
1 912 


640 
1 306 


2 006 
5 287 


3 668 
761 
21 
2 843 


60 


2 210 1 531 

304 179 

694 236 


600 
1 689 


960 
2 494 


1 951 
4S0 
42 

1 011 


7 211 


3 806 
146 
3 341 


277 

176 
397 
286 

177 
91 
28 
32 
36 
34 
20 

000 - 


731 

329 

169 

76 

83 

28 

13 


18 


341 

179 

198 

108 

145 

111 

86 

77 

86 

12 

29 

310 

42 


5 500 


648 

476 

71 

56 

24 

S 


1 948 
17 
324 


747 

663 

68 


44 
3 367 


2 290 
22 
1 142 


5 581 2 557 

537 470 

1 175 427 


1 031 
28 


897 

167 

103 

101 

120 

75 

SI 

21 

42 

12 


523 

151 

90 

44 

18 

24 


5 000 - 

4 


613 

872 

367 

143 

99 

32 

56 

4 

32 

8 


5 000- 
24 


196 

38 


701 

24 


45 


16 

156 

24 


367 

20 - 


696 

129 

151 

58 

50 

42 

25 

4 


4 

16 

217 

27 


479 

20 - 


335 

554 

496 

228 

86 

91 

109 

54 

41 

23 

30 

623 

26 


1 712 
20 - 


979 

545 

198 

97 

61 

30 

28 

4 

12 

4 


5 000- 
6 


884 

115 

229 

168 

141 

56 

37 

13 


8 


108 

33 


776 

20 - 































































Kentucky 


Table 30.~Fwancial Characteristics and Selected Equipment, for Counties Outside SMSA’s: Clothes Washing Air Conditioning 

I960—Con. Machine Television Sets 

[B^sed on sample^ see text. Median not shown where base is les^ than onn* r»ino / \ u • j* ■% Clothes Dryer K.adio Sets 

Biiown wnere oase is less man ^00, plus {+) or minus (-) after number indicates median above Home Food Freezer Value 

or below that number] Telephone Avail. Gross Rent 

_ _Automobiles Avail. Contract Rent 


ALL occupied units 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE. 


CLOTHES DRYER 


GAS HEATED . 

ELECTRICALLY HEATED. 
NONE. 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


TELEPHONE AVAILABLE 


LINCOLN LIVING- LOGAN LYON 
STON 



MC LEAN MADISON MAGOF- MARION MAR- MARTIN 
FIN SHALL 


4 605 2 2U 6 314 I 476 IS 061 2 949 | 2 663 1 9 359 1 2 630 4 062 5 


3 655 1 628 

349 220 

IS ' 

583 


6 553 2 155 2 

6 295 95 

347 

4 866 699 


268 

15 161 I 2 681 


13 698 I 576 
2 373 


2 073 2 986 

85 390 

... 36 

472 650 


42 20 

42 12a 

2 546 3 914 


546 627 1 522 

2 084 3 435 3 627 


579 2 018 3 114 

2 051 2 044 2 035 



AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UniTi 

1 . . . . 


2 OR more. . 
CENTRAL system 
NONE. 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


2 OR MORE. 
NONE . . . 


OWNER OCCUPIED 
LESS THAN S5i000 , 
15t000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 To $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. , 
MEDIAN . 


VACANT AVAILABLE FOR SALE. ..... 
median price asked . DOLLARS 


renter occupied 

LESS Than $2o. , , 

$20 TO $29 ... , 
$30 TO $39 ... , 

$40 TO $49 ... . 

$50 TO $59 ... . 
$60 TO $69 ... , 
$70 TO $79 ... , 
$80 TO $99 ... . 

$100 TO $119 . . . 
$120 OR MORE . . , 
NO CASH rent . , , 
MEDIAN . 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN . 


VACANT AVAILABLE FOR RENT. 

MEDIAN RENT ASKED.. DOLLARS 



1 017 2 829 3 413 

205 403 720 

42 54 97 

1 366 776 919 


8 827 2 630 


5 909 1 412' 

132 63 

3 318 1 155 


6 425 2 056 

2 195 183 

739 386 



































































































































State and Small Areas 

Tabic 30 -FmANaAL Chaaaciemst.cs and Selected Equipment, foe Counties Outside SMSAs: 

I960—Con. 

[Based on sample; see text Median not shown where "" 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


MORGAN MUHLEN¬ 
BERG 


OHIO OLDHAM OWEN 


all OCCUPIED UNITS .... 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

automatic OR semi-automatic. . . 
washer-dryer combination . . . • 

NONE. 

CLOTHES DRYER 


mm 


2 376 8 U2 5 303 2 13L 5 3B3 3 033 2 569 


GAS HEATED . 

electrically heated. 

NONE. 


•t 


ilH- 


1 OR MORE. 
NONE . . . 


HOME FOOD FREEZER 


TELEPHONE AVAILABLE 


automobiles available 


3 OR more. 
none . . • 


air conditioning 


2 OR MORE. « 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


radio sets 


2 OR MORE. 
NONE . . • 


2 OR MORE. 
NONE . . . 


OWNER OCCUPIED ...... 

LESS Than ss.ooo . 

SSiOOO TO $7i400 . . . 

$7(500 TO *9(900 . 

*10(000 TO *12(400 . . 

*12(500 TO $14(900 . 

*15(000 TO *17(400 . 

*17(500 TO *19(900 . 

*20(000 TO *24(900 ...... 

*25(000 TO *34(900 . 

*35(000 OR MORE. . . . 

MEDIAN . 

vacant AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED . 


renter OCCUPIED 
LESS THAN *20. . . 
*20 To *29 .... 
*30 TO *39 .... 
*40 TO *49 .... 
*50 TO *59 .... 
*60 TO *69 .... 
*70 TO *79 .... 
SBO TO *99 .... 
*100 TO *119 . . . 
*120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. 

























































































































Kentucky 


19-91 

Table 30. — Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) alter number indicates median above 

or below that number] 

Clothes Washing 
Machine 

Clothes Dryer 

Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 

Air Conditioning 

Television Sets 

Radio Sets ‘ 

Value ji 

Gross Rent ii 

Contract Rent j| 



ALL OCCUPIED UNITS .... 
clothes washing machine 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 

washer-dryer combination . . 

NONE. 


OWSLEY PENDLE¬ 
TON 


I 407 2 952 


053 2 462 

41 223 

... 17 

313 250 



POWELL PULASKI ROBERT- ROCK- 
SON CASTLE 


16 239 1 728 9 903 


76B 3 304 


646 2 561 

22 217 


CLOTHES DRYER 


GAS heated . 

ELECTRICALLY HEATED. 
NONE. 


HOME FOOD freezer 


1 OR MORE. 
NONE . . . 


270 

1 607 22 

14 362 1 706 


2 720 144 

13 519 1 5B4 


telephone available 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


553 1 979 

1B4 480 

83 78 

5B7 415 


AIR CONDITIONING 


room UNIT I 

1 . .... . 

2 OR more. . 
CENTRAL SYSTEM 
NONE. 



440 1 885 

89 238 

... 21 

239 1 160 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


10 789 635 

527 . .. 

4 923 1 093 


2 OR MORE. 
NONE . . . 


329 

2 080 

5 997 

11 231 

1 291 

251 

555 

1 149 

1 876 

144 

327 

317 

984 

3 132 

293 


545 2 501 

1231 386 

417 


owner OCCUPIEO . 


238 

780 

3 231 

7 240 

612 

LESS Than $5 .000 . 


190 

199 

1 981 

4 634 

343 

$5,000 TO $7,400 . 


25 

201 

47 a 

1 116 

150 

$7,500 TO $9,900 . 


7 

166 

229 

424 

77 

$10,000 TO $12,400 . 


12 

93 

268 

395 

22 

$12,500 TO $14,900 . 


... 

44 

66 

170 

B 

$15,000 TO $17,400 . 


4 

23 

106 

151 

4 

$17,500 TO $19,900 . 


... 

12 

16 

66 

a 

$20,000 TO $24,900 . 


• I t 

31 

58 

82 

... 

$25,000 TO $34,900 . 


1ft 

11 

17 

101 

■ i» t 

$35,000 OR more. 


• t $ 


12 

101 

... 

MEDIAN . 

. DOLLARS . 

5 000- 

7 400 

a 000 - 

5 000- 

3 000 - 

vacant AVAILABLE FOR SALE. 


• t $ 

12 

52 

76 

• • # 


MEDIAN PRICE ASKED . DOLLARS 



RENTER OCCUPIED 
LESS Than $ 20. . , 
S20 TO S29 .... 
$30 TO $39 .... 
$40 TO $49 ... . 
$50 TO $59 .... 
$60 TO $69 .... 
$70 TO $79 .... 
sao TO $99 ... , 
$100 To $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN . 




CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN . 


VACANT AVAILABLE FOR RENT. 

median rent ASKEO.DOLLARS 


123 

623 

2 65a 

4 422 

395 

1 892 

... 

33 

20 - 

22 

23 

29 

16 

23 

98 

682 

10 

189 

.. . 

.. . 

•.. 

24 

. •« 

«.. 






















































































































19-92 


State and Small Areas 


Table 30. —Financial Characteristics and Selected Equipment, for Counties Outside SMSA's: 

1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-I-) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . . . • 

CLOTHES WASHING MACHINE 

wringer or SPINNER . 

automatic or semi-automatic. . . 
WASHER-DRYER COMBINATION . . . . 
NONE. 


CLOTHES DRYER 


GAS HEATED . . . . , 
ELECTRICALLY HEATED 
NONE. 


HOME FOOD freezer 


I OR M0RE> 
none . . . 


TELEPHONE AVAILABLE 


YES> 
NO . 


AUTOMOBILES AVAILABLE 


1 . . . . < 
2 . . . . . 

3 OR more. 

none . . . 


AIR CONDITIONING 


room UniTi 

1 . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


Television sets 


I. . . . . 

2 OR MORE, 
NONE . . . 


RADIO SETS 


1 . . . . 

2 OR MORE, 
NONE . . 


value 


owner OCCUPIED ..... 

LESS than S5.000 . 

SSiOOO to S7.400 . 

$7*500 TO $9,900 . 

$10,000 TO $12,400 . 

$12,500 TO $14,900 . 

$15,000 TO $17,400 . 

$17,500 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 TO $34,900 . 

$35,000 OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED . 


GROSS rent 

RENTER OCCUPIED. . . . 

LESS than $20. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $49 . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO cash rent . 

MEDIAN . 


contract rent 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILABLE FOR RENT. . 

median rent ASKEO. 


DOLLARS 


DOLLARS 


DOLLARS 


dollars 


dollars 


spencer 

TAYLOR 

TODD 

TRIGG 

TRIMBLE 

UNION 

WARREN 

WASH¬ 

INGTON 

Wayne 

WEBSTER 



WOOD¬ 

FORD 

1 584 

4 677 

3 360 

2 

591 

1 

449 

4 

238 

13 

403 

2 

989 

3 807 

4 

684 

■ 

H 


3 

438 

1 

396 

2 566 

2 257 

1 

797 

1 

089 

2 

364 

6 

157 

2 

113 

2 606 

3 

054 

4 

860 

1 282 

1 

753 


105 

1 211 

464 


267 


191 

1 

092 

2 

826 


441 

173 


608 

1 

135 

• • • 


797 


• • • 

f • • 

61 


40 


• • • 


• • • 


305 


18 

• t • 


19 


36 

la 


38 


83 

900 

578 


487 


169 


782 

4 

115 


417 

1 028 

1 

003 

1 

013 

234 


850 



28 



21 




46 


114 


43 

43 


58 







17 

328 

181 


62 


44 


626 


763 


142 

85 


171 


522 

19 


447 

1 

567 

4 321 

3 179 

2 

508 

1 

405 

3 

566 

12 

526 

2 

a04 

3 674 

4 

455 

6 

522 

1 565 

2 

991 


740 

1 150 

1 132 


765 


534 


732 

2 

983 


871 

400 


552 


750 

375 


641 


344 

3 527 

2 228 

1 

326 


915 

3 

506 

10 

420 

2 

118 

3 407 

4 

132 

6 

294 

1 209 

2 

797 


956 

2 080 

1 888 

1 

204 


962 

2 

936 

8 

666 

2 

035 

903 

2 

554 

3 

013 

264 

2 

065 


623 

2 597 

1 472 

1 

387 


487 

1 

302 

4 

737 


954 

2 904 

2 

130 

4 

031 

1 320 

1 

373 

1 

135 

3 146 

2 034 

1 

650 

1 

032 

2 

646 

7 

599 

2 

095 

1 907 

2 

702 

3 

585 

693 

2 

147 


337 

707 

424 


392 


209 


570 

2 

220 


313 

736 


587 


759 

93 


609 


• • • 

68 

» • • 


21 


86 


20 


202 


25 

102 


19 


87 

• . • 


86 


112 

756 

902 


528 


122 

1 

002 

3 

382 


556 

1 062 

1 

376 

2 

613 

798 


596 


53 

277 

123 


124 


21 


323 

1 

313 


84 

75 


96 


134 



83 


13 

60 

60 


62 


• • • 


42 


600 


• • • 

21 


38 


19 

« . • 


• • 


• • • 

as 

• t • 


20 


• • • 


90 


170 


• t_8 

43 


38 


55 

f t t 


« a • 

1 

513 

4 252 

3 177 

2 

385 

1 

42a 

3 

783 

11 

320 

2 

905 

3 668 

4 

512 

6 

786 

1 584 

3 

355 

1 

339 

3 183 

2 552 

1 

979 

1 

065 

3 

169 

10 

235 

2 

394 

1 268 

3 

222 

4 

722 

665 

2 

471 


* • 

76 

61 


65 


132 


152 


423 


22 

87 


38 


83 

• • • 


106 


245 

1 418 

747 


547 


252 


917 

2 

745 


573 

2 452 

1 

424 

2 

239 

919 


861 

1 

155 

3 599 

2 197 

1 

890 


939 

2 

752 

9 

008 

2 

216 

3 069 

3 

219 

4 

914 

1 112 

1 

991 


171 

817 

564 


167 


365 


578 

2 

883 


460 

380 


551 

1 

345 

128 

1 

199 


253 

261 

599 


534 


145 


908 

1 

512 


313 

358 


914 


785 

344 


248 


310 

1 894 

991 


666 


313 

2 

148 

5 

405 


744 

1 274 

2 

481 

3 

242 

314 

1 

272 


72 

379 

505 


316 


99 


997 

1 

151 


186 

873 

1 

505 

1 

986 

164 


343 


98 

504 

222 


165 


56 


571 


861 


167 

208 


555 


476 

117 


166 


36 

291 

112 


75 


61 


263 


957 


115 

72 


197 


272 

16 


198 


64 

380 

68 


39 


47 


134 


816 


124 

49 


95 


219 

17 


186 


14 

130 

40 


43 


25 


41 


483 


82 

24 


53 


89 



122 


11 

82 

20 


16 


9 


54 


403 


42 

20 


40 


83 



81 


7 

27 

a 


8 


4 


27 


284 


20 

4 


16 


37 



57 


8 

58 

• • • 


• • • 


8 


57 


255 


4 

8 


16 


47 



73 


• • • 

27 

12 


• • • 


4 


4 


123 


4 

12 


4 


20 



42 


• • • 

16 

4 


4 


• » • 


« • • 


72 


• . . 

4 




13 



4 

7 

100 

a 000 

5 000- 

5 

300 

7 

600 

5 

300 

9 

300 

7 

900 

5 000- 

5 000- 

5 000- 

5 000- 

9 

lOO 


2 

26 

5 


12 


... 


38 


50 


3 

4 


12 


23 

12 


10 


315 

1 079 

887 


604 


288 

1 

120 

4 

484 


547 

ai3 

1 

052 

2 

085 

355 

1 

052 


• • • 

57 

169 


50 


4 


54 


159 


28 

154 


lOO 


329 

91 


15 


25 

96 

192 


135 


18 


79 


599 


112 

124 


177 


330 

87 


94 


65 

155 

165 


101 


52 


152 


683 


60 

87 


151 


281 

35 


32 


62 

120 

103 


61 


54 


114 


730 


59 

75 


137 


222 

4 


101 


6?> 

135 

33 


33 


37 


148 


736 


61 

36 


sa 


213 

4 


128 


40 

136 

60 


16 


24 


127 


494 


61 

38 


52 


105 

8 


84 


15 

85 

43 


28 


29 


118 


327 


38 

36 


12 


45 



131 


10 

95 

12 


13 


8 


67 


283 


53 

11 


36 


58 

4 


145 


• • « 

45 

• f • 


8 


4 


33 


90 


8 

4 


t 7 r 


IS 

- t T 


32 


• ■ « 

21 

« • • 


4 


4 


13 


53 


* • « 

57 


a 


15 

• ■ • 


24 


32 

134 

110 


155 


54 


215 


330 


67 

191 


291 


472 

122 


216 


48 

53 

32 


34 


48 


54 


49 


47 

34 


37 


35 

23 


60 


283 

945 

777 


449 


234 


905 

4 

154 


480 

622 


761 

1 

613 

233 


a36 


29 

36 

20- 


21 


27 


34 


3a 


29 

23 


25 


22 

20- 


41 



55 

9 


51 


7 


80 


189 


11 

32 


79 


121 



ua 






























































































































Kentucky 

Table 31.— Tenurj^, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics op Rural-Nonfarm Housing Units, for Counties: 1960 
[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 


Bathing Facilities 
Source of Water 


Condition & Plumb. Sewage Disposal 
Water Supply Rooms 

Toilet Facilities Year Struct. Built 


ALLEN ANDERSON 


BARREN BATH BELL 


BOONE BOURBON BOYD 


BOYLE BRACKEN 


all HOUSING UNITS. ........ 

TENURE I COLOR. AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

renter OCCUPIED. 

WHITE. 

nonwhite.! . . . 

VACANT . 

YEAR ROUND. 

SOUND OK DETERIORATING 

AVAILABLE. . , 

FOR SALE ONLY. 

FOR RENT . 

rented OR SOLD. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

held FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


all UNITS. 

SOUND. 

WITH all PLUMBING FACILITIES. 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, , . , 

deteriorating. 

WITH ALL plumbing FACILITIES . 

LACKING ONLY HOT WATER . . . 

Lacking other plumbing facilities. . , , 
oilapioated, ... . 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . . . . , 

dilapidated... 


HOT AND cold PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED water outside STRUCTURE.. , 

NO PIPED water... 



FLUSH toilet I EXCLUSIVE USE. . 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE 


BATHTUB OR SHOWER. EXCLUSIVE USE . 

bathtub or SHOWER. SHARED. , . 

NO Bathtub or shower . 


PUBLIC system or private COMPANY 

INDIVIDUAL WELL. 

OTHER. . . . 


PUBLIC SEWER ..... 
SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


1 ROOM. 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEOIANi 

ALL Units. . . . 
owner occupied 
renter occupied 








































































































19-94 


State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacincy Status 
Condition & Plumb, 
Water Supply 
Toilet Facilities 


Barbing F.icilities 
Source ol’ Water 
Sew.ige l■)ispo^al 
Room.s 

Ve.ir Struct. Built 


SUBJECT 

BREATH¬ 

ITT 

BRECK¬ 

INRIDGE 

BULLITT 

BUTLER 

CALDWELL 

CALLOWAY 

CAMPBELL 

CARLISLE 

CARROLL 

CARTER 

CASEY 

CHRIS¬ 

TIAN 

ALL HOUSING UNITS. 

3 

036 

2 

710 

3 

926 

1 

928 

1 

413 

2 

497 

3 

H 

■ 

Bi 

871 

4 

202 

1 

700 

6 

313 

TENURE 1 qOLORi AND VACANCY STATUS 
























OCCUPIED . 

2 

534 

2 

202 

3 

406 

1 

527 

1 

14B 

1 

967 

3 

149 

1 

205 

602 

3 

791 

1 

295 

5 

380 

OWNER OCCUPIED . 

1 

565 

1 

476 

2 

39S 


904 


004 

1 

349 

2 

465 


B52 

352 

2 

444 


709 

2 

500 

WHITE. . . . 

1 

546 

1 

305 

2 

360 


972 


779 

1 

341 

2 

465 


836 

344 

2 

444 


709 

1 

994 

NONWHITE . . . 


19 


91 


38 


12 


25 


B 


• • t 


16 

8 


• • « 


• • • 


506 

RENTER OCCUPIED. 


969 


726 

1 

OOB 


543 


344 


616 


604 


353 

330 

1 

347 


506 

2 

000 

WHITE. 


969 


669 


992 


530 


332 


616 


604 


349 

317 

1 

347 


506 

2 

293 

nonwhite . 


OB 


57 


16 


13 


12 


... 




4 

13 


... 


... 


507 

VACANT.. . . . 


502 


516 


520 


401 


265 


530 


291 


165 

109 


491 


405 


933 

YEAR ROUND . . 


323 


443 


423 


320 


230 


287 


206 


116 

130 


372 


311 


045 

sound OR deteriorating . 


203 


326 


237 


171 


163 


225 


172 


81 

96 


266 


172 


630 

AVAILABLE. 


71 


110 


139 


58 


70 


97 


93 


36 

63 


176 


61 


359 

FOR SALE ONLY.. 


20 


24 


31 




6 


26 


63 


20 

9 


42 


6 


32 

FOR RENT . 


51 


06 


100 






71 


30 


18 

54 


134 


55 


327 

rented OR SOLD. AWAITING OCCUPANCY . 


H 


17 


16 


In 




11 


14 


1 

2 


13 


6 


25 

held for OCCASIONAL USE. 


IB 


66 


30 


n 




33 


6 


11 

15 


28 


34 


33 

HELD for other REASONS . 


BE 


133 


52 


92 


06 


04 


57 


31 

10 


49 


71 


213 

DILAPIDATED... 


120 


117 


106 


149 


67 


62 


36 


35 

32 


106 


139 


215 

SEASONAL . 


179 


73 


97 


81 


35 


243 


83 


49 

59 


119 


94 


88 

CONDITION AND PLUMBING 
























ALL UNITS. 

3 

036 

2 

71S 

3 

926 

1 

928 

1 

413 

2 

497 

3 

440 

1 

370 

871 

4 

202 

1 

700 

6 

313 

SOUND... 

1 

794 

1 

499 

2 

511 


685 


831 

1 

520 

2 

849 


050 

480 

2 

234 


823 

4 

302 

WITH all plumbing FACILITIES . 


663 


S67 

1 

733 


296 


400 


664 

2 

147 


575 

222 

1 

329 


448 

3 

710 

LACKING ONLY HOT WATER . 


9 


17 


36 


13 


27 


29 


K 1 


16 

8 


32 


16 


23 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

122 


615 


742 


376 


404 


627 


R ' 


257 

250 


873 


359 


649 

deteriorating. 

1 

000 


007 


919 


014 


381 


814 


TO j 


394 

297 

1 

337 


560 

1 

244 

WITH all plumbing facilities . 


30 


174 


195 


95 


6 


227 


K • 


76 

20 


259 


39 


273 

LACKING ONLY HOT WATER . 


4 


11 


33 


5 


• • • 


4 


K s 


17 

• • ■ 


20 


9 


30 

LACKING OTHER PLUMBING FACILITIES. . . . 


966 


702 


691 


714 


373 


583 


h! fi 


299 

269 

1 

058 


512 


941 

dilapidated. 


242 


332 


496 


429 


201 


163 

■ 

B1 


126 

94 


711 


317 


687 

RENTER OCCUPIED. 


969 


726 

1 

006 


543 


344 


618 




353 

330 

1 

347 


506 

2 

880 

SOUND . 


559 


309 


493 


122 


175 


232 


476 


126 

159 


512 


192 

2 

063 

WITH all plumbing facilities . 


101 


143 


266 


49 


56 


110 


324 


52 

50 


262 


90 

1 

845 

LACKING SOME OR ALL FACILITIES . 


370 


166 


227 


73 


117 


122 


152 


76 

109 


250 


102 


210 

deteriorating. 


335 


300 


310 


262 


112 


337 


148 


166 

131 


557 


216 


524 

WITH ALL PLUMBING FACILITIES . 


14 


77 


50 


44 


• • • 


135 


17 


22 

14 


102 


9 


173 

LACKING SOME OR ALL FACILITIES . 


321 


231 


252 


210 


112 


202 


131 


146 

117 


455 


207 


351 

DILAPIDATED. 


75 


109 


205 


159 


57 


49 


60 


57 

40 


278 


90 


293 

ALL HOUSING UNITS. 

3 

036 

2 

710 

3 

926 

1 

926 

1 

413 

2 

497 

3 

440 

1 

370 

071 

4 

262 

1 

700 

6 

313 

WATER SUPPLY 

■ 





















n 

1 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

■ 


1 

105 

2 

101 


566 


464 

1 

252 

2 

434 


779 

276 

1 

947 


552 

■ 


ONLY COLD PIPED WATER INSIDE STRUCTURE . . 




246 


335 


133 


100 


196 


405 


230 

54 


300 


144 



PIPED WATER OUTSIDE STRUCTURE. 


10 


107 


192 


37 


16 


16 


53 


30 

4 


32 


20 



ND PIPED water . 

2 

123 

1 

100 

1 

290 

1 

192 


833 

1 

031 


540 


331 

537 

1 

923 


976 

1 

587 

TOILET FACILITIES 
























flush TOILETi exclusive USE. 


727 

1 

110 

2 

056 


470 


446 

1 

148 

2 

410 


708 

270 

1 

756 


550 

4 

160 

FLUSH TOILETi SHARED . 


42 


42 


60 


09 


• • 


20 


30 


91 

3 


32 


37 


32 

OTHER TOILET FACILITIES OR NONE. 

2 

267 

1 

550 

1 

002 

1 

369 


965 

1 

329 

1 

000 


571 

590 

2 

494 

1 

113 

2 

121 

BATHING facilities 
























BATHTUB OR SHOWER, EXCLUSIVE USE . 


750 

1 

073 

2 

024 


445 


446 

1 

144 

2 

380 


696 

258 

1 

712 


521 

4 

133 

BATHTUB OR SHOWER, SHARED. 


37 


42 


60 


65 




16 


34 


75 

3 


26 


29 


32 

NO bathtub or shower . 

2 

249 

1 

603 

1 

034 

1 

398 


965 

1 

337 

1 

026 


599 

610 

2 

542 

1 

150 

2 

140 

SOURCE of water 
























PUBLIC SYSTEM OR PRIVATE COMPANY . 


494 

1 

264 


917 


499 


204 


370 


993 


710 

134 

1 

339 


499 

3 

650 

INDIVIDUAL well. 

2 

009 


4S5 

1 

024 

1 

162 


921 

1 

392 

1 

513 


396 

510 

2 

516 


786 

1 

887 

OTHER... 


454 


905 

1 

227 


257 


266 


748 


969 


238 

203 


416 


434 


791 

SEWAGE DISPOSAL 
























PUBLIC SEWER . 


463 


427 


136 


327 


15 


100 


360 


5 

• f • 


751 


408 

2 

362 

SEPTIC tank OR CESSPOOL . 


226 


563 

1 

961 


199 


411 


999 




693 

200 

1 

015 


133 

1 

079 

OTHER OR NONE . 

2 

340 

1 

744 

1 

871 

1 

392 


965 

1 

411 




646 

567 

2 

505 

1 

178 

2 

007 

ROOMS 
























1 ROOM . 


23 


56 


52 


45 


12 


56 




20 

4 


35 


0 


55 

2 ROOMS . 


217 


206 


333 


166 


56 


140 




49 

31 


176 


138 


397 

3 ROOMS . 


434 


390 


479 


371 


212 


44a 


305 


166 

121 


406 


190 

1 

001 

A ROOMS. 

1 

157 


7B9 

1 

38l 


646 


599 


745 


812 


449 

241 

1 

317 


510 

2 

359 

5 ROOMS. 


505 


512 


925 


323 


277 


594 


940 


362 

166 

1 

051 


341 

1 

558 

6 ROOMS. 


415 


403 


52B 


196 


166 


331 


642 


206 

164 


019 


320 


606 

7 ROOMS. 


104 


209 


120 


100 


56 


95 


274 


66 

69 


290 


109 


216 

0 ROOMS OR MORE. 


101 


153 


108 


49 


35 


80 


152 


46 

55 


100 


76 


119 

MEDIAN* 
























ALL UNITS. . . 


Eiw 


4.4 


4.3 


4.1 


EfH 


4.3 


5.0 


4.5 

4.7 


Em 


4.5 


4.2 

OWNER OCCUPIED ... . 




5.0 


4.6 


4.4 


Eri 


4>6 


5.1 


4.8 

5.3 


W 


5.2 


4.5 

renter OCCUPIED. 

■ 



3.0 


4.0 


3.7 

■ 

m 


4.0 


4.6 


4.0 

4.4 

■ 



4.0 


4.2 

YEAR STRUCTURE BUILT 
























1955 TO MARCH 1960 . 


2B6 


350 

1 



281 


173 


402 


959 


112 

72 


641 


175 

1 

369 

1950 TO 1954 .. 


491 


256 


595 


145 


142 


296 


545 


152 

60 


435 


193 

1 

440 

1940 TO 1949 . 


630 


292 


502 


329 


278 


637 


277 


173 

125 


667 


373 

1 

332 

1930 To 1939 . 


762 


342 


508 


227 


220 


340 


287 


145 

09 


567 


325 


516 

1929 OR EARLIER. 


067 

1 

470 

1 

2l8 


946 


592 


822 

1 

372 


708 

525 

1 

972 


634 

1 

636 




































































































































































































Kentucky 

Table 31. Tenuri-., Vacancy Status, Condition and Puumding Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties; 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


ALL HOUSING UNITS. 


TENURE, COLOR, AND VACANCY STATUS 


OCCUPIED .... 
OWNER OCCUPIED 
WHITE. . . . 
NONWHITE . , 
RENTER OCCUPIED 
WHITE. . . . 
NONWHITE . . 


VACANT... 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLO, AWAITING OCCUPANCY 

HELD POR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL... 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATED. 


renter OCCUPIED. 

SOUND. 

WITH all PLUMBING FACILITIES • 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH all PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


ALL HOUSING UNITS. 


WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED water OUTSIDE STRUCTURE. 

NO PIPED WATER . 


toilet FACILITIES 


FLUSH TOILET, EXCLUSIVE USE. , . 

FLUSH TOILET, SHARED . 

OTHER TOILET FACILITIES OR NONE. 

bathing facilities 

BATHTUB OR SHOWER, EXCLUSIVE USE 
bathtub OR SHOWER, SHARED. . . . 
NO bathtub or shower ...... 


SOURCE OF WATER 

PUBLIC system OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

OTHER.. 

SEWAGE DISPOSAL I 


PUBLIC SEWER . 

SEPTIC tank or cesspool. 
OTHER OR NONE. 


1 ROOM. 

2 ROOMS. 

3 ROOMS. ..... 

4 ROOMS. ..... 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEDIAN! 

ALL UNITS. . . . 
OWNER occupied 
RENTER OCCUPIED 


YEAR STRUCTURE BUILT 


1955 TO MARCH i960 
1950 TO 1954 . . , 
1940 TO 1949 . . . 
1930 TO 1939 . . , 
1929 OR EARLIER. . 



2 019 

3 716 

1 486 

1 454 

1 288 

592 

1 120 

579 

282 

9 

24 

16 

325 

685 

294 

354 

1 844 

610 

90 

119 

113 

• • • 

4 

8 

264 

1 721 

4B9 

211 

584 

264 

624 

1 479 

438 

362 

366 

111 

220 

144 

55 

142 

222 

56 

192 

758 

206 

40 

46 

53 

152 

712 

153 

70 

355 

121 

2 019 

3 716 

1 4S6 


1 235 

743 

458 

4 

5 

31 

780 

2 968 

997 

1 054 

539 

487 

658 

2 200 

357 

303 

990 

681 

288 

200 

290 

887 

501 

194 

840 

3 028 

1 041 
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State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfaum Housing Units, for Counties: 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Ye.ir Struct. Built 


SUBJECT 

FRANKLIN 

FULTON 

GALLATIN 

GARRARD 

GRANT 

GRAVES 

GRAYSON 

GREEN 

GREENUP 

HANCOCK 

HARDIN 

HARLAN 

ALL HOUSING UNITS. 

2 

2S2 

1 

963 

836 


■ 


3 

950 

2 

220 

1 

713 

4 

878 

1 

131 

a 

455 

10 

998 

TENURE, COLOR, AND VACANCY STATUS 








■ 







■ 

■ 







occupied . 

1 

974 

1 

621 

713 

533 

H 

m 

3 

260 

1 

569 

1 


m 



863 

7 

295 

9 

266 

OWNER OCCUPIED . 

1 

354 


942 

356 

251 


mi 

2 

299 

1 

140 




531 


583 

3 

335 

4 

621 

WHITE. 

1 

346 


852 

337 

214 



2 

233 

1 

136 


858 

3 

244 


546 

3 

222 

4 

478 

nonwhite . 


B 


90 

19 

37 


15 


66 


4 


36 


40 


37 


1L3 


143 

RENTER OCCUPIED. 


620 


679 

357 

282 


681 


961 


429 


5B3 

1 

059 


280 

3 

960 

4 

645 

WHITE. 


612 


521 

353 

266 


672 


927 


429 


531 

1 

059 


276 

3 

54a 

4 

392 

nonwhite . 


a 


158 

4 

16 


9 


34 


... 


52 


... 


4 


412 


253 

VACANT . 


308 


342 

123 

351 


465 


690 


651 


236 


535 


268 

1 

160 

1 

732 

YEAR ROUnO . 


261 


240 

81 

178 


299 


581 


559 


200 


460 


212 

1 

057 

1 

551 

SOUND OR DETERIORATING ... . 


186 


133 

54 

114 


228 


443 


398 


164 


307 


142 


915 


852 

available. 


102 


56 

26 

53 


104 


209 


170 


63 


162 




403 


603 

FOR SALE ONLY. 


43 


10 

3 

2 


20 


26 


53 


12 


60 




45 


47 

FOR RENT . 


59 


46 

23 

51 


84 


183 


117 


51 




HI 


358 


556 

RENTED OR SOLD, AWAITING OCCUPANCY . 


27 


6 

1 

3 


27 


7 


5 


2 


18 


■9 


24 


38 

HELD FOR OCCASIONAL USE. 


24 


27 

9 

22 


19 


28 


128 


12 


11 


28 


33 


79 

HELD FOR OTHER REASONS . 


33 


44 

18 

36 


78 


199 


95 


87 


116 


sa 


455 


132 

OILAPIDATEO.. 


75 


107 

27 

64 


71 


138 


161 


36 


153 


70 


142 


699 

SEASONAL . 


47 


102 

42 

173 


166 


109 


92 


36 


75 


56 


103 


181 

CONDITION AND PLUMBING 























ALL UNITS. 

2 

282 

1 

963 

836 

884 

2 

137 

3 

95D 

2 

220 

1 

713 

4 

878 

1 

131 

a 

455 

10 

998 

SOUND. 

1 

555 


944 

529 

397 

1 

403 

2 

854 

1 

097 

1 

237 

3 

302 


360 

6 

158 

4 

344 

WITH ALL PLUMBING FACILITIES . 

1 

242 


630 

311 

195 


866 

1 

515 


420 


865 

2 

499 


281 

5 

259 

2 

287 

LACKING ONLY HOT WATER . 


17 


69 

a 

4 


23 


44 


19 


a 


41 


. . - 


18 


146 

LACKING OTHER PLUMBING FACILITIES. , . . 


296 


245 

207 

198 


514 

1 

295 


658 


364 


762 


79 


BBl 

1 

911 

DETERIORATING.. 


425 


679 

221 

289 


464 


827 


854 


387 

1 

106 


60S 

1 

322 

4 

139 

WITH all plumbing FACILITIES . 


83 


122 

28 

24 


59 


69 


74 


35 


2SS 


183 


514 


910 

LACKING ONLY HOT WATER ......... 


17 


23 

16 

4 


12 


11 


« . • 


4 


15 


16 


7 


126 

LACKING OTHER PLUMBING FACILITIES. . . . 


325 


534 

177 

261 


393 


747 


780 


348 


833 


406 


801 

3 

103 

dilapidated. 


302 


340 

86 

198 


270 


269 


269 


89 


470 


166 


975 

2 

515 

renter OCCUPIED. 


620 


679 

357 

282 


681 


961 


429 


583 

1 

059 


280 

3 

960 

4 

645 

SOUND. 


287 


258 

193 

88 


377 


610 


185 


389 


487 


68 

2 

998 

1 

329 

WITH ALL PLUMBING FACILITIES . 


193 


149 

82 

12 


158 


199 


53 


287 


306 


46 

2 

751 


641 

LACKING SOME OR ALL FACILITIES . 


94 


109 

111 

76 


219 


411 


132 


102 


181 


22 


247 


688 

DETERIORATING. 


175 


269 

119 

123 


198 


283 


203 


138 


384 


169 


480 

2 

008 

WITH ALL PLUMBING FACILITIES . . 


29 


20 

12 

4 


40 


33 


13 


20 


60 




232 


481 

LACKING SOME OR ALL FACILITIES . 


146 


249 

107 

119 


158 


250 


190 


118 


324 




248 

1 

527 

dilapidated. 


isa 


152 

45 

71 


106 


68 


41 


56 


ISS 




482 


308 

ALL HOUSING UNITS. 

2 

282 

1 

963 

836 

884 

2 

137 

3 

950 

2 

220 

■ 


■ 

MB 

1 

131 

a 

456 

10 

998 

WATER SUPPLY 























HOT and COLD PIPED WATER INSIDE STRUCTURE. 

1 

479 


843 

391 

257 

1 

085 

1 

897 


611 


962 

2 

982 


513 

6 

532 

3 

985 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 


173 


417 

92 

56 


250 


494 




62 


424 


155 


415 

2 

5J7 

PIPED water OUTSIDE STRUCTURE. 


27 


149 

29 

14 


26 


40 


HI 


39 


70 


12 


132 


619 

NO PIPED Water . 


603 


554 

324 

557 


776 

1 

519 




650 

1 

402 


451 

1 

376 

3 

877 

TOILET FACILITIES 























flush toilet, EXCLUSIVE USE. 

1 

430 


S9S 

403 

231 

1 

022 

1 

691 


525 


924 

2 

873 


510 

6 

196 

3 

788 

FLUSH toilet, shared . 


4 


62 

8 

13 


90 


?7 


12 


19 


- T 


27 


280 


51 

OTHER TOJLET facilities OR NONE. ..... 


848 

1 

003 

425 

640 

1 

025 

2 

232 

1 

683 


770 

2 

005 


594 

1 

979 

7 

159 

BATHING facilities 























bathtub or shower, exclusive use . 

1 

419 


876 

390 

231 

1 

001 

1 

667 


536 


919 

2 

875 


506 

6 

122 

3 

766 

bathtub or shower, shared.. 


4 


54 

4 

13 


84 


27 


8 


15 




11 


2B6 


55 

NO bathtub or shower ........... 


859 

1 

033 

442 

640 

1 

052 

2 

256 

1 

676 


779 

2 

003 


614 

2 

047 

7 

177 

SOURCE OF WATER 























PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

146 

1 

033 

380 

96 


970 


711 


60 


789 

1 

838 


532 

5 

119 

3 

889 

INDIVIDUAL well. 


752 


703 

374 

576 


951 

1 

629 

1 

8GB 


589 

2 

712 


440 

2 

700 

3 

328 

OTHER. ....... . 


371 


209 

93 

207 


218 

1 

604 


232 


379 


300 


148 


683 

3 

788 

SEWAGE DISPOSAL 























PUBLIC SEWER . 


213 


503 

187 

• • • 


78 


36 


... 


471 

1 

050 


356 

3 

924 

1 

327 

SEPTIC TANK OR CESSPOOL. 

1 

170 


523 

248 

166 

1 

031 

1 

569 


411 


524 

1 

793 


174 

2 

510 

1 

660 

OTHER OR NONE. ....... . 


BB6 


919 

412 

713 

1 

030 

2 

339 

1 

769 


762 

2 

007 


590 

2 

068 

B 

Ola 

ROOMS 























1 ROOM . 


17 


52 

25 

4 


71 


22 


17 


17 


49 


4 


77 


73 

2 ROOMS. 


40 


119 

55 

40 


174 


126 


142 


108 


119 


55 


703 


352 

3 ROOMS. 


198 


224 

99 

147 


319 


640 


325 


200 


295 


198 

1 

202 

1 

165 

4 ROOMS. 


579 


642 

281 

268 


704 

1 

544 


784 


496 

1 

378 


353 

2 

884 

4 

756 

S ROOMS. 


635 


411 

193 

196 


331 


868 


509 


370 




216 

2 

016 

2 

684 

6 ROOMS. 


565 


307 

135 

136 


295 


522 


275 


347 




201 


800 

1 

237 

7 ROOMS. 


174 


107 

17 

46 


180 


154 


139 


94 


E " ^ 


47 


522 


424 

a ROOMS OR MORE. 


74 


101 

31 

47 


63 


74 


29 


81 


264 


57 


251 


307 

MEDIAN, 























ALL UNITS. 


- 1 «l 



4.4 

4.4 


4.2 


4.3 


*».3 


4.6 


4.9 


4.4 


4.3 


4.3 

OWNER OCCUPIED . 


; ' k1 



4.8 

5.1 


4.8 


4.6 


4.7 


S.O 


5.2 




4^.5 


4«6 

RENTER OCCUPIED. 


! a 

■ 

m 

4.1 

4.5 


3.8 


4.0 


‘III 


4«? 




4.2 


4.2 


4,2 

year STRUCTURE BUILT 
















m 







1955 TO MARCH 1960 . 


778 


93 

92 

50 


333 


393 


267 


387 




67 

2 

051 


641 

1950 TO 1954 . 


272 


114 

50 

107 


177 


612 


181 


197 


wi a 


92 

2 

443 


670 

1940 TO 1949 . 


308 


248 

82 

81 


206 


663 


431 


288 




loi 

1 

416 

2 

083 

1930 TO 1939 . 


259 


272 

51 

148 


221 


520 


295 


240 




266 


913 

1 

900 

1929 OR .. 


665 

1 

236 

561 

498 

1 

200 

1 

762 

1 

046 
_1 


601 


ii 


605 

1 

632 

5 

704 




































































































































































Kentucky 


19-97 


Table 31. —Tenuri-, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960— Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sujjply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


HARRISON 


HART 


HENDER¬ 

SON 


HENRY 


HICKMAN 


HOPKINS 


JEFFER¬ 

SON 


JESSA¬ 

MINE 


KENTON 


KNOTT 


ALL HOUSING UNITS. 

TENUREt COLOR! AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

renter OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 

CONDITION AND PLUMBING 

all units. 

SOUND... 

WITH ALL plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

RENTER occupied. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING.. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED. 

ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 

piped water outside structure. 

NO PIPED water . 

TOILET FACILITIES 

FLUSH toilet, exclusive use. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING facilities 

BATHTUB OR SHOWER. EXCLUSIVE USE ... . 

BATHTUB OR SHOWER. SHARED. 

NO bathtub OR SHOWER . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY .... 

INDIVIDUAL WELL. 

OTHER. 

SEWAGE DISPOSAL 

PUBLIC SEWER . . . 

SEPTIC TANK OR CESSPOOL. 

OTHER OR NONE. 


750 

370 

370 

380 

375 

5 

205 

166 

124 

60 

5 

55 

4 

36 

24 

42 

39 


955 

622 

201 

421 

259 

6 

251 

74 

380 

230 

48 

182 

US 

ils 

35 


237 

83 

51 

584 


221 

734 


217 

738 


70 

4B4 

393 


10 

225 

712 


1 895 
1 088 
963 
125 
807 
703 

104 

512 

389 

200 

76 

6 

70 

4 

15 

105 
189 
123 


2 407 
1 238 
807 
16 
415 
64B 
137 
12 
499 
521 

807 

362 

221 

141 

240 

62 

178 

205 


3 285 
2 387 
2 294 
93 
898 
847 
51 

732 

546 

419 

181 

55 

126 

41 

23 

174 

127 

186 


017 

943 

081 

57 

805 

748 

97 

20 

631 

326 

898 

533 

326 

207 

277 

44 

233 

88 


1 626 

1 no 

1 004 
106 
716 
636 
80 

363 

266 

179 

124 

15 

109 

6 

3 

46 

87 

97 


2 189 
1 331 
832 
14 
485 
646 
118 
33 
495 
212 

716 

413 

216 

197 

232 

21 

211 

71 


292 

783 

708 

75 

509 

427 

82 

221 

18B 

117 

49 

7 

42 

4 

8 
56 
71 
33 


513 

797 

504 

16 

277 

466 

147 

59 

260 

250 

509 

179 

75 

104 

232 

64 

168 

98 


440 

185 

045 

140 

255 

217 

38 

530 

462 

355 

206 

48 

158 

32 

33 
84 

107 

68 


4 970 
3 010 
1 6SB 
36 
1 316 
1 189 
76 
16 
1 097 
771 

1 255 
441 
179 
262 
451 
16 
435 
363 


423 

924 

924 

499 

499 


503 

441 

263 

159 

17 

142 

7 

21 

76 

17B 

62 


1 926 
713 
196 
16 
501 
817 
29 
8 

780 

396 

499 

128 

20 

108 

258 

12 

246 

113 


16 150 
13 251 
12 848 
403 
2 899 
2 680 
219 

1 208 
964 
857 
585 
303 
282 
83 
45 
144 
107 
244 


17 347 
14 835 
13 424 
133 
1 278 
1 717 
639 
71 
1 007 
795 


899 

887 

462 

425 

633 

222 

411 

379 


766 

360 

274 

86 

406 

343 

63 

159 

131 

101 

59 

11 

48 

5 

11 

26 

30 

28 


925 

397 

199 

11 

187 

342 

30 

20 

292 

186 

406 

120 

33 

87 

170 

4 

166 

116 


3 363 
2 258 
2 258 


600 

501 

317 

168 

41 

127 

11 

36 

102 

184 

99 


3 963 
1 863 
835 
37 
991 
1 347 
134 
25 

1 188 
753 

1 105 
384 
92 
292 
386 
12 
374 
335 


4 256 
3 446 
3 438 
8 

810 

810 


379 

199 

159 

82 

38 

44 

23 

16 

38 

40 

180 


635 

670 

971 

69 

630 

651 

141 

36 

474 

314 

810 

482 

305 

177 

192 

32 

160 

136 


1 037 
184 
71 
1 115 


995 
49 
1 363 


999 
49 
1 359 


933 

497 

944 


115 
880 
1 379 


2 361 
356 
49 
1 251 


2 272 
16 
1 729 


2 303 
16 
1 698 


1 207 

2 448 
327 


257 
2 061 
1 664 


4 970 


1 926 


17 358 


1 051 
221 
68 
849 


1 037 
52 

1 100 


1 009 
52 

1 128 


1 176 
855 
162 


524 
559 
1 110 


721 

272 

61 

459 


813 

73 

627 


764 

69 

680 


757 

573 

194 


546 

266 

712 


2 089 
576 
112 
2 193 


1 844 
16 
3 110 


1 852 
12 
3 106 


1 485 
3 017 
428 


90 
1 629 
3 211 


257 
121 
245 
1 303 


262 
23 
1 641 


257 
31 
1 638 


19 
1 339 
576 


6 

198 
1 730 


14 649 
979 
171 
1 S4B 


14 424 
80 
2 843 


14 486 
71 
2 790 


10 990 
4 709 
1 637 


1 613 
12 783 

2 940 


262 

116 

14 

533 


285 

4 

636 


264 

4 

657 


133 

430 

386 


17 

280 

652 


1 175 
540 

69 

2 179 


1 179 

2 784 


1 100 
4 

2 859 


69S 
2 645 
604 


409 
556 
2 979 


3 370 
434 
28 
803 


3 369 
12 
1 254 


3 313 
8 

1 314 


510 

696 

445 


157 
3 204 
1 290 


395 

148 

136 

12 

247 

235 

12 

476 

417 

380 

254 

43 

211 

1 

16 

109 

37 

59 


871 

263 

751 

49 

463 

342 

44 

4 

294 

266 

247 

563 

101 

462 

550 

4 

546 

134 


3 871 


944 

439 

36 

452 


868 

8 

2 995 


880 

4 

2 987 


95 
2 630 
1 145 


40 
584 
3 246 


ROOMS 


1 ROOM ...... I 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. ..... 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEDIAN! 

ALL units. . . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


32 

80 

313 

255 

145 

ao 

so 


37 

202 

466 

648 1 

448 1 

352 
149 
105 


4.7 4.3 
S.O S.O 
4.6 3.7 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . , 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. , 


85 

21 

66 

101 

682 


244 1 

220 
437 
354 

1 152 1 


96 

267 

416 

454 

033 

491 

140 

120 


28 

141 

206 

614 

425 

393 

174 

208 


16 

53 

230 

465 

340 

254 

76 

79 


4a 
212 
529 
2 026 
1 308 
589 
170 
88 


39 

201 

371 

634 

286 

236 

113 

46 


110 

380 

939 

4 009 

5 160 
4 133 
1 474 
1 142 


40 

139 

307 

161 

166 

47 

65 


8 

161 

479 

154 

010 

675 

304 

172 


35 
146 
444 
1 284 
1 319 
914 
324 
169 


44 
236 
487 
1 373 
966 
438 
183 
144 


4.3 4.7 
4.7 5.3 
4.1 4.1 


4.5 4.3 
5.0 4.6 
4.1 4.0 


4.1 5.1 
4.5 5.3 
3.9 4.2 


4.4 4.7 
4.9 5.0 
4.3 4.2 


4.8 4.4 
5.0 4.7 
4.2 3.9 


022 

229 

125 

673 

126 

119 

634 

233 

187 

343 

208 

218 

345 

1 393 

864 


736 

398 

636 

687 

513 


262 

219 

359 

483 

603 


6 814 
3 766 
2 871 

1 407 

2 489 


122 

79 

85 

91 

S4B 


337 

1 162 

398 

276 

942 

SB4 

805 

795 

1 244 

671 

587 

785 

874 

1 149 

860 
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State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties; 1960—Con. 

[Some data based on sample; see text. Median, not shown where base is less than 200] 


Tenure by Color, 
Vacincy St.itus 
Condition & Plumb, 
Water Supply 
Toilet Facilities 


Hathing F.icilitie',' 
Source of W.iter 
Sew.ige Dispos.!] 
Rooms 

Ye.ir Struct. Built 


SUBJECT 

KNOX 

LARUE 

LAUREL 

LAWRENCE 

LEE 

LESLIE 

LETCHER 

LEWIS 

LINCOLN 

LIVING¬ 

STON 

LOGAN 

LYON 

all housing units. 

4 

741 

1 

858 

3 512 

2 

776 

1 

679 

2 

095 

7 

132 

2 

580 

2 

970 

1 867 

2 135 

1 241 

TENURE* COLOR* AND VACANCY STATUS 



















mm 


OCCUPIED . 

4 

138 

1 

593 

2 979 

2 

206 

1 

472 

2 

006 

6 

233 

2 

100 

2 

485 



915 

OWNER OCCUPIED . 



1 

102 

2 107 

1 

309 


949 

1 

310 

4 

028 

1 

216 

1 

511 



471 

WHITE... 



1 

037 

2 091 

1 

305 


941 

1 

310 

3 

936 

1 

216 

1 

378 



434 

NONWHITE.. 


55 


65 

16 


4 


8 


« « • 


92 


• • • 


133 



37 

RENTER OCCUPIED. ... . 

1 

498 


491 

872 


897 


523 


695 

2 

205 


884 


974 



444 

WHITE. .... . 

1 

477 


447 

860 


897 


523 


696 

2 

187 


880 


880 



402 

nonwhite . 


21 


44 

12 

■ 

D 


... 


... 


18 


4 


m 

4 

46 

42 

VACANT . 


503 


265 

533 

■ 



207 


90 


899 


480 



320 

396 

326 

year ROUND . 


537 


206 

266 




186 


85 


661 


293 


407 

223 

325 

312 

SOUND OR deteriorating . 


383 


164 

210 




135 


73 


461 


170 


287 

166 

an 

253 

AVAILABLE. 


184 


84 

64 


133 


29 


63 


232 


97 


108 

72 

109 

95 

FOR SALE ONLY. 


20 


26 

18 


14 


3 


2 


40 


14 


13 

13 

12 

9 

FOR RENT . 


164 


58 

46 


119 


26 


61 


192 


83 


95 

59 

97 

86 

RENTED OR SOLD* AWAITING OCCUPANCY * 


4 


11 

4 


1 


11 


1 


18 


6 


4 

3 

1 

20 

HELD FOR OCCASIONAL USE. 


65 


10 

37 


23 


28 


3 


56 


6 


22 

34 

36 

122 

HELD FOR OTHER REASONS ....... 


130 


59 

105 


199 


67 


6 


155 


61 


153 

57 

65 

16 

DILAPIDATED. 


154 


42 

56 


67 


51 


12 


200 


123 


120 

57 

114 

59 

SEASONAL... 


66 


59 

257 


147 


21 


5 


238 


187 


78 

97 

71 

14 

CONDITION AND PLUMBING 





















all units. 

4 

741 

1 

858 

3 512 

2 

776 

1 

579 

2 

096 

7 

132 

2 

580 

2 

970 

1 867 

2 135 

1 241 

SOUND. . 

1 

851 

1 

296 

1 901 

1 

554 


562 

1 

243 

3 

871 

1 

121 

1 

432 

1 259 

1 233 

643 

WITH all plumbing FACILITIES . 


736 


952 

771 


755 


257 


273 

1 

740 


566 


894 

693 

713 

404 

LACKING ONLY HOT WATER . 


44 


12 

28 


20 


15 


16 


73 


16 


21 

11 

20 

28 

LACKING other plumbing FACILITIES. . . . 

1 

071 


322 

1 102 


778 


290 


954 

2 

058 


539 


517 

555 

500 

211 

DETERIORATING. 

1 

822 


352 

1 263 

1 

013 


783 


615 

2 

266 


899 

1 

061 

424 

656 

410 

WITH ALL PLUMBING FACILITIES . 


176 


57 

49 


165 


101 


15 


232 


81 


191 

20 

97 

104 

LACKING ONLY HOT WATER . 


29 


8 

22 


4 


22 


12 


61 


6 


65 

4 

4 

32 

LACKING OTHER PLUMBING FACILITIES. . . , 

1 

617 


287 

1 192 


844 


660 


588 

1 

973 


812 


805 

400 

555 

274 

OILAPIOATEO. ... 

1 

068 


210 

348 


209 


334 


238 


995 


560 


477 

184 

246 

IBS 

RENTER OCCUPIED.. 

1 

498 


491 

872 


897 


523 


696 

2 

205 


884 


974 

435 

619 

444 

SOUND.. 


381 


272 

346 


399 


139 


266 


893 


277 


388 

263 

328 

195 

WITH all PLUMBING FACILITIES . 


82 


171 

135 


246 


55 


78 


299 


113 


234 

100 

162 

117 

LACKING SOME OR ALL FACILITIES . 


299 


lOl 

210 


153 


83 


188 


594 


164 


154 

163 

166 

78 

DETERIORATING. 


596 


I2l 

375 


385 


275 


265 


791 


347 


410 

129 

212 

167 

WITH ALL PLUMBING FACILITIES . 


45 


12 

16 


94 


40 


8 


60 


31 


67 

4 

39 

45 

LACKING SOME OR ALL FACILITIES . 


550 


109 

360 


291 


235 


257 


731 


316 


343 

125 

173 

122 

dilapidated. 


521 


98 

150 


113 


109 


165 


521 


26^ 


176 

43 

79 

82 

ALL HOUSING UNITS. 

4 

741 

1 

858 

3 512 

2 

775 

1 

679 

2 

096 

7 

132 

2 

5B0 

2 

970 

1 867 

2 135 

1 241 

WATER SUPPLY 






■ 

11 











■■ 



HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

1 

010 

1 

084 

922 

■ 



399 


344 

2 

471 


762 

1 

201 


939 

532 

ONLY COLO PIPEO WATER INSIDE STRUCTURE . . 


535 


106 

245 


Itll 


180 


191 

1 

OBI 


261 


285 

174 

149 

171 

PIPED WATER OUTSIDE STRUCTURE . 


72 


49 

17 


IrlJ 


78 


13 


121 


27 


42 

38 

126 

59 

NO PIPEO water . 

3 

116 


619 

2 328 

■ 

QQ 

1 

022 

1 

548 

3 

459 

1 

530 

1 

442 

844 

921 

479 

TOILET FACILITIES 





















FLUSH TOILET* EXCLUSIVE USE . 

1 

105 

1 

069 

906 

1 

000 


406 


324 

2 

255 


723 

1 

219 

740 

862 

599 

flush TOILET* SHARED . 


5 


20 

4 


10 


8 


• • t 


62 


12 


12 

• • • 

52 

16 

OTHER toilet FACILITIES OR NONE . 

3 

631 


769 

2 602 

1 

766 

1 

265 

1 

772 

4 

815 

1 

B45 

1 

739 

1 127 

1 221 

626 

BATHING FACILITIES 





















bathtub or shower. EXCLUSIVE USE . 


993 

1 

060 

878 


995 


406 


332 

2 

206 


694 

1 

188 

748 

843 

584 

BATHTUB OR SHOWER. SHARED . 


5 


20 

• « • 


5 


8 


• • 


57 


12 


12 

• • • 

60 

16 

NO BATHTUB OR SHOWER . 

3 

743 


778 

2 634 

1 

776 

1 

265 

1 

764 

4 

869 

1 

874 

1 

770 

1 119 

1 232 

641 

SOURCE OF WATER 





















PUBLIC SYSTEM OR PRIVATE COMPANY . 


539 


650 

278 


795 


312 


36 

1 

614 


459 

1 

203 

379 

725 

485 

INDIVIDUAL WELL. 

2 

883 


948 

2 690 

1 

691 


831 

1 

373 

3 

978 

1 

7 05 

1 

236 

1 203 

1 013 

381 

OTHER. 

1 

328 


214 

536 


287 


504 


670 

1 

544 


404 


537 

266 

361 

368 

SEWAGE DISPOSAL 





















PUBLIC SEWER . 


80 


479 

43 


691 

■ 



28 


748 


282 


642 

5 

29 

332 

SEPTIC TANK OR CESSPOOL. 


854 


621 

907 


247 




261 

1 

873 


494 


610 

681 

037 

328 

OTHER OR NONE. 

3 

816 


712 

2 554 

1 

835 

■ 


1 

792 

4 

515 

1 

792 

1 

724 

1 162 

1 233 

574 

ROOMS 





















1 ROOM. 


80 


16 

22 


30 


34 


12 


110 


43 


48 

31 

12 

43 

2 ROOMS. 


321 


121 

209 


91 


126 


121 


323 


79 


96 

78 

92 

104 

3 ROOMS. 


667 


229 

349 


226 


181 


418 

1 

009 


233 


319 

209 

296 

188 

4 rooms. ... . 

1 

853 


565 

1 283 


751 


549 


906 

2 

378 


751 


979 

680 

718 

364 

5 ROOMS. 


947 


335 

893 


654 


415 


415 

1 

700 


648 


636 

416 

412 

305 

6 ROOMS. 


590 


345 

478 


487 


207 


119 


852 


533 


461 

267 

344 

127 

7 ROOMS. 


198 


13B 

204 


288 


86 


52 


355 


176 


239 

86 

143 

45 

a ROOMS OR MORE. 


85 


89 

74 


239 


81 


53 


405 


117 


192 

100 

118 

65 

MEDIAN* 





















ALL UNITS. 


EfP 


4.5 



4.9 


4.4 


4.0 




4.6 


4.6 



4.3 

OWNER OCCUPIED . 


W 


S.l 



5.5 


4.6 


4.2 




5.3 


5.2 



4.8 

RENTER OCCUPIED. 


m 


3.9 

■fl 


4.6 


4.0 


3.6 




4.4 


4.1 

■s 



YEAR STRUCTURE BUILT 





















1955 TO MARCH 1960 . 


477 


281 

530 


256 


205 


356 


532 


314 


271 

303 

250 

188 

1950 To 1954 . 


479 


238 

492 


228 


109 


439 


506 


241 


275 

214 

187 

156 

1940 TO 1949 ... , 

1 

161 


362 

804 


410 


367 


705 

1 

596 


381 


427 

321 

286 

183 

1930 TO 1939 . . 


996 


263 

713 


517 


319 


311 

1 

209 


383 


437 

305 

213 

174 

1929 OR EARLIER . 

1 

628 


714 

973 

1 

365 


679 


285 

3 

289 

1 

261 

1 

560 

724 

1 199 

540 
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19-99 


Table 31. —Tj-nuri., Vacancy Status, Condition and Pi.umbing Facilities, and Structural 
CharacterI.STICS of Rural-Nonfarm Housing Units, for Counties: I960—Con. 

[Some data based on sample: .see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sujiply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS. 

TENURE. COLOR. AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR round . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR sale only. 

FOR RENT . 

rented or SOLD. AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR other REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH all plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. 


ALL HOUSING UNITS. 

WATER supply 

hot AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

toilet FACILITIES 

FLUSH toilet, exclusive USE. 

FLUSH TOILET. SHARED . 

OTHER toilet FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub OR SHOWER. EXCLUSIVE USE . 

bathtub or SHOWER. SHARED. 

NO BATHTUB OR SHOWER . 

SOURCE OF WATER 

PUBLIC system OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIaNi 

all UNITS. 

owner OCCUPIED . 

RENTER OCCUPIED. 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR earlier. 






WAGOFFIN 

MARION 

-lARSHALL 

MARTIN 

MASON 

MEADE 


mercer 

6 280 

2 951 

2 258 

3 118 

1 991 

1 232 

3 947 

2 299 

1 822 

4 401 

595 

1 555 

5 747 

2 709 

1 954 

2 579 

1 613 

1 034 

3 103 

2 055 

1 570 

3 923 

478 

1 124 

4 727 

1 775 

1 328 

1 583 

965 

647 

2 481 

1 349 

B3a 

1 386 

247 

722 

4 640 

1 771 

1 316 

1 473 

965 

612 

2 481 

1 349 

763 

1 327 

247 

689 

07 

4 

12 

110 

... 

35 

. . . 

. • • 

75 


• • • 

33 

1 020 

934 

626 

996 

648 

387 

622 

706 

732 


231 

402 

9S7 

934 

626 

962 

648 

380 

622 

706 

679 



386 

33 



34 

... 

7 

... 

... 

53 

Mil 

MB 

14 

533 

242 

304 

539 

378 

198 

844 

244 

252 

478 

117 

431 

457 

164 

234 

491 

240 

138 

756 

197 

209 

417 

95 

195 

356 

115 

172 

359 

169 

104 

716 

149 

124 

246 

65 

132 

161 

52 

89 

199 

79 

65 

205 

61 

67 



61 

69 

22 

13 

28 

22 

10 

59 

15 

7 



6 

92 

30 

76 

171 

57 

55 

146 

46 

60 

^■13 


55 

23 

1 

3 

16 

1 

5 

24 

10 

2 

• • • 

1 

2 

IS 

16 

21 

36 

16 

16 

420 

29 

21 

26 

7 

10 

154 

46 

59 

108 

73 

16 

67 

49 

34 

100 

50 

59 

101 

49 

62 

132 

71 

34 

40 

48 

85 

171 

30 

63 

76 

78 

70 

48 

138 

60 

SB 

47 

43 

61 

22 

236 

6 2B0 

2 951 

2 258 

3 118 

1 991 

1 232 

3 947 

2 299 

1 822 

4 401 

595 

1 555 

4 894 

1 300 

1 514 

2 033 

1 266 

684 

3 015 

1 043 

989 

3 500 

258 

1 020 

3 801 

569 

973 

1 018 

475 

350 

1 915 

523 

609 

3 089 

89 

699 

43 

52 

40 

40 

8 

16 

56 

17 

5 

17 

9 

11 

1 050 

679 

501 

975 

783 

318 

1 044 

503 

375 

394 

160 

310 

1 041 

1 156 

556 

740 

571 

366 

779 

966 

429 

536 

285 

353 

292 

97 

100 

32 

35 

19 

59 

105 


194 

15 

• 75 

3B 

22 

11 

3 

4 

4 

16 

16 


4 

3 

4 

7i 1 

1 037 

445 

705 

532 

343 

704 

845 


338 

267 

274 

345 

495 

188 

345 

154 

182 

153 

290 


365 

52 

182 

1 020 

934 

626 

996 

648 

387 

622 

706 


2 537 

231 

402 

630 

340 

350 

518 

309 

164 

399 

219 


2 216 

81 

175 

414 

158 

169 

216 

82 

60 

197 

76 


2 125 

25 

110 

216 

1S2 

181 

302 

227 

104 

202 

143 


91 

56 

65 

290 

402 

208 

343 

273 

144 

182 

356 

215 

109 

115 

158 

&2 

43 

29 

16 

. . . 

S 

4 

46 

24 

99 

• • a 

21 

20S 

359 

179 

327 

273 

136 

178 

310 

191 

90 

115 

137 

100 

192 

68 

135 

66 

79 

41 

131 

215 

132 

35 

69 

6 280 

2 951 

2 258 

3 118 

1 991 

1 232 

3 947 

2 299 

1 B22 

4 401 

595 

1 555 

4 47 3 

73B 

1 201 

1 122 

618 

421 

2 316 

691 

738 

3 454 

104 

790 

667 

297 

201 

273 

90 

110 

351 

255 

125 

157 

52 

118 

9D 

92 

36 

111 

24 

28 

49 

17 

36 

24 

• • a 

27 

1 050 

1 824 

740 

1 612 

1 259 

673 

1 231 

1 336 

923 

766 

439 

612 

4 246 

773 

1 218 

1 120 

569 

397 

2 082 

668 

700 

3 375 

116 

797 

34 

4 

37 

4 

37 

8 

10 

4 

9 

87 


4 

2 OOO 

2 174 

1 003 

1 994 

1 385 

827 

1 855 

1 627 

1 113 

939 

479 

754 

4 266 

762 

1 156 

1 093 

526 

397 

2 102 

669 

700 

3 343 

116 

793 

34 

4 

45 

4 

55 

a 

5 

4 

9 

83 

a a ■ 

4 

1 980 

2 ISS 

1 057 

2 021 

1 410 

827 

1 840 

1 626 

1 113 

975 

479 

758 

2 300 

284 

942 

595 

332 

280 

599 

245 

281 

3 004 

Ml 

412 

3 483 

1 698 

1 197 

1 615 

1 529 

746 

2 485 

1 605 

1 189 

781 


677 

472 

964 

139 

916 

112 

21S 

859 

454 

337 

614 


508 

. 91 

168 

690 

123 

282 

15 

344 

66 

36 

2 489 

6 

26 

4 265 

557 

540 

907 

117 

356 

1 720 

482 

571 

963 

117 

754 

1 899 

2 221 

1 048 

2 096 

1 574 

873 

1 879 

1 756 

1 200 

947 

486 

817 

47 

30 

50 

7 

23 

20 

91 

20 

19 

30 

12 

13 

242 

97 

119 

115 

101 

69 

233 

185 

46 

197 

36 

60 

516 

319 

229 

316 

234 

122 

559 

272 

151 

462 

82 

149 

2 053 

1 047 

795 

927 

566 

376 

1 369 

718 

489 

988 

174 

495 

1 686 

764 

556 

757 

560 

212 

1 023 

493 

441 

2 171 

159 

351 

1 085 

496 

254 

553 

267 

273 

447 

344 

353 

365 

83 

291 

420 

125 

146 

245 

107 

76 

136 

155 

136 

141 

37 

97 

231 

71 

109 

198 

133 

84 

89 

112 

187 

47 

12 

99 

4.7 

4.5 

4.4 

4.8 

4.6 

4.6 

4.3 

4.4 

5.0 

4.7 

4.5 

4.7 

4.9 

4.B 

4.7 

5.0 

4.9 

5.2 

4.6 

5.0 

5.4 

4.7 

4.8 

5.1 

4.1 

4.3 

4.1 

4.7 

4.2 

4.3 

4.2 

3.9 

4.5 

4.8 

Bl 


• 1 065 

261 

291 

421 

269 

14S 

903 

20£ 

IBS 

2 351 



. 1 732 

235 

174 

48G 

232 

17C 

87' 

406 

206 

49? 



. 1 244 

677 

266 

57 E 

377 

193 

BBC 

57 

186 

53: 



• 95C 

712 

228 

481 

264 

122 

47- 

38E 

aot 

26: 



. 1 289 

1 066 

1 299 

1 14- 

849 

602 

81C 

73: 

1 036 

75' 
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State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sufjply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ALL HOUSING UNITS. 

TENUREt COLOR I AND VACANCY STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

renter occupied. 

WHITE. ..... . 

NONWHITE ... . . . 

VACANT . 

YEAR ROUND . 

SOUND OR deteriorating . 

AVAILABLE. 

FOR SALE ONLY.. . 

FOR RENT . 

RENTED OR SOLDI AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR other REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS... 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DILAPIDATED. 

RENTER OCCUPIED.. . . . . 

SOUND. 

WITH all PLUMBING FACILITIES . . . . . 
LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

dilapidated. 


ALL HOUSING UNITS. 

Water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE.. 

NO piped Water . , 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE.. 

flush toilet, shared.. 

other toilet facilities or none. 

BATHING FACILITIES 

bathtub or shower. EXCLUSIVE USE . . , . , 

bathtub or shower. SHARED. 

NO bathtub or shower . 

SOURCE OF WATER 

PUBLIC system or private COMPANY . 

INDIVIDUAL WELL. ... . . . , 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC tank or cesspool 
OTHER OR NONE. .... 


ROOMS 


1 ROOM . 

2 ROOMS.. , 

3 ROOMS. . . . 

4 ROOMS.. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN I 

ALL UNITS. 

owner OCCUPIED.. . . . 

RENTER OCCUPIED. 

YEAR STRUCTURE BUILT 

1955 To MARCH 1960 . 

1950 TO 1954 . 

1940 To 1949 ... 

1930 To 1939 . 

1929 OR EARLIER. 


METCALFE 

MONROE 

MONT- 

MORGAN 

muhlen- 



OHIO 

OLDHAM 

OWEN 

OWSLEY 

PENDLE- 



GOMERY 


BERG 


■ 

■ 








TON 

1 090 

1 959 

1 213 

1 716 

5 235 

2 790 

1 

267 

4 

515 

2 

862 

1 579 

838 

1 078 

777 

1 607 

1 051 

1 334 

4 693 


1 

112 

3 

754 

2 

345 

■ 

■ 

561 

815 

414 

1 006 

609 

725 

3 417 



581 

2 

682 

1 

485 


R1 

331 

426 

409 

966 

532 

725 

3 267 



557 

2 

618 

1 

389 


R 9 

327 

426 

5 

40 

77 

• • « 

150 

117 


24 


64 


96 


Ik A 

4 

» « • 

363 


442 

609 

1 276 

799 


531 

1 

072 


860 


EP !i 

230 

389 

34S 

570 

427 

609 

1 221 

734 


490 

1 

043 


789 


423 

225 

389 

15 

31 

15 

... 

55 

65 


41 


29 


71 



5 

... 

313 

352 

162 

382 

542 

313 


155 


761 


517 




263 

262 

197 

143 

327 

483 

234 


107 


644 


337 


405 


145 

17S 

137 

108 

282 

293 

174 


85 


480 


293 


267 


88 

54 

53 

74 

148 

122 

85 


36 


185 


116 


70 


38 

3 

3 

8 

29 

36 

26 


5 


32 


33 


11 


12 

51 

50 

66 

119 

86 

59 


31 


153 


83 


59 

29 

26 

6 

3 

3 

21 

25 

22 


6 


16 


19 


5 

3 

5 

17 

21 

11 

47 

45 

14 


8 


78 


89 


66 

8 

12 

101 

60 

20 

66 

101 

53 


35 


201 


69 


126 

84 

33 

84 

60 

35 

45 

190 

60 


22 


164 


44 


138 

76 

57 

51 

155 

19 

55 

59 

79 


48 


117 


180 


80 

74 

118 

1 090 

1 959 

1 213 

1 716 

5 235 

2 790 

1 

267 

4 

515 

2 

862 

1 

579 

838 

1 078 

558 

1 072 

832 

1 018 

2 952 

1 858 


715 

2 

936 

1 

975 


951 

197 

486 

331 

700 

464 

501 

1 571 

1 077 


448 

1 

540 

1 

460 


433 

78 

272 

4 

8 

4 

5 

50 

28 


21 


60 


70 


9 

• • f 

12 

223 

364 

364 

512 

1 331 

753 


246 

1 

336 


445 


509 

119 

202 

310 

543 

236 

534 

1 401 

623 


439 

1 

154 


660 


424 

493 

397 

13 

113 

10 

19 

190 

70 


40 


79 


286 


16 

8 

20 

4 

12 

3 

4 

27 

8 


8 


4 


20 


5 

“ • T 

8 

293 

418 

223 

511 

1 184 

545 


391 

1 

071 


354 



485 

369 

222 

344 

145 

164 

882 

309 


113 


425 


227 



148 

195 

363 

601 

442 

609 

1 276 

799 


531 

1 

072 


860 

■ 


230 

389 

150 

267 

243 

311 

468 

427 


231 


579 


499 



54 

125 

93 

160 

83 

130 

211 

196 


113 


285 


337 



10 

53 

57 

107 

160 

181 

257 

231 


118 


294 


162 



44 

72 

139 

189 

126 

247 

422 

272 


243 


342 


266 


EliU 

147 

180 

9 

43 

10 

12 

27 

IB 


17 


12 


126 


HH 

• - f 

9 

130 

146 

116 

235 

395 

254 


226 


330 




145 

147 

171 

74 

145 

73 

51 

3B6 

lOO 


57 


151 


m 


64 

29 

84 

1 090 

1 959 

1 213 

1 716 

5 235 

2 790 

1 

267 

4 

515 

2 

862 

1 

579 

838 

1 078 

396 

862 

517 

556 

2 100 

1 262 


555 

1 

799 

■ 



547 

102 

343 

37 

118 

91 

178 

660 

189 


122 


421 


Biw 


163 

47 

118 

13 

62 

7 

8 

137 

33 


24 


41 


Bn 


31 

• - t 

12 

644 

917 

598 

974 

2 338 

1 306 


566 

2 

254 


590 


838 

689 

605 

356 

859 

506 

562 

1 898 

1 203 


534 

1 

740 

1 

884 


517 

86 

354 

17 

30 

• • • 

9 

16 

42 


70 


41 


74 


58 

9 

10 

717 

1 070 

707 

1 145 

3 321 

1 545 


663 

2 

734 


904 

1 

004 

743 

714 

360 

845 

498 

541 

1 879 

1 209 


517 

1 

725 

1 

845 


467 

90 

320 

13 

16 

4 

13 

16 

42 


74 


45 


74 


50 

9 

9 

717 

1 098 

711 

1 162 

3 340 

1 539 


676 

2 

745 


943 

1 

062 

739 

749 

188 

752 

234 

368 

1 211 

652 


662 

1 

301 


771 


536 


200 

656 

957 

767 

1 221 

3 407 

1 519 


463 

2 

914 


791 


953 

671 

518 

254 

305 

236 

123 

647 

586 


144 


270 

1 

310 


120 

159 

342 

10 

628 

10 

311 

50 

35 


477 


938 


490 


379 


146 

373 

497 

491 

223 

1 573 

1 066 


115 


699 

1 

389 


207 

87 

211 

715 

889 

736 

1 178 

3 642 

1 656 


677 

2 

848 


993 

1 

023 

743 

703 

24 

24 

a 

17 

49 

12 


40 


44 


41 


24 

25 

17 

83 

119 

64 

130 

181 

142 


70 


282 


134 


83 

60 

41 

138 

1S7 

69 

173 

647 

349 


143 


494 


334 


235 


148 

364 

699 

393 

511 

1 841 

777 


265 


LwSi 


777 


504 


342 

242 

395 

334 

429 

1 447 

521 


307 

W 



638 


277 


201 

127 

288 

182 

263 

749 

515 


219 


609 


546 


267 


217 

52 

171 

85 

107 

204 

276 


115 


274 


177 


148 


73 

60 

76 

78 

86 

117 

198 


108 


119 


215 


41 


39 


4.4 



4.4 



4.9 


4.4 

■ 


■ 



4.5 


5.0 

5.1 


4.7 



5.3 


4.7 




an 


5.0 


4,1 


■ 

4. 1 

■ 


4.1 


4.0 

■ 

i 

■ 

I 


4.3 

175 

273 

HH 

223 

675 

482 


59 


355 


442 


95 

110 

146 

101 

1S2 


147 

467 

356 


98 


311 


356 


118 

70 

52 

207 

413 


336 

874 

376 


53 


647 


385 


167 

234 

66 

128 

422 


325 

592 

311 


119 


735 


363 


172 

174 

115 

479 

669 

HBeh 

685 

2 627 

1 265 


938 

2 

467 


316 

1 

027 

250 

699 















































































































































Kentucky 

Table 31. Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


19-101 

Tenure by Color, Bathing Facilities 

Vacancy Status Source of Water 

Condition & Plumb. Sewage Disposal 

Water Supply Rooms 

Toilet Facilities Year Struct. Built 



1 ROOM ...... 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. ..... 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEOIANI 

ALL units. . . . 
owner OCCUPIED 
RENTER OCCUPIED 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . , 
1930 TO 1939 . . . 
1929 OR EARLIER. . 









































































































19-102 


State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties; I960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Viie.incy Sc.itus 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


B.itbing Facilities' 
.'source of Water 
.'sew.if'e lOispos.il 
Rooms 

Ye.ir Struct. Built 


SUBJECT 

TAYLOR 

TODD 

TRIGG 

TRIMBLE 

UNION 

WARREN 

WASH¬ 

INGTON 

WAYNE 

WEBSTER 

WHITLEY 

WOLFE 


all housing units. 

1 246 

— 

2 

403 

1 708 


■ 


2 

410 

1 

555 

1 

657 

2 

958 

3 

900 

878 

1 

469 

TENURE 1 COLOR 1 AND VACANCY STATUS 





■■ 


■ 














OCCUPIED . 

1 059 

1 

982 

1 442 


2 

322 

1 

895 

1 

323 

1 

362 

2 

409 

3 

318 

777 

1 

179 

OWNER OCCUPIED . 

64B 

1 

095 

838 


1 

608 

1 

235 


776 


906 

1 

697 

2 

225 

422 


640 

WHITE. 

579 


914 

708 


1 

473 

1 

146 


696 


892 

1 

554 

2 

221 

422 


488 

NONWHITE . 

69 


181 

130 



135 


89 


80 


14 


143 


4 

• • • 


152 

renter Occupied. 

411 


887 

604 

2SB 


714 


660 


547 


456 


712 

1 

093 

355 


539 

WHITE. 

366 


675 

526 

288 


661 


591 


451 


450 


671 

1 

089 

355 


440 

nonwhite . . . 

45 


212 

78 

... 


53 


69 


96 


6 


41 


4 

... 


99 

VACANT . 

187 


421 

266 

172 


333 


515 


232 


295 


549 


582 

101 


290 

YEAR round . 

124 


389 

251 

99 


209 


384 


204 


191 


484 


440 

81 


190 

sound or deteriorating . 

77 


231 

180 

61 


130 


218 


136 


133 


359 


325 

76 


143 

AVAILABLE. 

40 


87 

107 

27 


62 


51 


79 


65 


133 


118 

45 


54 

FOR SALE ONLY. 

16 


7 

12 

3 


20 


18 


10 


7 


17 


25 

23 


12 

FOR RENT . 

24 


80 

95 

24 


Ea 


33 


69 


58 


116 


93 

22 


42 

RENTED OR SOLOi AWAITING OCCUPANCY . 

10 


4 

7 

3 


iB 


13 


7 


« t • 


2 


15 

• • • 


16 

HELD FOR OCCASIONAL USE. 

4 


16 

9 

2 


BH 


17 


13 


10 


25 


45 

23 


15 

HELO FOR OTHER REASONS . 

23 


124 

57 

29 




137 


37 


58 


199 


147 

8 


58 

DILAPIDATED. 

47 


158 

71 

38 




166 


68 


5B 


125 


115 

5 


47 

SEASONAL . 

63 


32 

15 

73 




131 


28 


104 


65 


142 

20 


lOO 

CONDITION AND PLUMBING 





















ALL UNITS.. 

1 246 

2 


1 708 

839 



2 

410 

1 

555 

1 

657 

2 

958 

3 

900 

878 

1 

469 

SOUND. 

667 

1 

079 

854 

538 

1 

515 

1 

424 


892 


648 

1 

922 

1 

677 

456 


958 

WITH ALL PLUMBING FACILITIES . 

484 


724 

503 

320 

1 

172 


939 


624 


190 

1 

044 


559 

96 


622 

LACKING only HOT WATER . 

• • • 


16 

19 

12 


20 


24 


11 


4 


41 


50 

• • • 


32 

LACKING OTHER PLUMBING FACILITIES. . . . 

183 


339 

332 

206 


323 


461 


257 


454 


837 

1 

068 

360 


304 

DETERIORATING... 

311 


765 

511 

207 


765 


558 


423 


546 


823 

1 

761 

305 


297 

WITH all plumbing FACILITIES . 

22 


197 

84 

12 


263 


69 


122 


a 


93 


118 

B 


90 

LACKING ONLY HOT WATER . 

• « • 


« « • 

4 

4 


4 


4 


23 


• • « 


16 


25 

• • « 


16 

lacking OTHER PLUMBING FACILITIES. . . . 

2S9 


56a 

423 

191 


498 


485 


278 


538 


714 

1 

618 

297 


191 

DILAPIDATED. 

268 


559 

343 

94 


375 


428 


240 


463 


213 


462 

117 


214 

RENTER occupied. 

411 


887 

604 

288 


714 


660 


547 


456 


712 

1 

093 

355 


539 

SOUND. 

167 


285 

233 

172 


360 


349 


243 


106 


382 


314 

146 


271 

WITH ALL PLUMBING FACILITIES . 

80 


15a 

113 

75 


258 


196 


154 


9 


182 


80 

24 


163 

LACKING SOME OR ALL FACILITIES . . . . . 

87 


127 

120 

97 


102 


153 


89 


97 


200 


234 

122 


108 

DETERIORATING. 

145 


339 

222 

96 


210 


186 


204 


157 


270 


617 

117 


164 

WITH ALL PLUMBING FACILITIES . 

4 


83 

20 

8 


88 


25 


67 


• • • 


34 


19 

» • • 


40 

LACKING SOME OR ALL FACILITIES . 

141 


256 

202 

SB 


122 


161 


137 


157 


236 


598 

117 


124 

DILAPIDATED. 

99 


263 

149 

20 


144 


125 


100 


193 


60 


162 

92 


104 

all housing UNITS. 

1 246 

2 

403 

1 708 

039 

2 

655 

2 

410 

1 

555 

-1 

1 657 

2 

958 

3 

900 

878 

1 469 

WATER supply 


■ 

■ 

■■ 

■■ 









■ 







HOT and cold PIPED WATER INSIDE STRUCTURE. 

555 

■ 





572 

1 

116 


816 


214 

■ 

327 


781 

131 


752 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

93 






282 


Fffl 


166 


SO 


334 


366 

56 



PIPED water OUTSIDE STRUCTURE. 

80 






121 


Ira 


7 


17 


44 


170 

12 

■ 

ll^ 

NO PIPED WATER . ... . . 

518 

1 

068 

717 

301 


680 

■ 

m 


566 

1 

346 

■ 

253 

2 

583 

679 

■ 


toilet facilities 





















FLUSH TOILET 1 EXCLUSIVE USE.. 

517 


982 

671 

361 

1 

501 

1 

060 


920 


209 

1 

210 


811 

107 


785 

flush TOILET. SHARED . 

• « • 


28 

78 

7 


29 


12 


a 


- • . 


47 


. - . 

• . > 


26 

OTHER TOILET FACILITIES OR NONE. 

729 

1 

393 

959 

471 

1 

125 

1 

338 


627 

1 

448 

1 

701 

3 

089 

771 


658 

bathing facilities 





















BATHTUB OR SHOWER. EXCLUSIVE USE . 

521 


978 

647 

348 

1 

507 

1 

052 

■ 



213 

1 

245 


787 

104 


769 

BATHTUB OR SHOWER. SHARED. 

• t « 


28 

78 

7 


32 


12 


1^ 


. • • 


51 


5 

- . 


25 

NO BATHTUB OR SHOWER . 

725 

1 

397 

983 

4S4 

1 

116 

1 

346 

1 


1 

444 

1 

662 

3 

108 

774 


675 

SOURCE OF WATER 





















PUBLIC SYSTEM OR PRIVATE COMPANY ..... 



983 

734 

387 

1 

390 


616 


804 


109 

1 

062 


114 

9 


546 

INDIVIDUAL WELL. 


1 

205 

634 

316 

1 

017 

1 

065 


665 


583 

1 

804 

2 

825 

711 


561 

OTHER. 



251 

348 

130 


235 


678 


81 


957 


147 


940 

154 


375 

SEWAGE DISPOSAL 





















PUBLIC SEWER . 

5 


16 

15 

* • ■ 


861 


20 


721 


25 


167 


30 



361 

SEPTIC TANK OR CESSPOOL. 

539 

1 

000 

594 

382 


646 

1 

041 


147 


165 

1 

031 


561 

99 


485 

OTHER OR NONE.. 

658 

1 

423 

1 107 

459 

1 

135 

1 

300 


682 

1 

459 

1 

815 

3 

288 

775 


636 

ROOMS 





















1 ROOM . 

4 


24 

23 

24 


25 


13 


12 


17 


24 


52 

36 


50 

2 ROOMS. 

63 


238 

121 

17 


75 


93 


78 


132 


145 


247 

36 


67 

3 ROOMS.. . , 

113 


398 

305 

132 


295 


420 


196 


289 


402 


467 

81 


216 

4 ROOMS. 

309 


624 

497 

229 


955 


740 


426 


643 

1 

139 

1 

335 

309 


340 

5 ROOMS. 

346 


430 

354 

162 


670 


504 


282 


268 


702 


961 



314 

6 ROOMS. 

259 


345 

208 

169 


407 


336 


302 


214 


358 


583 

117 


289 


89 


199 

104 

51 


129 


189 


157 


69 


116 


167 

52 


110 

8 ROOMS OR MORE. 

63 


145 

96 

55 


99 


115 


102 


25 


72 


BB 

44 


83 

MEDIAN) 





















ALL UNITS. 

4.9 


Eni 


4.6 


4.5 


4.4 




4.1 


4.3 


kb! 

4.4 


4.7 

owner OCCUPIED . 

5.3 






4.8 




He 


4.2 


4f 6 


na 

5,1 


5.2 

renter occupied. 

4.4 

■ 

m 

3.8 



4.1 

■ 

m 

■ 

m 


3.8 


4.0 

■ 

BH 

4.1 


4.4 

YEAR STRUCTURE BUILT 





















1955 TO MARCH 1960 . 

267 


100 

209 

146 


194 


328 


115 


236 


235 


268 

68 


160 

1950 TO 1954 . 

160 


192 

192 

119 


265 


227 


138 


150 


246 


385 

92 


82 

1940 TO 1949 . 

163 


255 

215 

85 


356 


336 


214 


382 


229 


926 

197 


175 

1930 TO 1939 . 

154 


310 

312 

78 


273 


295 


192 


203 


234 


730 

186 


221 

1929 OR EARLIER. 

502 

1 

466 

780 

411 

1 

567 

1 

224 


896 


686 

2 

014 

1 

591 

335 


823 























































































































































































Kentucky 


19-103 


ab c 32. OccuPA^cv a.vo Fima.cm. Heati.o Equipment oe Rue.e-Noneakm 

_‘’"'or bd^waTt num£; 



ALL HOUSING UNITS. , , 

heating equipment 

steam dr hot water . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER means WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


2 3621 I 133 930 



2 US I 2 3691 1 797 


8 20 8 

137 174 180 

400 487 137 

1 493 1 529 1 415 

77 100 47 

_3 59 10 


4 743 3 507 



165 
1 988 
113 
1 192 
36 
12 


Heating Equipment VaJue 

Persons Gross Rent 

Persons per Room Contract Rent 

Year Moved into Unit Acres in the 
Home Food Freezer PJace 


bourbon BOYD BOYLE BRACKEN 



ALL OCCUPIED UNITS 
PERSONS 


1 PERSON . 

2 PERSONS.■ 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN! 

ALL OCCUPIEO . 

OWNER. 

RENTER. 

PERSONS PER ROOM 

1.00 OR LESS . 

1.01 OR MORE . 

Year moved into unit 
owner occupied . 

1958 To MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. . 

RENTER occupied. 

1958 TO MARCH 196D . 

1954 To 1957 .... . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOO FREEZER 

1 OR MORE. 

NONE ...... . 


VALUE 

OWNER OCCUPIED . . 
LESS THAN SS.OOO , . . 
*5.000 TO *7.400 . . . 
*7.500 TO *9.900 . . . 
*10.000 TO *12.400 . . 
*12.500 TO *14.900 . . 
*15.000 TO *19.900 . . 
*20.000 TO *24,900 . . 
*25.000 OR MORE. , . . 


median . DOLLARS . 

vacant available for sale. 

MEDIAN PRICE ASKED . DOLLARS . 


GROSS rent 

renter OCCUPIED. . . . 

LESS THAN *20. 

*20 TO *39 . 

*40 TO *59.. . 

*60 TO *79. 

*80 TO *99 . 

*100 TO *119 . 

*120 OR MORE . 

NO CASH RENT . 


median . DOLLARS , 

CONTRACT RENT 

RENTER OCCUPIED. 

median . DOLLARS . 

VACANT AVAILABLE FOR RENT. 

MEDIAN RENT ASKED... . DOLLARS . 


ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 

10 ACRES OR MORE . 

LESS Than lo acres . 

available vacant units . . 

10 ACRES OR MORE . 

LESS than 10 ACRES . 

























































































































































State and Small Areas 


19-104 


Table 32.—Occupancy and Financial Characteristics and HJating Equipment of Rural-Nonfarm 

Housing Units, for Counties; I960—C.on. 

[Based on sample; see text. Median not shown where base 'S’ess than 200^Pl™ (+) or minus (-) after num er in ic 


HcaciiiK Equipment Value 

Persons Ciross Rent 

Persons per Rwim C-ontr-ict Rene 

Year Moved into Unit Acres in the 

Home I'laid Freo-.cr Place 


or below that number] 


SUBJECT 


all housing units. . . . 

HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 

warm air furnace . • . . 

BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE . . . 


BREATH¬ 

ITT 


3 036 


7 

211 
292 
2 315 
180 
31 


all occupied units 

PERSONS 


2 534 


BRECK¬ 

INRIDGE 


66 
329 
178 
2 002 
43 
100 


BULLITT 


3 926 


38 
907 
319 
2 481 
66 
115 


butler 


CALDWELL 


1 928 


2 202 


3 406 


• . 196 

1 PERSON. 

2 PERSONS. 

3 PERSONS. Trl 

4 PERSONS. ,50 

5 PERSONS. iln 

7 PERSONS. 

8 PERSONS OR MORE.. 

MEDIANI I 3.0 

all occupied. 

OWNER. ^ n 

renter . 

PERSONS PER ROOM 

1.00 OR LESS. ^ 

1.01 OR MORE.. 

YEAR MOVED INTO UNIT 

owner OCCUPIED. t 565 

1958 TO MARCH 1960 .. 

1954 TO 1957 . “5 

1940 TO 1953 . 1=^ 

1939 OR EARLIER. =13 

renter OCCUPIED. ’59 

1958 TO MARCH 1960 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 

.:::::::: 2312 

NONE.. 

VALUE 

owner OCCUPIEO . .. ®59 

LESS THAN *5.000 =ST 

*5.000 TO *7.400 .. • • =’ 

*7.500 TO *9.900 . =° 

*10.000 TO 112.400 . =7 

*12.500 TO 114.900 . “ 

*15.000 TO 119.900 . 

*20.000 TO *24.900 .- . 

*25.000 OR MORE. 1* 

median.dollars . I 9 000- 

vacant available for sale.. 

median price asked . DOLLARS 

GROSS RENT 


350 

681 

462 

289 

182 

141 

31 

66 


2.7 

2.6 

2.7 


1 921 
281 


476 

324 

374 

498 

280 


726 

395 

189 

93 

49 


374 
1 727 


750 

313 

134 

58 

29 

53 


renter OCCUPIED. 

LESS than *20. 

*20 TO *39 . 

*40 TO *59 . 

*60 TO *79 ..... . 

*60 TO ... 

*100 TO *119 . 

*120 OR MORE . 

NO CASH RENT.. . 

MEDIAN . DOLLARS 

CONTRACT RENT 

RENTER OCCUPIEO. 

MEDIAN . DOLLARS 

VACANT AVAILABLE FOR RENT. . . . 

MEDIAN RENT ASKED. • . DOLLARS 

ACRES IN THE PLACE 


969 

209 

225 

81 

49 

18 

15 

96 

276 

27 


693 

20 - 


ALL VACANT UNITS . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . . . . 

AVAILABLE VACANT UNITS 

10 ACRES OR MORE . 

LESS THAN 10 ACRES .... 


502 

249 

253 


15 


726 

34 

185 

192 

74 

45 
4 
4 

168 

46 


45 
102 
153 
1 575 
39 
14 


[CALLOWAY 


1 413 


CAMPBELL 


1 527 


11 

134 

202 

975 

77 

14 


1 148 


272 

842 

602 

637 

459 

249 

166 

179 


3.5 
3.4 

3.6 


2 521 
885 


2 398 
673 
817 
686 
222 


008 

593 

217 

150 

46 


650 
2 619 


647 

429 

308 


301 

113 


102 

26 


6 900 


1 008 


182 

279 


170 


223 


538 

27 


516 

290 

226 


103 

39 

64 


226 

453 

274 

202 

170 

128 

36 

36 


2.8 

2.9 

2.6 


223 

304 


9B4 

200 

309 

303 

172 


543 

316 

107 

83 

37 


228 
1 347 


601 

390 

94 

57 

38 

9 

13 


5 000- 


543 

60 

193 

61 

18 


13 


12 


52 


203 

30 


785 


340 

24 


27 


401 

238 


153 

355 

216 

158 

105 

74 

28 

59 


2.8 

2.6 

3.5 


917 

231 


4 
73 
468 
1 764 
137 
31 


CARLISLE 


3 440 


1 370 


1 967 


804 

209 

172 

309 

114 


344 

174 

94 

41 

35 


114 
1 031 


578 

320 

152 

46 

31 

12 

17 


344 

50 

146 

61 


277 

20 ' 


265 

196 


61 


170 

741 

386 

325 

150 

131 

36 

28 


153 
2 084 
130 
983 
47 
43 


3 149 


2.7 

2.7 

2.7 


1 708 
259 


1 349 
311 
336 
529 
173 


618 

406 

101 

74 

37 


465 
1 443 


941 

484 

172 

102 

123 

24 

20 


618 

34 

287 

113 

47 


13 

4 

120 

36 


498 

24 


530 

276 

254 


112 

144 

989 

37 

68 


CARROLL 


871 


CARTER 


4 282 


20 

149 

13 

666 

12 

11 


1 205 


201 

601 

603 

666 

452 

259 

152 

215 


3.8 

3.7 

4.0 


2 533 
616 


2 465 
743 
681 
750 
291 


684 

334 

173 

165 

12 


1 021 
1 993 


26 


1 765 
200 
226 
226 
310 
307 
342 
86 
68 
11 900 


59 


684 

12 

76 

188 

114 

90 

54 

22 

128 

60 


556 

43 


291 

66 

225 


214 

380 

300 

166 

82 

28 

27 

B 


2.5 

2.4 

2.9 


1 089 
116 


852 

128 

180 

340 

204 


353 

225 

73 

51 

4 


313 
1 003 


672 

324 

228 

32 

52 

20 


5 100 


353 

50 


160 


7l 


30 


282 

20 


682 


82 

205 

no 

120 

96 

32 

12 

25 


12 
536 
423 
3 163 
129 
19 


CASEY 


I 700 


3 791 


3.0 

2.6 

3.7 


566 

116 


352 

107 

62 

116 

67 


330 

178 

91 

56 

5 


113 

652 


328 

171 

52 

31 

18 

20 

24 

8 

4 

000 - 


330 

5 

90 

125 

36 

B 

5 

4 

57 

46 


273 

26 


24 


189 

105 

84 


378 

900 

722 

598 

478 

254 

14B 

313 


3.4 
3.3 

3.5 


2 910 
881 


2 444 
553 
603 
836 
452 


347 

736 


302 

219 


24 
130 
101 
1 401 
44 


1 295 


176 

299 

253 

225 

139 

77 

66 

60 


1 047 
248 


CHRIS¬ 

TIAN 


6 313 


130 

1 096 

2 249 
2 615 

194 

29 


5 380 


789 

188 

162 

281 

158 


90 


441 
3 438 


506 

336 

117 

37 

16 


146 
I 047 


1 B23 
892 
418 
216 
162 
50 
45 
24 
16 
5 100 


39 


683 

380 

129 

48 

43 

48 

23 

8 

4 

5 000 - 


347 

162 

441 

215 

125 

77 

12 

4 

311 

36 


506 

111 

174 

41 

46 

4 


1 036 
22 


67 


491 

185 

306 


153 

47 

106 


130 

28 


376 

20 - 


22 


405 

305 

lOO 


309 

385 

135 

076 

713 

407 

184 

171 


3.4 

3.0 

3.7 


4 139 
1 241 


2 500 
823 
588 
719 
370 


2 880 
2 054 
600 
175 
51 


979 
4 419 


1 771 
866 
432 
198 
149 
64 


32 

22 

a 

100 


880 

136 

295 

275 

506 

077 

156 

35 

400 

82 


480 

76 


272 

91 


93: 

321 

60! 


32< 

3< 

291 







































































Kentucky 

Table 32.— Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f) or minus (-) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


19-105 

Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


CLARK CLAY CLINTON CRIT- CUMBER- DAVIESS EDMONSON ELLIOTT ESTILL FAYETTE FLEMING FLOYO 
TENDEN LAND 


ALL HOUSING UNITS. . . 
HEATING equipment 
STEAM OR HOT WATER . 

WARM Air furnace . 

BUILT-IN ROOM UNITS. .... 
OTHER means WITH FLUE. . . . 
OTHER means WITHOUT FLUF . . 
NONE. 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. , . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 

owner. ... 

RENTER . . . 



1.00 OR LESS 
1.01 OR MORE 


OWNER OCCUPIED 
1958 TO MARCH i960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 , , , 
1939 OR EARLIER. , 


1 OR MORE 
NONE . . 


OWNER OCCUPIED.. 

LESS than »5.000 . 

85.000 TO S7t 400 . 

S7i500 TO 89.900 .. . 

810.000 TO 812.400 . 

812.500 TO 814.900 . 

815.000 TO 819.900 

820.000 TO 824.900 . 

825.000 OR MORE. 

. ..... DOLLARS 

vacant available for sale. 

MEDIAN PRICE ASKED . DOLLARS 


RENTER OCCUPIED 
LESS THAN 820. , . 

820 TO 839 ... . 
840 TO 859 ... . 
860 TO 879 .... 
880 TO 899 ... , 

8100 TO 8119 . . . 
8120 OR MORE ... 
NO CASH RENT . , . . 
MEDIAN . , 


RENTER OCCUR.. 

. dollars 

vacant AVAILABLE FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 


ALL VACANT UNITS . . 

10 acres or MORE . 

LESS THAN 10 ACRES . . . . 

available VACANT UNITS 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . . . . 





























































































































19-106 State and Small Areas 

Table 32. —Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (•+•) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


V.tluc 
Gross Rent 
Concr.ict Rent 
Acres in tile 
Place 


SUBJECT 

FRANKLIN 

FULTON 

GALLATIN 

GARRARD 

GRANT 



GREEN 

GREENUP 

HANCOCK 

HARDIN 

Harlan 

all housing UNITS. 


2 

282 

1 

963 

836 

684 

2 

137 

■ 

■ 

■ 


1 713 

4 

878 

1 

131 

8 

455 

10 

998 

HEATING EQUIPMENT 
























STEAM OR HOT WATER . 



19 


48 

29 



101 


23 


• • • 


24 


a 


4 


398 


324 

WARM AIR FURNACE . 



892 


155 

162 



585 


188 


114 


234 

1 

036 


100 

3 

804 


982 

BUlLT-lN ROOM UNITS. 



235 


263 

51 



20 


859 


141 


394 


920 


105 


546 


126 

OTHER MEANS WITH FLUE. 


1 

090 

1 

423 

589 


1 

319 

2 

597 

1 

397 


903 

2 

599 


885 

3 

350 

8 

895 

OTHER MEANS WITHOUT FLUE . . . . 



36 


57 

« • • 

12 


112 


109 


23 


152 


275 


33 


255 


493 

NONE. 



10 


17 

5 

30 


... 


174 


45 


6 


40 


4 


102 


178 

all OCCUPIED UNITS . . . 


1 

974 

1 

621 

713 

533 

1 

672 

3 

260 

1 

569 

1 477 

4 

343 

863 

7 

295 

9 

266 

PERSONS 








■ 
















1 PERSON . 



159 


283 

104 

57 

■ 



316 


212 


202 


317 


157 


361 


591 

2 PERSONS. 



S46 


SOr 

1B6 

143 



1 

077 


506 


388 


920 


278 

1 

836 

2 

041 

3 PERSONS. 



401 


307 

145 

117 


302 


701 


300 


327 


876 


131 

1 

617 

1 

700 

4 PERSONS. 



368 


186 

125 

61 


253 


572 


179 


286 


831 


124 

1 

525 

1 

482 

5 PERSONS. 



187 


142 

88 

50 


162 


286 


112 


124 


545 


90 


893 

1 

122 

6 PERSONS. 



182 


87 

28 

54 


46 


170 


95 


89 


366 


44 


537 


867 

7 PERSONS. 



54 


53 

16 

21 


63 


52 


67 


31 


203 


12 


275 


455 

8 PERSONS OR MORE. 



77 


55 

21 

30 


45 


86 


98 


30 


285 


27 


251 

1 

008 

MEDIANi 
























ALL OCCUPIED . 



3.2 


2.6 

3,0 

3.1 


2.6 


2.8 


E U 


3.0 


3.6 


2.5 


3.4 


3.7 

owner. 



3.0 


2.4 

2.6 

2.6 


EfQ 


2.7 




2.8 


3.5 


2.4 


3.2 


3.6 

RENTER . 



3.8 


2.9 

3,4 

3,3 


m 


3.1 

■ 

Is 


3.2 


3.9 


3.3 


3.5 


3.8 

PERSONS PER ROOM 
























1.00 OR LESS ..... . 


1 

679 

1 

368 

599 

428 

1 

407 

2 

796 

1 

261 

1 

232 

3 

439 


748 

5 

79a 

6 

439 

1.01 OR MORE . 



295 


253 

114 

105 


265 


464 


308 


245 


904 


115 

1 

501 

2 

827 

YEAR MOVEO INTO UNIT 
























OWNER OCCUPIED . 


1 

354 


942 

356 

251 


991 

2 

299 

1 

140 


894 

3 

284 


583 

3 

335 

4 

621 

1958 TO MARCH 1960 . 



470 


171 

89 

29 


296 


369 


283 


299 


731 


85 

1 

240 


675 

1954 TO 1957 . 



419 


173 

76 

53 


157 


587 


278 


219 


907 


102 


802 

1 

104 

1940 TO 1953 . 



310 


379 

126 

100 


357 


912 


399 


257 

1 

175 


273 


991 

2 

Oil 

1939 OR EARLIER. 



155 


219 

65 

69 


181 


431 


180 


119 


471 


123 


302 


831 

renter OCCUPIED. ...... 



620 


679 

357 

282 


681 


961 


429 


583 

1 

059 


280 

3 

960 

4 

645 

1958 TO MARCH 1960 . 



356 


367 

192 

186 


432 


604 


273 


401 


622 


131 

3 

381 

2 

149 

1954 TO 1957 . 



179 


121 

87 

49 


163 


179 


83 


115 


237 


74 


417 

1 

185 

1940 TO i953 . 



69 


134 

61 

32 


63 


135 


44 


62 


166 


59 


113 

1 

017 

1939 OR EARLIER. 



16 


57 

17 

15 


23 


43 


29 


5 


34 


16 


49 


294 

HOME FOOD FREEZER 
























1 OR MORE. . ... 



437 


221 

56 

111 


341 


934 


296 


251 


762 


46 

1 

373 

1 

213 

NONE. 


1 

576 

1 

461 

607 

462 

1 

292 

2 

400 

1 

417 

1 

043 

3 

711 


851 

5 

779 

8 

032 

VALUE 
























OWNER OCCUPIED . 


1 

186 


828 

321 

184 


820 

1 

725 


853 


702 

2 

742 


505 

2 

413 

4 

081 

LESS THAN 15.000 . 



183 


516 

150 

70 


241 


880 


548 


216 

1 

013 


234 


883 

3 

115 

$5,000 TO $7,400 . 



175 


152 

68 

68 


201 


390 


199 


173 


576 


174 


533 


422 

$7,500 TO $9,900 . 



124 


73 

44 

25 


lOl 


212 


55 


113 


367 


45 


393 


252 

$10,000 TO $12,400 . 



126 


36 

25 

8 


116 


169 


39 


90 


212 


32 


331 


153 

$12,500 TO $14,900 . 



163 


20 

15 

• • • 


69 


38 


8 


31 


92 


8 


129 


51 

$15,000 TO $19,900 . . 



252 


19 

4 

13 


60 


28 


4 


46 


246 


12 


109 


33 

$20,000 TO $24,900 . 



80 


12 

12 



20 


8 


• • • 


25 


108 


... 


31 


21 

$25,000 OR MORE. 



83 


• • • 

3 



12 


• t • 


• • • 


8 


128 


... 


4 


34 

MEDIAN . 

DOLLARS . 

12 

200 

5 

DOO- 

5 400 


7 

100 

5 

000- 

5 

000- 

7 

000 

6 

600 

5 

300 

6 

500 

5 000- 

vacant AVAILABLE FOR SALE. . 

• • • • • 


54 


9 

• • • 



IS 


8 


13 


• • • 


60 


4 


26 


39 

MEDIAN PRICE ASKED . 

dollars . 


.. . 


... 

... 



... 


... 


... 


... 


... 


... 


... 


... 

GROSS RENT 
























RENTER OCCUPIED. 



620 


679 

357 

282 


681 


961 


429 


583 

1 

059 


280 

3 

960 

4 

645 

LESS than $20.. . . . 



22 


67 

• • • 

28 


35 


112 


66 


54 


98 


19 


33 


634 

$20 TO $39 . 



157 


197 

84 

130 


208 


434 


146 


108 


212 


68 


175 

2 

250 

$40 TO $59 . 



122 


112 

163 

41 


197 


144 


54 


144 


274 


61 


352 


693 

$60 TO $79.. 



85 


44 

49 

8 


98 


47 


28 


114 


100 


20 

1 

387 


217 

$80 TO $99 . 



55 


12 

4 

4 


58 


9 


8 


36 


41 


* t 1 

1 

342 


41 

$100 TO $119 . 



20 


. . . 

B 

• f • 


13 


8 


. « . 


20 


- - t 


. - 


183 


29 

$120 OR MORE . 



21 


• • • 

8 

4 


4 


• • • 


« • • 


15 


... 


. . 


247 


26 

NO CASH RENT . 



138 


247 

41 

67 


68 


207 


127 


92 


334 


112 


241 


755 

MEDIAN . 

DOLLARS . 


52 


36 

47 

33 


48 


31 


30 


52 


44 


... 


79 


30 

CONTRACT RENT 
























RENTER OCCUPIED. 



482 


432 

316 

215 


613 


754 


302 


491 


725 


168 

3 

719 

3 

890 

MEDIAN . 

DOLLARS . 


31 


20- 

27 

20- 


33 


20- 


20- 


35 


26 


... 


75 


20- 

VACANT AVAILABLE FOR RENT. . 

• • • • • 


26 


51 

27 

14 


34 


72 


27 


27 


87 


24 


254 


572 

median RENT ASKED. 

DOLLARS . 


... 

■ 


... 

... 


... 


... 


... 


... 


... 




51 


20- 

ACRES IN THE PLACE 




■ 




















all vacant UNITS . 



308 

■ 


123 

351 


465 


690 


651 


236 


535 


268 

1 

160 

1 

732 

10 ACRES OR MORE . 

• ‘ » • • • 


134 



43 

165 


242 


475 


490 


108 


109 


98 


221 


61 

LESS THAN 10 ACRES . 



174 

■ 


80 

186 


223 


215 


161 


128 


426 


170 


939 

1 

671 


available vacant units 

10 ACRES OR MORE . 

LESS THAN 10 ACRES .... 


96 

16 

80 


64 


46 

19 

27 


62 

41 

21 


107 

58 

49 


156 

76 

80 


170 

130 

40 


27 


162' 

15 

147 


35 

7 

28 


311 

31 


615 


60 


27 


280 


615 



















































































































































Kentucky 


19-107 


Table 32. —Occupancy and Financial Cuauactf.ristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties; 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus ( —) alter number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons pet Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


all housing units. 

HEATING equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

other means WITHOUT FLUE . . . . 
NONE. 


all occupied UNITS . . . . 
PERSONS 


1 PERSON .... 

2 PERSONS. 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . , 

6 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE . 

year moved into unit 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

renter occupied. 

1958 TO MARCH 1960 . 

1954 TO 1957 . , . 

1940 TO 1953 . 

1939 OR earlier.. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED . 

LESS THAN S5.000 . 

»5(000 TO $7*400 . 

$7*500 TO $9*900 . 

$10*000 TO $12*400 . 

$18*500 TO $14*900 . 

$15*000 TO $19*900 . . . 

$20*000 TO $24*900 . 

$25*000 OR MORE. 

median . 

VACANT AVAILABLE FOR SALE. . 
median PRICE ASKED . 

GROSS RENT 

renter OCCUPIED. 

LESS than $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . . . . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILABLE FOR RENT 
MEDIAN RENT ASKED. 


DOLLARS 


DOLLARS 


dollars . 


DOLLARS 


DOLLARS . 


HARRISON 

HART 

HENDER- 

henry 

HICKMAN 

HOPKINS 

Jackson 

jeffer- 

JESSA- 

JOHNSON 

KENTON 

KNOTT 




SON 









SON 

MINE 






955 

2 

407 

4 

017 

2 

189 

1 

513 

4 

970 

1 

926 

17 358 

925 

3 963 

4 

635 

3 

871 

12 


35 


53 


67 


4 


44 



477 

22 

17 


204 


8 

124 


221 

1 

193 


355 


187 


665 


121 

10 838 

SI 

206 

2 

877 


225 

2^ 


366 


667 


79 


211 


619 


9 

1 773 

59 

467 


116 


112 

752 

1 

241 

1 

892 

1 

595 

1 

091 

3 

433 

1 

704 

3 857 

735 

2 416 

1 

240 

2 

610 

4 


180 


76 


30 


20 


75 


40 

261 

24 

809 


111 


891 

39 


364 


136 


63 


... 


1311 


52 

121 

4 

48 


87 


25 



895 

3 

285 

1 

626 

1 

292 

4 

440 

1 

423 

16 150 

766 

3 363 

4 

256 

3 

395 

101 

■ 

272 


267 


338 


173 


326 


171 

569 

59 

261 


184 


186 

212 


549 


850 


492 


386 

1 

270 


343 

3 482 

221 

821 


980 


694 

129 


469 


688 


399 


242 


971 


289 

3 239 

126 

618 


799 


658 

134 


23a 


630 


275 


213 


837 


199 

3 499 

130 

602 


820 


478 

81 


145 


431 


151 


96 


484 


167 

2 497 

107 

352 


657 


394 

50 


120 


220 


82 


79 


251 


100 

1 469 

58 

252 


358 


310 

26 


58 


99 


50 


32 


115 


49 

634 

34 

147 


184 


262 

17 


44 


100 


39 


71 


186 


105 

761 

31 

310 


274 


413 

3.0 


2.8 


3.3 


2,7 


2.9 


3.1 



3.7 

3.3 

3.5 


3.7 


3.6 

2.3 


2.5 


3.1 


2.4 


2.6 


3.0 


LKI 

3.7 

2.4 

3.2 


3.6 


3.6 

3.8 


3.1 


3.6 


3.2 


3.2 


3,4 


iS 

3.7 

3.9 

4.0 


4.0 


4.2 

627 

1 

596 

2 

662 

1 

605 

1 

061 

3 

574 

1 

017 

13 402 

613 

2 572 

3 

314 

2 

165 

123 


299 


623 


221 


211 


866 


406 

2 748 

153 

791 


942 

1 

230 

370 

1 

osa 

2 

387 

1 

110 


783 

3 

165 


924 

13 251 

360 

2 258 

3 

446 

2 

148 

60 


233 


726 


239 


147 


695 


248 

4 202 

78 

341 


985 


286 

107 


213 


684 


244 


153 


747 


202 

4 909 

93 

386 

1 

130 


398 

117 


466 


731 


375 


316 

1 

094 


341 

3 363 

80 

1 012 

1 

083 

1 

040 

86 


176 


246 


252 


167 


649 


133 

777 

109 

519 


248 


424 

380 


807 


69B 


716 


509 

1 

255 


499 

2 899 

406 

1 105 


810 

1 

247 

215 


464 


627 


400 


296 


746 


337 

1 824 

233 

685 


493 


688 

99 


208 


124 


170 


120 


277 


64 

590 

94 

220 


170 


270 

S3 


112 


123 


110 


64 


172 


Si 

370 

64 

151 


119 


232 

13 


23 


24 


36 


29 


60 


17 

115 

15 

49 


28 


57 

186 


260 


671 


257 


292 


546 


135 

4 215 

109 

279 

1 

258 


677 

591 

1 

771 

2 

650 

1 

591 


985 

4 

020 

1 

247 

11 923 

562 

3 168 

2 

945 

2 

711 

308 

1 

005 

2 

043 

1 

067 


568 

2 

519 


707 

12 323 

316 

1 336 

2 

839 

1 

173 

143 


376 


573 


401 


274 

1 

540 


463 

835 

174 

1 024 


372 


793 

81 


226 


412 


268 


135 


450 


198 

1 151 

46 

146 


344 


164 

26 


168 


29B 


140 


73 


141 


12 

1 627 

19 

48 


472 


116 

8 


91 


286 


119 


42 


14S 


21 

2 427 

26 

60 


454 


68 

28 


38 


171 


74 


18 


124 


4 

1 646 

25 

8 


372 


12 

16 


45 


202 


37 


12 


68 


9 

2 264 

8 

16 


499 


8 



19 


58 


20 


14 


24 


■ ■ • 

891 

14 

32 


lie 


12 

4 


42 


43 


8 


. « . 


24 


» t • 

1 462 

4 

t • • 


208 


»• * 

5 300 

6 

400 

7 

600 

6 

200 

5 

200 

5 

000- 

5 

000- 

12 700 

5 000- 

S 000- 

11 

300 

5 

000- 



8 


52 


a 


14 


26 


• • t 

280 

7 

39 


62 


24 

... 






,.. 


... 


• • • 


• • • 

14 000 

• • • 






380 


807 


89B 


716 


509 

1 

255 


499 

2 899 

406 

1 105 


810 

1 

247 

13 


96 


26 


63 


57 


102 


202 

35 

51 

24B 


15 


483 

172 


258 


150 


186 


167 


585 


100 

255 

174 

437 


68 


349 

94 


182 


206 


201 


120 


164 


32 

563 

60 

91 


166 


69 

22 


82 


154 


112 


12 


50 


4 

523 

38 

31 


193 


12 

9 


40 


81 


46 


9 


41 


• • • 

399 

15 

9 


138 


8 

4 


19 


24 


4 


5 


• « • 


• • • 

339 

5 

9 


56 


• • • 



18 


8 


« I ■ 


4 


. • . 


72 

255 

« • • 

• • • 


27 


16 

66 


112 


249 


102 


135 


313 


89 

530 

63 

280 


147 


310 

37 


39 


54 


46 


36 


33 


20 

72 

34 

27 


67 


20- 

314 


695 


649 


614 


374 


942 


410 

2 369 

343 

825 


663 


937 

21 


24 


35 


27 


21 


21 


20- 

56 

22 

20- 


48 


20- 

10 


27 


88 


46 


5 


83 


54 

229 

8 

73 


38 


61 





... 


m 


... 


... 


... 

55 

. . . 

... 


• • • 


• • * 


ACRES IN THE PLACE 

ALL VACANT UNITS . 

10 ACRES OR MORE . 

LESS Than lo acres . . . 

available VACANT UNITS . 

10 ACRES OR MORE . 

LESS than 10 ACRES . 


205 512 

145 331 

60 181 


732 

334 

398 


363 

151 

212 


221 

150 

71 


530 

139 

391 


503 1 197 
211 99 
292 1 098 


159 

104 

55 


600 

292 

308 


379 476 

91 241 

288 235 


62 

52 

10 


51 

16 


184 

44 

140 


58 

4 


33 

14 

19 


161 

52 

109 


105 

51 

54 


565 

52 

513 


39 

24 

15 


192 

80 

112 


105 190 

S 105 

100 85 


54 
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State and Small Areas 


Table 32.—Occupancy and Financiai, Characteristics and Heating Equipment ot Rural-Nonfarm 

Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-)-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER means with FLUE. , . . . 
OTHER means WITHOUT FLUE • . . 
NONE. 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . , . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN« 

ALL OCCUPIED . 
OWNER. . . . 

renter . . . 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1956 TO MARCH 1960 . 

1954 To 1957 . . . 

1940 To 1953 . 

1939 OR EARLIER. 

renter OCCUPIED. 

1958 To MARCH 1960 ...... 

1954 To 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


VALUE 


owner OCCUPIED . 

LESS Than *5tooo . 

SSfOOO TO *7.400 . 

*7.500 TO *9.900 . 

*10.000 TO *12.400 . 

*12.500 TO *14.900 . 

*15.000 TO *19.900 . 

*20.000 TO *24.900 . 

*25,000 OR MORE. 

MEDIAN ... . . . 

VACANT available FOR SALE. . 

median price asked ....... 

GROSS rent 

RENTER OCCUPIED. 

LESS THAN *20. 

*20 TO $39 . 

*40 TO *59 . 

*60 TO ... 

*80 TO *99 . 

*100 TO *119. 

*120 OR MORE . 

NO CASH RENT . 

MEDIAN ..... . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS ... . 
10 ACRES OR MORE . 

LESS Than lO acres . 

AVAILABLE VACANT UNITS . . 

10 ACRES OR MORE . 

LESS Than lo acres . 


dollars 


DOLLARS 


DOLLARS 


DOLLARS 


DOLLARS 


KNOX 

LARUE 

LAUREL 

LAWRENCE 

lee 

LESLIE 

LETCHER 

lewis 



LOGAN 

LYON 

4 741 

1 858 

3 512 

2 776 

1 679 

2 096 

7 132 

2 580 

2 970 

1 867 

2 135 

1 241 

12 

39 

9 

4 

62 

B 

388 

53 

69 

24 


2l 

164 

502 

432 

85 

161 


715 

199 

415 

239 


104 

162 

220 

105 

233 

43 


125 

216 

150 

128 


129 

3 784 

1 075 

2 885 

1 787 

1 290 


5 775 

1 992 

2 195 

1 456 


861 

584 

17 

62 

667 

117 


121 

108 

114 

16 


86 

35 

5 

19 

... 

6 

HHi i 

8 

10 

27 

4 


40 

4 138 

1 593 

2 979 

2 206 

1 472 

2 006 


m 


i 547 

1 739 

915 

307 

■ 

304 


170 

110 

459 

231 

239 

216 

210 

153 

1 025 


653 


406 

296 

1 279 

484 

631 

512 

542 

285 

764 


561 


264 

334 

1 243 

377 

488 

313 

319 

163 

626 


516 


218 

278 

1 032 

358 

476 

204 

342 

161 

487 

110 

327 


120 

376 

780 

270 

278 

160 

170 

36 

330 


203 

158 

133 

229 

571 

153 

150 

82 

83 

47 

232 


184 

123 

56 

117 

301 

86 

95 

24 

30 

29 

367 


231 

171 

105 

266 

568 

141 

128 

36 

43 

41 

3.5 

HI 

3.4 

3.4 

3.1 

4.4 

3.6 

3.4 

3.3 

2.6 

2.9 

2.6 

3.4 


3.3 


2.9 

4.4 

3.6 

3.2 

3.0 

2.5 

2.6 

2.5 

3.7 

3.7 

3.9 

3.7 

3.5 

4.4 

3.7 

3.B 

3.8 

2.9 

3.4 

2.8 

2 849 

1 317 

2 183 

1 747 

1 065 

1 106 

4 386 

1 649 

1 986 

1 316 

1 476 

791 

1 289 

276 

796 

459 

407 

900 

1 847 

451 

499 

231 

263 

124 

2 640 

1 102 

2 107 

1 309 

949 

1 310 

4 028 

1 216 

1 511 

1 112 

1 120 

471 

384 

313 

487 

237 

218 

265 

502 

227 

326 

225 

269 

101 

502 

306 

475 

231 

171 

270 

811 

341 

306 

255 

206 

87 

1 135 

334 

745 

491 

319 

531 

1 775 

389 

513 

470 

408 

158 

619 

149 

400 

350 

241 

244 

940 

259 

366 

162 

237 

125 

1 498 

491 

872 

897 

523 

696 

2 205 

8B4 

974 

435 

619 

444 

828 

299 

513 

5B4 

278 

344 

1 233 

514 

591 

264 

363 

256 

309 

107 

223 

170 

147 

153 

492 

172 

196 

70 

150 

75 

285 

59 

103 

107 

66 

162 

410 

146 

138 

62 

76 

81 

76 

26 

33 

36 

32 

37 

70 

52 

49 

39 

30 

32 

244 

313 

220 

139 

142 

416 

1 464 

214 

441 

330 

234 

245 

3 680 

1 471 

2 809 

2 081 

1 457 

1 663 

4 743 

1 979 

2 046 

1 304 

1 609 

713 

1 801 

1 044 

1 616 

731 

648 

747 

2 874 

979 

1 270 

839 

910 

390 

1 387 

365 

1 057 

329 

476 

663 

2 233 

545 

683 

452 

489 

147 

251 

273 

308 

169 

71 

68 

307 

196 

290 

190 

237 

80 

79 

154 

131 

76 

58 

8 

143 

97 

82 

54 

76 

72 

32 

109 

65 

83 

24 

• t • 

79 

61 

91 

85 

64 

30 

16 

55 

21 

28 

8 

• • • 

20 

30 

66 

18 

24 

25 

12 

58 

16 

21 

8 

8 

56 

32 

36 

24 

20 

16 

16 

18 

4 

12 

• • « 

• • « 

28 

12 

8 

12 


8 

8 

12 

14 

13 

3 

• • t 

8 

4 

12 

4 

. . ^ 

12 

5 000- 

6 400 

S 000- 

5 500 

5 000- 

5 000- 

5 000- 

5 000- 

S 000- 

5 000- 

5 000- 

6 500 

17 

15 

7 


... 

4 

21 

6 

8 

... 

10 

!.! 

1 498 

491 

872 

897 

523 

696 

2 205 

884 

974 

435 

619 

444 

447 

49 

175 

167 

151 

129 

554 

115 

59 

7 

46 

20 

413 

143 

251 

204 

134 

209 

699 

397 

323 

119 

239 

163 

122 

93 

82 

195 

42 

92 

157 

197 

201 

79 

90 

91 

76 

79 

50 

72 

12 

29 

125 

50 

91 

45 

87 

45 

21 

36 

23 

42 

12 

• • • 

41 

8 

66 

7 

14 

12 

8 

12 

t • W 

12 

• * • 

4 

12 

9 

4 

4 


9 

8 

• • . 

17 

9 

16 

16 

20 

* • • 

12 

• • • 

• • • 

9 

403 

79 

274 

196 

156 

217 

597 

108 

218 

174 

143 

95 

24 

43 

27 

38 

24 

27 

25 

33 

40 

41 

35 

39 

1 095 

412 

598 

701 

367 

479 

1 606 

776 

756 

261 

476 

349 

20- 

29 

20- 

24 

20- 

20- 

20- 

20- 

25 

24 

24 

24 

103 

41 

26 

45 


55 

163 

54 

20 

23 

28 

52 

603 

265 

533 

570 


90 

899 

480 

485 

320 

396 

326 

157 

129 

253 

354 


11 

120 

153 

244 

149 

300 

86 

446 

136 

280 

216 

96 

79 

779 

327 

241 

171 

96 

240 

166 

75 

64 

95 

24 

68 

196 

76 

46 

45 

81 

84 

48 

19 

31 

50 

6 

9 

12 

16 

IS 

22 

43 

32 

120 

56 

33 

45 

18 

59 

184 

60 

28 

23 

38 

52 
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Table 32. —Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-I-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

MC¬ 

CRACKEN 

MC¬ 

CREARY 

MC 

LEAN 

MADISON 

MAGOFFIN 

MARION 

MARSHALL 

MARTIN 

MASON 

MEADE 

MENIFEE 

MERCER 

ALL HOUSING UNITS. 

• • • 1 


6 

280 

2 

951 

2 

258 

3 

118 

1 

991 

1 232 

3 

947 

2 299 

1 

822 

4 

401 

595 

1 

555 

HEATING EQUIPMENT 























STEAM OR HOT WATER . . . 




143 


14 


40 


67 


7 

16 


21 



47 


12 



31 

WARM AIR FURNACE . . . . 



1 

647 


331 


401 


396 


193 

120 


360 

115 


226 

2 

379 

29 


235 

BUILT-IN room UNITS. . . 

• • • 


1 

269 


26 


178 


280 


4 

96 


778 

56 


217 


365 

7 


169 

OTHER means with FLUE. . 

• • • 


2 

997 

2 

477 

1 

562 

2 

268 

1 

516 

931 

2 

533 

1 202 

1 

246 

1 

477 

463 

1 

046 

OTHER means without FLUe 

• • • 



123 


103 


77 


93 


269 

23 


pin 

922 


59 


126 

56 


32 

NONE. 




101 


... 


... 


14 


... 

46 


mi 



27 


42 

40 


22 

ALL OCCUPIED UNITS 



5 

747 

2 

709 

1 

954 

2 

579 

1 

613 

1 034 

3 

103 

2 055 

1 

570 

3 

923 

478 

1 

124 

PERSONS 

















_ 

■ 






1 PERSON . 




407 


286 


277 


219 


134 

91 


251 

145 

■ 



157 

39 


152 

2 PERSONS. 



1 

711 


643 


543 


590 


357 

230 


875 

412 




844 

161 


279 

3 PERSONS. 



1 

136 


434 


420 


580 


291 

195 


643 

308 




679 

64 


269 

4 PERSONS. 



1 

280 


365 


316 


529 


240 

no 


643 

306 




870 

50 


153 

5 PERSONS. 




690 


302 


200 


337 


177 

104 


399 

293 


■irn 


683 

57 


130 

6 PERSONS. 




280 


260 


123 


141 


112 

90 


188 

211 


97 


401 

64 


75 

7 PERSONS. 

• • • 



111 


167 


38 


86 


91 

71 


43 

113 


61 


168 

12 


23 

8 PERSONS OR more. . . . 

« • • 



132 


252 


37 


97 


211 

143 


61 

267 


78 


121 

31 


43 

MEDIANt 
























ALL OCCUPIED . 




3.2 




2.9 


3.3 



3.5 


3.2 

4.0 


3.1 


3.8 

3.1 


3.0 

OWNER. 




3.1 




2.6 


3.1 


mi 

3.4 


3.1 

3.8 


2.8 


3.5 

2.9 


2.6 

RENTER . 




3.2 

■ 



3.5 


3.7 

■ 


3.7 


3.2 

4.4 


3.7 


4,0 

3.6 


3.8 

PERSONS PER 

ROOM 























1.00 OR LESS . 

• • • • 

* • • • * 

5 

025 

1 

874 

1 

652 

2 

146 

1 

071 

725 

2 

631 

1 297 

1 

331 

3 

112 

339 


929 

1.01 OR MORE . 

. . . . 



722 


835 


302 


433 


542 

309 


472 

758 


239 


811 

139 


195 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED . . . 



4 

727 

1 

775 

1 

328 

1 

583 


965 

647 

2 

481 

1 349 


838 

1 

386 

247 


722 

1958 TO march i960 . . . 



1 

010 


266 


200 


298 


152 

156 


529 

216 


156 


430 

62 


193 

1954 TO 1957 . 



1 

261 


376 


257 


414 


249 

151 


699 

236 


196 


285 

67 


153 

1940 TO 1953 . 



1 

872 


763 


541 


584 


339 

228 


966 

564 


307 


503 

85 


234 

1939 OR EARLIER. 




584 


370 


330 


287 


225 

112 


287 

333 


179 


168 

33 


142 

RENTER OCCUPIED. . . 


• • « • « 

1 

020 


934 


626 


996 


648 

387 

1 

622 

706 


732 

2 

537 

231 


402 

1958 TO MARCH 1960 . . . 


• * • • • 


571 


501 


336 


571 


390 

216 


435 

476 


383 

2 

324 

144 


240 

1954 TO 1957 . 


• • • • * 


272 


229 


138 


224 


133 

78 


90 

138 


203 


127 

66 


96 

1940 TO 1953 . 




135 


131 


127 


137 


95 

65 


69 

84 


119 


49 

19 


49 

1939 OR EARLIER. .... 




42 


73 


25 


64 


30 

28 


28 

8 


27 


37 



17 

home food FREEZER 























1 OR MORE. 

• * • • 


1 

449 


182 


307 


539 


167 

35 


841 

384 


264 

1 

031 

20 


185 

NONE. 

. . . . 


4 

410 

2 

560 

1 

574 

2 

022 

1 

537 

985 

2 

264 

1 661 

1 

377 

2 

942 

411 


812 

VALUE 
























OWNER OCCUPIED . . . 



3 

813 

1 

185 

1 

175 

1 

370 


653 

592 

1 

596 

843 


774 

1 

001 

132 


622 

LESS THAN »5.000 . . . . 


« * « • • 

1 

139 


906 


641 


651 


401 

332 


709 

634 


227 


316 

89 


239 

SStOOO TO »7.400 .... 


• • • • • 


BO 6 


248 


266 


246 


64 

144 


318 

137 


145 


240 

30 


142 

S7t500 TO »9i900 .... 


• • • * • 


560 


19 


112 


140 


36 

40 


205 

38 


98 


176 

9 


101 

*10.000 TO *12.400 . . . 




508 


12 


93 


160 


104 

36 


156 

22 


111 


160 

4 


52 

*12.500 TO *14.900 . . . 




305 


• • • 


41 


59 


21 

16 


95 

4 


66 


56 



28 

*15.000 TO *19.900 . . . 




317 


a a a 


8 


53 


16 

20 


91 

a 


59 


41 

* f i 


48 

*20.000 TO *24.900 . . . 




76 


a a a 


4 


16 


a . a 

4 


15 

- - t 


26 


4 

• • • 


8 

*25.000 OR MORE. 




100 


* • ■ 


8 


45 

i 

9 

* f • 


7 

a a a 


42 


8 

• * # 


4 

MEDIAN.. 


DOLLARS . 

7 

400 

5 000- 

6 000- 

5 

300 

5 000- 

5 000- 

5 

700 

S 000- 

7 

900 

6 

900 

... 

6 

300 

VACANT available FOR 

sale. . 

• • a • • 


57 


15 


17 


27 


a a a 

■ • * 


54 

3 


7 


a a a 

4 


a a a 

MEDIAN PRICE ASKED . . . 

. . . . 

dollars . 


... 


... 


... 


... 


... 

... 


... 

... 


... 


... 

... 


... 

GROSS RENT 










i 













RENTER OCCUPIED. . . 



1 

020 


934 


626 


996 


648 

387 


622 

7O6 


732 

2 

537 

231 


402 

LESS Than $20. 




25 


122 


50 


74 


173 

36 


28 

148 


48 


34 

92 


12 

*20 TO *39 . 




239 


282 


199 


349 


157 

166 


240 

214 


194 


74 

44 


no 

*40 TO *59 . 




169 


162 


154 


170 


73 

47 


100 

102 


239 


165 

13 


102 

*60 TO *79 . 




167 


102 


32 


87 


15 

36 


49 

4 


69 


347 



48 

*80 TO *99 . 




82 


12 


13 


60 


24 

• • • 


14 

4 


32 

1 

036 



11 

*100 To *119 . 




46 


14 


4 


24 


12 

a a a 


33 

• • • 


8 


660 



10 

*120 OR MORE . 




4 


19 


a a a 


6 


B 

7 


17 

8 


4 


139 



18 

NO CASH RENT . 




286 


221 


174 


224 


186 

95 


141 

226 


138 


82 

68 


91 

MEDIAN ......... 


DOLLARS . 


52 


35 


38 


38 

i 

27 

35 


38 

30 


44 


95 

... 


45 

CONTRACT RENT 























RENTER OCCUPIED. . . 

* • • • 

a a a • a 


732 


713 


452 


772 


462 

292 


481 

480 


594 

2 

455 

163 


311 

MEDIAN . 

. . . . 

DOLLARS . 


30 


20- 


22 


24 


20- 

22 


26 

20- 


26 


94 



26 

VACANT AVAILABLE FOR 

RENT. . 



58 


■ • a 


37 


87 


a a a 

14 


112 

51 


31 


98 



13 

MEDIAN RENT ASKED. . . . 

. . . . 

dollars . 


... 


... 


... 


... 


... 

... 


... 

... 


... 


... 



... 

ACRES IN THE 

place 























all VACANT UNITS . 

• • a • 

a a a * a 


533 


242 


304 


539 


378 

198 


844 

244 


252 


478 



431 

10 ACRES OR MORE .... 

• * • • 



170 


60 


155 


313 


198 

128 


143 

34 


111 


222 

97 


156 

LESS Than 10 acres . . . 

. . . . 



363 


182 


149 


226 


180 

70 


701 

210 


141 


256 



275 

available vacant UNITS . . . 



161 


15 


64 


202 


18 

46 


205 

64 


58 


121 



26 

10 ACRES OR MORE .... 

t • • * 

• * • « • 


42 


• t • 


10 


SB 


18 

32 


39 

10 


20 


23 



13 

LESS than 10 ACRES . . . 

. . . . 



119 


15 


54 


114 


... 

14 


166 

54 


38 


98 

■b 


13 
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State and Small Areas 


Table 32.—Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties; 1960— Con. 

[Based on sample; see text. Median not shown, where base is less than 200; plus (-)-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


all housing units. . . 

HEATING equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER means with FLUE. ... 
other means WITHOUT FLUE . . 
NONE. 


ALL OCCUPIED UNITS 

persons 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

a PERSONS OR MORE 
MEDIAN I 

ALL occupied . 

owner. . • • 

RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

owner occupied ...... 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 Or EARLIER. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


owner OCCUPIED . 

LESS than $5,000 . 

$5,000 TO $7,400 . 

$7,500 TO $9,900 . 

$10,000 TO $12,400 . 

$12,500 TO $14,900 . 

$15,000 TO $19,900 ..... 
$20,000 TO $24,900 ..... 

$25,000 OR MORE. 

MEDIAN... 

VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED . 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN.. . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILABLE FOR RENT. 
MEDIAN rent ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 

available VACANT UNITS . . 

10 ACRES OR MORE . 

LESS Than lo acres . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


METCALFE 

MONROE 

MONT¬ 

GOMERY 

MORGAN 

■I 

Hj 

NICHOLAS 

OHIO 

OLDHAM 

OWEN 

OWSLEY 

PENDLE¬ 

TON 

o 

o 

1 959 

1 213 

1 716 

5 235 

2 790 

1 267 

4 

515 

2 862 

1 579 

838 

1 078 



■ 

4 

80 

45 

■ 


65 

97 

39 


33 

28 

185 


43 

874 

568 



607 

906 

282 

75 

193 

1B2 

318 


290 

284 

128 



263 

259 

25 

5 

38 

838 

1 396 


1 D55 

3 870 

1 807 


3 

536 

1 406 

1 229 

733 

73B 

38 

60 


324 

97 

100 



20 

76 

4 

17 

3 

4 

... 

bk 



142 



24 

118 

... 

a 

73 

777 

1 607 

1 051 

1 334 

4 693 

2 477 

1 112 

3 

754 

2 345 

1 094 

561 

815 

119 

220 

64 

190 


233 

265 


497 

207 


90 

80 

182 

557 

261 

353 


615 

337 

1 

299 

649 


148 

205 

167 

279 

220 

248 


422 

165 


666 



86 

137 

177 

229 

171 

232 


392 

166 


495 



53 

113 

50 

125 

137 

103 

506 

256 

91 


361 


99 

52 

116 

S3 

84 

88 

96 

383 

136 

42 


208 


94 

35 

66 

17 

53 

44 

28 

172 

161 

16 


88 


31 

55 

35 

12 

60 

66 

84 

225 

262 

30 


140 


12 

42 

63 

3.0 

2.6 

3.4 


3.2 

3.4 

2.4 


2.6 


2.4 

3.0 

3.4 

2.8 

2.4 

3.0 



3,3 

2.2 


2.5 

3.0 

2.3 

2.6 

2.8 

3.2 

3.3 

4.1 

3,0 

3.4 

3.7 

2.8 


2.9 

3.4 

2.8 

3.3 

4.0 

639 

1 348 

829 

1 063 

3 708 

1 840 

994 

3 

132 

1 985 

945 


60S 

138 

259 

222 

271 

985 

637 

118 


622 

360 

149 

166 

210 

414 

1 006 

609 

725 

3 417 

1 678 

581 

2 

662 

1 485 

651 

331 

426 

137 

201 

177 

134 

627 

385 

104 


477 

352 

132 

88 

101 

93 

209 

209 

186 

768 

412 

89 


554 

386 

142 

103 

130 

133 

410 

143 

314 

1 334 

538 

254 

1 

072 

508 

275 

84 

128 

51 

186 

80 

91 

688 

343 

134 


579 

239 

102 

56 

67 

363 

601 

442 

609 

1 276 

799 

531 

1 

072 

860 

443 

230 

369 

235 

344 

255 

317 

707 

413 

280 


623 

507 

216 

148 

295 

91 

168 

124 

169 

322 

212 

115 


260 

222 

115 

39 

72 

29 

73 

49 

94 

195 

126 

100 


142 

121 

91 

34 

13 

8 

16 

14 

29 

52 

48 

36 


47 

10 

21 

9 

9 

206 

232 

202 

241 

487 

607 

203 


513 

529 

132 

89 

229 

541 

1 160 

730 

1 111 

4 126 

1 996 

911 

3 

358 

1 799 

865 

518 

607 

358 

773 

531 

475 

2 865 

1 400 

532 

2 

153 

1 266 

580 

238 

271 

201 

389 

204 

197 

1 686 

524 

181 

1 

40B 

230 

221 

190 

122 

51 

198 

122 

78 

466 

295 

120 


380 

222 

118 

25 

59 

40 

73 

70 

95 

212 

237 

75 


153 

180 

78 

7 

38 

31 

40 

58 

61 

151 

179 

78 


120 

249 

80 

12 

32 

20 

41 

38 

24 

63 

73 

50 


44 

190 

37 


8 

15 

28 

22 

8 

67 

60 

20 


40 

122 

42 

4 

8 

• • • 

4 

13 

4 

4 

16 

4 


8 

47 



. . . 

• « • 

• • • 

4 

8 

16 

16 

4 


... 

26 

4 


4 

S 000- 

5 000- 

6 300 

6 300 

5 000- 

6 500 

6 800 

6 000- 

10 000 

6 500 

5 000- 

5 600 

• • • 

... 

9 

4 

41 

4 

4 


22 

23 

3 


10 

363 

601 

442 

609 

1 276 

799 

531 

1 

072 

860 

443 

230 

389 

97 

85 

14 

86 

176 

21 

45 


117 

18 

39 

59 

20 

113 

223 

119 

169 

466 

207 

218 


321 

66 

165 

54 

140 

74 

109 

122 

92 

192 

192 

151 


139 

184 

114 

5 

105 

25 

43 

48 

61 

47 

114 

24 


111 

194 

22 

5 

61 

• • • 

31 

24 

13 

8 

25 

27 


36 

108 

24 


5 

• • • 

• • • 

16 

8 

12 

5 

5 


16 

35 


• • • 

4 

4 

4 

21 

34 

8 

13 

4 


4 

20 

4 

• • • 

5 

50 

106 

78 

146 

367 

222 

57 


328 

235 

75 

107 

49 

27 

35 

50 

36 

29 

45 

37 


35 

64 

37 

... 

42 

313 

495 

364 

463 

909 

577 

474 


744 

625 

368 

123 

340 

20- 

24 

26 

23 

20- 

28 

23 


23 

45 

22 


28 

9 

13 

22 

43 

55 

30 

3 


91 

92 

17 

16 

3 

313 

352 

162 

382 

542 

313 

155 


761 

517 

485 

277 

263 

271 

270 

84 

258 

190 

134 

112 


420 

120 

350 

177 

178 

42 

82 

78 

124 

352 

179 

43 


341 

397 

135 

100 

85 

17 

42 

73 

146 

136 

65 

35 


167 

139 

52 

31 

34 

8 

29 

42 

99 

35 

31 

28 


54 

24 

32 

15 

21 

9 

13 

31 

47 

101 

34 

7 


113 

115 

20 

16 

13 
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Kentucky 
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Table 32. —Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


He-iting Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


V,ilue 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 

PERRY 

PIKE 

POWELL 

PULASKI 

ROBERT¬ 

SON 

ROCK¬ 

CASTLE 

ROWAN 

RUSSELL 

SCOTT 

SHELBY 

SIMPSON 

SPENCER 

ALL HOUSING UNITS. 

6 744 

15 942 

1 404 

4 309 

376 

2 336 

1 630 

2 247 

1 314 

2 039 

529 

788 

HEATING EQUIPMENT 













STEAM OR HOT WATER . 

42 

142 


32 



19 

26 

32 

27 


^H 

WARM AIR FURNACE . 

635 

1 19fl 

80 

633 

62 

249 

87 

154 

97 

587 



BUILT-IN ROOM UNITS. 

283 

2 016 

114 

217 

13 

19 

185 

174 

40 

264 



OTHER MEANS WITH FLUE. 

5 327 

10 945 

997 

3 295 

301 

1 897 

1 233 

1 861 

1 094 

1 141 



OTHER MEANS WITHOUT FLUE . 

390 

1 540 

178 

87 

. . . 

19 

87 

24 

35 

16 



NONE. 

67 

101 

35 

45 

... 

52 

19 

8 

16 

4 



ALL OCCUPIEO UNITS . 

6 234 

14 117 

1 228 

3 397 

261 

2 043 

1 428 

1 460 



360 

663 

PERSONS 









HH 




1 PERSON . 

387 

711 

153 

404 

68 

220 

100 

133 

169 

136 

8 

45 

2 PERSONS. 

1 183 

2 600 

292 

876 

103 

557 

331 

348 


442 

96 

211 

3 PERSONS... 

1 207 

2 561 

200 

715 

60 

405 

266 

315 

233 

347 

100 

125 

4 PERSONS. 

938 

2 449 

218 

611 

30 

302 

299 

255 

138 

421 

83 

115 

5 PERSONS. 

765 

1 927 

145 

327 

8 

246 

165 

166 

89 

224 

40 

76 

6 PERSONS. 

546 

1 436 

no 

200 

12 

152 

102 

114 

48 

104 

20 

53 

7 PERSONS. 

379 

917 

58 

128 

« • « 

87 

41 

49 

39 

44 

9 

25 

8 PERSONS OR MORE. 

829 

1 516 

52 

136 

t t - 

74 

124 

80 

66 

35 

4 

13 

MEDIANt 













ALL OCCUPIED . 

3.9 

4.0 

3.3 

3.1 

2.2 

3.1 

3.6 

3.3 

2.8 

3.4 

3.3 

3.1 

owner. 

3.8 

3.9 

2.9 

2.9 

- • . 

2.9 

3.5 

3.1 

2.7 

3.0 

2.9 

2*9 

RENTER . 

3.9 

4.1 

4,1 

3.4 

... 

3.4 

3.6 

3.6 

3.1 

3.8 


3.3 

PERSONS PER ROOM 













1.00 OR LESS . 

3 995 

9 191 

933 

2 730 

269 

1 627 

1 064 

1 154 

910 

1 516 

306 

507 

1.01 OR MORE . 

2 239 

4 926 

295 

667 

12 

416 

364 

306 

173 

237 

54 

156 

YEAR MOVED INTO UNIT 













owner occupied . 

3 540 

9 326 

725 

2 315 

162 

1 243 

855 

979 

553 

1 043 

218 

348 

1958 TO MARCH 1960 . 

617 

1 411 

162 

564 

8 

247 

220 

246 

121 

289 

68 

72 

1954 TO 1957 . 

763 

1 789 

173 

501 

21 

334 

193 

195 

109 

285 

4l 

117 

1940 TO 1953 . 

1 504 

4 034 

258 

884 

71 

409 

323 

420 

149 

333 

89 

111 

1939 OR EARLIER. 

656 

2 092 

132 

366 

62 

253 

119 

118 

174 

136 

20 

48 

RENTER OCCUPIED. 

2 694 

4 791 

503 

1 082 

119 

800 

573 

461 

530 

710 

142 

315 

1958 TO MARCH 1960 . 

1 437 

2 672 

249 

620 

68 

468 

350 

316 

281 

473 

95 

187 

1954 TO 1957 . 

652 

1 013 

125 

258 

33 

185 

122 

76 

152 

124 

38 

76 

1940 TO 1953 . 

469 

854 

69 

164 

18 

110 

90 

73 

58 

87 

9 

42 

1939 OR EARLIER. 

136 

252 

60 

40 

... 

37 

11 

16 

39 

26 


10 

HOME FOOD FREEZER 













1 OR MORE. 

673 

2 391 

62 

359 

116 

131 

342 

284 

64 

669 

89 

264 

NONE ... 

5 462 

11 904 

1 158 

3 142 

224 

2 075 

1 028 

1 354 

1 084 

1 164 

263 

202 

VALUE 













OWNER OCCUPIED . 

2 385 

6 720 

612 

1 880 

154 

95? 

618 

799 

468 

971 

174 

310 

LESS than sSiOOO . 

1 770 

4 546 

343 

1 106 

59 

651 

302 

452 

263 

122 

40 

72 

$5t000 TO S7i400 . 

346 

1 059 

150 

412 

54 

130 

140 

209 

73 

202 

29 

98 

S7f500 TO »9t900 . 

112 

393 

77 

130 

16 

61 

77 

56 

56 

213 

36 

36 

*10.000 TO *12.400 . 

91 

337 

22 

95 

17 

66 

61 

61 

32 

207 

28 

64 

$12,500 TO *14.900 . 

30 

104 

8 

50 

4 

17 

12 

8 

24 

104 

8 

14 

*15.000 TO *19.900 . 

24 

160 

12 

67 

4 

28 

22 

9 

12 

7i 

17 

18 

*20.000 TO *24.900 . 

12 

41 

... 

8 

t t ‘ 

4 

4 

4 

4 

24 

16 

a 

*25.000 OR MORE. 

• • • 

80 

• • • 

12 

... 

• • . 


t ■ • 

4 

28 



MEDIAN . DOLLARS . 

5 000- 

5 000- 

5 000- 

S 000- 

... 

S 000- 

5 100 

5 000- 

5 000- 

9 400 

... 

7 100 

VACANT AVAILABLE FOR SALE . 

47 

76 


29 

... 

14 

9 

11 

5 

16 


2 

MEDIAN PRICE ASKED . DOLLARS , 

... 

... 

... 

... 

... 

... 


... 



... 


GROSS RENT 













RENTER OCCUPIED . 

2 694 

4 791 

503 

1 0S2 

119 

800 

573 

481 

530 

710 

142 

315 

LESS than £20 . 

536 

827 

53 

187 

8 

147 

29 

112 

33 

18 

12 


$20 TO *39 . 

1 050 

1 737 

190 

316 

52 

245 

219 

112 

190 

152 

78 

90 

*40 TO *59 . 

258 

617 

104 

149 

32 

110 

63 

84 

111 

215 

17 

128 

*60 TO *79 . 

93 

257 

24 

49 

5 

46 

31 

56 

54 

88 

4 

55 

*80 TO $99 . 

33 

123 

12 

33 

. . . 

13 

27 

4 

23 

84 

4 

10 

*100 TO *119 . 

12 

54 

4 

4 

4 

8 


4 

4 

40 



*120 OR MORE . 

4 

46 

8 

4 

tit 

4 

24 

4 


16 


• • • 

NO CASH RENT . 

708 

1 130 

108 

340 

18 

227 

180 

105 

115 

97 

27 

32 

MEDIAN . dollars . 

27 

30 

35 

30 

... 

30 

34 

31 

38 

51 


48 

CONTRACT RENT 













RENTER occupied. 

1 986 

3 661 

395 

742 

101 

573 

393 

376 

415 

613 

115 

283 

MEDIAN . DOLLARS . 

20- 

20- 

23 

20- 

... 

20- 

21 

20 

22 

34 


29 

VACANT AVAILABLE FOR RENT. 

84 

590 

10 

57 

2 

16 

10 

30 

12 

33 

HI 


MEDIAN RENT ASKED.DOLLARS . 

... 

22 

... 

... 

... 

... 


... 




... 

ACRES IN THE PLACE 













ALL VACANT UNITS . 

510 

1 825 

176 

912 

95 

293 

202 

787 

231 

286 

169 

125 

10 ACRES OR MORE . 

78 

253 

39 

462 

45 

102 

100 

310 

145 

186 

133 

109 

LESS Than lo acres . 

432 

1 572 

137 

450 

50 

191 

102 

477 

86 

100 

36 

16 

available vacant units . 

151 

746 

13 

143 

21 

54 

19 

56 

44 

88 

21 

10 

10 acres or more . 

20 

80 

3 

57 

19 

24 

. t t 

15 

27 

39 

14 

8 

LESS Than lo acres . 

131 

666 

10 

86 

2 

30 

19 

41 

17 

49 

7 

2 
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Table 32.—Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties; 1960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (•+•) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

built-in room units. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE ... . . . . 


all occupied units ... . 

PERSONS 


1 PERSON .... 
a PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. ... 
RENTER ... 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE . 

YEAR MOVEO INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 .. 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. . 

HOME FOOD FREEZER 


1 OR MORE, 
NONE , . 


VALUE 


OWNER OCCUPIED . 

LESS than »5f000 . 

$5f000 TO »7 1 400 . 

$7t500 TO S9i900 . . . 

SlOiOOO TO $12)400 . 

$12)500 TO $14)900 . 

$15)000 TO $19)900 . 

$20)000 TO $24)900 . 

$25)000 OR MORE.. . . 

MEDIAN . 

VACANT AVAILABLE FOR SALE. . 
MEDIAN PRICE ASKED . . . 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO .... 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO cash rent . 

MEDIAN . 


contract rent 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 

ID acres or more . 

LESS than 10 ACRES . 

available VACANT UNITS . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 


DOLLARS . 


DOLLARS . 


DOLLARS . 


DOLLARS , 


DOLLARS . 


TAYLOR 

TODD 

TRIGG 

TRIMBLE 

UNION 

Warren 

WASH¬ 

INGTON 

WAYNE 

WEBSTER 

WHITLEY 



1 246 

2 403 

1 708 

839 

2 655 

2 410 

1 555 

1 657 

2 958 

3 900 

878 

1 469 



32 

8 

105 

20 

31 

8 

■ 

16 

4 

32 

m-B 

72 

107 

185 

418 

228 

345 

97 


159 

55 

218 

204 

261 

274 

53 

249 

498 

106 

28 


23 

• * . 

174 

629 

1 925 

1 139 

589 

1 761 

1 301 

1 010 



3 587 

795 

849 

40 

61 

128 

4 

50 

233 

25 

HIS 


110 

16 

104 

25 

4 

28 

... 

72 

130 

38 



5 

8 

92 

1 059 

1 982 

1 442 

667 

2 322 

1 895 

1 323 

1 362 

2 409 

3 318 

777 

1 179 

96 

274 

198 

74 

340 

224 

HI 


397 

321 

108 

116 

216 

601 

411 

192 

579 

472 


283 

730 

890 

219 

346 

222 

370 

251 

131 

420 

375 


268 

471 

573 

119 

254 

254 

269 

242 

100 

358 

350 


183 

369 

507 

84 

223 

99 

151 

123 

84 

252 

231 


173 

207 

332 

72 

113 

78 

127 

97 

49 

142 

96 

58 

108 

133 

225 

55 

56 

42 

87 

44 

17 

116 

70 


98 

74 

207 

64 

28 

48 

83 

76 

20 

115 

77 


138 

28 

263 

56 

43 

3.5 

2.6 


3.0 

3.1 

3.2 


3.6 

2.7 

3.3 

3.0 

3.0 

3.4 

2.6 


2.5 

2.8 

3.0 


3.2 

2.5 

3.1 

2.7 

2.6 

3.5 

3.1 

■ 

3,5 

3.4 

3.3 


4.5 

3.3 

3.6 

3.3 

3.4 

879 

1 595 

1 141 

532 


1 565 


834 

2 034 

2 398 

534 

1 022 

180 

387 

301 

135 

422 

330 


528 

375 

920 

243 

157 

648 

1 095 

838 

379 

1 608 

1 235 

776 

906 

1 697 

2 225 

422 

640 

194 

168 

149 

90 

249 

337 

87 

200 

282 

355 

117 

161 

150 

234 

195 

94 

296 

280 

199 

240 

371 

381 

92 

91 

196 

462 

287 

135 

751 

438 

288 

339 

678 

1 016 

153 

213 

108 

231 

207 

60 

312 

180 

202 

127 

366 

473 

60 

175 

411 

887 

604 

288 

714 

660 

547 

456 

712 

1 093 

355 

539 

223 

407 

311 

189 


409 

269 

318 

389 

579 

177 

287 

58 

249 

182 

48 

? !1 

139 

130 

97 

197 

255 

114 

140 

98 

183 

89 

43 


62 

92 

32 

112 

174 

52 

71 

32 

48 

22 

8 

53 

30 

56 

9 

14 

85 

12 

41 

291 

461 

270 

108 

310 

614 

257 

57 

227 

396 

150 

126 

1 021 

1 377 

1 154 

578 

2 068 

1 485 

1 090 

1 337 

2 004 

2 976 

657 

998 

548 

991 

666 

313 

1 430 

924 

744 

736 

1 548 

1 488 

314 

548 

205 

505 

316 

99 

751 

336 

186 

631 

999 

1 274 

164 

228 

99 

2Z2 

165 

56 

382 

194 

167 

81 

319 

146 

117 

86 

89 

112 

75 

61 

138 

136 

115 

S 

no 

29 

16 

117 

90 

68 

39 

47 

77 

112 

124 

12 

67 

31 

17 

46 

27 

40 

43 

25 

20 

68 

82 

4 

29 

t • ■ 

• t • 

25 

26 

28 

24 

13 

30 

44 

62 

• • • 

20 

... 

« • « 

17 

S 


- . • 

6 

32 

12 

4 

• • . 

4 

8 

• • « 

16 

4 

16 

4 

4 

. « • 

20 

4 

• • . 

t « * 

... 

• • • 

13 

6 700 

5 000- 

5 300 

7 600 

5 000- 

6 600 


5 000- 

5 000- 

5 000- 

5 000- 

6 300 

7 

5 

12 


31 

16 

3 

4 

6 

5 

12 

4 

411 

887 

604 

266 

714 

660 

547 

456 

712 

1 093 

355 

539 

53 

169 

50 

4 

42 

38 

26 

116 

66 

310 

91 

15 

117 

357 

236 

70 

158 

192 

172 

121 

242 

343 

122 

112 

94 

136 

94 

91 

146 

158 

120 

14 

127 

79 

8 

113 

52 

103 

44 

53 

137 

48 

99 

• t • 

40 

... 

a 

66 

• • • 

12 

13 

a 

36 

21 

53 

• • * 

20 

4 

4 

39 

4 

• • - 

8 

4 

21 

IS 

8 

• • • 

• « • 

4 

• • « 

4 

4 

* • t 

4 

4 

13 

4 

« . . 

41 

4 

4 

• • . 

12 

87 

110 

155 

54 

161 

181 

67 

164 

213 

349 

122 

158 

39 

32 

34 

48 

52 

41 

47 

24 

34 

23 

23 

49 

324 

777 

449 

234 

553 

479 

480 

292 

499 

744 

233 

381 

25 

20- 

21 

27 

30 

25 

29 

20- 

23 

20- 

20- 

30 

8 

9 

51 

7 

45 


11 

19 

60 

46 

... 

21 

187 

421 

266 

172 

333 

515 

232 

295 

549 

582 

101 

290 

120 

304 

104 

125 

172 

404 

175 

176 

289 

178 

73 

lU7 

67 

117 

162 

47 

161 

111 

57 

119 

260 

404 

.28 

143 

23 

47 

79 

34 

79 

43 

24 

65 

99 

63 

55 

35 

a 

33 

16 

27 

3 

27 

10 

42 

31 

10 

43 

10 

15 

14 

63 

7 

76 

16 

14 

23 

68 

53 

12 

25 
































































































































































Kentucky 


19-113 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics op 
Occupied Rural-Farm Housing Units, tor Counties: I960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

ADAIR 

ALLEN 

ANDERSON 

BALLARD 

BARREN 

BATH 

BELL 

BOONE 

BOURBON 

BOYD 

BOYLE 

BRACKEN 

TENURE AND COLOR 



■ 






■■ 




ALL OCCUPIED UNITS . 

2 274 

1 B71 


1 010 

3 561 


214 

1 125 


370 

910 

1 099 

OWNER OCCUPIED . 

1 B53 

1 455 


842 

2 506 


174 

865 


327 

651 

780 

WHITE. 

1 791 

1 443 


814 

2 402 


174 

865 


327 

627 

776 

nonwhite . 

62 

12 


28 

104 

4 

• • • 

9 9 9 

28 

9 • «. 

24 

4 

RENTER OCCUPIED. 

421 

416 


168 

1 055 

292 

40 

260 

768 

43 

259 

319 

WHITE. 

405 

412 

21B 

156 

979 

292 

40 

260 

748 

43 

247 

319 

nonwhite . 

16 

4 

... 

12 

76 


... 

... 

20 

... 

12 

... 

CONDITION AND PLUMBING 













all occupied units . 

2 274 

1 871 

929 

1 010 

3 561 


214 

1 125 

1 400 

370 

910 

1 099 

SOUND. 

1 291 

998 

591 

559 

2 395 


123 

859 

1 029 

269 

599 

633 

With all plumbing facilities . 

375 

334 

217 

371 

917 


57 

599 

585 

185 

358 

262 

LACKING ONLY HOT WATER . 

21 

8 

8 

20 

8 


4 

4 

8 

9 9 9 

24 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 

895 

656 

366 

168 

1 470 

409 

62 

256 

436 

84 

217 

367 

DETERIORATING . 

B36 

777 

292 

354 

834 

329 

54 

233 

349 

69 

236 

360 

WITH ALL PLUMBING FACILITIES . 

13 

28 

12 

97 

79 

24 

9 

56 

51 

28 

45 

57 

LACKING ONLY HOT WATER . 

8 

t • • 

4 

8 

• • • 

• • 9 

4 

8 

4 

9 9 9 

4 

9 9 9 

LACKING OTHER PLUMBING FACILITIES. . . . 

815 

749 

276 

249 

755 

305 

41 

169 

294 

41 

187 

303 

DILAPIDATED . 

147 

96 

46 

97 

332 

1D4 

37 

33 

22 

32 

75 

106 

RENTER OCCUPIED . 

421 

416 

218 

168 

1 055 

292 

40 

260 

768 

43 

259 

319 

SOUND . 

174 

132 

91 

22 

530 

86 

16 

179 

470 

26 

111 

130 

WITH ALL PLUMBING FACILITIES . 

22 

24 

19 

4 

69 

21 

12 

81 

164 

4 

34 

28 

LACKING SOME OR ALL FACILITIES . 

152 

108 

72 

18 

461 

65 

4 

98 

306 

22 

77 

102 

deteriorating . 

219 

244 

101 

97 

342 

164 

12 

63 

276 

4 

106 

141 

WITH ALL PLUMBING FACILITIES . 

9 

• • • 

8 

4 

12 

4 

• 9 9 

14 

39 

9 9 9 

16 

12 

LACKING SOME OR ALL FACILITIES . 

210 

244 

93 

93 

330 

160 

12 

49 

237 

4 

90 

129 

dilapidated. 

28 

. 40 

26 

49 

183 

42 

12 

18 

22 

13 

42 

48 

all occupied units . 

2 274 

1 871 

929 

1 010 

3 561 

1 077 

214 

1 125 

1 400 

370 

910 

1 099 

water supply 













HOT ANO COLD PIPED WATER INSIDE STRUCTURE. 

501 

501 

297 

617 

1 369 


78 

750 

730 

243 

435 

432 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

186 

165 

96 

158 

274 


38 

125 

152 

49 

68 

95 

PIPED WATER OUTSIDE STRUCTURE. 

28 

68 

8 

B 

87 


17 

3 

23 

8 

36 

9 9 9 

NO PIPED WATER . 

1 559 

1 137 

528 

227 

1 831 


81 

247 

495 

70 

371 

572 

TOILET FACILITIES 













FLUSH TOILETi EXCLUSIVE USE. 

417 

374 

245 

512 

1 028 

267 

78 

674 

660 

223 

443 

339 

FLUSH TOILET. SHARED . 

20 

• • t 

8 

• • t 

• • t 

• • • 

9 9 9 

5 

4 

5 

9 9 9 

• 9 9 

OTHER TOILET FACILITIES OR NONE. 

1 837 

1 497 

676 

498 

2 533 

810 

136 

446 

736 

142 

467 

760 

BATHING facilities 













BATHTUB OR SHOWER. EXCLUSIVE USE . 

437 

374 

253 

521 

1 059 

266 

74 

699 

657 

230 

435 

335 

bathtub OR SHOWER. SHARED. . . 

25 

... 

8 

• • • 

• t • 

4 

9 9 9 

5 

4 

5 

9 9 9 

9 9 9 

NO bathtub dr shower . 

1 812 

1 497 

668 

489 

2 502 

807 

140 

421 

739 

135 

475 

764 

RDDMS 













1 ROOM . 

4 


3 

4 

4 

• • • 

• 9 9 

9 9 9 

6 

9 9 9 

... 

. •. 

2 ROOMS. 

48 

16 

24 

9 

35 

4 

9 9 9 

14 

13 

4 

9 

8 

3 ROOMS. 

139 

200 

28 

33 

310 

29 

8 

44 

43 

17 

57 

23 

4 ROOMS. 

385 

568 

212 

263 

758 

174 

41 

219 

213 

83 

190 

137 

5 ROOMS. 

449 

388 

190 

306 

758 

160 

7D 

223 

278 

77 

189 

196 

6 ROOMS. 

720 

367 

265 

245 

810 

294 

49 

324 

344 

111 

167 

285 

7 ROOMS. 

274 

165 

114 

82 

489 

225 

34 

159 

169 

49 

105 

266 

6 ROOMS OR MORE. 

255 

167 

93 

6B 

397 

191 

12 

142 

334 

29 

193 

184 

MEDIANI 













ALL OCCUPIED . 

5.7 

4.9 

5.5 

5.1 

5.4 

6.1 

5.3 

5.7 


5.5 

5.6 

6.2 

owner. 

5.8 

5.2 

5.6 

5.3 

5.7 

6.3 

9 9 9 

5.8 


5.6 

6.0 

6.2 

renter . 

4.9 

4.1 

5.1 

... 

4.5 

5.6 

... 

5.2 

mm 

... 

4.7 

5.9 

YEAR STRUCTURE BUILT 













1955 To MARCH 1960 ..... . 

112 

64 

24 

82 

201 

28 

8 

103 

86 

53 

36 

57 

1950 TO 1954 . 

177 

103 

24 

106 

274 

92 

20 

104 

75 

39 

78 

20 

1940 TO 1949 . 

352 

291 

98 

164 

481 

164 

41 

164 

145 

29 

58 

50 

1930 TO 1939 . 

384 

277 

152 

132 

450 

92 

38 

111 

154 

79 

130 

107 

1929 OR EARLIER. 

1 249 

1 136 

631 

526 

2 155 

701 

107 

643 

940 

17D 

608 

865 

HEATING equipment 













5TEAM OR HOT WATER . 

4 

• ■ t 

4 

4 

16 

4 

4 

110 

71 

9 9 9 

20 

46 

WARM AIR FURNACE . 

92 

39 

69 

89 

146 

55 

24 

452 

164 

59 

162 

110 

BUILT-IN Room units . 

33 

163 

48 

155 

310 

119 

9 9 9 

22 

93 

64 

52 

67 

OTHER MEANS WITH FLUE . 

1 946 

1 593 

764 

733 

2 970 

871 

174 

529 

1 023 

213 

660 

860 

OTHER MEANS WITHOUT FLUE . 

195 

76 

40 

25 

95 

28 

12 

3 

49 

34 

16 

12 

NONE . 

4 

... 

4 

4 

24 

... 

... 

9 

... 

... 

• 99 

4 

SOURCE OF water 













PUBLIC SYSTEM DR PRIVATE COMPANY . . . . . 

41 

55 

45 

73 

15 

10 

20 

21 

52 

10 

65 

26 

INDIVIDUAL WELL . 

1 772 

1 129 

623 

629 

2 820 

817 

144 

678 

985 

355 

682 

1 002 

OTHER . 

393 

676 

244 

316 

736 

228 

40 

425 

387 

21 

204 

86 

SEWAGE DISPOSAL 













PUBLIC SEWER . 

11 

« • • 


5 

• ■ t 

... 

.. • 

... 

99 9 

-99 

5 

... 

SEPTIC tank or CESSPOOL . 

471 

358 

205 

455 

890 

333 

65 

666 

528 

186 

408 

257 

OTHER OR NONE . 

1-724 

1 502 

707 

558 

2 681 

722 

139 

458 

896 

200 

538 

857 

HOME FOOD FREEZER 













1 OR MORE . ’ . . . 

372 

692 

365 

603 

1 298 

413 

24 

806 

596 

128 

265 

252 

NONE . 

2 202 

1 172 

637 

41D 

2 223 

759 

222 

330 

708 

130 

484 

782 


























































































































19-114 


State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet F.ic. 
Bathing F.ic. 


Rooms 

Ye.ir Struct. Built 
Heating Equipment 
Source of \\'.ircr 
Scw.ige Dispos.il 
Home Food Freezer 


SUBJECT 

BREATH¬ 

ITT 

BRECK¬ 

INRIDGE 

BULLITT 

BUTLER 

CALDWELL 

CALLOWAY 

CAMPBELL 

CARLISLE 

CARROLL 

CARTER 

CASEY 

CHRIS¬ 

TIAN 

TENURE AND COLOR 


















ALL OCCUPIED UNITS . 

9B9 

2 023 

787 

1 

191 

1 

060 

1 

B09 


662 

704 

1 

578 

2 

494 

2 480 

OWNER OCCUPIED ... . 

783 

1 489 

654 


973 


BUS 

1 

621 


536 

430 

1 

333 

1 

956 

1 724 

WHITE. 

783 

1 470 

639 


973 


834 

1 

621 


536 

430 

1 

333 

1 

948 

1 574 

nonwhite . 

• . • 

19 

15 


• • • 


14 


• t • 


■ • • 

• • ■ 


f • • 


B 

150 

RENTER OCCUPIED. 

206 

534 

133 


218 


212 


188 

33 

126 

274 


245 


536 

756 

WHITE. 

206 

524 

133 


218 


196 


179 

33 

126 

256 


245 


530 

S62 

nonwhite . 

• • • 

10 

... 


... 


16 


9 


... 

18 


... 


8 

194 

CONDITION AND PLUMBING 


















ALL OCCUPIED UNITS . 

989 

2 023 

787 

1 

191 

1 

060 

1 

809 

HI 

662 

704 

1 

578 

2 

494 

2 480 

SOUND... 

611 

1 036 

484 


423 


626 

1 

150 


346 

455 


821 

1 

328 

1 495 

WITH ALL PLUMBING FACILITIES . 

128 

326 

298 


no 


301 


612 


194 

121 


256 


332 

953 

Lacking only hot water . 

3 

13 

8 


4 


B 


20 

12 

4 

8 


• - . 


12 

12 

LACKING OTHER PLUMBING FACILITIES. . . , 

480 

697 

178 


309 


317 


518 

226 

148 

326 


565 


964 

S30 

DETERIORATING.. 

288 

591 

248 


596 


326 


626 

106 

223 

212 


612 


736 

706 

WITH ALL PLUMBING FACILITIES . 

9 

65 

48 


33 


36 


121 

8 

56 

16 


16 


32 

148 

LACKING ONLY HOT WATER . 

• W 9 

... 





• * 


9 


8 

• ^ . 


• - . 


> . . 

* . * 

LACKING OTHER PLUMBING FACILITIES. . . . 

279 

526 

200 


563 


290 


496 


159 

196 


596 


704 

558 

DILAPIDATED. 

90 

396 

55 


172 


108 


33 


93 

37 


145 


430 

279 

RENTER OCCUPIED. 

206 

534 

133 


218 


212 


188 


126 

274 


245 


538 

756 

SOUND. 

77 

153 

40 


38 


95 


90 


50 

138 


64 


180 

294 

WITH all PLUMBING FACILITIES . . 

9 

25 

18 


• « . 


14 


30 


22 

21 


20 


16 

120 

LACKING SOME OR ALL FACILITIES . 

68 

128 

22 


38 


61 


60 


28 

117 


44 


164 

174 

DETERIORATING.. 

93 

187 

66 


1^ 


95 


89 


55 

118 


152 


218 

308 

WITH ALL PLUMBING FACILITIES . 

5 

4 

5 




7 


8 


4 

4 


... 


5 

51 

LACKING SOME OR ALL FACILITIES . 

88 

183 

61 




B8 


81 

8 

51 

114 


152 


213 

257 

dilapidated. 

36 

194 

27 




22 


9 

... 

21 

18 


29 


140 

154 

ALL OCCUPIED UNITS . 

989 

2 023 

787 

1 

191 

1 

060 

1 

809 

616 

662 

704 

1 578 

■ 

■ 

2 480 

WATER SUPPLY 


■ 






■ 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

IBS 


398 


227 


418 

m 


343 

348 

215 


398 


516 

1 323 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

97 


50 


98 


105 



B4 

98 

44 


138 


197 

152 

PIPED WATER OUTSIDE STRUCTURE. 

3 


28 


21 


24 


41 

24 

• « • 

19 


8 


28 

86 

NO PIPED water . 

701 


311 


845 


513 


557 

165 

216 

426 

1 

034 

1 

753 

919 

TOILET FACILITIES 


















FLUSH TOILET. EXCLUSIVE USE. ....... 

148 

416 

363 


151 


356 


810 

276 

270 

153 


296 


387 

1 138 

FLUSH TOILET. SHARED . 

t - - 

4 

8 


4 


- - - 


- • . 

12 

. . • 

• « • 


• f - 


* - t 

8 

other toilet facilities or none. 

841 

1 603 

416 

1 

036 


704 


999 

328 

392 

551 

1 

282 

2 

107 

1 334 

BATHING FACILITIES 


















bathtub or shower. EXCLUSIVE USE . 

149 

424 

370 


151 


353 


806 

2B0 

278 

165 


292 


405 

1 146 

BATHTUB OR SHOWER. SHARED. 

« • « 

8 

8 


4 


. . - 


4 

12 

t • • 

• « « 


• - . 


... 

8 

NO BATHTUB OR SHOWER . 

840 

1 591 

409 

1 

036 


707 


999 

324 

384 

539 

1 

286 

2 

089 

1 326 

ROOMS 


















1 ROOM. 

3 

4 

19 


12 


5 


• • • 


# • t 

4 


9 


4 

5 

2 ROOMS. .... . 

9 

40 

24 


37 


24 


8 


24 

13 


25 


50 

67 

3 ROOMS. 

76 

242 

68 


151 


111 


161 


38 

29 


77 


152 

258 

4 ROOMS. 

292 

424 

214 


395 


333 


488 


212 

157 


339 


635 

689 

5 ROOMS. ... 

262 

399 

148 


303 


276 


537 


210 

141 


337 


441 

468 

6 ROOMS. 

162 

539 

174 


143 


177 


388 

135 

121 

160 


431 


734 

466 

7 ROOMS. 

106 

213 

76 


108 


75 


138 

90 

44 

96 


227 


282 

205 

8 ROOMS OR more. ... . 

79 

162 

64 


42 


59 


89 

77 

13 

104 


133 


196 

322 

MED IAN 1 


















ALL OCCUPIED . 

4.9 


5.0 


4.5 


4.7 


5.0 

5.5 

4.8 

5.6 




5.4 

5.0 

owneb. 

5.1 


5.3 


4.7 


4.8 


5.0 

5.5 

4.9 

5.6 




5.6 

5.5 

renter . 

4.4 


... 


3.9 


4.2 


... 

... 

... 

5.5 

■ 



4.5 

4.0 

year structure built 


















1955 TO MARCH 1960 . 

80 

106 

116 


70 


82 


200 

16 

21 

30 


97 


152 

201 

1950 TO 1954 . 

145 

114 

68 


101 


46 


116 

28 

56 

16 


120 


246 

137 

1940 TO 1949 ... . 

296 

252 

120 


153 


183 


286 

47 

82 

50 


253 


511 

329 

1930 TO 1939 ............... 

145 

260 

57 


174 


160 


256 

57 


78 


240 


454 

276 

1929 OR EARLIER. 

323 

1 291 

426 


693 


589 


951 

468 


530 


868 

1 

131 

1 537 

heating equipment 


















STEAM OR HOT WATER . 

• » • 

12 

24 


... 


20 



23 


13 


4 



37 

WARM AIR furnace . 

58 

131 

164 


48 


114 


37 

304 

32 

75 


76 


100’ 

209 

BUILT-IN ROOM UNITS. 

15 

36 

37 


53 


79 


365 

16 

49 

29 


46 


24 

424 

OTHER means WITH FLUE. 

844 

1 832 

538 

1 

074 


753 

1 

339 

261 

577 

554 

1 

407 

2 

318 

1 679 

OTHER means WITHOUT FLUE .... . 

54 

8 

24 


16 


94 


68 

12 

4 

25 


45 


48 

131 

NONE. 

18 

4 

... 


... 


... 


... 



8 




4 

... 

SOURCE OF WATER 


















PUBLIC system OR PRIVATE COMPANY . 

4 

28 

5 


... 


43 


no 

15 

15 

10 


15 


31 

55 

INDIVIDUAL WELL. 

891 

^ 749 

535 

1 

051 


770 

1 

317 

289 

505 

550 

1 

433 

1 

966 

2 042 

OTHER. 

93 

1 230 

205 


150 


249 


369 

277 

168 

160 


141 


478 

368 

SEWAGE DISPOSAL 


















PUBLIC SEWER . 


5 
















SEPTIC TANK OR CESSPOOL.. 

80 

250 

322 


100 


358 


8D9 

247 

235 

147 


220 


368 

973 


908 

1 752 

423 

1 

101 


704 


972 

329 

453 

573 

1 

369 

2 

107 

1 492 

HOME FOOO FREEZER 


















1 OR MORE. 

287 

724 

447 


395 


253 


999 

518 

256 

216 


245 


532 

1 042 

NONE ... 

720 

1 400 

477 


748 


810 


869 

233 

295 

405 

1 

245 

2 

064 

1 420 
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Table 33— Tkjtore, Condition and Pi umbing Facilities, and Structural Characteristics of 

UCCUPIED Kural-Farm Housing Units, for Counties; I960 _Con. 

[Baaed on sample; see text. Median not shown where base is less than 200] 


SUBJECT 


tenure and color 


ALL OCCUPIED UNITS 
OWNER OCCUPIEO . 

white. 

NONWhITE . 

RENTER OCCUPIED. 

WHITE. 

NONWhITE . 


CONDITION AND PLUMBING 


Tenure by Color 
Condition .ind 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


ALL OCCUPIED UNITS . 

SOUND.. 

WITH all PLUMBING FACILITIES ! ! 

lacking ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

lacking OTHER PLUMBING FACILITIES 
DILAPIDATED. 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 
DILAPIDATED. . . . 


1 247 
750 
726 
24 
497 
493 
4 


1 247 
858 
466 
16 
376 
319 
60 
12 
247 
70 

497 

235 

65 

170 

220 

33 

1B7 

42 


CLAY 


all OCCUPIED UNITS . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED WATER OUTSIDE STRUCTURE. ...... 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILETt EXCLUSIVE USE. . . 

FLUSH TOILETt SHARED . 

OTHER TOILET FACILITIES OR NONE. 

bathing FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE 
bathtub OR SHOWER. SHARED. . . . 
NO bathtub or SHOWER ...... 


ROOM .... 

rooms, . , . 
ROOMS. . . . 

rooms. . . . 

ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN. 

ALL OCCUPIED 

owner. . . 

RENTER , . 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . , , 
194D TO 1949 . . , 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE. 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC tank or CESSPOOL. 
OTHER OR NONE. 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


558 

167 

24 

498 


574 

673 


558 

689 


4 

9 

33 

136 

233 

330 

233 

269 

6.1 

6.3 

5.7 


52 

64 

115 

179 

837 


43 

106 

125 

921 

52 


100 

936 

215 


10 

395 

846 


375 

843 


277 

040 

036 

4 

237 

233 

4 


277 

519 

184 

8 

327 

662 

34 

4 

624 

96 

237 

33 

B 

25 

184 

4 

ISO 

20 


CLINTON 


1 277 


298 

73 

13 

893 


230 
1 047 


250 
1 027 


49 

145 

426 

319 

190 

100 

48 

4.6 

4.7 
4.0 


77 

125 

256 

23B 

581 


a 

32 

4 

14? 

86 


15 

080 

169 


146 
1 118 


564 

740 


1 157 
983 
975 
8 

174 

174 


1 157 
604 
176 
8 

420 

461 

32 

4 

425 

92 

174 

52 

12 

40 

94 

4 

90 

28 


CRIT¬ 

TENDEN 


244 

84 

43 

786 


220 

937 


236 

921 


30 

77 

232 

257 

247 

150 

164 

5.4 

5.5 


109 

89 

325 

207 

427 


4 

56 

48 

958 

91 


35 

4al 

602 


117 
1 001 


229 
1 062 


734 

646 

646 

88 

88 


734 

471 

204 

267 

227 

20 

4 

203 

36 

88 

56 

28 

28 

28 

4 

24 

4 


CUMBER¬ 

LAND 


1 180 
852 
840 
12 
328 
314 
14 


1 180 
702 
182 
8 

512 

278 

20 

4 

254 

200 

328 

116 

4 

112 

96 

4 

92 

116 


Daviess 


2 373 
1 716 
1 706 
a 

657 

636 

21 


EDMONSON 


1 004 
861 
853 

a 

143 

136 

7 


302 

37 

4 

391 


228 

4 

502 


232 

4 

498 


4 

4 

44 

200 

224 

163 

49 

46 

5.0 

4.9 


60 

32 

103 

102 

432 


8 

94 

48 

576 

3 


5 

669 

95 


23B 

531 


140 

457 


278 

117 

37 

748 


227 

4 

949 


223 

4 

953 


4 

18 

47 

232 

257 

303 

193 

126 

5.6 

5.9 

4.5 


62 

67 

268 

218 

565 


9 

27 

58 

040 

46 


20 

901 

264 


10 
105 
1 070 


ELLIOTT 


990 

847 

847 

143 

143 


865 

680 

680 

185 

18S 


FAYETTE 


FLEMING 


1 565 
721 
675 
46 
844 
773 
71 


388 

732 


2 37. 

1 OOi 

99 

86 

1 565 

1 58 

59 ; 

54 

26 

1 118 

93< 

la; 

14 

1 7 

957 

ii 


1 

2 1 

^ 6 

63e 

406 

39 

16( 

153 

58. 

31« 

30 

43 

320 

81 

1 ■ 


3( 

3 99 

12 

• • • 

» • 


1 fi 

49] 

316 

30 

381! 


19« 

93 

13. 

17t 

iWm 

657 

143 

143 

18S 


30C 

41 

61 

26 

547 

loe 

» • « 


> • • • 

440 

194 

41 


26 

107 

257 

67 



205 

17 

t • • 



35 

240 

67 

51 

75 

170 

100 

35 

25 

80 

92 

2 373 

0 

0 

990 

865 

1 565 

1 246 

337 

■ 

138 

1 099 

349 

70 


85 

137 

36 

31 


4 

48 

742 

566 

679 

638 

281 

1 065 

200 

164 

142 

1 076 

12 

• « • 

• t t 

• • . 

5 

1 296 

804 

B26 

723 

484 

1 101 

206 

167 

138 

1 076 

8 

• • « 

• t • 

• • • 

5 

1 264 

798 

823 

727 

484 

... 

4 


8 

4 

36 

39 

29 

8 

25 

113 

143 

85 

59 

65 

647 

304 

239 

179 

279 

557 

211 

278 

1S9 

306 

538 

165 

215 

184 

337 

244 

84 

84 

137 

216 

238 

54 

60 

131 

333 

HQ 

4.6 

5.0 

5.6 

5.8 


4.8 

5.1 

5.8 

6,7 

■ 

• • • 

• • • 

... 

5.1 

166 

90 

66 

53 

89 

152 

92 

109 

51 

69 

272 

229 

170 

132 

198 

241 

216 

193 

150 

240 

1 542 

377 

452 

479 

969 

72 



8 

130 

489 

16 

66 

25 

408 

108 

58 

54 

20 

140 

1 640 

903 

B16 

795 

853 

52 

23 

54 

13 

34 

12 

4 

■ 

4 


65 

20 

■ 

10 

527 

2 197 

769 

899 

584 

752 

112 

208 

93 

286 

314 

15 



5 

13 

1 021 

109 

102 

85 

1 064 

1 338 

388 

890 

790 

516 

1 131 

352 

242 

150 

752 

1 212 

67^1 

- 

750 

651 

770 


1 670 
1 151 
1 151 

519 

519 


1 670 
1 006 
299 

707 

549 

36 

513 

115 

519 

254 

39 

215 

218 

218 

47 


45a 

160 

44 

1 008 


351 

4 

1 315 


335 
1 335 


8 

1? 

49 

233 

292 

557 

247 

267 

5.9 

6.1 

5.5 


49 

85 

120 

165 

251 


12 

72 

100 

450 

24 

12 


15 
1 517 
119 


277 
1 374 


664 
1 068 


FLOYD 


349 

295 

292 

3 

54 

51 

3 


349 

220 

108 

4 

108 

89 

28 

’ai 

40 

54 

13 

*13 

25 

4 

21 

16 


148 

32 


148 

201 


144 

205 


8 

12 

46 

103 

100 

40 

40 

5.6 

5.T 


31 

28 

76 

69 

145 


24 

36 

181 

108 


16 

294 

30 


5 

91 

244 


163 

227 
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State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of W.iter 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . 

OWNER OCCUPIED . . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

nonwhite . 

CONDITION AND PLUMBING 

all OCCUPIED UNITS ..... 

SOUND.. 

WITH ALL PLUMBING FACILITIES . . 

lacking ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

deteriorating. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

dilapidated. ... . 

renter occupied.. . 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED. 


ALL OCCUPIED UNITS . 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED water OUTSIDE STRUCTURE. 

NO PIPED Water . 


franklin 


TOILET FACILITIES 


flush TOILET. EXCLUSIVE USE. . . 

flush toilet, shared . 

OTHER toilet FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER, EXCLUSIVE USE 
BATHTUB DR SHOWER, SHARED. . . • 
NO BATHTUB OR SHOWER . 


ROOM .... 
ROOMS. . . . 
ROOMS. ... 
ROOMS. • • . 
ROOMS. . . . 
ROOMS. ... 
ROOMS. • . . 

B ROOMS OR MORE 
MEDIANI 

ALL OCCUPIED 
OWNER. . . 

renter . . 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . .. 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FlUE 
NONE. 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. 


1 130 
S54 
854 

276 

276 


1 130 
633 
379 
S 

246 

304 

74 

4 

306 

113 

276 

95 

46 

49 

121 

26 

95 

60 


FULTON 


GALLATIN 


1 130 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


586 

99 

20 

425 


482 

648 


486 

644 


28 

45 

192 

218 

316 

176 

155 

S.B 

5.9 

5.2 


71 

60 

128 

155 

716 


20 

226 

40 

812 

32 


116 

707 

320 


361 

782 


401 

690 


701 

425 

425 

276 

165 

111 


701 

407 

303 

a 

96 

170 

40 

130 

124 

276 

74 

29 

45 

98 

8 

90 

104 


701 


387 

56 

41 

217 


367 

5 

329 


367 

5 

329 


9 

31 

16 

171 

147 

207 

56 

64 

5.3 
5.8 

4.3 


35 

37 

92 

95 

442 


16 

44 

149 

456 

32 

4 


35 

607 

77 


5 

382 

332 


367 

273 


474 

359 

355 

4 

115 

115 


474 

352 

132 

220 

106 

4 

102 

16 

115 

78 

B 

70 

25 

*25 

12 


GARRARD 


1 412 
976 
937 
39 
436 
431 
5 


412 

838 

398 

440 

453 

37 

4 

412 

121 

436 

180 

32 

148 

201 

8 

193 

55 


160 

59 

9 

246 


144 

330 


136 

338 


20 

104 

111 

99 

42 

98 

5.5 

5.5 


26 

24 

39 

40 
345 


16 

51 

27 

368 

12 


14 

348 

101 


4 

104 

355 


165 

359 


234 

968 

964 

4 

266 

261 

5 


1 234 
845 
301 
24 
520 
295 
16 

279 

94 

266 

133 

22 

111 

94 


508 

111 

4 

789 


443 

4 

965 


447 

4 

961 


21 

66 

236 

254 

405 

202 

228 

5.8 

6.0 

5.1 


34 
48 
140 
174 
1 016 


8 

137 

88 

174 

5 


15 

205 

197 


5 

321 
1 091 


531 

841 


388 

159 

24 

663 


341 

893 


349 

885 


4 

17 

77 

313 

318 

267 

151 

87 

5.1 

5.3 

4.3 


59 

61 

154 

153 

807 


12 

204 

16 

986 


GRAVES 

GRAYSON 

GREEN 

GREENUP 

HANCOCK 

HARDIN 

2 803 

H 


1 017 

732 

2 092 

2 479 



862 

548 

1 697 

2 465 


1 402 

862 

548 

1 689 

14 

4 

49 

• t • 

• • « 

8 

324 

279 

450 

155 

184 

395 

310 

279 

439 

155 

184 

387 

14 

• • • 

11 

• • • 

• • • 

8 

2 803 

2 009 

1 901 

1 017 

732 

2 092 

2 101 

1 118 

1 272 

361 

142 

1 349 

1 026 

343 

453 

192 

85 

786 

20 

16 

6 

4 

• t • 

25 

1 055 

759 

813 

165 

57 

538 

607 

683 

518 

426 

543 

560 

64 

44 

34 

56 

97 

56 

4 

4 

• • • 

4 

12 

t t t 

539 

635 

484 

366 

434 

504 

95 

208 

U1 

230 

47 

183 

324 

279 

450 

155 

184 

395 

180 

79 

244 

21 

8 

177 

45 

12 

27 

ff • • 

tat 

77 

135 

67 

217 

21 

8 

100 

126 

138 

159 

68 

149 

155 

5 

8 

• • • 

• • • 

4 

13 

121 

130 

159 

68 

145 

142 

18 

62 

47 

66 

27 

63 

2 803 

2 009 

1 901 

1 017 

732 

2 092 

1 417 

579 

587 

382 

236 

1 063 

342 

148 

151 

84 

104 

207 

36 

24 

63 

4 

8 

57 

1 008 

1 258 

1 100 

547 

384 

765 

1 133 


505 

273 

210 

892 

12 

HKn 

8 

t t t 

8 

a 

1 658 

■ 

1 388 

744 

514 

1 192 

1 154 

H 

501 

290 

202 

875 

8 


8 

4 

8 

8 

1 641 

■ 

1 392 

723 

522 

1 209 


Hi 




17 

29 

58 

40 

18 

8 

35 

219 

246 

130 

73 

59 

174 

1 048 

657 

360 

220 

185 

427 



392 

272 

183 

429 



578 

289 

181 

474 



203 

81 

80 

309 


■i 

190 

64 

36 

227 



5.5 

5.2 

5.1 




5.7 

5.3 

5.2 



4.2 

4.5 

t • • 

t t t 

■ 

153 

130 

177 

99 

32 

193 

252 

200 

166 

91 

33 

119 

414 

250 

355 

197 

61 

240 

463 

264 

247 

136 

110 

225 

1 521 

1 165 

956 

494 

496 

1 315 

12 

16 



8 

16 

147 

96 

59 

52 

56 

404 

508 

76 

129 

108 

24 

92 

2 054 

1 809 

1 646 

833 

616 

1 530 

78 

8 

59 

24 

24 

50 

4 

4 

8 

... 

4 

t t t 

216 

10 

18 

9 

5 

56 

1 464 

1 638 

1 126 

993 

674 

1 672 

1 129 

201 

711 

43 

64 

317 

5 

5 

9 

4 


5 

1 085 

299 

428 

213 

166 

793 

1 719 

1 745 

1 420 

828 

575 

1 247 

1 669 

651 

73C 

225 

156 

889 

1 060 

1 212 

1 3511 

662 

542 

1 346 


HARLAN 


145 

103 

103 

*42 

42 


145 

79 

47 

*32 

50 

8 

*42 

16 

42 

4 

4 

22 

4 

18 

16 


145 


63 

21 

8 

53 


59 

86 


55 

*90 


4 

12 

46 

41 

8 

21 

13 


4 

20 

20 

50 

51 


8 

29 


104 

4 


10 

67 

61 


35 

103 


105 

61 




















































































































Kentucky 


19-117 


Table 33— Teitore, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based pn sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


HARRISON 


HART 


HENDER¬ 

SON 


HENRY 


HICKMAN 


HOPKINS 


JACKSON 


JEFFER¬ 

SON 


JESSA¬ 

MINE 


JOHNSON 


KENTON 


KNOTT 


tenure AND COLOR 


ALL OCCUPIED UNITS 
OWNER OCCUPIED , . . . , 

WHITE. 

NONWHITE . 

renter OCCUPIED. 

WHITE. 

NONWHITE . 


CONDITION AND PLUMBING 


1 656 
1 143 
1 135 
8 

513 

509 

4 


2 265 
1 638 
1 60D 
38 
627 
535 
92 


1 396 
827 
806 
21 
569 
517 
52 


1 549 
1 034 
1 022 
12 
515 
482 
33 


813 

668 

661 

7 

145 

113 

32 


1 157 
953 
949 
4 

204 

204 


1 293 
1 080 
1 080 

213 

213 


1 213 
910 
871 
39 
303 
261 
42 


1 040 
597 
570 
27 
443 
436 
7 


642 

582 

582 


664 

577 

577 


60 87 

60 87 


413 

376 

372 

4 

37 

37 


ALL OCCUPIED UNITS . 

SOUND. . , , 

WITH ALL PLUMBING FACILITIES .!!!!! 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . , 

deteriorating. 

WITH all plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . , 

dilapidated. 


1 656 
1 338 
515 
8 

815 

302 

9 

293 

16 


2 265 
1 286 
543 
4 

739 

695 

71 

8 

616 

284 


1 396 
978 
596 
11 
371 
298 
45 
3 

250 

120 


1 549 
1 131 
489 
8 

634 

378 


326 

40 


813 

670 

440 

11 

219 

123 

27 

9 

67 

20 


RENTER OCCUPIED. 

SOUND. . . 

WITH ALL PLUMBING FACILITIES . . ! i . 
LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. 


ALL OCCUPIED UNITS . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED Water . 

toilet FACILITIES 

FLUSH TOILETt EXCLUSIVE USE. 

flush TOILETt SHARED . 

OTHER TOILET FACILITIES OR NONE. . . . , , 

BATHING facilities 

bathtub or SHOWER. EXCLUSIVE USE .... , 

bathtub or shower, shared.. 

NO bathtub or shower.. 

ROOMS 


1 ROOM ... . 

2 ROOMS.' 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS... 

a ROOMS OR MORE. 

MEDIAN! 

ALL OCCUPIED . 

owner. 

RENTER . 


YEAR structure BUilT 

1955 To MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 To 1939 . 

1929 OR EARLIER. 

heating equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER means WITHOUT FLUE . . . . 
NONE. 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL.. . 

OTHER... 


SEWAGE DISPOSAL 


PUBLIC sewer . 

SEPTIC tank OR CESSPOOL. . . 
OTHER OR NONE. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


513 

309 

58 

251 

196 

5 

191 

8 


624 

200 

42 

790 


552 

4 

1 100 


548 

4 

1 104 


8 

20 

62 

252 

414 

446 

233 

221 

5.7 

5.9 

5.2 


38 

39 
133 
214 

1 232 


36 
178 
45 
1 370 
27 


19 

937 

708 


10 
386 
1 268 


606 
1 023 


627 

252 

40 

212 

261 

5 

256 

114 


569 

288 

127 

161 

190 

12 

178 

91 


757 
208 
29 
1 271 


646 
1 619 


634 
1 631 


39 

222 

601 

466 

478 

254 

205 

5.1 

5.4 

4.3 


111 
185 
258 
377 
1 334 


4 
85 
133 
1 979 
56 
8 


99 
1 195 
1 004 


578 
1 720 


747 
1 382 


728 

173 

18 

477 


663 

19 

714 


670 

IS 

711 


4 

34 

132 

406 

357 

224 

142 

97 

4.8 

5.2 

4.3 


100 

70 

163 

167 

896 


28 

235 

189 

921 

23 


27 

1 280 
117 


5 

681 

738 


601 

759 


515 

285 

36 

249 

214 

8 

206 

16 


665 

132 

20 

732 


549 


19 

68 

254 

281 

386 

295 

246 

5.9 

6.2 

5.2 


79 
55 
172 
211 
1 032 


23 

221 

62 

1 212 
27 
4 


126 

326 

93 


10 
479 
1 056 


714 

813 


145 

87 

38 

49 

42 

42 

16 


813 


530 

99 

20 

164 


496 

317 


500 

313 


51 

162 

243 

187 

89 

81 

5,3 

5.5 


4D 

62 

96 

114 

501 


15 

44 

183 

563 

8 


23 

720 

59 


9 

352 

441 


485 

343 


1 157 
769 
368 
12 
389 
283 
28 
4 

251 

105 


293 

569 

135 

434 

563 

17 

4 

542 

161 


1 213 
856 
708 
8 

140 

267 

69 

24 

174 

90 


1 040 
568 
371 
14 
183 
329 
32 
14 
283 
143 


642 

664 

333 

506 

127 

366 

4 

8 

202 

132 

243 

139 

20 

47 

4 

... 

219 

92 

66 

19 


413 

216 

84 

8 

124 

165 

20 


145 

32 


204 

88 

32 

56 

71 

4 

67 

45 


213 

75 

4 

71 

77 

4 

73 

61 


303 

132 

99 

33 

110 

24 

86 

61 


443 

186 

110 

76 

147 

5 

142 

110 


60 

19 

9 

10 

23 

23 

18 


B7 

46 

28 

20 

31 

7 
24 

8 


37 

12 

8 

4 

17 

17 

8 


1 157 


1 293 


213 1 040 


642 


664 


413 


524 

144 

4 

485 


198 

91 

30 

974 


830 

123 

24 

236 


502 

121 

24 

393 


187 

81 

4 

370 


457 

95 

112 


124 

40 

4 

245 


432 

160 

836 

... 

4 

... 

725 

1 129 

377 

432 

172 

824 

4 

4 

... 

721 

1 117 

389 

4 


7 

16 

*25 

15 

76 

130 

80 

334 

368 

243 

314 

372 

276 

228 

168 

265 

133 

133 

145 

52 

97 

182 

5.0 

4.8 

5.4 

5.1 

5.0 

5.8 

4.4 

4.3 

4.3 

80 

91 

72 

80 

104 

141 

96 

249 

13b 

154 

287 

164 

747 

562 

698 

16 

4 

90 

196 

90 

524 

104 

5 

46 

809 

1 162 

550 

12 

32 

3 

20 

... 

... 

83 

5 

208 

012 

1 062 

707 

102 

218 

309 

5 



460 

82 

791 

732 

1 203 

433 

486 

324 

638 

545 

1 010 

555 


447 

159 

421 

. . a 

. • . 

4 

593 

483 

239 

451 

155 

429 

... 

. • a 

4 

589 

487 

231 

8 


4 

38 

• . a 

4 

53 

44 

24 

177 

138 

157 

156 

123 

159 

233 

145 

172 

129 

108 

96 

246 

84 

48 

m 

5.6 

5.4 

nil 

5.6 

5.5 

5.5 

. • a 

... 

70 

48 

47 

63 

44 

60 

92 

84 

76 

84 

91 

92 

731 

375 

389 

40 


40 

144 

16 

326 

48 

16 

24 

796 

491 

270 

8 

119 

4 

4 

• • . 

... 

9 

5 

5 

635 

622 

365 

372 

34 

278 


5 

5 

382 

90 

404 

634 

566 

239 

370 

106 

501 

765 

452 

216 


116 

297 


120 

293 


4 

8 

32 

124 

125 
72 
12 
36 

4.8 

4.8 


20 

48 

124 

153 

68 


16 

24 

277 

96 


6 

343 

65 


6 

65 

343 


39 

381 
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State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; 1960—Con. 

[Based on sample; see text Median not shown where base is less than 200] 


Tenure by Color 
Condition .ind 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
He.iting Equipment 
Source of W.itcr 
Sewage Dispo.sal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 
OWNER OCCUPIED . 

white. 

nonwhite ......... 

RENTER OCCUPIED. 

WHITE.. 

NONWHITE . 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS . 

SOUND. 

WITH all PLUMBING FACILITIES . 

LACKING ONLY HOT WATER ......... 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
OILAPIOATEO. 

RENTER OCCUPIED. 

SOUND... 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . . 

dilapidated. 


ALL occupied UNITS . 

water supply 

HOT AND cold PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED water OUTSIDE STRUCTURE. 

NO PIPED Water . 

toilet FACILITIES 

FLUSH TOIUTt EXCLUSIVE USE. 

FLUSH toilet. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. 

NO BATHTUB OR SHOWER.. 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. • . • 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIANI 

ALL OCCUPIED 

owner. . . 

RENTER . . 


year STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 .. 

1929 OR EARLIER. ... 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER means WITH FLUE. 

OTHER means WITHOUT FLUE . . . 
NONE. 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well. 

OTHER. .... . 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. . . 
OTHER OR NONE. 

home food freezer 


KNOX 

LARUE 

LAUREL 

LAWRENCE 

LEE 

LESLIE 

LETCHER 

LEWIS 

LINCOLN 

LIVING¬ 

STON 

LOGAN 

LYON 

857 

1 

413 

2 

256 

1 

002 

474 

283 

179 


I 

2 

120 

664 

2 

610 

561 

702 

1 

137 

1 

980 


817 

388 

197 

142 



1 

645 

528 

1 

729 

499 

702 

1 

121 

1 

980 


817 

388 

197 

142 


ESlI 

1 

601 

528 

1 

678 

489 

• • • 


16 


•J # 


• • » 

• • * 

• ■ • 

• • • 


HH 


44 

• • • 


51 

10 

155 


276 


276 


185 

86 

86 

37 


370 


475 

136 


881 

62 

155 


270 


276 


185 

82 

86 

37 


370 


467 

132 


717 

62 

• * • 


6 


• • • 


• t 

4 

« • t 

■| 


• • • 


8 

4 


164 

• • • 

857 

1 

413 

2 

256 

1 

002 

474 

283 


1 

354 

2 

120 

664 

2 

610 

561 

392 


999 

1 

389 


681 

169 

177 



675 

1 

092 

441 

1 

594 

308 

156 


567 


493 


215 

50 

41 



228 


465 

156 


841 

145 

16 


7 


20 


4 

7 

4 



10 


14 

• • • 


3 

• « • 

220 


425 


876 


462 

112 

132 

74 


437 


613 

285 


750 

163 

331 


359 


786 


292 

257 

85 

53 


513 


870 

165 


774 

193 

28 


70 


68 


21 

12 

t • • 

12 


26 


100 

16 


97 

8 

8 


• • • 


13 


5 

• • • 

« • • 

f • • 


4 


• • • 

4 


4 

9 

295 


289 


705 


266 

245 

85 

41 


483 


770 

145 


673 

176 

134 


55 


81 


29 

48 

21 

20 


166 


158 

58 


242 

60 

155 


276 


276 


185 

86 

86 

37 


370 


475 

136 


881 

62 

36 


146 


107 


96 

8 

40 

8 


137 


137 



326 

24 

8 


53 


4 


5 


8 

4 


17 


39 



127 

12 

28 


93 


103 


91 


32 

4 


120 


98 

52 


199 

12 

69 


105 


151 


64 


41 

17 


173 


286 

50 


423 

29 

• • • 


12 


21 


• • 


• • • 

• t • 


• • t 


21 

4 


37 

• • • 

69 


93 


130 


64 

62 

41 

17 


173 


265 

46 


386 

29 

50 


25 


18 


25 

12 

5 

12 


60 


52 

15 


132 

9 

857 

1 

413 

2 

2S6 


002 

474 

283 

179 

1 

354 

2 

120 

664 

2 

610 

561 

204 


728 


653 


326 

70 

50 

44 


347 


699 

235 


■ 

197 

123 


128 


202 


97 

82 

8 

27 


139 


196 

60 


lix'l 

70 

21 


50 


12 


21 

15 

• • • 

4 


21 


17 

4 


lli'X] 

« • * 

509 


507 

1 

389 


558 

307 

225 

104 


B47 

1 

208 

365 


m 

294 

240 


648 


598 


249 

73 

45 

48 


268 


595 

180 


961 

166 

4 


4 


4 


t • • 

t • t 

• • • 

« * • 


• • • 


8 

• • t 


4 

• • • 

613 


761 

1 

654 


753 

401 

23b 

131 

1 

086 

1 

517 

484 

1 

645 

395 

208 


663 


598 


253 

77 

45 

44 


272 


599 

192 


968 

170 

4 


8 


4 


• • « 

• • ■ 

• • • 

f • • 


• • t 


8 

t • • 


4 

• • • 

645 


742 

1 

654 


749 

397 

23B 

135 

1 

082 

1 

513 

472 

1 

638 

391 



4 


13 


8 


... 





4 

4 


4 


a 


16 


36 


24 

12 

24 

• » • 


8 


25 

B 


41 

13 



93 


124 


36 

11 

26 

32 


53 


106 

23 


214 

37 



298 


616 


151 

138 

124 

44 


234 


425 

151 


610 

189 



267 


642 


197 

128 

44 

52 


320 


477 

217 


507 

158 



364 


462 


301 

91 

40 

23 


394 


465 

130 


541 

95 



241 


221 


147 

38 

B 

16 


210 


350 

63 


351 

28 



130 


142 


13B 

56 

17 

12 


135 


268 

68 


342 

41 



5.6 


5.0 


5.a 

5.1 




5.7 


5.5 

HP 

■ 

IP 

4.8 

5.1 


5.8 


5.1 


5.9 

5.2 


• • • 


5.8 


5.7 




4.7 

■ • • 


4.4 


4.4 


• •• 

• • • 

H 

• * • 


5.3 


4.8 

■ 

■ 


• • t 

84 


87 


159 


46 

39 

57 



75 


136 

27 


108 

36 

79 


86 


214 


57 

35 

21 

• • • 


94 


147 

69 


178 

45 

203 


160 


412 


161 

80 

93 

40 


176 


257 

101 


249 

83 

156 


182 


476 


177 

99 

41 

24 


182 


400 

94 


285 

55 

335 


898 


995 


561 

221 

71 

115 


827 

1 

180 

373 

1 

790 

342 

4 


42 


8 



8 

5 

6 


5 


23 

4 


8 

4 

32 


206 


237 


72 

26 

32 

8 


59 


221 

32 


105 

54 

16 


54 


29 


34 

3 

4 

4 


61 


24 

49 


274 

63 

760 

1 

103 

1 

908 


811 

425 

226 

159 

1 

175 

1 

794 

572 

2 

090 

407 

45 


8 


74 


85 

12 

16 

• • • 


45 


58 

3 


128 

29 

H 


t • 



■ 

■ 

... 

... 

• •• 


9 


... 

4 


5 

4 

B 


20 


28 

■ 

i 

10 


5 




124 



36 

5 

664 

1 

238 

2 

026 


898 

381 

189 

130 

1 

246 

1 

436 

577 

2 

210 

258 

169 


201 


210 


96 

115 

109 

40 


120 


554 

106 


400 

305 





11 







5 


15 




5 

164 


689 


657 


142 

163 

25 

65 


297 


553 

168 


905 

166 

684 


770 

1 

596 


863 

343 

273 

110 

1 

064 

1 

546 

515 

1 

741 

397 

100 


584 


340 


113 

52 

78 

42 


408 


893 

212 


973 

80 

771 


638 
_ 1 

1 

866 


875 

295 

132 

153 


853 

1 

225 

365 

1 

533 

438 


1 OR MORE 
NONE . . 
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Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Bailed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
He.ating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 

OWNER OCCUPIED . 

WHITE. . . 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 


CONDITION AND PLUMBING 

all OCCUPIED UNITS . 

SOUND. 

WITH ALL PLUMBING FACILITIES . . , . . 

LACKING ONLY HOT WATER . . . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH all plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

dilapidated. 

RENTER OCCUPIED. 

SOUND. ....... . 

WITH all plumbing FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

dilapidated. 


all OCCUPIED UNITS . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE.. 

NO PIPED Water . . • 

TOILET facilities 

flush toilet. EXCLUSIVE USE. . . 

FLUSH toilet, shared . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or SHOWER. EXCLUSIVE USE ... . 

bathtub or shower, shared. 

NO BATHTUB OR SHOWER . 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 
e ROOMS OR MORE 
MEOIANi 

ALL OCCUPIED 

owner. . . 
renter . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . 
NONE. 


SOURCE OF WATER 

PUBLIC system OR PRIVATE COMPANY 

individual well. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC sewer . 

SEPTIC tank or CESSPOOL. . . ■ 
OTHER OR NONE. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


MC¬ 

CRACKEN 

MC¬ 

CREARY 

MC LEAN 

MADISON 

MAGOFFIN 

MARION 

MARSHALL 

MARTIN 

MASON 

MEADE 

MENIFEE 

MERCER 

1 009 

240 

909 

2 102 

1 017 

1 599 

1 008 

163 

1 229 

881 

661 

1 416 

886 

219 

707 

1 344 

896 

1 139 

939 

120 

753 

733 

548 

1 020 

864 

219 

707 

1 302 

896 

1 112 

939 

120 

739 

725 

548 

1 006 

22 


“ T * 

42 

• » • 

27 

• • • 

• • • 

14 

8 

• ■ • 

14 

123 

21 

202 

758 

121 

460 

69 

43 

476 

148 

113 

396 

97 

21 

202 

727 

121 

414 

69 

43 

419 

131 

113 

375 

26 

... 

... 

31 

• • • 

46 

t • ■ 

■ t • 

57 

17 

• * • 

21 

1 009 

240 

909 

2 102 

1 017 

1 599 

1 008 

163 

1 229 

681 

661 

1 416 

794 

118 

613 

1 393 

794 

932 

783 

83 

817 

515 

311 

1 038 

463 

24 

350 

557 

205 

383 

343 

42 

352 

283 

104 

530 

24 

8 

4 

32 

4 

8 

4 

■ • • 

21 

8 

4 

12 

307 

86 

259 

804 

585 

541 

436 

41 

444 

224 

203 

496 

151 

99 

250 

554 

205 

504 

182 

68 

227 

218 

324 

305 

36 

12 

36 

17 

- T - 

66 

24 

12 

24 

37 

9 

39 

8 

8 

4 

4 

. - . 

3 

• ft 

• t • 

12 

4 

4 

16 

107 

79 

210 

533 

205 

435 

158 

56 

191 

177 

311 

250 

64 

23 

46 

155 

18 

163 

43 

12 

185 

148 

26 

73 

123 

21 

202 

758 

121 

460 

69 

43 

476 

148 

113 

396 

73 

7 

119 

319 

66 

165 

50 

19 

275 

37 

40 

223 

28 


45 

75 

8 

47 

5 


32 

4 

• • • 

97 

45 

7 

74 

244 

58 

118 

45 


243 

33 

40 

126 

21 

10 

57 

318 

55 

184 

15 


81 

72 

68 

120 

4 



* t - 

. . . 

19 

• • • 


» • • 

4 

• • ■ 

19 

17 

10 

57 

318 

55 

165 

15 

12 

81 

68 

68 

101 

29 

4 

26 

121 

... 

111 

4 

8 

120 

39 

5 

53 

1 009 

240 

909 

2 102 

1 017 

1 599 

1 008 

163 

1 229 

881 

661 

1 416 

587 

56 

493 

716 

239 

576 

511 

64 

462 

388 

130 

661 

160 

36 

119 

229 

71 

177 

117 

17 

121 

121 

83 

123 

12 

26 

12 

55 

• . • 

24 

17 

8 

17 

20 

• • • 

28 

250 

122 

285 

1 102 

707 

822 

363 

74 

629 

352 

448 

584 

551 

56 

398 

622 

209 

4B0 

375 

59 

409 

344 

121 

597 




8 

• It 

12 

4 

• • • 

8 

16 

4 

a 

458 

184 

511 

1 472 

808 

1 107 

629 

104 

812 

521 

536 

611 

547 

56 

407 

639 

209 

484 

393 

54 

413 

348 

125 

597 

8 


* * - 

8 

t • # 

12 

4 

f • • 

8 

16 

8 

8 

454 

184 

502 

1 455 

808 

1 103 

611 

109 

808 

517 

528 

811 

18 



3 

4 


4 


4 

4 

... 

• • • 

11 

• • • 

... 

16 

42 

20 

4 

4 

8 

24 

8 

20 

50 

11 

38 

82 

46 

69 

69 

4 

33 

43 

27 

32 

276 

78 

260 

364 

226 

287 

342 

49 

143 


147 

260 

290 

34 

275 

393 

262 

251 

346 

27 

210 


176 

273 

209 

81 

162 

586 

201 

502 

155 

29 

299 


178 

370 

111 

28 

94 

292 

187 

292 

56 

30 

239 


75 

248 

44 

8 

80 

366 

49 

178 

32 

20 

293 

102 

50 

213 

5.0 

5.4 

5.1 

5.8 

5.2 

5.8 

4.7 

• • • 


5.6 


5.8 

5.1 

5.3 

5.1 

6.1 

5.3 

6.0 

4.8 

« • « 


5.6 


5.9 



4.8 

5.2 

... 

5.3 

.*• 

• • * 


• • • 

■I 

5*6 

86 

15 

94 

99 

91 

44 

74 


22 

69 

79 

79 

112 

19 

65 

138 

134 

116 

no 

9 

48 

77 

63 

59 

137 

101 

85 

305 

205 

186 

174 

50 

76 

96 

159 

143 

184 

43 

100 

301 

151 

192 

187 


112 

116 

59 

221 

490 

62 

565 

1 259 

436 

1 061 

463 


971 

523 

301 

914 

12 


4 

33 


16 



28 

9 

... 

28 

140 

46 

187 

292 

38 

124 

64 


89 

125 

52 

251 

84 

4 

24 

63 

8 

143 

105 


77 

56 

13 

63 

761 

172 

694 

1 661 

782 

1 285 

820 

74 

1 008 

663 

578 

1 058 

12 

18 

« . • 

49 

189 

20 

19 

89 

27 

24 

18 

13 



... 

4 

• t • 

11 



• • • 

4 


3 

42 



46 


51 

■ 



15 

■ 

52 

877 

148 

794 

1 482 

990 

1 218 

801 

133 

990 

537 

534 

923 

115 

97 

95 

566 

45 

318 

211 

25 

254 

331 

113 

399 



5 

10 

10 

10 

5 


5 

... 

... 

5 

516 

38 

351 

543 

49 

310 

350 

26 

351 

318 

117 

411 

518 

207 

533 

1 541 

976 

1 267 

657 

132 

888 

565 

530 

958 

462 

86 

456 

743 

379 

510 

393 

79 

499 

371 

159 

583 

435 

121 

526 

1 377 

547 

1 103 

613 

94 

659 

46C 

549 

960 
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State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rurau-Farm Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition .ind 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Dispo.sal 
Horae Food Freezer 


SUBJECT 

METCALFE 

MONROE 

MONT¬ 

GOMERY 

MORGAN 

MUHLEN¬ 

BERG 

nelson 

NICHOLAS 

OHIO 

OLDHAM 

OWEN 

OWSLEY 

PENDLE¬ 

TON 

tenure and color 

■ 

■ 

■ 

■ 

■ 





1 

■ 




■ 




-1 


ALL OCCUPIED UNITS . 

■ 

iHI 

■ 

HP 


1 

542 

1 

203 


R! 

1 

022 



693 

1 

475 

846 

1 262 

OWNER OCCUPIED . 



■ 

Km 


1 

231 


951 


■C • 


708 


tt-j] 

445 


986 

673 

1 024 

WHITE. 






1 

231 


947 


IK S 


708 


LlTi] 

441 


968 

673 

1 024 

NONWHITE . 


43 


15 

17 


... 


4 


M! 


... 


5 

4 


IS 

• • t 

t • • 

RENTER OCCUPIED. 


420 


502 

406 


311 


252 


R S 


314 


232 

248 


489 

173 

238 

WHITE. 


400 


491 

398 


311 


252 


R! 


306 


232 

234 


455 

173 

234 

NONWHITE . 


20 


11 

8 


... 


... 


IS 


8 


... 

14 


34 


4 

CONDITION AND PLUMBING 



















■■ 


ALL OCCUPIED UNITS . 

1 

711 

1 

759 

1 094 

1 

542 

1 

203 

1 

540 

1 

022 

1 

629 

693 

1 

475 


1 262 

SOUND*... 

1 

105 

1 

045 

777 


964 


694 

1 

171 


677 

1 

095 

552 


999 


657 

WITH all PLUMBING PAciLlTlES . 


32 S 


317 

395 


249 


338 


606 


232 


410 

418 


302 


279 

LACKING ONLY HOT WATER . 


3 


5 

12 


15 


8 


20 


4 


24 

7 


5 


16 

LACKING OTHER PLUMBING FACILITIES. . . . 


774 


723 

370 


700 


348 


545 


441 


661 

127 


692 

196 

362 

DETERIORATING. 


420 


524 

226 


484 


396 


336 


312 


432 

120 


429 

509 

427 

WITH ALL PLUMBING FACILITIES . 


24 


45 

21 


12 


49 


40 


... 


36 

49 


17 

34 

92 

LACKING ONLY HOT WATER . 


... 



8 


7 




8 


4 


iWI 

4 


- - - 

... 

■ • * 

LACKING OTHER PLUMBING FACILITIES. . . . 


396 


479 

197 


465 


347 


288 


308 

■ 


67 


412 

475 

335 

DILAPIDATED. 


186 


190 

91 


94 


113 


33 


33 

■ 


21 


47 

47 

178 

RENTER OCCUPIED. 


420 


502 

406 


311 


252 


370 


314 

■ 


248 


489 

173 

238 

SOUND.... 


175 


222 

188 


140 


66 


226 


133 



189 


267 

20 

89 

WITH ALL PLUMBING FACILITIES . 


12 


41 

66 


8 


36 


75 


31 


30 

138 


20 

5 

19 

LACKING SOME OR ALL FACILITIES . 


163 


181 

122 


132 


30 


151 


102 


84 

51 


247 

15 

70 

DETERIORATING. 


149 


182 

164 


133 


131 


131 


164 



41 


193 

125 

81 

WITH ALL PLUMBING FACILITIES . 


• • 


9 

8 


« • • 


8 


12 


. . • 


Id 

19 


5 

• • • 

• • • 

LACKING SOME OR ALL FACILITIES . 


149 


173 

156 


133 


123 


119 


164 



22 


188 

125 

81 

DILAPIDATED. 


96 


98 

54 


38 


55 


il 


17 


■iH 

IS 


29 

28 

68 

ALL OCCUPIED UNITS . 

1 

711 

1 

759 

1 094 

1 

542 

1 

203 

1 

540 

1 022 

1 

629 

693 

1 

475 

846 

1 262 

WATER SUPPLY 





mmm 
















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


486 


551 



321 


500 


722 


280 


534 

497 


452 

162 

483 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


116 


140 



146 


157 


182 


96 


201 

64 


187 

55 

164 

PIPED WATER OUTSIDE STRUCTURE. 


35 


66 



4 


16 


13 


4 


32 

13 


12 

8 

23 

NO PIPED Water . ..... 

1 

074 

1 

002 

476 

1 

071 


530 


623 


642 


862 

119 


824 

621 

592 

TOILET FACILITIES 





















FLUSH TOILETt EXCLUSIVE USE. 


355 


372 

452 


295 


403 


691 


252 


486 

485 


341 

128 

404 

FLUSH TOILET, SHARED . 


... 


... 

- - - 


. - . 


4 


r “ f 


8 


. . . 

3 


4 


5 

OTHER TOILET FACILITIES OR NONE. 

1 

356 

1 

387 

642 

1 

247 


796 


849 


762 

1 

143 

205 

1 

130 

718 

853 

BATHING FACILITIES 





















bathtub or SHOWER, EXCLUSIVE USE . 


359 


391 

436 


295 


411 


678 


245 


490 

478 


332 

132 

394 

BATHTUB OR SHOWER, SHARED. 


• * • 


• • • 

• « • 


• • t 


4 


. ■ • 


8 


. * . 

3 


4 

T • W 

5 

NO BATHTUB OR SHOWER . 

1 

352 

1 

368 

658 

1 

247 


788 


862 


769 

1 

139 

212 

1 

139 

714 

863 

ROOMS 





















1 ROOM.. 


4 


• • • 

4 


• • « 


8 


5 


4 


4 

3 


8 

3 

• « • 

2 ROOMS. 


44 


20 

18 


33 


36 


5 


12 


32 

5 


21 

14 

21 

3 ROOMS. 


135 


119 

15 


97 


65 


45 


26 


93 

25 


48 

78 

51 

4 ROOMS. 


404 


456 

235 


302 


326 


183 


168 


518 

98 


321 

260 

225 

5 ROOMS. 


417 


393 

157 


354 


360 


292 


151 


407 

156 


296 

199 

259 

6 ROOMS* ... . 


369 


378 

351 


383 


253 


490 


339 


336 

170 


382 

205 

352 

7 ROOMS.. 


197 


247 

145 


244 


75 


216 


167 


129 

91 


219 

71 

238 

B ROOMS OR MORE. 


141 


146 

169 


129 


80 


304 


155 


IID 

145 


180 

16 

116 

MEDIANi 





















ALL OCCUPIED . 


5.1 



5.8 




5.0 


6.0 


5.9 


Cin 



5.6 

4.8 

5.7 

OWNER. 


S.4 


irn*i 

6.0 


u ^ * 


5.1 


6.1 


6.1 


m»j 



5.8 

5. 1 

5.8 

RENTER . 


4.3 


4.8 

5.5 


1 J 


4.4 


5.5 


5.4 

■ 


Ha 


5.0 


5.1 

YEAR STRUCTURE BUILT 





















1955 To MARCH 1960 . 


161 


100 

64 


76 


95 


68 


24 


93 

37 


40 

60 

53 

1950 TO 1954 . 


103 


131 

113 


177 


60 


112 


56 


84 

68 


59 

67 

45 

1940 TO 1949 . 


267 


316 

180 


286 


160 


203 


67 


165 

95 


158 

196 

120 

1930 TO 1939 . 


207 


233 

174 


237 


158 


200 


125 


208 

65 


224 

225 

124 

1929 OR EARLIER. 


973 


979 

563 


766 


730 


957 


750 

1 

079 

428 


994 

298 

920 

heating equipment 





















STEAM OR HOT WATER . 


• • • 


4 

8 


t • • 


11 


28 


20 


12 

39 


9 

**-. 

8 

WARM AIR FURNACE . 


48 


29 

61 


44 


160 


232 


73 


168 

220 


142 

61 

206 

BUILT-IN ROOM UNITS.. . 


90 


68 

106 


56 


74 


56 


32 


57 

44 


50 

4 

34 

OTHER MEANS WITH FLUE. 

1 

504 

1 

642 

865 

1 

293 


910 

1 

139 


881 

1 

368 

378 

1 

270 

771 

1 006 

OTHER means WITHOUT FLUE . 


50 


16 

50 


149 


40 


69 


16 


20 

8 


4 

10 

4 

NONE. 


19 


... 

4 


... 


8 


16 


... 


4 

4 


... 

... 

4 

SOURCE OF WATER 





















PUBLIC SYSTEM OR PRIVATE COMPANY . 


20 


16 

55 


• • t 


23 


25 


34 


24 

15 


36 

6 

10 

INDIVIDUAL WELL. 

1 

394 

1 

306 

803 

1 

473 

1 

052 

1 

217 


841 

1 

515 

352 

1 

288 

777 

826 

OTHER. 


289 


382 

212 


73 


98 


331 


145 


120 

316 


121 

71 

444 

SEWAGE DISPOSAL 





















PUBLIC sewer . 


t • • 


16 

• • • 


36 


4 


10 


9 


15 

4 


5 

*** 


SEPTIC TANK DR CESSPOOL. 


328 


502 

334 


259 


285 


504 


106 


327 

412 


171 

86 

350 

OTHER OR NONE. 

1 

375 

1 

186 

736 

1 

251 


884 

1 

059 


905 

1 

317 

267 


269 

768 

930 

HOME FOOD FREEZER 





















1 OR MORE. 


766 


595 

455 


182 


462 


825 


353 


383 

311 


478 

209 

652 



975 

1 

379 

758 

1 

342 


821 


589 


667 

1 

129 

399 

1 

094 

591 

589 
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Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Chara.cteristics op 
Occupied Rural-Farm Housing Units, por Counties; I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Yeat Sttuct. Built 
Heating EMipmen t 
Source of Water 
Sewage Disposal 
Home Foott Freezer 


SUBJECT 


PERRY 


PIKE 


PDVHELL 


PULASKI 


ROBERT¬ 

SON 


ROCK¬ 

CASTLE 


ROWAN 


RUSSELL 


SCOTT 


SHELBY 


SIMPSON 


SPENCER 


TENURE AND COLOR 


ALL OCCUPIED UNITS 

OWNER OCCUPIED . 

WHITE. 

nonwhite ....... 

RENTER OCCUPIED. 

White. 

nonwhite . 


192 

172 

172 

20 

20 


707 

646 

641 

5 

61 

61 


500 

414 

402 

12 

S6 

86 


3 155 
2 672 
2 672 

483 

479 

4 


487 

324 

324 


1 261 
1 087 
1 087 


163 174 

163 174 


788 

694 

694 

*94 

94 


1 631 
1 455 
1 434 
2l 
176 
172 
4 


1 350 
834 
801 
33 
516 
487 
29 


2 103 
1 216 
1 187 
29 
887 
792 
95 


1 405 
840 
815 
25 
565 

479 

86 


921 

596 

581 

15 

325 

310 

15 


CONDITION AND PLUMBING 


ALL OCCUPIED UNITS . 

SOUND... 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER ......... 

Lacking other plumbing facilities. , . . 
deteriorating. 

WITH all plumbing FACILITIES ...... 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
dilapidated, . 

RENTER OCCUPIED. 

SOUND.. . . . 

WITH ALL PLUMBING FACILITIES . 

lacking some or all FACILITIES . . . . . 

deteriorating. , . , 

WITH all plumbing FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . . . . . 

dilapidated. .... . 


all OCCUPIED UNITS ......... 

water supply 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE, . 

NO PIPED WATER , . , . . . 


192 

128 

28 

4 

96 

56 

4 

52 

8 


707 

410 

211 

12 

187 

232 

45 

8 

179 

65 


500 

273 

84 

189 

183 

12 

5 

166 

44 


3 155 
1 867 
561 
28 
1 278 
1 083 
86 
4 

993 

205 


487 

299 

59 

4 

236 

175 


175 

13 


1 261 
617 
219 
8 

390 

572 

16 

4 

552 

72 


788 

482 

177 

8 

297 

225 

24 

12 

189 

81 


1 631 
1 248 
340 
8 

900 

342 

28 

314 

41 


1 350 
909 
473 
7 
429 
312 
16 


2 103 
1 517 
808 
16 
693 
488 
65 


296 423 

129 98 


405 

861 

456 

4 

401 

379 

51 

4 

324 

165 


921 

588 

242 

4 

342 

323 

26 


297 

10 


20 61 

12 21 

4 4 

8 17 

8 23 

4 

4 23 


17 


86 

24 

8 

16 

49 

49 

13 


483 

205 

21 

184 

232 

4 

228 

46 


163 

70 

6l 

84 

*84 

9 


174 

35 

4 

31 

111 

iii 

28 


^1 


516 



236 

|N 


92 

PCI 


144 

R9 


191 

4 

8 

8 

31 


183 

12 


89 


887 

499 

192 

307 

307 

33 

274 

el 


565 

196 

44 

152 

220 

21 

199 

149 


325 

148 

26 

122 

167 

11 

156 

10 


192 


707 


500 


3 155 


487 


1 261 


788 


1 631 


1 350 


2 103 


1 405 


921 


56 

32 

4 

100 


292 
971 
8 

310 


112 

959 

111 

66 

381 

34 

4 

213 

8 

318 

1 602 

334 


315 

193 

62 

691 


251 

81 

8 

448 


480 

117 

34 

1 000 


618 


636 

99 


133 

16 


62 

617 

812 

574 


359 

124 

ID 

428 


TOILET FACILITIES 

flush TOILETt EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER toilet FACILITIES OR NONE. 


36 276 

156 431 


101 

705 

67 

... 

4 

... 

399 

2 446 

420 


247 

230 

384 

4 

... 

... 

010 

558 

1 247 


508 

901 

515 

8 

7 

25 

834 

1 195 

865 


308 

5 

608 


BATHING FACILITIES 

bathtub or shower. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. . , . 

NO BATHTUB OR SHOWER . 


40 296 

152 411 


105 

726 

63 

... 

4 

... 

395 

2 425 

424 


259 

225 

376 

4 

... 

... 

998 

563 

1 255 


519 

908 

515 

8 

11 

25 

823 

1 184 

865 


278 

5 

638 


ROOMS 


1 ROOM .... 

2 ROOMS. . • • 

5 ROOMS. • . . 

4 ROOMS. . . . 

9 ROOMS. • • * 

6 ROOMS. . . . 

7 ROOMS. . t . 

a ROOMS OR MORE 
MEDIAN* 

ALL OCCUPIED , 

owner. . . ' 
renter . « i 


16 

44 

64 

40 

20 

e 


8 

42 

201 

208 

121 

62 

65 


16 

39 

114 

113 

129 

55 

34 


4 

51 

157 

706 

682 

794 

461 

300 


4' 

10 

59 

119 

142 

82 

71 


29 

78 i 
404 
252 
278 
139 
77 


** 

12 

29 

161 

139 

199 

158 

86 


16 

84 

243 

441 

500 

202 

145 


3 

30 

40 

243 

276 

313 

249 

196 


9 

35 

69 

289 

364 

579 

364 

394 


13 

81 

275 

329 

273 

209 

225 


18 

70 

224 

181 

217 

112 

99 


5.0 5.2 5.5 

5.1 5,3 5.6 

... ... 4.8 


5.9 

6.1 


5.0 5.7 

5.1 5.8 


5.6 5.8 

5.6 6.0 

... 5.2 


6.0 5.5 
6.4 6.1 
5.3 4.8 


5.3 

5.5 

4.5 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 ......... 

1930 To 1939 .. 

1929 OR EARLIER. , . 


4 

20 

32 

40 

96 


41 

56 

127 

161 

322 


46 

171 

9 

70 

296 

5 

116 

437 

25 

83 

518 

85 

185 

1 733 

363 


91 

II7 

226 

225 

602 


53 

55 

127 

208 

345 


150 

172 

376 

301 

632 


59 

124 

37 

28 

96 

53 

103 

198 

120 

209 

183 

156 

951 

1 502 

1 039 


50 

61 

83 

105 

622 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

built-in ROOM UNITS. 

OTHER MEANS WITH FLUE. . . • 
other means WITHOUT PLUE . . 
NONE. 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL, ... . 

OTHER. .... . 


sewage disposal 


PUBLIC sewer . < 

SEPTIC tank or cesspool. . . 
OTHER OR NONE. 

HOME FOOD FREEJER 


1 OR MORE 
NONE . . 


16 

*164 

12 


68 

54 

489 

96 


13 

21 

450 

16 


4 

317 
65 
2 725 
40 
4 


4 

21 

9 

453 


4 
92 
16 
1 133 
16 


5 4 

33 44 

70 41 

631 1 526 

45 16 

4 ... 


44 
207 
46 
1 024 
19 

e 


77 

363 

82 

573 

4 

4 


4 

40 

150 

868 

339 

4 


7 

93 

4 

803 

10 

4 


150 

20 


30 

611 

96 


10 

36 

20 

440 

2 062 

313 

48 

1 084 

164 


25 

646 

626 


15 28 
611 1 360 
136 291 


72 

51 

48 

937 

1 960 

1 002 

349 

110 

353 


12 

781 

94 


*20 198 

150 539 


*85 759 

413 2 423 


... 6 

41 277 

456 1 014 


... 12 

128 352 

634 1 315 


4 n 

439 884 

915 1 226 


6 

485 

912 


5 

266 

616 


84 194 

207 335 


82 685 

426 2 366 


89 

339 


191 

907 


304 

542 


301 
1 152 


674 1 042 

611 981 


593 476 

820 642 
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State and Small Areas 


Table 33. —^Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Ye.ir Struct. Built 
He.iting Equipment 
Source of waiter 
Sewage Disposal 
Home Food Freezer 


■ ..... .. ... n 

SUBJECT 

TAYLOR 

TODD 

TRIGG 

TRIMBLE 

UNION 

WARREN 

WASH¬ 

INGTON 

WAYNE 

WEBSTER 

WHITLEY 

WOLFE 

WOODFORD 

TENURE AND COLOR 



■ 














ALL OCCUPIED UNITS . 

1 

552 


1 149 

782 

763 

2 

943 

1 

666 

1 

522 

987 

870 

807 

986 

OWNER OCCUPIED . 

1 

248 


759 

615 

503 

2 

125 

1 

247 

1 

280 

775 

772 

624 

471 

WHITE. 

1 

200 


701 

615 

495 

2 

051 

1 

210 

1 

252 

765 

772 

624 

437 

nonwhite . 


48 


58 

• • • 

B 


74 


37 


28 

10 

• • • 

• • • 

34 

renter OCCUPIED. 


304 

429 

390 

167 

260 


618 


419 


242 

212 

98 

183 

51S 

WHITE. 


275 

322 

291 

167 

245 


747 


369 


239 

194 

98 

183 

498 

nonwhite . 


29 

107 

99 

... 

15 


71 


50 


3 

18 

... 

... 

17 

CONDITION AND PLUMBING 

















all OCCUPIED UNITS . 

1 

552 

1 378 

1 149 

782 

763 

2 

943 

1 

666 

1 

522 

987 

870 

807 

986 

SOUND. 


824 

830 

656 

521 

475 

1 

851 

1 

217 


772 

789 

436 

474 

671 

WITH ALL PLUMBING FACILITIES . 


401 

462 

270 

233 

390 


909 


435 


272 

346 

174 

52 

432 

LACKING ONLY HOT WATER . 


S 

4 

• • • 

9 

• • • 


7 


4 


12 

24 

S 

4 

5 

LACKING OTHER PLUMBING FACILITIES. . . . 


415 

364 

386 

279 

85 


935 


778 


488 

419 

254 

418 

234 

DETERIORATING. 


485 

417 

336 

226 

214 


774 


331 


484 

182 

371 

313 

188 

WITH ALL PLUMBING FACILITIES . 


54 

60 

32 

5 

73 


107 


22 


28 

12 

42 

12 

58 

LACKING ONLY HOT WATER ... . 


. « 

* .. . 

• • • 

4 

• » • 


4 


• • • 


9 

• • • 

3 

• • t 

• • « 

LACKING OTHER PLUMBING FACILITIES. . . . 


431 

357 

304 

217 

141 


663 


309 


liUlfJ 

170 

326 

301 

130 

DILAPIDATED. 


243 

131 

157 

35 

74 


318 


118 

■ 


16 

63 

20 

127 

RENTER OCCUPIED. 


304 

429 

390 

167 

260 


818 


419 

■ 


212 

98 

183 

515 

SOUND. 


121 

185 

149 

76 

131 


425 


258 



125 

20 

80 

281 

WITH all PLUMBING FACILITIES . 


26 

56 

24 

13 

94 


121 




lEl 

44 


S 

163 

LACKING SOME OR ALL FACILITIES . 


95 

129 

125 

63 

37 


304 





81 


72 

118 

DETERIORATING. 


103 

181 

159 

73 

91 


264 





79 


87 

139 

WITH ALL PLUMBING FACILITIES . 


4 

16 

8 

• • • 

41 


20 




HH 

• 9 • 


• • t 

46 

LACKING SOME OR ALL FACILITIES . 


99 

165 

151 

73 

50 


244 


98 


89 

79 

58 

87 

93 

dilapidated. 


80 

63 

82 

le 

38 


129 


59 


67 

8 

16 

16 

95 

ALL OCCUPIED UNITS . 

1 

552 

1 378 

1 149 

782 

763 

2 

943 

1 666 

1 

522 

987 

070 


986 

WATER SUPPLY 




■i 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


618 

684 


291 

525 

1 

362 


552 


368 

417 

251 

89 

533 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 


156 

56 


71 

66 


253 


123 


157 

119 

91 

37 

102 

PIPED water outside STRUCTURE. 


75 

53 


• • • 

13 


117 


23 


68 

• • • 

63 

12 

56 

NO PIPED water . 


703 

585 

676 

420 

159 

1 

211 


968 


929 

451 

465 

669 

295 

TOILET FACILITIES 

















FLUSH toilet. EXCLUSIVE USE. . . 


479 

534 

306 

256 

488 

1 

042 


476 


341 

386 

230 

81 

509 

FLUSH TOILET. SHARED . 


4 

4 

• . • 

• • • 

4 


11 


4 


t • t 

• • • 

« • « 

• « • 

4 

OTHER toilet FACILITIES OR NONE. 

1 

069 

840 

843 

526 

271 

1 

890 

1 

186 

1 

181 

601 

640 

726 

473 

BATHING FACILITIES 

















bathtub or SHOWER. EXCLUSIVE USE . 


498 

530 

310 

255 

4B4 

1 

066 


472 


333 

416 

227 

72 

499 

bathtub OR SHOWER. SHARED. 


4 

• « • 


« • • 

4 


11 


4 


« « « 

• « ■ 

• • t 

■ • • 

4 

NO bathtub or shower . 

1 

050 

848 

839 

527 

275 

1 

866 

1 

190 

1 

189 

571 

643 

735 

483 

ROOMS 

















I ROOM . 


4 

8 

4 

• • 4 

4 




a • • 


3 

• • t 

t • • 

• • • 

• • • 

Z ROOMS. 


47 

52 

33 

9 

8 


55 


33 


47 

S 

12 

12 

17 

3 ROOMS. 


65 

139 

146 

22 

21 


229 


61 


129 

74 

ri 

49 

69 

4 ROOMS. 


250 

359 

292 

156 

118 


834 


316 


308 

302 


201 

147 

5 ROOMS. 


328 

231 

256 

135 

190 


727 


299 


371 

319 


258 

201 

6 ROOMS. 


451 

255 

193 

228 

225 


533 


450 


368 

157 



222 

7 ROOMS. 


220 

179 

117 

136 

112 


284 


299 


172 

87 



99 

8 ROOMS OR MORE. 


187 

155 

108 

96 

85 


281 


208 


124 

40 



231 

MEDIANi 

















ALL OCCUPIED . 


5.7 

5.1 


5.8 

5.7 




5.8 


5.2 

4.8 



5.8 

owner. 


5.8 

5.6 


5.9 

5.8 


LtM 


5.9 


5.3 


5.1 

5.2 

6.3 

RENTER . 


5.0 

4.2 


... 

5.5 

■ 



5.4 


4.9 


... 

... 

5.3 

YEAR STRUCTURE BUILT 







■ 

H 









1955 TO MARCH 1960 ... 


102 

60 

71 

47 

64 

■ 



50 


75 

73 

74 

76 

51 

1950 TO 1954 . 


131 

72 

65 

37 

33 




90 


107 

55 

63 

32 

57 

1940 TO 1949 . 


247 

132 

139 

62 

96 


Li:M 


176 


298 

96 

238 

194 

101 

1930 TO 1939 . 


274 

158 

171 

70 

63 


LMl 


192 


299 

132 

133 

194 

137 

1929 OR earlier... 


798 

956 

703 

566 

507 

1 

746 

1 

158 


743 

631 

362 

311 

640 

HEATING EQUIPMENT 

















STEAM OR HOT WATER . 


8 

12 

8 

4 

16 


12 


4 


4 

4 

3 

• • • 

66 

WARM AIR FURNACE . 


122 

79 

60 

156 

164 


193 


107 


128 

157 

59 

41 

135 

BUILT-IN ROOM UNITS. 


in 

128 

AO 

23 

85 


444 


94 


S 

85 

4 

4 

83 

OTHER MEANS WITH FLUE. .... . 

1 

299 

1 091 

895 

576 

486 

1 

999 

1 

445 

1 

370 

716 

785 

734 

670 

OTHER means WITHOUT FLUE . 


12 

64 

98 

23 

12 


283 


12 


12 

25 

19 

28 

32 

NONE. 


... 

4 

8 

... 

... 


12 


4 



... 


... 

... 

SOURCE OF WATER 

















PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 


29 

20 

19 

108 

38 


70 


35 


15 

23 


10 

64 

INDIVIDUAL WELL. 

1 

381 

1 137 

761 

459 

683 

2 

062 

1 

489 


937 

864 

801 

722 

576 

OTHER. 


186 

185 

361 

213 

55 


860 


147 


578 

45 

90 

79 

333 

SEWAGE DISPOSAL 

















PUBLIC sewer ... . 


... 

5 

5 






21 


5 




18 

SEPTIC TANK OR CESSPOOL. ... . 


450 

528 

228 

239 

381 

1 

019 


236 


231 

282 

214 

61 

391 

OTHER OR NONE. 

1 

146 

809 

908 

541 

395 

1 

973 

1 

414 

1 

294 

650 

677 

750 

564 

HOME FOOD FREEZER 

















1 OR MORE. 


489 

671 

495 

426 

297 

1 

254 


614 


216 

248 

91 

225 

448 

NONE.... . 


810 

851 

672 

337 

410 

1 

485 

1 

028 

1 

274 

917 

725 

552 

593 


































































































































Kentucky 

Table 34. —Occui'amcy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


19-123 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

ADAIR 

ALLEN 

ANDERSON 

BALLARD 

BARREN 

BATH 

BELL 

BOONE 

BOURBON 

BOYD 

BOYLE 

BRACKEN 

ALL OCCUPIED UNITS . 

2 274 

1 871 

929 

1 010 

3 S61 

1 077 

214 

1 125 

1 400 

370 

910 

1 099 

PERSONS 







■I 






1 PERSON . 

119 

100 

55 

56 

171 

69 


38 

73 


45 

97 

2 PERSONS. 

621 

587 

279 

321 

1 007 

343 

41 

309 

425 


328 

362 

3 PERSONS. 

573 

451 

223 

236 

842 

250 

51 

290 

268 

57 

191 

224 

4 PERSONS. 

368 

349 

155 

175 

638 

164 

24 

183 

223 

ai 

141 

171 

5 PERSONS. 

196 

■ 167 

91 

89 

405 

138 

41 

129 

163 

44 

65 

101 

6 persons. 

183 

91 

64 

71 

251 

64 

13 

79 

129 

29 

68 

59 

7 PERSONS. 

89 

67 

47 

32 

130 

17 

8 

34 

73 

18 

20 

43 

8 PERSONS OR MORE. 

125 

59 

15 

30 

117 

32 

36 

63 

46 

22 

52 

42 

median* 











ALL OCCUPIED . 

3.2 

3.1 

3.1 

3.0 

3.2 

3.0 

4.1 


3.3 

3.6 


2.9 

OWNER. 

3.1 

2.9 

2.9 

2.9 

3.0 

2.7 

• • • 


2.5 

3.6 


2.6 

RENTER . 

3.5 

3.6 

3.8 

... 

3.7 

4.1 

... 

ma 

3.9 

• •• 

■il 

3.7 

PERSONS PER ROOM 













1.00 OR LESS . 

1 892 

1 590 

814 

891 

3 014 

975 

165 

983 

1 206 

309 

754 

1 004 

1.01 OR MORE . 

382 

281 

115 

119 

547 

102 

49 

142 

194 

61 

156 

95 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

1 853 

1 455 

711 

842 

2 506 

785 

174 

865 

632 

327 

651 

780 

1958 TO MARCH 1960 ..... . 

205 

138 

90 

57 

382 

52 

8 

136 

79 

54 

64 

84 

1954 TO 1957 . 

268 

230 

80 

126 

400 

114 

16 

182 

79 

55 

64 

133 

1940 TO 1953 .. 

689 

647 

309 

387 

1 027 

398 

102 

346 

236 

131 

302 

300 

1939 OR EARLIER. 

691 

440 

232 

272 

697 

221 

48 

201 

23B 

87 

221 

263 

RENTER OCCUPIED. 

421 

416 

218 

168 

1 055 

292 

40 

260 

768 

43 

259 

319 

1958 TO MARCH 1960 . 

189 

236 

97 

81 

484 

115 

16 

82 

311 

8 

124 

114 

1954 TO 1957 . 

77 

88 

51 

30 

326 

69 

12 

68 

200 

5 

57 

98 

1940 TO 1953 . 

119 

72 

51 

39 

192 

92 

8 

67 

222 

14 

70 

71 

1939 OR EARLIER. 

36 

20 

19 

18 

53 

16 

4 

43 

35 

16 

8 

36 

RENT STATUS 













RENTER OCCUPIED. 

421 

416 

218 

168 

1 055 

292 

40 

260 

768 

43 

259 

319 

RENT PAID. . 

159 

24 

23 

9 

45 

53 

12 

35 

77 

6 

16 


NO CASH rent . 

262 

392 

195 

159 

1 010 

239 

28 

225 

691 

35 

243 

307 

SUBJECT 

BREATH¬ 

ITT 

BRECK¬ 

INRIDGE 

BULLITT 

BUTLER 

CALDWELL 

CALLOWAY 

CAMPBELL 

CARLISLE 

CARROLL 

CARTER 

CASEY 

CHRIS¬ 

TIAN 

ALL OCCUPIED UNITS . .. 

989 

2 023 

787 

1 191 

1 060 

1 809 

616 


704 


2 494 

2 480 


PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 
MEDIANi 

ALL OCCUPIED . 

owner. 

renter . 


26 

165 

189 

150 

122 

130 

52 

155 

4.3 

4.1 

5.1 


102 

518 

460 

348 

222 

117 

96 

160 

3.4 

3.1 

4.2 


46 

249 

142 

122 

64 

85 

26 

53 

3.2 

3.1 


29 

363 

238 

201 

143 

81 

56 

80 

3.4 
3.3 

3.5 


39 

380 

235 

144 

99 

77 

35 

51 

3.0 

2.8 

3.7 


97 

736 

380 

297 

162 

82 

31 

24 

2.7 

2.6 


44 

197 

112 

119 

44 

38 

19 

43 

3.1 

3.1 


44 

247 

133 

112 

48 

36 

13 

29 

2.8 

2.6 


56 

222 

101 

118 

107 

45 

29 

26 

3.2 

2.8 

3.7 


94 

414 

329 

217 

224 

68 

81 

151 

3.4 

3.3 

3.6 


144 

529 

492 

443 

326 

201 

147 

212 

3.7 

3.5 

4.2 


179 

769 

472 

378 

348 

156 

61 

117 

3.1 

2.8 

3.9 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED ^ 
1958 TO march 1960 
1954 To 1957 ... 
1940 TO 1953 ... 

1939 OR EARLIER. . 

RENTER OCCUPIEO 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR earlier. . 


RENT STATUS 


656 1 610 

333 413 


641 910 

146 281 


870 

190 


1 635 
174 


525 

91 


592 

70 


616 

88 


1 277 
301 


1 879 2 037 

615 443 


783 

108 

112 

366 

19'7 


1 489 
165 
256 
562 
506 


654 

87 

127 

293 

147 


973 

101 

146 

418 

308 


848 

67 

140 

370 

271 


1 621 
206 
238 
662 
515 


583 

44 

88 

171 

280 


536 

44 

76 

236 

180 


430 

52 

60 

174 

144 


1 333 
128 
155 
583 
467 


1 956 
208 
257 
815 
676 


1 724 
217 
255 
671 
581 


206 

107 

56 

29 

14 


534 

278 

no 

104 

42 


133 

57 

36 

31 

9 


218 

99 

44 

33 

42 


212 

82 

42 

53 

35 


188 

60 

48 

51 

29 


33 

13 

8 

8 

4 


126 

55 

31 

28 

12 


274 

95 

51 

97 

31 


245 

109 

61 

41 

34 


538 

308 

121 

74 

35 


756 

290 

199 

199 

68 


renter OCCUPIED 
RENT PAID. .... 
NO CASH RENT . . . 


206 

89 

117 


534 

24 

510 


133 

40 

93 


212 

31 

181 


188 

29 

159 


33 

13 

20 


126 

9 

117 


274 

27 

247 


245 

44 

201 


538 

123 

415 


756 

24 

732 


218 
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State and Small Areas 


Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960—Con. 


Persons Year Moved into Unit 

Persons per Room Rent Status 


[Based on sample; see text. Median not shown where base is less than 200] 


SUBJECT 

CLARK 

CLAY 

CLINTON 

CRIT- 

TENOEN 

CUMBER- 

LANO 

DAVIESS 

EDMONSON 

ELLIOTT 

ESTILL 

FAYETTE 

FLEMING 

FLOYD 

ALL OCCUPIED UNITS . 

1 247 

1 277 

1 157 

734 

1 180 

2 373 

1 004 

990 

865 

1 565 

1 670 

349 

PERSONS 










■I 




84 

33 

41 

41 

66 

138 

66 




132 

8 


380 

244 

306 


328 

683 

318 




579 

65 


311 

227 

276 


288 

418 

236 




347 

70 


194 

197 

170 


156 

294 

134 


110 

257 

228 

73 

S PERSONS. 

139 

180 

148 

64 

145 

256 

94 

101 

117 

161 

192 

49 

6 PERSONS... 

79 

94 

84 

20 

75 

181 

46 

90 

93 

134 

97 



28 

88 

66 

17 

49 

150 

36 

71 

34 

54 

33 


8 PERSONS OR MORE. 

32 

214 

66 

16 

73 

253 

74 

120 

53 

93 

62 


MEDIANi 

ALL OCCUPIED . 

3.0 

4.2 

3.3 

2.9 

3.2 

3.4 


3.8 

3.3 

3.2 

2.9 

3.9 

OWNER. 

2.6 

3.8 

3.2 

2.8 

3.0 

3.1 


3.7 

3i 1 

2t7 

285 


renter . 

3.8 

5.4 

... 

... 

3.9 

4.5 


• # • 


3,7 

3.7 


PERSONS PER ROOM 














1 162 

767 

933 

662 

1 002 

1 833 

794 

705 

700 

1 342 

1 529 

285 

1.01 OR MORE . 

85 

510 

224 

72 

178 

540 

210 

285 

165 

223 

141 

64 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

750 

1 040 

983 

646 

852 

1 716 

861 

847 

680 

721 

1 151 

295 

19Sa TO MARCH 1960 . 

116 

76 

124 

73 

47 

155 

112 

76 

82 

79 

148 

31 

1954 To 1957 .. 

86 

138 

84 

70 

146 

303 

140 

99 

109 

i i5 

160 

48 

1940 To 1953 . 

274 

471 

499 

262 

391 

753 

350 

342 

244 

293 

412 

124 

1939 OR EARLIER. . 

274 

355 

276 

241 

268 

505 

259 

330 

245 

234 

431 

92 

RENTER OCCUPIED. 

497 

237 

174 

88 

328 

657 

143 

143 

185 

844 

519 

54 

1958 TO MARCH 1960 . 

213 

70 

84 

36 

133 

256 

50 

49 

76 

361 

227 

17 

1954 TO 1957 . 

135 

83 

37 

20 

82 

191 

39 

37 

67 

1 165 

155 

12 


105 

37 

44 

28 

105 

134 

42 

45 

34 

241 

98 

12 

1939 OR EARLIER. 

44 

47 

9 


8 

76 

12 

12 

8 

77 

39 

13 

RENT STATUS 




■ 









RENTER OCCUPIED. 

497 

237 

174 


328 

657 

143 

143 

185 

844 

519 

54 

RENT Paid. 

88 

51 

45 

24 

4 

55 

8 

32 

35 

89 

45 

13 

NO CASH RENT . 

409 

186 

129 


324 

602 

135 

111 

ISO 

755 

474 

41 

SUBJECT 

1 

FRANKLIN 

FULTON 

GALLATIN 

-1 

GARRARD 

.1 

GRANT 

GRAVES 

GRAYSON 

GREEN 

GREENUP 

1 

HANCOCK 

HARDIN 

HARLAN 

all occupied units . 

1 130 

701 

474 

1 412 

1 234 

2 803 

2 009 

1 901 

1 017 

732 

2 092 

145 

PERSONS 







■1 






1 PERSON ..... . . • . 


65 

38 

74 

98 

127 


85 

45 

67 

109 

4 

2 PERSONS. 


221 

122 

489 

392 

1 041 


535 

244 

241 

574 

51 

3 PERSONS. 


113 

140 

291 

251 

676 


454 

171 

144 

465 

8 

4 PERSONS. 

162 

110 

61 

260 

179 

446 

326 

387 

165 

100 

341 

33 

5 PERSONS. 

168 

80 

59 

111 

123 

204 

180 

210 

114 

52 

215 

12 

6 PERSONS. . . 

69 

45 

34 

91 

63 

164 

140 

123 

77 

67 

171 

8 

7 PERSONS. 

32 

12 

• • • 

48 

72 

80 

104 

62 

78 

28 

80 

8 

8 PERSONS OR MORE. 

19 

55 

20 

48 

56 

65 

148 

45 

123 

33 

137 

21 

MEDIANi 













all occupied . 

2.9 

3.1 

3.1 

3.0 

3.0 

2.8 


3.2 

3.8 

2.9 


t • t 

OWNER. 

2.6 

2.4 

2.9 

2.6 

2.7 

2.8 


3.1 

3.8 

2.7 



RENTER . .... 

4.1 

4.3 

... 

3.6 

4.9 

3.4 

Bh 

3.7 

... 

... 


• • • 

PERSONS PER ROOM 













l.DO OR LESS . 

1 010 

564 

421 

1 267 

1 018 

2 439 

1 537 

1 650 

713 

627 

1 710 

113 

1.01 OR MORE . 

120 

137 

53 

145 

216 

364 

472 

251 

304 

105 

382 

32 

year MOVED INTO UNIT 













owner OCCUPIED . 

854 

425 

359 

976 

968 

2 479 

1 730 

1 451 

862 

548 

1 697 

103 

1958 TO MARCH 1960 . 

109 

23 

57 

88 

177 

265 

251 

206 

76 

56 

258 

12 

1954 To 1957 . 

132 

44 

68 

123 

138 

317 

266 

246 

171 

113 

336 

13 

1940 To 1953 . 

284 

124 

156 

361 

377 

1 074 

751 

600 

383 

207 

724 

45 

1939 OR EARLIER.. . . 

329 

234 

78 

404 

276 

823 

462 

399 

232 

172 

379 

33 

RENTER OCCUPIED.. . . 

276 

276 

115 

436 

266 

324 

279 

450 

155 

184 

395 

42 

1958 TO MARCH 1960 . 

104 

108 

37 

227 

137 

154 

131 

182 

81 

87 

202 

13 

1954 To 1957 . 

77 

69 

36 

96 

62 

81 

66 

137 

38 

27 

82 

12 

1940 To 1953 . 

52 

74 

30 

88 

47 

62 

48 

107 

27 

39 

89 

12 

1939 OR EARLIER. 

43 

25 

12 

25 

20 

27 

34 

24 

9 

31 

22 

5 

RENT STATUS 













renter OCCUPIED. 

276 

276 

115 

436 

266 

324 

279 

450 

155 

184 

395 

42 

RENT PAIO. 

46 

25 

8 

129 

4 

40 

40 

16 

34 

16 

33 

21 

NO cash rent . 

230 

251 

107 

307 

262 

284 

239 

434 

121 

168 

362 

21 































































































































Kentucky 

Table 34 —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


19-125 

Persons Year Moved into Unit 

Persons per Room Rent Status 



HARRISON HART HENDER- HENRY HICKMAN HOPKINS JACKSON JEFFER- JESSA- JOHNSON KENTON KNOTT 
SON SON MINE 


ALL occupied units 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANi 

ALL OCCUPIED . 
OWNER. . . . 

renter . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


owner OCCUPIED 
1958 TO MARCH 1960 
1954 To 1957 . , . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1958 To MARCH 1960 
1954 TO 1957 . . . 
1940 To 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 

RENT paid. 

NO CASH rent . . . 



YEAR MOVED INTO UNIT 


RENT STATUS 




ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANi 

ALL OCCUPIED , 
OWNER. . . . 

renter . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


owner OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 To 1953 . . . 
1939 OR earlier. . 


renter occupied. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 To 1953 . . . . 
1939 OR earlier. . . 


RENT STATUS 


RENTER OCCUPIED. 

RENT PAID. 

NO CASH rent . . . . 



LEE LESLIE LETCHER LEWIS LINCOLN LIVING- LOGAN LYON 

ston 


474 283 179 1 354 2 120 664 2 610 




98 1 159 

81 195 


984 1 645 

98 190 

137 244 

436 617 

313 594 


136 881 

49 392 

19 205 

40 181 

28 103 


370 475 

27 52 

343 423 
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State and Small Areas 


Table 34. —Occupancy Chakacteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Ye.-ir Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

MC¬ 

CRACKEN 

MC¬ 

CREARY 



MAGOFFIN 

MARION 

MARSHALL 

MARTIN 

MASON 

MEAOE 

MENIFEE 

MERCER 

ALL OCCUPIED UNITS . 

1 009 

240 

909 

2 102 

1 017 

1 599 

1 008 

163 

1 229 

881 

661 

1 416 

PERSONS 













1 PERSON . 

74 

7 




64 

64 

• « « 

56 

32 

29 

66 

2 PERSONS. 

401 

45 




446 

390 

41 

411 

278 

135 

442 

3 PERSONS. 

186 

47 




236 

216 

35 

263 

162 

155 

334 

4 PERSONS. 

140 

38 




203 

135 

22 

157 

85 

105 

231 

5 PERSONS. 

88 

31 




184 

97 

21 

122 

100 

86 

163 

6 PERSONS. 

44 

24 

57 

172 


107 

63 

8 

79 

104 

69 

93 

7 PERSONS. 

43 

26 

29 

104 

50 

104 

10 

9 

67 

49 

43 

32 

a persons or more. 

31 

22 

28 

96 

135 


33 

27 

74 

71 

39 

55 

MEDIANi 













ALL OCCUPIEO . 

2.7 

4.1 

3.1 

3.3 

4.1 


2.7 

• • • 

3.1 

3.3 

3.6 

3.1 

OWNER. 

2.6 

3.8 

2.9 

2.9 

4.0 


2.8 

• • • 

2.6 

3.2 

3.6 

2.9 

RENTER . 

... 

... 

4.0 

4.1 

... 


... 

• . • 

4.0 

• • • 

. .. 

3.6 

PERSONS PER room 













1.00 OR LESS . 

905 

ISO 

781 

1 834 

726 

1 200 

873 

115 

1 085 

711 

525 

1 257 

1.01 OR MORE . 

104 

60 

128 

268 

291 

399 

135 

48 

144 

170 

136 

159 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

886 

219 

707 

1 344 


1 139 

939 

120 

753 

733 

548 

1 020 

1958 TO MARCH 1960 . 

96 

26 

93 

123 


92 

50 

• • * 

39 

73 

66 

152 

1954 TO 1957 . 

100 

35 

96 

211 


174 

125 

12 

92 

84 

102 

164 

1940 TO 1953 . 

372 

107 

272 

536 


496 

416 

57 

288 

309 

230 

429 

1939 OR EARLIER . 

318 

51 

246 

474 


377 

348 

51 

334 

267 

150 

275 

RENTER OCCUPIED . 

123 

21 

202 

758 


460 

69 

43 

476 

148 

113 

396 

195B To MARCH 1960 . 

42 

3 

69 

351 


200 

13 

12 

173 

57 

44 

152 

1954 To 1957 . ... . 

24 

11 

34 

166 


98 

9 

4 

125 

20 

43 

112 

1940 TO 1953 .. . . . . 

33 

7 

62 

194 

32 

119 

39 

23 

135 

28 

22 

86 

1939 OR EARLIER. ....... . 

24 

... 

37 

47 

4 

43 

8 

4 

43 

43 

4 

46 

RENT STATUS 













RENTER OCCUPIEO ... 

123 

21 

202 

758 

121 

460 

69 

43 

476 

148 

113 

396 

RENT paid .. 

20 

6 


167 

35 

55 

9 

8 

17 

6 

4 

46 

NO cash rent . 

103 

15 


591 

86 

405 

60 

35 

459 

142 

109 

350 

SUBJECT 

METCALFE 

MONROE 

MONT- 

MORGAN 

MUHLEN- 



OHIO 

OLDHAM 

OWEN 

OWSLEY 

PENDLE- 




SOMERY 


BERG 







TON 

ALL OCCUPIED UNITS . 

1 711 

1 759 

1 094 

1 542 

1 203 

1 540 

1 022 

1 629 

693 

1 475 

846 

1 262 

PERSONS 



mu 










1 PERSON . 

95 

94 


102 

47 

65 

76 

53 

27 

80 

56 

67 

2 PERSONS. ... . 

544 

446 


370 

377 

386 

358 

572 

210 

541 

240 

435 

3 PERSONS. 

395 

368 


303 

258 

282 

237 

335 

153 

268 

185 

280 

4 PERSONS. 

306 

322 


298 

215 

215 

155 

246 

114 

268 

99 

250 

5 PERSONS. 

173 

235 


163 

125 

212 


192 

73 

151 

78 

112 

6 PERSONS. 

81 

107 

111 

139 

67 

126 


109 

46 

83 

81 

55 

7 PERSONS. 

28 

64 

36 


40 

76 


52 

23 

33 

33 

28 

8 PERSONS OR MORE. 

89 

123 

99 





70 

47 

51 

74 

35 

MEDIANi 













ALL OCCUPIED . 

3.0 

3.4 

3.8 





3.1 

3.2 

2.9 

3.2 

3.0 

OWNER. 

2.6 

3.2 

3.4 


3.0 



3.0 

2.9 

2.5 

3.1 

2.8 

RENTER . 

3.6 

4.0 

4.2 

4.0 

4.1 


3.8 

4.0 

4.4 

3.7 

... 

3.7 

PERSONS PER ROOM 













1.00 OR LESS . 

1 457 

1 453 

863 

1 247 

989 

1 261 

938 

1 354 


1 328 

636 

1 135 

l.Ol OR MORE . 

254 

306 

231 

295 

214 

279 

B4 

275 


147 

210 

127 

year moved into unit 













OWNER OCCUPIED . 

1 291 

1 257 

688 

1 231 

951 

1 170 

708 

1 397 

445 

986 

673 

1 024 

1958 TO MARCH 1960 . 

177 

148 

88 

142 

93 

136 

76 

132 

66 

123 

no 

B7 

1954 To 1957 . 

180 

156 

140 

144 

136 

180 

98 

240 

52 

162 

135 

179 

1940 TO 1953 . 

499 

544 

336 

609 

379 

462 

300 

580 

156 

389 

281 

351 

1939 OR EARLIER. 

435 

409 

124 

336 

343 

392 

234 

445 

171 

312 

147 

407 

RENTER OCCUPIED. 

420 

502 

406 

311 

252 

370 

314 

232 

248 

4B9 

173 

238 

1958 To MARCH 1960 . 

223 

228 

154 

149 

125 

120 

119 

111 

98 

227 

94 

91 

1954 TO 1957 . 

109 

134 

97 

88 

68 

92 

65 

63 

81 

132 

20 

68 

1940 TO 1953 . . 

57 

107 

126 

49 

42 

135 

101 

33 

60 

95 

39 

71 

1939 OR EARLIER. 

31 

33 

29 

25 

17 

23 

29 

25 

9 

35 

20 

e 

RENT STATUS 













renter occupied. 

420 

502 

406 

311 

252 

370 

314 

232 

248 

489 

173 

238 

RENT PAID. 

38 

65 

107 

64 

14 

22 

63 

21 

9 

24 

30 

28 

NO cash rent . 

382 

437 

299 

227 

238 

348 

251 

211 

239 

465 

143 

210 




































































































































Kentucky 

table Vi. (kll I'.WIV (illAHACTt'.UISTKS AND RhNT STATUS C)|' C)lCUl>IUD RurAI.-FaUM HoUSINO 

Units, hw (!t>UNTi!'.s: 1 yfiO—Con. 

[nuMcl on immplB: «m text. Moclitm not nhown whore bnna 1 r Iw thtin 200] 


19-127 

PccMins Ytjr Moved into Unit 

Pcrsimn per Rinmi Rent Statu* 


AIL aCCUI»SED WNITS 


J Pe«!iON . « • • 

-3 . . . 

5 . . . 

M ^(TMSQNS. . » . 

9 . , , 

6 . , , 

f ^eSiiONS. . . • 

» ^crmns or MORir 

MBO I ANt 

Aul QCCURItO . 

OWReR. . . . 

rentcr . , » 


I .oo or Less 

t • O I OR HORC 


OWNER SCCI^llO 
Ta march IB60 
TO IWJ . . , 

II9«0 TO J®S3 . . , 

1’^3>*S» OR SARHIR. t 

RENTER OCCORIIO 
!«'»« to MARCH JVAO 
TO lOST , , , 

l^*tO TO tWSJ . . , 

OH EARLtiH. . 


WNTIR OCCliWirO 

HKRWT RAtD, . , . , 
NO cash RINt . , , 



OWNER OCCUPIED 
19»a TO MARCH 1960 
To IW . , . 
19MO To 1993 . . . 
1939 OR EARUliR. . 

RENTER OCCUPIED 
19S« To MARCH 1960 
19S*» TO IW . , , 
1990 To 1993 . , , 
1939 OR EARUIER. . 


renter occupied 

rknt Paid. 

NO CASH RENT . . , 
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State and Small Areas 


Table 35. —Source of Water and Sewage Disposal, for Counties; 1960 

[Based on sample; see text] 


THE STATE. 

ADAIR . 

ALLEN . 

ANDERSON. . . . . 

BALLARO . 

BARREN. 

BATH. 

BELL. 

BOONE . 

bourbon . 

BOYD. 

BOYLE . 

BRACKEN . 

BREATHITT . . . . 
BRECKINRIDGE. . , 

BULLITT . 

BUTLER. 

CALDWELL. 

CALLOWAY. 

CAMPBELL. . . . . 
CARLISLE. 

Carroll . 

carter. 

CASEY . 

CHRISTIAN . . . . 

CLARK . 

CLAY. 

CLINTON . 

CRITTENDEN. . . . 
CUMBERLAND. . . , 
DAVIESS . 

EDMONSON. 

ELLIOTT . 

ESTILL. 

FAYETTE . 

FLEMING . 

FLOYD 

FRANKLIN. 

FULTON. 

GALLATIN. 

GARRARD . 

GRANT . 

GRAVES.. 

GRAYSON . 

GREEN . 

GREENUP . 

HANCOCK . 

HARDIN. 

HARLAN. 

HARRISON. 

HART. 

HENDERSON .... 

HENRY . 

HICKMAN . 

HOPKINS . 

JACKSON ..... 
JEFFERSON .... 
JESSAMINE .... 

JOHNSON . 

KENTON. 

KNOTT . 

KNOX. 

LARUE . 

LAUREL. 

LAWRENCE. 

LEE. 

LESLIE. 

LETCHER . 

LEWIS . 

LINCOLN . 

LIVINGSTON. . . . 

LOGAN.. 

LYON.. 

MC CRACKEN. . . . , 

MC CREARY . 

MC LEAN . 

MADISON . 

MAGOFFIN. 

MARION. 

MARSHALL. 

MARTIN. 

MASON . 

MEADE . . 

MENIFEE . 

mercer. 

METCALFE. 

MONROE. 

MONTGOMERY. 

MORGAN. 

MUHLENBERG. 

NELSON. 

NICHOLAS. 

^ excludes UNITS 


COUNTY 


ALL 

HOUSING 

UNITS 


925 572 
4 636 

4 175 
2 802 

3 128 
9 282 
2 874 
9 900 
6 291 

5 824 
16 185 

6 302 

2 518 

4 025 
4 741 
4 713 

3 119 

4 571 

7 205 
26 714 

2 032 

2 734 

5 860 
4 194 

15 308 

6 775 
4 993 

2 643 

3 186 


2 

531 

21 

387 

2 

573 

1 

783 

3 

905 

40 

263 

3 

607 

10 

860 

9 

351 

3 

908 

1 

310 

3 

388 

3 

371 

10 

663 

5 

247 

3 

614 

8 

470 

1 

863 

14 

883 

14 

864 

4 

604 

4 

672 

11 

219 

3 

738 

2 

326 

12 

643 

3 

219 

168 

311 

3 

971 

5 

876 

37 

743 

4 

284 

7 

046 

3 

271 

7 

023 

3 

778 

2 

153 

2 

379 

8 

260 

3 

934 

5 

090 

2 

531 

6 

789 

1 

802 

19 

739 

3 

191 

3 

167 

10 

175 

3 

008 

4 

308 

6 

046 

2 

462 

5 

916 

5 

282 

1 

256 

5 

145 

2 

801 

3 

718 

4 

230 ■ 

3 

258 

8 

773 

5 673 

2 269 1 


rOTAL^ 

SOURCE OF WATER 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

company 

INDIVIDUAL 

WELL 

OTHER 

756 633 

360 956 

293 086 

102 591 

4 636 

869 

3 037 

730 

4 175 

1 238 

1 728 

1 209 

2 802 

1 20s 

1 101 

493 

3 128 

1 162 

1 276 

690 

9 282 

3 763 

4 228 

1 291 

2 874 

382 

1 900 

592 

9 900 

5 220 

2 100 

2 580 

6 291 

2 092 

2 027 

2 172 

5 824 

3 486 

1 524 

814 

16 185 

13 266 

2 491 

428 

6 302 

4 350 

1 384 

568 

2 518 

705 

1 707 

106 

4 025 

498 

2 980 

547 

4 741 

1 292 

1 234 

2 215 

4 713 

922 

2 359 

1 432 

3 119 

499 

2 213 

407 

4 571 

2 308 

1 706 

557 

7 205 

3 342 

2 742 

1 121 

26 714 

23 455 

1 905 

1 354 

2 032 

7 25 

901 

406 

2 734 

1 255 

1 082 

397 

5 860 

1 354 

3 949 

557 

4 194 

530 

2 752 

912 

15 308 

10 151 

3 944 

1 213 

6 775 

4 545 

1 594 

636 

4 993 

554 

3 280 

1 159 

2 643 

522 

838 

1 283 

3 186 

975 

1 844 

367 

2 531 

557 

1 425 

549 

21 387 

15 152 

5 845 

390 

2 573 

322 

1 780 

471 

1 783 

5 

1 569 

209 

3 905 

1 386 

1 528 

991 

19 913 

17 735 

1 431 

747 

3 607 

622 

2 678 

307 

10 847 

2 935 

6 229 

1 683 

9 351 

7 146 

1 474 

731 

3 908 

2 302 

1 320 

286 

1 310 

394 

722 

194 

3 388 

1 151 

1 794 

443 

3 371 

1 012 

1 954 

405 

10 663 

4 823 

3 103 

2 737 

5 247 

1 058 

3 746 

443 

3 614 

807 

1 717 

1 090 

8 470 

4 386 

3 731 

353 

1 863 

537 

1 114 

212 

14 883 

9 375 

4 436 

1 072 

14 664 

7 521 

3 419 

3 924 

4 604 

2 064 

1 427 

1 113 

4 672 

1 032 

1 692 

1 948 

11 212 

6 973 

3 740 

499 

3 738 

1 302 

2 181 

255 

2 326 

780 

1 293 

253 

12 643 

7 847 

4 119 

677 

3 219 

24 

2 401 

794 

59 996 

47 222 

10 343 

2 431 

3 971 

2 070 

1 101 

800 

5 876 

1 940 

3 293 

643 

17 509 

11 829 

2 456 

3 224 

4 284 

101 

2 973 

1 210 

7 046 

1 944 

3 547 

1 555 

3 271 

670 

2 186 

415 

7 023 

1 471 

4 786 

766 

3 778 

806 

2 589 

383 

2 153 

322 

1 212 

619 

2 379 

38 

1 562 

779 

8 260 

2 563 

4 113 

1 584 

3 934 

459 

2 951 

524 

5 090 

1 327 

2 672 

1 091 

2 531 

379 

1 780 

372 

6 789 

2 636 

3 281 

872 

1 802 

490 

639 

673 

19 739 

14 642 

4 386 

711 

3 191 

284 

1 846 

1 061 

3 167 

942 

1 991 

234 

10 175 

5 510 

3 123 

1 542 

3 008 

332 

2 519 

157 

4 308 

1 736 

1 964 

608 

6 046 

1 628 

3 337 

1 081 

2 462 

245 

1 738 

479 

5 916 

3 116 

2 199 

601 

5 282 

3 019 

1 318 

945 

1 256 

• • • 

997 

259 

5 145 

2 523 

1 650 

972 

2 801 

206 

2 050 

543 

3 718 

768 

2 263 

687 

4 230 

2 IBl 

1 570 

479 

3 258 

366 

2 694 

196 

8 773 

3 466 

4 490 

817 

5 673 

2 007 

2 736 

930 

2 289 

696 

1 304 

289 


SEWAGE DISPOSAL 


PUBLIC 

SEWER 


226 305 
496 
474 
765 
587 

2 396 

36 

3 292 

69 

2 810 
11 404 

2 941 
286 
463 
432 
136 
327 

1 656 

2 526 
21 468 

5 



879 


751 


408 

8 

655 

3 

568 


200 


290 


770 


288 

13 

305 


146 

1 

294 

2 

438 


5 

2 

144 

5 

993 

1 

656 


191 


768 


78 

3 

847 


225 


480 

2 

273 


356 

6 

874 

4 

295 

1 

954 


115 

5 

941 


534 


555 

5 

389 


6 

12 

047 

1 

365 

1 

577 

10 

560 


46 

1 

342 


479 

1 

034 


691 


190 


28 

1 

582 


287 


657 


5 

1 

467 


337 

11 

459 


168 


695 

4 

581 


292 

1 

335 

1 

368 


66 

2 

847 


2 469 
6 

1 601 
10 
644 
1 827 
347 
1 646 
1 182 
486 


SEPTIC 

TANK 

OR 

CESSPOOL 


213 640 
985 
954 
701 
987 

2 289 
937 

1 443 
4 705 
1 013 

3 038 

1 785 
704 
306 
813 

2 283 
299 
979 

2 135 

3 671 
92s 

568 

1 235 
50l 

2 989 
1 313 

647 

311 

619 

302 

4 634 

329 
197 
267 
15 501 
918 
1 994 
1 575 
996 
352 

617 

1 318 

2 739 
1 223 

952 

3 317 
342 

4 493 
1 891 

622 

1 456 

2 758 

1 038 

618 

2 527 
280 

42 589 
1 063 
651 

5 224 
649 

1 080 
1 310 
1 722 
389 
615 
286 
1 954 
791 
1 163 
649 

1 992 
494 
5 044 
595 
891 

1 787 
166 
675 

2 080 
508 

933 
1 261 
234 

1 327 
701 

999 

642 

462 

2 15S 
1 669 

221 


OTHER 

OR 

NONE 


316 666 

3 155 

2 747 
1 336 
1 554 

4 597 
1 901 

5 165 

1 517 

2 001 
1 743 

1 576 

1 526 

3 256 
3 496 

2 294 
2 493 

1 936 

2 544 
1 575 
1 099 

1 287 

3 874 
3 285 

3 664 

1 894 

4 146 

2 042 
1 797 

1 941 

3 448 

2 098 

1 586 

2 344 

1 974 

2 664 

6 709 
1 783 

1 256 
767 

2 003 

1 975 

4 077 

3 799 

2 182 
2 880 

1 165 
3 516 
8 678 

2 028 

3 099 

2 513 
2 166 

1 153 

4 727 

2 933 

5 360 
1 543 

3 648 
1 725 

3 589 

4 624 

1 482 
4 267 

2 69B 

1 148 

2 065 
4 724 

2 856 

3 270 

1 677 

3 330 
971 
3 236 

2 42S 

1 581 

3 807 

2 550 
2 298 
2 598 
1 888 

2 136 

1 512 
1 016 
a 017 

2 090 
2 075 

1 561 

2 429 

4 767 
2 622 
I 582 


IN PLACES OF 50,000 INHABITANTS OR MOREI SEE TEXT. 
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Table 35.— Source OF Water and Sewage Disposal, for Counties: I960—Con. 


[Based on sample; see text] 






COUNTY 










ALL 

HOUSINQ 

UNITS 

TOTALS 

SOURCE OF WATER 

SEWAGE DISPOSAL 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

individual 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

OHIO. . . 


















■ 

6 

144 

1 

325 

4 429 


390 


953 

1 

026 

4 

165 

OLDHAM. . 



















3 

555 


786 

1 143 

1 

626 


494 

1 

801 

1 

260 

OWEN. . . 



















3 

054 


572 

2 241 


241 


384 


378 

2 

292 

OWSLEY. . 

















1 

684 

1 

684 


6 

1 448 


230 


• * • 


173 

1 

511 

PENDLETON 

















3 

255 

3 

255 

1 

117 

1 344 


794 


990 


604 

1 

661 

PERRr . . 

















8 

794 

8 

794 

3 

002 

4 093 

1 

699 

1 

861 

1 

152 

5 

781 

PIKE. . . 











• 






18 

203 

18 

203 

3 

694 

11 923 

2 

586 

2 

357 

3 

789 

12 

057 

powill, . 

















1 

904 

1 

904 


318 

1 437 


149 


• • • 


537 

1 

367 

PULASKI . 

















11 

074 

11 

074 

3 

989 

4 161 

2 

924 

1 

301 

3 

721 

6 

052 

ROBERTSON 


















863 


863 


130 

480 


253 


... 


151 


712 

ROCKCASTLE 

















3 

597 

3 

597 


853 

1 424 

1 

320 


98 

1 

032 

2 

467 

ROWAN . . 

















3 

532 

3 

532 

1 

343 

1 708 


481 

1 

171 


468 

1 

893 

RUSSELL • 


• 















3 

878 

3 

878 


698 

2 502 


678 


517 


900 

2 

461 

SCOTT , , 














« 



U 

788 

4 

768 

2 

579 

1 S16 


693 

2 

062 


919 

1 

807 

SHELBY. , 

















5 

846 

5 

846 

2 

186 

3 318 


342 

1 

431 

2 

073 

2 

342 

SIMPSON . 

















3 

764 

3 

764 

1 

934 

1 262 


568 

1 

431 


859 

1 

474 

SPENCER . 

















1 

709 

1 

709 


415 

1 153 


141 


377 


407 


925 

TAYLOR, . 






» 











4 

955 

4 

955 

2 

409 

2 160 


386 

1 

639 

1 

387 

1 

929 

TODD. , . 

















3 

781 

3 

781 

1 

003 

2 342 


436 


21 

1 

528 

2 

232 

TRIM , . 

















2 

857 

2 

857 


753 

1 395 


709 


20 


822 

2 

015 

TRIMBLE . 

















1 

621 

1 

621 


495 

775 


351 


t # • 


621 

1 

000 

UNION . . 

















4 

663 

4 

663 

2 

617 

1 704 


342 

1 

891 

1 

098 

1 

674 

WARREN. . 






• 











14 

323 

14 

323 

9 

549 

3 137 

1 

637 

5 

485 

4 

774 

4 

064 

WASHINBTON. 





> 











3 

221 

3 

221 


839 

2 154 


228 


742 


383 

2 

096 

WAYNE , . 






t 











4 

156 

4 

156 

1 

037 

1 525 

1 

594 


320 


749 

3 

087 

WEBSTER . 






» 











S 

318 

5 

318 

2 

353 

2 713 


252 


955 

1 

402 

2 

961 

WHITLEY . 














« 



7 

871 

7 

871 

3 

165 

3 661 

1 

045 

1 

789 

1 

826 

4 

256 

WOLFE . ♦ 






• 











1 

665 

1 

685 


19 

1 433 


233 


• • • 


160 

1 

525 

WOODFORD. 






* 




« 







3 

787 

3 

787 

1 

916 

1 152 


719 

1 

629 


890 

1 

268 


CXCUUMS UNJTS IN PUACttl OF SOiOOO INHABITANTS OR MORE! SEE TEXT 
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State and Small Areas 


Table 36. —Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units; I960 

[Data shown for places of 2,500 inhabitants or more. “U” denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 

ASHLAND 

BARDSTOWN 

CUMBERLAND 

CYNTHIANA 

EARLIN6T0N 

ELIZABETH¬ 

TOWN 

franklin 

FULTON 

GEORGETOWN 

GLASGOW 

ALL occupied units . 

247 

214 

109 

171 

239 

253 

313 

142 

^BB 

318 

TENURE 












OWNER OCCUPIED . 


143 

87 

47 

74 

192 

112 

136 



125 

renter occupied. 

• 

104 

127 

62 

97 

47 

141 

177 



193 

condition and plumbing 












SOUND. 


125 

46 

11 

106 

123 

101 

45 



104 

WITH all plumbing FACILITIES . . 


119 

39 

5 

72 

60 

93 

30 



59 

lacking some or all facilities . 


6 

7 

6 

34 

63 

6 

15 



45 

DETERIORATING. 


94 

73 

44 

46 

64 

84 

196 



134 

WITH ALL PLUMBING FACILITIES . . 


75 

31 

12 

5 

12 

46 

46 



17 

lacking some or ALL FACILITIES . 


19 

42 

32 

41 

52 

36 

150 




DILAPIDATED. 


28 

95 

54 

19 

52 

66 

72 




ROOMS 












J. ROOM. 


1 

3 

1 

• • # 

• • • 

4 

4 

6 

2 

15 

2 ROOMS. 


4 

23 

8 

12 

4 

42 

22 

30 

14 

26 

3 ROOMS. 


38 

50 

26 

54 

70 

77 

84 

31 

58 

B8 

4 ROOMS... 


73 

75 

51 

43 

88 

83 

89 



90 

5 ROOMS. 


69 

29 

10 

30 

48 

23 

51 



27 

6 ROOMS. 



24 

8 

19 

23 

14 

37 



43 

7 ROOMS. 



7 

4 

9 

5 

6 

15 



la 

8 ROOMS OR MORE. 



3 

1 

4 

1 

4 

11 




MEDIAN . 



3.9 

3.9 

4.0 

4.0 

3.5 

4.0 

3.6 


3f8 

PERSONS 












1 PERSON . 


! 

32 

20 

47 

33 

30 

65 

31 

56 

79 

2 PERSONS. 



63 

33 

49 

79 

74 

79 

43 

86 

87 

3 PERSONS. 



29 

19 

23 

43 

35 

48 

14 

42 


4 PERSONS. 



32 

9 

17 

21 

42 

34 

19 

26 


S PERSONS. 



15 

6 

12 

18 

26 

28 

13 

21 

27 

6 PERSONS OR MORE. 



43 

22 

23 

45 

46 

59 

22 

31 


MEDIAN . 


1 

2.9 

2.6 

2.3 

2.7 

3.1 

2.8 

2.4 

2t4 


PERSONS PER ROOM 












O.SO OR LESS ... . 


123 

84 

48 

86 

100 

64 

133 

53 

134 

147 

0.51 To 0.75 . 


44 

22 

15 

23 

45 

40 

51 

21 

42 

41 

0.76 TO 1.00 . 


34 

45 

18 

27 

33 

59 

47 

24 

46 

67 

1.01 TO 1.50 . 


28 

22 

13 

22 

21 

45 

33 

18 

20 

33 

1.51 OR MORE . 


18 

41 

15 

13 

40 

45 

49 

26 

20 

30 







LAWRENCE- 





MIDOLES- 

SUBJECT 


HARLAN 

HARRODSBURG 

HAZARD 

LANCASTER 

BURG 

LEBANON 

LYNCH (U) 

MAYFIELD 

MAYSVILLE 

BOROUGH 

ALL occupied units . 

183 

183 

156 

171 

101 

207 

299 

393 

271 

284 

TENURE 












OWNER occupied . 


26 

114 

92 

80 

58 

92 

1 

175 

101 

IBS 

RENTER OCCUPIED. 

• 

157 

69 

64 

91 

43 

115 

298 

218 

170 

99 

CONDITION AND PLUMBING 












SOUND. 


27 

63 

59 

81 

33 

65 

74 

106 

98 

60 

WITH ALL PLUMBING FACILITIES . . 


13 

44 

42 

35 

25 

29 

a 

59 

79 

47 

LACKING SOME OR ALL FACILITIES . 


14 

19 

17 

46 

8 

36 

66 

47 

19 

13 

DETERIORATING. 


43 

101 

52 

61 

25 

53 

218 

182 

105 

119 

WITH ALL PLUMBING FACILITIES . . 


14 

2a 

15 

7 

4 

11 

20 

39 

38 

63 

LACKING SOME OR ALL FACILITIES . 


29 

73 

37 

54 

21 

42 

198 

143 

67 

56 

dilapidated . 


113 

19 

45 


43 

89 

7 

105 

68 

105 

ROOMS 












1 ROOM . 


1 

3 

3 


1 

9 

• • • 

5 

3 

1 

2 ROOMS. 


14 

9 

9 

10 

13 

29 

1 

43 

21 

7 

3 ROOMS. 


50 

38 

8 

39 

25 

59 

73 

94 

55 

39 

4 ROOMS. 


73 


58 

36 

27 

45 

174 

149 

87 

92 

5 ROOMS. 


18 


33 

28 

23 

31 

32 

67 

55 

68 

6 ROOMS. 


18 


31 

33 

10 

19 

15 

26 

34 

50 

7 ROOMS. 


1 


7 

13 

2 

11 

• • • 

7 

8 

20 

8 ROOMS OR MORE. 


8 


7 

8 

• • t 

4 

4 

2 

8 

7 

MEDIAN . 


3.9 


4.5 

4.4 

3.9 

3.6 

3.9 

3.9 

4.1 

4.5 

PERSONS 












1 PERSON . 


42 

51 

22 

40 

25 

38 

20 

98 

51 

55 

2 PERSONS. 


42 

49 

45 

54 

24 

54 

74 

118 

59 

86 

5 PERSONS. 


21 

21 

25 

27 

15 

27 

45 

72 

38 

33 

4 PERSONS. 


17 

20 

5 

13 

10 

21 

38 

31 

51 

31 

5 PERSONS. 


15 

13 

15 

10 

6 

20 

33 

25 

20 

22 

6 PERSONS OR more . 


46 

29 

44 

27 

21 

47 

89 

49 

52 

57 

MEDIAN . 


2.9 

2.3 

2.9 

2,3 

2.6 

2.9 

3.8 

2.3 

3.2 

2.5 

PERSONS PER ROOM 












O.SO OR LESS . 


70 

94 

67 

88 

42 

69 

71 

184 

103 

140 

0.51 TO 0.75 . 


27 

27 

21 

30 

17 

35 

55 

67 

39 

41 

0.76 TO 1.00 . 


26 

33 

22 

17 

14 

31 

52 

61 

48 

36 

1.01 TO 1.50 ... . 


30 

19 

15 

16 

10 

24 

49 

38 

46 

40 

1.51 OR MORE . 


30 

10 

31 

20 

18 

48 

72 

43 

35 

27 
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Table 36. —Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units: I960—Coa 

[Data shown lor places of 2,500 inhabitants or more. “U” denotes an unincorporated place] 


Tenure 

Condition .ind 
Plumbing 


Rooms 

Persons 

Persons per Room 


SUBJECT 



MORGAN- 

FlELD 

MOUNT 

STERLING 

MURRAY 

NEWPORT 

NICHOLAS- 

VILLE 

PRINCETON 

PROVI¬ 

DENCE 

RUSSELL¬ 

VILLE 

SHELBY- 

VILLE 

SOMERSET 

VER¬ 

SAILLES 

ALL occupied units .... 



161 

280 

167 

233 

167 

235 

221 

278 

370 

138 

156 

TENURE 

OWNER OCCUPIED . 



96 

145 

93 

70 

84 

124 

141 

120 

127 

91 

95 

renter OCCUPIED. 

• 

• 

65 

135 

74 

163 

B3 

111 

80 

158 

243 

47 

61 

CONDITION AND PLUMBING 














SOUND. 



93 

213 

139 

119 

46 

53 

72 

25 

184 

55 

59 

WITH ALL PLUMBING FACILITIES . 



36 

122 

49 

95 

27 

28 

43 

18 

59 

41 

48 

LACKING SOME OR ALL FACILITIES 



57 

91 

90 

24 

19 

25 

29 

7 

125 

14 

11 

DETERIORATING. 



60 

43 

21 

77 

45 

127 

104 

53 

90 

55 

74 

WITH ALL PLUMBING FACILITIES . 



3 


3 

33 

10 

32 

23 

25 


17 

35 

LACKING SOME OR ALL FACILITIES 



57 


18 

44 

35 

95 

81 

28 


38 

39 

dilapidated. 



a 



37 

76 

55 

45 

200 


28 

23 

ROOMS 











■| 



I ROOM . 



• ■ • 



9 


1 

2 

a 


2 

• • ■ 

a ROOMS. 



17 

10 


31 

11 

11 

15 

38 

62 

6 

10 

3 ROOMS. 



27 

39 


66 

39 

55 

27 

52 

122 

11 

33 

4 ROOMS.. . 



56 

as 


66 


85 

97 

84 

86 

32 

29 

S ROOMS. 



34 

58 


29 


42 

54 

50 

49 

36 

43 

6 ROOMS.. 



21 

45 


21 


25 

17 

31 

36 

34 

25 

7 ROOMS. 



2 

26 


6 


8 

7 

10 

7 

13 

9 

a ROOMS OR MORE. 



4 

12 


1 


8 

2 

5 

5 

4 

7 

MEDIAN . 



4.2 

4.5 


3.6 


4.1 

4.2 

4.0 

3.5 

5.0 

4.6 

PERSONS 














1 person . 



35 


41 

57 

37 

75 

65 

84 

92 

31 

31 

2 PERSONS. 



39 


38 

63 

41 

52 

72 

6a 

111 

45 

40 

3 PERSONS. 



29 


28 

37 

23 

38 

34 

50 

48 

15 

24 

4 PERSONS. 



16 


23 

17 

22 

30 

18 

19 

30 

21 

19 

S PERSONS. 



12 


15 

14 

14 


12 

19 

26 

5 

15 

6 PERSONS OR more. 



30 


22 

45 

30 


20 

38 

63 


27 

MEDIAN . 



2.7 


2.7 

2.4 

2.7 


2.1 

2.3 

2.3 


2.8 

PERSONS PER ROOM 












Hi 


O.SO OR LESS . 



6a 

146 

71 

84 

78 

118 

134 

128 

150 


68 

0.51 TO 0.75 ... . 



34 

39 

41 

42 

21 

45 

36 

48 

64 


25 

0.76 To 1.00 . 



22 

35 

15 

48 

27 

29 

22 

43 

56 


29 

1.01 To l.SO . 



15 

37 

23 

38 

17 

25 

18 

25 

42 


15 

1.51 OR MORE . 



22 

23 

17 

21 

24 

18 

11 

34 

58 


19 
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State and Small Areas 


Tabic 37. —Characteristics of Housing Units With Nonwhite Household Heads, 

FOR Places With 400 to 2,000 Such Units: I960 
[Data shown for places of 2,600 inhabitants or more. Some data based on sample; see text. " U " denotes an unincorporated place] 


Tenure 

Condition St Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 
Value 

Gross Rent 


ALL 


SUBJECT 


bowling 

green 


COVING¬ 

TON 


DANVILLE 


FRANK¬ 

FORT 


HENDER¬ 

SON 


HOPKINS¬ 

VILLE 


MADISON- 

VILLE 


OWENS¬ 

BORO 


PADUCAH 


PARIS 


RICHMOND 


WIN¬ 

CHESTER 


OCCUPIED UNITS 

tenure 


1 025 


I 113 


499 


596 


778 


1 598 


597 


921 


1 736 


46B 


543 


571 


OWNER OCCUPIED , , . . 

RENTER OCCUPIED.i ! ! 

CONDITION AND PLUMBING 


411 

614 


341 

772 


lei 

318 


206 

390 


395 

383 


759 

839 


343 

254 


317 725 

604 1 011 


272 

196 


230 

313 


31S 

256 


SOUND. . . . 

facilities . 

deterKr^^Sq! 

FAciLlTiES . 
facilities 

dilapidated. 


Water supply 


369 

179 

190 

406 

84 

322 

250 


570 

510 

60 

324 

191 

133 

219 


213 

177 

36 

156 

64 

92 

130 


215 

195 

20 

259 

195 

64 

122 


332 

233 

99 

224 

64 

160 

221 


609 

469 

140 

405 

147 

258 

584 


318 

261 

57 

161 

61 

100 

118 


529 

373 

156 

22B 

26 

202 

164 


553 

423 

130 

601 

169 

432 

582 


361 

190 

171 

91 

19 

72 

16 


245 

171 

74 

161 

66 

95 

137 


24S 

204 

41 

165 

104 

61 

141 


PIPED WATER INSIDE STRUCTURE. 
piped WATER INSIDE STRUCTURE . . 

OUTSIDE structure. 

NO PIPED Water . 


toilet facilities 


351 

394 

256 

24 


892 

216 

5 


266 

142 

29 

62, 


474 

97 

9 

16 


383 

307 

76 

11 


725 

745 

121 

7 


348 

162 

49 

38 


422 

310 

185 

4 


728 

828 

132 

48 


213 

165 

33 

57 


283 

216 

36 

8 


360 

106 

34 

49 


FLUSH toilet, EXCLUSIVE USE. . 

FLUSH TOILET, SHARED.. 

OTHER TOILET FACILITIES OR NONE 

bathing facilities 


577 

80 

368 


911 

137 

65 


366 

21 

112 


512 

43 

41 


630 

19 

126 


1 346 
78 
174 


465 

21 

111 


621 1 198 

12 219 

288 319 


338 453 

9 33 

121 57 


440 
1 1 
130 


BATHTUB OR SHOWER, EXCLUSIVE USE . 

bathtub or shower, shared.. . , 

NO bathtub or shower . 


385 

41 

599 


795 

105 

213 


282 

4 

213 


441 

22 

133 


416 

e 

353 


759 

19 

820 


380 

217 


441 

12 

468 


620 

75 

641 


234 282 

4 4 

230 257 


36B 

7 

196 


1 ROOM .... 

2 ROOMS, . . , 

3 ROOMS * . • , 

4 ROOMS. . . . 

5 ROOMS. , . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

a ROOMS OR MORE 


ROOMS 


UNITS IN STRUCTURE 

it INCL. TRAILER.. 

2 . .. 

3 AND .. 

5 OR More. ... . 


year STRUCTURE BUILT 


20 


39 


36 

282 

338 

184 

126 

21 

16 


167 

382 

235 

181 

78 

27 

4 


12 

22 

147 

147 

80 

59 

12 

20 


16 

25 

190 

163 

79 

55 

40 

28 


11 

91 

251 

208 

133 

54 

29 


16 

185 

368 

464 

338 

118 

51 

38 


4 

37 

89 

218 

175 

49 

20 

5 


e 

52 

348 

284 

128 

56 

20 

25 


19 

113 

503 

505 

285 

195 

44 

72 


4 

35 

79 

144 

143 

23 

32 

8 


9 

33 

88 

143 

126 

108 

32 

4 


4 

4 

74 

146 

196 

100 

ta 

27 


965 

45 

IS 


479 

344 

126 

164 


388 

40 

35 

36 


342 

182 

46 

26 


661 1 565 

50 28 

66 5 


565 

26 

6 


822 

15 

42 

42 


1 428 
113 
27 
166 


438 

16 

6 

6 


539 

4 


524 

5 


42 


1955 TO MARCH i960 
1950 TO 19S4 . . . 
1940 TO 1949 . . , 
1939 OR EARLIER. . 


20 

40 

105 

860 


9 

147 

957 


24 

SB 

40 

377 


e 

28 

41 

519 


17 

95 


72 

133 

38 

55 

172 

125 

633 

1 198 

410 


24 

59 

ao 

758 


32 
141 
74 
1 489 


12 

34 

16 

406 


12 

57 

49 

425 


38 

12 

37 

464 


PERSONS 

1 PERSON . 

2 PERSONS. ... . 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS.. 

7 PERSONS. 

8 PERSONS OR MORE. 

PERSONS PER ROOM 


241 

337 

141 

84 

76 

60 

28 

58 


267 

331 

172 

86 

98 

71 

26 

60 


111 

167 

80 

60 

20 

31 

21 

9 


137 

160 

100 

66 

51 

20 

21 

21 


194 

216 

113 

72 

95 

28 

47 

12 


337 

450 

262 

184 

105 
116 

38 

106 


109 

206 

106 

66 

49 

36 

13 

12 


195 


80 

as 

39 

31 

59 


475 

457 

268 

150 

139 

82 

70 

95 


126 

166 

49 

42 

12 

16 

12 

45 


122 

137 

95 

71 

2B 

13 

32 

45 


116 

175 

39 

66 

90 

32 

21 

12 


0.50 OR LESS 
0.51 TO 0.75 
0.76 TO 1.00 
1.01 TO 1.50 
1.51 OR MORE 


VALUE 

owner OCCUPIED . . 
LESS than *5,000 . . . , 
*5,000 TO *9,900 . . . , 
*10,000 TO *14.900 . . , 
*15,000 TO *19.900 . . , 
*20,000 TO *24.900 . . , 
*25.000 OR MORE. 


GROSS rent 


494 

165 

156 

117 

93 


388 

236 

248 

114 

127 


227 

101 

91 

38 

42 


260 

103 

lie 

48 

47 


293 

170 

155 

84 

75 


617 

319 

294 

201 

167 


295 

110 

110 

52 

30 


362 

202 

164 

73 

120 


852 

265 

279 

170 

170 


250 

77 

54 

29 

58 


243 

86 

99 

86 

29 


266 

69 

144 

60 

12 


399 

272 

100 

15 

e 

4 


250 

99 

135 

12 


4 


177 

81 

71 

25 


168 

66 

54 

28 


387 

236 

139 

12 


740 

524 

198 

9 

4 


343 

250 

fil 

a 


309 

191 

98 

20 


705 

516 

147 

35 


266 

200 

56 

8 

4 


230 

148 

74 

4 

4 


31S 

276 

39 


renter OCCUPIED 
LESS THAN *20. . . 
*20 TO *29 .... 
*30 TO *39 .... 
*40 TO *49 .... 
*50 TO *59 .... 
*60 TO *79 .... 
*80 TO *99 .... 
*100 OR MORE . . . 
NO CASH rent . . . 


614 

772 

318 

48 

23 

25 

170 

80 

76 

202 


63 

114 

! 

56 

32 

r. 

56 

a 


12 

4 


5 

i. . 

1 

... 

36 

24 

21 


390 

385 

839 

17 

29 


70 

66 


76 

99 


109 

51 


39 

51 


46 

29 


•. • 

7 


5 

. •. 


26 

33 

33 


254 

604 

1 011 

42 

16 

139 

65 

143 

322 

46 

125 

214 

40 

144 

113 

20 

73 

107 

12 

73 

39 

S 

e 

12 

24 

22 

65 


196 

9 

42 

sa 

46 

12 

9 



313 

2S6 

28 

4 

53 

38 

53 

43 

4l 

69 

44 

47 

62 

2e 

16 

4 

a 

• « « 

a 

23 





















































































































Kentucky 

Tabic 38.~ C.iiARAtTri R 1 .STK.S at- f loiisiNCi Uni'm With Nonwiiitk Houskmold H«ads, for SMSA's 
AND I’l.Aii-i, With 2,0(50 im Moui< Siicii Units: I960 

data 1 m«k 1 on sample; *e« text "U" denotea an unincorjjoyated plnoo] 


■(‘c/mrc 

f jmdiitiin Si Plumb 
Wjtff Supnlv 
I'lnlct iMtilitita 
liitthina 
RtKtms 




l tiKk m Still* (ui> 
Tiiilcf 

Vfif SinntQtc 
built 

PcfMMMI 

Pfmtna jprr hiami 



CINCINNATI EVANSVILLE 


HUNTINSTON- 


0«WR OCCUPIED .. 

HINtlS OCCUPUO, 

CONOITION ANO PLUHBJN® 

^OCCUPIED. 

PtUHiiNaVAciLiTUB ! I ! ! ! 

PACIL1TI6I . . , , 

OtTiatOSATiNS. , . . 

*ITm all PLUM81N« facilities . 

LACaiNtt SDMI 0« ALL FACILITIES . , , . 
OILAPIOATKd, , . 

WiniTM occupied... , , . , 

... 

«|Tm all PLUM8IN8 facilities . , , . . 

LACarm SOME OR ALL FACILITIES . , . . 

MTISIOHATlNft.. 

tlTM all PLUMSIN® FACILITIES . . , . , 
LACaiN® SOME OR ALL FACILITIES .... 
OfLAPfOATED. . 

Water supply 

»»0T AAn COlO piped watip inside structure, 
©m.T COLO PIPEO water inside STRUCTURE . , 
PIPE© water OUTSIDE STRUCTURE. 

m pfPto water . 

toilet facilities 

FLWiM toilet, EXCLUSIVE USE, . 

PLUlNH TOILET, shared 

©TmIR toilet facilities or none, . , . , . 


#ATmTU» or shower, exclusive USE 
oathtur or Shower, iharko, , . . 
NO kATHTLM OR SHOWER . 


1 ROOR « • , < 

I RWHI. « . . 

i nooHs* • • . 

« ROOHS, » « • 

S ROOMS, , . , 

S ROOMS, . . . 

T ROOMS. , , . 

• RMMi OR MORE 

NIOIAN .... 


I, OETaCMEO 
1( ATTACHED 
I, , • , > 

S AW R. • 

S TO « . . 

to m hdre 
trailer, , 


all UNITS, , 
im TO MARCH 1060 
l»ti TO tkSS • , > 
tSiO TO 1904 • , , 
ISRO To 19U9 , , . 
1930 TO 1939 . , , 
1919 OR earlier. . 

OWNER OCCUPIED 
19SS TO MARCH 1960 
19S0 TO 1984 , , , 
1990 TO 1999 , , , 
1*39 OR earlier, , 


I PERSON , > > • 

3 PERSONS, , • • 

3 PERSONS. , , , 

9 PERSONS. , , , 
i PERSONS. . . . 

6 PERSONS. . * , 

7 PERSONS. , , . 

• P«UMNS OR MORE 

mmsM . < , * • 


e.SO OR UESS 
o.il TO 0.78 
0,76 TO 1.00 
1,01 TO 1.80 
I,SI OR MORE 



LOUISVILLE 
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State and Small Areas 


Table 39. —Financial Characteristics of Housing Units With Nonwhite Household Heads, 
FOR SMSA’s AND Places With 2,000 or More Such Units: I960 

[Based on sample; see text. “U" denotes an unincorporated place. Minus (—) after number indicates median below that number] 


Value 

Gross Rent 


SUBJECT 

SMSA'S 

PLACES 

CINCINNATI 

EVANSVILLE 

HUNTINGTON- 

ASHLAND 

LEXINGTON 

LOUISVILLE 

LEXINGTON 

LOUISVILLE 

all occupied units . 

37 877 

3 839 

2 210 

5 672 

23 805 

4 826 

20 595 

VALUE 








owner occupied . 

6 825 


916 

2 140 

9 054 

1 659 

7 008 

LESS than $51 000 . 

867 


196 

889 

2 258 

624 

1 607 

SBiOOO TO $7i400 . 

1 069 


271 

509 

2 732 

386 

2 308 

$7i500 TO $9«900 . 

919 

111 

193 

289 

1 992 

245 

1 616 

SlOiOOO TO SlEftlOO. 

1 330 

65 

154 

297 

1 361 

275 

925 

SlEiSOO TO $14«900 . 

1 228 

24 

66 

100 

439 

86 

339 

$15«000 TO $171400 . 

816 

• • f 

15 

21 

133 

17 

98 

$17>500 TO $191900 . 

344 

« * • 

12 

9 

73 

9 

52 

$20>000 TO $24>900 ... 

177 

• • t 

5 

19 

31 

15 

28 

$25>000 TO $34>900 . . 

47 

• t • 

4 

3 

12 

• • • 

12 

$35 >000 OR MORE. ... . 

28 

• • • 

... 

4 

23 

... 

23 

MEDIAN . DOLLARS . 

11 000 

5 000- 

7 400 

5 900 

7 100 

6 300 

7 100 

GROSS rent 








renter occupied. 

28 116 

2 107 

1 184 

3 415 

13 996 

3 111 

12 929 

LESS THAN $20. 

201 

54 

33 

72 

164 

63 

153 

$20 TO $29 . 

1 227 

299 

98 

318 

1 628 

300 

1 486 

$30 TO ... 

3 819 

450 

109 

587 

2 401 

543 

2 275 

$40 TO $49 . 

4 765 

355 

141 

628 

2 648 

600 

2 442 

$50 TO $59 . 

4 862 

298 

256 

510 

2 324 

486 

2 165 

$60 TO $69 . 

4 449 

242 

181 

407 

2 047 

395 

1 940 

$70 TO $79 . 

3 559 

144 

146 

301 

1 085 

274 

1 020 

$80 TO $99 . ... 

3 535 

101 

113 

308 

916 

280 

895 

$100 TO $119 . 

878 

13 

20 

55 

162 

55 

154 

$120 TO $149 . . 

324 

4 

4 

9 

67 

9 

46 

$150 TO $199 . 

66 

• • • 

8 

• • « 

8 

• t • 

4 

$200 OR MORE . 

t • • 

t • • 

• • • 

t • • 

• • • 

• ■ • 

• • t 

NO CASH RENT . 

431 

147 

75 

220 

546 

106 

349 

MEDIAN . COLLARS . 

58 

45 

57 

50 

50 

50 

50 


























































APPENDIX 


Table A-1. —Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: 1960 

(Losulors (• • •) indicalo llmt tlie itptn in not (ipplinnlilc or tlml it is not ijublislicd in this report for the given areas. The base on whicli tlie i)orf(!ntagc is computed is expressed us a code which appears in 

tlio first column. The legend for the codes follows the table] 







PLACES OF 1,000 TO 50,000 INHABITANTS 

SUBJECT 

BASE 

(code) 



PLACES OF 
50,000 
INHABIT¬ 
ANTS 

OR MORE 

BALANCE 

OUTSIDE 

SMSA’S 

25,000 

TO 

50,000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1,000 
TO 

2,500 

OCCUPANCY CHARACTERISTICS 








■ 

■ 


TENURE.. . . 

2 

1.6 

2.3 

3.1 

1.3 

1.2 

1.4 



1.3 

YEAR MOVED INTO UNIT. 

2 

2.1 

3.3 

4.3 


1 .5 




... 

VACANCY STATUS: 







HR 




for sale ONLY... 

M- 

ZM-.h 

9.3 

17.1 


38.4 





FOR RENT... 

5 

5.8 

9.1+ 

11.3 





3.0 

; 

OTHER . 

6 

2.3 

5.6 

9.0 




1.8 

2.0 


DURATION OF VACANCY . 

3 

33. 

36.3 

39.9 

30.6 


24.6 

• • 9 

ft ft ft 

ft ft ft 

STRUCTURAL CHARACTERISTICS 






H 





BASEMENT. 

1 

3.5 

4.5 

5.9 

1 



3.0 

... 


BEDROOMS... 

1 

6.2 

7.5 

9.2 




8.2 

ft ft ft 

• ft ft 

ROOMS . 

1 

1.1 

1.3 

1.7 


1.0 


1 .0 

1 .4 

1*6 

trailers: ON PERMANENT FOUNDATION OR MOBILE . 

7 

17.0 

13.2 

11.4 

13.8 

18,7 


• • • 

ft ft ft 

ft ft ft 

UNITS IN STRUCTURE . 

1 

3.0 

4.2 

5.9 

2.2 

2.3 


2.3 

2.1 

ft ft ft 

YEAR STRUCTURE BUILT .. . . 

1 

h.l 

4.6 

5,8 

3.2 

3.8 

2.8 

3.2 

2.9 

ft ft ft 

CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES . 

1 

1.5 

1.5 

1.9 

1.1 

1.4 

1.0 

1.2 

1.7 

ft ft ft 

BATHROOMS . 

1 

9.1 

10.4 

14.0 

6.3 

8.4 

10.0 

8.7 

8.9 

ft ft ft 

CONDITION OF UNIT . 

1 

1.1 

0.9 

1.1 

0.7 

1,1 

0.8 

0.8 

1.7 

1.3 

SEWAGE DISPOSAL . 

1 

h.l 

• • • 

• • * 

* • • 

« • • 


2.6 

2.3 

ft ft ft 

SOURCE OF water . . 

1 

2.6 

• • • 

• • • 

• • • 

* • • 


2.6 

2.2 

ft ft ft 

TOILET FACILITIES . 

1 

1.2 

1.3 

1.6 

1.0 

1.2 


1.2 

1.6 

ft ft ft 

water SUPPLY . 

1 

1.6 

1.5 

2.1 

0.9 

1.6 


1.9 

1.9 


EQU1PMENT 











AIR CONDITIONING . 

2 

2.7 

3.8 

5.1 

2.3 

2.1 

2.8 

• * • 

ft ft ft 


AUTOMOBILES AVAILABLE . 

2 

8.1 

7.9 

1 

8.1 

8.2 

8.9 

• • • 

ft ft ft 


CLOTHES dryer . 

2 

3.3 

4.6 


3.8 

2.5 

• • • 

• • • 

ft ft ft 


CLOTHES WASHING MACHINE . 

2 

3.0 

3.6 


2.4 

2.7 

• * * 

ft • • 

ft ft ft 


HEATING EQUIPMENT . 

1 

3.7 

4.7 


3.2 

3.1 

2.6 

5T5 

2 ft 6 


HOME FOOD FREEZER . 

2 

3.h 

4.4 

5.8 

2.7 

2.8 

• • • 

ft ft ft 

ft ft ft 


RADIO SETS... 

2 

2.6 

3.6 

4.8 

2.3 

2.1 

• • • 

ft ft ft 

ft ft ft 


TELEPHONE AVAILABLE . 

2 

2.9 

3.7 


2.4 


« • • 

ft ft ft 

ft 0 ft 

ft ft ft 

TELEVISION SETS . 

2 

3.2 

4.2 


3.1 

2.7 

... 



« ft • 

FUELS 




■ 







COOKING FUEL. 

2 

3.h 

4.1 


2.5 

3.1 

• • * 

ft ft ft 

ft ft ft 

ft ft ft 

HEATING FUEL. 

2 

3.0 

n 


2.6 

2.3 

• • • 

ft ft ft 

ft ft • 

ft ft ft 

WATER HEATING FUEL. 

2 

25.7 


10.2 

8.9 

34.6 

• • • 

ft ft ft 

ft ft ft 

... 

FINANCIAL CHARACTERISTICS 



■ 








CONTRACT RENT . 

8 

12.9 


11.1 

14.2 

13.6 

7.5 

8.2 

11.6 

ft ft ft 

VALUE. 

9 

^.7 


6.3 

3.3 

4.8 

3.1 

3.8 

3.5 

3.0 


CODE BASE 

1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 vacant available for rent or sale 

4 VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVAI LABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPIED AND VACANT AVA| LABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 


☆u.s. GOVERNMENT PRINTING OFFICE; 1962 -612772/3 10 
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State and Small Areas 

URBANIZED AREAS—KENTUCKY 



North Fayette 


West Fayette\ 



Keene / South Fayette 

/ 

j Hickman C'g'C 

/ \ 


hjrrimAtfiiWl 




South Oldham 


LAKE_i V 

louisvilla\/ 



SImpsonvIlle 


lOORLAND®)-*!^: 

'.ndary ii!\form.aixon \ 


^ FOREST HILLS 
iSw (Boundary unformatCon 

[24 



JEFFERSONTOWN 


Jeffersontown 


KEY TO PLACES 


1 KEENELAND 

2 BRiARWOOD 

3 OEVONOALE 

4 GRAYMOOR 

5 WINDY HILLS 

6 INDIAN HILLS 
CHEROKEE SECTION 

7 INDIAN HILLS 

8 ROLLING FIELDS 


18 FAIRMEADE 

19 PARKSIDE 

20 NOR80URNE ESTATES 

21 BROAD FIELDS 

22 PLYMOUTH VILUGE 

23 SPRIN6LEE 

24 HOUSTON ACRES 

25 CAMBRIDGE 

26 ST. REGIS PARK 


9 MOCKINGBIRD VALLEY 27 LINCOLNSHIRE 
10 BROWNSBORO VILLAGE 28 MEADOWVIEW ESTATES 


n DRUID HILLS 

12 BELLEWOOD 

13 CHERRYV^OOO 

14 ST. MATTHEWS 


i^e^^Shepherdsviile Northwest beechwood village 


29 WEaiNGTON 

30 KINGSLEY 

31 STRATHMOOR GARDENS 

32 STRATHMOOR VILLAGE 

33 STRATHMOOR MANOR 


34 SENECA GARDENS 




Taylorsville 


COMPON ENTS OF URBANIZED AREA 
Incorporated Places 
Unincorporated Urban Places 
{ . ' j Other Unincorporated Area 


BOUNDARY SYMBOLS 
-State Line 


Mips showing boundaries in derail are available at cost on request to the Bureau of the Census. 


-County Line 

-Minor Civil or Census County Division Line 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 


Baton Rouge, La.: East Baton Rouge Paiish, La. 

Lake Charles, La.: Calcasieu Parish, La. 

Monroe, La.: Ouachita Parish, La. 

New Orleans, La.: Jefferson, Orleans, and St. Bernard Parishes, La. 

Shreveport, La.: Bossier and Caddo Parishes, La. 

URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 

Baton Rouge, La.: Parts of East Baton Rouge and West Baton Rouge Parishes, La. 

Lake Charles, La.: Part of Calcasieu Parish, La. 

Monroe, La,: Part of Ouachita Parish, La. 

New Orleans, La.: Orleans Parish; parts of Jefferson and St. Bernard Parishes, La, 

Shreveport, La.: Parts of Bossier and Caddo Parishes, La. 



LOUISIANA-STANDARD METROPOLITAN STATISTICAL AREAS, PARISHES, AND PLACES OF 10,000 OR MORE 
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State and Small Areas 


Table 1.—Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: I960 

[Some data based on sample; see text. “U” denotes an unincorporated place. Plus (+) or minus (—) after number indicates median above or below that number. Percent not shown where 

less than 0.1] 




ALL HOUSING UNITS 




OCCUPIED 

MOUSING 

UNITS 




VACANC 

Y RATE 




PERCENT" 





PERCENT— 







AREA 

TOTAL 

NUMBER 

MEDIAN 

NUM¬ 

BER 

OF 

ROOMS 

IN 

ONE- 

HOUS¬ 

ING 

UNIT 

STRUC¬ 

TURES 

IN 

STRUC¬ 

TURES 

BUILT 

1950- 

1960 

SOUNO t 
WITH 
ALL 
PLUMB¬ 
ING 

FACIL¬ 

ITIES 

TOTAL 

number 

WITH 

1.01 

OR MORE 
PERSONS 
PER 
ROOM 

MOVED 

IN 

DUR¬ 

ING 

1958- 

1960 

OCCU¬ 

PIED 

BY 

NON¬ 

WHITE 


RENTER 

OCCU¬ 

PIED 

MEDIAN 

VALUE 

(DOL¬ 

LARS) 

MEDIAN 

GROSS 

RENT 

(DOL¬ 

LARS) 

HOME- 

OWNER 

RENTAL 

THE STATE. 

97B 452 

4.5 

83.6 

31.5 

60.9 

892 344 

3.2 

21.1 

32.6 


M 

41.0 

10 700 

53 

1.8 

7.2 


635 137 

4.5 

76.1 

30.7 

70.2 

590 001 

3.1 

18.4 

34.7 



■ H 

12 200 

57 

2«0 

7.7 


343 315 


96.1 

33.2 

43.7 

302 263 

3.5 

26.2 

28.5 

28.5 


Km 

6 600 

33 

1*5 

5.8 

.. 

286 083 

^EJ9 

97.9 

35.4 

44.7 

247 031 

3.4 

25.8 

31.1 

28.1 

66.0 

mlU 

6 600 

33 

1.8 

7.1 

OCCUPIED FARM. 

55 232 

mu 

99.0 

21.4 

38.3 

55 232 

3.6 

28.0 

17.0 

30.3 

65.6 

34.4 

• • • 

t ■ • 


. t t 

inside SMSA*S« . 

501 763 

4.5 

72.8 

32.7 

71.6 

463 931 

3.1 

18.4 

35.6 

27.8 

54.5 

45.5 

13 500 

59 

H 

7.3 

IN central cities. . . . 

338 645 

4.3 

63.5 

22.7 

71.5 

316 005 


17.2 

34.2 

31.5 

46.5 

53.5 

13 500 

59 

6«fl 

NOT IN CENTRAL CITIES. . 

163 118 

4.7 

92.1 

53.3 

71.8 

147 926 


21.0 

38.7 

19.8 

71.6 

28.4 

13 400 

60 


9.4 

OUTSIDE SMSA*S . 

476 689 

4.5 

95.3 

30.4 

49.6 

428 413 

H| 

24.0 

29.3 

29.2 

63.9 

36.1 

7 400 

39 

H 

7«0 

standard metropolitan 

STATISTICAL AREAS 







H 










BATON Rouge. 

66 059 

4.8 

89.7 

37.0 

BBc 

61 316 


17.8 

36.7 

28.5 

66.7 

33.3 

13 400 

59 

3.0 

8.8 

LAKE CHARLES ....... 

43 469 

4.6 

90.9 

46.2 


39 004 


19.0 

41.8 

18.9 

67.4 

32.6 

11 100 

66 

BIm 

12.9 


31 070 

4.5 

89.4 

36.9 


28 934 


19.3 

36.3 

29.6 

62.6 

37.4 

9 600 

40 


5.7 

NEW ORLEANS. 

271 642 

4.3 

59.6 

27.4 


253 200 


18.8 

32.9 

27.9 

46.6 

53.4 

15 700 

60 


5.9 

SHREVEPORT . 

09 523 

4.6 

86.2 

37.4 

66.7 

81 477 

3.1 

17.2 

40.1 

30.3 

60.6 

39.4 

11 200 

57 


10.2 

PLACES 


















3 353 

4.4 

92.9 

22.3 

61.1 

3 126 

I*] 

18.8 

28.1 

15.3 

63.7 

36.3 

7 800 

39 


7.5 

ALEXANDRIA . 

13 357 

4.6 

84.6 

16.4 

62.4 

12 244 


15.7 

33.8 

40.0 

52.4 

47.6 

10 900 

50 

1.5 

9.9 

BASTROP. 

4 762 

4.4 

96.3 

29.2 

56.8 

4 396 


20.6 

31.8 

36.0 

69.6 

30.4 

6 700 

43 

3.1 

8.7 

BATON ROUGE. ....... 

45 785 

4.6 

86.1 

25.3 

77.0 

42 927 


15.7 

33.9 

27.6 

61.1 

38.9 

12 900 

61 

1«6 

9.3 

BOGAlUSA . . . 

6 755 

4.4 

87.3 

23.1 

59.7 

6 395 


18.3 

31.4 

32.5 

58.7 

41.3 

7 300 

34 

0.7 

5.5 

BOSSIER CITY . 

10 487 

4.5 

80.7 

54.1 

81.6 

9 336 

3.4 

16.5 

62.7 

9.9 

57.7 

42.3 

12 800 

70 

5»3 

14.6 

CROWLEY. 

4 831 

4.4 

92.1 

27.2 

65.6 

4 453 

3.1 

19.1 

30.0 

22.6 

60.0 

40.0 

a 400 

39 

IfO 

10.0 

EUNICE . 

3 384 

4.5 

97.1 

26.5 

71.8 

3 152 

Bn 

19.9 

34.1 

17.7 

65.5 

34.5 

6 800 

48 

0.9 

9.3 

GOOSpORT (U) . 

4 607 

4.2 

92.3 

47.3 

56.3 

4 162 

Bn 

29.1 

46.2 

46.1 

62.7 

37.3 

8 100 

62 

1.9 

12.7 

GRETNA . 

6 459 

4.2 

76.7 

42.7 

73.8 

6 063 

H 

23.4 

31.1 

24.5 

58.0 

42.0 

13 200 

53 

0.7 

6i0 

HAMMOND.. . . 

3 107 

4.6 

83.6 

31.5 

62.3 

2 660 


16.1 

36.1 

33.4 

55.2 

44.8 

10 100 

45 

1.4 

7.6 

HOUMA. 

6 281 

4.5 

89.0 

30.6 

71.5 

6 009 

3.5 

23.3 

34.0 

13.2 

59.8 

40.2 

12 100 

62 

0.5 

6f3 

JEFFERSON HEIGHTS (U). . . 

6 056 

4.3 

78.B 

39.9 

86.4 

5 766 

3.0 

16.1 

31.7 

12.6 

65.1 

34.9 

15 100 

76 

0.4 

7.4 

JENNINGS . . 

3 594 

4.5 

94.2 

25.2 

65.7 

3 334 

3.2 

21.1 

32.7 

20.8 

65.3 

34.7 

9 600 

55 

Ot8 

8.3 

KENNER ..... . 

4 719 

4.6 

87.7 

67.5 

78.9 

4 409 

3.8 

23.7 

48.9 

21.5 

70.3 

29.7 

13 900 

61 

3.1 

8.0 

LAFAYETTE. 

11 941 

4.4 

87.5 

27.6 

71.3 

11 241 

3.0 

18.0 

35.6 

25.3 

60.9 

39.1 

10 100 

56 

0.8 

8.4 

LAKE CHARLES . 

19 724 

4.8 

85.0 

43.0 

79.9 

17 831 

3.2 

15.1 

42.8 

20.0 

62.5 

37.5 

12 900 

67 

3.5 

12.9 

MINDEN . 

4 347 

4.7 

89.7 

29.1 

56.2 

3 959 

2.9 

16.0 

30.6 

41.0 

66.4 

33.6 

a 200 

39 

2.0 

10.4 

MONROE . 

16 302 

4.4 

83.3 

31.6 

58.8 

15 301 

2.9 

19.2 

35.9 

40.7 

55.4 

44.6 

9 700 

40 

2.0 

6.2 

MORGAN CITY. 

3 823 

4.2 

91.8 

38.9 

63.6 

3 631 

3.5 

26.1 

36.8 

15.9 

54.9 

45.1 

10 500 

70 

1.0 

3.3 

NATCHITOCHES . 

3 854 

4.6 

88.6 

27.6 

56.4 

3 636 

2.9 

16.6 

35.6 

41.7 

60.4 

39.6 

8 200 

40 

1.2 

4.8 

NEW IBERIA . 

a 322 

4.5 

90.9 

38.4 

70.7 

7 876 

3.3 

22.2 

33.7 

21.4 

60.8 

39.2 

11 OOO 

50 

1.4 

5.9 

NEW ORLEANS. 

202 643 

4.1 

49.5 

17.4 

70.5 

189 801 

2.8 

18.2 

32.4 

32.9 

37.6 

62.4 

16 000 

60 

1.5 

5.5 

OPELOUSAS. 

5 037 

4.5 

95.5 

28.5 

62.3 

4 712 

3.2 

21.4 

31.1 

38.9 

63.2 

36.8 

10 OOO 

43 

1.0 

9.9 

RUSTON . 

3 928 

4.9 

87.7 

31.8 

74.7 

3 690 

2.9 

10.7 

40.2 

28.7 

62.8 

37.2 

11 700 

46 

1.4 

6.0 

SHREVEPORT . 

54 191 

4.7 

83.2 

30.5 

71.3 

50 145 

2.8 

14.7 

37.6 

30.6 

59.2 

40.8 

11 400 

57 

2.2 

9.8 

SULPHUR. 

3 555 

4.6 

94.3 

46.8 

80.8 

3 196 

3.2 

15.6 

36.3 

5.4 

73.9 

26.1 

11 OOO 

61 

4.0 

15.6 

THIBODAUX. 

3 771 

4.2 

90.2 

37.5 

68.5 

3 540 

3.6 

26.6 

34.8 

16.6 

56.9 

43.1 

10 800 

55 

0.4 

7.7 

WEST MONROE.. . . 

4 918 

4.6 

91.3 

32.9 

70.8 

4 678 

3.0 

13.7 

34.0 

15.4 

66.9 

33.1 

10 900 

46 

1.5 

4.9 
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Table 2. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: I960 

[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


SUBJECT 

THE STATE 

urban* 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA*S 

OUTSIDE 

SMSA'S 

TOTAL 

nonfarm 

OCCUPIED 

FARM 

ALL HOUSING UNITS . 

97B 452 

501 763 

476 689 

635 137 

343 315 

288 083 

55 232 

TENURE* COLOR. AND VACANCY 








STATUS 








OCCUPIED. 

892 544 

463 931 

426 413 

590 081 

302 263 

247 031 

55 232 

owner occupied. 

526 366 

252 676 

273 690 

327 172 

199 194 

162 989 

36 205 

PERCENT OF all OCCUPIED . 

59.0 

54.5 

63.9 

55.4 

65.9 

66.0 

65.6 

WHITE . 

418 877 

204 985 

213 892 

258 501 

160 376 

129 758 

30 618 

NONWMITE. 

107 489 

47 691 

59 798 

68 671 

38 818 

33 231 

5 587 

RENTER OCCUPIED . 

365 978 

211 255 

154 723 

262 909 

103 069 

84 042 

19 027 


219 605 

130 136 

89 469 

163 897 

55 708 

47 833 

7 875 


146 373 

81 119 

65 254 

99 012 

47 361 

36 209 

11 152 

VACANT... 

86 108 

37 832 

48 276 

45 056 

41 052 

41 052 


year round. 

68 594 

33 051 

35 543 

41 117 

27 477 

27 477 


SOUND OR DETERIORATING. 

56 150 

29 120 

27 030 

35 763 

20 387 

20 387 



38 052 

23 059 

14 993 

26 685 

9 367 

9 367 


FOR SALE only . 

9 732 

6 383 

3 349 

6 746 

2 986 

2 986 


HOMEOWNER VACANCY RATE. 

1.8 

2.5 

1.2 

2.0 

1.5 

1.8 


FOR RENT. 

26 320 

16 676 

11 644 

21 939 

6 381 

6 381 


RENTAL vacancy RATE . 

7.2 

7.3 

7.0 

7.7 

5.6 

7.1 


RENTED OR SOLD* AWAITING OCCUPANCY. . . 

3 034 

1 690 

1 344 

1 857 

1 177 

1 177 


HELD FOR OCCASIONAL USE . 

4 600 

926 

3 674 

986 

3 614 

3 614 


HELD FOR OTHER REASONS. 

10 464 

3 445 

7 019 

4 235 

6 229 

6 229 


DILAPIDATED.. . . 

12 444 

3 931 

a 513 

5 354 

7 090 

7 090 


SEASONAL. 

17 514 

4 781 

12 733 

3 939 

13 575 

13 575 


CONDITION AND PLUMBING 








ALL UNITS . 

978 425 

501 739 

476 686 

635 no 

343 315 

288 083 

55 232 

SOUND ........ . 

692 247 

388 418 

303 829 

483 668 

208 579 

176 311 

32 268 

WITH ALL PLUMBING FACILITIES. 

595 743 

359 194 

236 549 

445 818 

149 925 

128 756 

21 169 

LACKING ONLY HOT WATER. 

24 645 

9 161 

15 484 

12 419 

12 226 

10 030 

2 196 

LACKING OTHER PLUMBING FACILITIES . 

71 859 

20 063 

51 796 

25 431 

46 428 

37 525 

8 903 

DETERIORATING . 

187 094 

77 255 

109 839 

104 049 

83 045 

68 191 

14 854 

WITH ALL PLUMBING FACILITIES. 

79 130 

43 129 

36 001 

58 484 

20 646 

17 547 

3 099 

LACKING ONLY HOT WATER. . . . 

17 586 

8 857 

8 729 

12 148 

5 438 

4 533 

905 

LACKING OTHER PLUMBING FACILITIES . 

90 378 

25 269 

65 109 

33 417 

56 961 

46 111 

10 850 

DILAPIDATED . 

99 084 

36 066 

63 018 

47 393 

51 691 

43 581 

a no 

OWNER OCCUPIED.. 

526 366 

252 676 

273 690 

327 172 

199 194 

162 989 

36 205 

SOUND.. 

429 183 

221 679 

207 504 

282 370 

146 813 

120 448 

26 365 

WITH ALL plumbing FACILITIES. 

381 047 

211 806 

169 241 

268 955 

112 092 

92 791 

19 301 

LACKING SOME OR ALL FACILITIES. 

48 136 

9 873 

38 263 

13 415 

34 721 

27 657 

7 064 

DETERIORATING . 

70 683 

22 709 

47 974 

33 438 

37 245 

29 808 

7 437 

WITH ALL PLUMBING FACILITIES. 

33 403 

14 461 

18 942 

21 284 

12 119 

9 633 

2 486 

LACKING SOME OR ALL FACILITIES. 

37 280 

a 248 

29 032 

12 154 

25 126 

20 175 

4 951 

DILAPIDATED . 

26 500 

8 288 

18 212 

11 364 

15 136 

12 733 

2 403 

RENTER OCCUPIED . 

365 978 

211 255 

154 723 

262 909 

103 069 

84 042 

19 027 

SOUND . 

212 750 

141 074 

71 676 

171 709 

41 041 

35 138 

5 903 

WITH ALL PLUMBING FACILITIES. 

175 010 

124 920 

50 090 

150 751 

24 259 

22 391 

1 868 

LACKING SOME OR ALL FACILITIES.. . 

37 740 

16 154 

21 586 

20 958 

16 782 

12 747 

4 035 

DETERIORATING . 

95 229 

46 776 

48 453 

60 755 

34 474 

27 057 

7 417 

WITH ALL PLUMBING FACILITIES. 

37 456 

24 430 

13 026 

31 182 

6 274 

5 661 

613 

LACKING SOME OR ALL FACILITIES. 

57 773 

22 346 

35 427 

29 573 

28 200 

21 396 

6 804 

OILAPIDATED . 

57 999 

23 405 

34 594 

30 445 

27 554 

21 847 

5 707 

VACANT AVAILABLE FOR SALE . 

9 732 

6 383 

3 349 

6 746 

2 986 

2 986 


WITH ALL PLUMBING FACILITIES. 

a 695 

6 042 

2 653 

6 370 

2 325 

2 325 

• 9 • 

LACKING SOME OR ALL FACILITIES. 

1 037 

341 

696 

376 

661 

661 

... 

VACANT available FOR RENT.. 

28 320 

16 676 

11 644 

21 939 

6 3B1 

6 381 


WITH ALL plumbing FACILITIES. 

20 655 

13 226 

7 429 

17 314 

3 341 

3 341 

• • • 

LACKING SOME OR ALL FACILITIES. 

7 665 

3 450 

4 215 

4 625 

3 040 

3 040 

... 

ALL HOUSING UNITS . 

978 452 

501 763 

476 6B9 

635 137 

343 315 

288 083 

55 232 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 

714 659 

426 256 

288 403 

533 956 

180 703 

154 975 

25 728 

ONLY COLD PIPED WATER INSIDE STRUCTURE. . . • 

132 203 

51 962 

80 241 

75 574 

56 629 

46 260 

10 369 

PIPED WATER OUTSIDE STRUCTURE . 

37 202 

9 814 

27 388 

18 169 

19 033 

16 818 

2 215 

NO PIPED WATER. 

94 361 

13 707 

80 654 

7 411 

86 950 

70 030 

16 920 

TOILET FACILITIES 

■■ 







FLUSH TOILET* EXCLUSIVE USE . 

764 101 

444 189 

319 912 

567 552 

196 549 

168 263 

28 286 

FLUSH TOILET* SHARED. 

29 362 

22 608 

6 754 

27 774 

1 588 

1 512 

76 

OTHER TOILET FACILITIES OR NONE . 

184 962 

34 942 

150 020 

39 784 

145 178 

118 308 

26 870 

BATHING FACILITIES 








BATHTUB OR SHOWER* EXCLUSIVE USE. 

743 825 

434 329 

309 496 

546 961 

196 864 

168 012 

26 852 

BATHTUB OR SHOWER* SHARED . 

24 115 

19 376 

4 739 

22 583 

1 532 

1 459 

73 

NO BATHTUB OR SHOWER. 

210 485 

48 034 

162 451 

65 566 

144 919 

118 612 

26 307 



































































































20-6 


State and Small Areas 


Table 3._Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMSA’s, Bathrooms Bedrooms 

Urban and Rural: 1960 

[Some data based on sample; see text] 


SUBJECT 

THE STATE 

URBAN 1 

total 


RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

Occupied 

farm 

BATHROOMS 








ALL units . 

978 361 

501 672 

476 689 

635 046 

343 315 

288 132 

55 1B3 


579 575 

339 384 

240 191 

429 850 

149 725 

128 158 

21 567 

1 PLUS PARTIAL. 

29 442 

20 121 

9 321 

22 056 

7 386 

6 613 

773 

2 OR MORE . 

80 573 

51 420 

29 153 

63 779 

16 794 

14 411 

2 383 

SHARED OR NONE. 

288 771 

90 747 

198 024 

119 361 

169 410 

138 950 

30 460 

OWNER OCCUPIED. 

526 457 

252 743 

273 714 

327 273 

199 184 

163 000 

36 184 


327 211 

168 652 

158 559 

221 310 

105 901 

86 737 

19 164 

MORE THAN 1 . 

93 028 

60 285 

32 743 

72 840 

20 188 

17 203 

2 985 

SHARED OR NONE. 

106 218 

23 806 

82 412 

33 123 

73 095 

59 060 

14 035 

RENTER OCCUPIED . 

365 887 

211 188 

154 699 

262 808 

103 079 

84 080 

18 999 


208 594 

146 816 

61 778 

178 829 

29 765 

27 362 

2 403 

MORE THAN 1 . 

11 063 

7 396 

3 667 

9 146 

1 917 

1 746 

171 

SHARED OR NONE. 

146 230 

56 976 

89 254 

74 833 

71 397 

54 972 

16 425 

ROOMS 








ALL UNITS . 

978 425 

501 739 

476 686 

635 110 

343 315 

288 083 

55 232 

1 ROOM. 

24 223 

16 029 

8 194 

16 360 

5 863 

5 667 

196 

2 ROOMS. 

61 474 

33 793 

27 681 

41 502 

19 972 

18 664 

1 308 

3 ROOMS . 

159 540 

83 916 

75 624 

109 069 

50 471 

45 406 

5 065 

4 ROOMS . 

253 450 

121 512 

131 938 

155 537 

97 913 

82 738 

15 175 

5 ROOMS . 

247 248 

129 134 

118 114 

158 962 

88 286 

72 703 

15 583 

6 ROOMS . 

148 574 

72 306 

76 268 

93 101 

55 473 

43 652 

11 821 

7 ROOMS . 

52 459 

27 513 

24 946 

35 382 

17 077 

13 079 

3 99B 

a ROOMS OR MORE . 

31 457 

17 536 

13 921 

23 197 

6 260 

6 174 

2 086 

MEDIAN. 

4.5 

4.5 

4.5 

4.5 

4.5 

4.4 

4.9 

OWNER OCCUPIED. 

526 366 

252 676 

273 690 

327 172 

199 194 

162 989 

36 205 

1 ROOM. 

1 635 

465 

1 170 

578 

1 057 

953 

104 

2 ROOMS . 

9 157 

3 025 

6 132 

3 876 

5 281 

4 784 

497 

3 ROOMS . ....... 

37 881 

14 609 

23 272 

20 357 

17 524 

15 737 

1 787 

4 ROOMS . 

120 017 

51 378 

68 639 

69 530 

50 487 

43 016 

7 471 

5 ROOMS . 

170 355 

87 412 

82 943 

108 956 

61 399 

50 162 

11 237 

6 ROOMS . 

116 873 

57 722 

59 151 

74 040 

42 833 

33 051 

9 782 

7 ROOMS . 

43 711 

22 961 

20 750 

29 711 

14 000 

10 496 

3 504 

a ROOMS OR MORE . 

26 737 

15 104 

11 633 

20 124 

6 613 

4 790 

1 823 

MEDIAN. 

5.1 

5.2 

5.0 

5.1 

4.9 

4.8 

5.2 

renter OCCUPIED . 

365 978 

211 255 

154 723 

262 909 

103 069 

64 042 

19 027 

1 ROOM. 

15 384 

11 908 

3 476 

13 507 

1 877 

1 785 

92 

2 ROOMS . 

40 494 

25 745 

14 749 

31 757 

8 737 

7 926 

811 

3 ROOMS . 

102 261 

61 269 

41 012 

78 478 

23 803 

20 525 

3 278 

4 ROOMS. 

111 025 

61 371 

49 654 

75 218 

35 807 

28 103 

7 704 

5 ROOMS . 

60 966 

33 730 

27 236 

41 299 

19 667 

15 321 

4 346 

6 ROOMS . 

25 349 

11 674 

13 675 

15 611 

9 738 

7 699 

2 039 

7 ROOMS . 

7 025 

3 700 

3 325 

4 682 

2 343 

1 849 

494 

8 ROOMS OR MORE . 

3 454 

1 858 

1 596 

2 357 

1 097 

834 

263 

MEDIAN. 

3.7 

3.6 

3.9 

3.6 

4.0 

3.9 

4.2 

VACANT AVAILABLE FOR SALE ... . 

9 732 

6 383 

3 349 

6 746 

2 986 

2 986 

• • • 

1 TO 3 ROOMS. 

720 

300 

420 

368 

352 

352 

• • • 

4 ROOMS . 

1 748 

912 

836 

1 189 

559 

559 

• • « 

5 ROOMS . 

5 008 

3 564 

1 444 

3 433 

1 575 

1 575 


6 ROOMS . 

1 564 

1 104 

460 

1 200 

364 

364 


7 ROOMS OR MORE . 

692 

503 

189 

556 

136 

136 


MEDIAN. 

5.0 

5.1 

4.8 

5.0 

4.9 

4.9 


VACANT available FOR RENT . 

28 320 

16 676 

11 644 

21 939 

6 381 

6 381 


1 ROOM. 

3 043 

2 218 

825 

2 601 

442 

442 


2 ROOMS . 

3 979 

2 485 

1 494 

3 232 

747 

747 


3 ROOMS. 

8 092 

4 640 

3 452 

6 469 

1 623 

1 623 

• • • 

4 ROOMS . 

7 682 

4 342 

3 340 

5 598 

2 084 

2 084 


5 ROOMS OR MORE.. 

5 524 

2 991 

2 533 

4 039 

1 485 

1 485 


MEDIAN. 

3.4 

3.3 

3.5 

3.3 

3.7 

3.7 

• • • 

BEDROOMS 








ALL UNITS . 

977 325 

500 761 

476 564 

634 079 

343 246 

287 981 

55 265 

NONE. 

27 645 

17 568 

10 077 

20 763 

6 882 

6 512 

370 


181 607 

106 859 

74 748 

133 528 

48 079 

44 086 

3 993 


415 205 

204 293 

210 912 

264 618 

150 587 

128 619 

21 96B 


291 824 

144 766 

147 058 

179 052 

112 772 

89 999 

22 773 

4 OR MORE . 

61 044 

27 275 

33 769 

36 118 

24 926 

18 765 

6 161 

OWNER OCCUPIED. 

525 586 

252 388 

273 198 

326 554 

199 032 

162 772 

36 260 

0 ANO 1 . 

41 934 

19 683 

22 251 

25 443 

16 491 

14 468 

2 023 


220 012 

103 088 

116 924 

137 091 

82 921 

69 841 

13 080 


217 503 

108 769 

108 734 

136 015 

81 488 

64 968 

16 520 

4 OR MORE . 

46 137 

20 848 

25 289 

28 005 

18 132 

13 495 

4 637 

renter OCCUPIED . 

366 748 

211 533 

155 215 

263 527 

103 221 

84 216 

19 005 

NONE. 

17 404 

13 148 

4 256 

15 164 

2 240 

1 978 

262 


113 824 

74 999 

38 B25 

93 186 

20 638 

18 560 

2 078 


163 684 

89 608 

74 076 

113 248 

50 436 

41 546 

8 888 

3 OR MORE . 

71 836 

33 778 

38 058 

41 929 

29 907 

22 130 

7 777 
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Tabic 4, Structural Characteristics and Heating Equipment, for the State, Inside and 
Outside SMSA’s, Urban and Rural: I960 

[Based on sample; see text] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 



SUBJECT 


UNITS IN structure 


total 


THE state 


URBAN I 
TOTAL 


rural 


INSIDE OUTSIDE 

SMSA'S SMSA'S 


total 


NONFARM 


OCCUPIED 

FARM 


ALL UNITS . 

1. DETACHED . 

It ATTACHED . 

2 . 

3 AND 4 . 

5 OR MORE . 

TRAILER I 

ON PERMANENT FOUNDATION 
MOBILE. 


978 361 
740 691 
69 779 
73 665 
40 123 
44 656 


501 672 
307 062 
53 973 
60 550 
34 645 
40 990 


476 689 
433 629 
15 806 
13 115 
5 478 
3 668 


635 046 
416 700 
61 433 
69 970 
38 606 
43 292 


343 315 
323 991 
8 346 
3 695 
1 517 
1 366 


288 132 
270 441 
7 433 
3 490 
1 369 
1 225 


55 183 
53 550 
913 
205 
148 
141 


1 551 
7 894 


625 
3 827 


926 
4 067 


636 
4 409 


915 
3 485 


863 
3 311 


52 

174 



OWNER OCCUPIED 

It detached . . . < 

It ATTACHED ... 

2 . . .. 

3 AND 4 ..... , 
5 OR MORE .... 

trailer . . 


S26 457 
477 678 
16 929 
16 576 
4 297 
2 344 
8 633 


252 743 
217 338 
12 020 
14 082 

3 389 
1 882 

4 032 


273 714 
260 340 
4 909 
2 494 
908 
462 
4 601 


327 273 
287 501 
13 548 
15 788 

3 888 
2 018 

4 530 


199 184 
190 177 

3 381 
788 
409 
326 

4 103 


163 000 
155 059 

2 819 
698 
323 
220 

3 881 


36 184 
35 118 
562 
90 
86 
106 
222 


RENTER OCCUPIED 
It DETACHED . . . . 
It ATTACHED . . . . 

3 AND 4 ! ! ! ! ! ! 

5 TO 9....... 

10 To 19. ..... 

20 TO 49. 

50 OR MORE. 

TRAILER . 


365 887 
200 561 
47 005 
50 885 
31 133 
19 009 
10 814 
3 022 
2 646 
812 


211 188 
69 210 
38 318 
42 114 
27 631 
17 757 
10 516 
2 805 
2 417 
420 


154 699 
131 351 
8 687 
8 771 
3 502 
1 252 
298 
217 
229 
392 


262 808 
105 283 
43 144 
48 560 
30 360 
18 771 
10 745 
2 926 
2 504 
515 


103 079 
95 278 
3 861 
2 325 
773 
238 
69 
96 
142 
297 


84 080 
76 846 
3 510 
2 210 
711 
213 
64 
96 
137 
293 


18 999 
18 432 
351 
115 
62 
25 
5 

5 

4 


VACANT AVAILABLE FOR RENT 

1 . 

2 TO 4. 

5 TO 9... 

10 OR MORE. 


28 029 
15 532 
7 790 
2 546 
2 161 


16 664 
6 938 
5 763 
2 140 
1 823 


11 365 
8 594 
2 027 
406 
338 


21 912 
10 344 
7 130 
2 370 
2 068 


6 117 
5 188 
660 
176 
93 


6 117 
5 188 
660 
176 
93 


YEAR STRUCTURE BUILT 


ALL UNITS . 
1959 TO march I960 
1955 TO 1958. . . 

1950 TO 1934. . . 

1940 To 1949. . . 

1930 To 1939. . . 

1929 OR EARLIER . 


978 425 
47 562 
120 286 

140 774 
221 271 

141 338 
307 194 


501 739 
25 435 

61 406 
77 078 

105 942 

62 530 
169 348 


476 686 
22 A 27 
58 880 
63 696 
115 329 
78 808 
137 846 


635 110 
26 914 
71 901 
95 869 
141 757 
87 598 
211 071 


343 315 
20 648 
48 385 
44 905 
79 5l4 
53 740 
96 123 


288 083 
19 388 
44 094 
38 609 
66 237 
43 090 
76 665 


55 232 
1 260 
4 291 
6 296 
13 277 
10 650 
19 458 


OWNER OCCUPIED 
1955 TO MARCH 1960 

1950 To 1954. . . 

1940 To 1949. . . 

1939 OR EARLIER . 


ALL HOUSING UNITS 


BASEMENT 


526 366 
120 452 
93 949 
127 055 
184 910 


252 676 
63 317 
51 336 
56 511 
81 512 


273 690 
57 135 
42 613 
70 544 
103 398 


327 172 
70 851 
63 330 
78 238 
114 753 


199 194 
49 601 
30 619 
48 817 
70 157 


162 989 
44 944 
25 704 
39 130 
53 211 


36 205 
4 657 
4 915 
9 687 
16 946 


978 452 


501 763 


476 689 


635 137 


343 315 


288 0B3 


55 232 


BASEMENT. . . 
CONCRETE SLAB 
OTHER . . . . 


21 213 
173 090 
784 058 


16 919 
128 566 
356 187 


4 294 
44 524 
427 871 


20 024 
139 464 
475 558 


1 189 
33 626 
308 500 


1 062 
31 362 
255 708 


127 
2 264 
52 792 


HEATING equipment 


STEAM OR HOT WATER. 

WARM AIR FURNACE. 

FLOOR I WALLt OR PIPELESS FURNACE. 

BUILT-IN ELECTRIC UNITS . 

OTHER means WITH FLUE . 

OTHER MEANS WITHOUT FLUE. 

NONE. 


7 742 
98 867 
177 424 
4 280 
113 554 
563 980 
12 578 


6 864 

878 

74 294 

24 573 

118 184 

59 240 

2 197 

2 083 

30 981 

82 573 

265 128 

298 852 

4 091 

8 487 


7 293 

449 

79 372 

19 495 

149 275 

28 149 

2 571 

1 709 

37 155 

76 399 

354 700 

209 280 

4 744 

7 834 


435 

14 

18 242 

1 253 

25 486 

2 663 

1 427 

282 

58 202 

18 197 

176 754 

32 526 

7 537 

297 
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State and Small Areas 


Tabic 5. —Occupancy Characteristics, for the State, Inside and Outside SMS As, Population Room 

Ti -D 1 n/TA Persons Year Moved into Unit 

Urban and Rural: I960 ^ 

[Based on sample; see text] 
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Tabic 6. —Type of Fuel and Selected Equipment, for the State, Inside and Outside SMSA’s, 

Urban and Rural: 1960 

[Based on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
ISlachine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


THE STATE 

URBAN. 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

892 344 

463 931 

428 413 

Hil 

706 328 

427 295 

279 033 

559 591 

14 256 

7 230 

7 026 

8 679 

2 007 

976 

1 031 

1 360 

61 838 

6 979 

54 859 

4 572 

5 753 

2 807 

2 946 

3 604 

93 976 

14 939 

79 037 

8 270 

3 493 

1 276 

2 217 

1 126 

4 683 

2 419 

2 264 

2 879 

580 943 

374 863 

206 080 

478 731 

21 049 

8 214 

12 835 

8 541 

1 009 

646 

363 

656 

424 

143 

281 

199 

53 757 

10 109 

43 648 

6 971 

1 004 

854 

150 

920 

1 244 

573 

671 

543 

232 904 

68 519 

164 385 

93 520 

660 067 

399 582 

260 485 

523 359 

66 666 

34 669 

31 997 

41 938 

113 297 

17 865 

95 432 

11 821 

10 556 

2 718 

7 838 

3 915 

1 554 

702 

852 

973 

34 222 

5 116 

29 106 

4 053 

2 149 

893 

1 256 

723 

3 823 

2 376 

1 447 

3 299 

251 923 

90 884 

161 039 

122 364 

397 890 

239 399 

158 491 

298 443 

9 390 

7 034 

2 356 

7 642 

233 131 

126 604 

106 527 

161 632 

56 252 

43 684 

12 568 

48 241 

31 778 

27 121 

24 657 

36 525 

784 304 

393 116 

391 188 

505 315 

214 964 

85 251 

129 713 

108 885 

677 370 

378 670 

298 700 

481 196 

619 655 

362 743 

256 912 

462 202 

272 689 

101 188 

171 501 

127 879 

449 907 

230 856 

219 051 

292 524 

157 537 

89 326 

68 211 

107 094 

19 582 

10 850 

8 732 

12 774 

265 313 

132 894 

132 419 

177 694 

101 895 

67 464 

34 431 

82 045 

77 396 

55 137 

22 259 

66 798 

27 081 

19 736 

7 345 

22 950 

685 962 

321 584 

364 378 

418 288 

661 736 

354 375 

307 361 

448 622 

64 320 

49 354 

14 966 

54 664 

166 278 

60 192 

106 086 

86 795 

573 502 

280 216 

293 286 

364 220 

190 377 

127 087 

63 290 

151 470 

128 455 

56 618 

71 837 

74 391 


SUBJECT 


total 


OCCUPIED 

FARM 


ALL OCCUPIED UNITS. . . 

heating fuel 


UTILITY SAS . 

FUEL OILi KEROSENE. ETC.. 

COAL Or coke. 

IKOOD. .. 

ELECTRICITY . 

BOTTLED. TANK. OR LP GAS. 
OTHER FUEL. 

none. 


WATER heating FUEL 


UTILITY GAS . 

ELECTRICITY . 

coal or coke. 

WOOD. 

BOTTLED, tank. OR LP GAS. 
FUEL OIL. KEROSENE. ETC.. 

OTHER FUEL. 

NONE. 


COOKING FUEL 


UTILITY GAS . 

ELECTRICITY . 

BOTTLED. TANK. OR LP GAS. 
FUEL OIL. KEROSENE. ETC.. 

COAL OR COKE. 

WOOD. 

OTHER FUEL. 

NONE. 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER. 

automatic or semi-automatic 

WASHER-DRYER COMBINATION. . 
NONE... 


CLOTHES dryer 


GAS HEATED. 

ELECTRICALLY HEATED 

none. 


home food freezer 


1 OR MORE 
NONE. . . 


TELEPHONE AVAILABLE 


YES 

NO. 


AUTOMOBILES AVAILABLE 


3 OR MORE 
NONE. . . 


AIR CONDITIONING 


ROOM UNIT I 

.. 

2 OR MORE . . 
CENTRAL SYSTEM. 
none. 


2 OR MORE 
NONE. . . 


2 OR MORE 
NONE. . . 


TELEVISION SETS 


RADIO SETS 


me 737 
5 577 
647 
57 266 
2 149 
B5 706 
2 367 
1 804 


102 212 
12 508 
353 
225 
46 786 
84 
701 
139 384 


136 708 
24 728 
101 476 
6 641 
581 
30 169 
1 426 
524 


129 559 
99 447 
1 748 
71 499 


8 011 
15 253 
278 989 


106 079 
196 174 


157 453 
144 810 


157 383 
50 443 
6 808 
87 619 


19 850 
10 598 
4 131 
267 674 


213 114 
9 656 
79 483 


209 282 
38 907 
54 064 


247 031 


134 978 
5 131 
585 
40 382 
1 680 
60 945 
1 780 
1 507 


94 406 
9 801 
313 
165 
31 940 
63 
620 
109 680 


124 998 

20 019 
72 789 

5 358 
501 

21 808 
1 010 

505 


99 951 
85 409 
1 500 
60 128 


7 447 
12 915 
226 626 


76 961 
170 027 


132 703 
114 328 


127 316 
41 725 
5 006 
72 941 


17 616 
9 084 
3 615 
216 673 


175 118 
8 469 
63 401 


168 995 
32 457 
45 536 


11 759 
446 
62 

16 884 
469 
24 761 
587 
297 


7 806 
2 707 
40 
60 

14 846 
21 
81 

29 704 


11 710 
4 709 
28 687 
1 283 
80 
8 361 
416 
19 


29 608 
14 038 
248 
11 371 


564 
2 338 
52 363 


29 118 
26 147 


24 750 
30 462 


30 067 
8 718 
1 802 
14 678 


2 234 
1 514 
516 
51 001 


37 996 
1 187 
16 082 


40 2B7 
6 450 
a 528 
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State and Small Areas 


Table 7. —Fintancial Characteristics and Duration of Vacancy, for the State, Inside and 
Outside SMSA’s, Urban and Rural Nonfarm: I960 

[Some data based on sample; see text. Plus (+) or minus (—) after number indicates median above or below that number] 


Value Contract Rent 

Gross Rent Duration of Vacancy 


SUBJECT 

THE STATE 

URBAN) 

TOTAL 

RURAL 

NONFARM) 

TOTAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

VALUE 






OWNER OCCUPIED. 

416 767 

217 376 

199 391 

293 052 

123 715 

LESS THAN SSiOOO. 

85 587 

20 307 

65 280 

38 497 

47 090 

SSiOOO TO $7<400. 

55 883 

19 685 

36 198 

33 151 

22 732 

$7iS00 TO $9i900. 

51 309 

25 450 

25 859 

36 738 

14 571 

SIOiOOO TO $12i400. 

56 461 

31 514 

24 947 

43 234 

13 227 

$I2<500 TO $I4i900. 

45 206 

30 811 

14 395 

37 523 

7 683 

$15)000 TO $17)400. ............. 

38 071 

26 739 

12 132 

31 876 

6 995 

$17)500 TO $19)900. 

24 459 

18 821 

5 638 

20 851 

3 608 

$20)000 TO $24)900. 

26 730 

19 951 

6 779 

22 748 

3 982 

$25)000 TO $34)900. . . . 

17 810 

13 114 

4 696 

15 418 

2 392 

$35)000 OR MORE . 

14 451 

10 984 

3 467 

13 016 

1 435 

MEDIAN.dollars . 

10 700 

13 500 

7 400 

12 200 

6 600 

vacant AVAILABLE FOR SALE . 

9 048 

6 131 

2 917 

6 519 

2 529 

LESS THAN $5)000. 

897 

285 

612 

390 

507 

$5)000 TO $9)900. 

1 867 

938 

929 

1 357 

510 

$10)000 TO $14)900. 

2 406 

1 556 

850 

1 583 

823 

$15)000 TO $19)900. 

2 035 

1 690 

345 

1 544 

491 

$20)000 TO $24)900. 

1 072 

987 

85 

934 

138 

$25)000 OR MORE . 

771 

675 

96 

711 

60 

median price asked.DOLLARS . 

13 700 

15 800 

9 600 

14 800 

12 300 

GROSS RENT 






RENTER OCCUPIED . 

346 951 

209 915 

137 036 

262 909 

84 042 

LESS THAN $20 . 

19 080 

4 023 

15 057 

6 743 

12 337 

$20 TO .. 

35 766 

14 167 

21 599 

24 148 

11 618 

$30 TO .. 

39 650 

22 689 

16 961 

32 133 

7 517 

$40 TO $49. 

4l 510 

28 557 

12 953 

35 929 

5 581 

$50 TO $59. 

42 697 

31 810 

10 887 

38 106 

4 591 

$60 TO $69. 

39 901 

30 886 

9 015 

36 200 

3 701 


29 123 

23 168 

5 955 

26 700 

2 423 

$80 TO .. 

31 532 

25 128 

6 404 

28 938 

2 594 

$100 TO $119. 

10 691 

8 197 

2 494 

9 828 

863 

$120 TO $149. 

6 290 

5 180 

1 110 

5 787 

503 

$150 To $199. ........ . 

2 848 

2 451 

397 

2 671 

177 

$200 OR MORE. 

1 278 

925 

353 

1 002 

276 

NO CASH RENT. 

46 585 

12 734 

33 851 

14 724 

31 861 

MEOIAN.DOLLARS . 

53 

59 

39 

57 

33 

contract rent 






RENTER OCCUPIED . 

346 951 

209 915 

137 036 

262 909 

84 042 

LESS THAN $20 . 

48 508 

11 309 

37 199 

22 862 

25 646 

$20 TO .... 

42 083 

22 334 

19 749 

33 915 

8 168 

$30 TO $39. 

42 497 

29 493 

13 004 

37 018 

5 479 

$40 TO .. 

89 590 

69 568 

20 022 

81 742 

7 848 

$60 TO $79. 

52 049 

42 936 

9 113 

48 915 

3 134 

$80 TO $99. 

13 674 

11 402 

2 272 

12 771 

903 

$100 TO $149. 

9 475 

8 089 

1 386 

8 795 

680 

$150 OR MORE. 

2 490 

2 050 

440 

2 167 

323 

NO CASH RENT. 

46 585 

12 734 

33 851 

14 724 

31 861 

MEDIAN.DOLLARS . 

44 

50 

27 

47 

21 

VACANT AVAILABLE FOR RENT . 

26 710 

16 496 

10 214 

21 794 

4 916 

LESS THAN $30 . 

4 753 

1 350 

3 403 

2 893 

1 860 

$30 TO $39. 

3 818 

2 042 

1 776 

3 148 

670 

$40 TO $59. 

8 826 

5 572 

3 254 

7 484 

1 342 

$60 TO .. 

5 682 

4 434 

1 248 

5 009 

673 

$80 TO $99. 

1 742 

1 494 

248 

1 597 

145 

$100 TO $119. 

905 

796 

109 

812 

93 

$120 OR MORE. 

984 

808 

176 

851 

133 

MEDIAN RENT ASKED (DOLLARS)i 






VACANT AVAILABLE FOR RENT . 

51 

58 

40 

53 

39 

WITH ALL UTILITIES IN RENT. 

50 

54 

43 

50 

55 

WITH SOME OR NO UTILITIES IN RENT . . . . 

51 

58 

39 

54 

34 

DURATION OF VACANCY 






vacant available for sale . 

9 496 

6 281 

3 215 

6 686 

2 810 

LESS THAN 4 MONTHS. 

5 687 

4 066 

1 621 

4 216 

1 471 

4 UP TO 6 MONTHS. 

1 292 

893 

399 

907 

385 

6 MONTHS OR MORE. 

2 517 

1 322 

1 195 

1 563 

954 

VACANT available FOR RENT . 

28 088 

16 629 


21 854 

6 234 

LESS THAN 1 MONTH . 

8 162 

5 459 


6 799 

1 363 

1 UP TO 4 MONTHS. 

11 036 

7 270 


9 318 

1 718 

4 UP TO 6 MONTHS. 

2 375 

1 312 

1 063 

1 734 

641 

6 MONTHS OR MORE. 

6 515 

2 508 

3 927 

4 003 

2 512 
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Tabic 8,—Selected Characteristics of Housing Units With Nonwhite Household Heads, for the State, SMSA’s, 

AND Places of 10,000 Inhabitants or More: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. “U” denotes an unincorporated place. Median not shown where base 
is less than 200; minus ( —) after number indicates median below that number. Percent not shown where less than 0.1] 




MEDIAN 

NUMBER 

OF 

ROOMS 




PERCENT OF ALL OCCUPIED" 



OWNER 

RENTER 

AREA 

total 

OCCUPIED 

UNITS 

IN ONE- 
HOUSING 
UNIT 
STRUC¬ 
TURES 

IN STRUC¬ 
TURES 
BUILT 
1950-1960 

SOUND. 
WITH ALL 
PLUMBING 
FACIL¬ 
ITIES 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
1960 

OWNER 

OCCU¬ 

PIED 


median 

VALUE 

(DOL¬ 

LARS) 

MEDIAN 

GROSS 

RENT 

(DOL¬ 

LARS) 

THE state . 

253 862 

3.8 

3.3 

80.3 

21.8 

26.4 

36.4 

27.7 

42.3 

57.7 

5 000 

39 

URBAN . 

167 683 

3.7 

3.1 


22.3 

36.1 

33.5 

29.6 

41.0 

59.0 

6 100 

43 

RURAL . 

86 179 

4.0 

3.8 


20.8 

7.6 

42.0 

23.9 

45.0 

55,0 

5 000- 

21 

NONFARM . 

69 440 

4.0 

3.5 


22.2 

8.3 

39.6 

24.3 

47.9 

52.1 

5 000- 

21 

FARM. 

16 739 

4.3 

5.1 


15.2 

4.8 

51.8 

22.2 

33.4 

66.6 

... 

... 

INSIDE SMSA'S.. . . 

128 810 

3.7 

3.2 


23.3 

38.2 

34.9 

30.5 

37.0 

63.0 

7 100 

47 

IN central cities . 

99 477 

3.6 



19.4 

42.8 

33.2 

30.5 

32.3 

67.7 

7 900 

48 

NOT IN central CITIES . . . . 

29 333 

3.9 



36.5 

22.6 

40.4 

30.2 

53.2 

46.8 

5 600 

36 

OUTSIDE SMSA'S. 

125 052 

4.0 


95.9 

20.3 

14.3 

38.0 

24.8 

47.8 

52.2 

5 OOO- 

25 

STANDARD metropolitan 
STATISTICAL AREAS 













BATON ROUGE . 

17 488 

3.8 


90.4 

21.1 

36.8 

32.8 

25.4 

54.5 

45.5 

6 900 

40 

LAKE CHARLES. 

7 369 

4.1 

3.4 

90.4 

34.0 

38.2 

34.2 

36.0 

54.3 

45.7 

6 600 

47 

MONROE. 

8 552 

3.7 

3.1 

90.6 

23.3 

18.9 

34.2 

28.4 

43.4 

56.6 

5 000- 

31 

NEW ORLEANS . 

70 721 

3.6 

3.1 

44.2 

20.8 

45.7 

36.1 

30.4 

28.1 

71.9 

10 000 

50 

SHREVEPORT. 

24 680 

3.8 

3.1 

90.6 

28.7 

24.4 

33,2 

33.4 

42.9 

57.1 

5 300 

45 

PLACES 













ABBEVILLE . 

479 

4.4 

3.4 

96.5 

24.0 

22.1 

32.4 

21.9 

60.1 

39.9 

5 000- 

» • * 

ALEXANDRIA. 

4 903 

3.6 

2.8 

91.9 

14.0 

30.8 

25.5 

29.3 

42.3 

57.7 

6 200 

37 

BASTROP . 

1 584 

4.0 

3.1 

97.2 

21.9 

19.5 

33.9 

28.5 

61,2 

38.8 

6 000- 

33 

BATON ROUGE . 

11 B44 

3.7 

3.0 

88.6 

14.8 

39.5 

30.2 

23.8 

50.5 

49.5 

7 100 

41 

BOSALUSA.. . . . 

2 077 

3.6 

2.7 

86.2 

15.9 

23.0 

30,0 

22.6 

43.3 

56.7 

5 000- 

26 

BOSSIER CITY. 

922 

3.2 

3.4 

81.1 

23.9 

23.8 

37.2 

37.7 

21.5 

78.5 

• • • 

36 

CROWLEY . 

1 008 

4.4 

3.2 

94.0 

16.6 

31.6 

30.0 

17.9 

52.8 

47.2 

5 000- 

29 

EUNICE. 

558 

4.4 

3.9 

95.5 

13.1 

37.8 

36.7 

18.8 

62.2 

37.8 

5 000- 

• • • 

GOOSPORT (U). 

1 918 

4.3 

4.1 

93.3 

47.1 

40.3 

38.9 

42.8 

61.5 

38,5 

7 200 

55 

GRETNA. 

1 483 

3.3 


63.9 

28.1 

33.2 

42.3 

21.4 

42.2 

57.8 

8 300 

40 

HAMMOND . 

956 

3.8 


92.1 

27.3 

25.3 

32.1 

29.3 

49.1 

50.9 

5 000- 

26 

HOUMA . 

796 

3.6 


82.2 

25.4 

23.7 

44.3 

30.9 

47.6 

52.4 

7 400 

35 

JEFFERSON HEIGHTS (U) . 

728 

2.8 


50.3 

33,0 

19.0 

46.8 

30.6 

29.3 

70.7 

• 9 • 

41 

JENNINGS. 

693 

4.4 


98.6 

11.1 

25.8 

31.2 

25.0 

60.5 

39.5 

5 OOO- 

32 

KENNER. 

946 

3.1 


69.2 

30.5 

35.6 

45,7 

34.0 

40.0 

60.0 

6 OOO 

40 

LAFAYETTE . 

2 847 

4.1 

3.3 

93.2 

22.7 

31.3 

30.5 

27.1 

60.4 

39.6 

5 300 

33 

LAKE CHARLES. 

3 572 

4.0 

3.2 

84.9 

25.7 

43.6 

32.1 

37.5 

43.9 

56.1 

7 900 

49 

MINOEN. 

1 624 

4.4 

2.9 

87.1 

22.2 

26.6 

24.9 

27.8 

57.1 

42.9 

5 OOO- 

27 

MONROE. 

6 221 

3.6 


88.0 

21.8 

21.8 

31.8 

28.4 

41.2 

58.8 

5 OOO- 

32 

MORGAN CITY . 

579 

3.9 

3.0 

89.6 

23.5 

31.6 

34.2 

26.1 

47.8 

52.2 

6 700 

38 

NATCHITOCHES. 

1 515 

4.1 

2.8 

95.2 

24.3 

20.0 

25.8 

29.2 

59.9 

40.1 

5 OOO- 

26 

NEW IBERIA. 

1 684 

4.0 


90.3 

21.4 

29.3 

34.1 

26.3 

48.8 

51.2 

6 300 

29 

NEW ORLEANS . 

62 520 

3.6 


40.7 

18.2 

47.5 

34.7 

30.5 

25.3 

74.7 

10 700 

51 

OPELOUSAS . 

1 834 

4.1 


99.5 

17.8 

25.2 

29.3 

25.2 

58.8 

41.2 

5 OOO- 

26 

RUSTON. 

1 058 

4.3 

2.8 

90.2 

23.2 

33.0 

22.9 


55.5 

44.5 

5 OOO- 

31 

SHREVEPORT. 

15 320 

3.7 

3.0 

86.7 

25,1 

34.4 

30.5 


40.0 

60.0 

6 400 

47 

THIBODAUX . 

588 

3.5 

4.1 

92.3 

24.7 

16.5 

49.3 


42.7 

57.3 

5 OOO- 

32 

WEST MONROE . 

722 

3.2 

2.9 

95.8 

12.6 

14.1 

31.7 


32.8 

67.2 

5 900 

30 
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State and Small Areas 


Table 9. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of Housing 
Units With Nonwhite Household Heads, for tuf State, Inside and Outside SMSA’s, Urban and 
Rural: I960 

[Based on sample; see text. Data shown, for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Tenure 

Condition and Plumb. 
Water Sufjply 
Toilet Facilities 


Bathing Fac. 
Bathrooms 
Rooms 
Bedrooms 


subject 

THE state 

urban. 


rural 


TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

total 

TOTAL 

NONFARM 

FARM 

ALL OCCUPIED UNITS. 

253 862 

128 810 

125 052 

HH 

86 179 

69 440 

16 739 

TENURE 








OWNER OCCUPIED. 

107 489 

47 691 

59 798 

68 671 

38 818 

33 231 

5 587 

RENTER OCCUPIED . 

146 373 

81 119 

65 254 

99 012 

47 361 

36 209 

11 152 

CONDITION AND PLUMBING 








OYINER OCCUPIEO. 

107 489 

47 691 

59 798 

68 671 

38 818 

33 231 

5 5B7 

SOUND.. > • 

59 063 

30 115 

28 948 

41 823 

17 240 

14 696 

2 544 

WITH ALL plumbing FACILITIES. 

38 082 

23 619 

14 463 

32 564 

5 518 

4 805 

713 

LACKING SOME OR ALL FACILITIES. 

20 981 

6 496 

14 485 

9 259 

11 722 

9 891 

1 831 

deteriorating.. . . . 

31 814 

11 621 

20 193 

18 375 

13 439 

11 471 

1 968 

WITH ALL PLUMBING FACILITIES. 

10 278 

5 557 

4 721 

8 693 

1 585 

1 449 

136 

LACKING SOME OR ALL FACILITIES. 

21 536 

6 064 

15 472 

9 682 

11 854 

10 022 

1 832 

DILAPIDATED . 

16 612 

5 955 

10 657 

8 473 

8 139 

7 064 

1 075 

RENTER OCCUPIED . 

146 373 

81 119 

65 2S4 

99 012 

47 361 

36 209 

11 152 

SOUND . 

51 684 

36 935 

14 749 

42 584 

9 100 

6 938 

2 162 

WITH ALL PLUMBING FACILITIES. 

28 974 

25 566 

3 408 

27 927 

1 047 

952 

95 

LACKING SOME OR ALL FACILITIES. 

22 710 

11 369 

11 341 

14 657 

8 053 

5 986 

2 067 

DETERIORATING . 

50 533 

25 810 

24 723 

32 599 

17 934 

13 331 

4 603 

with all plumbing facilities. 

9 224 

7 819 

1 405 

8 797 

427 

375 

52 

LACKING SOME OR ALL FACILITIES. 

41 309 

17 991 

23 318 

23 802 

17 507 

12 956 

4 551 

dilapidated . 

44 156 

18 374 

25 782 

23 829 

20 327 

15 940 

4 387 

ALL OCCUPIED UNITS. 

253 862 

128 810 

125 052 

167 683 

86 179 

69 440 

16 739 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE . • 

100 475 


27 882 

90 326 

10 149 

8 965 

1 184 

ONLY COLD PIPED WATER INSIDE STRUCTURE. . . . 

70 391 


32 028 

55 977 

14 414 

12 509 

1 905 

PIPED WATER OUTSIDE STRUCTURE . 

28 90S 

8 358 

20 550 

15 887 

13 021 

11 549 

1 472 

NO PIPED water. 

54 088 

9 496 

44 592 

5 493 

48 595 

36 417 

12 178 

TOILET FACILITIES 








FLUSH TOILET. EXCLUSIVE USE . 

134 105 

91 854 

42 251 

120 938 

13 167 

11 705 

1 462 

FLUSH TOILET. SHARED. 

15 532 

12 594 

2 938 

15 376 

156 

156 

t • • 

other toilet facilities or none ....... 

104 225 

24 362 


31 369 

72 856 

57 579 

15 277 

bathing facilities 








BATHTUB OR SHOWER. EXCLUSIVE USE. 

117 022 



103 910 

13 112 

11 603 

1 509 

BATHTUB OR SHOWER. SHARED . 

10 651 



10 530 

121 


• • • 

NO BATHTUB OR SHOWER. 

126 189 



53 243 

72 946 

57 716 

15 230 

BATHROOMS 








OWNER OCCUPIED. . '. 

107 556 



68 729 

38 827 

33 224 

5 603 


47 897 



40 651 

7 246 

5 374 

872 

MORE THAN 1 . 

2 938 


561 

2 765 

173 

135 

38 

SHARED OR NONE. 

56 721 


39 584 

25 313 

31 408 

26 715 

4 693 

RENTER OCCUPIED . 

146 311 

81 057 

65 254 

98 988 

47 323 

36 278 

11 045 


40 421 

35 226 

5 19S 

38 750 

1 671 

1 512 

159 

MORE THAN ... 

728 

603 

12S 

696 

32 

32 

t • « 

SHARED OR NONE. 

105 162 

45 228 

59 934 

59 542 

45 620 

34 734 

10 886 

ROOMS 








OWNER OCCUPIED. 

107 489 

47 691 

59 798 

68 671 

38 818 

33 231 

5 587 

1 ROOM. 

399 

162 

237 

211 

188 

172 

16 

2 ROOMS... 

3 048 

1 069 

1 979 

1 528 

1 520 

1 367 

153 

3 ROOMS . 

14 511 

6 006 

8 505 

8 754 

5 757 

5 300 

457 

4 ROOMS . 

31 469 

14 607 

16 862 

20 382 

11 087 

9 817 

1 270 

5 ROOMS . 

27 909 

13 163 

14 746 

18 536 

9 373 

7 872 

1 501 

6 ROOMS . 

20 589 

a 245 

12 344 

12 696 

7 893 

6 367 

1 526 

7 ROOMS .... . 

6 419 

2 746 

3 673 

4 251 

2 168 

1 731 

437 

8 ROOMS OR MORE . 

3 145 

1 693 

1 452 

2 313 

832 

605 

227 

MEDIAN. 

4.7 

4.7 

4.7 

4.7 

4.6 

4.5 

5.1 

RENTER OCCUPIED . 

146 373 

81 119 

65 254 

99 012 

47 361 

36 209 

11 152 

I ROOM. 

6 647 

5 171 

1 476 

5 892 

755 

714 

41 

2 ROOMS . 

22 847 

13 700 

9 147 

17 057 

5 790 

5 164 

626 

3 ROOMS . 

55 lOo 

32 092 

23 008 

40 429 

14 671 

12 246 

2 425 

4 ROOMS . 

39 918 

20 410 

19 508 

23 672 

16 246 

11 486 

4 760 

5 ROOMS . 

14 716 

7 025 

7 691 

8 243 

6 473 

4 281 

2 192 

6 ROOMS . 

5 623 

2 141 

3 482 

2 887 

2 736 

1 847 

889 

7 ROOMS . 

1 080 

391 

689 

574 

506 

355 

151 

8 ROOMS OR MORE . 

442 

189 

253 

258 

■ 184 

116 

68 

MEDIAN. 

3.3 

3.2 

3.S 

3.2 

3.7 

3.5 

4.0 

BEDROOMS 








OWNER OCCUPIED. 

107 069 

47 517 

59 552 

68 747 

38 322 

32 916 

5 406 

0 AND 1 . 

13 433 

6 368 

7 065 

9 130 

4 303 

3 749 

554 


51 148 

23 138 

28 010 

33 852 

17 296 

15 429 

1 867 


33 161 

14 042 

19 119 

19 931 

13 230 

11 056 

2 174 

4 OR MORE . 

9 327 

3 969 

5 358 

5 834 

3 493 

2 682 

811 

RENTER OCCUPIED . 

147 053 

81 513 

65 540 

99 108 

47 945 

36 392 

11 553 

NONE. 

7 414 

5 491 

1 923 

6 474 

940 

739 

201 


48 464 

30 060 

18 404 

37 228 

11 236 

9 758 



67 114 

35 553 

31 561 

43 510 

23 604 

18 104 


3 OR MORE . 

24 061 

10 409 

13 652 

11 896 

12 165 

7 791 
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Tabic 10 .~— Occupancy Charactrristics, IJnjts in Structuri;, and Yrar Structurh Built por Hoosino 
Units With Nonwhitk Houskhold Hkads, por the Statu, Insidr andOutsidr SMSA's, Urban and 
Rurai^ 1960 

[Based on sample; see teat Data shown for areas having 400 or more housing units with non white household heads. Median not shown 

where base Is less than 200] 


Uniw in Strutturc 
Trailer 

Year Structure 
Built 


Persons 

Persons [K-r RiH>m 
Year Moved into 
Unit 


ALU OCCUPIED UNlTl 



1989 TO MARCH t»<i0 
1988. ...... 

199'7. ...... 

1984 TO 1986. . . 
1980 To 1983. . . 
1940 TO 1949. . . 
1939 OR KARLltR . 
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State and Small Areas 


Tabic II^Selected Equipment and Financial Characteristics of Housing Units With Nonwhite 
Household Heads, for the State, Inside and Outside SMSA’s, Urban and Rural: 1960 

[Based on sample; see text. Data shown for ^eaa having 400 or more housing units with nonwhite household heads. Median not shown 
where base is less than 200; minus ( —) after number indicates median below that number] 


SUBJECT 


ALL OCCUPIED UNITS. . . . 

heating equipment 


steam or hot water. 

WARM AIR FURNACE. 

FLOORt WALUt OR PIPELESS FURNACE. 

built-in electric units . 

other means with flue . 

OTHER means WITHOUT FLUE. 

none. 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER. 

AUTOMATIC OR SEMI-AUTOmATIC 
WASHER-DRYER COMBINATION. . 
NONE. 


CLOTHES DRYER 


GAS HEATED. 

ELECTRICALLY HEATED 
NONE. 


HOME FOOD FREEZER 


1 OR MORE 
NONE. . . 


AUTOMOBILES AVAILABLE 


3 OR MORE 
NONE. . . 


AIR CONDITIONING 


ROOM UNITI 

1 . 

2 OR MORE . . 
central SYSTEM. 
NONE. 


TELEVISION SETS 


2 OR MORE 
NONE. . . 


RADIO sets 


2 OR MORE 
NONE. . . 


VALUE 


OWNER OCCUPIED. 
LESS than $5,000. . 
$5,000 TO $7,400. . 
$7,500 TO $9,900, . 
$10,000 TO $12,400. 
$12,500 TO $14,900. 
$15,000 TO $17,400. 
$17,500 TO $19,900. 
$20,000 TO $24,900. 
$25,000 TO $34,900. 
$35,000 OR MORE . . 

median. 


DOLLARS 


GROSS RENT 


RENTER OCCUPIED 

less than $20 . . . 

$20 TO $29. 

$30 TO $39. 

$40 TO $49. 

$50 TO $59. 

$60 TO $69. 

$70 TO $79. 

$80 TO $99. 

$100 TO $119. . . . 
$120 TO $149. . . . 
$150 TO $199. . . . 
$200 OR MORE. . . . 
NO CASH rent. . . . 

median. 


DOLLARS 


THE STATE 

URBAN. 

TOTAL 

inside 

SMSA'S 


TOTAL 

. 253 862 

128 810 

125 052 

167 683 

. 1 085 

1 036 

49 

1 081 

. 2 666 

1 856 

810 

2 218 

. 14 598 

10 669 

3 929 

12 481 

. 452 

366 

86 

396 

. S3 426 

15 292 

38 134 

16 363 

. 178 518 

98 119 

80 399 

133 384 

. 3 117 

1 472 

1 645 

1 760 

> 108 282 

51 962 

56 320 

67 643 

• 28 786 

21 562 

7 224 

26 697 

• 1 042 

942 

100 

1 015 

• 116 012 

54 564 

61 448 

72 500 

• 1 147 

1 080 

67 

1 087 

. 1 277 

977 

300 

1 111 

. 251 698 

126 973 

124 725 

165 657 

. 25 558 

8 947 

16 611 

11 857 

. 228 564 

120 083 

108 481 

155 998 

. 93 97l 

47 598 

46 373 

58 752 

• 11 614 

6 443 

5 171 

7 826 

• 1 254 

671 

583 

772 

. 147 207 

74 242 

72 965 

100 429 

• 5 573 

4 390 

1 183 

5 185 

• 1 777 

1 412 

365 

1 697 

. 511 

314 

197 

473 

. 246 26J 

122 914 

123 347 

160 500 

. 159 494 

92 052 

67 442 

115 980 

. 5 988 


862 

5 682 

. 88 640 

31 852 

56 788 

mm 

• 175 822 

89 268 

86 554 

■HI 

. 24 533 

17 361 

7 172 

21 048 

• 53 767 

22 401 

31 366 

31 407 

88 766 

40 193 

48 573 

61 798 

44 065 

12 505 

31 560 

24 626 

19 067 

9 127 

9 940 

14 516 

10 489 

6 892 

3 597 

8 966 

6 910 

4 959 

1 951 

6 201 

3 410 

2 803 

607 

3 119 

2 400 

1 972 

428 

2 215 

980 

852 

128 

924 

824 

658 

166 

728 

408 

273 

135 

331 

213 

152 

61 

172 

5 OOO 

7 100 

5 000- 

6 100 

146 373 

81 119 

65 254 

99 012 

14 547 

2 924 

11 623 

5 226 

23 313 

9 744 

13 569 

17 383 

21 836 

14 665 

7 171 

19 745 

18 716 

15 795 

2 921 

17 870 

IS 615 

14 259 

1 356 

15 049 

10 546 

9 964 

582 

10 289 

5 190 

4 918 

272 

5 046 

2 966 

2 619 

347 

2 718 

371 

286 

85 

311 

211 

148 

63 

156 

48 

40 

8 

44 

33 OH* 

5 757 

27 257 

5 175 

39 

47 

25 

43 


Heating Equip. 
Cloches Washing 
Machine 
Clothes Dryer 
Home Food 
Freezer 


Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 


rural 


total 


86 179 


4 

448 
2 117 
56 

37 063 
45 134 
1 357 


40 639 
2 089 
27 

43 512 


60 
166 
86 041 


13 701 
72 566 


35 219 
3 788 
482 
46 778 


388 

80 

38 

85 761 


43 514 
306 
42 447 


60 422 
3 485 
22 360 


26 968 
19 439 
4 551 
1 523 
709 
291 
185 
56 
96 
77 
41 

5 000- 


47 361 
9 321 
5 930 
2 091 
846 
566 
257 
144 
248 
60 
55 
4 

27 839 
21 


nonfarm 


69 440 


4 

382 
1 844 
48 

26 680 
39 333 
1 149 


32 140 
1 904 
27 

35 237 


60 
151 
69 097 


9 914 
59 394 


26 924 
2 943 
380 
39 061 


346 

80 

21 

68 861 


35 627 
306 
33 375 


47 869 
3 115 
18 324 


26 968 
19 439 
4 551 
1 523 
709 
291 
185 
56 
96 
77 
41 

5 000- 


47 361 
9 321 
5 930 
2 091 
846 
566 
257 
144 
248 
60 
55 
4 


27 839 
21 


66 

273 

8 

10 383 
5 801 
20S 


8 499 
185 


15 

16 944 


3 787 
13 172 


8 295 
845 
102 
7 717 


17 

16 900 


7 887 
9 072 


12 553 
370 
4 036 
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Tabic 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent Status ToHe^Fac^^ ^ 

Parishes, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized, Condition and Plumb. Bathing Fac. 
Areas: I960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


STANDARD METROPOLITAN STATISTICAL AREAS 




BATON 

ROUGE 



LAKE CHARLES 


SUBJECT 

THE AREA 

EAST baton 
ROUGE 
PARISH 

BATON 

ROUGE 

URBAN 

BALANCE 

RURAL 

THE AREA 

CALCASIEU 

PARISH 

■ 


RURAL 

ALL HOUSING UNITS. 

66 059 

45 785 

10 902 

9 372 


^■HH 


10 851 

tenure, color, and vacancy 

STATUS 









OCCUPIED . 

61 516 

42 927 

10 055 

8 334 

39 004 

17 831 

11 733 

9 440 

OWNER OCCUPIED . 

HO 876 

26 220 

7 933 

6 725 

26 306 

11 147 

8 322 

6 837 

PERCENT OF ALL OCCUPIED. 

66,7 

61.1 

78.9 

80.7 

67.4 

62.5 

70.9 

72.4 

WHITE. 

31 351 

20 237 

5 561 

5 553 

22 301 

9 579 

6 624 

6 098 

nonwhite . 

9 527 

5 983 

2 372 

1 172 

4 005 

1 568 

1 698 

739 

RENTER OCCUPIED. 

20 1138 

16 707 

2 122 

1 609 

12 698 

6 684 

3 411 

2 603 

WHITE. . . . 

12 477 

10 846 

744 

887 

9 334 

4 680 

2 391 

2 263 

NONWMITE . 

7 961 

5 861 

1 378 

722 

3 364 

2 004 

1 020 

340 

VACANT . 

4 743 

2 858 

847 

1 038 

4 465 

1 893 

1 161 

1 411 

Year round . 

4 368 

2 693 

790 

885 

3 708 

1 762 

1 033 

913 

.SOUND OR deteriorating. 

3 967 

2 494 

722 

751 

3 330 

1 613 

896 

821 

AVAILABLE. 

3 234 

2 138 

576 

520 

2 662 

1 389 

723 

550 

FOR SALE ONLY. 

1 267 

424 

420 

423 

775 

402 

221 

152 

HOMEOWNER VACANCY RATE . 

3.0 

1.6 

5.0 

5.9 

2.9 

3.5 

2.6 

2,2 

FOR RENT . 

1 967 

1 714 

156 

97 

1 887 

987 

502 

398 

RENTAL VACANCY RATE. 

8.8 

9.3 

6.8 

5.7 

12.9 

12.9 

12,8 

13.3 

RENTED OR SOLD. AWAITING OCCUPANCY . 

259 

88 

72 

99 

165 

59 

63 

43 

held for OCCASIONAL USE. 

99 

53 

8 

38 

79 

12 

17 

50 

HELD FOR OTHER REASONS . 

375 

215 

66 

94 

424 

153 

93 

178 

dilapidated. 

401 

199 

68 

134 

378 

149 

137 

92 

SEASONAL . 

375 

165 

57 

153 

757 

131 

128 

498 

CONDITION AND PLUMBING 









ALL UNITS.. 

66 059 

45 785 

10 902 

9 372 

43 469 

19 724 

12 894 

10 851 

SOUND. 

52 690 

37 125 

8 383 

7 182 

34 559 

16 760 

9 962 

7 837 

WITH ALL plumbing FACILITIES . 

49 819 

35 271 

7 860 

6 688 

31 554 

15 764 

9 076 

6 714 

LACKING ONLY HOT WATER . 

1 101 

782 

181 

138 

782 

321 

235 

226 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 770 

1 072 

342 

356 

2 223 

675 

651 

897 

DETERIORATING. 

9 203 

6 410 

1 706 

1 087 

6 431 

2 075 

2 022 

2 334 

WITH ALL PLUMBING FACILITIES . 

5 520 

4 068 

916 

536 

3 466 

1 205 

1 238 

1 023 

LACKING ONLY HOT WATER . 

1 193 

875 

203 

115 

559 

189 

131 

239 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 490 

1 467 

587 

436 

2 406 

681 

653 

1 072 

DILAPIDATED. 

4 166 

2 250 

813 

1 103 

2 479 

889 

910 

680 

OWNER OCCUPIED . 

40 878 

26 220 

7 933 

6 725 

26 306 

11 147 

8 322 

6 837 

SOUND. ...... . ...... 

35 918 

23 579 

6 589 

5 750 

22 757 

10 290 

7 092 

5 375 

WITH ALL PLUMBING FACILITIES . 

34 774 

23 051 

6 303 

5 420 

21 221 

10 032 

6 602 

4 587 

LACKING SOME OR ALL FACILITIES . 

1 144 

528 

286 

330 

1 536 

258 

490 

786 

DETERIORATING. 

3 531 

2 033 

923 

575 

2 725 

669 

896 

1 160 

WITH ALL PLUMBING FACILITIES . . 

2 298 

1 433 

579 

286 

1 504 

453 

550 

501 

LACKING SOME OR ALL FACILITIES . 

1 233 

600 

344 

289 

1 221 

216 

346 

659 

DILAPIDATED. . . 

1 429 

608 

421 

400 

824 

188 

334 

302 

RENTER OCCUPIED.. . . 

20 438 

16 707 

2 122 

1 609 

12 698 

6 684 

3 411 

2 603 

SOUND. 

13 260 

11 472 

1 095 

693 

8 925 

5 116 

2 142 

1 667 

with all plumbing facilities . 

11 786 

10 272 

889 

625 

7 842 

4 504 

1 814 

1 524 

LACKING SOME OR ALL FACILITIES . 

1 474 

1 200 

206 

68 

1 083 

612 

328 

143 

DETERIORATING.... . . 

4 884 

3 820 

686 

376 

2 591 

1 050 

859 

682 

WITH ALL PLUMBING FACILITIES . 

2 670 

2 204 

280 

186 

1 374 

519 

516 

339 

LACKING SOME OR ALL FACILITIES . 

2 214 

1 616 

408 

190 

1 217 

53X 

343 

343 

DILAPIDATED. 

2 294 

1 415 

339 

540 

1 182 

518 

410 

254 

VACANT available FOR SALE. 

1 267 

424 

420 

423 

775 

402 

221 

152 

WITH ALL PLUMBING FACILITIES . 

1 240 

414 

416 

410 

713 

394 

204 

115 

LACKING SOME OR ALL FACILITIES . 

27 

10 

4 

13 

62 

8 

17 

37 

VACANT AVAILABLE FOR RENT. 

1 967 

1 714 

156 

97 

1 887 

987 

502 

398 

WITH ALL plumbing FACILITIES . 

1 755 

1 549 

128 

78 

1 519 

786 

400 

333 

LACKING SOME OR ALL FACILITIES . 

212 

165 

28 

19 

368 

201 

102 

65 

ALL HOUSING UNITS. 

66 059 

45 785 

10 902 

9 372 

43 469 

19 724 

12 894 

10 851 

WATER supply 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

57 210 

40 610 

9 159 

7 441 

36 523 

17 820 

10 716 

7 987 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 
PIPED water OUTSIDE STRUCTURE. 

6 163 

1 372 

4 696 
336 

898 

715 

569 

321 

4 860 
807 

1 828 
27 

1 534 
506 

1 498 
274 

NO PIPED WATER . 

1 314 

143 

130 

1 041 

1 279 

49 

138 

1 092 

TOILET FACILITIES 









FLUSH TOILET. EXCLUSIVE USE. 

61 124 

43 881 

9 515 

7 728 

38 511 

18 899 

11 215 

8 397 

FLUSH TOILET. SHARED . 

1 070 

898 

167 

5 

785 

623 

127 

35 

OTHER TOILET FACILITIES OR NONE. 

3 865 

1 006 

1 220 

1 639 

4 173 

202 

1 552 

2 419 

bathing facilities 









bathtub or shower, exclusive use . 

59 276 

42 150 

9 407 

7 719 

37 152 

17 812 

10 966 

8 374 

bathtub or shower, shared. 

915 

743 

167 

5 

689 

558 

100 

31 

NO BATHTUB OR SHOWER . 

5 868 

2 892 

1 328 

1 648 

5 626 

1 354 

1 828 

2 446 
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State and Small Areas 


Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent 
Parishes, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: 1960—Con. 

[Some data based on sample; see text. "U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


standard metropolitan statistical AREAS--CON. 


SUBJECT 

THE 

AREA 

OUACHITA 

PARISH 

MONROE 

|B 

RURAL 

THE 

AREA 

PARISHES 

NEW 

ORLEANS 


RURAL 

JEFFER¬ 

SON 

ORLEANS 

ST 

BERNARD 

ALL HOUSING UNITS. 

31 

070 

16 

302 

8 

535 

6 

233 

271 

642 


■ 


Ml 

8 

836 

202 

643 

61 

390 

7 609 

TENURE. COLOR. AND VACANCY 






















STATUS 






















OCCUPIED . 

as 

934 

15 

301 

8 

080 

5 

553 

253 

200 

55 

290 

189 

801 

8 

109 

189 

801 

57 

627 

5 772 

OWNER OCCUPIED . 

18 

113 

8 

472 

5 

782 

3 

859 

118 

034 

40 

339 

71 

283 

6 

412 

71 

283 

42 

475 

4 276 

PERCENT OF ALL OCCUPIED. 

62.6 

55.4 

71.6 

69.5 

46.6 

73.0 

37.6 

79.1 

37.6 

73.7 

74.1 

WHITE. 

14 

399 

5 

908 

5 

077 

3 

414 

98 

166 

36 

624 

55 

441 

6 

101 

55 

441 

38 

963 

3 762 

NONWMITE . 

3 

714 

2 

564 


705 


445 

19 

868 

3 

715 

15 

842 


311 

15 

642 

3 

512 

514 

RENTER OCCUPIED. 

10 

821 

6 

829 

2 

298 

1 

694 

135 

166 

14 

951 

118 

518 

1 

697 

118 

518 

15 

152 

1 496 

WHITE... 

5 

983 

3 

172 

1 

590 

1 

221 

84 

313 

10 

997 

71 

840 

1 

476 

71 

840 

11 

288 

1 185 

NONWHITE . . 

4 

838 

3 

657 


708 


473 

50 

853 

3 

954 

46 

678 


221 

46 

678 

3 

864 

311 

VACANT . 

2 

136 

1 

001 


455 


680 

18 

442 

4 

873 

12 

842 


727 

12 

842 

3 

763 

1 837 

year round . 

1 

827 


957 


440 


430 

16 

074 

4 

204 

11 

398 


472 

11 

398 

3 

629 

1 047 

SOUND OR deteriorating . 

1 

459 


757 


374 


328 

14 

119 

3 

829 

9 

868 


422 

9 

868 

3 

289 

962 

AVAILABLE. 

1 

001 


619 


223 


159 

11 

124 

2 

789 

8 

045 


290 

8 

045 

2 

449 

630 

FOR SALE ONLY. 


346 


170 


106 


70 

2 

598 

1 

322 

1 

102 


174 

1 

102 

1 

136 

360 

HOMEOWNER VACANCY RATE . 


1.9 


2.0 


1.8 


1.8 


2.2 


3.2 


1.5 


2.6 


1.5 


2.6 

7.a 

FOR RENT . 


655 


449 


117 


89 

8 

526 

1 

467 

6 

943 


116 

6 

943 

1 

313 

270 

RENTAL VACANCY RATE. 


5.7 


6.2 


4.8 


5.0 


5.9 


8.9 


5.5 


6.4 


5.5 


8.0 

15.3 

RENTED OR SOLO. AWAITING OCCUPANCY . 


163 


56 


92 


15 


802 


398 


348 


56 


348 


360 

94 

HELD FOR OCCASIONAL USE. 


52 


16 


13 


23 


402 


94 


286 


22 


286 


79 

37 

HELD FOR OTHER REASONS . 


243 


66 


46 


131 

1 

791 


548 

1 

189 


54 

1 

189 


401 

201 

DILAPIDATED.. . . . 


368 


200 


66 


102 

1 

955 


375 

1 

530 


50 

1 

530 


340 

85 

SEASONAL . 


309 


44 


15 


250 

2 

368 


669 

1 

444 


255 

1 

444 


134 

790 

condition and PLUMBING 






















ALL UNITS. 

31 

059 

16 

302 

8 

524 

6 

233 

271 

630 

60 

162 

202 

632 

8 

836 

202 

632 

61 

389 

7 609 

SOUND. 

21 

173 

10 

532 

6 

306 

4 

335 

213 

273 

51 

970 

153 

851 

7 

452 

153 

851 

S3 

671 

5 751 

WITH ALL PLUMBING FACILITIES . 

IB 

808 

9 

592 

5 

696 

3 

520 

199 

270 

49 

433 

142 

764 

7 

073 

142 

764 

51 

789 

4 717 

LACKING only HOT WATER . 


113 


41 


19 


53 

6 

555 

1 

140 

5 

236 


177 

5 

236 


847 

470 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 

252 


899 


591 


762 

7 

448 

1 

397 

5 

849 


202 

5 

849 

1 

035 

564 

deteriorating. 

6 

112 

3 

628 

1 

289 

1 

195 

40 

557 

4 

980 

34 

622 


955 

34 

622 

4 

655 

1 280 

WITH ALL PLUMBING FACILITIES . 

2 

584 

1 

487 


757 


340 

24 

927 

2 

682 

21 

824 


421 

21 

824 

2 

745 

358 

LACKING ONLY HOT WATER . 


204 


138 


20 


46 

6 

199 


731 

5 

337 


131 

5 

337 


672 

190 

lacking OTHER PLUMBING FACILITIES. . . . 

3 

324 

2 

003 


512 


809 

9 

431 

1 

567 

7 

461 


403 

7 

461 

1 

238 

732 

dilapidated. 

3 

774 

2 

142 


929 


703 

17 

800 

3 

212 

14 

159 


429 

14 

159 

3 

063 

578 

OWNER OCCUPIED . 

IB 

113 

8 

472 

5 

782 

3 

859 

118 

034 

40 

339 

71 

283 

6 

412 

71 

283 

42 

475 

4 276 

SOUND. 

14 

780 

6 

750 

4 

909 

3 

121 

106 

154 

37 

405 

62 

875 

5 

874 

62 

875 

39 

798 

3 481 

WITH ALL PLUMBING FACILITIES . 

13 

559 

6 

395 

4 

543 

2 

621 

103 

219 

36 

221 

61 

355 

5 

643 

61 

355 

38 

945 

2 919 

LACKING SOME OR ALL FACILITIES ..... 

1 

221 


355 


366 


500 

2 

935 

1 

184 

1 

520 


231 

1 

520 


853 

562 

deteriorating. 

2 

335 

1 

205 


589 


541 

9 

061 

2 

018 

6 

638 


405 

6 

638 

1 

838 

585 

WITH ALL PLUMBING FACILITIES . 

1 

280 


682 


398 


200 

6 

830 

1 

207 

5 

428 


195 

5 

428 

1 

224 

178 

LACKING SOME OR ALL FACILITIES . 

1 

055 


523 


191 


341 

2 

231 


811 

1 

210 


210 

1 

210 


614 

407 

dilapidated. 


998 


517 


284 


197 

2 

819 


916 

1 

770 


133 

1 

770 


839 

210 

RENTER OCCUPIED. 

10 

821 

6 

829 

2 

298 

1 

694 

135 

166 

14 

951 

118 

518 

1 

697 

118 

518 

15 

152 

1 496 

SOUND. 

5 

167 

3 

205 

1 

084 


878 

94 

381 

10 

521 

82 

713 

1 

147 

62 

713 

10 

839 

829 

WITH ALL PLUMBING FACILITIES . 

4 

239 

2 

726 


871 


642 

84 

902 

9 

558 

74 

271 

1 

073 

74 

271 

9 

970 

661 

LACKING SOME OR ALL FACILITIES . 


928 


479 


213 


236 

9 

479 


963 

8 

442 


74 

8 

442 


869 

168 

DETERIORATING. 

3 

249 

2 

164 


628 


437 

27 

939 

2 

490 

25 

076 


373 

25 

076 

2 

427 

436 

WITH ALL PLUMBING FACILITIES . 

1 

082 


672 


310 


100 

16 

133 

1 

231 

14 

750 


152 

14 

750 

1 

306 

77 

LACKING SOME OR ALL FACILITIES . 

2 

167 

1 

512 


318 


337 

11 

806 

1 

259 

10 

326 


221 

10 

326 

1 

121 

359 

DILAPIDATED. 

2 

405 

1 

440 


586 


379 

12 

846 

1 

940 

10 

729 


177 

10 

729 

1 

886 

231 

VACANT AVAILABLE FOR SALE. . . 


346 


170 


106 


70 

2 

598 

1 

322 

1 

102 


174 

1 

102 

1 

136 

360 

WITH ALL plumbing FACILITIES . 


318 


158 


101 


59 

2 

495 

1 

291 

1 

052 


152 

1 

052 

1 

113 

330 

LACKING SOME OR ALL FACILITIES . 


28 


12 


5 


11 


103 


31 


50 


22 


50 


23 

30 

VACANT available FOR RENT. 


655 


449 


117 


89 

8 

526 

1 

467 

6 

943 


116 

6 

943 

1 

313 

270 

WITH ALL PLUMBING FACILITIES . 


434 


321 


75 


38 

6 

747 

1 

246 

5 

405 


96 

5 

405 

1 

126 

216 

LACKING SOME OR ALL FACILITIES . 


221 


126 


42 


51 

1 

779 


221 

1 

538 


20 

1 

538 


187 

54 

all housing units. 

31 

070 

16 

302 

e 

535 

6 

233 

271 

642 

60 

163 

202 

643 

8 

836 

202 

643 

61 

390 

7 609 

WATER supply 






















HOT and COLD PIPED WATER INSIDE STRUCTURE. 

23 

153 

12 

023 

7 

033 

4 

097 

239 

152 

53 

512 

178 

002 

7 

638 

178 

002 

55 

861 

5 289 

ONLY COLD piped WATER INSIDE STRUCTURE . . 

4 

131 

2 

662 


833 


636 

28 

963 

4 

726 

23 

452 


785 

23 

452 

3 

953 

1 558 

PIPED water outside STRUCTURE. 

1 

685 

1 

075 


412 


198 

2 

467 

1 

433 


790 


244 


790 

1 

311 

366 

NO PIPED water . 

2 

090 


542 


246 

1 

302 

1 

048 


491 


388 


169 


386 


264 

396 

TOILET FACILITIES 






















FLUSH TOILET. EXCLUSIVE USE.. . 

24 

322 

13 

131 

7 

104 

4 

087 

247 

788 

55 

430 

184 

423 

7 

935 

184 

423 

57 

444 

5 921 

FLUSH TOILET. SHARED . 

1 

576 

1 

182 


355 


39 

16 

698 


786 

15 

878 


34 

15 

878 


792 

28 

OTHER TOILET FACILITIES OR NONE. 

5 

161 

1 

989 

1 

065 

2 

107 

7 

144 

3 

946 

2 

331 


867 

2 

331 

3 

153 

1 660 

BATHING FACILITIES 






















bathtub or shower. EXCLUSIVE USE . 

22 

365 

11 

589 

6 

6B6 

4 

090 

245 

994 

55 

405 

182 

527 

8 

062 

182 

527 

57 

366 

6 101 

BATHTUB OR SHOWER. SHARED. 


976 


626 


311 


39 

14 

732 


624 

14 

074 


34 

14 

.074 


626 

. , 32 

NO bathtub or shower . 

7 

718 

4 

087 

1 

527 

2 

104 

10 

904 

4 

133 

6 

031 


740 

6 

031 

3 

397r 

1 476 


NEW ORLEANS 
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Tabic 12. —Tbnure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA's, Constituent 
Pauishbs, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas; 1960—Con. 

[Some data baaed on sample; see text “U" denotes an unincorporated place] 


Tenure by Color, Water Supply 

Vacancy Status Toilet Fac. 

Condition and Plumb. Bathing Fac. 



5TANDAR0 METROPOLITAN STATISTICAL AREAS—CON. 


ALL HOUSING UNITS.. . . 

TENURE, COLOR, AND VACANCY 
STATUS 

OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE... 

NONWHITE . 

renter OCCUPIED. 

white. ... . 

NONWHITE .............. 

VACANT 

YEAR ROUND .............. 

SOUND OR deteriorating . 

AVAILABLE. 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE . . . • 

FOR RENT.. 

RENTAL VACANCY RATE.. 

RENTED OR SOLD, AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE.. 

HELD FOR other REASONS . 

DILAPIDATED. 

SEASONAL ... . ....... 


CONDITION AND PLUMBING 

ALL UNITS.. , < 

SOUND, ....... . 

WITH ALL plumbing FACILITIES . . , 
LACKING ONLY HOT WATER ..... 
lacking other plumbing FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

lacking only hot water . 

LACKING OTHER PLUMBING FACILITIES 
OILAPIOATEO... 

OWNER OCCUPIED . 

SOUND. ... . 

WITH ALL plumbing FACILITIES . . 
lacking some or all FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES , ♦ 
LACKING SOME OR ALL FACILITIES . 
OILAPIOATEO. 

RENTER OCCUPIED. ....... 

SOUND. . • . 

with all PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. . . 
WITH ALL PLUMBING FACILITIES . , , 
LACKING SOME OR ALL FACILITIES . . 

VACANT AVAILABLE FOR RENT. . . 
WITH ALL PLUMBING FACILITIES . . , 
lacking SOME OR ALL FACILITIES . . 


ALL HOUSING UNITS. , . 

WATER SUPPLY 

HOT AND COLO PIPED “ATERINSIOE STRUCTURE 
only COLO PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . 

TOILET FACILITIES 

FLUSH toilet, EXCLUSIVE USE. ...... 

FLUSH TOILET, SHARED . 

OTHER toilet FACILITIES OR NONE. 


1 PARISHES 

BOSSIER 

CADDO 

17 404 

72 U9 



1 urbanized areas 

BATON 

ROUGE 

LAKE 

CHARLES 

MONROE 

NEW 

ORLEANS 

SHREVE¬ 

PORT 

i 56 100 

26 796 

24 837 

264 033 

67 502 
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State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Parishes, Places of 50,000 Bnthrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; I960 Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-1-) after 

number indicates median above that number] 


Bedrooms 


STANDARD METROPOLITAN STATISTICAL AREAS 


■ 


BATON 

ROUGE 


LAKE CHARLES 

SUBJECT 

THE AREA 









— 




THE AREA 





EAST BATON 

BATON 

URBAN 

RURAL 

— 

LAKE 

URBAN 

rural 


ROUGE 

ROUGE 

BALANCE 


CALCASIEU 

CHARLES 

BALANCE 



PARISH 




PARISH 




bathrooms 









ALL UNITS. 

66 059 

45 785 

10 902 

9 372 

43 469 

19 724 

12 894 

lO 851 

1 PLUS PARTIAL . 

41 850 

31 408 

6 229 

4 213 

29 926 

14 134 

9 156 

6 636 

4 137 

1 703 

1 236 

1 198 

1 371 

695 

346 

330 

2 OR MORE. 

10 350 

6 794 

1 562 

1 994 

4 250 

2 399 

1 052 

799 

SHARED OR NONE . 

9 722 

5 880 

1 875 

1 967 

7 922 

2 496 

2 340 

3 086 

OWNER OCCUPIED . 

40 948 

26 246 

7 959 

6 743 

26 306 

11 147 

8 322 

6 B37 


24 654 

17 100 

4 607 

2 947 

17 981 

7 816 

6 055 

4 110 

MORE THAN I... 

12 944 

7 643 

2 468 

2 833 

4 951 

2 756 

1 221 

974 

SHARED OR NONE . 

3 350 

1 503 

884 

963 

3 374 

575 

1 046 

1 753 

RENTER OCCUPIED. 

20 368 

16 681 

2 096 

1 591 

12 698 

6 6B4 

3 411 

2 603 


13 970 

12 037 

1 132 

801 

9 091 

4 955 

2 332 

1 804 

MORE THAN 1. 

847 

647 

B7 

113 

348 

184 

72 

92 

SHARED OR NONE . 

5 551 

3 997 

B77 

677 

3 259 

1 545 

1 007 

707 

ROOMS 









ALL UNITS. 

66 059 

45 785 

10 902 

9 372 

43 469 

19 724 

12 894 

10 851 

1 ROOM . 

1 075 

900 

110 

65 

785 

491 

153 

141 

2 ROOMS.. . . . . 

2 496 

1 939 

237 

320 

2 423 

991 

70B 

724 

3 ROOMS. 

10 686 

8 311 

1 353 

1 022 

5 906 

2 822 

1 894 

1 190 

4 ROOMS. 

13 993 

10 202 

2 169 

1 622 

10 871 

4 067 

3 460 

3 344 

5 ROOMS. ... . . . 

18 924 

11 259 


3 402 

12 538 

5 748 

3 845 

2 945 

6 ROOMS. 

12 123 

8 079 


1 995 

7 287 

3 639 

1 998 

1 650 

7 ROOMS.. . . . . 

4 338 

3 221 


611 

2 490 

1 284 

585 

621 

B ROOMS OR MORE. 

2 424 

1 874 


335 

1 169 

682 

251 

236 

median . 

4.8 

4.6 


5.0 

4.6 

4,8 

4.6 

4,5 

OWNER OCCUPIED . 

40 878 

26 220 



26 306 

11 147 

8 322 

6 837 

1 ROOM . 

28 

24 

• • • 


76 

24 

20 

32 

2 ROOMS. 

322 

163 

56 


527 

94 

152 

281 

3 ROOMS. 

2 523 

1 602 




327 

582 

534 

4 ROOMS. 

7 284 

4 971 


946 


1 852 

2 134 

1 941 

5 ROOMS. 

14 416 

8 200 


2 705 


4 113 

3 058 

1 958 

6 ROOMS. 

10 322 

6 736 


1 735 

6 053 

3 003 

1 657 

1 393 

7 ROOMS. 

3 870 

2 856 

469 

545 

2 142 

1 119 

509 

514 

e ROOMS OR MORE. 

2 113 

1 668 

189 

256 

1 009 

615 

210 

184 


5.2 

5.3 

5.1 

5.2 

5.1 

5.3 

4.9 

4.8 

RENTER OCCUPIED.. . . 

20 438 

16 707 

2 122 

1 609 

12 698 

6 684 

3 411 

2 603 


822 

6B3 

101 

38 

352 

222 

92 

3B 

2. ROOMS. 

1 761 

1 491 

165 

105 

1 309 

685 

412 

212 


7 213 

5 944 

790 

479 

3 533 

2 050 

1 044 

439 

4 ROOMS. 

5 575 

4 493 

597 

485 

3 767 

1 819 

1 004 

944 

5 ROOMS. 

3 193 

2 554 

348 

291 

2 489 

1 294 

529 

666 


1 358 

1 135 

9B 

125 

915 

465 

249 

201 


32B 

276 

14 

38 

243 

114 


75 

B ROOMS OR MORE. 

188 

131 

9 

48 

90 

35 

27 

28 


3.6 

3.6 

3.5 

3.9 

3.8 

3.7 

3.7 

4.1 

VACANT AVAILABLE FOR SALE. 

1 267 

424 

420 


776 

402 

221 

152 

1 TO 3 ROOMS . 

32 

11 

7 


50 

14 

25 

11 

4 ROOMS. ... ...... . 

144 

79 

43 


173 

77 

53 

43 


793 

184 

292 


415 

219 

120 

76 


207 

94 

57 


105 

70 

19 


7 ROOMS OR MORE. 

91 

56 

21 


32 

22 

4 

6 

MEDIAN . 

5.1 

5.2 

5.0 


4.9 

5.0 

4.8 

4.8 

VACANT AVAILABLE FOR RENT. 

1 967 

1 714 

156 


1 887 

9B7 

502 

398 


97 

B9 

2 


172 

154 

14 

4 

2 ROOMS. 

243 

232 

6 


205 

121 

65 

19 

3 ROOMS. 

623 

551 

47 

25 

573 

334 

182 

57 

4 ROOMS. 

599 

497 

68 

34 

530 

232 

145 

153 

5 ROOMS OR MORE. 

MEDIAN . 

405 

3.5 

345 

3.5 

33 

3.8 

27 

3.9 

407 

3.5 

146 

3.2 

96 

3.4 

165 

4.3 

bedrooms 









ALL UNITS. 

NONE. 

65 665 

45 651 

10 883 

9 331 

43 456 

19 724 

12 881 

10 851 

1 239 

1 031 

105 

103 

920 

589 

285 

46 


10 886 

9 102 

884 

900 

8 159 

4 046 

2 280 

1 833 


26 654 

19 375 

4 040 

3 239 

17 837 

7 048 

5 897 

4 892 

4 OR MORE. 

23 131 

13 251 

5 408 

4 472 

14 44B 

6 642 

4 120 

3 486 

3 955 

2 B92 

446 

617 

2 092 

1 199 

299 

594 

OWNER OCCUPIED . 

0 ANO 1. 

40 508 

26 249 

7 742 

6 517 

26 335 

11 147 

a 351 

6 837 

2 441 

1 859 

325 

257 

1 889 

533 

690 

666 


15 778 

11 051 

2 449 

2 278 

11 428 

4 121 

4 016 

3 291 


18 927 

10 890 

4 541 

3 496 

11 329 

5 479 

3 379 

2 471 


3 362 

2 449 

427 

486 

1 689 

1 014 

266 

409 

RENTER OCCUPIED. 

NONE.. 

20 808 

16 678 

2 313 

1 817 

12 669 

6 684 

3 382 

2 603 

1 015 

844 

87 

84 

444 

317 

105 

22 


7 091 

6 16B 

530 

393 

4 772 

2 918 

1 230 

624 

3 OR MORE. 

9 619 

7 475 

1 351 

793 

4 899 

2 319 

1 527 

1 053 

3 083 

2 191 

345 

547 

2 554 

1 130 

520 

904 
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Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Parishes, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


B.ithrooms 

Rooms 


Bcdrocims 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


MONROE 1 

NEW ORLEANS 

THE 

AREA 

OUACHITA 

PARISH 

MONROE 

URBAN 

BAL¬ 

ANCE 

RURAL 

H 

PARISHES 

NEW 

ORLEANS 

■ 

RURAL 

JEFFER¬ 

SON 

ORLEANS 

ST 

BERNARD 

31 

059 

16 

302 

B 

524 

6 

233 

271 

568 

60 

156 

202 

576 

8 

836 

202 

576 

61 

3B3 

7 

609 

18 

425 

9 

44e 

5 

590 

3 

387 

193 

774 

41 

759 

145 

534 

6 

4B1 

145 

534 

44 

112 

4 

128 


764 


372 


258 


134 

10 

353 

3 

367 

6 

EES 


501 

6 


3 

360 


508 

2 

601 

1 

502 


700 


399 

25 

416 

7 

777 

17 

060 


579 

17 

060 

7 

821 


535 

9 

269 

4 

980 

1 

976 

2 

313 

42 

025 

7 

253 

33 

497 

1 

275 

33 

497 

6 

090 

2 

438 

18 

116 

8 

472 

5 

785 

3 

859 

UB 

016 

40 

311 

71 

295 

6 

410 

71 

295 

42 

472 

4 

249 

12 

070 

5 

534 

4 

145 

2 

391 

82 

435 

28 

248 

49 

292 



49 

292 

• 30 

697 

2 

446 

2 

956 

1 

657 


842 


457 

28 

920 

9 

551 

18 

406 



IB 

406 

9 

817 


697 

3 

090 

1 

281 


798 

1 

Oil 

6 

661 

2 

512 

3 

597 

■ 


3 

597 

1 

958 

1 

106 

10 

BIS 

6 

829 

2 

295 

1 

694 

135 

184 

14 

979 

118 

506 

1 

699 

lie 

506 

15 

155 

1 

523 

5 

221 

3 

346 

1 

156 


719 

99 

601 

10 

547 

87 

847 

1 

207 

87 

847 

11 

010 


744 


261 


162 


64 


35 

4 

BB2 


589 

4 

263 


30 

4 



571 


48 

5 

336 

3 

321 

1 

075 


940 

30 

701 

3 

843 

26 

396 


462 

26 

396 

3 

574 


731 

31 

059 

16 

302 

B 

524 

6 

233 

271 

630 

60 

162 

202 

632 

e 

836 

202 

632 

61 

389 

7 

609 


614 


368 


138 


88 

11 

382 


946 

10 

370 


66 

10 

370 


840 


172 

1 

745 

1 

063 


407 


275 

23 

563 

3 

747 

19 

474 


342 

19 

474 

3 

369 


720 

5 

024 

3 

222 

1 

175 


627 

46 

746 

7 

816 

37 

953 


977 

37 

953 

7 

280 

1 

513 

7 

915 

4 

067 

2 

095 

1 

753 

68 

885 

13 

514 

52 

990 

2 

381 

52 

990 

14 

082 

1 

813 

S 

304 

3 

584 

2 

794 

1 

926 

63 

613 

18 

467 

41 

898 

3 

248 

41 

898 

19 

589 

2 

126 

4 

906 

2 

389 

1 

408 

1 

109 

33 

376 

10 

408 

21 

614 

1 

354 

21 

614 

10 

943 


819 

1 

625 


983 


337 


305 

13 

948 

3 

511 

10 

115 


322 

10 

115 

3 

529 


304 


926 


606 


170 


150 

10 

117 

1 

753 

a 

218 


146 

a 

218 

1 

757 


142 


4.5 


4.4 


4.7 


4.7 


4.3 


4.7 


4.1 


4.7 


4.1 


4.B 


4.3 

18 

113 

e 

472 

5 

782 

3 

859 

llB 

034 

40 

339 

71 

283 

6 

412 

71 

283 

42 

475 

4 

276 


51 


a 


27 


16 


208 


69 


127 


12 


127 


56 


25 


304 


86 


114 


104 

1 

430 


563 


788 


79 


788 


445 


197 


971 


437 


307 


227 

7 

418 

2 

459 

4 

572 


387 

4 

572 

2 

189 


657 

4 

233 

1 

948 

1 

395 


890 

25 

024 

a 

083 

15 

452 

1 

489 

15 

452 

a 

500 

1 

072 

6 

320 

2 

654 

2 

264 

1 

402 

38 

782 

15 

IBB 

20 

801 

2 793 

20 

SOI 

16 

658 

1 

323 

3 

96B 

1 

926 

1 

213 


829 

25 

241 

9 

260 

14 

765 

1 

196 

14 

785 

9 

B13 


643 

1 

468 


874 


298 


296 

11 

210 

3 

153 

7 

739 


318 

7 

739 

3 

206 


265 


798 


539 


164 


95 

a 

721 

1 

564 

7 

019 


138 

7 

019 

1 

608 


94 


5.1 


5.2 


5.0 


5.0 


5.1 


5.1 


5.2 


4.9 


5.2 


5.1 


4.6 


BATHROOMS 

ALL UNITS. 

.... 

1 PLUS partial . 

2 OR MORE. 

SHARED OR NONE . 

OWNER OCCUPIED . . . , 

.. 

MORE THAN .. 

SHARED OR NONE.. 

RENTER OCCUPIED. . . . 

.. 

MORE THAN ... 

SHARED OR NONE . 


ALL units 
ROOM .... 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 
ROOMS. . . . 

B ROOMS OR MORE 

median .... 


OWNER OCCUPIED 

ROOM. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. ..... 

ROOMS. 

a ROOMS OR MORE. . 
MEDIAN . 


RENTER OCCUPIED. 

ROOM. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS.. . 

ROOMS. 

8 ROOMS OR MORE. . . 

median . 


VACANT AVAILABLE FOR SALE. 

TO 3 ROOMS . 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS OR MORE. 


VACANT AVAILABLE FOR RENT. 

ROOM... 

ROOMS. 

ROOMS.. 

ROOMS. 

ROOMS OR MORE. 


MEDIAN 


BEDROOMS 


ALL UNITS. . . 

NONE.. 

.. 

.. 

.. 

4 OR MORE. 

OWNER OCCUPIED 

0 AND I. 

2 . 

.. 

4 OR MORE. 

RENTER OCCUPIED 

NONE. 

.. 

.. 

3 OR MORE. 


10 8211 
432 
1 219 
3 660 
3 080 
1 499 
752 
110 

69 
3.5 

346 

24 

70 
179 

SI 

22 

4.9 

655 

49 

82 

203 

191 

130 

3.5 


30 920 
505 

4 955 
14 208 

9 586 
1 666 

18 085 
1 013 
B 170 
7 525 
1 377 

10 849 
303 
3 567 

5 112 
1 867 


B29 

298 

861 

564 

823 

757 

403 

82 

41 

3.4 

170 

13 

35 

70 

33 

19 

5.D 

449 

45 

60 

134 

123 

87 

3.4 


16 221 
305 

3 133 

7 558 

4 517 
708 

8 396 
390 

3 904 

3 529 
573 

6 905 
209 

2 452 

3 285 
959 


2 298 
97 
231 
B21 
609 
360 
156 

24 

iis 

106 

5 

25 
64 
11 

I 

4.9 

117 

3 

16 

42 

33 

23 

3.4 


a 476 
114 

1 176 
3 878 
3 025 

283 

5 833 
309 

2 780 
2 461 

283 

2 247 
74 
807 
942 
424 


1 694 
37 
127 
275 
648 
382 
193 
4 
28 
4 

70 

6 

10 

45 


6 223 
86 
646 

2 772 

2 044 
675 

3 856 
314 

1 486 

1 535 
521 

1 697 
20 
308 
685 
484 


135 166 
8 895 
19 014 
35 367 
40 336 
21 377 
6 732 
2 278 

1 167 
3.6 

2 598 
113 
241 

I 425 
543 
276 
5.2 

S 526 

1 376 
1 688 

2 262 
1 769 
1 431 

3.0 


271 163 
12 571 

67 U9 
107 894 

68 762 
14 797 

lie 065 
11 525 

47 490 

48 031 
11 019 

135 135 
9 840 
48 949 
55 668 
20 678 


14 951 
582 
2 515 
4 383 
4 626 
1 893 
635 
206 
111 
3.5 

1 322 
34 
102 
845 
266 
75 

5.1 

1 467 
165 
299 
487 
317 
199 

3.1 


60 162 
862 
11 254 
22 201 
22 760 
3 085 

40 290 
3 443 
15 045 
19 160 
2 642 

15 000 
465 
6 429 
5 976 
2 130 


118 518 
a 294 
16 348 
30 537 
34 975 
19 243 
6 001 
2 068 
1 052 
3.6 

1 102 
68 
131 
448 
256 
199 
5.3 

6 943 
1 209 
1 378 
1 749 
1 399 
1 20B 
3.0 


202 165 
U 650 
54 780 
81 846 
42 533 
11 356 

71 363 
7 534 
29 913 
25 826 
a 090 

118 438 
9 350 
42 193 
48 640 
18 255 


697 

19 

151 

447 

735 

241 

96 

4 

4 

3.8 

174 

11 

8 

132 

21 

2 

5.0 

116 

2 

11 

26 

S3 

24 

3.9 


118 518 
a 294 
16 348 
30 537 
34 975 
19 243 
6 001 
2 068 
1 052 
3.6 

1 102 
68 
131 
448 
256 
199 
5.3 


943 

209 

378 

749 

399 

208 

3.0 


8 836 
59 
I 085 
3 847 
3 489 
356 


6 412 
546 

2 532 

3 045 
287 

1 697 
25 
327 
I 052 
293 


202 165 
11 650 
54 780 
81 846 
42 533 
11 356 

71 363 
7 534 
29 913 
25 B26 
a 090 

118 438 
9 350 
42 193 
48 640 
18 255 


15 152 
563 
2 436 
4 362 
4 936 
1 916 
637 
199 
103 
3.5 

1 136 
28 
98 
673 
268 
69 

5.2 

1 313 
123 
225 
429 
329 
207 

3.2 


61 389 
779 
10 697 
23 079 
23 761 
3 073 

42 400 
3 251 
15 953 
20 489 
2 707 

15 227 
426 
6 337 
6 361 
2 103 


496 

3B 

230 

468 

425 

218 

94 

11 

12 

3.5 

360 

17 

12 

304 

19 

a 

5.0 

270 

44 

85 

84 

41 

16 

2.6 


60'; 

14: 

64: 

96< 

481 

361 


4 30. 

741 
1 62' 
1 7L 
22 : 

I 47 
6 
41 
66 
32 
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State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Parishes, Places of 50,000 Bathrooms Bedrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. Rooms 

[Some data based on sample; median not shown where base is insufficient; see text “TJ” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


urbanized areas 


SHREVEPORT 


SUBJECT 


PARISHES 


THE SHREVE- 

AREA BOSSIER CADDO PORT 


URBAN 

BAL¬ 

ANCE 


RURAL 


BATON LAKE MONROE NEW SHREVE- 

ROUGE CHARLES ORLEANS PORT 


bathrooms 

ALL UNITS. 


1 PLUS partial . . . 

2 OR MORE.. 

SHARED OR NONE . . . 

OWNER OCCUPIED ^ 

.. 

MORE THAN 1. . . . 
shared or NONE . . 

RENTER OCCUPIED 

1 . 

MORE THAN 1. . . . 
shared OR NONE . . 


ROOMS 


ALL UNITS. 

1 ROOM.. . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

a ROOMS OR MORE. 

median . 

OWNER OCCUPIED ..... 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

a ROOMS OR MORE. 

MEDIAN . 

RENTER OCCUPIED. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

e ROOMS OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. 

median . 

VACANT AVAILABLE FOR RENT 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

MEDIAN . 


BEDROOMS 


ALL UNITS. . 

NONE. 

.. 

2 . 

3 . 

4 OR MORE. 

OWNER OCCUPIED 

0 AND 1. 

2 . 

3 . 

4 OR MORE. 

RENTER OCCUPIED 

NONE. 

1 .. 

.. 

3 OR MORE.. 


a9 517 
55 409 
3 496 
a ao3 
21 ao9 

49 357 

31 512 
10 514 

7 331 

32 120 
la 933 

1 058 
12 129 


89 522 

2 173 

3 566 
15 554 
19 848 
25 755 
14 614 

5 112 
2 900 


49 345 
102 
442 
2 254 
a 910 
18 765 
12 13a 

4 271 
2 463 

5.2 

32 132 

1 407 

2 442 
11 496 

8 613 

5 172 
1 917 

741 

344 

3.6 

1 397 
81 
284 
752 
198 
82 


3 641 
524 
267 
979 
1 253 

6ia 

3.5 


89 357 
2 333 
15 740 
37 700 
2a 819 

4 765 

49 395 

2 815 
20 222 
22 957 

3 401 

32 072 
1 546 
10 620 
14 310 

5 596 



54 191 
35 770 

1 936 

6 191 
10 294 

29 698 
20 020 

7 200 

2 478 

20 447 
l2 996 
639 
6 812 


54 191 
1 738 

1 864 
10 078 

10 859 
14 892 

9 028 

3 498 

2 234 
4.7 

29 692 
32 
105 
932 

4 833 

11 134 
7 657 

3 033 
1 966 

5.3 


16 33B IB 988 56 100 

11 390 B 249 37 325 

788 772 2 626 

1 097 1 515 8 248 

3 063 6 452 7 901 

B 734 10 925 33 493 

5 837 5 655 21 374 

1 454 1 860 9 748 

1 443 3 410 2 371 


5 869 5 804 18 978 

4 308 1 629 13 240 

283 136 735 


1 278 4 039 5 003 


16 343 18 9BB 56 lOO 

122 313 1 053 

736 966 2 204 

2 644 2 832 9 774 

4 210 4 779 12 407 

5 529 5 334 14 817 

2 233 3 353 10 006 

651 963 3 734 

21B 44B 2 105 

4.6 4.6 4.7 

8 727 10 926 33 441 

4 66 24 

101 236 211 

512 BIO 2 096 

1 B09 2 26B 6 272 

3 967 3 664 11 151 

1 784 2 697 B 495 

434 804 3 328 

116 381 1 B64 

5.0 5.1 5.2 


6 756 25 376 

117 1 290 

526 1 916 

1 883 9 613 

2 061 6 552 

1 362 3 810 

483 1 434 

223 518 

101 243 

3.9 3.5 


20 453 5 876 
1 197 94 

1 508 452 
B 170 1 769 
5 017 1 727 

2 901 1 152 
1 073 363 

391 217 
196 102 
3.4 3.9 



1 015 
25 
81 
226 
469 
214 
3.9 


17 301 
225 
3 230 

7 251 

5 857 
738 

8 574 
514 

3 528 

4 088 
444 

6 764 
107 

2 239 
2 765 
1 653 



5 803 
116 
4B2 
1 557 
1 B69 
1 119 
481 
133 
46 


261 

21 

41 

144 

46 

9 

5,0 


19 030 
792 

1 664 
6 841 
5 159 

2 887 
1 224 

294 

149 



466 1 889 

32 110 

35 240 

79 610 

1B2 559 

138 370 

4.0 3.5 


18 970 55 930 

430 1 212 

2 390 10 069 

B 034 23 693 

6 847 17 693 

1 269 3 263 

10 949 33 347 

759 2 226 

4 256 13 602 

5 066 14 718 

868 2 BOl 

5 770 19 124 

161 954 

1 129 6 752 

2 897 9 015 

1 583 2 403 


26 796 24 B26 

18 951 15 038 

865 630 

2 688 2 202 

4 092 6 956 

15 611 14 257 

10 998 9 679 

3 320 2 499 

1 293 2 079 

B 653 9 124 

6 238 4 502 

216 226 

2 197 4 396 


263 959 67 496 

189 646 46 235 

9 845 2 704 

24 881 7 185 

39 587 11 372 

113 767 36 516 

79 989 25 244 

28 223 8 546 

5 555 2 726 

133 661 25 519 

98 857 17 058 

4 634 907 

29 970 7 554 


26 796 24 B26 

542 526 

1 376 1 470 

4 034 4 397 

5 961 6 162 

7 850 6 378 

4 654 3 797 

1 S81 1 320 

778 776 

4.7 4.5 


264 021 67 501 

11 210 1 847 

22 B43 2 476 

45 233 12 222 

67 072 14 017 

61 487 19 531 

32 557 10 940 

13 644 4 061 

9 975 2 405 

4.3 4.7 


15 611 
36 
169 

685 
3 032 
5 783 
3 833 
1 367 

686 


8 653 
244 
909 
2 741 
2 406 
1 579 
586 
135 
51 



113 756 
183 

1 233 
6 761 

23 952 
37 459 

24 598 
10 945 

8 627 
5.2 

133 670 
8 857 
18 764 
34 899 
39 911 
21 159 
6 638 

2 267 
1 155 


36 503 
32 
178 

1 324 

5 986 
14 369 

9 168 
3 395 

2 051 
5.2 

25 532 
1 291 
1 885 
9 675 

6 460 

3 948 
1 399 

592 

282 

3.5 


518 276 

24 18 

109 60 

282 134 

79 44 

24 20 


2 238 1 063 

96 54 

229 215 

1 121 573 

524 148 

268 73 

5.2 5.0 


1 262 566 B 256 3 014 

157 48 1 332 481 

147 76 1 603 226 

451 176 2 178 822 

322 156 1 728 1 018 

205 110 1 415 467 

3.2 3.4 3.0 3.5 


26 763 24 697 

732 419 

5 450 4 309 

10 240 11 436 

a 983 7 542 

1 378 991 

15 636 1(1 229 

908 699 

6 308 6 684 

7 260 5 990 

1 160 656 

B 628 9 152 

380 283 

3 696 3 259 

3 129 4 227 

1 423 1 383 


263 554 67 354 

12 429 1 903 

65 477 12 999 

104 925 27 815 

66 294 21 162 

14 429 3 475 

113 763 36 530 

10 785 1 931 

45 866 14 850 

46 315 17 237 

10 797 2 512 

133 665 25 SOS 

9 776 - 1 385 

4a 530 9 331 

55 001 10 910 

20 358 3 879 
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20-21 


Tabic 14.— Structural Charactkristics and HiiATiNo Equii>mknt, for SMSA's, Constituent Parisiihs, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, ano Urbanized Areas; 
1960 

[Bwwd on Barapla; nee taxt. "U" danotoa an unincorporated place] 


Units in Scructuic flaactnent 
Trailer Heating F.t|uipnu-nt 

Year Structure Built 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS. 

JLi DETACHED. 

11 ATTACHED. 

.. 

3 AND . 

S OR MORE.. 

TRAILER I 

ON PERMANENT FOUNDATION. . 
MOBILE . 

OWNER OCCUPIED . 

!• DETACHED. 

li ATTACHED. • . . 

2 . . . . . 

3 AND 4. ... 

9 OR MORE. ......... 

trailer.. 

RENTER Occupied. .... 

Xi DETACHED. ... . 

It ATTACHED. 

... 

3 ANO 4. ... . . 

9 TO .. 

10 TO 19. . 

20 TO 49 . t ....... . 

90 OR MORE . 

TRAILER. 

VACANT AVAILABLE FOR RENT 

.... 

2 TO 4 ... I .. 

9 TO 9. 

10 OR MORE • « « . . 


year structure built 


ALL UNITS. . 
1999 TO MARCH 1990 
1989 TO 1998 . . . 
1980 TO 1984 , . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1999 TO MARCH 1990 
1990 TO 1994 . . . 
1940 TO 1949 . • . 
1939 OR EARLIER. . 


ALL HQU8IN8 UNITS. . 

BASEMENT 


basement . . • 

CONCRETE SLAB. 
OTHER. 


heatINO EQUIPMENT 


STEAM OR HOT WATER.. 

WARM AIR FURNACE . 

FLOOR I WAUL* OR PIFELES8 FURNACE 

built-in electric units. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 
NONE... 


standard metropolitan statistical areas 


BATON rouse 


THE area 

EAST baton 
ROUGE 
PARISH 

BATON 

ROUGE 

urban 

BALANCE 

RURAL 

THE AREA 

CALCASIEU 

PARISH 

LAKE 

CHARLES 

URBAN 

balance 

RURAL 

66 059 

45 785 

ID 902 

9 372 

43 469 

19 724 

12 894 

10 B91 

94 907 

. 35 786 

10 109 

9 012 

36 648 

15 466 

11 482 

9 700 

3 642 

3 266 

269 

107 

1 849 

1 201 

350 

29B 


3 269 

182 

39 

2 026 

1 495 

401 

130 


1 779 

68 

9 

1 138 

760 

203 

175 

1 455 

1 306 

136 

13 

773 

701 

52 

20 

78 

30 

12 

36 

163 

17 

92 

54 

631 

349 

126 

156 

872 

84 

314 

474 

40 948 

26 246 

7 959 

6 743 

26 306 

11 147 

a 322 

6 837 

39 123 

24 841 

7 746 

6 536 

24 528 

10 468 

7 805 

6 255 

433 

330 

72 

31 

325 

230 

46 

49 

980 

550 

20 

10 

378 

251 

93 

34 

119 

114 

5 

• • • 

103 

83 

20 

» * 9 

65 

60 

5 

• « B 

49 

45 

4 

« s • 

628 

351 

111 

166 

923 

70 

354 

499 

20 368 

16 681 

2 096 

1 591 

12 698 

6 684 

3 411 

2 603 

12 464 

9 415 

1 597 

1 452 

a 802 

3 911 

2 716 

2 175 

2 784 

2 537 

176 

71 

1 315 

860 

233 

222 

2 453 

2 282 

142 

29 

1 285 

995 

223 

67 

1 453 

1 406 

47 


764 

527 

147 

90 

711 

612 

92 

7 

318 

283 

30 

5 

218 

202 

10 

6 

46 

31 

10 

5 

149 

144 

5 

9 f • 

46 

41 

• * • 

Si 

55 

55 

8 • ■ 

9 i B 

10 

5 

B t 8 

Si 

81 

28 

27 

26 

112 

31 

52 

29 

1 928 

1 695 

167 

66 

1 876 

987 

491 

398 

1 122 

942 

123 

57 

1 116 

427 

400 

289 

602 

573 

20 

9 

477 

281 

87 

109 

127 

111 

16 

• • • 

119 

115 

4 

« » < 

77 

69 

8 

BIB 

164 

164 


» « • 

66 059 

46 785 

10 902 

9 372 

43 469 

19 724 

12 894 

10 891 

4 257 

958 

1 599 

1 700 

3 042 

1 060 

1 048 

934 

10 623 

4 183 

3 616 

2 824 

B 422 

3 185 

2 728 

2 B09 

9 941 

6 421 

1 969 

1 151 

8 635 

4 244 

2 385 

2 006 

21 419 

17 291 

2 914 

1 614 

11 384 

4 873 

3 532 

2 979 

9 699 

8 044 

771 

880 

5 239 

2 579 

1 413 

1 247 

10 524 

8 888 

433 

1 203 

6 747 

3 783 

1 788 

1 176 

40 878 

26 220 

7 933 

6 729 

26 306 

11 147 

a 322 

6 837 

11 965 

4 090 

4 235 

3 640 

8 172 

2 842 

2 834 

2 496 

7 401 

5 019 

1 434 

948 

5 667 

2 728 

1 583 

i 356 

12 431 

9 779 

1 503 

1 193 

6 499 

a 866 

2 060 

1 B75 

9 061 

7 336 

761 

984 

5 968 

2 711 

1 845 

1 412 

66 059 

45 785 

10 902 

9 372 

43 469 

19 724 

12 894 

10 851 

525 

432 

46 

47 

S9S 

448 

110 

37 

17 428 

B 661 

4 566 

4 201 

10 945 

6 633 

2 688 

1 624 

48 106 

36 692 

6 290 

5 124 

31 929 

12 643 

10 096 

9 190 

247 

219 

12 

16 

50 

37 

9 

4 

14 093 

7 279 

3 313 

3 461 

6 478 

3 829 

1 470 

1 179 

15 232 

11 704 

2 663 

865 

a 710 

5 000 

2 338 

1 372 

349 

277 

26 

46 

185 

85 

53 

47 

3 217 

1 641 

374 

1 202 

1 954 

681 

326 

947 

32 997 

24 466 

4 483 

3 648 

25 783 

10 035 

8 625 

7 123 

364 

199 

31 

134 

309 

57 

73 

179 


lake CHARLES 





















































































State and Small Areas 


Table 14.— Structural Characteristics and Heating Equipment, tor SMSA’s, Constituent Parishes, ^ra/ler ” HeacTn^Equipmenc 

Places of 30,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Year Structure Built 

1960—Con. 

[Based on sample; see text. “U" denotes an unincorporated place] 


standard metropolitan statistical AREAS--C0N. 
















































































































Louisiana 


20-23 


EquiPMEt^T, FOR SMSAX Constituent Parishes, 
W60^a^“' “ O” More, Urban Balance, Rural Total, and Urbanized Areas; 

__ [Based on sample; see text. "U" denotes an unincorporated place] 


stanoaro metropolitan statistica l areas—con. 

_ SHREVEPORT 

f] PARISHES I I I 


UNITS IN structure 


ALL UNITS. 

li DETACHEO. 

ii attached. 

2 . 

3 AND 4.. . 

5 OR MORE. 

trailer I 

ON PERMANENT FOUNDATION 
MOBILE . 
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State and Small Areas 


Table 15. —Occupancy Characteristics, tor SMSA’s, Constituent Parishes, Places of 50)000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas; i960 

[Based on sample; see text. “U” denotes an unincorporated place] 


PopuJiition 

Persons 


Persons per Room 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS 


BATON ROUGE 


THE AREA 

EAST BATON 
ROUGE 
PARISH 

BATON 

ROUQE 

URBAN 

BALANCE 

RURAL 

the area 

CALCASIEU 

PARISH 

lake 

CHARLES 

URBAN 

balance 

rural 

221 105 

145 958 

41-205 

33 942 



44 165 

36 531 

3.6 

3.4 

4.1 

4.1 

3.7 


3.8 

3.9 

3.8 

3.6 

4.1 

4.0 

3.7 


3.8 

3.8 

3.3 

3.1 

3.9 

4.2 

3.5 


3.7 

3.9 

150 645 

119 S32 

• • « 

« 



• • « 

« • « 

3.5 

3.4 

... 

... 

3,5 


... 

... 

61 316 

42 927 

10 055 

8 334 

39 004 

Hi 

11 733 

9 440 

40 878 

26 220 

7 933 

6 725 

26 306 

11 147 

8 322 

6 837 

2 754 

2 097 

364 


1 745 

744 

572 

429 

9 602 

6 894 

1 406 


6 329 

2 804 

1 965 

1 560 

7 839 

5 326 

1 356 

- rM 

5 192 

2 289 

1 552 

1 351 

8 491 

4 932 

1 945 

1 614 

5 058 

2 223 

1 589 

1 246 

5 652 

3 298 

1 209 

1 145 

3 786 

1 514 

1 229 

1 043 

3 266 

1 876 

797 

593 

2 122 

819 

701 

602 

1 657 

998 

368 

291 

976 

389 

309 

278 

1 617 

799 

488 

330 

1 098 

365 

405 

328 

3.5 

3.3 

3.9 

3.9 

3.5 

3.4 

3.5 

3.6 

20 438 

16 707 

2 122 

1 609 

12 696 

6 684 

3 411 

2 603 

3 391 

2 917 

328 

146 

1 658 

1 065 

417 

176 

5 666 

4 993 

345 

326 

2 951 

1 701 

746 

504 

3 939 

3 268 

391 

250 

2 5l2 

1 298 

725 

489 

2 717 

2 203 

291 

223 

2 287 

1 166 

571 

550 

1 995 

1 468 

317 

210 

1 469 

661 

397 

411 

1 223 

885 

192 

146 

898 

406 

261 

231 

601 

408 

89 

104 

351 

164 

96 

91 

906 

565 

169 

172 

572 

223 

198 

151 

2.8 

2.6 

3.5 

3.7 

3.2 

2.9 

3.2 

3.7 

40 878 

26 220 

7 933 

6 725 

26 306 

11 X47 

8 322 

6 837 

14 770 

10 848 

2 030 

1 892 

9 223 

4 356 

2 744 

2 123 

9 751 

6 372 

1 738 

1 641 

5 944 

2 682 

1 733 

1 529 

10 604 

6 019 

2 615 

1 970 

7 037 

2 898 

2 361 

1 778 

4 153 

2 158 

1 066 

909 

2 964 

969 

1 090 

925 

1 600 

823 

464 

313 

1 lie 

242 

394 

482 

20 438 

16 707 

2 122 

1 609 

12 698 

6 664 

3 411 

2 603 

5 762 

5 061 

397 

304 

2 902 

1 719 

681 

502 

4 789 

4 060 

395 

334 

2 714 

1 46S 

772 

477 

4 740 

3 838 

505 

397 

3 768 

2 022 

938 

828 

2 395 

1 829 

369 

197 

1 971 

917 

527 

527 

2 752 

1 919 

456 

377 

1 323 

561 

493 

269 

40 878 

26 220 

7 933 

6 725 

26 306 

11 147 

8 322 

6 837 

6 516 

2 706 

1 943 

1 B67 

4 749 

1 799 

1 595 

1 355 

3 840 

1 B2B 

1 102 

910 

2 611 

1 044 

820 

747 

3 170 

1 764 

761 

645 

1 846 

816 

585 

443 

7 411 

4 680 

1 663 

1 068 

4 698 

1 904 

1 456 

1 338 

6 412 

4 746 

905 

759 

3 975 

1 801 

1 252 

922 

9 008 

6 907 

1 187 

914 

5 354 

2 365 

1 750 

1 239 

4 521 

3 587 

372 

562 

3 073 

1 416 

864 

793 

20 43 B 

16 707 

2 122 

1 609 

12 698 

6 684 

3 411 

2 603 

9 764 

8 102 

1 017 

645 

7 367 

4 026 

2 074 

1 267 

2 379 

1 913 

261 

205 

1 577 

768 

404 

405 

1 479 

1 195 

181 

103 

865 

429 

202 

254 

2 642 

2 019 

402 

221 

1 236 

639 

310 

287 

1 813 

1 516 

143 

154 

707 

315 

226 

166 

1 596 

1 328 

102 

166 

679 

358 

156 

165 

765 

634 

16 

115 

247 

149 

39 

59 


LAKE CHARLES 


POPULATION 


POPULATION IN HOUSING UNITSi 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSi 1950 
PER OCCUPIED UNIT. 

ALL OCCUPIED UNITS . 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 

RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

'3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

a PERSONS OR MORE. 

MEDIAN . 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . , 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 

renter OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . , 
l.Ol TO 1.50 . . . 
1.51 OR MORE . . . 


Year moved into unit 


OWNER OCCUPIED 
1959 TO march 1960 

1958 . 

1957 . 

1954 TO 1956 , . . 
1950 TO 1953 . . . 
1940 TO 1949 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 

1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 

1950 TO 1953 . . . 

1940 TO 1949 . . . 

1939 OR EARLIER. . 





























































































Louisiana 


20-25 


Table 15. —Occupancy Characteristics, for SMSA’s, Constituent Parishes, Places of 50,000 Inhabitants Population Persons per Room 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960—Con. Persons Year Moved into Unit 

[Based on sample; see text. “TJ” denotes an unincorporated place] 


standard metropolitan statistical areas—con. 


SUBJECT 

MONROE 

NEW ORLEANS 

THE 

AREA 

OUACHITA 

PARISH 

MONROE 


RURAL 

THE 

AREA 

PARISHES 

NEW 

ORLEANS 


RURAL 

JEFFER¬ 

SON 

ORLEANS 

ST 

BERNARD 

POPULATION 






















population in housing units. 1960. . . . . 

102 

364 

52 

356 

28 

474 

21 

534 

857 

269 

210 

191 

614 

997 

32 

081 

614 

997 

219 352 

22 

920 

PER OCCUPIED UNIT. 


3.5 


3.4 


3.5 


3.9 


3.4 


3.8 


3.2 


4.0 


3.2 

3.8 


4.0 

OWNER. 


3.6 


3.5 


3.6 


3.8 


3.6 


3.9 


3.4 


4.0 


3.4 

3,9 


3.9 

renter . 


3.4 


3.3 


3.4 


4.1 


3.2 


3.6 


3.1 


3.8 


3.1 

3.6 


4.1 

population in dwelling units. 1950 . . . . 

72 

949 

37 

526 


• • • 


• t • 

662 

096 

102 

804 

548 

227 

11 

065 

548 

227 

* t - 



PER OCCUPIEO UNIT. 


3.4 


3.2 


... 


... 


3.4 


3.6 


3.3 


3.8 


3.3 

... 


... 

ALL OCCUPIED UNITS . 

28 

934 

15 

301 

a 

080 

5 

553 

253 

200 

55 

290 

189 

801 

a 

109 

189 

801 

■ 

5 

772 

PERSONS 







■ 















OWNER OCCUPIEO .. . . . . 

18 

113 

a 

472 

5 

782 

■ 


118 

034 

40 

339 

71 

283 

6 

412 

71 

283 

42 475 

4 

276 

1 PERSON . 

1 

596 


821 


547 



9 

871 

2 

050 

7 

562 


259 

7 

562 

2 019 


290 

2 PERSONS ... 

4 

839 

2 

430 

1 

374 



29 

961 

8 

399 

20 

403 

1 

159 

20 

403 

a 673 


BBS 

3 PERSONS . 

3 

430 

1 

638 

1 

121 


671 

23 

324 

7 

970 

14 

117 

1 

237 

14 

117 

8 446 


761 

4 PERSONS . 

3 

455 

1 

416 

1 

260 



22 

241 

a 

922 

11 

859 

1 

460 

11 

859 

9 473 


1 

5 PERSONS . 

2 

214 

1 

Oil 


728 



15 

485 

6 

390 

7 

919 

i 

176 

7 

919 

6 901 


1 

6 PERSONS . 

1 

205 


512 


372 



a 

511 

3 

497 

4 

388 


626 

4 

388 

3 768 



7 PERSONS . 


599 


261 


lea 



4 

301 

1 

570 

2 

416 


315 

2 

416 

1 694 


Si 

a PERSONS OR MORE . 


775 


383 


192 



4 

340 

1 

541 

2 

619 


180 

2 

619 

1 501 


220 

MEDIAN . 


3.3 


3.1 


3.4 

■ 



3.3 


3.7 


3.0 


3.9 


3.0 

3.7 


3.7 

RENTER OCCUPIEO . 

10 

821 

6 

829 

2 

298 

1 

694 

135 

166 

14 

951 

118 

518 

1 

697 

118 

518 

15 152 

1 

496 

1 PERSON . 

2 

047 

1 

448 


397 


202 

28 

079 

1 

936 

25 

982 


161 

25 

982 

1 969 


128 

2 PERSONS. 

2 

620 

1 

709 


571 


340 

34 

967 

3 

211 

31 

451 


305 

31 

451 

3 258 


258 

3 PERSONS. 

1 

807 

1 

183 


412 


212 

24 

275 

3 

004 

20 

882 


389 

20 

882 

3 113 


280 

4 PERSONS.. . . . . 

1 

540 


871 


322 



18 

796 

2 

735 

15 

708 


353 

15 

708 

2 797 


291 

5 PERSONS. 

1 

030 


586 


253 


m J 

11 

971 

1 

761 

10 

014 


196 

10 

014 

1 731 


226 

6 PERSONS. 


645 


359 


133 


■ 3k 

7 

627 


966 

6 

519 


142 

6 

519 

986 


122 

7 PERSONS. 


484 


294 


90 


ti Si* 

3 

929 


617 

3 

237 


75 

3 

237 

606 


86 

a PERSONS OR MORE. 


648 


379 


120 


149 

5 

522 


721 

4 

725 


76 

4 

725 

692 


105 

MEDIAN . 


2.9 


2.7 


2.9 


3.8 


2.7 


3.3 


2.6 


3.5 


2.6 

3,3 


3.8 

PERSONS PER room 






















OWNER OCCUPIEO . 

18 

113 

a 

472 

5 

782 

3 

859 

lie 

034 

40 

339 

71 

283 

6 

412 

71 

283 

42 475 

4 

276 

0.50 OR LESS . 

7 

259 

3 

816 

2 

079 

1 

364 

46 

962 

12 

325 

33 

078 

1 

559 

33 

078 

12 719 

1 

165 

0.51 TO 0.75 . 

3 

992 

1 

827 

1 

366 


799 

28 

350 

9 

870 

17 

096 

1 

384 

17 

096 

10 411 


843 

0.76 TO 1.00 . 

4 

278 

1 

729 

1 

517 

1 

032 

28 

060 

11 

935 

13 

809 

2 

316 

13 

809 

12 971 

1 

280 

1.01 TO 1.50 . 

1 

807 


765 


605 


437 

10 

667 

4 

678 

5 

091 


898 

5 

091 

5 003 


573 

1.51 OR MORE . 


777 


335 


215 


227 

3 

995 

1 

531 

2 

209 


255 

2 

209 

1 371 


415 

RENTER OCCUPIEO. 

10 

821 

6 

829 

2 

298 

1 

694 

135 

166 

14 

951 

lie 

518 

1 

697 

118 

518 

15 152 

1 

496 

0.50 OR LESS . 

2 

9B1 

1 

982 


571 


428 

39 

609 

3 

002 

36 

277 


330 

36 

277 

3 069 


263 

0.51 TO 0.75 . 

2 

202 

1 

413 


520 


269 

27 

996 

2 

860 

24 

772 


364 

24 

772 

3 032 


192 

0.76 TO 1,00 . 

2 

624 

1 

596 


600 


428 

34 

708 

4 

120 

30 

157 


431 

30 

157 

4 177 


374 

1.01 TO 1.50 . 

1 

432 


844 


288 


300 

17 

356 

2 

473 

14 

558 


325 

14 

558 

2 492 


306 

1.51 OR MORE . 

1 

582 


994 


319 


269 

15 

497 

2 

496 

12 

754 


247 

12 

754 

2 382 


361 

YEAR MOVED INTO UNIT 






















OWNER OCCUPIEO . 

18 

113 

a 

472 

5 

782 

3 

859 

118 

034 

40 

339 

71 

283 

6 

412 

71 

283 

42 475 

4 

276 

1959 TO MARCH 1960 . 

2 

799 

1 

026 


978 


795 

13 

647 

6 

497 

6 

145 

1 

005 

6 

145 

6 489 

1 

013 

1958 . . . .. 

1 

606 


698 


SS9 


349 

8 

204 

3 

757 

3 

844 


603 

3 

844 

3 951 


409 

1957 . 

1 

218 


459 


470 


289 

8 

281 

3 

565 

4 

186 


530 

4 

186 

3 727 


368 

1954 TO 1956 . 

3 

408 

1 

634 

1 

196 


578 

20 

996 

a 

396 

10 

846 

1 

752 

10 

848 

9 393 


K ^ 

1950 TO 1953 . . 

2 

965 

1 

404 


938 


623 

22 

377 

7 

738 

13 

239 

1 

400 

13 

239 

a 686 


E 

1940 TO 1949 . 

3 

891 

2 

066 

1 

050 


775 

26 

134 

7 

240 

18 

IBB 


706 

18 

lee 

7 202 


E !G1 

1939 OR EARLIER. 

2 

226 

1 

185 


591 


450 

18 

395 

3 

146 

14 

833 


416 

14 

833 

3 027 

■ 


RENTER OCCUPIEO. 

10 

821 

6 

829 

2 

298 

1 

694 

135 

166 

14 

951 

lie 

518 

1 

697 

118 

518 

15 152 

1 

496 

1959 TO march 1960 . 

4 

842 

2 

942 

1 

251 


649 

44 

906 

7 

068 

37 

126 


712 

37 

126 

7 233 


547 

1958 . 

1 

267 


833 


244 


190 

16 

496 

1 

997 

14 

318 


lai 

14 

318 

1 987 


191 

1957 . 


921 


582 


190 


149 

13 

167 

1 

349 

11 

652 


166 

11 

652 

1 357 


158 

1954 TO 1956 . 

1 

613 

1 

088 


250 


275 

23 

081 

2 

064 

20 

755 


262 

20 

755 

2 073 



1950 TO 1953 . 


947 


656 


123 


168 

14 

986 

1 

186 

13 

623 


177 

13 

623 

1 228 



1940 TO 1949 . 


793 


449 


163 


181 

13 

349 


888 

12 

332 


129 

12 

332 

882 



1939 OR EARLIER. 


438 


279 


77 


82 

9 

181 


399 

a 

712 


70 

a 

712 

392 
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State and Small Areas 


Table 15. —Occupancy Characteristics, por SMSA’s, Constituent Parishes, Places oe 50,000 Inhabitants Population Persons pet Room 

OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. ersons ear over into mt 

[Based on sample; see text. “U” denotes an unincorporated place] 


SUBJECT 


STANDARD 

METROPOLITAN STATISTICAL AREAS—CON. 

□ 




URBANIZED 

AREAS 




SHREVEPORT 

baton 

ROUGE 

LAKE 

CHARLES 

MONROE 

NEW 

ORLEANS 

SHREVE¬ 

PORT 

THE 

AREA 

PARISHES 

SHREVE¬ 

PORT 

■ 

RURAL 

BOSSIER 

CADDO 

POPULATION 


















■ 





population in housing UNITSi I960. 

279 

746 

56 

528 

223 

218 

162 

273 

53 

941 

63 

532 

184 

708 

88 

295 



834 

349 

204 

986 

PER OCCUPIEO UNIT. 


3.4 


3.7 


3.4 


3.2 


3.7 


3.8 


3.5 


3.6 


tKI 


3.4 


3.3 

OWNER. 


3.5 


3.6 


3.4 


3.3 


3.7 


3.6 


3.7 


3.8 


kfU 


3.6 


3.4 

RENTER . 


3.4 


3.B 


3.3 


3. 1 


3.6 


4.1 


3.2 


3.4 


kHk] 


3.2 


3.2 

population in dwelling UNITSi 1950 . . . . 

208 

317 

37 

051 

171 

266 

122 

241 


. . • 


• • • 

131 

745 


• • t 


iVH 

636 

633 

145 

124 

PER OCCUPIED UNIT. 


3.4 


3.6 


3.4 


3.3 


... 


... 


3.4 


... 

1^1 

HH 


3.3 


3.3 

ALL OCCUPIED UNITS . 

81 

477 

15 

340 

66 

137 

50 

145 

14 

603 

16 

729 

52 

471 







62 

035 

PERSONS 




1 



















OWNER OCCUPIEO . 

49 

345 



40 

761 

29 

692 

B 

727 

10 

926 

33 

441 

15 

611 

14 

254 

113 

758 

36 

503 

I PERSON . 

4 

514 



3 

839 

2 

981 


596 


937 


G fi 


989 

1 

368 

9 

5B1 

3 

379 

2 PERSONS... 

13 

437 



11 

398 

8 

598 

1 

936 

2 

903 

HI 

F k n 


Mi 1 ' 

3 

804 

29 

076 

10 

112 

3 PERSONS. 

9 

980 

1 

720 

8 

260 

6 

091 

1 

775 

2 

114 


k 1 [| 


P 'l ■ 

2 

759 

22 

563 

7 

549 

4 PERSONS. 

9 

646 

1 

814 

7 

832 

5 

746 

1 

949 

1 

951 

6 

535 


|1 ^ 

2 

676 

21 

332 

7 

429 

5 PERSONS. 

5 

946 

1 

253 

4 

693 

3 

375 

1 

2BB 

1 

283 

4 

362 


m - • 

1 

739 

14 

820 

4 

458 

6 PERSONS. 

2 

855 


550 

2 

305 

1 

486 


541 


828 

2 

633 

1 

238 


B84 

B 

156 

1 

919 

7 PERSONS. 

1 

278 


244 

1 

034 


606 


271 


401 

1 

320 


579 


449 

4 

no 


737 

a PERSONS OR MORE. 

1 

6B9 


2B9 

1 

400 


809 


371 


509 

1 

311 


676 


575 

4 

120 


920 

MEDIAN . 


3.2 


3.4 


3.1 


3.0 


m 


3.3 


3.4 


3.5 


3.2 


3.3 


3.1 

RENTER OCCUPIEO . 

32 

132 

6 

756 

25 

376 

20 

453 

m 


5 

803 

19 

030 

B 

653 

9 

127 

133 

670 

25 

532 

I PERSON . 

5 

B56 


736 

5 

120 

4 

433 


raw 


807 

3 

287 

1 

247 

1 

845 

27 

951 

4 

912 

2 PERSONS . 

8 

363 

1 

373 

6 

990 

5 

B54 


Era 

1 

329 

5 

453 

2 

068 

2 

280 

34 

709 

6 

869 

3 PERSONS . 

5 

446 

1 

331 

4 

115 

3 

422 




811 

3 

671 

1 

718 

1 

595 

23 

995 

4 

546 

4 PERSONS. 

4 

441 

1 

230 

3 

211 

2 

506 


DSl 


755 

2 

529 

1 

537 

1 

193 

18 

505 

3 

564 

5 PERSONS. 

3 

080 


947 

2 

133 

1 

674 


863 


543 

1 

792 


905 


839 

11 

745 

2 

443 

6 PERSONS. 

2 

008 


533 


E ^ 

1 

013 


422 


573 

1 

0B2 


587 


492 

7 

505 

1 

370 

7 PERSONS. 

1 

094 


255 


E a 


609 


193 


292 


498 


233 


384 

3 

B43 


760 

8 PERSONS OR MORE. 

1 

844 


351 

■ 



942 


209 


693 


718 


358 


499 

5 

417 

1 

068 

MEDIAN . 


2.B 


3.5 


2.6 


2.5 


3.4 


3.4 


2.7 


3.1 


2.8 


2.7 


2.7 

PERSONS PER ROOM 























OWNER OCCUPIED . . . 

49 

345 

8 

584 

40 

761 

29 

692 

8 

727 

10 

926 

33 

441 

15 

611 

14 

254 

113 

758 

36 

503 

0.50 OR LESS . 

21 

474 

2 

999 

18 

475 

14 

323 

2 

858 

4 

293 

12 

866 

5 

593 

5 

895 

45 

797 

16 

526 

0.51 TO 0.75 . 

10 

817 

1 

837 

B 

980 

6 

520 

1 

928 

2 

369 

7 

852 

3 

610 

3 

193 

27 

507 

B 

122 

0.76 TO I.00 . 

11 

326 

2 

551 

B 

775 

6 

249 

2 

617 

2 

460 

a 

240 

4 

209 

3 

246 

26 

780 

8 

530 

I.01 TO 1.50 . 

3 

991 


874 

3 

117 

1 

883 


907 

1 

201 

3 

205 

1 

680 

1 

370 

10 

094 

2 

491 

1.51 OR MORE . 

1 

737 


323 

1 

414 


717 


417 


603 

1 

278 


519 


550 

3 

580 


B34 

RENTER OCCUPIED. 

32 

132 

6 

756 

25 

376 

20 

453 

5 

876 

5 

803 

19 

030 

8 

653 

9 

127 

133 

670 

25 

532 

0.50 OR LESS . 

9 

108 

1 

358 

7 

750 

6 

426 

1 

140 

1 

542 

5 

540 

2 

019 

2 

553 

39 

346 

7 

331 

0,51 TO 0.75 . 

6 

996 

1 

590 

5 

406 

4 

464 

1 

436 

1 

096 

4 

529 

1 

876 

1 

933 

27 

B04 

5 

775 

0.76 TO 1.00.. . . . . 

7 

772 

2 

045 

5 

727 

4 

782 

1 

830 

1 

160 

4 

378 

2 

596 

2 

196 

34 

334 

6 

465 

1.01 TO 1.50 . 

3 

954 

1 

034 

2 

920 

2 

187 


B85 


B82 

2 

190 

1 

255 

1 

132 

17 

050 

2 

967 

1.51 OR more . 

4 

302 


729 

3 

573 

2 

594 


585 

1 

123 

2 

393 


907 

1 

313 

15 

136 

2 

994 

YEAR MOVED INTO UNIT 























OWNER OCCUPIED . 

49 

345 

B 

584 

40 

761 

29 

692 



10 

926 

33 

441 

15 

611 

14 

254 

113 

758 

36 

503 

1959 TO MARCH I960 . 

B 

B9B 

2 

2B9 

6 

609 

4 

211 



1 

980 

4 

181 

2 

943 

2 

004 

12 

634 

6 

460 

1958 . 

4 

790 

1 

132 

3 

65B 

2 

451 

Hi 


1 

142 

2 

749 

1 

579 

1 

257 

7 

795 

3 

467 

1957 . 

3 

325 


629 

2 

696 

1 

872 


661 


792 

2 

392 

1 

160 


929 

7 

913 

2 

393 

1954 TO 1956 . 

B 

B29 

1 

301 

7 

52B 

5 

333 

1 

602 

1 

894 

6 

169 

2 

688 

2 

830 

20 

241 

6 

454 

1950 TO 1953 . 

7 

592 


944 

6 

648 

5 

073 


993 

1 

526 

5 

685 

2 

438 

2 

342 

21 

925 

5 

788 

1940 TO 1949 . 

9 

550 

1 

420 

8 

110 

6 

336 

1 

099 

2 

095 

a 

175 

3 

115 

3 

116 

25 

390 

7 

207 

1939 OR EARLIER. 

6 

381 


B69 

5 

512 

4 

416 


46B 

1 

497 

4 

090 

1 

68B 

1 

776 

17 

B60 

4 

734 

RENTER OCCUPIEO... 

32 

132 

6 

756 

25 

376 

20 

453 

5 

876 

5 

803 

19 

030 

a 

653 

9 

127 

133 

670 

25 

532 

1959 TO MARCH I960 . 

15 

048 

3 

639 

11 

409 

9 

624 

3 

625 

1 

799 

9 

129 

5 

287 

4 

193 

44 

359 

12 

B66 

1958 . 

3 

965 


840 

3 

125 

2 

560 


B30 


575 

2 

196 

1 

004 

1 

077 

16 

305 

3 

289 


2 

465 


436 

2 

029 

1 

622 


379 


464 

1 

400 


560 


772 

13 

009 

1 

933 

1954 TO 1956 .... 

4 

111 


722 

3 

389 

2 

600 


555 


956 

2 

463 


792 

1 

338 

22 

828 

3 

031 

1950 TO 1953 . 

2 

716 


489 

2 

227 

1 

662 


257 


797 

1 

66B 


419 


779 

14 

851 

1 

850 

1940 TO 1949 . 

2 

513 


428 

2 

085 

1 

615 


179 


719 

1 

492 


435 


612 

13 

214 

1 

755 

1939 OR EARLIER. 

1 

314 


202 

1 

112 


770 


51 


493 


6B2 


156 


356 

9 

104 


BOB 







































































































































Louisiana 


20-27 


Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Constituent Parishes, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 





STANDARD 

metropolitan STATISTICAL AREAS 





BATON 

ROUGE 



LAKE CHARLES 


SUBJECT 

THE AREA 

EAST baton 
ROUGE 
PARISH 

BATON 

ROUGE 

URBAN 

BALANCE 

RURAL 

THE AREA 

CALCASIEU 

PARISH 


URBAN 

balance 

RURAL 

all occupied units . 

61 316 

42 927 

10 055 

0 334 

39 004 

17 831 

11 733 

9 440 

HEATING FUEL 

UTILITY GAS. 

56 245 

41 616 

9 481 


34 319 

17 503 

10 970 

5 046 

fuel oil* kerosene* etc. 

675 

292 

115 


095 

82 

322 

491 


206 

73 

68 

65 

• • « 

• • • 

• * • 

t • • 

electricity. 

531 

410 

40 

73 

220 

123 

70 

19 

BOTTLED* TANK* OR LP GAS . 

2 246 

226 

122 

1 090 

2 052 

60 

223 

2 569 

OTHER FUEL . 

1 176 

168 

172 

036 

634 

42 

96 

496 

NONE. 

237 

142 

49 

46 

84 

21 

44 

19 

WATER HEATING FUEL 









UTILITY GAS. 

49 500 

37 173 

7 741 

4 506 

20 519 

15 373 

0 720 

4 426 

electricity. 

1 574 

741 

222 

611 

2 720 

550 

699 

1 479 

coal OR COKE ... 

171 

3B 

68 

65 

• • • 

• • • 

246 

1 392 

bottled* tank* or LP gas . 

1 525 

249 

90 

1 186 

1 698 

60 

FUEL OIL* KEROSENE* ETC. 

20 

• • • 

20 

• • • 

• • • 

• • ■ 

• • • 

t • t 

OTHER FUEL . 

41 

• • • 

t • • 

41 

• f • 

t • • 

2 060 

2 143 

NONE. 

0 485 

4 726 

1 914 

1 045 

6 059 

1 046 

COOKING FUEL 









UTILITY GAS. 

45 450 

34 B94 

7 410 

3 154 

28 906 

14 238 

9 782 

4 686 

electricity. 

11 919 

7 073 

2 197 

2 649 

6 211 

3 347 

1 328 


BOTTLEOi TANK* OR LP GAS . 

2 360 

398 

143 

1 027 

3 526 

142 

544 


FUEL OIL* KEROSENE* ETC. 

320 

114 

92 

114 

204 

42 

62 


COAL OR COKE . 

189 

56 

60 

65 

• * • 

’ll 

• • « 

*70 

OTHER FUEL . 

839 

187 

145 

507 

116 

17 

NONE. 

223 

205 

... 

10 

41 

41 

• . • 

« • f 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER . 

0 905 

5 772 

1 736 

1 397 

9 145 

2 804 

3 181 

3 160 

AUTOMATIC OR SEMI-AUTOMATIC. 

37 408 

26 005 

6 046 

5 357 

21 135 

10 007 

6 351 

4 777 

WASHER-DRYER COMBINATION . 

510 

324 

77 

117 

564 

366 

77 

121 

NONE. 

14 405 

10 026 

2 196 

1 463 

0 160 

4 654 

2 124 

1 302 

CLOTHES DRYER 









GAS HEATED . 

2 024 

1 445 

194 

385 

2 172 

649 

856 

467 

electrically HEATED. 

6 771 

4 394 

1 215 

1 162 

3 607 

1 967 

013 

907 

NONE.. • 

52 521 

37 088 

0 646 

6 707 

33 145 

15 015 

10 064 

8 066 

HOME FOOD FREEZER 










14 776 

8 515 

3 107 

3 074 

11 009 

4 480 

3 032 

3 577 

NONE. 

46 540 

34 412 

6 860 

5 260 

27 915 

13 351 

0 701 

5 663 

TELEPHONE AVAILABLE 










50 686 

36 344 

0 022 

6 320 

29 620 

14 759 

0 451 

6 410 


10 630 

6 503 

2 033 

2 014 

9 304 

3 072 

3 202 

3 030 

AUTOMOBILES AVAILABLE 










29 914 

20 79B 

5 052 

4 064 

21 926 

9 914 

6 930 

5 062 


10 064 

11 004 

3 009 

3 171 

9 634 

4 084 

2 613 

2 937 


2 260 

1 644 

262 

354 

905 

382 

282 

241 

NONE. 

11 083 

8 601 

1 737 

745 

6 539 

3 451 

1 906 

1 100 

AIR CONDITIONING 









ROOM UNIT! 

9 442 

6 550 

1 521 

1 371 

6 238 

3 136 

1 626 

1 

1 476 


8 709 

7 257 

050 

674 

3 037 

2 653 

679 

505 

CENTRAL SYSTEM . 

2 852 

1 957 

496 

399 

1 505 

1 134 

156 

215 

NONE. 

40 233 

27 163 

7 100 

5 090 

27 424 

10 908 

9 272 

7 244 

TELEVISION SETS 










46 992 

33 071 

7 620 

6 301 

30 077 

13 798 

9 406 

7 593 


6 765 

4 935 

1 005 

825 

3 117 

1 930 

623 

556 


7 559 

4 921 

1 430 

1 200 

5 010 

2 095 

1 624 

1 291 

radio sets 










35 438 

24 009 

5 959 

5 470 

24 265 

10 458 

7 685 

6 142 


20 947 

15 710 

2 940 

2 2B9 

9 974 

5 609 

2 404 

1 681 

NONE. 

4 931 

3 200 

1 156 

575 

4 745 

1 684 

1 644 

1 417 
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State and Small Areas 


Table 16. —^Type of Fuel and Selected Equipment, for SMSA’s, Constituent Parishes, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fnel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 

MONROE 

NEW ORLEANS 

THE 

AREA 

OUACHITA 

PARISH 

MONROE 

URBAN 

bal¬ 

ance 

— 

RURAL 

THE 

AREA 

PARISHES 

NEW 

ORLEANS 

URBAN 

BAL¬ 

ANCE 

RURAL 

JEFFER¬ 

SON 

ORLEANS 

ST 

BERNARD 

ALL OCCUPIED UNITS . 

2S 

934 

15 

301 

B 

oao 

5 

553 

253 

200 

55 

290 

189 

801 

8 

109 

189 

801 

57 

627 

5 

772 

HEATING FUEL 























utility gas. 

26 

912 

15 

174 

7 

974 

3 

764 

236 

984 

51 

854 

178 

028 

7 

102 

178 

028 

55 

041 

3 

915 

FUEL OIL* KEROSENE* ETC. 


3B 


• B • 


f ft B 


38 

4 

824 

1 

139 

3 

465 


220 

3 

465 

1 

034 


325 

COAL OR COKE . 


21 


• B B 


21 


ft ft ft 


702 


192 


510 


ft ft ft 


510 


192 


• ft • 

ELECTRICITY ... 


46 


24 


22 


ft B ft 

1 

806 


433 

1 

354 


19 

1 

354 


433 


19 

BOTTLED* TANK* OR LP GAS . 

1 

163 


65 


63 

1 

035 

6 

096 

1 

212 

4 

177 


707 

4 

177 


566 

1 

353 

OTHER FUEL . 


691 


20 


ft ft • 


671 

1 

020 


273 


722 


25 


722 


194 


104 

NONE. 


63 


IB 


. . . 


45 

1 

768 


187 

1 

545 


36 

1 

545 


167 


56 

WATER HEATING FUEL 























UTILITY GAS. . . . 

20 

597 

11 

059 

6 

661 

2 

877 

215 

391 

47 

304 

161 

304 

6 

7B3 

161 

304 

50 

783 

3 

304 

ELECTRICITY.. 


1B2 


• • 


ft ft ft 


182 

2 

703 

1 

295 

1 

257 


151 

1 

257 

1 

142 


304 

coal or coke . 


21 


t • « 


21 


ft ft ft 


382 


138 


244 




244 


138 


ft • ft 

BOTTLED* TANK. OR LP GAS . 


B51 


106 


63 


682 

4 

751 


509 

3 

955 


287 

3 

955 


449 


347 

FUEL OIL* KEROSENE* ETC. 


• • • 


B • 


t ft ft 


B ft ft 


796 


ft ft ft 


796 


. ft ft 


796 


ft 


ft ft ft 

other fuel . 


41 


20 


ft ft ft 


21 


271 


19 


252 


ft ft ft 


252 


19 


ft ft ft 

NONE.. 

7 

242 

4 

116 

1 

335 

1 

791 

28 

906 

6 

025 

21 

993 


888 

21 

993 

5 

096 

1 

817 

COOKING FUEL 























UTILITY GAS. 

25 

B54 

14 

760 

7 

448 

3 

646 

231 

763 

47 

803 

177 

081 

6 

879 

177 

081 

50 

898 

3 

7B4 

ELECTRICITY . 

1 

260 


330 


510 


420 

9 

344 

4 

673 

4 

374 


297 

4 

374 

4 

740 


230 

BOTTLED* TANK* OR LP GAS . 

1 

310 


B6 


84 

1 

140 

7 

101 

1 

745 

4 

572 


784 

4 

572 

1 

092 

1 

437 

FUEL OIL* KEROSENE* ETC . 


42 


a • ft 


ft ft ft 


42 

2 

050 


548 

1 

353 


149 

1 

353 


472 


225 

COAL OR COKE . 


21 


ft ft ft 


21 


• ft ft 


377 


39 


338 


- ft • 


338 


39 


ft 

OTHER FUEL . 


345 


40 


ft ft ft 


305 


770 


251 


519 


ft ft ft 


519 


175 


76 

NONE. 


102 


85 


17 


... 

1 

795 


231 

1 

564 


... 

1 

564 


211 


20 

CLOTHES WASHING MACHINE 























wringer or spinner . 

5 

432 

2 

651 

1 

035 

1 

746 

52 

839 

9 

464 

41 

774 

1 

601 

41 

774 

8 

862 

2 

203 

AUTOMATIC OR SEMI-AUTOMATIC. 

13 

901 

6 

417 

4 

901 

2 

5B3 

128 

966 

37 

346 

85 

862 

5 

758 

85 

862 

40 

383 

2 

721 

washer-dryer COMBINATION . 


264 


140 


63 


61 

4 

531 


8B7 

3 

507 


137 

3 

507 


947 


77 

NONE. 

9 

337 

6 

093 

2 

081 

1 

163 

66 

864 

7 

593 

58 

658 


613 

58 

658 

7 

435 


771 

CLOTHES DRYER 























GAS HEATED . 

1 

008 


549 


359 


100 

35 

321 

12 

027 

21 

448 

1 

846 

21 

448 

13 

048 


825 

ELECTRICALLY HEATED. 

1 

534 


805 


44B 


281 

10 

SIB 

4 

237 

5 

792 


489 

5 

792 

4 

424 


302 

NONE. 

26 

392 

13 

947 

7 

273 

5 

172 

207 

361 

39 

026 

162 

561 

5 

774 

162 

561 

40 

155 

4 

645 

HOME FOOD FREEZER 























1 OR MORE... 

7 

619 

2 

B67 

2 

120 

2 

632 

36 

503 

12 

522 

22 

198 

1 

783 

22 

19B 

13 

123 

1 

182 

NONE . . 

21 

315 

12 

434 

5 

960 

2 

921 

216 

697 

42 

768 

167 

603 

6 

326 

167 

603 

44 

504 

4 

590 

TELEPHONE AVAILABLE 
























21 

79B 

11 

596 

6 

639 

3 

563 

198 

999 

45 

470 

146 

986 

6 

543 

146 

986 

48 

513 

3 

500 


7 

136 

3 

705 

1 

441 

1 

990 

54 

201 

9 

820 

42 

eis 

1 

566 

42 

815 

9 

114 

2 

272 

AUTOMOBILES AVAILABLE 
























13 

367 

6 

775 

3 

759 

2 

833 

126 

432 

30 

567 

90 

258 

5 

607 

90 

258 

32 

730 

3 

444 


7 

245 

3 

046 

2 

435 

1 

764 

35 

840 

13 

861 

20 

392 

1 

587 

20 

392 

14 

546 


902 

3 OR MORE. 


907 


408 


318 


181 

4 

404 

1 

415 

2 

827 


162 

2 

827 

1 

539 


38 

NONE. 

7 

415 

5 

072 

1 

56B 


775 

86 

524 

9 

447 

76 

324 


753 

76 

324 

8 

812 

1 

3B8 

AIR CONDITIONING 























ROOM UNITi 
























3 

556 

1 

S4e 

1 

403 


605 

35 

546 

10 

562 

23 

384 

1 

600 

23 

384 

11 

479 


683 

2 OR MORE. 

2 

B34 

1 

769 


804 


261 

29 

433 

8 

368 

20 

304 


761 

20 

304 

8 

698 


431 

CENTRAL SYSTEM . 

1 

030 


671 


258 


101 

10 

863 

3 

131 

•7 

495 


237 

7 

495 

3 

175 


193 

NONE. 

21 

514 

11 

313 

5 

615 

4 

586 

177 

358 

33 

229 

138 

618 

5 

511 

138 

618 

34 

275 

4 

465 

TELEVISION SETS 
























22 

196 

11 

352 

6 

344 

4 

500 

194 

281 

43 

161 

144 

370 

6 

750 

144 

370 

45 

246 

4 

665 

2 OR MORE. 

2 

634 

1 

591 


697 


346 

27 

589 

7 

671 

18 

683 

1 

035 

18 

883 

8 

292 


414 

NONE. 

4 

104 

' 2 

358 

1 

039 


707 

31 

330 

4 

458 

26 

548 


324 

26 

548 

4 

089 


693 

RADIO SETS 
























17 

919 

9 

540 

4 

825 

3 

554 

155 

985 

32 

668 

118 

234 

5 

083 

118 

234 

34 

030 

3 

721 

2 OR MORE. 

7 

231 

3 

844 

2 

283 

1 

104 

62 

756 

16 

733 

43 

756 

2 267 

43 

756 

18 

Oil 


989 

NONE. 

3 

7B4 

1 

917 


972 


895 

34 

459 

5 

889 

27 

all 


759 

27 

811 

5 

586 

1 

062 
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Table 16. Type of Fuel and Selected Equipment, for SMS As, Constituent Parishes, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960—Con. 

[Based on sample; see text. “U” denotes an unincorporated place] 


He.iting Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 


SUBJECT 


ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS.... . 

FUEL OIL* KEROSENE* ETC. 

COAL OR COKE . 

electricity. 

BOTTLED, TANK* OR LP GAS . 

other fuel . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS.. . . . 

ELECTRICITY. 

coal or COKE . 

bottled* TANK* OR LP GAS . 

FUEL OIL* KEROSENE* ETC. 

OTHER FUEL . 

none .... . 


COOKING FUEL 


UTILITY GAS.. . . . 

ELECTRICITY. 

BOTTLED* TANK, OR LP GAS . 

FUEL OIL* KEROSENE* ETC. 

COAL OR COKE . 

OTHER FUEL . 

NONE. 


CLOTHES WASHING MACHINE 

WRINGER OR SpiNNER . . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 

none. 


CLOTHES DRYER 


GAS HEATED .... 
ELECTRICALLY HEATED. 
NONE.. 


HOME FOOD FREEZER 


I OR MORE 
NONE . . 


telephone available 


YES. 
NO , 


AUTOMOBILES AVAILABLE 


1 . . . . 
2 . . . . . 

3 OR MORE, 
NONE . . . 


AIR CONDITIONING 


ROOM UNIT! 

.. 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . 

2 OR MORE 
NONE . . . 


Clothes Dryer Radio Sets 



STANDARD METROPOLITAN STATISTICAL AREAS—CON. 

URBANIZED AREAS 


SHREVEPORT 








II PARISHES 


B 

IlM 

BATON 

ROUGE 






THE 

AREA 

BOSSIER 

CADDO 

SHREVE¬ 

PORT 

RURAL 

LAKE 

CHARLES 

MONROE 

NEW 

ORLEANS 

SHREVE¬ 

PORT 

. 

81 477 

15 340 

66 137 

50 145 

14 603 

16 729 

52 471 

24 264 

23 381 

247 428 

62 035 


72 835 
798 
47 
204 
2 582 
4 734 
267 

11 767 
596 

60 
1 130 
1 716 
61 

: 


13 651 
483 

304 

113 

52 

10 072 
198 
25 
100 
2 213 
4 032 
79 

50 574 
407 
141 
431 
369 
385 
164 

23 474 
347 

1 139 

100 
78 
46 

23 148 

21 

46 

128 

20 

18 

233 069 
4 499 
702 
1 787 
4 743 
916 
1 712 

60 439 
580 
22 

104 

105 
616 
169 



10 617 
571 

629 

18 

3 503 


1 

11 430 
429 

116 
20 
21 
2 587 

7 832 
404 
50 

1 086 
18 
24 
7 305 

44 081 
1 078 
106 
339 
20 

6 847 

19 943 
876 

203 

3 242 

17 720 

' 2 I 

169 

20 
5 451 

212 087 
2 399 
382 
4 404 
796 
271 
27 089 

52 100 
623 
22 
156 

318 

8 816 



11 191 
931 
1 907 
20 

1 289 

56 410 
5 004 

1 653 

82 

115 

2 650 
215 

45 BSO 
3 448 
82 

*46 

524 

195 

12 all 
874 
751 
20 
19 

laa 

8 940 

1 613 

2 727 

82 

50 

3 287 

20 

41 897 
9 087 
562 
188 
124 
408 
205 

19 685 
3 907 
543 
67 

*21 

41 

22 208 
840 
170 

'21 

40 

102 

227 979 
9 114 
5 664 
1 825 
377 
694 

1 775 

56 442 

4 201 
585 

*46 

566 

195 


14 563 
37 989 

1 J.S7 
27 758 

a 798 
8 058 
194 
4 288 

H 765 
29 931 
963 
23 470 

7 740 
22 960 
777 

18 668 

2 196 
8 505 

153 

3 749 

4 627 
6 524 

227 

5 341 

7 466 
31 352 
421 
13 232 

4 804 
13 100 

401 

5 959 

3 686 
11 318 
203 
8 174 

50 636 
126 245 
4 454 
66 093 

8 757 
30 834 
930 

21 514 


3 159 

4 6U 
73 697 

333 
914 
14 091 

2 826 
3 697 
59 606 

2 091 
2 575 
45 479 

512 

1 134 
12 957 

556 
902 
15 261 

1 600 
5 725 
45 146 

1 182 
a 357 
20 725 

908 

1 253 
21 220 

34 496 
10 216 
202 716 

2 541 

3 667 
55 827 


15 264 
66 203 

3 558 
11 780 

11 706 
54 423 

6 991 
43 154 

3 257 
11 346 

5 016 
11 703 

11 136 
41 335 

5 884 
18 380 

4 987 
le 394 

35 321 
212 107 

9 876 
52 159 


61 640 
19 837 

10 815 

4 525 

50 825 
15 312 

40 774 
9 371 

11 394 
3 209 

9 472 

7 257 

43 791 

8 680 

19 188 
5 076 

18 235 

5 146 

195 499 
51 929 

50 645 

11 390 


39 217 
18 543 

2 374 
21 333 

S 666 

2 995 
415 

3 262 

30 551 
15 548 

1 959 
18 071 

23 187 
11 578 

1 382 
13 998 

8 238 

3 144 
510 

2 711 

7 792 

3 821 
482 

4 624 

25 28 7 
14 629 

1 869 
10 691 

13 823 
5 457 
603 
4 381 

10 534 

5 481 
726 

6 640 

122 988 
34 938 

4 366 
85 136 

30 125 

14 229 

1 851 

15 830 


12 682 
10 244 

3 486 
55 055 

2 876 

1 344 
528 
10 590 

9 806 

6 900 

2 958 
44 465 

7 899 

7 433 

2 375 
32 438 

3 030 

1 558 
484 

9 531 

1 753 

1 253 
627 
13 086 

7 815 

8 109 

2 473 

34 074 

4 009 

2 946 

1 205 
16 104 

2 951 

2 573 
929 
16 928 

34 863 

29 002 

10 670 
172 893 

10 705 

8 929 

2 859 

39 542 


60 029 

9 249 
12 189 

11 672 

1 423 

2 243 

48 357 

7 826 

9 946 

37 138 

6 072 

6 935 

11 284 

1 733 

1 586 

11 607 

1 444 

3 668 


18 750 

2 440 

3 074 

17 696 

2 2Ba 

3 397 

189 616 
27 175 
30 637 

46 377 

7 68C 

7 978 


46 589 
26 179 

8 699 

9 159 

4 527 

1 652 

37 430 
21 652 

7 047 

27 898 
17 678 

4 569 

8 096 

4 969 

1 538 

10 595 

3 532 

2 592 

29 753 
18 472 

4 246 

14 574 

7 108 

2 582 

14 365 

6 127 

2 889 

152 264 
61 767 
33 397 

34 064 

22 254 

5 717 
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State and Small Areas 


Table I 7 . — Financial Characteristics and Duration of Vacancy, for SMSA's, Constituent Parishes, Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; uration 0 Vacancy 

1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 


BATON 

ROUGE 


LAKE CHARLES 

THE AREA 

EAST BATON 
ROUGE 
PARISH 


URBAN 

balance 

RURAL 

THE AREA 

CALCASIEU 

PARISH 


URBAN 

BALANCE 

rural 

VALUE 









OWNER OCCUPIED . 

37 549 

24 620 

7 687 

5 242 

23 626 

10 573 


5 310 

LESS THAN SStOOO . 

2 818 

1 701 

679 

438 

3 469 

542 


1 525 

SSiOOO TO S7t400 . 

3 713 

2 337 

953 

423 

3 US 

071 


839 

S7i500 TO S9i900 . 

4 812 

3 503 

790 

519 

3 482 

1 519 


724 

SlOtOOO TO S12t400 . 

5 557 

4 272 

918 

367 

4 150 

2 071 


715 

$12,500 TO $14,900 . 

4 993 

3 281 

1 170 

542 

3 299 

1 867 

1 015 

417 

$15,000 TO $17,400 . 

4 807 

2 759 

1 279 

769 

2 151 

1 220 

587 

344 

$17,500 TO $19,900 . 

3 278 

1 767 

664 

847 

1 242 

726 

274 

242 

$20,000 TO $24,900 . 

3 486 

2 086 

675 

725 

1 299 

760 

261 

278 

$25,000 TO $34,900 . 

2 550 

1 753 

397 

400 

755 

547 

104 

104 

$35,000 OR MORE. 

1 535 

1 161 

162 

212 

656 

450 

84 

122 

MEDIAN . DOLLARS . 

13 400 

12 900 

13 600 

16 100 

11 100 

12 900 

9 600 

8 500 

VACANT AVAILABLE FOR SALE. 

1 249 

424 

430 

395 

739 

390 

202 

147 

LESS THAN $5,000 .... 

30 

12 

4 

14 

70 

4 

31 

43 

$5,000 TO $9,900 . 

201 

77 

52 

72 

204 

111 

66 

27 

$ 10,000 To $14,900 . 

458 

146 

167 

145 

238 

139 

52 

47 

$15,000 To $19,900 . 

349 

99 

145 

105 

187 

ill 

50 

26 

$20,000 TO $24,900 . 

125 

46 

28 

51 

24 

17 

3 

4 

$25,000 OR MORE. 

86 

44 

34 

8 

8 

8 

... 


MEDIAN PRICE ASKED . DOLLARS . 

14 300 

14 200 

14 800 

14 300 

11 800 

12 900 

10 700 

... 

GROSS RENT 









RENTER OCCUPIED. 

20. 352 

16 707 

2 122 

1 523 

12 554 

6 684 

3 411 

2 459 

LESS THAN $20. 

342 

121 

59 

162 

110 

20 

28 

62 

$20 TO .... 

1 144 

755 

246 

143 

651 

308 

195 

148 

$30 TO $39.. . 

2 591 

2 124 

338 

129 

988 

515 

311 

162 

$40 TO $49 ... . 

3 033 

2 592 

315 

126 

1 2G3 

764 

371 

148 

$50 TO $59 . 

2 551 

2 186 

250 

115 

1 606 

818 

559 

229 

$60 TO $69 ........... . 

2 343 

2 021 

236 

86 

1 902 

1 052 

581 

269 

$70 TO $79 . 

2 446 

2 213 

144 

89 

1 674 

836 

477 

361 

$80 TO $99.. 

2 695 

2 420 

184 

91 

2 019 

1 148 

388 

483 

$100 TO $119 . 

981 

874 

71 

36 

669 

549 

79 

41 

$120 To $149 . 

491 

434 

23 

34 

366 

256 

61 

49 

$150 TO $199 . 

247 

207 

9 

31 

82 

66 

12 

4 

$200 OR MORE . 

58 

50 

4 

4 

25 

12 

9 

4 

NO CASH RENT . 

1 430 

710 

243 

477 

1 179 

340 

340 

499 

median . DOLLARS . 

59 

61 

49 

47 

66 

67 

61 

69 

CONTRACT rent 









RENTER OCCUPIED. 

20 352 

16 707 

2 122 

1 523 

12 554 

6 684 

3 411 

2 459 

LESS THAN $20. 

1 056 

5l7 

214 

325 

478 

74 

177 

227 

$20 TO $29 . 

2 822 

2 267 

402 

153 

1 007 

488 

334 

185 

$30 TO $39 ... 

3 238 

2 754 

359 

125 

1 357 

850 

365 

142 

$40 TO $59 ... . . 

5 360 

4 598 

510 

252 

3 753 

1 870 

1 282 

601 

$60 TO $79 ....... . 

4 391 

4 024 

276 

91 

3 405 

2 087 

720 

598 

$80 TO $99.. 

1 237 

1 136 

73 

28 

893 

606 

137 

150 

$100 TO $149... 

703 

608 

41 

54 

452 

348 

51 

53 

$150 OR MORE.. 

115 

93 

4 

18 

30 

21 

5 

4 

NO CASH RENT ... • • . 

1 430 

710 

243 

477 

1 179 

340 

340 

499 

MEDIAN . DOLLARS . 

49 

50 

39 

34 

56 

59 

51 

55 

VACANT AVAILABLE FOR RENT. 

1 954 

1 714 

174 

66 

1 865 

987 

484 

394 

THAN S3U* •$••■•••••#«*• 

119 

84 

22 

13 

113 

51 

27 

35 

^30 TO S39 $•••••#••■••■•«• 

206 

182 

20 

4 

125 

45 

70 

10 

iHO TO S59 ■•••■•••••••••«• 

820 

724 

72 

24 

793 

347 

226 

220 

i^O To ST9 

537 

483 

42 

12 

636 

385 

125 

126 

$80 TO $99 ••••••«••••••••• 

143 

120 

13 

10 

136 

114 

22 


$100 TO $1X9 

73 

65 

5 

3 

39 

33 


3 

$1^0 OK PT0RC ••••••••••••••• 

56 

56 

• • • 


23 




MEDIAN RENT ASKED (DOLLARS)I 









Vacant available for rent. 

56 

57 

• • • 

. ^ ^ 




56 

WITH all utilities IN RENT . 

53 

53 



60 




WITH SOME OR NO UTILITIES IN RENT. . . 

56 

57 

... 

... 

57 

63 

53 

56 

DURATION OF VACANCY 









VACANT AVAILABLE FOR SALE. ...... 

1 266 

437 

430 

399 

765 

402 

211 

152 

LESS THAN 4 MONTHS . 

736 

256 

238 

242 

394 

215 

105 

74 

4 UP TO 6 MONTHS . 

227 

92 

58 

77 

131 

58 

37 

36 

6 MONTHS OR MORE . 

303 

89 

134 

BO 

240 

129 

69 

42 

VACANT AVAILABLE FOR RENT. 

1 922 

1 674 

174 

74 

1 869 

987 

484 

398 

LESS THAN 1 MONTH. 

716 

656 

38 

22 

546 

384 

144 

10 

1 UP TO 4 MONTHS . 

743 

631 

79 

33 

738 

466 

189 

03 

4 UP To 6 MONTHS . 

181 

165 

10 

6 

177 

56 

29 

92 

6 MONTHS OR MORE . 

282 

222 

47 

13 

408 

81 

122 

205 


























































































Louisiana 

Table 17.—Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Parishes, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 
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State and Small Areas 


Table 17. —Financial Characteristics and Duration of Vacancy, for SMSAs, Constituent Payshes, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 
1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an umncorporated place. Plus (+) or 
miniia (-) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


URBANIZED AREAS 



RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $29 .... 
$30 TO $39 .... 
$40 TO $59 .... 
$60 TO $79 .... 
$80 TO $99 .... 
$IOO TO $149 . . . 
$150 OR MORE . . . 
NO CASH RENT . . . 


VACANT AVAILABLE FOR RENT. 

LESS THAN $30. 

$30 TO $39... 

$40 TO $59 . 

$60 TO $79.. 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

MEDIAN RENT ASKED (DOLLARS)i 

VACANT AVAILABLE FOR RENT. 

WITH ALL UTILITIES IN RENT . . . . 
WITH SOME OR NO UTILITIES IN RENT. 


VACANT AVAILABLE FOR SALE 

LESS THAN 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH. 

1 UP TO 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE.' 


NEW SHREVE' 
ORLEANS PORT 


34 S03 
3 OZZ 
3 

5 <570 

<5 577 
5 327 
3 e 1.7 
2 11 *? 
1 775 

1 307 

1 A5** 


133 670 

2 007 
8 297 

13 679 
IS 178 
21 745 
21 578 

15 401 

16 076 
5 139 

3 479 
1 869 

760 
5 462 


133 670 
5 388 
12 512 
18 745 
48 779 
28 142 
7 261 
5 626 
1 755 
5 462 


11. aoo 


25 552 
2.3,9 

1 4.29 

2 779 
4 229 
4 3X» 

3 540 

2 670 

3 632 

1 099 

717 

197 

59 

935 


25 532 

749 
2 401 

4 540 

5 400 

5 535 
1 731 

1 139 

lOO 

93S 


3 014 
165 
563 
934 
1 056 
159 
97 
SO 


1 111 
7S1 
93 
267 


3 037 
1 099 
1 093 
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Table 18. —^Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: 1960 

[Some data baaed on sample; see text "U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toiler Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

ALEX¬ 

ANDRIA 

BOSSIER 

CITY 

LAFA¬ 

YETTE 

NEW 

IBERIA 

SUBJECT 

ALEX- 
ANDR1A 

BOSSIER 

CITY 

LAFA¬ 

YETTE 

NEW 

IBERIA 

ALL HOUSING UNITS. 

13 

357 

10 

487 

■ 

i 

1 


CONDITION AND PLUMBING—CON. 









TENURE I COLOR 1 AND VACANCY 









RENTER OCCUPIED. 

5 

831 

3 

948 

4 

396 

3 

091 

STATUS 









SOUND. 

3 

306 

2 

816 

3 

066 

1 

981 










WITH ALL PLUMBING FACILITIES . 

2 

627 

2 

746 

2 

6B6 

1 

701 

OCCUR IEO. 

12 

244' 

9 

336 

11 

241 

7 

076 

LACKING SOME OR ALL FACILITIES . 


679 


70 


380 


280 

OWNER OCCUPIED... 

6 

413 

5 

388 

6 

045 

4 

785 

DETERIORATING. 

1 

710 


661 


895 


812 

PERCENT OF ALL OCCUPIED, f . 

32.4 

57.7 

60.9 

60.8 

WITH ALL PLUMBING FACILITIES . 


579 


458 


403 


333 

WHITE. 

4 

339 

5 

190 

5 

126 

3 

963 

LACKING SOME OR ALL FACILITIES . 

1 

139 


203 


492 


479 

NONWHITE . 

2 

074 


190 

1 

719 


822 

DILAPIDATED.. 


807 


471 


435 


298 

renter occupied. 

5 

031 

3 

948 

4 

396 

3 

091 










WHITE.. . . . . 

3 

002 

3 

224 

3 

268 

2 

229 

VACANT AVAILABLE FOR SALE. 


100 


303 


58 


70 

NONWHITE . 

2 

829 


724 

1 

128 


862 

WITH ALL PLUMBING FACILITIES . 


90 


299 


32 


64 










lacking some OR ALL FACILITIES . 


10 


4 


6 


6 

VACANT . . 

1 

113 

1 

151 


700 


446 










YEAR ROUND... 

1 

084 

1 

136 


651 


422 

VACANT AVAILABLE FOR RfNT. 


641 


677 


405 


193 

SOUND OR DETERIORATING . 


903 

1 

045 


576 


373 

WITH ALL plumbing FACILITIES . . 


468 


647 


339 


156 

AVAILABLE. 


741 


900 


463 


263 

LACKING SOME OR ALL FACILITIES . 


173 


30 


66 


37 

FOR SALE ONLY. 


100 


303 


58 


70 










HOMEOWNER VACANCY RATE . 


1.5 


5.3 


0.8 


1.4 










FOR RENT . 


641 


677 


405 


193 










RENTAL VACANCY RATE. 


9.9 

14.6 


8.4 


5.9 

ALL HOUSING UNITS. 

13 

357 





a 

322 

RENTED OR SOLDt AWAITING OCCUPANCY . 


46 


22 


27 


44 








' 


HELD FOR OCCASIONAL USE. 


15 


5 


24 


9 

WATER supply 









HELD FOR OTHER REASONS . 


101 


38 


62 


57 










DILAPIDATED. 


181 


91 


75 


49 

HOT AND COLD PIPED WATER INSIOE STRUCTURE. 

10 

228 

9 

821 

9 

065 

6 

017 

SEASONAL . 


29 


15 


49 


24 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

2 

064 


373 

1 

734 

1 

203 










PIPED WATER OUTSIDE STRUCTURE. 


992 


207 


248 


223 










NO PIPED water . 


73 


86 


94 


79 

CONDITION AND PLUMBING 


















ALL UNITS. 

13 

357 

10 

487 

11 

941 

8 

322 

TOILET facilities 









SOUND. 

9 

401 

8 

670 

9 

360 

6 

433 










WITH ALL PLUMBING FACILITIES . 

8 

335 

8 

560 

8 

519 

5 

881 

FLUSH TOILET. EXCLUSIVE USE. 

11 

127 

9 

946 

11 

024 

7 

655 

LACKING ONLY HOT WATER . 


127 


17 


344 


213 

flush TOILET, SHARED . 


833 


180 


334 


211 

LACKING OTHER PLUMBING FACILITIES. . , . 


939 


101 


497 


339 

OTHER TOILET FACILITIES OR NONE. . . . . . 

1 

397 


361 


5B3 


456 

DETERIORATING. 

2 

806 

1 

148 

1 

789 

1 

344 










WITH ALL PLUMBING FACILITIES . 

1 

272 


893 


903 


639 










LACKING ONLY HOT WATER . 


117 


40 


319 


166 

BATHING FACILITIES 









LACKING OTHER PLUMBING FACILITIES. , . . 

1 

417 


215 


567 


539 










DILAPIDATED. . . 

1 

150 


661 


792 


545 

BATHTUB OR shower. EXCLUSIVE USE .... . 

10 

07B 

9 

750 

10 

445 

7 

149 










BATHTUB OR SHOWER, SHARED. 


395 


154 


227 


140 

OWNER OCCUPIED . 

6 

413 

5 

388 

6 

845 

4 

785 

NO BATHTUB OR SHOWER . 

2 

884 


583 

1 

269 

1 

033 

SOUND. ..... . . 

5 

410 

5 

097 

5 

793 

4 

153 










WITH ALL PLUMBING FACILITIES . 

S 

129 

5 

052 

5 

382 

3 

928 










LACKING SOME OR ALL FACILITIES . 


281 


45 


411 


225 

bathrooms 









DETERIORATING. 


836 


186 


792 


456 










WITH ALL PLUMBING FACILITIES ...... 


528 


170 


433 


250 

1. 

8 

398 

8 

484 

7 

664 

5 

536 

LACKING SOME OR ALL FACILITIES . 


308 


16 


359 


206 

1 PLUS PARTIAL . 


247 


573 


251 


209 

dilapidated. 


167 


105 


260 


176 

2 OR MORE.. 

1 

105 


621 

1 

662 


884 










SHARED OR NONE . 

3 

607 


009 

2 

364 

1 

693 
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State and Small Areas 


Table 19.—Structural Characteristics, for Places of 25,000 to 30,000 Inhabitants: 1960 

[Some data baaed on sample; median not shown where base is insufficient; see text. “TJ” denotes an unincorporated place. Plus (•+•) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 


SUBJECT 

ALEX¬ 

ANDRIA 

BOSSIER 

CITY 

LAFA¬ 

YETTE 

NEW 

IBERIA 

ROOMS 





ALL UNITS. 

13 357 


11 941 

8 322 

1 ROOM. 

262 


304 

131 

2 ROOMS. 

641 

560 

703 

327 

3 ROOMS. ... . . 

3 120 

1 955 

1 981 

1 520 

4 ROOMS. 

2 481 

2 603 

3 152 

2 268 

5 ROOMS. 

2 893 

3 507 

2 872 

2 138 

6 ROOMS. 

2 376 

1 409 

1 744 

1 257 

7 ROOMS. 

963 

276 

659 

428 

a ROOMS OR MORE. 

621 

76 

526 

253 

MEDIAN . 

4.6 

4.5 

4.4 

4.5 

OWNER OCCUPIED . 

6 413 

5 388 

6 845 

4 785 

1 TO 3 ROOMS . 

341 

412 

665 

466 

4 ROOMS. 

1 016 

984 

1 682 

1 232 

5 ROOMS. 

1 824 

2 599 

2 047 

1 536 

6 ROOMS. 

1 888 

1 097 

1 401 

963 

7 ROOMS. 

797 

236 

575 

365 

a ROOMS OR MORE. 

547 

60 

475 

223 

median . 

5.5 


5.0 

5.0 

RENTER OCCUPIED. . . . 

5 831 


4 396 

3 091 

1 ROOM . 

188 

86 

244 

89 

2 ROOMS. 

465 

347 

482 

221 

3 ROOMS... 

2 493 

1 381 

1 304 

1 039 

4 ROOMS. 

1 265 

1 163 

1 268 

900 

5 ROOMS. 

849 

655 

714 

483 

6 ROOMS . 

401 

260 

297 

276 

7 ROOMS OR MORE . 

170 

56 

87 

83 

median . 

3.4 

3.6 

3.6 

3.7 

VACANT AVAILABLE FOR SALE . 

100 

303 

58 

70 

1 TO 3 ROOMS . 

B 

30 

6 

4 

4 and 5 ROOMS . 

67 

256 

28 

55 

6 ROOMS OR MORE. 

25 

17 

24 

11 

MEDIAN . 

5.0 

4.6 

5.2 

4.9 

VACANT AVAILABLE FOR RENT . 

641 

677 


193 

1 ROOM . 

30 

IB 


8 

2 ROOMS. 

76 

70 


26 

3 ROOMS. 

239 

209 


52 

4 ROOMS. 

125 

298 

125 

53 

5 ROOMS OR MORE. 

171 

82 

93 

54 

MEDIAN . 

3.4 

3.6 

3.6 

3.7 


SUBJECT 


BEDROOMS 


ALL UNITS. . 

NONE. 

1. 

2 . 

3 . 

4 OR MORE. 

OWNER OCCUPIED 

0 AND 1. 

2 . 

3 . 

4 OR MORE. 

RENTER OCCUPIED 

NONE. 

1 . 

2 . 

3 OR MORE. 


UNITS IN STRUCTURE 


ALL UNITS. . 
1. DETACHED. . . . 

1. ATTACHED. . . . 

2. 

3 AND 4. 

5 OR MORE. 

TRAILER. 

OWNER OCCUPIED 
1. DETACHED. . . . 

It ATTACHED. . . . 

2 OR MORE. 

TRAILER. 

RENTER OCCUPIED 
It DETACHED. . . . 

It ATTACHED. . . . 

2. 

3 AND 4. 

5 TO 9. 

10 TO 19 . 

20 OR MORE .... 
TRAILER. 


ALEX¬ 

ANDRIA 


13 357 
334 

2 706 
6 022 

3 291 

1 004 

6 413 
239 

2 688 
2 625 

861 

5 831 
253 
2 002 
2 950 
626 


BOSSIER 

CITY 


10 487 
147 

2 315 

4 123 

3 711 
191 

5 366 
278 

1 950 

2 972 
166 

3 970 
107 

1 711 

1 645 
507 


LAFA¬ 

YETTE 


11 941 
477 

2 527 

5 289 

3 078 
570 

6 845 
757 

3 200 
2 394 

494 

4 396 
299 

1 678 
1 821 
598 


NEW 

IBERIA 


8 322 
174 

1 369 

3 831 

2 318 
630 

4 785 
247 

2 180 

1 859 
499 

3 091 
135 
986 

1 496 
474 


13 357 
10 455 
813 
1 289 
516 
251 
33 


10 487 
7 107 
949 
1 104 
622 
293 
412 


11 941 
9 731 
629 
775 
415 
297 
94 


8 322 
7 131 
340 
452 
252 
53 
94 


6 413 
6 041 
131 
213 
28 


5 388 
4 786 
93 
121 
388 


6 845 
6 390 
131 
243 
81 


4 785 
4 523 
86 
114 
62 


5 831 
3 792 
585 
943 
356 
93 
26 
31 
5 


3 948 
1 911 
707 
834 
336 
108 
18 
10 


4 396 
2 851 
445 
510 
333 
199 
30 
15 


3 091 
2 305 
218 
325 
171 
30 


21 


10 

32 
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Table 20. —Occupancy Characteristics, Year Built, and Heating Equipment, for Places of 
25,000 to 50,000 Inhabitants: I960 

[Based on sample; see text. “U” denotes an unincorporated place] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons pet Room 


SUBJECT 

ALEX¬ 

ANDRIA 

BOSSIER 

CITY 

LAFA¬ 

YETTE 

NEW 

IBERIA 

SUBJECT 

ALEX¬ 

ANDRIA 

80SSIER 

CITY 

LAFA¬ 

YETTE 

NEW 

ISERIA 

ALL HOUSING UNITS. 

13 35? 

10 407 



POPULATION 





YEAR STRUCTURE BUiLT 





population in housing UniTSi I960. . . . W 

39 442 

32 979 

38 540 

29 250 






PER OCCUPIED UNIT. 

3.2 



3.7 






OWNER. 




3.8 

1955 TO MARCH I960 . 

1 034 

3 401 

1 701 

1 532 

RENTER . 




3.6 

1950 TO 1954 . 

1 419 

2 108 

1 590 

1 665 

population in dwelling units, 1950 . . . . 




16 367 

1940 TO 1949 . 

3 710 

2 760 

3 920 

2 074 

PER OCCUPIED UNIT. 




3.5 




4 722 

3 051 






BASEMENT 





ALL OCCUPIED UNITS . 

12 244 

9 336 



basement . 

320 

152 

202 

137 

PERSONS 





CONCRETE SLAB. 

1 582 

5 334 

1 307 

869 






OTHER. 

11 455 

5 001 

10 352 

7 316 











OWNER OCCUPIED . 

6 413 

5 308 

6 845 

4 705 






1 PERSON . 

036 

323 

709 

347 

HEATING EQUIPMENT 





2 PERSONS. 

2 016 

1 109 

1 774 

1 101 






3 PERSONS. 

1 333 

1 149 

1 300 

994 






4 PERSONS. 

071 

1 330 

1 111 

773 

STEAM OR HOT WATER . 

32 

30 

33 

36 

5 PERSONS. 

582 

eeo 

071 

709 

WARM AIR FURNACE . 

742 

2 B60 


516 

6 PERSONS. 

370 

327 

469 

428 

FLOOR. WALL. OR PIPELESS FURNACE . 

2 517 

3 247 

1 994 

1 993 

7 PERSONS. 

193 

109 

258 

271 

BUILT-IN ELECTRIC UNITS. 

20 

4 

28 

25 

8 PERSONS OR MORE. 

212 

81 

353 

162 

OTHER MEANS WITH FLUE. 

1 000 

366 

1 320 

595 

MEDIAN . 

2.8 

3.5 

3.2 

3.5 

OTHER MEANS WITHOUT FLUE . 

0 779 

3 953 

7 190 

5 075 






NONE. 

107 

19 

67 

82 

RENTER OCCUPIED. 

5 031 

3 948 

4 396 

3 091 






1 PERSON . 

1 142 

436 

706 

454 






2 PERSONS. 

1 603 

862 

1 142 

673 

SOURCE OF WATER 





3 PERSONS. 

1 060 

095 

958 

610 






4 PERSONS. . . 

793 

760 

702 

470 






5 PERSONS. 

509 

570 

356 

331 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

13 258 

10 236 

11 804 

8 261 

6 PERSONS. 

294 

217 

104 

251 

INDIVIDUAL WELL. 

5 

170 

16 

11 

7 PERSONS. 

165 

97 

120 

125 

OTHER. 

94 

73 

121 

50 

8 PERSONS OR MORE. 

257 

103 

148 

169 






MEDIAN . 

2.7 

3.3 

2.8 

3.2 

SEWAGE DISPOSAL 















PERSONS PER ROOM 





PUBLIC SEWER . 

11 934 

9 970 

11 159 

7 210 






SEPTIC TANK OR CESSPOOL. 

340 

177 

245 

717 

OWNER OCCUPIED . 

6 413 

5 380 

6 045 

4 785 

OTHER OR NONE. 

1 003 

332 

537 

395 

0.50 OR LESS . 

3 541 

1 717 

2 806 

1 650 






0.51 TO 1.00 . 

2 317 

3 081 

2 904 

2 242 






1.01 OR MORE . 

555 

590 

1 055 

885 






RENTER OCCUPIED. 

5 031 

3 940 

4 396 

3 091 






0.50 OR LESS . 

1 779 

677 

1 206 

738 






0.51 TO 1.00 . 

2 679 

2 320 

2 223 

1 493 






1.01 OR MORE . 

1 373 

951 

967 

060 


S 

S 
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State and Small Areas 


Table 21. —Financial Characteristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: I960 

[Based on sample; see text. “U" denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (—) 

alter number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Air Conditioning 
Value 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 



ALEX- BOSSIER LAFA- NEW 
ANDRIA CITY YETTE IBERIA 


ALL OCCUPIED UNITS , . . . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1959 TO MARCH I960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1959 TO MARCH 1960 . 

1958 . 

1954 TO 1957 . 

1940 To 1953 . 

1939 OR EARLIER. 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE • . . 


AIR conditioning 


ROOM UNIT(S) . 
CENTRAL SYSTEM 
NONE. 


5 027 5 722 5 747 4 469 

2 232 I 957 I 923 1 451 

179 240 184 118 

4 806 1 417 3 387 1 838 


2 456 1 834 

616 213 

8 169 5 829 



ALEX- BOSSIER 
ANDRIA CITY 


RENTER OCCUPIED. 

LESS THAN .. 

S20 TO S29 . 

S30 TO S39 . 

S40 TO $49 . 

S50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$80 TO $99 . 

$100 TO $149 . 

$150 OR MORE . 

NO CASH RENT.. . . • 

MEDIAN . dollars 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN.DC 

VACANT AVAILABLE FOR RENT. . . 

LESS THAN $30. 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

SeO TO ... 

$100 TO $119 . 

$120 OR more . 

MEDIAN RENT ASKED (DOLLARS)i 

VACANT AVAILABLE FOR RENT. . . . 

WITH ALL UTILITIES IN RENT . . 

WITH SOME OR NO UTIL. IN RENT, 


396 3 091 

149 147 




OWNER OCCUPIED . 

LESS THAN $5tOOO .... . 

$5,000 TO $7)400 . 

$7,500 TO $9,900 . 

$10,000 TO $12,400 .. . . . 

$12,500 TO $14,900 . 

$15,000 TO $17,400 . . 

$17,500 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 TO $34,900 . 

$35,000 OR MORE. . . 

MEDIAN...DOLLARS 


6 374 4 462 DURATION OF VACANCY 

1 165 555 

1 115 629 VACANT AVAILABLE FOR SALE. 

072 719 LESS THAN 4 MONTHS . 

772 008 4 MONTHS OR MORE . 

576 575 

455 422 VACANT AVAILABLE FOR RENT. 

273 205 LESS THAN 1 MONTH. 

320 218 1 UP TO 4 MONTHS . 

460 135 4 MONTHS OR MORE . 
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Table 22. Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: I960 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS. 

tenure f COLORf AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED.! ' ! ! ! 

PERCENT OF ALL OCCUPIED. , | ! ! ! 

WHITE. 

NONWHiTE.. . . . 

renter occupied,.• • • • 

WHITE. 

NONWHITE.! ! ! ! 

VACANT . 

year round.* * ! ! 

SOUND OR deteriorating 

AVAILABLE. 

FOR SALE ONLY. 

homeowner vacancy rate . . . . 

FOR RENT . 

RENTAL Vacancy rate. 

RENTED OR SOLDi AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS ...... 

DILAPIDATED.. . 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

lacking ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED.. . . . 

OWNER OCCUPIED . 

SOUND. 

with all plumbing facilities . , . . . 

LACKING SOME OR ALL FACILITIES . . . . 
DETERIORATING. 

with all plumbing facilities . 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. 

renter OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING.. . . . . 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

LACKING Some or all facilities . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING UNITS. 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED water OUTSIDE STRUCTURE.. 

NO PIPED WATER ... 


TOILET FACILITIES 

flush TOILETt EXCLUSIVE USE. . 
FLUSH TOILET• SHARED ..... 
OTHER TOILET FACILITIES OR NONE, 


BATHING FACiLITifeS 

BATHTUB OR SHOWERt EXCLUSIVE USE 
bathtub or SHOWER* SHAREO. . . . 
NO BATHTUB OR SHOWER . 


BATHROOMS 


I. 

MORE THAN 1. . 
SHARED OR NONE 


ABBEVILLE 

BASTROP 

BOGALUSA 

CROWLEY 

EUNICE 

GOOSPORT 

(U) 

GRETNA 

HAMMOND 

HOUMA 

JEFFERSON 

HEIGHTS 

(Ul 

3 353 

4 762 

6 755 

4 831 

3 384 

4 607 

6 459 

3 107 

6 281 

6 056 

3 126 

4 396 

6 395 

4 453 

3 152 

4 162 

6 063 

2 B60 

6 009 

5 766 

1 99 O 

3 059 

3 756 

2 671 

2 064 

2 60B 

3 514 

1 580 

3 593 

3 752 


69.6 

58.7 

60.0 

65.5 

62.7 

58.0 

55.2 

59.8 

65.1 


2 090 

2 857 

2 139 


1 428 

2 888 

1 111 

3 214 

3 539 


969 

899 

532 


1 180 

626 

469 

379 

213 

Ji 136 

1 337 

2 639 

1 782 


1 554 

2 549 

1 280 

2 416 

2 014 


724i 

1 461 

1 306 

877 

816 

1 692 

793 

1 999 

1 499 


615 

1 178 

476 

211 

738 

857 

487 

417 

515 

ZZl 

366 

360 

378 

232 

445 

396 

247 

272 

290 


348 

337 

351 

218 

435 

346 

197 

247 

262 


273 

262 

283 

177 

349 

285 

178 

220 

254 


224 

181 

224 

129 

277 

189 

128 

180 

175 


97 

28 

26 

18 

50 

26 

22 

17 

14 

0w6 

3.1 

0.7 

1.0 

0.9 

1.9 

0.7 

1.4 

0.5 

0.4 

92 

127 

153 

198 

111 

227 

163 

106 

163 

161 


8.7 

5.5 

10.0 

9.3 

12.7 

6.0 

7.6 

6.3 

7*-4 


12 

16 

7 

17 

24 

33 

12 

10 

IB 


5 

14 

9 

13 

3 

4 

6 

9 

13 

37 

32 

51 

43 

18 

45 

59 

30 

21 

48 

41 

75 

75 

68 

41 

86 

61 

19 

27 

28 

40 

18 

23 

27 

14 

10 

50 

50 

25 

8 

3 353 

4 762 

6 755 

4 831 

3 384 

4 607 

6 459 

3 107 

6 281 

6 056 

2 221 

3 003 

4 565 

3 530 

2 687 

3 039 

5 202 

2 225 

4 788 

5 343 

2 04S 

2 703 

4 032 

3 168 

2 430 

2 595 

4 766 

1 936 

4 493 

5 234 

94 

24 

59 

199 

96 

88 

204 

32 

134 

49 

79 

276 

474 

163 

161 

356 

232 

257 

161 

60 

5S5 

1 021 

1 332 

913 

577 

1 082 

803 

664 

1 156 

362 

356 

590 

828 

386 

300 

568 

487 

356 

796 

219 

143 

17 

96 

171 

88 

92 

165 

20 

153 

66 

S6 

414 

408 

356 

189 

422 

151 

288 

207 

77 

547 

738 

858 

388 

120 

486 

454 

218 

337 

351 

1 990 

3 059 

3 756 

2 671 

2 064 

2 608 

3 514 

1 580 

3 593 

3 752 

1 463 

2 229 

2 881 

2 261 

1 780 

1 959 

3 115 

1 253 

3 091 

3 529 

1 371 

2 022 

2 800 

2 066 

1 641 

1 729 

2 974 

1 150 

2 980 

3 498 

92 

207 

81 

195 

139 

230 

141 

103 

111 

31 

29S 

522 

645 

290 

259 

479 

298 

265 

426 

147 

171 

346 

475 

145 

129 

261 

213 

159 

306 

104 

127 

176 

170 

145 

130 

218 

85 

106 

120 

43 

229 

308 

230 

120 

25 

170 

101 

62 

76 

76 

1 136 

1 337 

2 639 

1 782 

1 088 

1 554 

2 549 

1 280 

2 416 

2 014 

606 

598 

1 538 

1 058 

755 

846 

1 805 

820 

1 533 

1 565 

554 

524 

1 130 

917 

660 

675 

1 542 

659 

1 373 

1 491 

52 

74 

408 

141 

95 

171 

263 

161 

160 

74 

242 

393 

530 

546 

268 

484 

444 

321 

654 

198 

144 

168 

293 

191 

146 

261 

231 

149 

438 

110 

98 

225 

237 

355 

122 

223 

213 

172 

216 

88 

2 es 

346 

571 

178 

65 

224 

300 

139 

229 

251 

13 

97 

28 

26 

18 

50 

26 

22 

17 

14 

9 

86 

25 

19 


37 

25 

20 

15 

14 

4 

11 

3 

7 

^■1 

13 

1 

2 

2 

... 

92 

127 

153 

198 


227 

163 

106 

163 

161 

78 

86 

69 

148 

81 

154 

142 

81 

139 

150 

14 

41 

84 

50 

30 

73 

21 

25 

24 

11 

3 353 

4 762 

6 755 

4 831 

3 384 

4 6 O 7 

6 459 

3 107 

6 281 

6 056 

2 575 

3 595 

5 388 

■ 

2 860 

■ 

5 429 

2 346 

5 406 

5 566 

666 

643 

893 


497 


778 

314 

757 

409 

69 

399 

449 


12 


223 

326 

78 

69 

43 

125 

25 

4 

15 

60 

29 

121 

40 

12 

3 149 

3 906 

5 739 

4 658 

3 235 

3 590 

5 897 

2 445 

5 862 

5 775 

44 

169 

346 

93 

106 

49 

155 

55 

240 

141 

160 

687 

670 

80 

43 

968 

407 

607 

179 

140 

2 895 

3 547 

5 310 

4 D93 

2 986 

3 491 

5 837 

2 364 

5 690 

5 716 

36 

60 

266 

73 

63 

42 

80 

23 

144 

95 

422 

1 155 

1 179 

665 

335 

1 074 

542 

720 

447 

245 

2 134 

3 113 

4 491 

3 183 

2 459 

3 121 

4 832 

1 817 

4 573 

4 889 

385 

357 

612 

481 

327 

165 

561 

468 

754 

633 

834 

1 292 

1 652 

1 167 

598 

1 321 

1 066 

822 

954 

534 



































































































20-38 


State and Small Areas 


Table 22. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: 1960 — Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Smtus 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

JENNINGS 

KENNER 

minden 

MORGAN 

CITY 

NATCHI¬ 

TOCHES 

OPELOUSAS 

RUSTON 



WEST 

MONROE 

ALL HOUSING UNITS. 

3 594 

4 719 

4 347 

3 B23 

3 854 

5 037 

3 928 



4 91B 

TENURE 1 COLOR 1 AND VACANCY 

STATUS 











OCCUPIED . 

3 334 


3 959 

3 631 

3 636 

4 712 

3 690 

3 196 

3 540 

4 678 

OWNER OCCUPIED . 

2 176 

3 099 

2 628 

1 995 

2 195 

2 976 

2 316 

2 361 

2 014 

3 130 

PERCENT OF ALL OCCUPIED. 

65.3 

70.3 

66.4 

54.9 

60.4 

63.2 

62.8 

73.9 

56.9 

66.9 

WHITE. 

1 757 

2 721 

1 701 

1 718 

1 288 

1 B97 

1 729 

2 261 

1 763 

2 893 

nonwhiTe . 

419 

378 

927 

277 

907 

1 D79 

587 

100 

251 

237 

RENTER OCCUPIED. 

1 158 

1 310 

1 331 

1 636 

1 441 

1 736 

1 374 

835 

1 526 

1 54B 

WHITE. 

884 


634 

1 334 

833 

981 

903 

764 

1 189 

1 063 

NONWHITE . 

274 


697 

302 

608 

755 

471 

71 

337 

485 

VACANT . 

260 


388 

192 

218 

325 

238 

359 

231 

240 

year round . 

224 


369 

160 

196 

290 

190 

308 

216 

234 

SOUND OR deteriorating.. 

190 


271 

119 

150 

269 

153 

287 

183 

204 

AVAILABLE. 

122 


208 

75 

98 

219 

122 

253 

137 

126 

FOR SALE ONLY. 

17 


53 

20 

26 

29 

34 

99 

9 

47 

HOMEOWNER VACANCY RATE . 

0.8 


2.0 

1.0 

1.2 

1.0 

1.4 

4.0 

0.4 

1 .5 

FOR RENT . 

105 

114 

155 

55 

72 

190 

88 

154 

128 

79 

RENTAL VACANCY RATE. 

8.3 

8.0 

10.4 

3.3 

4.8 

9.9 

6.0 

15.6 

7.7 

4.9 

RENTED OR SOLDt AWAITING OCCUPANCY . 

9 

24 

7 

10 

20 

S 

6 

19 

3 

56 

HELD FOR OCCASIONAL USE. 

14 

7 

10 

8 

22 

14 

2 

1 

9 

7 

HELD FOR OTHER REASONS.. . 

45 

25 

46 

26 

10 

28 

23 

14 

34 

15 

DILAPIDATED. 

34 

39 

98 

41 

46 

21 

37 

21 

33 

30 

SEASONAL . 

36 

2 

19 

32 

22 

35 

48 

51 

15 

6 

CONDITION and PLUMBING 











ALL UNITS. 

3 594 

4 719 

4 347 

3 823 

3 854 

5 037 

3 928 

3 555 

3 771 

4 918 

SOUND... 

2 650 

3 851 

2 693 

2 645 

2 457 

3 928 

3 035 

3 045 

2 971 

3 703 

WITH ALL PLUMBING FACILITIES . 

2 360 

3 721 

2 445 

2 431 

2 172 

3 140 

2 936 

2 872 

2 583 

3 480 

LACKING ONLY HOT WATER . 

ill 

59 

27 

98 

43 

155 

23 

65 

282 

8 

LACKING OTHER PLUMBING FACILITIES. . . . 

179 

71 

221 

116 

242 

633 

76 

lOB 

106 

215 

OETERIORATING. 

810 

430 

990 

762 

718 

720 

518 

385 

597 

727 

with all PLUMBING FACILITIES . 

438 

268 

591 

493 

310 

276 

344 

313 

193 

502 

LACKING ONLY HOT WATER . 

93 

60 

33 

105 

55 

58 

45 

16 

170 

16 

LACKING OTHER PLUMBING FACILITIES. . . . 

279 

102 

366 

164 

353 

386 

129 

56 

234 

209 

DILAPIDATED.. 

134 

438 

664 

416 

679 

389 

375 

125 

203 

488 

OWNER OCCUPIED . 

2 176 

3 099 

2 628 

1 995 

2 195 

2 976 

2 316 

2 361 

2 014 

3 130 

SOUND. 

1 708 

2 868 

1 966 

1 593 

1 555 

2 557 

1 958 

2 166 

1 762 

2 793 

WITH ALL PLUMBING FACILITIES . 

1 560 

2 789 

1 835 

1 467 

1 427 

2 128 

1 921 

2 070 

1 562 

2 717 

LACKING SOME OR ALL FACILITIES . 

148 

79 

131 

126 

128 

429 

37 

96 

200 

76 

deteriorating. 

418 

166 

462 

273 

349 

302 

234 

150 

192 

264 

WITH ALL PLUMBING FACILITIES . 

225 

lie 

297 

158 

156 

136 

171 

132 

72 

229 

LACKING SOME OR ALL FACILITIES . 

193 

48 

165 

115 

193 

166 

63 

IB 

120 

35 

DILAPIDATED. 

50 

65 

200 

129 

291 

117 

124 

45 

60 

73 

renter occupied. 

1 158 

1 310 

1 331 

1 636 

1 441 

1 736 

1 374 

835 

1 526 

1 548 

SOUND. 

766 

741 

522 

958 

786 

1 129 

900 

637 

1 083 

753 

WITH all PLUMBING FACILITIES . 

644 

707 

432 

895 

655 

788 

852 

562 

912 

626 

LACKING SOME OR ALL FACILITIES . 

122 

34 

90 

63 

131 

341 

48 

75 

171 

127 

OETERIORATING. 

336 

239 

437 

449 

330 

366 

257 

144 

340 

422 

WITH ALL PLUMBING FACILITIES . 

189 

134 

227 

307 

144 

114 

150 

105 

102 

242 

LACKING SOME OR ALL FACILITIES . . . . . 

147 

105 

210 

142 

186 

252 

107 

39 

238 

180 

dilapidated. . 

56 

330 

372 

229 

325 

241 

217 

54 

103 

373 

VACANT AVAILABLE FOR SALE. 

17 

99 

53 

20 

26 

29 

34 

91^ 

9 

47 

WITH ALL PLUMBING FACILITIES . 

15 

95 

53 

19 

25 

28 

34 

96 

6 

46 

LACKING SOME OR ALL FACILITIES . 

2 

4 

... 

1 

1 

1 

... 

3 

3 

1 

VACANT AVAILABLE FOR RENT. 

105 

114 

155 

55 

72 

190 

88 

154 

128 

79 

WITH ALL PLUMBING FACILITIES . 

79 

100 

106 

42 

52 

163 

78 

145 

92 

58 

LACKING SOME OR ALL FACILITIES . 

26 

14 

49 

13 

20 

27 

10 

9 

36 

21 

ALL HOUSING UNITS. 

3 594 

4 719 

4 347 

3 823 

3 854 

5 037 

3 928 

3 555 

3 771 

4 918 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 933 

4 122 

3 341 

3 113 

2 662 

3 525 


3 276 

2 673 

4 313 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

569 

365 

672 

592 

870 

1 067 


193 

784 

542 

PIPED water OUTSIDE STRUCTURE. 

52 

186 

277 

56 

165 

361 

4 

59 

97 

36 

NO PIPED WATER . 

40 

46 

57 

62 

157 

84 

12 

27 

17 

27 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

3 394 

! 

4 269 

3 607 

3 499 

3 245 

4 394 

3 815 

3 387 

3 430 

4 523 

FLUSH TOILET. SHARED . 

76 

87 

301 

60 

163 

47 

55 

30 

152 

320 

OTHER TOILET FACILITIES OR NONE. 

124 

363 

439 

264 

446 

596 

58 

138 

189 

75 

BATHING facilities 











BATHTUB OR SHOWER. EXCLUSIVE USE . 

3 080 

4 252 

3 275 

3 337 

2 676 

3 731 

3 551 

3 323 

3 292 

4 079 

bathtub or shower, shared. 

60 

79 

243 

30 

80 

33 

51 

30 

123 

276 

NO bathtub or shower . 

454 

388 

829 

456 

1 098 

1 273 

JS26 

202 

356 

563 

BATHROOMS 












2 432 

3 698 

2 626 

2 732 

2 068 

2 806 

2 772 

2 749 

2 311 

3 492 

MORE THAN 1. 

417 

341 

542 

356 

515 

662 

672 

476 

518 

527 

shared or none . 

745 

680 

1 179 

735 

1 271 

1 569 

484 

330 

942 

899 
























































































Louisiana 

3.—Structural Characteristics and Selected Equipment, for Places of 10,000 Rooms 

25,000 Inhabitants; I960 Bedrooms 

aso sample; median not shown where base is insufficient; see text. “U» denotes an unincorporated place Plus (+) after Unks in Structure 

_ number indicates median above that number! ^ 

.... .. Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 


ABBEVILLE BASTROP BOGALUSA CROWI EY niMi^rr JEFFERSON 

LEY EUNICE GOOSPORT GRETNA HAMMOND HOUMA HEIGHTS 
(U) (U) 
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State and Small Areas 




Table 23. —Structural Characteristics and Sei.ected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (-1-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 


—1 

JENNINGS 

KENNESI^i'i 

MINDEN 

MORGAN 

NATCH I- 

OPELOUSAS 

RUSTON 

sulphur 

THISODAUX 

WEST 






CITY 

TOCHES 





MONROE 

ROOMS 











■1 


ALL UNITS. . . . 



3 594 

4 719 



3 854 

5 037 




4 918 

1 ROOM.. • . 



64 

119 



59 

39 

34 



105 

2 ROOMS. ... . 



245 

324 

136 

246 

197 

285 

189 



259 




439 

579 

725! 

B96 

732 

783 



849 

789 

4 ROOMS. 



1 076 

1 151 

931 

1 072 

827 

1 394 



1 015 

1 077 

5 ROOMS. ............. 



810 

1 792 

1 318 

837 

821 

1 315 



715 

1 568 

6 ROOMS.. . 



575 

566 

778 

476 

689 

745 

769 

558 

516 

792 

7 ROOMS, ... . . « 



232 

125 

21B 

11^8 

314 

296 

335 

154 

207 

216 

B ROOMS OR MORE. 



151 

63 

173 

115 

215 

180 

256 

63 

181 

112 

MEDIAN . 



4.5 

4.6 

4.7 

4.2 

4.6 

4.5 

4.9 

4.6 

4.2 

4.6 

OWNER OCCUPIED . 



2 176 

3 099 

' 2 628 

1 995 

2 195 

2 976 

2 316 

2 361 

2 014 

3 130 

I TO 3 ROOMS . . . 



227 

194 

148 

421 

192 

264 

133 

IBS 

244 

179 




581 

684 

530 

519 

465 

758 

344 

621 

503 

687 

5 .... 


• 

596 

• 1 514 

1 017 

537 

600 

923 

714 

875 

512 

1 296 



• 

456 

540 

593 

309 

502 

600 

597 

497 

400 

667 

7 ROOMS OR MORE. 


• 

316 

167 

340 

209 

436 

431 

528 

183 

355 

301 

median . ....... 



5,0 

4.9 

5.1 

4.6 

5.2 

5.0 

5.5 

4.9 

5.0 

5.0 

RENTER OCCUPIED. 



I 158 

1 310 

1 331 

1 636 


1 736 

1 374 

835 

1 526 

1 548 



• 

'■ -7 36 

94 

44 

24 


28 

12 

40 

44 

84 

2 ROOMS . . 


• 

124 

236 

101 

152 


173 

152 

124 

118 

171 



• 

241 

376 

485 

487 


543 

437 

203 

574 

636 

4 ROOMS. . .. . 



409 


305 

525 


532 

351 

267 

469 

328 

5 ROOMS. . . 



178 


208 

280 


300 

242 

135 

186 

208 

6 ROOMS. ..... . . 



111 


149 

142 


124 

124 

43 

102 

105 

7 ROOMS OR more . 



59 


39 

26 


36 

56 

23 

33 

16 

median .. 



3.9 


3.6 

3.8 


3.7 

3.7 

3.7 

3.6 

3.3 

VACANT AVAILABLE FOR SALE. . . 



17 


53 

20 

26 

29 

34 

99 

9 

47 

MEDIAN . .. . 


• 

... 


5.1 

... 

... 


... 

4.8 

... 

... 

VACANT AVAILABLE FOR RENT. . . 


« 

105 

114 

155 

55 

72 


88 

154 

128 

79 

MEDIAN. . . 


• 

3.5 

3.7 

3.1 

3.1 

3.3 


3.6 

3.3 

2.9 

3.4 

ALL HOUSING UNITS. ..... 



3 594 

4 719 

.... 

4 347 

3 823 

3. 854 

5 037 

3 928 

3 555 

3 771 

4 918 

BEDROOMS 






■1 


■BH 





0 ANO .. 




921 

514 

HR 

813 


534 

632 

975 

913 


- . 



1 670 

2 054 


1 307 


1 450 

1 504 

1 444 

2 243 

3 OR MORE . 

• • 

• • 


2 126 

1 779 

HH 

1 734 


1 944 

1 419 

1 352 

1 762 

UNITS IN STRUCTURE 













ALL UNITS . 



3 594 

4 719 

4 347 

. 3 823 

,3 854 

5 037 

3 928 

3 555 

3 771 

4 918 




3 338 

4 040 

3 853 

3 341 

V 3 393 

4 788 

3 384 

3 304 

3 373 

4 440 




119 

313 

304 

211 

169 

138 

323 

100 

139 

256 

3 AND 4 . 



65 

*106 

74 

98 

139 

71 

115 

70 

107 

75 

5 OR MORE. . . . 



24 

^ 160 

69 

5 

132 

16 

44 

32 

123 

98 

TRAILER ... 



48 

100 

47 

168 

21 

24 

62 

49 

29 

49 

OWNER OCCUPIED .. , 



2 176 

3 099 

2 628 

1 995 

2 195 

2 976 

2 316 

2 361 

2 014 

3 130 




2 093 

2 914 

2 515 

1 794 

2 108 

2 897 

2 166 

2 310 

1 936 

2 986 

2 OR MORE . 



51 

89 

66 

41 

70 

55 

92 

10 

54 

95 

TRAILER. . . . 



32 

96 

•47 

160 

17 

24 

58 

41 

24 

49 

RENTER OCCUPIED . 



1 158 

1 310 

1 331 

1 636 

1 441 

1 736 

1 374 

835 

1 526 

1 548 




1 048 

927 

996 

1 376 

•I 105 

1 592 

1 0^7 

687 

1 335 

1 246 




64 

205 

214 

159 

123 

84 

223 

67 

74 

183 

3 ANO 4. . 



25 

63 

61 

88 

86 

50 

91 

49 

76 

50 

5 TO ... 



5 

16 

29 

• 8 • 

102 

5 

24 

14 

27 

45 

lO OR MORE . 



• t • 

95 

31 

5 

21 

5 

5 ; .1-0 

9 

24 

TRAILER . 

0 • 


16 

4 

... 

8 

4 

... 

4 

8 

5 

••• 

year structure built 













1955 TO MARCH I960 . . 

• M 


511 

1 936 

562 

821 

560 

749 

815 

966 

792 

699 

1950 TO 1954 . 


• • 

393 

1 249 

704 

667 

502 

689 

434 

696 

624 

921 

1940 TO 1949 .. 


• • 

985 

701 

1 169 

914 

1 036 

1 348 

981 

1 061 

979 

1 147 

1939 OR EARLIER.. 

• • 

• • 

1 705 

833 

1 912 

1 421 

1 757 

2 251 

1 698 

832 

1 376 

2 151 

BASEMENT 













BASEMENT . 



35 

20 

116 

31 

36 

96 

195 

55 

64 

55 

CONCRETE SLAB. 

• • 

• • 

219 

2 206 

860 

459 

, 379 

552 

656 

864 

565 

1 061 

OTHER. 

* • 

• ■ 

3 340 

2 493 

3 371 

3 333 

3 439 

4 389 

3 077 

2 636 

3 142 

3 802 

HEATING EQUIPMENT 













STEAM OR HOT WATER . 

• t 


• • • 

12 

11 

24 

15 

8 

9 

9 

16 

• f • 

WARM AIR FURNACE . 

• • 


304 

978 

384 

138 

424 

434 

368 

518 

251 

761 

FLOOR. WALL. OR PiPELESS FURNACE , 

• • 


490 

2 017 

586 

1 140 

, 531 

972 

869 

768 

1 217 

762 

BUILT-IN ELECTRIC UNITS. 

• • 


12 

8 

4 

8 

4 

25 

4 

23 

29 

24 

OTHER MEANS WITH FLUE. 

• • 


69 

175 

91 

93 

202 

556 

388 

59 

205 

86 

OTHER MEANS WITHOUT FLUE . 

t t 


2 687 

1 467 

3 271 

2 386 

2 670 

3 006 

2 274 

2 161 

2 007 

3 274 

NONE.' . . 

y • 


32 

62 


34 

8 

36 

16 

17 

46 

11 

SOURCE OF water 









t 




PUBLIC SYSTEM OR PRIVATE COMPANY . 


* • • 

3 541 

4 666 

4 286 

3 721 

3 716 

4 958 

3 915 

3 453 

3 751 

4 894 

INDIVIDUAL WELL . 


• « 

5 

ai 

5 

• ft 

11 

19 

10 

77 


• • • 

OTHER. 

• • 

• • 

48 

32 

56 

102 

127 

60 

5 

25 

io 

24 

SEWAGE DISPOSAL 


(t: 








' 3 a4o 



PUBLIC SEWER . 

. , 


3 448 

112 

3 922 

3 509 

3 208 

4 425 

% 480 


■ , 4 788 

SEPTIC TANK OR CESSPOOL. 


, • 

46 

4 287 

83 

51 

239 

48 

42^ 

162 

3.fs 

70 

OTHER OR NONE. 

• • 

• • 

100 

320 

342 

263 

407 

564 

,45 

1,03 


M 



































































































































Louisiana 


20-41 


Table 24. —Occupancy and Financial Characteristics, for Places of 10,000 Pcreons”°° 

TO 25,000 Inhabitants: 1960 Persons per 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (+) or minus (—) Room 

after number indicates median above or below that number] 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ABBEVILLE 

BASTROP 

BOGALUSA 

CROWLEY 

EUNICE 

GOOSPORT 

(Ul 

GRETNA 

HAMMOND 

JE 

HOUMA 

10 623 

15 744 

21 307 

15 509 

11 600 

16 758 

■ 


22 698 

3.4 

3.6 

3.3 

3.5 

3.7 

4.0 



3.8 

3.3 

3.5 

3.4 

3.4 

3.6 

4.1 



3.8 

3.5 

3.8 

3.3 

3.6 

3.9 

4.0 



3.7 


12 513 

17 559 

12 700 

$ t • 

« $ t 



11 407 

... 

3.5 

3.5 

3.5 

... 

... 

mHEB 

IHiDB 

3.6 

3 126 

4 396 

6 395 

4 453 

3 152 

4 162 

6 063 

2 860 

6 009 

■ 

3 059 

3 756 

2 671 

2 064 

2 608 

3 514 

1 580 

3 593 


377 

442 

356 

255 

205 

308 

171 

296 


850 

1 002 

696 

544 

570 

760 

454 

849 


578 

820 

500 

309 

466 

686 

305 

637 


498 

664 

457 

379 

478 

721 

289 

644 


316 

424 

309 

272 

323 

513 

175 

491 


180 

165 

188 

127 

211 

264 

100 

294 

64 

100 

115 

92 

79 

no 

128 

39 

162 

57 

160 

124 

73 

99 

245 

134 

47 

220 

HQ 

3,0 

3.0 

3.1 

3.3 

3.6 

3.5 

3.0 

3.5 


1 337 

2 639 

1 782 

1 0B8 

1 554 

2 549 

1 280 

2 416 


208 

586 

319 

132 

152 

385 

251 

239 


317 

615 

388 

207 

286 

568 

269 

515 


202 

448 

269 

225 

333 

550 

247 

483 

205 

192 

327 

294 

170 

267 

393 

216 

470 

134 

127 

234 

198 

158 

192 

289 

149 

357 

68 

103 

180 

125 

64 

147 

197 

69 

156 

33 

68 

163 

76 

42 

65 

96 

26 

102 

66 

120 

86 

113 

90 

112 

71 

53 

94 

3.2 

3.2 

2.8 

3.2 

3.4 

3.5 

3.1 

3.0 

3.4 

1 990 

3 059 

3 756 

2 671 

2 064 

2 608 

3 514 

1 580 

3 593 

894 

1 362 

1 645 

1 180 

832 

774 

1 139 

776 

1 324 

783 

1 227 

1 676 

1 133 

890 

1 199 

1 755 

639 

1 578 

313 

470 

435 

358 

342 

635 

620 

1,65 

691 

1 136 

1 337 

2 639 

1 782 

1 088 

1 554 

2 549 

1 280 

2 416 

346 

379 

781 

513 

258 

234 

590 

385 

467 

514 

521 

1 123 

777 

545 

743 

1 163 

599 

1 241 

276 

437 

735 

492 

285 

577 

796 

296 

70S 

1 990 

3 059 

3 756 

2 671 

2 064 

2 608 

3 514 

1 580 

3 593 

136 

304 

424 

319 

206 

494 

366 

146 

315 

76 

220 

163 

143 

114 

263 

216 

92 

160 

342 

727 

692 

440 

434 

596 

991 

328 

TBT2 

906 

1 390 

1 683 

1 124 

975 

1 055 

1 312 

674 

1 474 

530 

418 

794 

645 

335 

200 

629 

340 

862 

1 136 

1 337 

2 639 

1 782 

1 088 

1 554 

2 549 

1 280 

2 416 

510 

658 

1 077 

628 

581 

986 

1 054 

608 

1 219 

157 

216 

344 

245 

173 

180 

247 

186 

349 

246 

267 

632 

421 

201 

235 

652 

267 

442 

189 

165 

420 

388 

120 

149 

460 

183 

306 

34 

31 

166 

100 

13 

4 

136 

36 

100 

1 834 

3 003 

3 529 

2 555 

1 997 

2 300 

3 145 

1 463 

3 270 

510 

1 120 

1 015 

563 

668 

474 

170 

344 

365 

378 

568 

801 

553 

447 

551 

202 

204 

398 

288 

504 

553 

435 

259 

540 

437 

175 

446 

226 

338 

447 

276 

193 

395 

556 

217 

316 

88 

205 

231 

181 

128 

156 

707 

128 

373 

140 

114 

261 

273 

144 

129 

619 

186 

556 

93 

60 

83 

146 

77 

36 

219 

87 

287 

111 

94 

138 

128 

81 

19 

235 

122 

329 

7 800 

6 700 

7 300 

8 400 

6 800 

8 100 

13 200 

10 100 

12 100 

7 

97 

21 

22 

23 

50 

38 

30 

24 

. 1 136 

1 337 

2 639 

1 782 

1 088 

1 554 

2 549 

1 280 

2 416 

. 58 

35 

211 

85 

20 

« 

44 

112 

32 

. 478 

501 

1 324 

785 

310 

171 

615 

377 

455 

• 329 

396 

554 

429 

375 

470 

774 

362 

566 

. 103 

175 

219 

229 

229 

481 

545 

185 

645 

• 30 

50 

105 

101 

32 

226 

216 

72 

360 

• 8 

25 

28 

16 

2( 

25 

149 


135 

t a 

a 

13 

8 

8 

29 

35 


so 

. 122 

147 

185 

129 

94 

145 

171 

lit 

173 

. 39 

43 

34 

39 

48 

62 

52 

4£ 

> 62 

. 1 014 

1 19C 

2 454 

1 653 

99‘( 

1 409 

2 37£ 

1 16 

2 243 

. 28 

29 

27 

25 

3< 

5J 

4: 

3 

54 

. 122 

127 

149 

191 

95 

22' 

135 

10 

165 


. 

... 


... 

51 

.. 

• • 

• • • 


(U) 


POPULATION 


population in housing UNITSf 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER ..... . 

POPULATION IN DWELLING UNITS, 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 
PERSONS 


OWNER OCCUPIED 
PERSON ..... 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

PERSONS. 

8 PERSONS OR MORE, 

median. 


RENTER OCCUPIED. 
PERSON ...... 

PERSONS. 

PERSONS. 

PERSONS. . . . . . 

PERSONS. 

PERSONS. 

PERSONS. 

8 PERSONS OR MORE. . 

median . 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS , . . 
0.51 TO 1.00 . . , 
1.01 OR MORE . . , 


RENTER OCCUPIED. 
0.50 OR LESS . . . . 
0.51 TO l.OO . . . . 
1.01 OR MORE . . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


RENTER OCCUPIED 
1959 TO march 1960 

1958 . 

1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5,000 . 

$5«OO0 TO $7,400 . 

$7,500 TO $9,900 . 

$10,000 TO $12,400 . 

$12,500 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 .. 

$25,000 OR MORE. 

MEDIAN . dollars 


VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 


GROSS RENT 


RENTER OCCUPIED. 

LESS THAN .. 

$20 TO $39 • • . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . dollars 


CONTRACT RENT 


renter OCCUPIEO. 

MEDIAN . dollars 


VACANT AVAILABLE FOR RENT. 
MEDIAN RENT ASKED. 


DOLLARS 


19 221 
3.3 
3.5 
3.1 


5 766 


3 752 
294 
1 016 
859 
745 
404 
221 
100 
113 
3.2 

2 014 
397 
53B 
364 
329 
186 
83 
55 
62 
2.7 


3 752 

1 514 
1 861 

377 

2 014 
507 
955 
552 


3 752 
388 
189 
716 
2 045 
414 

2 014 
955 
295 
486 
247 
31 


3 288 
149 
126 
127 
373 
837 
1 198 
296 
• 182 
15 100 


2 014 
16 
221 
387 
382 
553 
117 
221 
117 
76 


1 897 
63 
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State and Small Areas 


Table 24. —Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: I960—Con. 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (-f) or minus (—) 

after number indicates median above or below that number] 


Population 
Persons 
Persons pet 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


11 SUBJECT 

ii _ 


POPULATION 

POPULATION IN HOUSING UNITS? 1960. . . . 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . ........ 

POPULATION IN DWELLING UNITS. 1950 . . . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 
PERSONS 

OWNER OCCUPIED . . . 

1 PERSON ........ 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 

MEDIAN . 

RENTER OCCUPIED. . . 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. . 

7 PERSONS. 

B PERSONS OR MORE. . . . 
MEDIAN . 


PERSONS PER ROOM 

OWNER OCCUPIED . 

0.50 OR LESS . 

0.51 TO 1.00 . 

1.01 OR MORE . 

RENTER OCCUPIED. 

0.50 OR LESS . 

0.51 TO 1.00 . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1959 To MARCH 1960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1959 TO MARCH 1960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 


VALUE 


OWNER OCCUPIED 
LESS THAN $5,000 . 
$5,000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR MORE. . 


median . DOLLARS 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO .... 

$80 TO ... 

$100 TO $119.. 

$120 OR MORE . 

NO CASH RENT . 

MEOIAN . DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 

median . DOLLARS 

VACANT AVAILABLE FOR RENT. 

MEOIAN RENT ASKED.DOLLARS 


JENNINGS 

KENNER 

MINDEN 

MORGAN 

CITY 

NATCHI¬ 

TOCHES 

OPELOUSAS 

RUSTON 

sulphur 

THIBODAUX 

WEST 

MONROE 

11 760 

17 277 

13 089 

||H 

■1 

■1 


Hi 

13 962 

15 273 

3.5 

3.9 

3.3 




3.2 


3,9 

3.3 

3.5 

3.9 

3.3 




3.3 


4.1 

3.3 

3.6 

3.9 

3.3 




3.0 


3.7 

3.1 

■ « $ 

• $ • 

• • « 



i 

9 069 


• • • 

10 149 

• < . 

$ • $ 

. • • 


imHfli 

* 

3.3 

HIHHi 

6 • • 

3.3 

3 334 

4 409 

3 959 

3 631 

3 636 

4 712 

3 690 

3 196 

3 540 

4 678 

2 176 

3 099 

2 628 


2 195 

2 976 

2 316 

2 361 

2 014 

3 130 

281 

112 

327 


339 

357 

256 

178 

132 

351 

593 

r. : 



574 

745 

675 

5B7 

416 

807 

376 




405 

547 

439 

492 

339 

632 

336 




346 

478 

426 

418 

393 

660 

244 

578 

318 


210 

345 

294 

398 

311 

377 

179 

258 

122 

135 

144 

224 

99 

196 

192 

169 

61 

109 

53 

88 

63 

138 

70 

52 

79 

77 

106 

109 

77 

96 

114 

142 

57 

40 

152 

57 

3.1 

3.8 

2.9 

3.5 

3.0 

3.2 

3.0 

3.3 

3.8 

3.1 

1 158 


1 331 

1 636 

1 441 

1 736 

1 374 

835 

1 526 

1 548 

198 


2B7 

166 

256 

254 

174 

119 

163 

319 

190 


304 

293 

378 

363 

472 

221 

368 

411 

240 


204 

339 

263 

308 

317 

167 

275 

275 

231 

277 

205 

326 

196 

292 

160 

125 

282 

232 

124 

163 

120 

229 

150 

241 

138 

112 

151 

134 

77 

89 

91 

145 

71 

120 

60 

45 

130 

70 

28 

65 

44 

63 

33 

68 

17 

12 

49 

48 

70 

87 

76 

75 

94 

90 

36 

34 

108 

59 

3,3 

3.6 

2.9 

3.6 

2.8 

3.3 

2.6 

3.0 

3.3 

2.7 

2 176 

3 099 

2 628 

1 995 

2 195 

2 976 

2 316 

2 361 

2 014 

3 130 

949 

805 

1 275 

603 

1 049 

1 217 

1 144 

828 

634 

1 292 

B48 

1 789 

1 072 

959 

887 

1 279 

1 006 

1 241 

926 

1 552 

379 

505 

2B1 

433 

259 

480 

166 

292 

454 

286 

1 158 

1 310 

1 331 

1 636 

1 441 

1 736 

1 374 

835 

1 526 

1 548 

328 

149 

413 

281 

423 

437 

395 

174 

305 

398 

507 

621 

566 

839 

672 

771 

752 

455 

733 

797 

323 

540 

352 

516 

346 

528 

227 

206 

488 

353 

2 176 

3 099 

2 628 

1 995 

2 195 

2 976 

2 316 

2 361 

2 014 

3 130 

191 

833 

273 

229 

273 

320 

355 

341 

196 

386 

157 

489 

158 

110 

137 

139 

171 

185 

91 

257 

465 

895 

724 

473 

474 

666 

516 

637 

461 

778 

911 

721 

1 038 

901 

871 

1 234 

832 

972 

885 

1 247 

452 

161 

435 

282 

440 

617 

442 

226 

381 

462 

1 158 

1 310 

1 331 

1 636 

1 441 

1 736 

1 374 

835 

1 526 

1 548 

615 

634 

558 

763 

706 

766 

799 

525 

779 

800 

128 

199 

223 

233 

177 

242 

158 

110 

166 

146 

238 

311 

327 

375 

299 

351 

214 

109 

268 

311 

153 

141 

176 

206 

231 

318 

171 

68 

239 

214 

24 

25 

47 

59 

28 

59 

32 

23 

74 

77 

2 043 

2 864 

2 493 

1 725 

2 097 

2 806 

2 127 

2 281 

1 887 

2 916 

547 

166 

626 

338 

663 

692 

391 

307 

312 

167 

280 

155 

493 

235 

325 

391 

IBl 

299 

286 

347 

235 

228 

430 

227 

206 

321 

240 

327 

275 

696 

327 

475 

342 

324 

186 

438 

377 

499 

227 

677 

242 

721 

214 

182 

155 

257 

308 

36S 

120 

395 

207 

822 

253 

184 

339 

320 

362 

282 

280 

384 

107 

198 

70 

117 

97 

170 

80 

110 

140 

177 

98 

99 

65 

118 

126 

217 

188 

92 

247 

71 

9 600 

13 900 

8 200 

10 500 


10 000 

11 700 

11 000 

10 800 

10 900 

16 

94 

53 

21 


29 

37 

90 


26 

1 158 

1 310 

1 331 

1 636 


1 736 

1 374 

835 

1 526 

1 548 

44 

34 

101 

27 


167 

32 

19 

49 

30 

243 

265 

523 

232 

504 

553 

536 

90 

337 

550 

326 

310 

396 

361 

287 

463 

265 

ZSl 

395 

493 

246 

294 

116 

278 

263 

291 

224 

275 

318 

263 

123 

190 

50 

346 

58 

85 

129 

89 

179 

69 

52 

69 

22 

168 

26 

20 

65 

27 

53 

32 

32 

72 

4 

105 

10 

8 

B 


45 

7 

92 

76 

119 

119 

153 

149 

115 

84 

150 

104 

55 

61 

39 

70 

40 

43 

46 

61 

55 

46 

1 066 

1 234 

1 212 

1 517 

1 288 

1 587 

1 259 

751 

1 376 

1 444 

44 

51 

29 

55 

31 

29 

33 

51 

43 

39 

92 

114 

155 

57 

85 

171 

110 

154 

146 

73 







































































































































































Louisiana 


[Some date based on sample- median nnf al u Inhabitants: i960 

""""nlw^SteTmeTanlCte^^^^ “ unincorporated place. Plus (+) after 


ALEX¬ 
ANDRIA 
SOUTH¬ 
WEST (U| 


ALL HOUSINQ UNITS, 


TENURE* color* AND VACANCY STATUS 


OWNER OCCUPIED . . 

WHITE. 

NONWHITE . . . . 
RENTER OCCUPIED. . 

WHITE. 

NONWHITE .... 
available vacant , 

FOR SALE only. , 
FOR RENT .... 
OTHER vacant . . . 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUND. . 

WITH ALL PLUMBING FACILITIES ! ! ’ * 
LACKING ONLY HOT WATER . . . * * * 

lacking other PLUMBING FACILITIP*;’ ’ 

deteriorating. ..... . 

WITH ALL PLUMBING FACILITIES .' ' 

LACKING ONLY HOT WATER ... 


oilapioatedI'^^^.'*'’'^^®’'''^® facilities.’ ! 


RENTER occupied . 

SOUND.. 

WITH ALL PLUMBING FACILITIES ! ! ! ! 
LACKING SOME OR ALL FACILITIES 

DETERIORATING.. . . . ® ' ' 

WITH ALL PLUMBING FACILITIES .* ! ! ' 

dilapidated?”! °'’/';^/«i‘-ities . . . 


AMITE ANANDALE 
CITY (ui 


I °60| 773 


baker bayou 

CANE (UI 


I 320 I 780 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet FaciJicies 


BURAS- 

bunkie triumph 

(UI 


Bat hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


COVING¬ 

TON 


ALL HOUSING UNITS. . . 

WATER SUPPLY 


hot and cold piped water inside structure 
ONLY COLO PIPED WATER INS DE STRUCTURE 
PIPED WATER OUTSIDE STRUC^GrE. . . . ! .* 

NO PIPED WATER.| | | 

TOILET FACILITIES 

FLUSH Toilet, exclusive use. 

FLUSH toilet, SHARED.* . . * . 

other toilet facilities OR NONE. 

bathing FACILITIES 

bathtub OR shower, EXCLUSIVE USE . 

bathtub or shower, shared. 

NO BATHTUB OR SHOWER. . 


MORE THAN 1. , 
SHARED OR NONE 


SOURCE OF Water 


PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well. 

OTHER. ... . 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. 


1 ROOM ....... 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. . . 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. . 

8 ROOMS OR MORE. . . 
MEDIAN I 

ALL UNITS. 

OWNER OCCUPIED . 
renter OCCUPIED. 


UNITS IN structure 


I* INCL. TRAILER 

2 * ...... . 

3 AND 4. 

5 OR MORE. . , . 


D60 

773 

875 

1 320 

780 

1 111 

1 000 

1 636 

1 367 

1 044 

794 

IBS 

27 

54 

707 

31 

29 

6 

623 

76 

155 

21 

1 253 

36 

21 

10 

637 

99 

37 

7 

927 

134 

36 

14 

828 

139 

26 

7 

1 306 
313 

5 

12 

1 197 

118 

22 

30 

772 

192 

26 

54 

939 

30 

91 

707 

2 

618 

14 

243 

1 268 

3 

49 

704 

4 

72 

975 

46 

90 

932 

13 

55 

1 563 

31 

42 

1 223 

15 

129 

876 

5 

163 


705 

950 

4 

47 

71 

114 

560 

820 

56 

101 

164 

190 

755 

1 107 

*25 

4 


1 

56 

5 

34 

12 

3i 

4 

150 

41 

129 

44 

91 

29 

223 

174 

194 

158 

246 

304 

234 

247 

224 

782 

249 

259 

191 

188 

156 

255 

112 

93 

97 

75 

73 

51 

27 

38 

74 

41 

62 

15 

20 

5.6 

4.8 

5.2 

' 4.8 

5.1 

4<6 

5.8 

5.5 

5.4 

5.2 

5,1 

4*9 


3.8 

... 

3.9 

... 

3.6 

737 

870 

773 

822 

1 320 

776 

. •. 

143 

... 

32 

... 

4 

... 

22 

... 

11 

... 


... 

25 

... 

10 

... 

• • • 


1 053 

869 

i 556 

... 

52 

34 

58 

79 

46 

32 

16 

19 

81 

54 

81 

269 

153 

227 

267 

335 

387 

277 

246 

425 

144 

112 

309 

27 

45 

128 

14 

39 

60 

4.1 

4.3 

4,7 

4,4 

4.8 

5,3 

3.6 

3.6 

3.9 

1 014 

984 

1 482 

SB 

8 

113 

39 

8 

15 

... 

... 

26 


636 i 299 
98 326 

310 515 


12 

7 

31 

115 

64 

60 

376 

183 

559 

466 

419 

482 

235 

216 

442 

112 

89 

315 

34 

30 

141 

17 

36 

110 

3.9 

4.1 

4.4 

4.3 

4.3 

5.3 

3.5 

3.8 

3.6 

212 

978 

2 002 

139 

56 

79 

16 

10 

40 

••• ... 19 
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State and Small Areas 


Table 25._Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 

’ Characteristics, tor Places or 2,500 to 10,000 Inhabitants; I960—Con. 

[Some data based on sample; median not sbo-wn where base is insufficient; see text. “U" denotes an umncorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 


DAIGLE" 

VILLE 

(Ul 


DELHI 


DENHAM DE 
SPRINGS QUINCY 


DE 

RIDDER 


DONALO- 

SONVILLE 


FARMER" 

VILLE 


ferriday 


FRANKLIN 


FRANK- 

LINTON 


GOLDEN 

MEADOW 


GONZALES 


ALL HOUSING UNITS. 

TENURE! COLORf AND VACANCY STATUS 


1 437 


807 


1 797 


1 338 


3 


Oil I 1 767 


828 


1 535 


2 468 


961 


880 


959 


OWNER OCCUPIED . 

WHITE.. 

NONWHITE . 

RENTER OCCUPIED.. 

WHITE. 

NONWHITE . • 

AVAILABLE VACANT . 

FOR SALE ONLY. . • . 

FOR RENT . 

other vacant ... • . 

CONOITION AND PLUMBING 


959 

703 

256 

‘too 

288 

112 

39 

10 

29 

39 


553 

1113 

UO 

200 

1112 

58 

itl 

14 

27 

13 


1 191 
1 055 
136 
404 
237 
167 
122 
78 
44 
SO 


834 

671 

163 

389 

2B9 

100 

49 

3 

46 

66 


1 434 
1 071 
363 
727 
475 
252 
619 
48 
571 
231 


910 

551 

359 

747 

422 

325 

73 

4 

69 

37 


582 

373 

209 

208 

103 

105 

16 

6 

10 

22 


626 

250 

376 

770 

255 

515 

85 

1 

84 

54 


1 409 
1 076 
333 
952 
690 
262 
69 
5 
64 
38 


599 

365 

234 

317 

172 

145 

28 

5 

23 

17 


627 

627 

179 

179 

40 

1 

39 

34 


587 

517 

70 

283 

233 

50 

64 

12 

52 

25 


ALL UNITS 


SOUND. 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING... 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED.. • 


1 437 

807 

1 797 

970 

635 

1 313 

911 

587 

1 2B2 

30 

12 

14 

29 

36 

17 

304 

128 

2B3 

131 

50 

178 

49 

8 

14 

124 

70 

91 

163 

44 

201 


1 338 

3 011 

1 767 

1 127 

1 856 

1 283 

1 014 

1 636 

1 053 

38 

38 

128 

75 

182 

102 

169 

882 

258 

79 

591 

106 

.18 

18 

72 

72 

273 

80 

42 

273 

226 


B2S 

616 

532 

9 

75 

176 

70 

9 

97 

36 


1 535 

2 468 

564 

1 628 

490 

1 540 

2 

34 

72 

54 

725 

597 

265 

428 

37 

50 

423 

119 

246 

243 


961 

698 

558 

14 

126 

164 

59 

5 

100 

99 


880 
790 1 
644 
61 
85 
73 
25 
17 
31 
17 


959 

755 

732 

10 

13 

171 

122 

17 

32 

33 


renter occupied. 

SOUND. ... 

with all plumbing facilities . 

lacking some or all facilities . . . • 

deteriorating. 

WITH ALL plumbing FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . • 
DILAPIDATED. 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT and cold piped water INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

other TOILET FACILITIES OR NONE. .... 

BATHING facilities 

bathtub or shower. EXCLUSIVE USE ... • 

bathtub or shower. SHARED. 

NO bathtub or SHOWER . 


400 

220 

214 

6 

92 

49 

43 

88 


200 

112 

100 

12 

60 

21 

39 

2B 


404 

165 

157 

8 

107 

56 

51 

132 


389 

282 

240 

42 

86 

34 

52 

21 


1 437 


807 


1 797 


1 338 I 3 


727 

413 

32S 

88 

226 

126 

100 

88 


747 

499 

394 

105 

137 

47 

90 

111 


208 

105 

80 

25 

84 

34 

50 

19 


770 

194 

160 

34 

385 

94 

291 

191 


952 

469 

437 

32 

339 

230 

109 

144 


317 

183 

134 

49 

81 

22 

59 

53 


179 

283 

149 

193 

122 

184 

27 

9 

24 

76 

11 

52 

13 

24 

6 

14 


on I 1 767 


826 


1 535 


2 466 


961 


680 


959 


1 059 
172 
133 
73 


656 

111 

16 

22 


1 522 
100 
120 
55 


I 115 
208 
10 
5 


2 393 
419 
163 
36 


1 195 
451 
99 
22 


630 

69 

55 

74 


^1 

2 051 

654 

[bj 

286 

135 

Ira 

116 

116 

70 

15 

56 


684 

160 

6 

30 


889 

52 

11 

7 


1 146 
4 

287 


744 

13 

50 


1 578 
7 

212 


1 259 
34 
45 


2 503 
73 
435 


1 551 
34 
182 


643 

16 

169 


976 

285 

274 


2 220 
28 
220 


667 

18 

276 


755 

2 

123 


906 

20 

33 


1 142 
4 

291 


669 1 552 

8 8 
130 237 


1 158 
13 
167 


2 384 
58 
569 


1 435 
29 
303 


628 

16 

184 


811 2 141 
101 20 
623 307 


655 755 

17 1 

289 124 


899 

19 

41 


BATHROOMS 


1 . 

MORE than 1. 

SHARED OR NONE . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. .... 


897 

126 

414 


572 

72 

163 


1 201 
295 
301 


1 012 
102 
224 


1 896 
401 
714 


1 023 
148 
596 


484 

105 

239 

I 


691 

92 

752 


1 698 
309 
461 


429 

171 

361 


607 

52 

221 


752 

146 

61 


1 330 
10 
97 


759 

25 

23 


1 738 
35 
24 


1 323 

”5 


2 936 1 757 

27 

48 10 


784 

30 

14 


I 469 


2 454 


66 


14 


846 

45 

70 


866 

*14 


939 

20 


105 
I 050 
282 


734 

15 

5B 


666 

893 

238 


1 253 
19 
66 


1 855 
725 
431 


1 29B 
312 
157 


622 

41 

165 


1 201 
70 
264 


2 291 
25 
152 


572 

93 

296 


5 

777 

98 


401 

541 

17 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS... 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDlANi 

all units. 

OWNER OCCUPIED.. • 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 


15 

90 

217 

445 

374 

227 

49 

20 


4.4 

4.7 

3.6 


1. INCL. TRAILER 

2 . 

3 AND .. 

5 OR MORE. . • • 


1 374 
47 
16 


11 

35 

87 

193 

239 

174 

47 

21 


4.8 
5.1 

3.8 


22 

63 

220 

436 

671 

281 

76 

28 


32 

71 

152 

353 

342 

252 

93 

43 


83 

178 

562 

740 

634 

546 

170 

98 


26 

119 

396 

495 

320 

258 

89 

64 


2 

43 

118 

190 

231 

156 

53 

35 


139 

231 

399 

275 

246 

162 

55 

28 


39 

131 

447 

621 

593 

378 

142 

117 


32 

69 

161 

257 

196 

139 

72 

35 


4 

53 

175 

292 

196 

96 

40 

24 


4.7 4.7 4.4 

5.0 5.1 5.2 

3.8 4.0 3.7 


4.2 4.8 3.5 
4.5 4.9 4.7 
3.7 3.5 3.0 


4.5 4.4 4.2 

5.1 4.9 4.6 

3.8 3.8 


26 

66 

155 

277 

281 

103 

30 

21 


4.3 
4.9 

3.4 


786 

10 

11 


1 7B1 
11 
5 


1 293 

35 

10 


2 755 
135 
111 
lO 


1 518 
194 
55 


801 

21 

6 


1 268 
165 
29 
73 


2 211 
150 
69 
38 


894 

47 

8 

12 


872 

8 


879 

71 

9 







































































































Louisiana 

Tabic 25."‘**“THJsruR.K, V^ACAMf^v Q'tajt'tyo r' 

Characteristics, for Places o?T500°TOTnnm''r’'''^'" Facilities, and Structural 

[Some date based on sample; median not shown I t ’ ’°°° 1960-Con. 

ouian not shown where base is insufficient- see text “tt>> 

number indicates median above that numbed] “ ™orporated place. Plus (+) after 


Tenure by Color, 
V.-icancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


HAYNES- 

VILLE 


ALL HOUSING UNITS. 


Tenure, color, and vacancy status 


OWNER OCCUPIED • 
WHITE. 

nonwhite , . . 

RENTER OCCUPIED. 
WHITE. 

nonwhite . . . 
available vacant 
for sale only, 
for rent . . . 
other Vacant . . 


condition and plumbing 


ALL UNITS. 

SOUND. . ..! . 

WITH ALL PLUMBING FAClLniES ! ’ 
lacking only hot WATER ... 

'■"““I"? 

with all plumbing facilities ! * 
lacking only hot Water , . . . ‘ 


DILAPIDATEoI^r.FACILITIES 


renter occupied. 

SOUND.. . 

with all plumbing facilities ! ! 

deteS?or^?SS" • • 

with all plumbing FACILITIES .* .* 

DitiSy?”! o«/>^l^pacilities . . 


ALL HOUSING UNITS. 


WATER SUPPLY 

Bpj AND COLD PIPED WATER INSIDE STRUcturp 
ONLY COLD PIPED WATER INSIDE STRUCTURE . * 
PIPED WATER outside STRUCTURE^ . . . . 

NO PIPED WATER... 


TOILET FACILITIES 


FLUSH toilet. EXCLUSIVE USE. . . 

flush toilet. SHARED . 

OTHER toilet FACILITIES OR NONE. 

bathing facilities 

bathtub or Shower, exclusive use 
bathtub or shower, shared. . . , 
NO bathtub or shower ...... 


MORE THAN I. , 
SHARED OR NONE 


SOURCE OF WATER 


PUBLIC SYSTEM DR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. ... . 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC tank or CESSPOOL. 
OTHER OR NONE. 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. ..... 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEDI AN I 

ALL UNITS, , . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


UNITS IN STRUCTURE 


1* INCL. trailer 

2. 

3 AND 4. 

5 OR MORE. . . . 


homer jean- 

ERETTE 


I lapa** 

KAPLAN KENTWOOD YETTE 
SOUTH- 
' west (U) 


lake 

PROVi- LAPLACE 
OENCE (Ul 





mm 



3.7 

1 009 

1 4S8 

1 500 

85 

81 

81 

22 

64 

16 

13 

15 

5 
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State and Small Areas 


Table 25 .- -Tunuk!., X^acaniy Status. CaiNoiTtoN and Fl.umui.vu Faciutuss, and STKurruRAt. 

C IrtAR AtTRRISTR S, fUK Fl.AC ti.’i Of TO 10,000 lNllA»rrANT.S: I 960 —Coti. 

{!:k)nie datii b(w#d on *aniplBj ntoditut not shown wheiti bnw Is ln»vitHci«nt; toxt. "U" denotes un unlncoriKirRted place. 1 lua t h) aftsi* 

numlwr indicates inodian above that number] 


Tenure by Ckilof, 
Vacjucv Sc.\rus 
('.tindiCKrti jiiil 
Plumbing 
Water .''upplv 
roller [•'jt ilitica 


Bathing Facilitiir* 
Bathrooms 
Stiurcc of Warer 
Sewage Disposal 
Rooms 

Units in Strut rure 


ALU HOUSlNts UNITS, 


TtNURE* COLOKt AND VACANCY STATUS 


OWNER OCCUPIED . 

WHITE. 

NONWHITS . . . 
RENTER OCCUPIED. 

white. 

NONWHITS . . . 
AVAlUAiUE VACANT 
ROR SALE ONLY, 
FOR RENT . . . 

other vacant . . 


CONDITION AND PLUMBING 

ALU UNITS.. 

SOUND. ...... . ... 

WITH ALL PLUMBING FACILITIES , . 
LACKING ONLY HOT WATER ..... 

LACKING OTHER PLUMBING FACILITIES 
OETSRIORATING, .......... 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING other PLUMBING FACILITIES 
DILAPIDATED. 


RENTER OCCUPIED, 

SOUND. 

WITH all plumbing FACILITIES . 
lacking some or all FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES , 
LACKING SOME OR ALL FACILITIES 

dilapidated. 


UUTCHER MAMOU 


NORTH 

NORCO SHREVE- OAKDALE PATTER’ 
(U) PORT (Ul SON 


ALU HOUSING UNITS.. . . . 

WATER supply 

HOT and COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE.. . 

NO PIPED WATER . ....... 

TOILET facilities 


FLUSH toilet* EXCLUSIVE USE. . , 
FLUSH TOILET* SHARED ...... 

OTHER toilet FACILITIES OR NONE, 

BATHING facilities 


BATHTUB OR SHOWER. EXCLUSIVE USE 

bathtub or shower* shared. . . . 

NO BATHTUB OR SHOWER ...... 


MORE THAN t. . 
SHARED OR NONE 


source of water 


PUBLIC SYSTEM OR PRIVATE COMPANY 
INDIVIDUAL WELL. 

other. . . . 


SEWAGE DISPOSAL 


PUBLIC SEWER ...... 

SEPTIC TANK OR CESSPOOL. 

other or none. 


707 

646 

1 001 

186 

1 343 

lOI 

74 

133 

19 

137 

522 

393 

157 

1 873 

618 

1 276 

1 070 

1 275 

417 

2 079 


* * « 

10 

770 

9 

*34 

3 

6 

887 

14 

931 

1 040 

135 

U 

1 524 

74 

5 

1 049 

242 

73 

325 

28 

111 

1 821 

501 


1 ROOM ...... 

2 ROOKS. 

3 ROOMS. 

a ROOMS. ..... 

5 ROOMS. 

6 ROOMS. ..... 

7 ROOMS. . 

8 ROOMS OR MORE. . 
MEDIANI 

ALL UNITS. . . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


UNITS IN STRUCTURE 


1* INCL. TRAILER 

.. 

3 AND 4, ... . 
9 OR HORS. . . > 


33 

10 

7 

7 

32 

8 

65 

36 

80 

57 

88 

47 

199 

232 

172 

452 

228 

136 

385 

241 

336 

775 

564 

254 

329 

233 

365 

562 

531 

193 

200 

195 

239 

170 

422 

92 

B1 

91 

70 

40 

1S5 

37 

38 

99 

22 

11 

80 

22 

4,5 

4.3 

4.6 

4.2 

4.8 

4.3 

S.O 

5.2 

5.0 

4.9 

5.3 

4.6 

3.7 

3.9 

4.1 

3.6 

4.2 

3.9 

1 295 

1 034 

1 229 

2 074 

2 038 

749 

19 

24 

40 

... 

36 

35 

16 

10 

13 

•.. 

24 

5 

. >. 

5 

9 

• •. 

• •. 

_• . • 
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20-47 


Table 25 . Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
’^OR Places of 2,500 to 10,000 Inhabitants; 1960—Con. 
ata based on sample, median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


B.rt hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 


ALL HOUSING UNITS. 

TENURE I COLOR* AND VACANCY STATUS 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . .... 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

AVAILABLE vacant . 

FOR SALE ONLY. 

FOR RENT . 

OTHER VACANT . 

CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING DNLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING other PLUMBING FACILITIES. . . . 
DILAPIDATED.. . . 

RENTER OCCUPIED. . ... . . . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all FACILITIES . 

DILAPIDATED. 


ALL HOUSING UNITS. 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only CDLD PIPED water INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET facilities 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH toilet, shared . 

OTHER toilet FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or shower, EXCLUSIVE USE . 

BATHTUB OR SHOWER, SHARED. 

NO bathtub OR SHOWER . 

BATHROOMS 


. . 

MORE than 1. 

SHARED OR NONE . 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


ROOMS 


X ROOM .... 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

e ROOMS OR MORE. 

MEDIAN! 

ALL UNITS. 

OWNER OCCUPIED .... . 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 

1, INCL. TRAILER . 

.. 

3 AND .. 

S OR MORE. 


PI NE¬ 
VILLE 

PLAQUE- 

MINE 

PONCHA- 

TOULA 

PORT 

ALLEN 

PORT 

SULPHUR 

(U) 

RACELAND 

(U) 

rayne 

RAYVILLE 

RESERVE 

(U) 

ST 

MARTIN- 

VILLE 

SAMTOWN 

(U) 

SLIDELL 

2 820 

2 

336 

1 

402 

1 

388 

826 

1 

085 

2 

516 

1 

350 

1 400 

1 

703 

1 020 

1 

995 

1 528 

I 

208 


844 


956 

353 


666 

1 

638 


715 

984 

1 

035 

682 

1 

195 

1 


962 


623 


632 

283 


610 

1 

250 


432 

671 


622 

13 



222 


246 


221 


324 

70 


56 


388 


283 

313 


413 

669 



1 000 


959 


502 


327 

366 


335 


757 


525 

325 


548 

205 


536 

853 


647 


323 


206 

343 


287 


587 


243 

181 


299 

3 



147 


312 


179 


121 

23 


48 


170 


282 

144 


249 

202 


224 



60 


13 


77 

74 


48 


71 


61 

14 


58 

67 


160 



6 


5 


31 

13 


3 


15 


43 

1 


8 

37 


83 

151 


54 


8 


46 

61 


45 


56 


18 

13 


50 

30 


77 

98 


109 


43 


28 

33 


36 


50 


49 

77 


62 

66 


104 

2 820 

2 

336 

1 

402 

1 

388 

826 

1 

065 

2 

516 

1 

350 

1 400 

1 

703 

1 020 

I 

995 

2 082 

1 

382 


785 

1 

016 

773 


919 

1 

992 


831 

618 

1 

335 

654 

1 

572 

I 986 

1 

300 


675 


927 

685 


742 

1 

684 


747 


1 

102 

258 

I 

370 

11 


41 


41 


40 

19 


102 


155 


9 



109 

18 


30 

85 


41 


69 


49 

69 


75 


153 


75 



124 

378 


172 

521 


571 


348 


309 

43 


147 


382 


415 

701 


309 

233 


315 

383 


330 


194 


185 

6 


51 


195 


133 

395 


98 

21 


163 

17 


85 


33 


53 

6 


19 


78 


21 

86 


74 

7 


12 

121 


156 


121 


71 

31 


77 


109 


261 

220 


137 

205 


140 

217 


383 


269 


63 

10 


19 


142 


104 

81 


59 

133 


108 

1 000 


959 


502 


327 

366 


335 


757 


525 

325 


546 

205 


536 

665 


392 


219 


165 

351 


251 


534 


212 

86 


369 

104 


341 

629 


365 


164 


143 

325 


175 


419 


170 

73 


266 

33 


240 

36 


27 


55 


22 

26 


76 


115 


42 

13 


103 



101 

237 


320 


145 


128 

15 


78 


154 


254 

192 


152 



140 

173 


170 


61 


77 

5 


25 


73 


58 

84 


32 



53 

64 


150 


84 


51 

10 


53 


81 


196 

108 


120 

64 


87 

98 


247 


138 


34 

... 


6 


69 


59 

47 


27 

32 


55 

2 820 

2 

336 

1 

402 

1 

388 

826 

1 

085 

2 

516 

1 

350 

1 400 

1 

703 

1 020 

1 995 

2 473 

1 

775 


963 

1 

152 

703 


817 

1 

918 


928 

970 

1 

224 

332 

I 

629 

209 


457 


204 


214 

89 


228 


505 


205 

268 


421 

316 


174 

65 


77 


82 


16 

26 


21 


58 


84 

94 


34 

313 


36 

73 


27 


153 


6 

8 


19 


35 


133 

68 


24 

59 


156 

2 531 

2 

113 

1 

066 

1 

289 

724 


921 

2 

366 

1 

038 

1 076 

1 

589 

345 

1 

645 

60 


49 


60 


57 

3 


20 


15 


67 

7 


18 

9 


88 

229 


174 


276 


42 

99 


144 


135 


245 

317 


96 

666 


262 

2 459 

1 

906 

1 

016 

1 

236 

734 


962 

2 

181 


930 

1 084 

1 

399 

322 

1 

616 

52 


32 


56 


44 

3 


20 


12 


20 

6 


13 

9 


72 

309 


398 


330 


108 

89 


103 


323 


400 

310 


291 

689 


307 

2 052 

1 

422 


802 


943 

549 


722 

1 

704 


725 

922 

1 

097 

263 

1 

169 

322 


306 


108 


184 

150 


79 


268 


145 

79 


170 

15 


408 

446 


608 


492 


261 

127 


284 


544 


480 

399 


436 

742 


418 

2 770 

2 

281 

1 

136 

1 

388 

813 

1 

013 

2 

491 

1 

256 

1 338 

1 

688 

993 

1 

784 

• • • 


10 


76 


t • t 

• • 9 


• • ■ 


• • • 


53 

6 


t • • 

• • • 


43 

50 


45 


190 


... 

13 


72 


25 


41 

56 


15 

27 


168 

2 460 

1 

961 


995 

1 

257 



41 

2 

439 

1 

170 

5 

1 

441 

34 

1 

227 

154 


271 


96 


93 

536 


937 


20 


6 

1 149 


194 

320 


485 

206 


104 


311 


38 

290 


107 


57 

■ 


246 


68 

666 


283 

31 


40 


45 


50 

10 


38 


17 

■ 

Ira 

16 


21 

17 


88 

101 


116 


101 


35 

86 


67 


112 


itn 

86 


49 

37 


113 

462 


561 


274 


231 

144 


168 


366 



223 


315 

246 


234 

642 


497 


328 


322 

212 


320 


844 


361 

368 


446 

345 


453 

847 


476 


322 


399 

224 


289 


624 


285 

330 


392 

204 


596 

497 


357 


213 


253 

99 


136 


386 


166 

240 


277 

124 


322 

160 


152 


75 


67 

37 


50 


102 


80 

92 


117 

35 


127 

80 


137 


44 


31 

14 


17 


65 


46 

45 


86 

12 


62 

4.7 


4.4 

■ 



4.6 



4.3 


4.4 


4.2 

4.5 


4.6 



4.7 

5.2 


5.3 




5.2 



4.7 


4.7 


5.0 

5.0 


5.3 



5.1 

3.8 


3.9 

■ 

i 


3.7 

■ 


3.8 


4.1 


3.3 

3.7 


3.9 

B 


3.5 

2 569 

2 

068 

1 

321 

1 

199 

685 

1 

023 

2 

366 

1 

249 

1 317 

1 

642 


1 

574 

165 


189 


36 


124 

99 


14 


80 


57 

58 


35 

BB 


184 

86 


44 


31 


29 

26 


• • 


56 


16 

21 


10 

• t • 


158 



35 


14 


36 

16 


48 


14 


28 

4 


16 

8 


79 
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State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-I-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

SPRING- 

HILL 

TALLULAH 

VIDALIA 

VILLE 

PLATTE 

VINTON 



WESTLAKE 

WESTWEGO 

WINN- 

FIELD 

WlNNS- 

80RO 

ZACHARY 

ALL HOUSING UNITS. 

2 

087 

3 

106 

1 

267 

2 

461 

929 

9S9 



2 

787 

2 

3B3 

1 

448 

861 

TENURE) COLOR) AND VACANCY STATUS 



■ 














■ 

■ 


OWNER OCCUPIED . 

1 

387 

■ 

450 


852 

1 

478 

663 

567 

646 

634 

1 

648 

1 

311 

■ 


661 

WHITE. 

1 

297 


596 


598 

1 

299 

568 

561 

5 OS 

533 

1 

537 


B57 


Hr] 

429 

NONWHITE . 


90 


854 


254 


179 

95 

6 

141 

101 


111 


454 


rUl 

232 

RENTER OCCUPIED. 


525 

1 

421 


317 


894 

218 

312 

280 

222 


967 


859 


Pwl 

160 

WHITE. . . 


360 


309 


183 


691 

172 

270 

216 

170 


820 


389 


323 

83 

NONWHITE . . . 


165 

1 

112 


134 


203 

46 


64 

52 


147 


470 


293 

77 

AVAILABLE VACANT . 


151 


98 


51 


34 



41 

66 


107 


66 


28 

32 

FOR SALE ONLY. 


63 


24 


29 


3 



5 

16 


16 


4 


6 

18 

FOR RENT .... . 


BB 


74 


22 


31 


51 

36 

50 


91 


62 


22 

14 

OTHER vacant . 


24 


137 


47 


55 


23 

31 

27 


65 


147 


41 


CONDITION AND PLUMBING 




















ALL UNITS. 

2 

087 

3 

106 

1 

267 

2 

461 


959 

998 

949 

2 

787 

'2 

383 

1 

448 


SOUND.'. 

1 

946 

1 

354 


013 

1 

896 


816 

734 

701 

2 

319 

1 

309 


808 


WITH ALL PLUMBING FACILITIES . 

I 

708 


975 


791 

^■1 

p fl 


771 

653 

640 

2 

067 

1 

131 


723 


LACKING ONLY HOT WATER . 


18 


25 


10 


F ^ 


2 

41 

15 


103 


26 


10 


LACKING OTHER PLUMBING FACILITIES. . . , 


140 


354 


12 



22 

43 

40 

46 


149 


152 


75 


OETERIORATING. 


124 


928 


200 


481 

242 

113 

209 

165 


318 


680 


248 


WITH ALL PLUMBING FACILITIES . 


62 


313 


108 


258 

180 

73 

115 

99 


127 


274 


171 


LACKING ONLY HOT WATER . 


2 


29 


24 


62 

22 

3 

27 

a 


49 


15 


2 


LACKING OTHER PLUMBING FACILITIES. . , . 


60 


586 


68 


161 

40 

37 

67 

58 


142 


391 


75 


dilapidated. . ......... 


17 


824 


254 


84 

156 

30 

55 

83 


150 


394 


392 

51. 

RENTER OCCUPIED. 


525 

1 

421 


317 


894 

218 

312 

280 

222 


967 


859 


616 

160 

SOUND... 


434 


326 


150 


609 

83 

235 

180 

105 


698 


294 


206 

82 

WITH ALL PLUMBING FACILITIES . 


331 


138 


147 


442 

77 

202 

164 

87 


597 


242 


160 

66 

LACKING SOME OR ALL FACILITIES . 


103 


IBB 


3 


167 

6 

33 

J,6 

18 


101 


52 


46 

14 

OETERIORATING. 


81 


512 


63 


236 

73 

57 

76 

76 


184 


338 


141 

51 

WITH ALL PLUMBING FACILITIES . 


33 


125 


37 


114 

63 

31 

37 

48 


68 


116 


102 

22 

LACKING SOME OR ALL FACILITIES . 


48 


387 


26 


122 

10 

26 

39 

28 


116 


222 


39 

29 

DILAPIDATED.. . . . 


10 


583 


104 


49 

62 

20 

24 

41 


85 


227 


269 

27 

ALL HOUSING UNITS. 

2 

087 

3 

106 

1 

267 

2 

461 

929 

959 

998 

949 

2 

787 

2 

383 

— 

1 

448 

861 

WATER supply 









■I 



mmm 








HOT ANO COLD PIPED WATER INSIDE STRUCTURE. 

1 

SB9 

1 

467 


931 

1 

879 


888 

796 


2 

272 

1 

533 


985 

662 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


152 


632 


113 


407 


38 

173 



382 


368 


149 

67 

PIPED water OUTSIDE STRUCTURE. 


29 


799 


215 


67 


12 

12 



99 


334 


126 

125 

NO PIPED WATER.. 


17 


208 


8 


28 

1 

21 

17 

28 


34 


148 


188 

7 

TOILET FACILITIES 




















FLUSH TOILET) EXCLUSIVE USE. 

1 

996 

1 

688 


994 

2 

267 

774 

872 

921 

787 

2 

390 

1 

583 

1 

021 

681 

flush TOILET) SHARED . 


22 


313 


17 


22 

17 

43 

27 

11 


34 


48 


41 

4 

OTHER TOILET FACILITIES OR NONE. . . . . . 


69 

1 

105 


256 


172 

138 

44 

50 

151 


363 


752 


386 

176 

bathing facilities 




















bathtub OR SHOWER) EXCLUSIVE USE . 

1 

879 

1 

449 


972 

2 

045 

773 

862 

851 

801 

2 

407 

1 

520 


970 

670 

BATHTUB OR SHOWER) SHARED. 


17 


89 


16 


18 

15 

37 

23 

11 


30 


32 


18 

4 

NO bathtub or SHOWER . 


191 

1 

568 


279 


398 

141 

60 

124 

137 


350 


831 


460 

187 

BATHROOMS 





















1 

544 

m 



779 

1 

624 

578 

739 

621 

671 

2 

125 

1 

274 


846 

483 

MORE THAN 1. .............. . 


281 




152 


225 

161 

108 

148 

115 


158 


210 


93 

167 

SHARED OR NONE . 


262 

H 



336 


612 

190 

112 

229 

163 


504 


899 


509 

211 

SOURCE OF water 




















public system or private COMPANY . 

2 

036 

2 

965 

1 

267 

2 

434 

929 

944 

970 

926 

2 

749 

2 

305 

1 

230 

845 

INDIVIDUAL WELL. 


41 


11 


f • 


5 


5 

15 

5 


15 


29 


8 

11 

OTHER. 


10 


130 


... 


22 


10 

13 

18 


23 


49 


210 

5 

SEWAGE DISPOSAL 




















PUBLIC SEWER . . . 

1 

922 

2 

070 


601 

2 

311 


900 

911 



266 

1 

495 

1 

076 

37 

SEPTIC TANK OR CESSPOOL. 


113 


58 


403 


30 

777 

25 

25 

772 

2 

344 


176 


25 

745 

OTHER OR NONE. 


52 


978 


263 


120 

152 

34 

62 

177 


177 


712 


347 

79 

ROOMS 




















1 ROOM.. 


9 


179 


25 


11 

14 

16 

25 

10 


79 


28 


30 


2 ROOMS... 


109 


598 


100 


77 

52 

70 

57 

51 


288 


143 


162 


3 ROOMS. 


228 


713 


198 


402 

123 

119 

125 

115 


610 


438 


259 


4 ROOMS. 


530 


634 


219 

1 

054 

214 

208 

257 

251 


827 


508 


316 


5 ROOMS. 


721 


497 


460 


548 

282 

272 

214 

30? 


539 


613 


355 


6 ROOMS. 


334 


298 


185 


234 

160 

175 

177 

145 


305 


421 


207 


7 ROOMS. 


107 


117 


53 


77 

45 

56 

87 

50 


94 


161 


65 

55 

8 ROOMS OR MORE. 


49 


70 


27 


50 

39 

43 

56 

20 


45 


Kn 


54 

ZB 

MEDIAN! 
















HH 




ALL UNITS. 


4.7 


3.6 


4,7 


EiB 


4.7 




4.0 


HR 


4.4 

4,8 

OWNER OCCUPIED . 


5.1 


4.6 


5,0 


Erin 


5.1 

a 



4.6 


Eft] 


5,0 

5,0 

RENTER OCCUPIED. . .. 


3.5 


2.7 


3,4 

■ 

m 


3.9 

K a 

3.5 


3.3 


yg 


3.2 

... 

UNITS IN STRUCTURE 




















1) INCL. TRAILER . . 

2 

030 

2 

763 

1 

268 

2 S53 

909 

856 

913 

913 

2 

310 

2 

263 

1 

315 

861 



42 


165 


5 


104 

... 

44 

58 

25 


290 


83 


86 

• f • 

3 and .. .......... 


10 


91 


• • t 


4 

16 

44 

8 

11 


139 


21 


23 

t » • 

5 OR MORE.. • • • 


5 


87 


... 


... 

4 

15 

19 

... 


48 


16 


24 

... 
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Table 26.—Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text, “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

ALEX¬ 

ANDRIA 

south¬ 
west tU) 

-."T 

AMITE 

CITY 

ANANDALE 

(U) 

ARCADIA 

BAKER 

BAYOU 
CANE (U) 

1 

BERWICK 

BREAUX 

BRIDGE 

bunkie 

BURAS- 

TRIUMPH 

(U) 

CHURCH 

POINT 

COVING¬ 

TON 

ALL HOUSING UNITS. ........ 

737 

1 060 

773 

B75 

1 320 

780 

wm 


1 636 

1 367 

1 044 

2 140 

year structure built 













1955 TO MARCH 1960 ..... . 

467 

115 

251 

126 

1 002 

304 

306 

142 

221 

356 

165 

294 

1950 TO 1954 ... . 

202 

171 

286 

87 

142 

182 

107 

144 

229 

216 

186 

241 


52 

237 

177 

189 

103 

160 

293 

327 

453 

308 

227 

551 

1939 OR EARLIER.. 

16 

537 

59 

473 

73 

134 

405 

387 

733 

485 

466 

1 054 

HEATING equipment 













STEAM OR HOT WATER . 

9 $ • 

• t $ 

• • $ 

• • • 


$ $ • 

t $ $ 

$ $ • 

$ $ $ 

$ • $ 

• $ $ 

« • f 

WARM AIR FURNACE . 

279 

23 

208 



128 

44 

40 

66 

68 

90 

152 

BUILT-IN ROOM UNITS. 

391 

213 

366 



283 

219 

152 

179 

677 

52 

659 

OTHER MEANS WITH FLUE. ... . 

8 

35 

18 



4 

48 

9 

40 

181 

t $ $ 

134 

OTHER MEANS WITHOUT FLUE . 

59 

783 

177 



365 

789 

792 

1 343 

429 

886 

1 191 

NONE. 

.. . 

6 

4 

mtm 


... 

11 

7 

8 

12 

16 


POPULATION 

POPULATION IN HOUSING UNITS, .. 

2 697 

■ 

2 B27 

2 515 

4 823 

3 173 

3 B80 

3 286 

5 186 

4 882 

■ 

m 

PER OCCUPIED UNIT. 

3.B 


3.9 

3.2 

4.2 

4.2 

3.6 

3.5 

3.4 

3.8 



OWNER.. 

3.8 


3.9 

3.0 

4.2 

4.2 

3.7 

3.5 

3.4 

3.8 



RENTER . 

... 

HHH 

3.9 

3.5 

3.9 

4.4 

3.6 

3.5 

3.3 

3.8 

HKIQ 


ALL OCCUPIED UNITS.. . , • 

701 

1 007 

719 

796 

1 162 

752 

1 068 

934 

1 547 

1 287 

992 

1 891 

PERSONS 

mmm 














184 

33 

121 

38 

29 

109 

118 

225 

79 

120 

301 



269 

125 

279 

142 

127 

230 

236 

427 

249 

241 

503 



168 

164 

139 

212 

140 

219 

166 

272 

280 

181 

317 


196 

159 

160 

110 

321 

171 

197 

169 

259 

283 

159 

266 


117 

103 

126 

55 

247 

106 

151 

100 

164 

203 

123 

193 

6 PERSONS.. 

54 

53 

56 

33 

128 

96 

86 

67 

97 

108 

73 

130 


23 

34 

24 

20 

40 

39 

44 

41 

44 

47 

44 

68 

a PERSONS OR MORE. . 

12 

37 

31 

39 

34 

44 

32 

37 

59 

38 

51 

113 

MEDIAN! 













ALL OCCUPIED.... 

3.8 

2.8 

3.7 

2.5 

4.1 


3.4 


2.9 

3t6 

3.2 

2.9 

OWNER.. 

3.7 

3.3 

3.8 

2.4 

4.2 


3.4 


3.3 

3.7 

3.3 

3.0 

RENTER.. « . . 


2.5 

• • • 

2.4 

... 


3.2 

mm 

2.7 

3.8 

3.7 

3.0 

PERSONS PER ROOM 

H| 












1.00 OR LESS . 


853 

608 

683 

974 

536 

774 

725 

1 320 

881 

744 

1 513 

1.01 OR MORE . 

Hu 


111 

113 

188 

216 

294 

209 

227 

406 

248 

378 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

633 


559 

548 

1 077 

536 

661 

651 

907 

704 

724 

923 

1958 TO MARCH 1960 . 

280 


190 

96 

632 

156 

147 

62 

136 

226 

84 

139 

1954 TO 1957 ... . • • 

281 


172 

67 

320 

183 

149 

112 

181 

183 

228 

195 

1940 TO 1953 . 

68 

281 

167 

294 

111 

164 

284 

296 

471 

172 

273 

389 

1939 OR earlier. 

4 

139 

30 

91 

14 

33 

81 

181 

119 

123 

139 

200 

RENTER OCCUPIED. ........... 

68 

398 

160. 

248 

85 

216 

407 

283 

640 

583 

268 

968 

1958 TO MARCH I960 . 

44 

197 

138 

134 

63 

128 

258 

177 

382 

407 

128 

503 

1954 TO 1957 . 

16 


10 

74 

19 

40 

57 

69 

123 

99 

105 

212 

1940 TO 1953 .. . 

4 


12 

36 

3 

41 

64 

27 

119 

5B 

27 

190 

1939 OR EARLIER . 

4 


... 

4 

... 

7 

28 

10 

16 

19 

S 

63 

VALUE 













OWNER OCCUPIED .. . . . . 

629 


555 

528 

1 068 

499 

563 

613 

879 

494 

708 

859 

LESS THAN $5,000 . 

t T - 


36 

126 

38 

54 

102 

81 

253 

81 

313 

210 

$5,000 TO $9,900 . 

12 


138 

243 

73 

109 

180 

240 

308 

155 

202 

177 

$10,000 TO $14,900 . 

104 


126 

125 

473 

173 

167 

177 

168 

146 

132 

117 

$15,000 TO $19,900 . 

297 

88 

134 

18 

407 

100 

79 

60 

80 

48 

20 

157 

$20,000 TO $24,900 . ' . 

84 

44 

74 

8 

52 

22 

22 

35 

30 

24 

20 

113 

$25,000 OR MORE . 

132 

44 

47 

8 

25 

41 

13 

20 

40 

40 

21 

85 

median ... DOLLARS . 

18 300 

11 000 

13 700 

8 OOO 

14 600 

12 700 

10 000 

9 700 

7 400 

10 300 

5 700 

11 600 

GROSS RENT 













renter occupied . 

68 

398 

160 

24B 

85 

216 

407 

283 

640 

583 

268 

968 

LESS THAN $20 . 

• f • 

19 

• t t 

28 

3 

13 

11 

18 

41 

7 

24 

23 

$20 TO $39 . 

t - - 

201 

15 

98 

• t $ 

33 

38 

124 

296 

38 

135 

424 

$40 TO $59 . .. 

4 

B5 

3 

46 

8 

32 

91 

51 

150 

87 

54 

243 

$60 TO $79 .... . . 

* . . 

42 

16 

21 

17 

33 

136 

4a 

61 

141 

14 

90 

$80 TO $99 . ' . 

12 

18 

68 

4 

31 

29 

70 

5 

20 

160 

$ $ • 

75 

$100 To $119 . . . , ... . . . . 

• • • 

• • « 

19 

• 8 • 

13 

22 

7 

t « • 

• • • 

36 

4 

51 

$120 OR MORE .... 

40 

• t • 

36 

• $ t 


7 

8 

$ f • 

$ $ $ 

8 

*37 

19 

NO CASH RENT.. . 

12 

33 

3 

51 

9 

47 

46 

37 

72 

106 

43 

MEDIAN . DOLLARS . 


34 

... 

... 

... 

... 

65 

37 

37 

76 

35 

41 

CONTRACT rent 













renter OCCUPIED... . . . . 

56 

365 

157 

197 

76 

169 

361 

246 

568 

477 

231 

925 

MEDIAN ..dollars . 

... 

25 

... 

... 

... 

... 

50 

28 

26 

6! 

2< 

29 



































































































































20-50 


State and Small Areas 


Table 26. —Occupakcy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants; 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (-|-) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Hc.ating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. 

YEAR structure BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER.. 


heating equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE... 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE ......... . 


POPULATION 

POPULATION IN HOUSING UNITS* 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 


ALL OCCUPIED UNITS . . 

PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO march 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5*000 . 

$5*000 TO $9*900 . 

$10*000 TO $14*900 . 

$15*000 TO $19*900 . . 

$20*000 TO $24*900 . 

$25*000 OR MORE. 

median . dollars . 


GROSS RENT 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $39 .... 
$40 TO $59 ... . 
$60 TO $79 .... 
$80 TO $99 ... . 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN . . 


DOLLARS 


CONTRACT rent 

RENTER OCCUPIED.. . . . . 

median . dollars . 


DAIGLE- 

VILLE 

(U) 

DELHI 

DENHAM 

springs 

DE 

QUINCY 

DE 

RIDDER 

DONALD- 

SONVILLE 

FARMER- 

VILLE 

FERRIDAY 

franklin 

FRANK- 
LINTON 

GOLDEN 

meadow 

1 437 

807 

1 797 

1 330 

3 011 

1 767 

828 

1 535 

2 468 

961 

880 

629 

95 

624 

H 

424 

245 

120 

123 

364 

22S 

107 

33B 


401 


386 

129 

142 

IBB 

329 

185 

189 

275 


436 


B83 

247 

209 

499 

505 

270 

214 

195 


336 

■ 

1 318 

1 146 

357 

725 

1 270 

281 

370 


1 


HI 

77 




4 



91 

44 

454 

11 

81 

6 B 

23 

4 

117 

315 

59 

550 

143 


145 

421 

335 

146 

259 

603 

50 

191 

91 

B 


35 

210 

69 

297 

186 

161 

127 

12 

668 

605 


1 139 

2 175 


362 

1 082 

1 563 

458 

599 

37 

7 


8 

47 


... 

4 

20 

11 

19 

5 896 

2 508 

5 989 

3 928 

7 133 

6 024 

2 722 

4 546 

8 606 

3 102 

3 097 

4.3 

3.3 

3.8 

3.2 

3.3 

3.6 

3.4 

3.3 

3.6 

3.4 

3.8 

4.4 

3.4 

3.7 

3.2 

3.3 

3.6 

3.4 

3.2 

3.7 

3.4 

3.8 

4.1 

3.0 

3.8 

3,3 

3.3 

3.7 

3.6 

3.3 

3.5 

3.3 

3.8 

1 359 

753 

1 595 

1 223 

2 161 

1 657 

790 

1 396 

2 361 

916 

806 

70 

■ 

120 

170 

378 

296 

■ 

310 

315 

155 

■ 

248 


345 

333 

575 

377 


364 


222 


196 


301 

265 

367 

278 


213 


165 


273 

149 

337 

206 

328 

237 

117 

190 


147 


243 

72 

247 

124 

228 

152 

80 

118 

313 

102 

132 

120 

35 

138 

70 

137 

114 

48 


171 

51 

61 


20 

46 

29 

56 

78 

31 


77 

29 

36 

Hi 

26 

61 

26 

92 

125 

35 

Bi 

125 

45 

26 



3.6 

2.9 

2.8 

3.1 

3.0 



KB 

3.7 



3.7 

3.2 

3.0 

3.0 

3.1 




3.9 

3.8 


4*0 

2.7 

2.7 

3.0 

2.8 


■I 

■ 

* * • 

910 

649 

1 280 

1 064 

1 829 

1 269 

638 


1 852 

731 

570 

449 

104 

315 

159 

332 

388 

152 

340 

509 

185 

236 

959 

553 

1 191 

834 

1 434 

910 

582 

626 

1 409 

599 

627 

280 

132 

394 

136 

266 

92 

117 

50 

226 

137 

72 

353 

94 

341 

157 

321 

129 

88 

133 


122 

140 

247 

256 

402 

330 

606 

356 

234 

328 


227 

259 

79 

71 

54 

211 

241 

333 

143 

115 


113 

156 

400 

200 

404 

389 


747 

208 

770 

952 

317 

179 

312 

96 

233 

219 


366 

115 

405 

521 

195 

123 

60 

41 

92 

79 


194 

42 

187 

208 

69 

31 

28 

56 

74 

87 


141 

42 

158 

176 

49 

22 


7 

5 

4 


46 

9 

20 

47 

4 

3 

827 

541 

1 134 

778 


796 

572 

597 

1 207 

571 

555 

149 

129 

141 

285 

485 

295 

211 

254 

146 

164 

195 

208 

260 

252 

356 

454 

260 

150 

185 

332 

200 

208 

241 

112 

390 

106 

265 

14 L 

156 

111 

391 

121 

104 

166 

16 

218 

19 

70 

40 

45 

18 

197 

33 

32 

33 

16 

70 

8 

53 

28 

10 

21 

67 

24 

16 

30 

8 

63 

4 

62 

32 

* ‘ t 

8 

74 

29 


11 200 

7 600 

12 300 

6 200 

6 900 

6 300 

8 000 

6 000 

11 500 

7 700 

6 900 

400 

200 

404 

389 

727 

747 

208 

770 

952 

317 

179 

16 

15 

49 

• • • 

25 

54 

8 

120 

52 

26 

7 

78 

77 

90 

143 

261 

282 

89 

336 

201 

143 

24 

64 

35 

37 

82 

223 

179 

38 

99 

224 

60 

29 

67 

25 

82 

121 

74 

100 

14 

98 

271 

35 

j59 

81 

11 

32 

14 

38 

26 

7 

37 

103 

20 

14 


• • I 

8 

• • • 

5 

20 

3 

8 

20 



8 

• • • 

4 

• • I 

• • • 

• • • 

• • • 

• • • 

23 



37 

37 

102 

29 

101 

84 

49 

72 

58 

33 

46 

66 


50 

51 

42 

40 

• • • 

29 

58 

36 


363 

163 

302 

360 

626 

663 

159 

698 

894 

284 

133 

56 


33 

37 

32 

29 

... 

20 - 

44 

24 



GONZALES 


959 


266 

230 

225 

236 


33 

146 

87 

693 


3 2‘i3 
3.7 
3.6 
3.5 


870 


99 

187 

172 

157 

95 

70 

45 

45 


3.4 
3.3 

3.5 


647 

223 


587 

148 

161 

179 

99 

283 

235 

36 

7 

3 


519 
51 
188 
150 
75 
23 
32 
10 500 


283 

4 

32 

126 

80 

12 

3 

4 

22 

55 


261 

44 




































































































































































Louisiana 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Hearing Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

GRAMB- 

LING 

harahan 

HAYNES- 

VILLE 

HOMER 

JEAN- 

ERETTE 

JONES¬ 

BORO 

KAPLAN 

KENTWOOD 

LAFA¬ 
YETTE 
SOUTH¬ 
WEST (U) 

LAKE 

ARTHUR 

LAKE 

PROVI¬ 

DENCE 

LAPLACE 

(U) 

ALL HOUSING UNITS. 

359 

2 507 

1 129 

1 648 

1 602 

1 364 

■n 


1 716 

1 143 

1 846 

965 

YEAR structure BUILT 













1955 TO MARCH 1960 . 


808 


198 

193 

218 

148 

83 

1 200 

147 

248 

277 

1950 TO 1954 . 

41 

900 


185 

143 

159 

186 

no 

352 

189 

136 

122 

1940 TO 1949 . 

96 

576 


298 

299 

319 

528 

171 

120 

344 

403 

162 

1939 OR EARLIER. 

90 

223 

657 

967 

967 

668 

849 

483 

44 

463 

1 059 

404 

HEATING EQUIPMENT 













STEAM OR HOT WATER . 

18 

5 

4 


4 




4 




WARM AIR FURNACE . 

89 

876 

85 

59 

43 

136 

12 

12 

1 289 

76 

66 

172 

BUILT-IN ROOM UNITS. 

13 

1 043 

180 

306 

245 

225 

270 

60 

310 

46 

446 

163 

OTHER MEANS WITH FLUE. 

11 

49 

48 

36 

448 

36 

37 

102 

18 

47 

97 

47 

OTHER MEANS WITHOUT FLUE . 

219 

531 

812 

1 243 

862 

964 

1 378 

657 

95 

948 

1 188 

560 

NONE. 

9 

3 

... 

4 

... 

3 

14 

16 

... 

26 

49 

23 

POPULATION 










H 



population IN HOUSING UNITS, i960. 

1 228 

9 275 

3 031 

4 659 

5 547 

3 834 

5 261 

2 607 

6 682 


5 682 

3 522 

PER OCCUPIED UNIT. 

3.7 

3.9 

2.9 

3.1 

3.6 

3.0 

3.3 

3.3 

4.1 


3.2 

4.0 

OWNER. 

4.0 

4.0 

2.9 

2.9 

3.7 

3.0 

3.3 

3.2 

4.1 


3.3 

4.0 

RENTER . 

3.3 

3.7 

3.0 

3.3 

3.5 

3.0 

3.3 

3.6 

3.8 

Ha 

3.1 

4.1 

ALL OCCUPIED UNITS.. . . . 

331 



1 516 

1 540 

1 280 

1 606 

785 

1 633 

1 008 

1 751 

884 

PERSONS 













1 PERSON . 

34 

121 

168 

302 

231 

!! 

243 

149 

46 

164 

391 

88 

Z PERSONS. 

66 

456 

352 

465 

382 


446 

211 

228 

255 

486 

201 

3 PERSONS. 

77 

434 

196 

238 

243 





153 

266 

151 

4 PERSONS. 

54 

541 

170 

198 

238 





151 

202 

147 

5 PERSONS. 

45 

410 

90 

145 

166 





123 

144 

112 

6 PERSONS. 

28 

227 

31 

76 

115 

" i 

87 

44 

172 

78 

86 

67 

7 PERSONS. 

10 

94 

12 

44 

75 

19 

41 

23 

69 

45 

71 

37 

8 PERSONS OR MORE. 

17 

80 

19 

48 

90 

33 

59 

43 

43 

39 

105 

81 

MEDIAN! 













ALL OCCUPIED . 

3.4 

3.8 


2.5 

3.1 


2.9 



3.1 

2.5 

3.5 

OWNER. 

3.2 

3.8 


2.7 

3.2 





2.9 

2.6 

3.5 

RENTER . 

... 

3.5 


3.2 

3.2 

■ 

3.0 


mm 

3.6 

2.6 

3.3 

PERSONS PER ROOM 













1.00 OR LESS . 

285 

1 961 

943 

1 283 

1 229 

1 131 

1 291 

635 

1 459 

790 

1 360 

617 

1.01 OR MORE . 

46 

402 

95 

233 

311 

149 

315 

150 

174 

218 

391 

267 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

208 

2 001 

684 

890 

1 017 

719 

1 125 

530 

1 433 

696 

1 044 

618 

1958 TO MARCH 1960 . 

91 

526 

132 

74 

115 

91 

135 

97 

591 

78 

178 

152 

1954 TO 1957 . 

42 

719 

146 

183 

179 

149 

139 

34 

597 

123 

214 

107 

1940 TO 1953 . 

59 

690 

223 

400 

447 

312 

487 

267 

222 

341 

411 

236 

1939 OR earlier. 

16 

66 

183 

233 

276 

167 

364 

132 

23 

154 

241 

123 

RENTER OCCUPIED. 

123 

362 

354 

626 

523 

561 

481 

255 

200 

312 

707 

266 

1958 TO march 1960 . 

88 

261 

189 

316 

201 

347 

229 

123 

171 

176 

382 

14B 

1954 TO 1957 . 

22 

51 

97 

158 

146 

137 

146 

67 

20 

69 

144 

76 

1940 TO 1953 . 

13 

50 

54 

121 

91 

65 

78 

52 

9 

59 

157 

39 

1939 OR EARLIER. 

... 

... 

14 

31 

85 

12 

28 

13 

... 

8 

24 

3 

VALUE 













OWNER OCCUPIED . 

195 

1 984 

647 

861 

952 

691 

1 051 

496 

1 413 

652 

1 006 

540 

LESS THAN $5,000 . 

50 

29 

247 

237 

238 

67 

556 

107 

• • 9 

324 

428 

80 

$5,000 TO S9.900 . 

34 

164 

196 

228 

333 

195 

278 

178 

58 

189 

230 

122 

$10,000 TO $14,900 .. . 

55 

853 

119 

228 

214 

270 

136 

156 

206 

101 

176 

139 

$15,000 TO $19,900 . 

30 

447 

37 

102 

83 

93 

50 

33 

564 

16 

91 

156 

$20,000 TO $24,900 . 


278 

20 

18 

48 

17 

12 

14 

363 

10 

43 

26 

$25,000 OR MORE. 


213 

28 

48 

36 

49 

19 

8 

222 

12 

38 

17 

MEDIAN . DOLLARS . 


14 700 

6 600 

9 200 

8 400 

11 000 

5 000- 

8 700 

19 100 

5 000 

6 500 

11 700 

GROSS RENT 













RENTER OCCUPIED. 

123 

362 

354 

626 

523 

561 

481 

255 

200 

312 

707 

266 

LESS THAN .. 

• • • 

■ • • 

18 

100 

30 

32 

36 

51 

■ * • 

20 

107 

30 

$20 TO $39 . 

49 

31 

56 

287 

156 

235 

240 

98 

• * • 

99 

381 

68 

$40 TO $59 . 

17 

63 

99 

93 

94 

160 

97 

58 

15 

61 

67 

33 

$60 TO $79 . 

8 

114 

85 

58 

76 

78 

19 

15 

15 

59 

64 

27 

$80 TO $99 . . . 


61 

28 

19 

46 

12 

• • • 

4 

10 

8 

8 

12 

$100 TO $119 . 


44 

10 

4 

9 

• • • 

$ • • 

$ • • 

27 

• 99 

9 9 9 

3 

$120 OR MORE . . 


14 

4 

t • • 

IB 

$ • • 

• • t 

• • • 

128 

9 9 9 

8 

9 

NO CASH RENT . 

35 

35 

54 

65 


44 

S9 

29 

5 

65 

72 

84 

MEDIAN . DOLLARS . 

... 

72 

54 

28 


39 

31 

33 

... 

41 

28 

... 

CONTRACT RENT 













RENTER OCCUPIED. 

88 

327 

300 

561 


517 

392 

226 

195 

247 

635 

182 

MEDIAN . dollars . 

... 

61 

33 

20- 


30 

23 

20 

... 

32 

20- 

.. . 









































































































































20-52 


State and Small Areas 

Tabic 26.-OccoPaKCV anb F.NAHaac CHaKACTBa.sT,cs. Yea. E<iu.PMENT, 

roa Places of 2,500 to 10,000 Inhabitants: 1960-Coa 

[Soms to based ». 

~ '-‘^Sf ntii "aK ma!s 


Year Structure Built Year Moved into 

Heating Equipment Unit 
Population Value 

Persons Gross Rear 

Persons per Room Contract Rent 


NORTH 

NORCO SHREVE- 
(U) PORT (U) 


OAKDALE PATTER¬ 
SON 

























































































































Louisiana 
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Table 26.—Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (-|-) or 
minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. . . . 

YEAR structure BUiLT 

1955 TO MARCH I960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER. 


HEATING equipment 

STEAM OR hot WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
other means WITHOUT FLUE . . 
NONE. 


POPULATION 

POPULATION IN HOUSING UNITS. 1960. . . . . 

PER OCCUPIED UNIT. 

OWNER... 

RENTER... 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


year moved into unit 

' OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 .. 

1939 OR EARLIER. 


VALUE 


OWNER OCdUPlED ..... . 

LESS THAN $5,000 . 

$5,000 TO $9,900 . 

$10,000 TO $14,900 ....... . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. .... . 

median . dollars . 


GROSS rent 

renter OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 .... . . 

$80 TO .. 

$100 TO $119... 

$120 OR MORE.. . 

NO CASH rent . 

median.■ . . . dollars . 


CONTRACT RENT 

RENTER OCCUPIED. 

median . dollars . 


PI NE¬ 
VILLE 

plaque- 

mine 

PONCHA- 

TOULA 

PORT 

ALLEN 

PORT 

SULPHUR 

(U) 

RACELAND 

(U) 

RAYNE 

RAYVILLE 

RESERVE 

(U) 

ST 

MARTIN- 

VILLE 

samtown 

(U) 

SLIDELL 

2 820 

2 336 

1 402 

1 388 

826 

1 085 

2 516 

1 350 



1 020 

1 995 

437 

236 

203 

275 

136 

261 

366 

152 

177 

263 

236 

683 

280 

218 

150 

212 

199 

173 

371 

161 

159 

280 

169 

286 

909 

248 

256 

284 

291 

240 

603 

243 

256 

396 

504 

293 

1 194 

1 634 

793 

617 

200 

411 

1 176 

794 

808 

764 

111 

733 

12 

48 

4 

4 



7 





36 

81 

152 

90 

250 

50 

106 

143 

44 

225 

76 

5 

166 

567 

439 

357 

239 

111 

347 

487 

162 

222 

187 

8 

485 

465 


339 

44 

24 

42 

581 

25 

45 

88 

98 

518 

1 680 


601 

851 

600 

590 

1 288 

1 119 

868 

1 327 

906 

748 

15 


11 

... 

41 

... 


... 

40 

25 

3 

42 

8 307 

7 601 

4 692 

■ 

2 814 

3 655 

8 590 

4 029 

■ 

6 443 

11 

6 340 

3.3 

3.5 

3.5 


3.9 

3.7 

3.6 

3.2 


4.1 


3.7 

3.3 

3$5 

3.5 


4.2 

3.7 

3.5 

3.4 


4.2 


3.7 

3.3 

3.6 

3.4 

IHBIE] 

3.6 

3.6 

3.7 

3.1 


3.9 


3.7 

2 528 

2 167 

1 346 

1 283 

719 

1 001 

2 395 

1 240 

1 309 

1 583 

887 

1 731 

342 

33S 

226 

136 

36 


339 

256 

151 

165 

92 

193 

658 

535 

323 

279 

161 


583 

327 

264 

344 

167 

398 

527 

356 

213 

200 

156 


422 

206 

237 

270 

144 

313 

477 

334 

193 

229 

126 


390 

163 

190 

223 

117 

319 

251 

269 



116 


281 

120 

160 

205 

87 

224 

142 

156 



56 

71 

163 

69 

112 

140 

82 

136 

67 




33 

35 

83 

40 

85 


64 

70 

64 




35 

43 

134 

59 

110 


134 

78 

3.0 




3.6 

3.4 

BE 

2.7 

3.5 


3.8 

3.4 

2.9 




4.2 

3.4 


3.1 

3.4 



3.4 

2.8 

3.5 

H| 

HI 

3.3 

3.6 

■ 

2.9 

3.5 

3.4 

■ 

3.3 

2 213 

1 703 

1 071 

987 

543 

773 

1 890 

983 

947 

1 147 

537 

1 384 

315 

464 

275 

296 

176 

226 

505 

257 

362 

436 

350 

347 

1 52B 

1 208 

844 

956 

353 

666 

1 638 

715 

984 

1 035 

682 

1 195 

340 

115 

140 

158 

93 

97 

252 

122 

102 

136 

151 

349 

305 

286 

185 

168 

107 

192 

211 

144 

185 

197 

194 

300 

642 

438 

342 

450 

124 

265 

788 

319 

356 

483 

319 

353 

241 

369 

177 

180 

29 

112 

387 

130 

341 

219 

18 

193 


959 

502 

327 

366 

335 

757 

525 

325 

548 

205 

536 


414 

301 

172 

246 

183 

447 

255 

145 

297 

103 

335 


213 

100 

103 

96 

78 

160 

124 

78 

124 

52 

116 

100 

250 

86 

52 

20 

65 

100 

88 

55 

113 

46 

56 

35 

82 

15 

• • • 

4 

9 

50 

58 

47 

14 

4 

29 

1 451 

1 118 

802 

890 

313 

622 

1 554 

677 

945 

986 

659 

1 166 

255 

181 

256 

130 

46 

120 

504 

201 

155 

247 

407 

129 

510 

333 

263 

314 

119 

183 

611 

222 

286 

360 

231 

268 

390 

316 

185 

240 

100 

170 

215 

151 

375 

196 

12 

395 

172 

149 

47 

141 

28 

88 

112 

87 

89 

74 

• •• 

246 

80 

62 

34 

32 

4 

13 

67 

8 

28 

37 

t • t 

50 

44 

77 

17 

33 

16 

48 

45 

8 

12 

72 

9 

78 

9 600 

10 700 

7 600 

10 000 

9 700 

10 200 

6 700 

7 900 

10 300 

B 000 

5 000- 

12 500 

1 000 

959 

502 

327 

366 

335 

757 

525 

325 

548 

205 

536 

26 

43 

86 

8 

• • 9 

• • $ 

33 

48 

17 

17 

22 

23 

166 

266 

184 

42 

54 

74 

279 

239 

104 

292 

65 

125 

295 

301 

113 

90 

177 

51 

197 

123 

68 

81 

60 

154 

278 

164 

41 

112 

66 

79 

129 

48 

35 

72 

27 

78 

131 

52 

14 

16 

32 

12 

20 

9 

• • • 

16 

4 

60 

16 

7 

• • • 

4 

13 

9 

12 

4 

• • » 

• $ « 

• • • 

12 

13 

8 

• • • 

9 

• • • 

4 

« • • 

8 

• • • 

8 

• t • 

27 

75 

118 

64 

46 

24 

106 

87 

46 

101 

62 

27 

57 

58 

46 

33 

60 

53 

58 

42 

35 

38 

35 

• t • 

49 

925 

841 

438 

281 

342 

229 

670 

479 

224 

486 

178 

479 

45 

31 

21 

43 

38 

45 

27 

22 

24 

26 

... 

38 
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State and Small Areas 


Table 26 — Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. ‘‘U’ 

minus (—) after number indicates median above or below that number] 


Year Structure Built Year Moved into 


Heating Equipment 

Population 

Persons 

Persons per Room 


Unit 
Value 
Gross Rent 
Contract Rent 



ALL HOUSING UNITS. 


YEAR STRUCTURE BUILT 


1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE. 


POPULATION IN HOUSING UNITS. 1960. 

PER OCCUPIED UNIT. . . . 

OWNER. 

RENTER . 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MED Ian I 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


OWNER OCCUPIED 
LESS THAN $5,000 . 
$5,000 TO $9,900 . 
$10,000 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR MORE. . 
MEDIAN . 


SPRING- 

HILL 


2 087 3 106 1 1 267 1 2 461 


ZACHARY 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $39 .... 
$40 TO $59 .... 
$60 TO $79 .... 
$80 TO $99 .... 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH rent . . . 
MEDIAN . 


CONTRACT RENT 


RENTER OCCUPIED. 

median • . . 


1 912 2 871 



643 

44 

20B 

171 

141 

53 

26 

11 600 
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Tabic OF Housing Units, for Places of 1,000 to 2,500 Inhabitants: I960 

’’^8® *8 insufficient; see text. “U” denotes an unincorporated place] 


PLACE 


total 


ALLEMANDS (U). 

.. 

BALDWIN. 

BASILE . 

BENTON . 

BERNICE. 

BOYCE. 

BROUSSARD. ....... 

CAMPTI . . . 

CARENCRO . 


331 

366 

412 

649 

423 

531 

349 

445 

352 

450 


ALL HOUSING UNITS BY 
1 SOUND 


CONDITI ON AND PLUMBING 
DETERIORATING 


total 


WITH 

ALL 

PLUMB’ 

ING 

FA¬ 

CILI¬ 

TIES 


LACK¬ 
ING 
SOME 
OR ALL 

fa¬ 

cili¬ 

ties 


TOTAL 


WITH 

ALL 

PLUMB¬ 

ING 

fa¬ 

cili¬ 

ties 


LACK¬ 
ING 
SOME 
OR ALL 
FA¬ 
CILI¬ 
TIES 


313 

318, 

292 

576 

300 

255 

109 

390 

150 

298 


237 

218 

214 

446 

287 

228 

92 

331 

124 

252 


76 

lOO 

78 

130 

13 

27 

17 

59 

26 

46 


15 

36 

77 

73 

121 

162 

175 

30 

141 

100 


7 

7 

10 

2 

52 

76 

68 

8 
42 
46 


8 

29 

67 

71 

69 

86 

107 

22 

99 

54 


CHENEYVI.. 

CLINTON. 

COLFAX . 

COLUMBIA . 

COTTONPORT . 

COTTON VALLEY. 

COUSHATTA. . . . 

CULLEN . 

DELCAMBRE. 

DOYLINE. 


317 

488 

596 

362 

478 

372 

610 

675 

552 

329 


167 

364 

355 

231 

301 

286 

378 

248 

402 

237 


143 

267 

187 

211 

282 

256 

320 

215 

310 

205 


24 

97 

168 

20 

19 

30 

58 

33 

92 

32 


103 

103 

219 

72 

142 

63 

205 

215 

121 

35 


21 

42 
63 
31 
61 
28 
49 

102 

43 
17 


82 

61 

156 

41 

81 

35 

156 

113 

78 

18 


DUBACH . 

DUSON. 

ELIZABETH (U). 

ELTON.. . . 

.. 

GARYVILLE (U). 

GIBSLAND . 

GLENMORA . 

GRAMERCY . 

GRAND COTEAU . 


315 

296 

259 

508 

646 

642 

392 

527 

537 

252 


210 

268 

218 

287 

478 

305 

231 

323 

462 

191 


201 

166 

132 

236 

414 

229 

190 

281 

430 

111 


9 

102 

86 

51 

64 

76 

41 

42 
32 
80 


61 

26 

41 

200 

135 

264 

85 

162 

51 

58 


44 

17 

6 

20 

7 

34 

92 

108 

37 

98 

69 

195 

48 

37 

53 

109 

21 

30 

6 

52 


GRAND ISLE.. 

QUEYDAN. 

HAHNVILLE (Ul. 

HAMMOND EAST (U) . . . . 

HOLLYWOOD (U). 

INDEPENDENCE . 

IOTA. 

IOWA. 

JACKSON. ........ 

JENA .... . 


1 350 
672 
371 
454 
526 
884 
368 
533 
706 
730 


1 235 
43a 
263 
248 
493 
388 
246 
373 
522 
545 


892 

395 

230 

238 

489 

330 

215 

295 

328 

534 


343 

43| 

33 

10 

4 

58 

33 

78 

194 

11 


89 

167 

51 

119 

29 

104 

66 

155 

141 

116 


16 

111 

16 

67 

20 

51 
29 

123 

52 
94 


73 

56 

35 

52 
9 

53 
37 
32 
89 
22 


JONESVILLE . 

KINDER . 

KROTZ SPRINGS. 

LECOMPTE . 

LIVINGSTON ....... 

LOCKPORT ........ 

LOGANSPORT ....... 

LULING lU) . 

MANDEVILLE . 

MANSURA. 


763 

738 

351 

491 

341 

620 

494 

597 

883 

513 


250 

542 

247 

236 

184 

559 

236 

519 

638 

300 


222 

474 

209 

196 

146 

501 

225 

501 

598 

215 


28 

68 

38' 

40 

38 

58 

11 

18 

40 

85 


271 

154 

86 

195 

63 

55 

163 

41 

170 

161 


126 

81 

45 

84 

26 

18 

110 

30 

123 

27 


145 

73 

41 

111 

37 

37 

53 

11 

47 

134 


MAPLEWOOD (U). 

MARINQOUIN ....... 

MELVILLE . 

MERRYVILLE.. . 

NAPOLEONVILLE. 

NEWELLTON. 

NEW SARPY (U). 

NORTH HIGHLANDS tU). , . 

OAK GROVE. 

OBERLIN. 


851 

344 

631 

427 

405 

492 

321 

586 

615 

541 


822 

2351 

363 

264 

243 

196 

195 

562 

443 

378 


816 

183 

225 

211 

222 

159 

160 
582 
374 
315 


6 

52 
138 

53 
21 
37 
35 

69 

63 


29 

90 

224 

131 

152 

97 

68 

4 

96 

no 


28 

20 

38 
52 
75 
52 
16 

3 

45 

39 


1 

70 
186 

79 

77 

45 

52 

1 

51 

71 


DILAP¬ 

IDATED 


3 

12 

43 

2 

114 

65 

25 
61 
52 

47 

21 

22 

59 
35 

23 
27 

212 

29 

57 

44 
2 

21 

33 

73 

76 

42 

24 

3 

26 
67 
57 
87 

4 
92 

51 
7 

43 
69 

242 

42 

18 

60 

94 
6 

95 
37 
75 

52 


19 

44 

32 

10 

199 

58 

76 

53 


OIL CITY ........ 

OLLA . ... 

PINEVILLE JUNCTION (U) , 

PLAIN DEALING. 

PLAQUEMINE SOUTHWEST tU) 

PORT BARRE . 

REMY (U) . 

ROSELAND . 

ST FRANCISVILLE. 

ST JOSEPH. ....... 


495 

435 

353 

470 

313 

544 

249 

373 

483 

591 


246 

226 

237 

323 

102 

305 

187 

157 

297 

215 


221 

216 

209 

254 

47 

271 

146 

123 

252 

186 


25 

10 

28 

69 

55 

34 

41 

34 

45 

29 


142 

198 

115 

102 

101 

146 

28 

134 

160 

213 


67 

75 

107 

144 

54 

11 

35 

80 

1 

35 

67 

45 

13 

88 

no 

71 

75 

93 

6 

22 

34 

52 

82 

82 

49 

111 

26 

68 

145 

163 


SAINT ROSE (U) . 

SEYMOURVILLE (U) . . . . 

SIMMESPORT . 

SORRENTO . 

SULPHUR SOUTH (U). . . . 

SUN. 

SUNSET.. . . . 

URANIA (U) ...... . 

WARDVILLE (U). 

WASHINGTON . 


283 

496 

629 

309 

367 

377 

337 

303 

302 

393 


144 

183 

314 

15B 

354 

313 

220 

292 

194 

223 


127 

134 

257 

136 

339 

187 

188 
217 
139 
169 


17 

49 

57 

22 

15 

126 

32 

75 

55 

54 


91 

178 

159 

71 

12 

37 

84 

11 

78 

137 


40 

51 

48 

50 

128 

135 

52 

107 

156 

28 

43 

80 

7 

5 

1 

5 

32 

27 

29 

55 

33 

3 

8 

... 

18 

60 

30 

22 

115 

33 


WATERPROOF . 

WEEKS ISLAND lU) . . . . 

WHITE CASTLE . 

WISNER . 

ZWOLLE ......... 


466 

299 

646 

393 

396 


193 

235 

537 

172 

143 


144 

173 

391 

152 

117 


49 

62 

146 

20 

26 


141 

55 

108 

143, 

161 


30 

111 

132 

7 

48 

9 

11 

97 

1 

68 

75 

78 

47 

114 

92 



OCCUPIED HOUSING UNITS 

AVAIL¬ 

ABLE 

VACANT 

HOUS¬ 

ING 

UNITS 


1 OWNER OCCUPIED 

renter OCCUPIED 

- 1.01 
OR 
MORE 
PER¬ 
SONS 
PER 
ROOM 

OCCU¬ 

PIED 

BY 

NON¬ 

WHITE 

POPU¬ 

LATION 

IN 

HOUSINC 

UNITS 

Total 

AVERAGE 

VALUE 

(DOL¬ 

LARS) 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

total 

AVER 

AGE 

GROSI 

rent 

(DOL¬ 

LARS 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

1 16T 

237 

7 50C 

4.6 

58 


3g7 



14 

1 179 

219 

9 OOC 

4.9 

127 

. . . 

3.8 

71 


1 54E 

269 

9 OOC 

5.1 

115 


4.2 




1 932 

435 

5 50C 

4.6 

173 


3.9 

107 



1 321 

302 

10 50C 

5.2 

83 

■ • • 

4.0 

48 



1 641 

329 

7 50C 

5.4 

177 

- - . 

4.0 

80 



1 08C 

215 

6 OOC 

5.2 

109 

- * t 

3.9 

60 



1 592 

311 

7 50C 

4.8 

104 

- 1 • 

4.1 

98 



1 045 

213 

4 OOC 

5.2 

117 

• • . 

4.1 

58 



1 519 

244 

8 50C 

5.1 

182 

... 

3.8 

95 

73 

16 

1 037 
1 561 

191 

255 

12 000 

5.3 

5.3 

104 

194 

11 ’ 

4.0 

3.7 

52 

97 

164 

10 

1 920 

365 

6 000 

5.2 

193 

• • * 

3.7 

no 

320 


998 
1 581 

237 

302 

8 000 
9 500 

5.1 

5.2 

100 

157 

... 

3.7 

4.2 

52 

76 

112 

17 

1 122 

246 

6 000 

5.2 

111 

• • . 

4.2 

46 



1 656 

290 

10 500 

5.6 

265 

33 

3.6 

83 

143 


2 183 

317 

5 000 

4.8 

326 

31 

3.3 

162 

322_ 


1 857 

407 

6 500 

4.5 

121 

• • • 

3.5 

130 



1 061 

152 

... 

5.2 

136 

... 

3.9 

58 

61 

26 

1 013 

207 

7 500 

5.6 

96 

• • • 

4.2 

39 

45 


1 033 

208 

• • • 

4.5 

72 

t • • 

4.0 

66 

43 


1 016 

7 

• • • 

* • • 

242 

34 

5.1 

55 

85 


1 595 

375 

4 500 

4.8 

91 

• • • 

4.3 

88 

142 

5 

2 018 

412 

8 000 

4.5 

198 

• • . 

3.6 

120 

47 


2 389 

367 

7 000 

4.8 

225 

36 

3.3 

203 

313 


1 150 

240 

6 500 

5.5 

128 

• • • 

4.1 

53 

150 

12 

1 447 

342 

5 000 

5.3 

135 

• • f 

3.8 

71 

174 


2 094 

389 

14 500 

5.1 

121 

• • • 

4.1 

125 

48 

10 

1 001 

161 

... 

5.0 

BO 

... 

3.9 

67 

121 

5 

1 891 

325 

5 500 

4.1 

214 

• • • 

3.5 

140 

4 

202 

2 147 

475 

8 500 

4.9 

160 

• • • 

3.9 

129 

76 

16 

1 294 

229 

11 000 

5.1 

106 

• t • 

3.8 

84 

136 

11 

1 462 

293 

11 500 

5.0 

132 

t • • 

3.7 

74 

100 


1 750 

446 

16 000 

5.5 

45 

• • • 


44 

1 

9 

1 941 

317 

9 500 

5.1 

231 

C • • 

3.5 

128 

147 

19 

1 238 

272 

7 500 

5,0 

76 

• t • 

3.8 

76 

50 

1 

1 857 

338 

8 500 

5.0 

161 

• « • 

3.9 

109 

96 

5 

1 816 

171 

• • • 

5.0 

483 

42 

3.1 

154 

62 

8 

2 083 

485 

9 500 

5.2 

195 

... 

4.0 

72 

2 

33 

2 345 

505 

7 500 

4.9 

212 

t • • 

3.6 

146 

384 

20 

2 285 

490 

7 000 

5.1 

199 

• • • 

4.2 

105 

115 

34 

1 057 

216 

• • • 

4.5 

76 

• t • 

3.B 

78 

2 

39 

1 485 

290 

7 000 

5.2 

170 

t • • 

3.9 

83 

254 

19 

1 155 

169 

• • • 

4.8 

153 

» « • 

3.5 

85 

95 

9 

2 203 

417 

10 500 

5.2 

169 

• • • 

4.0 

109 


22 

1 362 

289 

9 000 

5.6 

160 

• G G 

3.7 

50 

114 

19 

2 114 

419 

12 000 

5.2 

129 

G G G 

3.8 

98 

39 

32 

1 740 

340 

13 000 

5.2 

216 

G G G 

4.4 

69 

no 

37 

1 554 

260 

6 500 

5.1 

207 

... 

4.0 

93 

142 

26 

2 432 

200 

• f • 

5.2 

413 

81 

4.6 

99 

5 

233 

1 168 

181 

• • • 

4.9 

132 

• G G 

3.8 

78 

153 

13 

1 928 

360 

5 000 

4.7 

224 

G G G 

3.5 

136 

229 

10 

1 232 

282 

4 500 

5.1 

111 

G G G 

4.2 

58 

74 

20 

1 133 

197 

• • • 

5.8 

151 

G G G 

3.8 

61 

112 

41 

1 446 

272 

6 500 

5.1 

202 

G G G 

3,5 

80 

298 

3 

1 259 

248 

8 500 

4.6 

61 

G • G 

3.5 

97 

155 

9 

1 980 

525 

22 000 

5.9 

46 

G G G 

. . . 

30 

1 

7 

1 794 

379 

9 000 

5.1 

196 

G G G 

3.8 

95 

169 

24 

1 773 

368 

5 500 

5.1 

145 

... 

4.4 

97 

113 

14 

1 430 

324 

4 500 

4.6 

133 

G B G 

3.8 

78 

73 

18 

1 246 

269 

7 000 

5.1 

138 

G G G 

4.2 

52 

14 

17 

1 228 

228 

7 000 

4.8 

88 

G G 

4.3 

75 

20 

28 

1 341 

293 

8 000 

5.4 

146 

G t 

3.6 

66 

126 

1 

1 239 

210 

6 000 

4.3 

93 

G G G 

3.6 

102 

278 

5 

1 872 

328 

5 500 

4.5 

174 

G G 

3.7 

130 

58 

15 

1 009 

175 

• • • 

5.2 

63 

G G 

3.7 

77 

53 

3 

1 254 

209 

• • • 

4.8 

130 

G G 

4.1 

80 

125 

2 

1 649 

218 

14 500 

5.8 

245 

46 

3.6 

97 

172 

17 

1 651 

297 

7 000 

4.9 

233 

34 

3.0 

103 

340 

36 

1 099 

181 

• • • 

4.8 

85 

• • « 

3.7 

87 

159 

G G G 

1 788 

321 

6 000 

4.6 

141 

G G 

3.4 

141 

327 

11 

2 104 

421 

5 500 

4.7 

148 

G G 

3.9 

137 

171 

21 

1 151 

227 

6 000 

4.3 

67 

G G 

3.5 

81 

58 

8 

1 351 

280 

12 500 

4.7 

62 

G G 

4.1 

90 

G G G 

18 

1 125 

234 

t • G 

4.6 

78 

G G 

4.1 

75 

36 

17 

1 307 

241 

11 000 

5.0 

79 

G G 

4.1 

78 

l09 

13 

1 063 

6 

«• • 

• • • 

293 

31 

5.0 

42 

1 

1 

986 

196 

t • • 

4.7 

70 

t G 

3.6 

69 

49 

8 

1 291 

209 

7 500 

5.3 

159 

... 

3.9 

87 

165 

11 

1 409 

266 

6 500 

4.7 

171 

G G G 

3.3 

90 

299 

4 

1 132 

9 

• • • 

• • 

262 

29 

4.4 

84 

89 

13 

2 245 

316 

8 500 

5.0 

289 

37 

3.7 

155 

232 

28 

1 226 

230 

7 000 

5.1 

139 

G G G 

3.4 

73 

162 

13 

1 306 

157 

... 

5.2 

221 

25 

3.7 

92 

no 

8 
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State and Small Areas 


Table 28. —^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, por Parishi-;s Outside SMSA’s: 1960 

[Some data based on sample; see text. Median not shown where base is less than 200J 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Baching Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

ACADIA 

ALLEN 

ASCENSION 

ASSUMP¬ 

TION 

AVOYELLES 

BEAURE¬ 

GARD 

BIENVILLE 

CALDWELL 

CAMERON 

CATA¬ 

HOULA 

CLAI¬ 

BORNE 

ALL HOUSING UNITS. 

14 

633 

5 

967 

7 

802 

5 

090 

11 

445 

6 

676 

5 

279 

2 

812 

2 

613 

3 

372 

6 

417 

tenure 1 COLOR. AND VACANCY STATUS 



■ 




















OCCUPIED . 

13 

468 



7 

182 

4 

471 

10 

526 

5 

413 

4 

734 

2 

496 

1 

863 

3 

056 

5 

774 

OWNER OCCUPIED . 

8 

822 


IrJf/l 

5 

010 

2 

679 

7 

144 

4 

020 

3 

216 

1 

799 

1 

403 

1 

966 

3 

553 

WHITE. 

7 

609 


[•i*Vi 

3 

818 

1 

988 

6 

126 

3 

352 

2 

109 

1 

417 

1 

314 

1 

524 

2 

482 

NONWMITE . 

1 

213 


uu 

1 

192 


691 

1 

018 


668 

1 

107 


382 


89 


442 

1 

071 

RENTER OCCUPIED. 

4 

646 


Hi-H 

2 

172 

1 

792 

3 

382 

1 

393 

1 

518 


697 


460 

1 

090 

2 

221 

WHITE. 

3 

603 


Km 

1 

226 


873 

2 

055 


982 


658 


491 


439 


540 


810 

NONWHITE . 

1 

043 


442 


946 


919 

1 

327 


411 


860 


206 


21 


550 

1 

411 

vacant . 

1 

165 


450 


620 


619 


919 

1 

263 


545 


316 


750 


316 


643 

YEAR ROUND . 


958 


352 


508 


441 


Ffl 

1 

134 


398 


207 


158 


162 


586 

SOUND OR deteriorating . 


768 


279 


398 


268 




958 


288 


166 


140 


99 


420 

AVAILABLE. 


499 


130 


262 


105 




748 


133 


39 


84 


50 


235 

FOR SALE ONLY. 


77 


23 


53 


22 


47 


71 


38 


11 


27 


8 


30 

FOR RENT . 


422 


107 


209 


B3 


183 


677 


95 


28 


57 


42 


205 

RENTED OR SOLD. AWAITING OCCUPANCY . 


17 


4 


19 


5 


20 


30 


15 


5 


2 


2 


16 

HELD FOR OCCASIONAL USE. ...... 


50 


101 


52 


25 


64 


56 


41 


71 


20 


10 


41 

HELD FOR OTHER REASONS . 


202 


44 


65 


133 


116 


124 


99 


51 


34 


37 


128 

DILAPIDATED. 


190 


73 


110 


173 


216 


176 


110 


41 


18 


63 


166 

SEASONAL . 


207 


98 


112 


178 


273 


129 


147 


109 


592 


154 


57 

CONDITION AND PLUMBING 























ALL UNITS. 

14 

633 

5 

967 

7 

802 

5 

090 

11 

445 

6 

676 

5 

279 

2 

812 

2 

613 

3 

372 

6 

417 

SOUND... 

10 

407 



5 

430 

3 

015 

6 

766 

4 

333 

2 

970 


PC & 

2 

148 

1 

301 

3 

488 

WITH ALL PLUMBING FACILITIES . 

8 

390 


[•Jn 

4 

440 

1 

811 

4 

512 

3 

340 

1 

939 


K! 

1 

603 


869 

2 

801 

LACKING ONLY HOT WATER . 


730 




316 


453 


689 


114 


68 


H 1 


261 


91 


59 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

287 


773 


674 


751 

1 

565 


879 


963 


^ r 


284 


341 


628 

deteriorating. 

3 

172 

1 

451 

1 

275 

1 

147 

2 

967 

1 

779 

1 

564 




356 

1 

177 

1 

697 

WITH ALL plumbing FACILITIES . 

1 

140 


574 


518 


210 


656 


897 


363 


Iw ^ 


155 


291 


620 

LACKING ONLY HOT WATER . 


436 


98 


215 


132 


329 


75 


30 


K * 


50 


39 


43 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

596 




542 


805 

1 

982 


807 

1 

171 


ro ■. 


151 


847 

1 

034 

DILAPIDATED. 

1 

054 



1 

097 


928 

1 

712 


564 


745 


U 1 


109 


894 

1 

232 

VACANT AVAILABLE FOR SALE. 


77 




53 


22 


47 


71 


38 




27 


8 


30 

WITH ALL PLUMBING FACILITIES . 


49 




39 


9 


22 


49 


25 


2 


11 


3 


25 

VACANT AVAILABLE FOR RENT. 


422 




209 


B3 


183 


677 


95 


28 


57 


42 


205 

WITH ALL PLUMBING FACILITIES . 


283 




146 


50 


44 


554 


30 


18 


41 


19 


89 

ALL HOUSING UNITS. 

14 

633 

5 

967 

7 

B02 

5 

090 

11 

445 

6 

676 

5 

279 

2 

812 

2 

613 

3 

372 

6 

417 

WATER supply 























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

9 

958 

3 

902 

5 

138 

2 

149 

5 

389 

4 

499 

2 

466 

1 

211 

1 

805 

1 

237 

3 

700 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

3 

146 

1 

089 

1 

354 

1 

595 

3 

020 

1 

152 


530 


529 


598 


596 


665 

PIPED WATER OUTSIDE STRUCTURE. 


248 


441 


348 


360 


529 


377 


327 


189 


53 


276 


249 

NO PIPED water . 

1 

281 


535 


962 


986 

2 

507 


648 

1 

956 


883 


157 

1 

263 

1 

803 

TOILET FACILITIES 























FLUSH toilet. EXCLUSIVE USE. 

11 

876 

4 

049 

5 

838 

2 

790 

6 

598 

4 

719 

2 

513 

1 

327 

2 

189 

1 

384 

3 

971 

FLUSH TOILET. SHARED . 


121 


59 


67 


20 


94 


71 


50 


27 


4 


8 


85 

OTHER TOILET FACILITIES OR NONE. 

2 

636 

1 

859 

1 

897 

2 

280 

4 

753 

1 

886 

2 

716 

1 

458 


420 

1 

980 

2 

361 

BATHING facilities 























BATHTUB OR SHOWER. EXCLUSIVE USE . 

11 

119 

4 

061 

5 

742 

2 

838 

6 

548 

4 

594 

2 

483 

1 

300 

2 

128 

1 

377 

3 

674 

BATHTUB OR SHOWER. SHARED. 


100 


64 


63 


24 


78 


58 


50 


27 


4 


12 


32 

NO bathtub or SHOWER . 

3 

414 

1 

842 

1 

997 

2 

228 

4 

819 

2 

024 

2 

746 

1 

485 


481 

1 

983 

2 

711 

rooms 























1 ROOM . 


228 


96 


87 


55 


130 


93 


35 


64 


266 


59 


34 

2 ROOMS. 


620 


258 


595 


432 


475 


364 


167 


205 


261 


253 


271 

3 ROOMS. 

2 

128 


613 

1 

290 


939 

1 

568 


900 


622 


303 


339 


663 


896 

4 ROOMS. 

4 

571 

1 

517 

2 

366 

1 

325 

3 

401 

1 

821 

1 

426 


791 


610 


922 

1 

592 

5 ROOMS. 

3 

691 

1 

439 

1 

886 

1 

196 

3 

032 

1 

777 

1 

355 


728 


510 


749 

1 

485 

6 rooms. 

2 

194 

1 

428 

1 

087 


762 

1 

927 

1 

187 

1 

051 


495 


370 


486 

1 

338 

7 ROOMS. 


691 


418 


324 


224 


668 


375 


330 


193 


154 


156 


495 

8 ROOMS OR MORE. 


510 


198 


167 


157 


244 


159 


293 


33 


103 


84 


306 

MEDIAN! 























ALL UNITS. 


4.4 


4.8 


4.3 


ESi 


4.5 


QQ 


4.a 


4.6 


4.2 


4.3 


4.8 

OWNER OCCUPIED . 


4.8 


5.2 


4.7 




4.9 




5.2 


5.0 


4.9 


4.8 


5^4 

RENTER OCCUPIED. 


4.1 


4.4 


3.7 


CTBl 


4.0 


nn 


4.1 


4.1 


4.1 


3.7 


4.0 

UNITS IN structure 







■ 

















13 

630 

5 

856 

7 

311 

■ 


10 

838 



5 

141 

2 

735 

2 

'444 

3 

298 

6 

091 



389 


51 


336 


62 


168 


152 


90 


29 


14 


30 


178 

3 AND 4. 


233 


39 


83 


10 


225 


116 


26 


24 


10 


20 


86 

5 TO 9. 


222 


5 


• • 


• - 


181 




4 


t • • 


25 


* • • 


14 

10 OR MORE . 


66 


• - 


. . 


19 


5 


in 


6 


t * 


10 


• • . 


14 

TRAILER! ON PERMANENT FOUNDATION . 


21 


8 


24 


4 


4 


22 


4 


8 


21 


• . • 


4 

MOBILE . 


72 


8 


48 


20 


24 


17 


8 


16 


, 89 


24 


30 

YEAR STRUCTURE BUILT 























1959 TO MARCH 1960 .. . . . . 


669 


204 


440 


152 


398 


174 


266 


IO6 


331 


201 


175 

1955 TO 1958 . 

1 

394 


471 

1 

294 


601 

1 

050 


857 


415 


210 


981 


376 


537 

1950 TO 1954 . 

1 

982 


797 

1 

019 


470 

1 

485 


904 


587 


267 


256 


428 


773 

1940 TO 1949 . 

3 

216 

1 

718 

1 

466 


712 

. 3 

272 

2 

013 

1 

208 


664 


SO6 


713 

1 

169 

1930 TO 1939 . 

2 

876 


980 


920 


634 

1 

920 

1 

101 

1 

048 


739 


311 


683 

1 

001 

1929 OR EARLIER. . . . . . 

4 

496 

1 

797 

2 

663 

2 

521 

3 

320 

1 

627 

1 

755 


826 


428 


971 

2 

762 

BASEMENT 























BASEMENT . 


369 


29 


41 


11 


77 


65 


141 


. * « 


5 


10 


89 

CONCRETE SLAB . 


893 


279 


B25 


112 


408 


605 


353 


63 


121 


68 


446 

OTHER . 

13 

371 

5 

659 

6 

936 

4 

967 

10 

960 

6 

006 
_ 1 

4 

785 

2 

749 

2 

487 

, 3 

294 

5 

882 
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Table 28 .—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural Tenure by Color, Rooms 

Characteristics, for Parishes Outside SMSA’s: 1960—Con. ^ Vacancy Sums Units in Structure 

„ j . . j Condition & Plumb. Trailer 

[borne data based on sample; see text. Median not shown where base is leas than 200] Water Supply Ye.-ir Structure 

Toilet Facilities Built 

Bathing Facilities B.-isement 


SUBJECT 

CONCORDIA 

DE SOTO 

east 

CARROLL 

EAST 

FELICIANA 

EVAN¬ 

GELINE 

FRANKLIN 

GRANT 

IBERIA 

IBERVILLE 

JACKSON 

JEFFER¬ 

SON 

DAVIS 

ALU HOUSINS UNITS. 

6 

256 

7 

437 

4 

122 

3 

924 

9 

583 

7 

302 

4 

521 

14 

490 

8 

469 

4 

966 

8 910 

TENURE? COLOR! AND VACANCY STATUS 







■ 















OCCUPIED . 

5 

437 

6 

733 

3 

712 



8 

846 

6 

644 

3 

857 

13 

559 

7 

603 

4 

621 

8 083 

OWNER OCCUPIED ....... . . 

3 

257 

4 

290 

1 

BOO 



5 

426 

3 

453 

2 

855 

8 

274 

4 

264 

3 

189 

5 419 


2 

160 

2 

481 


925 



4 

942 

2 

735 

2 

406 

6 

548 

2 

566 

2 

463 

4 529 

NONWHITE.. . . . 

1 

097 

1 

B09 


875 




484 


718 


449 

1 

726 

1 

698 


726 

890 

RENTER OCCUPIED. 

2 

180 

2 

443 

1 

912 



3 

420 

3 

191 

1 

002 

5 

285 

3 

339 

1 

432 

2 664 



815 


857 


561 

^^B| 


2 

205 

1 

632 


670 

3 

504 

1 

517 


848 

2 090 

NONWHITE.. 

1 

365 

1 

5B6 

1 

351 

1 

049 

1 

215 

1 

559 


332 

1 

781 

1 

822 


584 

574 

VACANT . 


819 


704 


410 


352 


737 


658 


664 


931 


866 


345 

827 

YEAR ROUND . 


672 


539 


339 


213 


534 


467 


425 


726 


574 


313 

596 

SOUND OR ... 


592 


369 


171 


133 


361 


241 


319 


609 


390 


207 

466 

AVAILABLE. 


260 


234 


71 


67 


207 


124 


63 


380 


200 


105 

249 

FOR SALE ONLY. 


79 


32 


10 


14 


23 


21 


28 


110 


31 


26 

39 

FOR RENT . . 


IBl 


202 


61 


53 


184 


103 


35 


270 


169 


79 

210 

RENTED OR SOLDt AWAITINS OCCUPANCY . 


20 


2 


5 


4 


4 


14 


20 


61 


31 


7 

20 

HELD FOR OCCASIONAL USE. 


173 


33 


12 


21 


29 


26 


147 


49 


65 


28 

46 

HELD FOR OTHER REASONS . 


139 


100 


83 


41 


121 


77 


89 


119 


94 


67 

151 

DILAPIDATED. 


80 


170 


168 


80 


173 


226 


106 


117 


184 


106 

130 

SEASONAL . 


147 


165 


71 


139 


203 


191 


239 


205 


292 


32 

231 

CONDITION AND PLUMBING 






















ALL UNITS. 

6 

256 

7 

437 

4 

122 

3 

924 

9 

583 

7 

302 

4 

521 

14 

490 

8 

469 

4 

966 

8 910 

SOUND. . .... 

3 

639 

4 

128 

1 

592 

2 

050 

7 

114 

3 

lie 

2 

581 

10 

726 

4 

444 

2 

596 

6 421 

WITH ALL PLUMBING FACILITIES . 

2 

795 

2 

719 

1 

071 

1 

270 

4 

928 

2 

317 

1 

657 

9 

181 

3 

335 

2 

205 

5 332 

LACKING ONLY HOT WATER . 


112 


75 


35 


55 


505 


32 


152 


588 


236 


29 

328 

LACKING other PLUMBING FACILITIES. . . . 


732 

1 

334 


486 


725 

1 

681 


769 


772 


957 


873 


362 

761 

DETERIORATING. 

1 

B24 

2 

108 

1 

197 


928 

1 

993 

2 

296 

1 

252 

2 

526 

2 

320 

1 

500 

1 879 

WITH ALL PLUMBING FACILITIES . 


437 


555 


256 


226 


481 


610 


231 


997 


634 


697 

B40 

LACKING ONLY HOT WATER . 


106 


65 


32 


60 


173 


41 


111 


314 


227 


68 

228 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

281 

1 

488 


909 


642 

1 

339 

1 

645 


910 

1 

215 

1 

459 


735 

811 

DILAPIDATED... 


793 

1 

201 

1 

333 


946 


476 

1 

88B 


688 

1 

238 

1 


■ 


610 

VACANT AVAILABLE FOR SALE. . 


79 


32 


10 


14 


23 


21 


2B 


110 


31 

B 


39 

WITH ALL PLUMBING FACILITIES . 


65 


27 


10 


11 


12 


18 


14 


98 


24 

B 


32 

VACANT AVAILABLE FOR RENT. 


IBl 


202 


61 


53 


184 


103 


35 


270 


169 

B 


210 

WITH ALL plumbing FACILITIES . 


85 


89 


19 


29 


57 


30 


19 


198 


m 



155 

ALL HOUSING UNITS. 

6 

256 

7 

437 

4 

122 

3 

924 

9 

583 

7 

302 

4 

521 


19 


m 

4 

966 

8 910 

WATER supply 















Bi 

■ 






HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

3 

396 

3 

522 

1 

499 

1 

804 

5 

605 

3 

222 

2 

092 

10 

565 

4 

342 

3 

lie 

6 463 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 


904 


62B 


640 


324 

2 

050 


956 


941 

2 

510 

1 

448 


625 

1 661 

PIPED WATER OUTSIDE STRUCTURE. 


500 


388 


745 


239 


331 


412 


302 


495 


897 


297 

252 

NO PIPED water . 

1 

456 

2 

899 

1 

238 

1 

557 

1 

597 

2 

712 

1 

1B6 


920 

1 

782 


926 

534 

TOILET FACILITIES 






















FLUSH TOILETt EXCLUSIVE USE. 

3 

696 

3 

565 

1 

720 

i 

732 

6 

501 

3 

214 

2 

295 

12 

038 

4 

944 

3 

311 

7 373 

FLUSH TOILETt SHARED . 


302 


6B 


103 


231 


24 


46 


35 


244 


96 


48 

127 

other toilet facilities OR NONE. 

2 

258 

3 

804 

2 

299 

1 

961 

3 

058 

4 

042 

2 

191 

2 

208 

3 

429 

1 

607 

1 410 

BATHING FACILITIES 






















BATHTUB OR SHOWERt EXCLUSIVE USE . 

3 

526 

3 

572 

1 

528 

1 

687 

6 

235 

3 

187 

2 

285 

11 

474 

4 

740 

3 

132 

6 939 

bathtub or SHOWER! SHARED. 


120 


52 


49 


231 


20 


27 


35 


169 


84 


43 

108 

NO BATHTUB OR SHOWER . 

2 

610 

3 

813 

2 

545 

2 

006 

3 

328 

4 

088 

2 

201 

2 

847 

3 

645 

1 

791 

1 863 

ROOMS 






















1 ROOM . 


273 


76 


62 


242 


49 


60 


150 


177 


189 


38 

180 

2 ROOMS. 


627 


324 


533 


196 


192 


465 


245 


601 


768 


185 

547 

3 ROOMS.. 

1 

251 

1 

288 


919 


755 

1 

245 

1 

194 


600 

2 

573 

1 

965 


666 

1 093 

d ROOMS. 

1 

534 

1 

897 

1 

154 

1 

041 

3 

824 

2 

281 

1 

078 

4 

024 

2 

090 

1 

280 

2 516 

5 ROOMS. 

1 

549 

1 

794 


804 


727 

2 

669 

1 

819 

1 

260 

3 

629 

1 

576 

1 

282 

2 047 

6 ROOMS. 


715 

1 

45B 


411 


598 

1 

220 

1 

04S 


800 

2 

265 

1 

212 

1 

073 

1 473 

7 ROOMS. 


189 


349 


145 


196 


247 


307 


282 


765 


413 


332 

630 

S ROOMS OR MORE. 


118 


251 


94 


169 


137 


131 


106 


456 


256 


110 

424 

MEDIan 1 






















ALL UNITS. 


4.1 


4.6 


Em 


4.2 


4.4 


4.3 


4.6 


4.5 


4.1 



4.6 

OWNER OCCUPIED ... . 


4.8 


5.1 


ED 


5.1 


4.6 


5.0 


5.0 


5.0 


4.8 



5.0 

RENTER OCCUPIED. 


3.4 


3.6 


m 


3.6 


4.2 


3.9 


4.2 


3.8 


3.6 


3.9 

4.1 

UNITS IN structure 























5 

B36 

7 

039 

3 

867 

3 

566 

9 

332 



4 

425 

13 

359 

7 

890 

4 

741 

8 406 



205 


248 


159 


47 


171 


iTv 


34 


565 


389 


123 

258 

3 AND 4. 


39 


91 


55 


37 


65 


||!!£ 


9 


313 


67 


61 

82 

5 TO 9. 


31 


26 


16 


10 


• • « 


Bln 


15 


74 


31 


5 

9 

10 OR MORE . 


59 


5 


8 . « 


222 


• . • 


Be 




15 


15 


5 

53 

TRAILERl ON PERMANENT FOUNDATION. 


20 


16 


9 


33 


7 


Hv 


17 


51 


27 


4 

. . « 

MOBILE . 


66 


12 


16 


9 


8 


34 


21 


113 


50 


27 

102 

YEAR STRUCTURE BUiLT 






















1959 TO MARCH 1960 ............ 


391 


256 


97 


153 


328 


276 


197 


625 


266 


257 

321 

1953 TO 1958 . 

1 

120 


726 


386 


455 


809 


572 


424 

2 

026 


741 


617 

982 

1950 TO 1954 .. 


879 


915 


288 


356 

1 

350 


902 


548 

2 

216 


808 


621 

1 067 

1940 TO 1949 . 

1 

460 

1 

714 


835 


804 

3 

070 

1 

579 

1 

293 

3 

328 

1 

340 

1 

423 

2 210 

1930 TO 1939 .. . 

1 

019 

1 

158 

1 

230 


726 

1 

961 

1 

649 


866 

2 

214 


828 

1 

107 

1 643 

1929)OR EARLIER. 

1 

387 

2 

66B 

1 

286 

1 

430 

2 

065 

2 

324 

1 

193 

4 

081 

4 

486 


941 

2 687 

BASEMENT 






















BASEMENT . 


47 


49 


12 


217 


37 


10 


f • • 


164 


19 


29 

55 

CONCRETE SLAB. 


518 


300 


424 


405 


467 


369 


187 

1 

414 


456 


394 

444 

other. 

5 

891' 

7 

08B 

3 

686 

3 

302 

9 

079 

6 

923 

4 

334 

12 

912 

7 

994 

4 

543 

8 411 






































































































































Stale and Small Areas 


IjMc 2 K. 


TlNtKl.X \i ^ .N| Ml s. (. UMMMOV AND Ihl'VMINtt I'Al IIITIM, AND StKIHTUHAI 

( 11 \u \> n M iM n s. itu. PAKthitr.ji t)i rsini SMSA's IVWK t on. 

|S<»nH< liitU ItAomi nn MUntili*, m>t> tmt Mpdiiut not sliowii wh^rv Imw Sm* than 200] 


Tenure bv (Arlcir, 

VjL4iii.\ hr.itU’t 

( oiKiinuii ti, i'iuitth. 
W.titr Siipnlv 
Imki I uiiitii'i 
hAClttltJJ l 


Rrarnw 

III Struetun 

Ttjilcr 

VcAr St nature 
ttuilt 
H.m-nictit 


^utuic > 


AUt HOUSING ... 

TINUHEi COUOHi AND VACANCY StaTUS 


OCCUPltD . « • . 
OWNIR OCCURItD 

NONIil«m 
RBNTIR OCCURtCU. 
SHITI., . 
NONWHJTB 


VACANT , , , 

YlAR «O1^0 

SOUND OB OtTIRlOBATlNtt 
AVA]l,Ail,K> » • 

rOR SAU ONUY 

for brnt . . 

BtNTSO OR SOt.O< AAA 
HILD FOR OCCASIONAU 
HILO FOR other REAS 
DlEAPIOATIO. . . 
SIASONAU • . » . • 


condition and P 


AUU UNITS. 

SOUND. . < . 

WITH AUL PCUNOINO FACIU 
UACKIN8 ONLY MOT WATER 
LACKINO other PLUMnlNb 
OETSRIORATINa. ..... 
WITH ALL PLUH81NO FAClL 
LACKINO ONLY HOT WATER 
LACKIN0 other FLUHilNs 
.. 


I tins 

use 

ONS 


oc 


CUPAI 


NCY 


LUMBIN6 


VACANT AVAILAOLE FOR SALE 
WITH ALL FLUHOINS FACILITISS 


VACANT available FOR RtNT 
WITH ALL PLUHBINO FACIUTlIS 


iTIfiS 
FACILITIES 
ITIIS 
FACILITIES 


ALL HOUSlNft UNITS. . . 

WATER supply 


HOT AND COLO PIP&D WATER INSIDE STRUCTURE* 
only cold piped water INSIDfi STRUCTURE . . 

PIPBO water outside STRUCTURE.. • 

NO PIPED water .............. 


TOILET facilities 


flush TOILET) EXCLUSIVE USE. . . 
flush TOILET) shared ...... 

other toilet facilities or NONE. 


BATMINQ facilities 


BATHTUB OR SMOWEKi EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR ... 


ROOMS 


1 ROOM . 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. . 

ROOMS OR MORE 
HtOlANt 

all units* . . . 

OWNER OCCUPIED 
RENTER OCCUPIED 


UNITS IN structure 


1 . . . . . 

a. 

S ANO A. . 

S TO V . , 

10 OR MORE 
TRAlLeRl ON PERMANENT FOUNDATION 
MOBILE ... . 


YEAR STRUCTURE BUILT 


10S« TO MARCH IVSO 


19SS TO 1996 . . 

...... 


> « . 

1910 TO 19SM . . 

» 6 9 6 1 » 


6 4 « 

1940 TO 1949 . . 

• 6 > 4 « » 


• « 6 

1930 TO 1939 . . 

K 4 6 9 4 • 

6 t 6 

. . . 

1939 OR earlier. 

BASEMENT 

6 « 6 


BASEMENT .... 

...... 

6 4 • 

6 4 6 

CONCRETE SLAB. . 

6 6 6 6 1 0 

6 9 6 

6 4 « 

other. 

...... 

. . . 

. . . 










-— - 

AYITTE 

LAFOURCHE 

LA SALLE 

LINCOLN 

LIVINS- 

MADISON 

MOREHOUSE 

1 

NATCHI- 

PLAOUS- 





STON 



TOCHFS 

MINES 

33 643 

19 177 

4 293 

7 609 

6 565 

9 059 

9 646 

10 614 

6 217 

33 133 

14 U90 

3 916 

7 103 

7 III 

4 479 

6 926 

9 308 

5 116 

14 690 

9 166 

2 799 

4 967 

5 524 

2 051 

5 619 

5 531 

3 246 

13 337 

6 697 

a 466 

3 293 

I 107 

1 026 

3 940 

3 792 

2 92 3 

2 913 

931 

271 

1 334 

417 

1 023 

1 679 

1 779 

723 

7 363 

4 663 

1 159 

2 916 

1 591 

2 426 

3 509 

3 777 

2 270 

% 399 

3 643 

962 

1 404 

1 099 

649 

1 276 

1 793 

1 6761 

a 036 

1 019 

177 

1 112 

492 

1 763 

a 031 

1 964 

994 

1 909 

1 U7 

379 

903 

1 470 

976 

920 

1 306 

701 

1 361 

969 

W 

419 

*39 

364 

770 

999 

343 

1 199 

679 

176 

321 

662 

233 

@13 

708 

269 

600 

495 

97 

191 

306 

111 

274 

861 

174 

236 

95 

17 

50 

179 

26 

118 

99 

31 

964 

400 

60 

141 

129 

*9 

162 

208 

143 

94 

2« 

9 

19 

123 

9 

16 

34 

4 

67 

66 

26 

31 

97 

34 

77 

222 

12 

196 

326 

46 

64 

134 

79 

144 

191 

79 

322 

114 

106 

96 

177 

131 

897 

291 

74 

126 

136 

91 

63 

631 

212 

ISO 

307 

391 

33 642 

19 177 

4 293 

7 609 

6 569 

9 099 

9 646 

10 614 

6 217 

16 646 

12 034 

2 717 

5 264 

9 346 

2 017 

» 111 

9 846 

4 349 

16 978 

9 306 

2 021 

4 612 

4 122 

1 411 

4 174 

3 633 

3 66§ 

639 

1 333 

111 

76 

319 

59 

@9 

139 

260 

1 234 

1 393 

620 

976 

901 

947 

946 

1 476 

400 

3 236 

2 329 

683 

1 393 

1 999 

1 399 

1 711 

3 291 

1 079 

1 369 

493 

360 

970 

714 

391 

913 

703 

339 

920 

410 

47 

96 

207 

23 

38 

119 

136 

1 327 

1 426 

476 

766 

1 006 

949 

1 630 

2 429 

602 

1 7Sa 

614 

693 

949 

1 240 

1 679 

1 166 

2 ll@ 

793 

2 36 

95 

17 

90 

179 

16 

112 

99 

31 

329 


11 

46 

163 

24 

94 

39 

24 

964 

MOO 

60 

141 

129 

69 

161 

202 

143 

463 

271 

47 

94 

66 

42 

96 

101 

96 

23 643 

19 177 

4 293 

. .1. 

• @69 

9 09@ 

" • 

9 646 

10 614 

6 217 

IB 600 

10 096 

2 636 

S 978 

9 2@9 

2 038 

9 §69 

4 700 

4 169 

3 947 

3 990 

645 

760 

1 366 

626 

1 140 

1 719 

1 111 

367 

473 

114 

41 

977 

696 

693 

301 

191 

906 

1 096 

681 

1 226 

1 363 

1 293 

2 490 

3 817 

649 

20 673 

ll 939 

2 666 

9 649 

9 863 

2 291 

1 896 

9 3@7 

4 671 

3I« 

199 

6 

77 

29 

327 

173 

172 

20 

2 613 

3 039 

1 619 

1 663 

2 693 

3 437 

3 819 

9 011 

1 926 

19 927 

11 693 

2 721 

9 977 

9 7@S 

2 031 

% §21 

4 917 

4 729 

219 

166 

16 

60 

29 

99 

64 

64 

20 

3 496 

3 196 

1 996 

1 966 

2 803 

2 92@ 

4 263 

1 713 

1 472 

339 

319 

67 

47 

270 

139 

61 

122 

62 

1 on 

916 

170 

294 

606 

778 

639 

606 

969 

3 137 

2 947 

911 

676 

979 

1 173 

1 49@ 

1 896 

1 399 

6 769 

4 333 

1 294 

1 691 

2 441 

1 176 

3 801 

2 *07 

1 642 

6 77S 

3 616 

1 394 

2 010 

2 968 

666 

2 391 

a 299 

1 892 

3 671 

1 949 

617 

1 633 

1 365 

973 

1 315 

1 667 

797 

1 203 

696 

243 

677 

279 

170 

474 

697 

809 

739 

409 

77 

379 

61 

160 

226 

400 

111 

4.6 

4,3 

4.6 

4.9 

4.9 

3.9 

4.4 

4.9 

4,1 

9.0 

4.7 

4.9 

9,4 

4.9 

4.6 

4.9 

5.1 

4.8 

3.9 

3.6 

4.2 

4,0 

3.6 

3.2 

3.6 

3.9 

3.7 

21 793 

14 292 

4 209 

7 013 

a 404 

4 66@ 

9 631 

10 100 

9 169 

897 

316 

42 

341 

91 

174 

199 

190 

393 

449 

179 

19 

119 

11 

91 

29 

139 

79 

226 

116 


39 

11 

24 

@ 

111 

90 

79 

90 


§ 

» • » 

63 

6 • • 

21 

12 

49 

36 

4 

12 

36 

9 

20 

9 « • 

99 

199 

166 

23 

76 

64 

13 

6 

93 

499 

1 996 

643 

149 

495 

720 

113 

160 

473 

391 

4 489 

2 482 

360 

899 

1 616 

279 

610 

961 

1 083 

3 973 

2 422 

632 

694 

1 420 

596 

1 714 

1 221 

1 UO 

9 g41 

3 497 

1 273 

1 744 

2 923 

1 429 

2 BOO 

2 729 

1 331 

3 171 

1 666 

697 

1 326 

1 177 

1 S7t 

1 923 

1 931 

190 

4 616 

4 049 

1 162 

2 247 

1 129 

1 301 

2 371 

3 272 

1 408 

242 

109 

1 

14 

223 

1 

33 

144 

36 

91 

4 739 

1 396 

, 190 

909 

1 190 

311 

676 

619 

536 

16 669 

13 716 

4 129 

6 473 

7 390 

4 710 

6 826 

9 999 

9 630 


i . . . 

JL,, ... 



X. 

i, ■ ' - 




COUPEE 


6 4S6 


s sai 

a 727 
1 970 
794 

a S94 
1 020 
1 604 


679 

362 

269 

121 

9 

U6 

6 

46 

90 

117 

493 


6 496 
3 610 
a 617 
314 
679 
1 666 
309 
339 
1 346 
796 


116 

43 


6 496 


3 040 
1 926 
790 
1 100 


3 697 
29 

3 774 


3 9B4 
17 
3 199 


139 
629 
I 470 
1 790 
I 236 
772 
297 
169 


4 

4 

3.7 


6 223 
120 
40 
10 


90 


17B 
499 
762 
1 939 

1 123 

2 >69 


26 

290 

6 160 


RAPIDES 


32 624 


29 999 
16 336 


14 311 
4 029 
11 223 
6 679 
4 346 


069 

693 

269 

996 

403 

193 

149 

lOO 

434 

426 

373 


33 624 
22 604 
19 393 
461 
2 990 
7 190 

2 970 
370 

3 610 
2 670 


403 

33« 


1 193 
649 


23 «»6 
4 732 
2 329 
2 009 


24 916 
942 

6 764 


23 794 
494 

6 336 


924 

297 

934 

371 

361 

234 

172 

121 


4.7 

9.3 

3.6 


29 737 
1 964 
693 
167 
97 
>4 
392 


1 999 
4 396 
4 062 
6 600 
4 939 
6 692 


396 
9 462 
26 746 


































































RED 

RIVER 

RICHLAND 

SABINE 

ST 

CHARLES 

ST HELENA 

ST JAMES 

THE 

BAPTIST 

ST LANDRY 

ST MARTIN 

ST MARY 


ALL HOUSING UNITS. 



3 

177 

6 

703 

5 

727 

5 

746 

2 

315 

4 

358 

4 

714 

22 

078 

8 

187 

13 

538 

13 685 

TENURE. COLOR* AND VACANCY STATUS 
























OCCUPIED . 



2 

784 

6 

146 

5 

220 

5 

251 

2 

150 

4 

114 

4 

331 

20 

Oil 

7 

086 

12 

555 

10 427 

OWNER OCCUPIED . 

* • 


1 

547 

3 

246 

3 

675 

3 

842 

1 

511 

2 

608 

2 

947 

11 

764 

4 

879 

7 

175 

7 394 

WHITE. 

• • 


1 

179 

2 

460 

3 

064 

3 

014 


914 

1 

651 

1 

832 

8 

455 

3 

772 

5 

474 

5 927 

NONWHITE . 

• • 



36B 


786 


611 


828 


597 


957 

1 

115 

3 

309 

1 

107 

1 

701 

1 467 

renter OCCUPIED. 

• • 


1 

237 

2 

900 

1 

545 

1 

409 


639 

1 

506 

1 

384 

8 

?47 

2 

207 

5 

380 

3 033 


• # 



481 

1 

308 

1 

041 


919 


250 


597 


525 

4 

385 

1 

154 

3 

493 

2 005 

NONWHiTE .... . 

• • 



756 

1 

592 


504 


490 


389 


909 


859 

3 

662 

1 

053 

1 

887 

1 028 

VACANT . 

• • 



393 


557 


507 


495 


165 


244 


383 

2 

067 

1 

101 


983 

3 258 

YEAR ROUND . 

• • 



258 


348 


450 


452 


82 


211 


334 

1 

873 


636 


750 

1 631 

SOUND OR deteriorating . 

• • 



169 


274 


396 


373 


61 


150 


261 

1 

347 


519 


475 

1 398 

AVAILABLE. 

t t 



82 


177 


207 


245 


23 


45 


86 


638 


192 


270 

560 

FOR SALE ONLY. 

* • 



12 


64 


46 


40 


7 


11 


24 


99 


33 


50 

259 

FOR RENT . 

• • 



70 


113 


161 


205 


16 


34 


62 


539 


159 


220 

301 

RENTED OR SOLD. AWAITING OCCUPANCY . 



2 


4 


29 


45 


t - 1 


22 


42 


42 


17 


39 

61 

HELD FOR OCCASIONAL USE. 

• • 



a 


25 


61 


11 


14 


16 


67 


302 


157 


34 

480 

HELD FOR DTHER REASONS . 

• « 



77 


68 


99 


72 


24 


67 


66 


365 


153 


132 

297 

DILAPIDATED. 

• t 



89 


74 


54 


79 


21 


61 


73 


526 


117 


275 

233 

SEASONAL . 

• • 



135 


209 


57 


43 


83 


33 


49 


194 


465 


233 

1 627 

CONDITION AND PLUMBING 
























ALL UNITS. 



3 

177 

6 

703 

5 

727 

5 

746 

2 

315 

4 

358 

4 

714 

22 

078 

8 

187 

13 

535 

13 685 

SOUND. 



1 

67e 

3 

601 

3 

790 

4 

232 

1 

080 

2 

386 

2 

732 

14 

555 

5 

968 

8 

509 

10 034 

WITH all plumbing FACILITIES .... 




938 

2 

637 

2 

081 

3 

707 


763 

1 

612 

1 

991 

10 

176 

3 

584 

7 

381 

6 449 

LACKING ONLY HOT WATER . 




58 


85 


94 


220 


52 


194 


198 


916 


646 


416 

650 

LACKING OTHER PLUMBING FACILITIES. . 




682 


879 

1 

615 


305 


265 


380 


543 

3 

463 

1 

738 


710 

935 

DETERIORATING. 



1 

051 

2 

222 

1 

321 


843 


546 

1 

137 

1 

501 

4 

846 

1 

670 

2 

748 

2 439 

WITH ALL PLUMBING FACILITIES .... 




157 


365 


272 


377 


84 


374 


576 

1 

018 


272 

1 

452 

1 145 

LACKING ONLY HOT WATER . 




29 


85 


14 


127 


65 


90 


145 


317 


120 


221 

366 

LACKING OTHER PLUMBING FACILITIES. . 




865 

1 

772 

1 

035 


339 


397 


673 


780 

3 

511 

1 

278 

1 

075 

928 

DILAPIDATED. 




448 


880 


616 


671 


689 


835 


481 

2 

677 


549 

2 

278 

1 212 

VACANT AVAILABLE FOR SALE. .... 

* t 



12 


64 


46 


40 


7 


11 


24 


99 


33 


50 

259 

WITH all PLUMBING FACILITIES . 

t • 



2 


60 


21 


39 


3 


6 


23 


63 


12 


43 

225 

VACANT AVAILABLE FOR RENT. 

• • 



70 


113 


161 


205 


16 


34 


62 


539 


159 


220 

301 

WITH ALL PLUMBING FACILITIES . 




25 


40 


45 


173 


4 


20 


36 


314 


77 


158 

210 

ALL HOUSING UNITS. 



3 

177 

6 

703 

5 

727 

5 

746 

2 

315 

4 

358 

4 

714 

22 

078 

8 

187 

13 

538 

13 685 

WATER supply 
























HOT and cold piped water INSIDE STRUCTURE. 


1 

201 

3 

219 

2 

555 

4 

246 


894 

2 

314 

2 

663 

11 

713 

3 

989 

9 

248 

10 006 

ONLY COLD PIPED WATER INSIDE STRUCTURE 

• • 



358 

1 

065 


731 


903 


315 


875 

1 

123 

4 

321 

1 

961 

2 

104 

1 960 

PIPED WATE^ OUTSIDE STRUCTURE. 

• • 



219 


230 


314 


356 


66 


625 


675 

1 

457 


717 

1 

018 

364 

NO PIPED WATER . 

• • 


1 

399 

2 

189 

2 

127 


239 

1 

040 


544 


253 

4 

587 

1 

520 

1 

165 

1 355 

TOILET FACILITIES 
























FLUSH TOILET. EXCLUSfVE USE. 



1 

240 

3 

463 

2 

531 

4 

635 


985 

2 

634 

2 

960 

13 

760 

4 

937 

10 

190 

11 114 

FLUSH TOILET. SHARED . 

• • 



30 


99 


60 


30 


18 


20 


12 


216 


25 


150 

126 

other toilet facilities or NONE. . . . 

• • 


1 

907 

3 

141 

3 

136 

1 

OBI 

1 

312 

1 

704 

1 

742 

8 

102 

3 

225 

3 

195 

2 443 

BATHING facilities 
























BATHTUB OR SHOWER, EXCLUSIVE USE . . . 



1 

238 

3 

264 

2 

539 

4 

647 


988 

2 

655 

3 

103 

12 

874 

4 

854 

9 

983 

11 015 

BATHTUB OR SHOWER, SHARED. 

• • 



30 


40 


60 


30 


IB 


24 


16 


163 


21 


112 

108 

NO BATHTUB OR SHOWER . 

• • 


1 

909 

3 

399 

3 

12B 

1 

069 

1 

309 

1 

679 

1 

595 

9 

041 

3 

312 

3 

440 

2 562 

ROOMS 
























1 ROOM ... 




31 


106 


74 


40 


27 


6 


50 


390 


264 


239 

318 

2 ROOMS. 




137 


309 


312 


381 


101 


256 


435 


957 


578 


830 

712 

3 ROOMS. 




577 

1 

082 


756 


847 


285 


745 


804 

3 

078 

1 

394 

2 

859 

2 083 

4 ROOMS... 



1 

009 

2 

187 

1 

443 

1 

479 


677 

1 

107 

1 

219 

6 

988 

2 

622 

3 

559 

3 65a 

5 ROOMS. .... . 




724 

1 

564 

1 

404 

1 

649 


613 

1 

013 

1 

023 

5 

717 

1 

848 

3 

045 

3 433 

6 ROOMS. ... . 




459 


947 

1 

196 


922 


449 


683 


775 

3 

313 


974 

1 

952 

2 173 

7 ROOMS. < . 




163 


358 


380 


277 


104 


311 


259 

1 

076 


296 


572 

806 

8 ROOMS OR MORE. .... . 




77 


150 


162 


151 


59 


235 


149 


559 


209 


479 

502 

MEDIAN 1 
























ALL UNITS... 




4.3 


4.3 


4.7 


4.6 


4.6 


4,6 


4.4 


4.4 


4.2 


4.3 

4.5 

OWNER OCCUPIED . 




5.0 


5.0 


5.1 


4.9 


4.9 


5.1 


4.9 


4.9 


4.6 


4.8 

5.0 

RENTER OCCUPIED. 




3.9 


3.9 


4.0 


3.9 


4.0 


3.8 


3.5 


4.1 


3.9 


3.6 

3.8 

UNITS IN structure 



























3 

121 

6 

548 

5 

654 

5 

388 

2 

285 

4 

125 

4 

280 

21 

564 

8 

070 

12 

157 

12 842 

2. . .. 




20 


67 


32 


197 


5 


175 


320 


222 


58 


566 

309 

3 AND 4... 




21 


37 


9 


32 


5 


31 


56 


115 


23 


220 

232 

5 TO 9. 

• * 



9*9 


9 9* 


9 t 


19 


9 


15 


14 


52 


16 


53 

77 

10 OR MORE... 

9 9 



11 


28 


9 • • 


• • . 


. • 4 


• • • 


. • • 


11 


• • • 


5 

84 

TRAILERl ON PERMANENT FOUNDATION. . . 

9 9 



9 • 9 


7 


16 


4 


4 




5 


4 


4 


61 

43 

MOBILE . 




4 


16 


16 


106 


7 


12 


39 


110 


16 


476 

98 

year structure built 
























1959 TO MARCH 1960 . 

• 9 



63 


234 


181 


331 


64 


130 


220 


956 


387 


628 

1 008 

1955 TO 1958 ... 

9 9 



389 


559 


519 

1 

023 


143 


566 


593 

2 

174 

1 

089 

2 

154 

2 286 

1950 TO 1954 . 

9 9 



320 


585 


598 

1 

146 


360 


483 


508 

3 

012 

1 

251 

1 

940 

2 083 

1940 TO 1949 ... 




729 

1 

462 

1 

373 

1 

116 


675 


487 


769 

5 

925 

2 

175 

2 

598 

2 910 

1930 TO- 1939 .. 




665 

1 

500 

1 

073 


675 


394 


337 


660 

4 

224 

1 

331 

1 

384 

1 910 

1929 OR EARLIER . 



1 

Oil 

2 

363 

1 

983 

1 

455 


679 

2 

355 

1 

964 

5 

787 

1 

954 

4 

831 

3 488 

BASEMENT 
























BASEMENT . . 




17 


116 


41 


21 


• • • 


18 


9 


157 


90 


76 

136 

CONCRETE SLAB . 

• • 



182 


514 


460 

1 

079 


55 


265 


396 

1 

140 


284 

1 

176 

2 491 

OTHER . 

• • 


2 

978 

6 

073 

5 

226 

4 

646 

2 

260 

4 

075 

4 

309 

20 

781 

7 

813 

12 

266 

11 058 




























































































20-60 


State and Small Areas 


Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Parishes Outside SMSA's: 1960 — Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition Sc Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

TANGI¬ 

PAHOA 

TENSAS 

TERRE¬ 

BONNE 


Q| 




west 

BATON 

ROUGE 

WEST 

CARROLL 

WEST 

FELI¬ 

CIANA 

WINN 

ALL HOUSING UNITS. 

17 

734 

3 

616 

15 

862 

5 

421 

12 

037 

7 

541 

13 

079 

13 

111 

4 

096 

4 

205 

2 

294 

5 

263 

TENURE) COLOR) AND VACANCY STATUS 

























OCCUPIED . 

15 

996 

3 

100 

14 

775 

4 

964 

u 

091 

5 

354 

12 

232 

11 

601 

3 

701 

3 

835 

2 

U4 

4 

716 

OWNER OCCUPIED . 

10 

251 

1 

377 

9 

B25 

3 

625 

7 

778 

4 

186 

B 

080 

7 

725 

2 

132 

2 

358 


630 

3 

325 

white. 

7 

696 


685 

B 

451 

2 

800 

7 

044 

3 

825 

6 

206 

5 

901 

1 

328 

2 

049 


484 

2 

598 

NONWHITE . 

2 

355 


692 

1 

374 


825 


734 


361 

1 

872 

1 

824 


804 


309 


146 


727 

renter occupied. 

5 

745 

1 

723 

4 

950 

1 

339 

3 

313 

1 

166 

4 

152 

3 

876 

1 

569 

1 

477 

1 

484 

1 

393 

white. ... . 

3 

217 


459 

3 

648 


689 

2 

837 


869 

2 

388 

2 

088 


637 

1 

044 


351 


773 

NONWHITE . 

2 

528 

1 

264 

1 

302 


650 


476 


279 

1 

764 

1 

788 


932 


433 

1 

133 


620 

VACANT . 

1 

738 


516 

1 

087 


457 


946 

2 

187 


847 

1 

510 


395 


370 


180 


545 

YEAR ROUND . 

I 

100 


240 


831 


406 


686 

2 

005 


688 

1 

047 


294 


244 


141 


425 

SOUND OR deteriorating . 


804 


128 


651 


267 


500 

1 

690 


500 


799 


230 


120 


117 


281 

AVAILABLE. 


401 


73 


391 


99 


247 

1 

206 


277 


546 


142 


67 


60 


96 

FOR SALE ONLY. 


76 


15 


116 


20 


37 


161 


62 


147 


47 


a 


a 


14 

FOR RENT . 


325 


58 


275 


79 


210 

1 

045 


215 


399 


95 


59 


52 


82 

RENTED OR SOLD) AWAITING OCCUPANCY . 


35 


1 


83 


5 


17 


17 


29 


13 


19 


2 


12 


4 

held for OCCASIONAL USE. 


137 


10 


68 


36 


57 


51 


41 


29 


18 


9 


16 


as 

HELD FOR OTHER REASONS . 


231 


44 


109 


127 


179 


416 


153 


211 


51 


42 


29 


96 

DILAPIDATED. 


296 


112 


lao 


139 


186 


315 


188 


248 


64 


124 


24 


144 

SEASONAL . 


638 


276 


256 


51 


260 


182 


159 


463 


101 


126 


39 


120 

CONDITION AND PLUMBING 

























ALL UNITS. 

17 

734 

3 

616 

15 

862 

5 

421 

12 

037 

7 

541 

13 

079 

13 

111 

4 

096 

4 

205 

2 

294 

5 

263 

SOUND. 

10 

424 

1 

266 

11 

177 

3 

085 

a 

296 

4 

587 

a 

256 

a 

612 

2 

261 

1 

867 

1 

177 

3 

137 

WITH ALL PLUMBING FACILITIES . 

8 

038 


879 

9 

535 

2 

204 

6 

860 

3 

564 

6 

830 

7 

216 

1 

666 

1 

356 


713 

2 

005 

LACKING ONLY HOT WATER . 


538 


35 


633 


61 


725 


103 


174 


162 


131 


61 


73 


132 

LACKING other PLUMBING FACILITIES. . . . 

1 

648 


352 

1 

009 


820 


711 


920 

1 

252 

1 

234 


242 


450 


391 

1 

000 

DETERIORATING. 

4 

483 


948 

3 

213 

1 

571 

2 

575 

1 

849 

2 

962 

2 

978 

1 

232 

1 

133 


572 

1 

380 

WITH ALL PLUMBING FACILITIES . 

1 

476 


236 

1 

369 


425 

1 

062 


749 

1 

393 

1 

294 


347 


322 


83 


353 

(.ACKING ONLY HOT WATER. 


364 


47 


452 


52 


512 


81 


194 

1 

144 


137 


32 


12 


28 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 

643 


665 

1 

392 

1 

094 

1 

001 

1 

019 

1 

375 

1 

540 


748 


779 


477 


999 

DILAPIDATED. 

2 

827 

1 

402 

1 

472 


765 

1 

166 

1 

105 

1 

861 

1 

521 


603 

1 

205 


545 


746 

VACANT AVAILABLE FOR SALE. 


76 


15 


116 


20 


37 


161 


62 


147 


47 


B 


8 


14 

WITH ALL PLUMBING FACILITIES.. . 


53 


9 


96 


12 


26 


144 


36 


130 


43 


5 


7 


4 

VACANT AVAILABLE FOR RENT. 


325 


58 


275 


79 


210 

1 

045 


215 


399 


95 


59 


52 


82 

WITH ALL plumbing FACILITIES . 


176 


31 


219 


30 


141 


847 


107 


256 


66 


23 


24 


38 

ALL HOUSING UNITS. 

17 

734 

3 

616 

15 

862 

5 

421 

12 

037 

7 

541 

13 

079 

13 

111 

4 

096 

4 

205 

2 

294 

5 

263 

WATER supply 

























HOT ANO cold piped WATER INSIDE STRUCTURE. 

10 

000 

1 

230 

11 

213 

2 

864 

a 

260 

4 

709 

B 

979 

9 

057 

2 

379 

1 

928 


820 

2 

595 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

2 

ao2 


346 

2 

887 


645 

2 

798 

1 

205 

1 

753 

1 

660 


599 


763 


179 


982 

PIPED WATER OUTSIDE STRUCTURE. 

1 

326 


515 


638 


284 


260 


315 


757 


515 


595 


217 


228 


349 

NO PIPED water . . . 

3 

604 

1 

523 

1 

124 

1 

628 


699 

1 

312 

1 

590 

1 

679 


523 

1 

297 

1 

067 

1 

337 

TOILET FACILITIES 

























FLUSH TOILET) EXCLUSIVE USE.. . . 

11 

162 

1 

329 

12 

501 

2 

866 

10 

206 

4 

742 

9 

515 

9 

617 

2 

630 

1 

900 


919 

2 

696 

FLUSH TOILET) SHARED . 


198 


18 


289 


53 


60 


111 


387 


411 


131 


4 


8 


36 

OTHER TOILET FACILITIES OR NONE. 

6 

374 

2 

269 

3 

072 

2 

500 

1 

771 

2 

688 

3 

177 

3 

083 

1 

335 

2 

301 

1 

367 

2 

531 

bathing FACILITIES 

























BATHTUB OR SHOWER) EXCLUSIVE USE . 

10 

661 

1 

287 

12 

379 

2 

839 

9 

560 

4 

694 

9 

045 

9 

oae 

2 

601 

1 

937 


902 

2 

671 

BATHTUB OR SHOWER) SHARED. 


141 


14 


189 


53 


52 


102 


307 


348 


120 




8 


25 

NO BATHTUB OR SHOWER . 

6 

732 

2 

315 

3 

294 

2 

529 

2 

425 

2 

745 

3 

727 

3 

675 

1 

375 

2 

268 

1 

384 

2 

567 

ROOMS 

























I ROOM. 


485 


65 


255 


46 


174 


65 


315 


222 


17 3 


32 


42 


33 

2 ROOMS..... 

1 

353 


501 

1 

096 


189 


565 


520 


766 


632 


330 


171 


142 


293 

3 ROOMS... 

2 

953 


784 

2 

378 


577 

1 

836 

1 

126 

1 

823 

1 

871 


692 


534 


676 


725 

4 ROOMS. 

4 

614 


943 

4 

200 

1 

513 

3 

944 

1 

915 

3 

260 

3 

354 

1 

135 

1 

396 


692 

1 

326 

5 ROOMS. 

4 

211 


628 

4 

229 

1 

601 

3 

017 

1 

924 

3 

320 

3 

663 


671 

1 

096 


379 

1 

364 

6 ROOMS. 

2 

628 


456 

2 

583 

1 

053 

1 

545 

1 

348 

2 

490 

2 

360 


580 


738 


179 

1 

051 

7 ROOMS. 


984 


117 


681 


323 


623 


430 


781 


654 


192 


174 


104 


323 

B ROOMS OR MORE.. . . . 


506 


122 


440 


119 


333 


211 


324 


355 


123 


64 


76 


148 

MEDIAN 1 

























all UNITS. 


4.4 


4.0 


4.5 


4.7 


4.4 


4.6 


4.6 


4.6 


4.3 


4.5 


3.9 


4.7 

OWNER OCCUPIED . 


5.0 


4.9 


4.9 


5.0 


4.7 


5.1 


5.1 


5.1 


5.0 


4.9 


5.1 


5.1 

RENTER OCCUPIED. 


3.6 


3.6 


3.8 


4.0 


4.0 


4.1 


3.7 


3.9 


3.6 


4.1 


3.6 


3.9 

UNITS IN structure 


























16 

685 

3 

462 

14 

563 

5 

302 

11 

615 

6 

B82 

12 

050 

12 

359 

3 

644 

4 

123 

2 

166 

5 

121 



590 


106 


546 


67 


192 


378 


460 


411 


244 


14 


26 


93 

3 ANO .. 


258 


34 


260 


30 


ea 


134 


156 


100 


41 


19 


4 


21 

5 TO .. 


50 


6 


60 


• f • 


21 


82 


190 


61 


36 


... 


9 


6 

10 OR MORE . 


31 


• * t 


• • • 


• • • 


... 


20 


155 


61 


78 


. - 


. « • 


10 

TRAILERi on permanent FOUNDATION. 


26 


• • « 


52 


17 


17 


25 


2a 


36 


• • . 


12 


• . . 


« • • 

MOBILE.. . . 


92 


4 


381 


5 


104 


20 


40 


63 


53 


37 


67 


12 

YEAR structure BUILT 

























1959 TO MARCH 1960 .. 


900 


75 

1 

010 


215 


430 


186 


524 


514 


125 


143 


196 


247 

1955 TO 1956 ..... . 

1 

963 


264 

2 

961 


524 

1 

181 

1 

075 

1 

369 

1 

453 


551 


373 


279 


496 

1950 TO 1954 . 

2 

309 


369 

2 

353 


683 

1 

512 

1 

177 

1 

757 

2 

110 


394 


450 


336 


567 

1940 TO 1949 .. . 

4 

059 


854 

3 

504 

1 

504 

3 

346 

2 

566 

2 

659 

3 

981 


668 

1 

115 


396 

1 

419 

1930 TO 1939 . . 

2 

504 


936 

2 

372 


848 

2 

452 

1 

189 

2 

092 

2 

168 


654 


980 


290 

1 

092 

1929 OR EARLIER.. . . . . 

5 

999 

1 

lie 

3 

662 

1 

647 

3 

116 

1 

346 

4 

678 

2 

865 

1 

664 

1 

144 


795 

1 

442 

BASEMENT 

























BASEMENT.. . . 


82 


15 


152 


12 


96 


87 


105 


164 


39 


9 


41 


40 

CONCRETE SLAB.. 

1 

597 


85 

2 

078 


348 


514 


624 

1 

887 

2 

298 


437 


274 


247 


127 

OTHER. 

16 

055 

3 

516 

13 

632 

5 

061 

11 

427 

6 

830 

11 

087 

10 

629 

3 

620 

3 

922' 

2 

006 

5 

096 
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Table 29— Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Parishes 

Outside SMSA’s; I960 

[Based on sample; see text. Median not shown where base is less than 200] 


ACADIA ALLEN ASCENSION 


ALL HOUSING UNITS. 


HEATING equipment 


ALL OCCUPIED UNITS . 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. , . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN* 

ALL OCCUPIEO . 
OWNER. . . . 
RENTER , . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


year MOVED INTO UNIT 


OWNER OCCUPIED . 
1958 TO MARCH 1960 . 
1954 TO 1957 .... 
1940 TO 1953 .... 
1939 OR EARLIER. , . 


RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 , , . 
1940 TO 1953 . . . 
1939 OR EARLIER, . 


heating fuel 

UTILITY GAS. 

fuel OIL, KEROSENE, ETC. . . 

COAL OR COKE . 

WOOD.. , , 

ELECTRICITY. 

BOTTLED, TANK, OR LP GAS , . 

OTHER FUEL . 

NONE ... . 


WATER HEATING FUEL 


UTILITY GAS, . 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED, TANK, OR LP GAS , , 
FUEL OIL, KEROSENE, ETC, , , 

OTHER FUEL , , . 

NONE. 


Heating Equipment Yeac Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room. Cooking Fuel 


STEAM OR hot water . 

WARM AIR FURNACE.. . 

FLOOR, WALL, OR PIPELESS FURNACE . ! ! ! 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE , . . . * * * 

NONE. 


POPULATION IN HOUSING UNITS, I960, . . . 

PER OCCUPIED UNIT. 

OWNER.. . , , 

RENTER , ., , . , 

POPULATION IN DWELLING UNITS, 1950 ! ! ! 
PER OCCUPIED UNIT. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED, TANK, OR LP GAS 
FUEL OIL, kerosene, ETC, 
COAL OR COKE ,,,,,, 

WOOD. 

OTHER FUEL . 

NONE.. 



49 

946 

20 

316 


3.7 


3.7 


3.6 


3.7 


4,0 


3.7 

46 

852 

18 

676 


3.8 


3.7 



32 


43 
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;2 State and Small Areas 

Table 29. —Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Parishes 

Outside SMSA’s: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment Year Moved into 


Population 
Persons 
Persons per 
Room 


Unit 

Heating Fuel 
Water Heating Fuel 
CcKiking Fuel 



ALL HOUSING UNITS. 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR) WALL) OR PIPELESS FURNACE . 
BUILT-IN ELECTRIC UNITS. ..... 
OTHER MEANS WITH FLUE. ...... 

OTHER MEANS WITHOUT FLUE . 

NONE. 


POPULATION IN HOUSING UNITS) 1960. . . 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITS) 1950 . . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 
a PERSONS. . . . 

5 PERSONS. . . . 

6 PERS9NS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MED I AN I 

ALL OCCUPIED . 
OWNER. . . . 

renter . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVEO INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . , . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1958 TO march 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


HEATING FUEL 


UTILITY GAS. ...... 

fuel OIL) KEROSENE) ETC. 

COAL OR COKE . 

WOOD. 

ELECTRICITY. 

BOTTLED) TANK. OR LP GAS 

OTHER FUEL.. 

NONE , . 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED) TANK. OR LP GAS 
FUEL OIL) KEROSENE. ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


utility gas. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 

fuel oil. kerosene, etc. 

COAL OR COKE . 

WOOD ... . 

OTHER FUEL . 

NONE. 



193 

119 

95 

1 101 

615 

568 

17 

30 

•.. 

1 570 

2 229 

1 128 

3 329 

4 350 

2 233 

46 

94 

98 


3 257 

4 290 

1 800 

781 

617 

266 

927 

874 

347 

1 179 

1 845 

769 

370 

954 

398 

2 180 

2 443 

1 912 

1 028 

954 

885 

480 

587 

463 

479 

656 

486 

193 

244 

78 


3 278 

3 612 

1 826 

58 

•. • 

39 

16 

... 

58 

1 277 

1 952 

830 

16 

20 

.., 

766 

1 025 

939 

22 

124 

20 



















































































































































Louisiana 

Table 29. —Occupancy Characteristics, Heating Equipment, and Type ot Fuel, tor Parishes 

Outside SMSA’s: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


20-63 

Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 


SUBJECT 


all housing units. 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR) WALL) OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. . . . . . 
OTHER MEANS WITHOUT FLUE . . . . 
NONE. 


population 


POPULATION IN HOUSING UNITS) 1960. 

PER OCCUPIED UNIT. 

OWNER.. 

RENTER ..... . 

POPULATION IN DWELLING UNITS, 1950 
PER OCCUPIED UNIT. ....... 


LAFAYETTE 


LAFOURCHE 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. ....... 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 
MED I AN I 

ALL OCCUPIED . 

OWNER.. 

renter ....... 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED. 
1958 TO MARCH 1960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


heating fuel 


UTILITY GAS. ...... 

FUEL OIL, KEROSENE, ETC. 

COAL OR COKE . . 

WOOD. 

ELECTRICITY. 

BOTTLED, TANK, OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE ...... 

WOOD. 

BOTTLED, TANK, OR LP GAS 
FUEL OIL, KEROSENE, ETC. 
OTHER FUEL . 

none. 


COOKING FUEL 


UTILITY GAS. . 

ELECTRICITY. 

BOTTLED, TANK, OR LP GAS 

fuel oil, kerosene, etc. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

NONE.. 


41 

3 743 

4 575 
240 

2 211 
12 467 
365 


21 
I 307 
3 776 
77 
1 369 
8 400 
227 


83 320 
3.6 
3.8 
3.B 
56 003 
3.8 


56 526 
4.0 
4.0 
4.1 
42 123 
4 


LA SALLE 


4 293 


136 

265 

4 

668 
3 176 
44 


LINCOLN 


27 
522 
915 
21 
1 078 
5 001 
41 


LIVING¬ 

STON 


MOREHOUSE 


662 

751 

75 

1 620 
5 144 
313 


12 746 

3.3 
3.2 

3.4 
12 658 

3.5 


959 

176 

262 

082 

696 

673 

878 

207 

3.4 

3.5 
3.3 


17 379 
4 754 


14 850 
3 631 

3 719 
5 274 
2 226 

7 283 

4 695 
1 430 

B94 

264 


18 487 
346 
61 
483 
357 
2 298 
20 
81 


15 493 
902 


1 183 
21 


843 
2 876 
2 647 
2 896 
2 006 
1 183 
695 
902 

3.7 

3.7 

3.7 


9 854 
4 196 


24 463 
3.4 

3.4 

3.5 
23 653 

3.7 


166 

4B4 

304 

670 

730 

662 

472 

028 

046 

316 


11 971 
421 

141 
131 
1 314 
16 
56 


8 333 
512 


522 
1 149 
741 
669 
379 
246 
117 
95 

2.9 

2.7 

3.2 


3 258 
660 


2 759 
472 
449 
1 304 
534 

1 159 
622 
206 
281 
50 


2 830 


28 023 
3.9 
3.9 
4.1 
19 962 
3.9 


16 

100 

695 

a 

1 216 
2 910 
110 


9 846 


a 

487 

1 123 

12 

2 162 
5 964 

92 


NATCHI¬ 

TOCHES 


10 614 


19 

509 

551 

40 

290 

028 

177 


PLAQUE¬ 

MINES 


16 846 

3.8 
3.6 

3.9 

17 234 
3.6 


474 


594 

20 


224 

641 

340 

543 

40 

126 

219 


21 

593 


11 689 
368 
1 537 
347 

23 

16 

70 


2 161 
101 


250 

1 406 


2 502 
449 
844 


749 

167 

351 

091 

781 

402 

225 

337 

3.0 

2.9 

3.0 


6 058 
1 045 


4 587 
887 
874 
1 739 

1 087 

2 516 
1 477 

539 

367 

133 


5 136 
39 

555 
39 
1 314 
20 


4 327 
117 


776 

1 883 


4 888 
460 
1 419 
78 

238 


517 

620 

243 

242 

062 

665 

327 

439 

3.6 

3.6 

3.7 


5 301 
1 814 


4 479 


34 514 
3.9 
3.6 
4.4 
31 727 
3.8 


524 

425 

233 

073 

793 

591 

908 

351 

255 

77 


3 350 
138 

19 

1 326 

37 

2 223 

20 


2 409 
499 
19 

1 498 

2 690 


2 871 
802 
2 787 
172 
19 
464 


766 
1 140 
677 
561 
357 
325 
166 
467 

3.0 

3.0 

3.0 


3 224 
1 255 


2 051 
311 
365 
1 006 
369 

2 428 
1 043 
600 
646 
139 


2 763 


34 544 

3.7 
3.4 
4.1 

37 141 

3.8 


9 308 


060 

laa 

486 

342 

013 

634 

409 

776 

3.3 

3.1 

3.8 


6 619 
2 309 


1 276 

2 440 
1 618 
1 134 
1 024 

667 

430 

719 

3.1 

2.9 

3.4 


7 199 
2 109 


4 

231 

196 

12 

413 

172 

189 


POINTE 

COUPEE 


6 456 


23 191 
4.2 
4.2 
4.2 
14 073 
3.9 


589 

21 

21 


1 550 
27 


385 

2 517 


2 599 
312 
641 
21 

906 


619 

947 

331 

554 

787 

309 

754 

761 

659 

135 


6 005 

41 

1 909 

42 
896 

17 

18 


4 579 
101 


531 

942 

006 

286 

297 


5 

79 

577 

17 

879 

681 

216 


22 702 
4.1 
3.7 
4.4 
21 777 
3,9 


RAPIDES 


32 624 


57 

2 162 

4 860 

64 

5 191 
19 874 

416 


5 581 


3 777 
1 899 
900 
797 
181 


323 

933 

060 

029 

993 

534 

245 

399 

3.9 

3.9 

3.9 


3 570 
1 946 


3 246 
895 
799 
946 
606 

2 270 
1 294 
536 
307 
133 


104 048 
3.5 
3.5 
3.5 
85 161 
3.5 


29 559 


5 693 
783 
1 064 
35 

1 333 


651 
1 327 

941 
781 
560 
428 
221 

652 

3,4 

3,2 

3.6 


3 860 
1 721 


2 727 
355 
353 

1 219 
800 

2 854 
864 
623 
680 
487 


530 

856 

672 

767 

307 

979 

083 

365 

3.1 

3.1 

3.0 


24 264 
5 275 


18 336 
3 988 
3 845 
7 418 
3 085 

11 223 
6 586 
2 141 
2 090 
406 


4 913 

3 849 

3 004 

22 813 

43 

473 

18 

405 

55 

• • t 

38 

38 

2 490 

116 

1 302 

3 358 

40 

139 

• • • 

101 

1 621 

906 



80 

15 



66 

18 

HI 


3 234 

2 976 



205 

448 

82 

609 

* t 

t • • 

39 

21 

16 

• ■ • 

• • • 

18 

699 

381 

621 

2 266 

■ t • 

25 

• • • 

20 


# • • 

• • • 

62 

5 154 

■n 

2 917 

7 841 

4 766 


3 025 

20 066 

402 


133 

3 567 

2 555 

1 240 

1 266 

3 883 

43 

256 

181 

201 

17 

• • « 

57 

17 

1 463 

14 

862 

1 640 

62 

• • • 

36 

109 

... 

... 

19 

J_^ 
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State and Small Areas 


Table 29.—Occupancy CiiARActERisTics, Heating Equipment, and Type oe Fuel, tor Parishes 

Outside SMSA’s: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 



ALL HOUSING UNITS 


heating EQUIPMENT 


STEAM OR HOT WATER . . 

WARM AIR FURNACE . 

FLOOR. WALL. OR PIPELESS FURNACE . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE. 


PERSONS PER ROOM 


i.OO OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1956 TO MARCH I960 
1.954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


RENTER OCCUPIED. 
1958 TO MARCH I960 . 
1954 TO 1957 . . . . 
1940 TO 1953 . . . . 
1939 OR EARLIER. . . 


HEATING FUEL 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

coal or coke . 

WOOD. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL . 

NONE.. • • 


COOKING FUEL 


UTILITY GAS. ...... 

ELECTRICITY. 

BOTTLED. TANK. DR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

NONE. 


4 

139 

89 

56 

508 

123 

10 

16 

4 

895 

1 842 

1 774 

2 171 

4 191 

3 705 

41 

7 

32 


POPULATION IN HOUSING UNITS. 1960. . . . 

. 10 

576 

24 438 

19 

197 

PER OCCUPIED UNIT.. . . , . 


3.B 

4.0 


3.7 

OWNER. 


3.5 

3.6 


3.6 

RENTER . 


4.1 

4.4 


3.8 

population IN DWELLING UNITS. 1950 . . . 

. 12 

093 

26 607 

20 

817 

PER OCCUPIED UNIT. 


3.B 

4.0 


3.8 

ALL OCCUPIED UNITS . 

. 2 

CO 

6 146 

5 

220 

PERSONS 

1 PERSON.. . . . 


375 

669 


591 

2 PERSONS. 


713 

1 458 

1 

418 

3 PERSONS.... 


457 

1 022 


964 

4 PERSONS.. . . . . 


396 

986 


728 

5 PERSONS.. 


254 

728 


534 

6 PERSONS.. , . . . 


176 

395 


392 

7 PERSONS. 


156 

283 


247 

8 PERSONS OR MORE, 


255 

605 


346 

MEDIANI 

ALL OCCUPIED ..... . 

• 

3.2 

3.4 


3.1 

OWNER... 

• 

3.0 

3.2 


3.1 

RENTER.... 

t 

3.5 

3.7 


3.3 


UTILITY GAS. 

... 1 267 

3 179 

1 

604 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

... 40 

43 


22 

WOOD. 

• * • 802 

1 631 

1 

596 

ELECTRICITY. . 

... 22 

41 


43 

BOTTLED. TANK. OR LP GAS . 

... 615 

1 252 

1 

953 

OTHER FUEL... 

• • • 18 

• • 


• • 


729 

2 089 

1 122 

67 

93 

61 

22 

... 

... 

269 

736 

1 231 

1 697 

3 228 

2 806 


1 217 

3 075 

1 437 

112 

505 

431 

794 

1 486 

2 466 

.. • 

105 

20 

40 

> > • 

22 

579 

975 

805 

*42 

.. • 

19 













































































































































Louisiana 


20-65 


Table 29.—Occupancy Characteristics, Heating Equipment, and Type ot Fuel, tor Parishes 

Outside SMSA’s: I960—Con. 

[Based on sample; see text Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

TANGI¬ 

PAHOA 

TENSAS 

TERRE¬ 

BONNE 

UNION 

VER¬ 

MILION 

VERNON 

WASH¬ 

INGTON 

WE8STER 


WEST 

CARROLL 

mrnmm 

B 

ALL HOUSING UNITS. 

17 734 

3 616 

15 662 

5 421 



13 079 

13 111 

4 096 

4 205 

m 

HEATING EQUIPMENT 


H 

■ 

H 







■I 

STEAM OR HOT WATER .... . 

4 




4 

t • t 

12 

23 

32 

4 


WARM AIR FURNACE . 

510 

53 


86 

321 

247 

558 

821 

385 

56 

FLOOR. WALL. OR PIPELESS FURNACE . 

2 093 

146 


254 

1 182 

623 

1 510 

1 568 

468 

344 

87 

BUILT-IN electric UNITS. 

91 

t t t 

32 

10 

199 

21 

ai 

12 

t 1 t 

t t t 

14 

OTHER MEANS WITH FLUE... 

3 671 

1 528 

794 

1 179 

415 

1 477 

2 576 

1 033 

366 

1 139 

1 131 

OTHER MEANS WITHOUT FLUE . 

10 822 

1 849 

e 981 

3 817 

9 706 

4 885 

6 206 

9 523 

2 762 

2 531 

932 

NONE. 

343 

40 

254 

73 

210 

ea 

136 

131 

43 

131 

4 

POPULATION 




■ 








POPULATION IN HOUSING UNITS. 1960. 

58 639 

12 410 

60 980 

BBR 

39 259 

18 159 

44 646 

40 624 

15 385 

14 736 


PER OCCUPIED UNIT... 

3.7 

4,0 

4.1 


3.5 

3.4 

3.6 

3.5 

4.2 

3.a 


OWNER. 

3.6 

3.6 

4.2 


3.4 

3.4 

3.6 

3.4 

4.4 

3.4 


RENTER . 

3.7 

4.4 

4.0 


3.8 

3.4 

3.7 

3.8 




POPULATION IN DWELLING UNITS. 1950 .... 

52 184 

13 190 

43 167 

19 111 

36 866 

18 872 

38 131 

35 579 



7 459 

PER OCCUPIED UNIT. 

3.7 

3,6 

4.1 

3.8 

3.6 

3.6 

3.7 

3.7 

■BB 


4.1 

ALL OCCUPIED UNITS . 

15 996 

3 100 

14 775 

4 964 


m 


11 601 

3 701 

3 835 

2 114 

PERSONS 





mmm 





■Bl 

B 

1 PERSON . 

2 119 

451 

1 094 

551 



1 566 


392 

410 


2 PERSONS. 

3 872 

753 

2 661 

1 373 



3 017 

SI 

623 

1 041 


3 PERSONS. 

2 869 

a 

2 551 

912 



2 228 


580 

614 


4 PERSONS. 

2 513 


' *1 

731 



1 900 

^BBr S 

499 

549 

311 

5 PERSONS. 



! rl 

515 



1 390 


455 

442 

239 

6 PERSONS. 


214 

! * 

316 



839 

767 

366 

262 

164 

7 PERSONS... 


101 


220 

424 

253 

556 

376 

185 

163 

114 

6 PERSONS OR MORE. 


391 

1 108 

346 

466 

189 

736 

466 

401 

334 

305 

MEOIANi 











3.B 

all OCCUPIED . 


3.2 

3.6 

3.1 

3.1 


3.2 

3.1 

3*6 

3.3 

OWNER.. • • 


3.0 

3,9 

3.1 

3.0 


3.2 

3.1 

3.9 

2.9 

3t2 

RENTER . 


3.5 

3.6 

3.3 

3.4 


3.1 

3.3 

3.3 

3.9 

4.1 

PERSONS PER ROOM 












1.00 OR LESS . 

12 316 

2 223 

10 471 

3 B61 

8 766 

4 496 

9 653 

9 496 

2 576 

2 914 

1 256 

1.01 OR MORE . 

3 680 

877 

4 304 

1 103 

2 325 

656 

2 579 

2 105 

1 125 

921 

858 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED . 

10 251 

1 377 

9 825 

3 625 

7 778 

4 186 

8 060 

7 725 

2 132 

2 358 

630 

1958 TO MARCH 1960 .. . 

1 675 

197 

2 097 

497 

1 104 

685 

1 298 

1 354 

341 

351 

198 

1954 TO 1957 . 

1 675 

273 

2 390 

621 

1 350 

715 

1 468 

1 996 

352 

461 

97 

1940 TO 1953 . 

4 329 

660 

3 514 

1 521 

3 178 

1 909 

3 509 

3 207 

936 

1 044 

162 

1939 OR EARLIER... 

2 372 

247 

1 824 

986 

2 146 

877 

1 805 

1 168 

503 

502 

173 

RENTER OCCUPIED. 

5 745 

1 723 

4 950 

1 339 

3 313 

1 166 

4 152 

3 876 

1 569 

1 477 

1 484 

1958 TO MARCH 1960 ..... . 

3 028 

626 

2 835 

601 

1 651 

666 

2 263 

2 111 

636 

783 

528 

1954 TO 1957 . ... . . . 

1 260 

398 

920 

337 

826 

202 

964 

879 

373 

343 

375 

1940 TO 1953 . 

1 147 

514 

780 

325 

658 

212 

657 

724 

367 

281 

406 

1939 OR EARLIER. 

290 

185 

415 

76 

178 

66 

266 

162 

193 

70 

175 

HEATING FUEL 












UTILITY GAS.. . . . 

7 635 

963 

12 887 

2 721 

7 472 

1 650 

7 740 

9 692 

2 681 

1 084 

533 

FUEL OIL. KEROSENE. ETC. 

205 

23 

465 

• t t 

149 

22 

102 

61 

44 

84 

49 

COAL OR COKE . 

23 

t t t 

44 

37 

18 

22 

40 

17 

387 

896 

936 

WOOD. 

2 874 

1 289 

162 

896 

136 

1 221 

1 644 

748 

ELECTRICITY. 

80 

• . . 

62 

• it 

153 

24 

161 

21 

543 

1 658 

55 

BOTTLED. TANK. OR LP GAS . 

5 048 

825 

1 050 

1 308 

3 080 

2 375 

2 199 

1 007 

541 

OTHER FUEL . 

44 

t t t 

19 

• it 

43 

18 

57 

20 

*46 

96 


NONE ... . . • 

87 

... 

66 


40 

22 

89 

15 

17 

t • t 

WATER HEATING FUEL 












utility gas. 

5 693 

521 

9 977 

1 874 

5 453 

1 352 

6 185 

7 589 

1 721 

717 

352 

electricity. 

644 

36 

378 

ea 

585 

86 

489 

141 

202 

111 

152 

COAL OR COKE . 

• • • 

t t t 

20 

22 

18 

15 

t t • 

17 

■ t t 

• • t 

■ « t 

WOOD . 

18 

• t • 

• t t 

• ■ t 

• t t 

t t t 

41 

524 

245 

966 

146 

BOTTLEO. TANK. OR LP GAS . 

3 096 

568 

343 

762 

1 766 

1 749 

1 638 

FUEL OIL. KEROSENE. ETC . 

« 9 ■ 

t * • 

t • t 

• • • 

21 

> t « 

• • • 

20 

• • • 

t 1 t 

• • B 

OTHER FUEL . 

NONE. 

!<; 

t t t 

• ft 

• • t 

• t t 

t t » 

t t • 

• it 

* • • 

2 04; 

1 464 

6 526 

1 975 

4 057 

2 218 

3 248 

2 150 

3 679 

3 310 

1 533 

COOKING FUEL 













6 905 

849 

12 525 

2 665 

7 337 

1 733 

7 055 

B 821 

2 171 

1 IDE 

421 

electricity. 

1 467 

388 

438 

20U 

52C 

322 

1 359 

948 

508 

26S 

208 

BOTTLED. TANK. OR LP GAS . 

5 859 

619 

1 366 

1 590 

2 937 

3 105 

3 444 


S 

2 07e 

689 

FUEL OIL. KEROSENE. ETC. 

326 

6S 

317 

22 

17« 


37 

■B 


n 

• t • 

coal or COKE . 

•ft 

• ft 

41 

15 

IE 

.. 

• t t 


1 27S 

30' 

796 

WOOD ..... . 

1 329 

1 139 

46 

468 

6: 

194 

278 


OTHER FUEL . 

44 

t t t 

19 

• t t 

IE 

... 

t t • 


6i 

• • • 

NONE. 

64 

4C 

2C 

... 

Zi 

... 

61 

1 341 41 

• • 

• • • 


WINN 


5 263 


61 
144 
20 
1 165 
3 776 
97 


16 315 
3.5 

3.4 
3.7 

16 034 

3.5 


4 718 


609 
1 344 
664 
706 
469 
338 
155 
233 


3.0 

2.9 

3.1 


3 B96 
822 


3 325 
555 
554 
1 379 
637 

1 393 
767 
294 
269 
63 


2 492 


1 117 
39 
1 042 

*28 


840 

139 


659 


2 060 


2 480 
250 
1 578 


382 

28 


















































































































































20-66 


State and Small Areas 


Table 30 .—Financial Characteristics and Selected Equipment, tor Parishes Outside SMSAs: 

1960 


[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) alter number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

ACADIA 

ALLEN 

ascension 

ASSUMP¬ 

TION 

AVOYELLES 

BEAURE¬ 

GARD 

BIENVILLE 

CALDWELL 

CAMERON 

CATA¬ 

HOULA 

CLAI¬ 

BORNE 

ALL OCCUPIED UNITS . 

13 

466 

5 

517 

7 

182 

4 

471 

10 

526 

5 

413 

4 

734 

2 496 

1 663 

3 056 

5 774 

CLOTHES WASHING MACHINE 




















WRINGER OR SPINNER . 


6 

005 

2 

446 

2 

680 

2 

140 

5 

986 

2 

153 

1 

546 

1 030 

775 

1 666 

1 246 

AUTOMATIC OR SEMI-AUTOMATIC. . . 

- . . . • 

5 

142 

1 

857 

2 

912 

1 

229 

2 

660 

1 

630 

1 

361 

598 

619 

473 

2 013 

WASHER-DRYER COMBINATION .... 



63 


72 


18 


38 


22 


25 


• • • 

• • • 

• ft 

21 

• • • 

NONE. 


2 

258 

1 

142 

1 

572 

1 

064 

1 

638 

1 

405 

1 

827 

666 

269 

696 

2 515 

CLOTHES DRYER 




















GAS heated . 

« • ■ • 


541 


53 


261 


78 


114 


74 


79 

• • • 

137 

• • • 

42 

electrically heated. 



797 


250 


479 


259 


324 


315 


130 

39 

136 

• • • 

204 

NONE.. . 

. 

12 

130 

5 

214 

6 

442 

4 

134 

10 

066 

5 

024 

4 

525 

2 457 

1 590 

3 056 

5 528 

HOME FOOD FREEZER 




















1 OR MORE. 

. • ■ 

5 

716 

1 

648 

1 

491 


851 

2 

910 

1 

895 

1 

451 

856 

1 027 

1 128 

1 821 

NONE ... . 


7 

752 

3 

669 

5 

691 

3 

620 

7 

616 

3 

518 

3 

283 

1 640 

636 

1 928 

3 953 

TELEPHONE AVAILABLE 




















YES. 

- . a • • 

8 

417 

3 

036 

4 

183 

1 

705 

5 

348 

3 

266 

2 

602 

1 221 

1 114 

1 261 

3 540 

NO. 

. 

5 

051 

2 

481 

2 

999 

2 

766 

5 

178 

2 

147 

2 

132 

1 275 

749 

1 795 

2 234 

AUTOMOBILES AVAILABLE 





















. 

7 

533 

2 

597 

3 

657 

1 

906 

5 

468 

2 

830 

2 

109 

1 010 

994 

1 576 

2 740 


. < . $ • 

2 

029 


886 

1 

073 


753 

1 

168 


933 


746 

502 

489 

250 

1 116 

3 OR MORE. ... . 



245 


255 


no 


114 


93 


177 


119 

126 

97 

22 

176 

NONE. 

. 

3 

661 

1 

779 

2 

342 

1 

698 

3 

797 

1 

473 

1 

760 

656 

263 

1 206 

1 742 

AIR conditioning 




















ROOM UNITI 




















L. 



662 


365 


429 


260 


739 


418 


196 

94 

20 

78 

437 

2 OR MORE. 


1 

096 


144 


256 


98 


224 


265 


85 

50 

76 

42 

517 

CENTRAL SYSTEM . .... 



353 


122 


92 


21 


59 


174 


106 

• • • 

20 

• • • 

57 

NONE. 

. 

11 

137 

4 

686 

6 

405 

4 

092 

9 

504 

4 

536 

4 

347 

2 352 

1 745 

2 936 

4 763 

TELEVISION SETS 






















10 

233 

3 

976 

5 

001 

2 

998 

7 

641 

3 

365 

3 

267 

1 703 

1 392 

1 660 

3 760 

2 OR MORE. 

. 


394 


44 


237 


136 


66 


264 


60 

25 

76 

• • • 

166 

NONE. 


2 

841 

1 

497 

1 

944 

1 

337 

2 

819 

1 

764 

1 

407 

768 

393 

1 376 

1 626 

RADIO SETS 






















10 

069 

4 

138 

5 

014 

2 

671 

7 

628 

3 

619 

3 

728 

1 553 

1 464 

2 114 

4 095 

2 OR MORE. ... . 

• • • • • 

1 

906 


585 


923 


602 

1 

054 


843 


311 

234 

136 

167 

766 

NONE . 


1 

491 


794 

1 

245 

1 

198 

1 

644 


951 


695 

709 

263 

755 

913 

VALUE 




















OWNER OCCUPIED . 

• • • • • 

6 

875 

2 

770 

3 

661 

2 

238 

4 

326 

2 

533 

1 

817 

1 019 

906 

966 

2 165 

LESS THAN 55.000 . 

• * • • • 

2 

352 

1 

273 

1 

147 

1 

016 

1 

666 

1 

243 


788 

649 

319 

429 

843 

$5,000 TO 57ih00 . 

• • • • • 

1 

541 


618 


755 


454 


960 


521 


376 

J88 

229 

278 

331 

$7,500 TO $9,900 . 

• • 1 • • 


902 


393 


537 


266 


526 


214 


288 

71 

108 

101 

256 

$10,000 TO $12,400 . 

« • • • • 


696 


257 


485 


266 


424 


223 


234 

61 

105 

72 

289 

$12,500 TO $14,900 ....... 



359 


70 


266 


80 


186 


93 


59 

13 

54 

32 

153 

$15,000 To $17,400 . 

• • • ■ • 


336 


57 


203 


66 


157 


62 


28 

4 

36 

20 

116 

$17,500 TO $19,900 . 



157 


28 


52 


12 


44 


41 


14 

• • • 

12 

16 

46 

$20,000 TO $24,900 . 



245 


4l 


103 


12 


62 


66 


13 

5 

25 

12 

47 

$25,000 TO $34,900 . 



142 


29 


79 


25 


43 


52 


9 

6 

12 

• • • 

40 

$35,000 OR MORE. 

• • • • • 


143 


4 


32 


17 


38 


16 


8 

• • • 

6 

6 

44 

MEDIAN . 

DOLLARS . 

6 

800 

5 

500 

7 

300 

5 

600 

5 

800 

5 

100 

5 

aoo 

6 000- 

6 500 

5 500 

6 600 

VACANT AVAILABLE FOR SALE. . 

• • • • • 


60 


30 


47 


14 


47 


49 


24 

10 

7 

4 

22 

median price ASKED . . 

dollars . 


... 


... 


... 


... 




... 


... 

... 

... 

... 

... 

GROSS RENT 




















RENTER OCCUPIED. 


3 

752 

1 

687 

2 

109 

1 

646 

2 

686 

1 

363 

1 

430 

597 

439 

845 

2 055 

LESS THAN $20. 



223 


133 


176 


143 


463 


69 


263 

122 

9 

129 

505 

$20 TO $29 . 



666 


278 


267 


129 


817 


136 


260 

76 

12 

147 

370 

$30 TO ... 



749 


235 


215 


80 


440 


266 


119 

63 

25 

83 

162 

$40 TO $49 . 



502 


300 


229 


29 


259 


223 


77 

47 

21 

32 

155 

$50 TO $59 . 

» • t • « 


322 


169 


199 


32 


67 


141 


67 

51 

46 

31 

112 

$60 TO $69 . 



264 


116 


149 


61 


91 


57 


56 

19 

35 

40 

113 

$70 TO $79 . . 



136 


54 


107 


29 


44 


21 


4 

3 

39 

26 

54 

$60 TO $99 . 

• • • • • 


141 


58 


69 


16 


36 


50 


31 

12 

66 

16 

47 

$100 TO $119.. . . . . 

• • • • # 


40 


4 


42 


4 


. . . 


5 


. - . 

• • • 

9 

27 

14 

$120 OR MORE.. . . . 

• • • • • 


16 


4 


24 


... 


4 


9 


50 

• • t 

• • • 

12 

4 

NO CASH rent.. . . . 

• • • • • 


693 


336 


632 

1 

123 


445 


366 


461 

164 

177 

300 

519 

MEDIAN . 

dollars , 


39 


41 


44 


29 


26 


40 


28 

31 

65 

30 

27 

CONTRACT RENT 




















RENTER OCCUPIED. ...... 

• t • • t 

3 

059 

1 

351 

1 

477 


523 

2 

241 


997 


969 

413 

262 

545 

1 536 

MEDIAN ..... . 

dollars , 


26 


30 


31 


20- 


20- 


30 


20- 

21 

51 

20- 

20- 

VACANT AVAILABLE FOR RENT. . 

• » • * • 


366 


119 


208 


89 


127 


685 


66 

40 

62 

30 

102 

MEDIAN RENT ASKED. 

dollars . 


46 


... 


40 


... 




36 


... 

... 

... 

... 

... 






























































Louisiana 

Table 30. —Financial Characteristics and Selected Equipment, for Parishes Outside SMSA’s: 

1960—Con. 

[Based on sample; see text. Median not shown where base is leas than 200; plus (+) or minus (-) after number indicates median above 

or below that number] 



EAST east 

Carroll feliciana 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 



Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


JEFFER¬ 

SON 

□AVIS 


ALL OCCUPIED UNITS 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION .... 
NONE. 


6 733 I 3 712 3 572 


1 816 1 639 1 007 

1 729 668 BBO 

20 

3 168 1 405 1 6B5 


8 B46 6 644 


13 5591 7 603 I 4 621 B 083 


CLOTHES DRYER 


GAS HEATED . 

ELECTRICALLY HEATED. 
NONE ........ 


70 ... 92 

139 59 113 

6 524 3 653 3 367 


HOME FOOD FREEZER 


1 OR MORE. 
NONE . . . 


telephone available 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


1 500 2 010 

232 369 

... 70 

1 980 1 123 


AIR CONDITIONING 


ROOM UNIT I 

1 . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


2 OR MORE. 
NONE . . , 


2 OR MORE. 
NONE . . . 


OWNER OCCUPIED 
LESS THAN $5i000 . 
$51000 TO $71400 . 
$71500 TO $91900 . 
$10(000 TO $12(400 
$12(500 TO $14(900 
$15(000 TO $17(400 
$17(500 TO $19(900 
$20(000 TO $24(900 
$25(000 TO $34(900 
$35(000 OR MORE. . 
MEDIAN . 


925 

3 763 

1 670 

1 B06 

294 

1 724 

615 

1 020 

189 

1 037 

377 

392 

133 

394 

267 

147 

126 

314 

140 

136 

64 

90 

133 

66 

46 

92 

41 

25 

8 

11 

26 

8 

37 

51 

34 

8 

24 

27 

24 

4 

4 

23 

13 


7 200 

5 400 

6 500 

5 OOol 


VACANT available FOR SALE. 

median price asked . dollars 


7 113 

3 642 

2 468 

4 385 

1 313 

1 574 

761 

1 751 

1 138 

558 

477 

600 

1 106 

367 

423 

495 

1 120 

352 

371 

535 

759 

252 

164 

359 

596 

196 

145 

206 

265 

102 

44 

128 

336 

106 

30 

145 

212 

70 

33 

81 

268 

65 

20 

85 

10 000 

6 100 

7 500 

6 BOO 

75 

12 

40 

23 


RENTER OCCUPIED 
LESS THAN $20. . . 

$20 TO $29 ... . 

$30 TO $39 ... . 
$40 TO $49 ... . 
$50 TO $59 ... . 
$60 TO $69 ... . 
$70 TO $79 ... . 
$80 TO $99 ... . 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH rent . . . 

median . 


1 857 

2 219 

1 268 

1 624 

2 483 

1 974 

979 

5 118 

3 243 

1 399 

2 312 

290 

479 

210 

286 

244 

344 

122 

351 

407 

153 

126 

387 

313 

324 

276 

677 

429 

158 

829 

422 

355 

245 

135 

183 

178 

133 

570 

213 

146 

657 

318 

200 

268 

95 

161 

49 

109 

218 

150 

59 

478 

307 

168 

271 

102 

121 

48 

89 

148 

143 

50 

499 

250 

86 

242 

142 

134 

35 

45 

74 

63 

12 

362 

146 

73 

249 

98 

54 

42 

24 

53 

24 

12 

349 

119 

43 

156 

89 

36 

12 

8 

56 

26 

8 

375 

124 

21 

170 

36 

16 

... 

10 

13 

3 

4 

121 

31 


60 

9 

4 

8 

... 

33 

... 

4 

114 

34 

3 

32 

474 

718 

362 

644 

397 

579 

404 

983 

1 085 

297 

493 

31 

29 

28 

27 

32 

28 

31 

45 

38 

32 

SO 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN . 


. DOLLARS . 

1 383 

20- 

1 501 

20- 

906 

20- 

980 

20- 

2 086 

23 

1 395 

20- 

575 

20- 

4 135 

33 

2 158 

24 

1 102 

23 

1 819 
39 

.' DOLLARS . 

162 

102 

34 

31 

131 

53 

16 

266 

47 

113 

60 

196 



























































20-68 


State and Small Areas 


Table 30 .—Financial Characteristics and Selected Equipment, for Parishes Outside SMSA’s: 

I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

LAFAYETTE 




LIVING¬ 

STON 


MOREHOUSE 

NATCHI¬ 

TOCHES 

PLAQUE¬ 

MINES 

POINTE 

COUPEE 

RAPIDES 

ALL OCCUPIED UNITS .... 


22 

133 

14 

050 

3 

918 

7 

103 

7 

115 

■ 

B 

8 

1 

9 

308 

5 

516 

5 

581 

29 

559 

CLOTHES WASHING MACHINE 
























WRINGER OR SPINNER . 


7 

077 

5 

896 

1 

941 

1 

778 

2 

833 

1 

824 

2 

537 

3 

532 

1 

589 

1 

965 

7 

793 

AUTOMATIC OR SEMI-AUTOMATIC. . . 


10 

779 

6 

357 

1 

313 

2 

709 

2 

832 

1 

002 

3 

161 

2 

067 

2 

933 

1 

808 

13 

980 

WASHER-DRYER COMBINATION .... 

. . . * • 


219 


58 


• « • 


81 


41 


• $ • 


• ■ • 


41 


• • t 


18 


155 

NONE. 


4 

058 

1 

739 


664 

2 

535 

1 

409 

1 

653 

3 

230 

3 

668 


994 

1 

790 

7 

631 

CLOTHES DRYER 
























GAS HEATED . 



905 

1 

332 


• a • 


58 


96 


38 


79 


72 


772 


22 


305 

ELECTRICALLY HEATED. 

• • $ • • 

1 

977 

2 

092 


162 


197 


369 


89 


202 


218 


376 


264 

2 

060 

NONE. 


19 

251 

10 

626 

3 

756 

6 

848 

6 

650 

4 

352 

a 

647 

9 

018 

4 

368 

5 

295 

27 

194 

HOME FOOD FREEZER 
























I OR MORE. 


6 

249 

3 

847 

1 

736 

2 

224 

2 

049 

1 

073 

2 

958 

2 

324 

1 



968 

7 

668 

NONE. 


15 

884 

10 

203 

2 

182 

4 

879 

5 

066 

3 

406 

5 

970 

6 

984 

4 


4 

613 


891 

TELEPHONE AVAILABLE 
























YES. 


16 

016 

8 

838 

2 

319 

4 

904 

4 

205 

2 

286 

5 

170 

4 

850 

2 

866 

2 

551 


081 

NO. 


6 

117 

5 

212 

1 

599 

2 

199 

2 

910 

2 

193 

3 

758 

4 

458 

2 

650 

3 

030 


478 

AUTOMOBILES AVAILABLE 


























12 

083 

8 

999 

2 

005 

3 

599 

3 

858 

1 

528 

3 

977 

3 

801 

3 

303 

2 

984 

13 

772 



5 

175 

1 

821 


512 

1 

521 

1 

504 


589 

1 

797 

1 

269 

1 

043 


438 

6 

501 

3 OR MORE. 

t T “ • - 


469 


259 


• • t 


235 


152 


91 


221 


182 


96 


22 


851 

NONE. 

. 

4 

406 

2 

971 

1 

401 

1 

748 

1 

601 

2 

271 

2 

933 

4 

056 

1 

074 

2 

137 

8 

435 

AIR CONDITIONING 
























ROOM UNITi 
























.. 

f « 

2 

708 


879 


212 


788 


441 


302 

1 

050 


535 


596 


176 

3 

771 

2 OR MORE. 


1 

747 


874 


106 


320 


224 


243 


427 


422 


387 


154 

2 

213 

CENTRAL SYSTEM . 

. . • • • 

1 

580 


272 


20 


77 


40 


tat 


80 


168 


18 


23 


793 

NONE.. .. 


16 

098 

12 

025 

3 

580 

5 

918 

6 

410 

3 

934 

7 

371 

8 

183 

4 

515 

5 

228 

22 

782 

TELEVISION SETS 


























17 

488 

11 

505 

2 

721 

5 

730 

5 

222 

2 

568 

6 

496 

5 

065 

4 

579 

3 

827 

22 

655 

2 OR MORE. 

. . • • • 

1 

413 


458 


61 


295 


103 


98 


238 


163 


83 


95 

2 

EEil 

NONE. 


3 

232 

2 

087 

1 

136 

1 

078 

1 

790 

1 

813 

2 

194 

4 

080 


854 

1 

659 

4 

503 

RADIO SETS 


























14 

604 

9 

663 

2 

650 

4 

710 

5 

271 

3 

129 

6 

160 


rS 

3 


3 

951 

17 

710 

2 OR MORE. 

. 

4 

542 

1 

699 


520 

1 

361 


722 


525 

1 

354 


ESS 


651 


539 

7 

439 

NONE. 


2 

987 

2 

688 


748 

1 

D32 

1 

122 


825 

1 

414 



1 

003 

1 

091 

4 

410 

VALUE 
















■ 








OWNER OCCUPIED ....... 

• • • • • 

12 

794 

7 

615 

1 

974 

3 

330 

3 

347 

1 

499 

4 

540 



2 

393 

1 

803 

14 

935 

LESS THAN SSiOOO . 

• • • • • 

1 

973 

2 

173 

1 

102 


824 


942 


712 

1 

758 




710 


571 

3 

401 

SSiOOO TO S7i400 . 

• • $ • • 

2 

149 

1 

391 


344 


445 


543 


186 


856 


567 


282 


496 

2 

336 

S7i500 TO S9t900 . 

« • « • • 

1 

715 

1 

089 


174 


426 


495 


143 


677 


275 


328 


272 

1 

922 

SlOiOOO To S12i400 . 

• $ • • • 

1 

579 

1 

138 


188 


506 


439 


147 


576 


285 


376 


166 

2 

225 

SI2i5O0 TO $14(900 . 

• • • • • 

1 

222 


454 


63 


361 


311 


105 


278 


186 


217 


59 

1 

531 

$15,000 TO $17(400 . 

• $ $ • • 

1 

187 


471 


40 


305 


274 


109 


146 


229 


174 


95 

1 

285 

$17(500 TO $19,900 . 

« • $ • • 


874 


212 


24 


144 


101 


12 


49 


118 


103 


40 


678 

$20(000 TO $24(900 . 

« • • • • 


861 


297 


27 


98 


139 


36 


82 


105 


100 


34 


687 

$25(000 TO $34(900 . 

• $ • t • 


777 


206 


4 


122 


66 


41 


65 


117 


56 


41 


474 

$35(000 OR MORE. 

• • $ $ • 


457 


184 


8 


99 


37 


8 


53 


30 


47 


29 


396 

MEDIAN . 

DOLLARS . 

10 

900 

8 

100 

5 

000- 

9 

800 

8 

500 

5 

500 

6 

500 

5 

200 

9 

100 

6 

700 

9 

800 

VACANT available FOR SALE. . 

« • • • • 


233 


37 


19 


60 


189 


19 


106 


41 


36 


t • • 


392 

MEDIAN PRICE ASKED . 

DOLLARS . 

14 

100 




... 


... 




... 


... 


... 


... 


... 

10 

400 

GROSS RENT 
























RENTER OCCUPIED. 

• • • $ • 

6 

416 

4 

572 

1 

159 

2 

442 

1 

541 

1 

930 

2 

512 

3 

021 

2 

246 

2 

429 

10 

982 

LESS THAN $20. 

• • t • • 


268 


303 


157 


188 


248 


337 


205 


610 


148 


515 


645 

$20 TO $29 . 

• $ $ • • 


705 


475 


234 


477 


197 


657 


371 


503 


152 


425 


972 

$30 TO $39 . 

• $ t • • 


801 


440 


210 


355 


138 


157 


369 


308 


184 


240 

1 

617 

$40 TO $49 . 

■ $ • • • 


659 


373 


157 


251 


100 


61 


257 


195 


213 


136 

1 

530 

$50 TO $59 . 

• $ $ $ $ 


706 


402 


99 


213 


137 


102 


249 


186 


208 


158 

1 

142 

$60 TO $69 . 

• • • • $ 


774 


393 


79 


176 


80 


61 


136 


168 


215 


74 

1 

120 

$70 TO $79 . 

• $ • « $ 


482 


329 


21 


95 


64 


79 


71 


131 


157 


27 


774 

$B0 TO $99 . 

• • $ • $ 


552 


292 


17 


132 


48 


24 


78 


74 


348 


38 


965 

$100 TO $119 . 

• $ • • • 


409 


86 


a . a 


65 


8 


10 


25 


34 


97 


• • • 


451 

$120 OR MORE . 

« $ • t • 


391 


143 


- T - 


19 


4 


4 


12 


10 


40 


8 


261 

NO CASH RENT . 

• $ $ • $ 


669 

1 

336 


185 


471 


517 


438 


739 


802 


484 


808 

1 

505 

MEDIAN . 

DOLLARS . 


56 


51 


35 


39 


35 


26 


38 


30 


59 


27 


50 

CONTRACT RENT 
























RENTER OCCUPIED. 

• • « $ • 

5 

747 

3 

236 


974 

1 

971 

1 

024 

1 

492 

1 

773 

2 

219 



1 

621 

9 

477 

median . 

DOLLARS . 


46 

. 

39 


20 


28 


24 


20- 


26 


20- 




20- 


39 

VACANT AVAILABLE FOR RENT. . 

• • • a • 


559 


417 


78 


132 


117 


82 


reH 


131 




124 

1 

097 

MEDIAN RENT ASKED. 

DOLLARS . 


59 


50 


... 


... 




... 


m 


... 


HP 


... 


45 







































































































Louisiana 


Tabic 30. F.K«cucCHaa.cTB.,sx.cs«o SHX^ P*a.™s 0™bc SMSAs: 

[Baaed on sample; see text Madiov, i. ■‘■you uon. 

s own where base is less than 200; plus (+) or minus f-i nfb 

or below that number] number indicates median above 


ALL OCCUPIED UNITS . , , . 
CLOTHES washing MACHINE 
WRINGER OR SPINNER , . 

automatic or semi-automatic.* ' * 
IJASHER-DRYER combination . : : : 


clothes dryer 

GAS HEATED . 

electrically heated. !!’*** 
none. 

home food freezer 

1 OR MORE. 

none. . 


telephone available 


YES, .... 
NO. 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
fi.adio Secs 
Value 
Gross Rent 
Contract Rent 


red river RICHLAND SABINE 


ST 

CHARLES 


AT WFI eKiA c* JOHN 

ST HELENA ST JAMES THE 


2 784 

_6^ 146 

5 220 

5 251 

2 150 

4 114 

1 514 
467 

45 

758 

2 506 

1 494 

2 146 

2 437 
914 

1 869 

1 491 

3 164 

86 

510 

1 122 
456 

572 

1 779 

1 549 

786 


^^97 *40 409 n? 

** 2 110 3 422 4 063 


797 830 600 

1 353 3 284 3 731 


ST LANDRY ST MARTIN ST MARY ST 

TAMMANY 

-Qll 7 OSS 12 SSB I 10 427 


automobiles AVAILABLE 


3 OR MORE. ...... . 

NONE ...... . 


AIR conditioning 


ROOM UNIT I 

1 .. 

2 OR MORE... 

central system . . 

NONE .... 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


2 740 2 836 

894 381 

, 80 
2 399 1 923 


4 183 2 675 

2i5 186 

1 74a 2 359 


1 173 2 138 2 083 

424 540 544 

20 42 28 

533 1 394 1 


873 56 

290 36 

80 ... 

“1 008 2 058 


273 326 

19 60 

, 37 28 

3 785 3 917 


209 1 234 

225 1 110 

44 193 

6 608 10 018 


5 651 10 083 I 

69 464 

1 366 2 008 


a OR MORE. 

none . . . 


1 495 2 873 

154 505 

501 736 


. OWNER OCCUPIED 
LESS THAN $5(000 . 
$3(000 TO $7(400 , 
*7(500 TO *9(900 , 
$10(000 TO *12(400 
$12(500 TO $14(900 
$13(000 TO S17(40D 
$17(500 TO *19(900 
*20(000 TO $24(900 
$2S(000 To $34(900 
$33(000 OR MORE. . , 

median . , 


available for sale. 

median price asked.: ^ollIrI 


,, renter occupied 
LESS than $20. . . 
*20 TO *29 ... . 
*30 TO *39 ... . 
*40 TO *49 ... , 
*50 TO *59 ... . 
*60 TO *69 ... . 
*70 TO *79 ... . 

TO *99 ... . 
*100 TO *119 . , . 
*120 OR MORE . . . 
NO CASH RENT . , . 

median . 


CONTRACT RENT 


renter OCCUPIED. 

median . 


VACANT AVAILABLE FOR RENT. 

median rent asked.dollars 


980 

42 

306 

20- 

738 

20- 

832 

20- 

4 889 

24 

1 118 
24 

206 

56 

7 

27 

65 

427 

26 

114 


269 

33 













































20-70 


State and Small Areas 


Table 30.— Financial Characteristics and Selected Equipment, for Parishes Outside SMSA’s; 

1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-h) or minus (—) after number indicates median above 

or below that number] 


Cloches Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Secs 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

Tangi¬ 

pahoa 

TENSAS 

TERRE¬ 

BONNE 



VERNON 

WASH¬ 

INGTON 

WEBSTER 

■91 

H 


ISlfl 

WINN 

ALL OCCUPIED UNITS .... 


15 

996 

3 

100 

14 

775 

4 

964 

11 

091 

5 

354 

12 

232 

11 

601 

3 

701 

3 

1 

835 

2 114 

4 

718 

CLOTHES WASHINS MACHINE 

























WRINGER OR SPINNER . 

. a • • $ 

5 

964 

1 

455 

4 

885 

1 

748 

5 

228 

2 

814 

3 

391 

2 

676 

1 

053 

2 

122 

731 

1 

894 

AUTOMATIC OR SEMI-AUTOMATIC. . . 

. 

5 

841 


698 

7 

265 

1 

758 

4 

029 

1 

514 

5 

782 

5 

350 

1 

370 


823 

489 

1 

208 

WASHER-DRYER COMBINATION . . . . 



63 


• a a 


119 


64 


78 


« • • 


109 


60 


20 


22 

• • • 


• • t 

NONE. 

. 

4 

128 


947 

2 

506 

1 

394 

1 

756 

1 

026 

2 

950 

3 

515 

1 

258 


868 

894 

1 

616 

CLOTHES DRYER 

























GAS HEATED . 

$ t • $ « 


345 


IB 

1 

353 


43 


276 


a a a 


320 


19 


59 


• • • 

• • • 


• • • 

ELECTRICALLY HEATED. 


1 

107 


171 

1 

861 


70 


769 


182 


371 


410 


340 


68 

56 


68 

NONE ..... . 

. 

14 

544 

2 

911 

11 

561 

4 

851 

10 

046 

5 

172 

11 

541 

11 

172 

3 

302 

3 

767 

2 058 

4 

650 

HOME FOOD freezer 

























I OR MORE. 

. 

4 

831 

1 

031 

4 

229 

1 

852 

5 

025 

2 

466 

4 

817 

4 

102 


756 

1 

741 

359 

1 

538 

NONE. 

. 

11 

165 

2 

069 

10 

546 

3 

112 

6 

066 

2 

868 

7 

415 

7 

499 

2 

945 

2 

094 

1 755 

3 

180 

TELEPHONE AVAILABLE 

























YES . 

. 

10 

639 

1 

108 


401 

2 

620 

7 

830 

2 

721 

8 

065 

7 

535 

2 

133 

1 

708 

698 

2 

777 

No. 

. 

5 

357 

1 

992 

’ 3 

1 

374 

2 

344 

3 

261 

1 2 

633 

4 

167 

4 

066 

1 

568 

2 

127 

1 416 

1 

941 

AUTOMOBILES AVAILABLE 






1 


! 


















• • $ » • 

7 

724 

1 

248 

1 

1 7 

906 

2 

508 

6 

712 

2 

762 

6 

159 

5 

483 

1 

795 

1 

735 

956 

2 

433 



2 

466 


389 

2 

814 


572 

1 

715 


979 

2 

618 

2 

594 


534 


218 

■ 314 


462 

3 OR MORE . 



432 


45 


318 


65 


154 


196 


258 


374 


42 


66 

64 


149 

NONE . 

. 

5 

374 

1 

418 

3 

737 

1 

819 

2 

510 

1 

417 

3 

197 

3 

150 

1 

330 

1 

816 

780 

1 

674 

AIR CONDITIONING 

























ROOM UNIT I 

























1 . 

. 

1 

459 


190 

1 

423 


262 

1 

050 


240 

1 

035 

1 

368 


288 


201 

104 


356 

2 OR MORE . 

$ $ $ « $ 


539 


117 

1 

357 


106 


669 


113 


509 


664 


206 


222 

48 


64 

CENTRAL SYSTEM . 



175 


54 


271 


48 


166 


48 


98 


219 


20 


22 

56 


21 

NONE. 

. 

13 

823 

2 

739 

11 

724 

4 

548 

9 

206 

4 

953 

10 

590 

9 

350 

3 

187 

3 

1 

390 

1 1 906 

1 

4 

277 

TELEVISION SETS 




! 

1 


1 




















.1 

11 

328 

1 

725 

11 

857 

3 

792 

8 

865 

3 

442 

8 

476 

8 

453 

2 

799 

2 

613 

1 285 

3 

135 

2 OR MORE. 

t $ • • • 


514 


a • • 


432 


207 


337 


110 


366 


515 


63 


88 

56 


21 

NONE. 

.1 

4 

154 

1 

375 

2 

4B6 


965 

1 

889 

1 

802 

3 

390 

2 

633 


839 

1 

134 

773 

1 

562 

RADIO SETS 

1 















1 

1 











11 

115 

2 

046 

9 

714 

3 

534 

7 

854 

3 

819 

8 

619 

7 

353 

2 

548 

2 

639 

1 566 

3 

333 

2 OR MORE. 

$ $ • t » j 

2 

128 


199 

2 

393 


639 

1 

444 


639 

2 

212 

2 

489 


675 


308 

231 


645 

NONE. 


2 

753 


855 

2 

668 


791 

1 

793 


896 

1 

401 

1 

759 


478 


888 

317 


740 

VALUE 

























OWNER OCCUPIED . 

$ • • • • 

6 

415 


890 

8 

408 

1 

845 

5 

499 

2 

198 

5 

496 

6 

125 

1 

864 


880 

319 

2 

259 

LESS THAN «5|000 . 


2 

162 


533 

1 

843 


768 

1 

894 

1 

439 

1 

614 

1 

688 


449 


408 

52 

1 

193 

$5(000 TO $7 t 400 . 


1 

094 


107 

1 

224 


363 

1 

063 


397 

1 

241 

1 

319 


386 


191 

34 


383 

$7(500 TO $9(900 . 



844 


25 

1 

175 


300 


694 


159 


863 

1 

048 


273 


84 

29 


229 

$10(000 TO $12(400 . 

• • $ • t 


872 


79 

1 

135 


228 


616 


103 


701 


767 


237 


109 

30 


179 

$12(500 TO $14(900 . 



407 


43 


851 


82 


331 


28 


349 


503 


216 


8 

39 


107 

$15(000 To $17(400 . 



359 


65 


820 


63 


358 


27 


256 


306 


153 


48 

63 


77 

$17(500 TO $19(900 . 



149 


9 


411 


23 


163 


25 


124 


201 


60 


8 

30 


15 

$20(000 TO $24(900 . 



238 


8 


461 


14 


195 


10 


169 


183 


53 


a a a 

34 


32 

$25(000 TO $34(900 . 



178 


21 


259 


4 


118 


5 


100 


86 


29 


16 

8 


28 

$35(000 OR MORE. 



112 


$ $ • 


229 


a a . 


67 


5 


79 


24 


8 


8 

• • • 


16 

MEDIAN . 

DOLLARS . 

7 

400 

5 1 

000- 

9 

900 

6 

100 

7 

000 

5 

000- 

7 

300 

7 

600 

8 

400 

5 

400 

13 400 

5 ( 

300- 

VACANT AVAILABLE FOR SALE. . 

a a a • • 


68 


a a a 


113 


6 


21 


142 


33 


155 


43 


9 

8 


4 

MEDIAN PRICE ASKED . 

DOLLARS . 


. .. 


... 


... 


... 













... 


... 

GROSS RENT 

























RENTER OCCUPIED. 


5 

476 

1 

083 

4 

878 

1 

263 

2 

857 

1 

150 

3 

923 

3 

793 

1 

516 


928 

1 282 

1 

385 

LESS THAN $20. 



888 


217 


164 


243 


159 


96 


382 


364 


237 


103 

462 


183 

$20 TO $29 . 



896 


156 


315 


261 


548 


196 


992 


BlO 


119 


205 

196 


324 

$30 TO $39 . 

• • • • • 1 


743 


88 


472 


133 


561 


170 


630 


556 


86 


74 

214 


239 

$40 TO $49 . 



533 


33 


396 


132 


352 


120 


452 


574 


94 


86 

82 


109 

$50 TO $59 . 



460 


79 


411 


52 


244 


102 


288 


470 


83 


32 

42 


126 

$60 TO $69 . 



239 


49 


475 


32 


171 


53 


187 


171 


117 


55 

20 


88 

$70 TO $79 . 



149 


31 


497 


22 


54 


14 


109 


80 


88 


26 

27 


42 

$80 TO $99 .......... . 



121 


33 


543 


18 


65 


16 


137 


76 


21 


23 

35 


22 

$100 TO $119 . 



66 


3 


217 


3 


17 




39 


30 


4 


a a . 

4 


14 

$120 OR MORE . 



30 


■ a a 


109 


It- 


39 


• If 


28 


4 


14 


8 

a a a 


4 

NO CASH rent . 


1 

351 


394 

1 

279 


367 


647 


383 


679 


658 


653 


316 

200 


234 

MEDIAN . 

DOLLARS . 


34 


28 


61 


28 


37 


35 


34 


37 


39 


30 

24 


33 

CONTRACT RENT 





1 




















RENTER OCCUPIED . 

• • $ • • 

4 

125 


689 

3 

599 


896 

2 

210 


767 

3 

244 

3 

135 


863 


612 

1 082 

1 

151 

MEDIAN . 

DOLLARS . 


21 


20- 


51 


20- 


26 


25 


26 


27 


26 


20- 

20- 


20- 

VACANT AVAILABLE FOR RENT. . 

• • • • • 


246 


39 


261 


15 


203 


961 


168 


329 


lOl 


38 

48 


71 

median rent ASKED . 

DOLLARS . 


39 

_ 1 


... 


59 


... 


39 


37 




34 




... 

... 


... 
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20-71 


Table 31. —Tenuri-, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Parishes: 1960 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacincy Status 
Condition & Plurnb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

ACADIA 

ALLEN 

ASCEN¬ 

SION 

ASSUMP¬ 

TION 

AVOY¬ 

ELLES 

BEAURE¬ 

GARD 

BIEN¬ 

VILLE 

BOSSIER 

CADDO 

CALCA¬ 

SIEU 

CALDWELL 

CAMERON 

ALL HOUSING UNITS. 

4 

014 

3 

399 

4 

726 

4 

746 

5 

775 

3 

128 

3 

951 

5 

364 

11 

919 

10 357 

2 

300 

2 

439 

tenure 1 COLOR. AND VACANCY STATUS 
























OCCUPIED . 

3 

400 

3 

067 

4 

305 

4 

127 

5 

039 

2 

715 

3 

485 

4 

552 

10 

472 

8 946 

1 

984 

1 

689 

OWNER OCCUPIED . 

2 

455 

2 

072 

3 

226 

2 

481 

3 

474 

2 

079 

2 

303 

2 

832 

7 

307 

6 487 

1 

387 

1 

250 

WHITE. 

2 

307 

1 

750 

2 

514 

1 

798 

2 

948 

1 

777 

1 

550 

1 

697 

5 

916 

5 752 

1 

089 

1 

165 

NONWHITE.. . . 


14B 


322 


712 


683 


526 


302 


753 

1 

135 

1 

391 

735 


298 


85 

RENTER OCCUPIED. 


945 


995 

1 

079 

1 

646 

1 

565 


636 

1 

1B2 

1 

720 

3 

165 

2 459 


597 


439 

WHITE. 


795 


755 


528 


762 

1 

079 


477 


514 


694 

1 

502 

2 138 


428 


418 

NONWHITE . 


150 


240 


551 


884 


486 


159 


668 

1 

026 

1 

663 

321 


169 


21 

VACANT . 


614 


332 


421 


619 


736 


413 


466 


812 

1 

447 

1 411 


316 


750 

YEAR ROUND . 


456 


242 


323 


441 


550 


361 


338 


666 


969 

913 


207 


158 

SOUND OR DETERIORATINS . 


355 


211 


238 


268 


362 


287 


238 


530 


803 

821 


166 


140 

AVAILABLE. 


171 


78 


125 


105 


185 


129 


103 


271 


456 

550 


39 


84 

FOR SALE ONLY. 


33 


17 


37 


22 


32 


23 


25 


27 


234 

152 


11 


27 

FOR RENT . 


13S 


61 


B8 


83 


153 


106 


78 


244 


222 

398 


28 


57 

RENTED OR SOLD. AWAITING OCCUPANCY . 


5 


2 


13 


5 


17 


27 


8 


19 


81 

43 


5 


2 

HELD FOR OCCASIONAL USE. 


38 


97 


49 


25 


61 


51 


33 


129 


104 

50 


71 


20 

HELD FOR OTHER REASONS . 


141 


34 


51 


133 


99 


80 


94 


111 


162 

178 


51 


34 

DILAPIDATED. 


101 


31 


B5 


173 


188 


74 


100 


136 


166 

92 


41 


18 

SEASONAL . 


158 


90 


98 


178 


186 


52 


128 


146 


478 

498 


109 


592 

CONDITION AND PLUMBING 
























ALL UNITS.. 

4 

014 

3 

399 

4 

726 

4 

746 

5 

775 

3 

128 

3 

951 

5 

364 

11 

919 

10 357 

2 

300 

2 

439 

SOUND. 

2 

6B5 

2 

352 

3 

125 

2 

801 

3 

254 

2 

062 

2 

148 

2 

899 

7 

641 

7 568 

1 

251 

2 

007 

WITH ALL PLUMBING FACILITIES . 

1 

959 

1 

646 

2 

442 

1 

655 

1 

919 

1 

416 

1 

297 

2 

109 

6 

602 

6 486 


799 

1 

474 

LACKING ONLY HOT WATER . 


194 


119 


149 


420 


405 


75 


56 


46 


74 

205 


56 


257 

LACKING OTHER PLUMBING FACILITIES. . . . 


532 


587 


534 


726 


930 


571 


795 


744 


965 

877 


396 


276 

DETERIORATING. 


972 


796 


789 

1 

044 

1 

488 


780 

1 

145 

1 

292 

2 

227 

2 130 


688 


327 

WITH ALL PLUMBING FACILITIES . 


221 


213 


276 


177 


239 


235 


237 


284 


739 

927 


145 


138 

LACKING ONLY HOT WATER . 


91 


59 


108 


115 


140 


51 


21 


37 


67 

214 


51 


46 

lacking OTHER PLUMBING FACILITIES. . . . 


660 


524 


405 


752 

1 

109 


494 


887 


971 

1 

421 

989 


492 


143 

dilapidated. 


357 


251 


812 


901 

1 

033 


286 


658 

1 

173 

2 

051 

659 


361 


105 

RENTER OCCUPIED. 


945 


995 

1 

079 

1 

646 

1 

565 


636 

1 

182 

1 

720 

3 

165 

2 459 


597 


439 

SOUND. 


553 


637 


458 


627 


502 


376 


372 


597 

1 

247 

1 638 


254 


312 

WITH ALL PLUMBING FACILITIES . 


361 


416 


316 


294 


221 


237 


175 


397 


954 

1 500 


154 


259 

LACKING SOME OR ALL FACILITIES . 


192 


221 


142 


333 


281 


139 


197 


200 


293 

138 


100 


53 

deteriorating. 


28 1 


278 


241 


547 


633 


151 


436 


507 


864 

fF- 


188 


92 

WITH ALL PLUMBING FACILITIES . 


48 


71 


71 


67 


95 


40 


65 


97 


201 



■illl 



LACKING SOME OR ALL FACILITIES . 


233 


207 


170 


480 


538 


111 


371 


410 


663 



RQ 



DILAPIDATED... 


111 


80 


380 


472 


430 


109 


374 


616 

1 

054 




IH 


ALL HOUSING UNITS. 

4 

014 

3 

399 

4 

726 

4 

746 

5 

775 

3 

12B 

3 

951 

m 

iiy 

H 

■ 


2 

300 

2 

439 

WATER SUPPLY 
























HOT and COLD PIPED WATER INSIDE STRUCTURE. 

2 

309 

2 

049 

2 

824 

1 

956 

2 

299 

1 

751 

1 

664 

2 

535 

7 

728 

7 651 

1 

033 

1 

659 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


897 


676 


787 

1 

490 

1 

605 


614 


412 


373 


602 

1 398 


378 


574 

PIPED water outside STRUCTURE. 


97 


208 


213 


331 


264 


213 


148 


398 


305 

274 


164 


49 

NO PIPED WATER . 


711 


466 


902 


969 

1 

607 


550 

1 

727 

2 

058 

3 

284 

1 034 


725 


157 

TOILET FACILITIES 
























FLUSH toilet. EXCLUSIVE USE. 

2 

574 

2 

115 

3 

133 

2 

530 

2 

809 

1 

865 

1 

715 

2 

547 

7 

732 

8 027 

1 

112 

2 

031 

FLUSH toilet. SHARED . 


9 


25 


• • t 


16 


36 


• • « 


37 


29 


52 

35 


27 


4 

OTHER TOILET FACILITIES OR NONE. 

1 

431 

1 

259 

1 

593 

2 

200 

2 

930 

1 

263 

2 

199 

2 

788 

4 

135 

2 295 

1 

161 


404 

bathing facilities 
























BATHTUB OR SHOWER. EXCLUSIVE USE . 

2 

550 

2 

147 

3 

133 

2 

578 

2 

860 

1 

832 

1 

681 

2 

553 

7 

762 

7 988 

1 

089 

1 

970 

bathtub OR SHOWER. SHARED. 


4 


25 


t • • 


20 


40 


• • • 


37 


29 


44 

31 


27 


4 

NO bathtub or SHOWER . 

1 

460 

1 

227 

1 

593 

2 

148 

2 

875 

1 

296 

2 

233 

2 

782 

4 

113 

2 338 

1 

184 


465 

SOURCE OF water 

















i 







PUBLIC SYSTEM OR PRIVATE COMPANY . 


845 

1 

624 


605 

2 

450 

1 

725 


919 


849 

1 

387 

2 

535 

2 883 

1 

082 


214 

INDIVIDUAL well. 

2 

769 

1 

399 

2 

750 


537 

2 

174 

1 

982 

2 

425 

2 

597 

6 

931 

6 241 


597 

1 

369 

OTHER. . ... . . . . 


402 


369 

1 

393 

1 

772 

1 

873 


263 


678 

1 

374 

2 

444 

1 242 


617 


851 

SEWAGE DISPOSAL 
























PUBLIC SEWER . 


51 


155 


48 


411 


11 


47 


352 


B34 


885 

1 250 


296 


5 

SEPTIC TANK OR CESSPOOL. 

2 

512 

2 

050 

3 

041 

2 

178 

3 

096 

1 

898 

1 

632 

1 

800 

6 

883 

6 512 


634 

2 

033 

OTHER OR NONE. 

1 

453 

1 

187 

1 

659 

2 

170 

2 

665 

1 

219 

1 

968 

2 

724 

4 

142 

2 604 

1 

366 


396 

ROOMS 
























I ROOM . 


121 


66 


55 


55 


104 


33 


27 


58 


255 

137 


64 


266 

Z ROOMS.. . . . . 


215 


181 


390 


428 


262 


168 


148 


292 


584 

704 


188 


261 

3 ROOMS. 


584 


365 


715 


918 


862 


296 


454 


920 

1 

604 

1 168 


279 


335 

4 ROOMS. 

1 

290 


919 

1 

453 

1 

227 

1 

867 


894 

1 

160 

1 

540 

2 

763 

3 237 


654 


574 

5 ROOMS. ..... . 


982 


781 

1 

174 

1 

077 

1 

502 


974 


971 

1 

473 

3 

461 

2 806 


600 


477 

6 ROOMS. 


569 


780 


685 


705 


820 


556 


804 


766 

2 

304 

1 532 


346 


338 

7 ROOMS. 


150 


230 


169 


204 


278 


151 


210 


209 


672 

572 


136 


118 

B ROOMS OR MORE. 


103 


77 


85 


132 


80 


56 


177 


106 


276 

201 


33 


70 

MEDIAN! 
























ALL UNITS. 


4.3 


4.7 


4.3 


4.3 


4.4 


4.7 


4.7 


4.4 


4.7 

4.5 


4.4 


4.1 

OWNER OCCUPIED . 


4.6 


5.1 


4.6 


4.9 


4.7 


4.9 


5.1 


4.9 


5. 1 

4.8 


4.9 


4.8 

RENTER OCCUPIED. 


4.1 


4.4 


3.7 


4.0 


4.0 


4.2 


4.1 


3.9 


3.9 

4.1 


4.1 


4.1 

YEAR STRUCTURE BUILT 
























1955 TO MARCH 1960 . 


666 


473 

1 

157 


721 


852 


510 


513 

1 

197 

3 

711 

3 362 


288 

1 

260 

1950 TO 1954 . 


479 


446 


630 


454 


692 


474 


458 


705 

1 

838 

1 958 


204 


244 

1940 TO 1949 . 


870 


892 


930 


659 

1 

674 


970 


892 

1 

444 

2 

186 

2 891 


514 


297 

1930 TO 1939 . 


729 


567 


613 


588 


946 


512 


717 


768 

2 

020 

1 150 


608 


279 

1929 OR EARLIER. 

1 

270 

1 

021 

1 

396 

2 

324 

1 

611 


662 

1 

371 

1 

250 

2 

164 

996 


686 


359 




















































































20-72 


State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Parishes; 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Baching Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

CATA¬ 

HOULA 


CON¬ 

CORDIA 

DE SOTO 

HI 

EAST 

CARROLL 



FRANKLIN 

grant 

IBERIA 

IBER¬ 

VILLE 

ALL HOUSING UNITS. 

2 

523 

2 

916 

2 

669 

4 

509 

B 

851 

1 

078 

3 

433 

4 

023 

3 

126 

4 

208 

3 

873 

5 

871 

TENURE 1 COLOR) AND VACANCY STATUS 

























OCCUPIED . 

2 

207 

2 

496 

2 

087 

3 

949 

7 

813 


763 

3 

081 

3 

427 

2 

537 

3 

544 

3 

450 

5 

174 

OWNER OCCUPIED . 

1 

362 

1 

421 

1 

317 

2 

409 

6 

290 


202 

1 

457 

2 

131 

1 

179 

2 

565 

1 

946 

2 

890 

WHITE. 


994 


975 


939 

1 

308 

5 

182 


113 


844 

1 

916 


853 

2 

135 

1 

472 

1 

477 

NONWHITE . 


368 


446 


37B 

1 

101 

1 

108 


09 


613 


215 


326 


430 


474 

1 

413 

RENTER OCCUPIED.. 


845 

1 

075 


770 

1 

540 

1 

523 


561 

1 

624 

1 

296 

1 

358 


979 

1 

504 

2 

284 

WHITE.. 


424 


328 


312 


481 


832 


190 


739 


816 


804 


650 


863 


BOl 

NONWHITE . ...... 


421 


747 


458 

1 

059 


691 


371 


885 


480 


554 


329 


641 

1 

483 

VACANT . 


316 


420 


582 


560 

1 

038 


315 


352 


596 


589 


664 


423 


697 

YEAR ROUND . 


162 


F: ri •] 


438 


423 


885 


251 


213 


447 


406 


425 


245 


433 

SOUND OR deteriorating . 


99 


r : 4 


400 


273 


751 


123 


133 


287 


191 


319 


187 


296 

AVAILABLE. 


50 


i' ^ 1 


124 


157 


520 


40 


67 


145 


96 


63 


85 


140 

POR SALE ONLY. 


8 


1 ^ i 


49 


17 


423 


5 


14 


15 


15 


28 


37 


25 

FOR RENT . 


42 


124 


75 


140 


97 


35 


53 


130 


81 


35 


48 


115 

RENTED OR SOLD) AWAITING OCCUPANCY . 


2 


5 


11 


1 


99 


3 


4 


3 


4 


20 


13 


22 

HELD FOR OCCASIONAL USE. 


10 


34 


167 


26 


38 


8 


21 


25 


23 


147 


36 


54 

HELD FOR OTHER REASONS . 


37 


79 


98 


89 


94 


72 


41 




68 


89 


53 



DILAPIDATED. 


63 


111 


38 


150 


134 


12B 


80 




215 


106 


SB 



SEASONAL . 


154 


50 


144 


137 


153 


64 


139 




183 


239 



■ 


CONDITION AND PLUMBING 























■ 


ALL UNITS. 

2 

523 

2 

916 

2 

669 

4 

509 

8 

851 

1 

078 

3 



Ptm 

3 

126 

4 

208 

3 




SOUND. 


943 

1 

352 

1 

816 

2 

153 

6 

764 


302 

1 



ul 

1 

222 

2 

370 

2 




WITH ALL PLUMBING FACILITIES . 


656 


936 

1 

226 

1 

178 

6 

301 


190 

1 

148 


SB 


810 

1 

515 

1 



: i ?l 

LACKING ONLY HOT WATER , . . 


63 


22 


67 


37 


125 


4 


55 


201 


12 


144 




1: 4 

LACKING OTHER PLUMBING FACILITIES. . . . 


224 


394 


523 


938 


338 


108 


626 


850 


400 


711 




: 1 3 

DETERIORATING. 


862 


EES 


690 

1 

423 

1 

024 


267 


778 


BBO 

1 

142 

1 

178 





WITH ALL PLUMBING FACILITIES . 


227 


194 


59 


343 


507 


41 


183 


125 


239 


207 


1 5 1 



LACKING ONLY HOT WATER . 


35 


4 


20 


36 


115 


4 


56 


69 


20 


95 


1 • 


' ' rl 

LACKING OTHER PLUMBING FACILITIES. . . . 


600 


704 


611 

1 

044 


402 


222 


539 


686 


883 


876 


541 


' 9 H 

DILAPIDATED. 


718 


662 


163 


933 


063 


509 


826 


275 


762 


660 


432 

1 

301 

RENTER OCCUPIED.. 


845 

1 

075 


770 

1 

540 

1 

523 


561 

1 

624 

1 

296 

1 

358 


979 

1 

504 

2 

284 

SOUND.. 


150 


300 


374 


453 


643 


122 


753 


854 


348 


331 


795 


818 

WITH ALL PLUMBING FACILITIES . 


111 


185 


167 


175 


575 


67 


358 


342 


184 


167 


545 


511 

LACKING SOME OR ALL FACILITIES . 


39 


115 


207 


278 


68 


55 


395 


512 


164 


164 


250 


»!• rJ 

DETERIORATING. 


330 


373 


305 


581 


355 


127 


389 


325 


624 


382 


456 


t£ J 

WITH ALL PLUMBING FACILITIES . 


60 


48 


4 


112 




24 


67 


25 


88 


56 


97 


K S 

LACKING SOME OR ALL FACILITIES . 


270 


325 


301 


469 




103 


322 


300 


536 


326 


359 


K rl 

DILAPIDATED. 


365 

— 

402 


91 


506 




312 


482 

— 

117 


386 

_ 

266 


253 


711 

ALL HOUSING UNITS. ......... 

2 

523 

2 

916 

2 

669 

4 

509 

8 

851 

1 

078 

3 

433 

4 

023 

3 

126 

4 

208 

3 

873 

5 

871 

WATER supply 









■ 

■ 




■ 











HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


940 

1 

283 

1 

316 

1 

704 




245 



2 

031 

1 

125 

1 

914 

2 

113 

2 

385 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


423 


153 


244 


321 




92 


316 


911 


366 


860 


869 


960 

PIPED water OUTSIDE STRUCTURE. 


268 


72 


93 


85 




165 


227 


163 


193 


295 


134 


819 

NO PIPED water . 


892 

1 

40B 

1 

016 

2 

399 

1 

006 


576 

1 

271 


918 

1 

442 

1 

139 


757 

1 

707 

TOILET FACILITIES 

























FLUSH TOILET. EXCLUSIVE USE. 

1 

071 

1 

204 

1 

391 

1 

677 

7 

279 


256 

1 

556 

2 

267 

1 

121 

2 

101 

2 

497 

2 

626 

FLUSH TOILET. SHARED . 


8 


20 


5 


40 


5 


t t 1 


226 




4 


35 




47 

OTHER toilet FACILITIES OR NONE. 

1 

444 

1 

692 

1 

273 

2 

792 

1 

567 


822 

1 

651 

1 

756 

2 

001 

2 

072 

1 

376 

3 

198 

BATHING FACILITIES 

























BATHTUB OR SHOWER. EXCLUSIVE USE . 

1 

060 

1 

209 

1 

393 

1 

699 

7 

267 


247 

1 

507 

2 

254 

1 

125 

2 

083 

2 

501 

2 

651 

bathtub OR SHOWER. SHARED. 


12 


20 


5 


36 


5 


I - - 


226 




4 


35 


- ‘ 


47 

NO bathtub OR SHOWER . . . 

1 

451 

1 

687 

1 

271 

2 

774 

1 

579 


831 

1 

700 

1 

769 

1 

997 

2 

090 

1 

372 

3 

173 

SOURCE OF water 

























PUBLIC SYSTEM OR PRIVATE COMPANY . 


870 


413 


471 


744 

5 

204 


145 

1 

505 

1 

271 


556 

1 

029 

1 

419 

2 

319 


1 

Oil 

1 

919 

1 

431 

2 

539 

2 

881 


468 

1 

452 

2 

160 

1 

922 

2 

140 

1 

635 

1 

798 

OTHER. 


635 


540 


768 

1 

254 


765 


464 


513 


573 


666 

1 

016 


812 

1 

761 

SEWAGE DISPOSAL 

























PUBLIC SEWER . 


395 


55 


122 


238 


150 


10 


262 


31 


128 


89 


213 


51 

SEPTIC TANK OR CESSPOOL. 


714 

1 

185 

1 

277 

1 

545 

7 

184 


241 

1 

433 

2 

373 

1 

234 

1 

958 

2 

528 

2 

771 

OTHER OR NONE. 

1 

407 

1 

632 

1 

271 

2 

754 

1 

516 


826 

1 

775 

1 

600 

1 

782 

2 

138 

1 

125 

3 

056 

ROOMS 

























1 ROOM . 


47 


16 


99 


60 


56 


4 


229 


34 


28 


150 


38 


155 

2 ROOMS.. . . . . 


231 


108 


276 


260 


315 


169 


173 


98 


224 


241 


205 


657 

3 ROOMS. ... t ............ . 


594 


392 


525 


843 


998 


263 




612 


605 


579 


701 

1 

489 



695 


889 


810 

1 

160 

1 

553 


361 



1 

567 

1 

087 

1 

029 

1 

176 





506 


683 


641 

1 

057 

3 

273 


168 


win 

1 

066 


651 

1 

201 


953 


Ir3! 



286 


541 


239 


814 

1 

832 


96 


470 


513 


403 


675 


546 


t $ 



96 


216 


57 


195 


540 


12 


176 




92 


248 


146 



MEDIANI 


68 


71 


22 


120 


284 


5 


133 

■ 



36 


85 


108 


121 

ALL UNITS. 


4.1 

■ 

m 


4.0 


4.4 


5.0 


3.8 


4.2 




4.1 


4t6 


4»3 


3.9 

OWNER OCCUPIED.. 

RENTER OCCUPIED.. 


4.6 

3.5 

■ 



4.5 

3.6 


5,0 

3.8 


5.2 

3,9 


4.4 

3.7 


5.1 

3.6 

■ 

i 


4.8 

3.9 


4.9 

4.1 


4.8 

4.0 


4.5 

3.5 

YEAR structure BUILT 

























1955 TO MARCH I960 . 


459 


326 


772 


662 

4 

424 


140 


535 


567 


395 


613 


819 


755 



292 


350 


355 


555 

1 

078 


69 


303 


599 


377 


502 


346 


570 



564 


555 


646 


989 

1 

477 


173 


697 

1 

227 


533 

1 

181 


B03 

1 

060 



528 


418 


392 


698 


796 


409 


660 


704 


710 


812 


597 


553 



680 
_1 

1 

267 


504 

.1 

605 

1 

076 


287 

1 

238 


926 

1 

111 

1 

100 

1 

308 

2 

933 
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20-73 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Parishes: I960—Con. 

[Some data based on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Watet Supply 
Toilet Facilities 


Bathing Facilities 
Source of Watet 
Sewage Disposal 
Rooms 

Ye.'ir Struct. Built 


SUBJECT 

JACKSON 

JEFFER¬ 

SON 

JEFFER¬ 

SON 

DAVIS 

LAFA¬ 

YETTE 

LA¬ 

FOURCHE 

LA 

SALLE 

LINCOLN 

LIVING¬ 

STON 

MADISON 

MORE¬ 

HOUSE 

NATCHI¬ 

TOCHES 

OUACH¬ 

ITA 

PLAQUE¬ 

MINES 

ALL HOUSINS UNITS. . . 

3 

415 

4 

445 

2 

255 

8 

073 

7 

899 

4 

057 

2 

904 

6 

123 

998 

3 

620 

5 276 

5 654 

3 

895 

TENURE 1 COLOR 1 AND VACANCY STATUS 
























OCCUPIED . 

3 

154 

3 

027 

1 

895 

7 

347 

7 

196 

3 

682 

2 

668 

4 

855 

657 

3 

066 

4 188 

4 974 

3 

381 

OWNER OCCUPIED . 

2 

316 

2 

291 

1 

333 

5 

527 

4 

789 

2 

523 

1 

723 

3 

718 

148 

1 

891 

2 608 

3 465 

2 

084 

white. 

1 

739 

2 

051 

1 

067 

4 

849 

4 

571 

2 

252 

1 

207 

3 

477 

115 

1 

454 

1 889 

3 083 

1 

499 

nonwhite . 


577 


240 


266 


678 


218 


271 


516 


241 

33 


437 

719 

382 


585 

RENTER OCCUPIED. 


B3a 


736 


562 

1 

820 

2 

407 

1 

159 


945 

1 

137 

509 

1 

175 

1 580 

1 509 

1 

297 

WHITE. 


476 


6ia 


423 

1 

425 

1 

874 


982 


459 


829 

170 


435 

812 

1 153 


796 

NONWHITE . 


362 


118 


139 


395 


533 


177 


486 


308 

339 


740 

768 

356 


501 

VACANT . 


261 

1 

418 


360 


726 


703 


375 


236 

1 

268 

341 


554 

1 088 

680 


514 

YEAR ROUND . 


235 


860 


246 


652 


583 


284 


204 


682 

200 


422 


430 


183 

SOUND OR deteriorating . 


140 


810 


163 


506 


516 


178 


147 


517 

104 


240 

K 1 

328 


131 

AVAILABLE. 


57 


541 


49 


269 


208 


97 


53 


186 

13 


50 


159 


67 

FOR SALE ONLY. 


16 


308 


12 


126 


37 


17 


7 


101 

2 


15 

33 

70 


9 

FOR RENT . 


41 


233 


37 


143 


171 


80 


46 


85 

11 


35 

130 

89 


58 

RENTED OR SOLDi AWAITING OCCUPANCY . 


4 


81 


7 


66 


22 


5 


9 


115 

2 


6 

14 

15 


2 

HELD FOR OCCASIONAL USE. ...... 


19 


19 


23 


43 


49 


28 


25 


97 

25 


72 

200 

23 


10 

HELD FOR OTHER REASONS . 


60 


169 


84 


128 


237 


48 


60 


119 

64 


112 

181 

131 


52 

DILAPIDATED. 


95 


50 


83 


146 


67 


106 


57 


165 

96 


182 

245 

102 


52 

SEASONAL . 


26 


558 


114 


74 


120 


91 


32 


586 

141 


132 

285 

250 


331 

CONDITION AND PLUMBING 
























ALL UNITS. 

3 

415 

4 

445 

2 

255 

8 

073 

7 

899 

4 

057 

2 

904 

6 

123 

998 

3 

620 

5 276 

5 654 

3 

895 

SOUND. 

1 

61B 

3 

686 

1 

449 

6 

431 

6 

110 

2 

531 

1 

615 

3 

568 

290 

1 

621 

2 150 

4 007 

2 

515 

WITH ALL PLUMBING FACILITIES . 

1 

297 

2 

987 

1 

001 

5 

634 

4 

383 

1 

898 

1 

151 

2 

514 

197 

1 

188 

1 118 

3 260 

1 

998 

LACKING ONLY HOT WATER . 


25 


308 


99 


337 


748 


76 


37 


287 

18 


32 

92 

45 


196 

LACKING OTHER PLUMBING FACILITIES. . . . 


296 


391 


349 


460 


979 


557 


427 


767 

75 


401 

940 

702 


321 

deteriorating. 

1 

047 


544 


507 


953 

1 

280 


864 


763 

1 

582 

210 

1 

214 

1 986 

1 031 


811 

WITH ALL PLUMBING FACILITIES . 


442 


121 


167 


382 


181 


356 


156 


523 

35 


278 

320 

285 


139 

LACKING ONLY HOT WATER . 


36 


78 


41 


143 


151 


43 


11 


184 

4 


16 

56 

38 


111 

LACKING OTHER PLUMBING FACILITIES. . . . 


569 


345 


299 


428 


948 


465 


596 


875 

171 


920 

1 610 

708 


561 

DILAPIDATED. 


750 


215 


299 


689 


509 


662 


526 


973 

498 


785 

1 140 

616 


569 

RENTER OCCUPIED. 


a3B 


736 


562 

1 

820 

2 

407 

1 

159 


945 

1 

137 

509 

1 

175 

1 580 

1 509 

1 

297 

SOUND. 


159 


459 


315 

1 

058 

1 

505 


635 


317 


332 

102 


256 

422 

838 


662 

WITH ALL PLUMBING FACILITIES . 


96 


353 


225 


838 


888 


476 


208 


215 

61 


136 

150 

606 


579 

LACKING SOME OR ALL FACILITIES . 


63 


106 


90 


220 


617 


159 


109 


117 

41 


120 

272 

232 


83 

deteriorating. 


320 


199 


151 


418 


608 


293 


304 


414 

85 


570 

654 

359 


350 

WITH ALL PLUMBING FACILITIES ...... 


B5 


43 


32 


141 


68 


121 


37 


121 

22 


78 

73 

88 


55 

LACKING SOME OR ALL FACILITIES . 


235 


156 


119 


277 


540 


172 


267 


293 

63 


492 

581 

271 


295 

dilapidated. 


359 


78 


96 


344 


294 


231 


324 


391 

322 


349 

504 

312 


285 

ALL HOUSING UNITS. 

3 

415 

4 

445 

2 

255 

8 

073 

7 

899 

4 

057 

2 

904 

6 

123 

998 

3 

620 

5 276 

5 654 

3 

895 

WATER SUPPLY 


















■ 






HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

904 

3 

234 

1 

248 

6 

161 

4 

696 

2 

505 

1 

464 

3 

287 

244 

H 

602 

1 596 

3 763 

2 

198 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 


441 


839 


463 

1 

230 

1 

975 


590 


293 

1 

169 

74 


368 

727 

577 


833 

PIFEO WATER OUTSIDE STRUCTURE. 


234 


135 


131 


247 


331 


116 


37 


390 

61 


195 

114 

140 


242 

NO PIPED WATER . 


836 


237 


413 


435 


897 


846 

1 

no 

1 

277 

619 


455 

2 839 

1 174 


622 

TOILET FACILITIES 
























flush toileTi exclusive use. 

1 

973 

3 

583 

1 

395 

6 

854 

5 

613 

2 

535 

1 

412 

3 

825 

266 

1 

606 

1 669 

3 744 

2 

587 

FLUSH toilet. SHARED ..... . 


12 


11 


5 


24 


20 


8 


17 


20 

4 


4 

9 

35 


B 

OTHER TOILET FACILITIES OR NONE. 

1 

430 


851 


855 

1 

195 

2 

266 

1 

514 

1 

475 

2 

278 

728 

2 

010 

3 598 

1 875 

1 

300 

BATHING FACILITIES 
























BATHTUB OR SHOWER. EXCLUSIVE USE . 

1 

910 

3 

656 

1 

375 

6 

692 

5 

625 

2 

582 

1 

400 

3 

716 

274 

1 

606 

1 685 

3 747 

2 

613 

BATHTUB OR SHOWER. SHARED. 


12 


15 


5 


28 


16 


16 


4 


20 

4 


4 

4 

35 


8 

NO BATHTUB OR SHOWER . 

1 

493 


774 


075 

1 

353 

2 

258 

1 

459 

1 

500 

2 

387 

720 

2 

010 

3 587 

1 872 

1 

274 

SOURCE OF WATER 
























PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

539 

2 

917 


579 

3 

806 

6 

298 

1 

952 


619 

1 

406 

63 


844 

409 

1 949 

2 

845 

INDIVIDUAL well. 

1 

416 


132 

1 

276 

3 

651 


56 

1 

452 

2 

126 

3 

983 

694 

2 

089 

2 479 

3 216 


65 

OTHER. 


460 

1 

398 


375 


585 

1 

543 


674 


149 


720 

249 


659 

2 364 

510 


984 

SEWAGE DISPOSAL 
























PUBLIC sewer . 


376 


449 


27 


506 


451 


967 


33 


22 

5 


153 

6 

79 


35 

SEPTIC TANK OR CESSPOOL. 

1 

477 

3 

129 

1 

345 

6 

461 

4 

962 

1 

645 

1 

269 

3 

858 

248 

1 

458 

1 660 

3 627 

2 

381 

OTHER OR NONE. 

1 

562 


869 


858 

1 

075 

2 

484 

1 

466 

1 

592 

2 

229 

753 

1 

981 

3 586 

1 969 

1 

478 

ROOMS 
























1 ROOM . 


17 


123 


50 


35 


140 


63 


13 


245 

17 


29 

59 

80 


54 

2 ROOMS. 


107 


477 


122 


289 


547 


170 


91 


527 

96 


315 

356 

255 


369 

3 ROOMS. 


442 


838 


327 


885 

1 

553 


496 


266 


762 

228 


552 

976 

569 


886 

4 ROOMS. 


940 


912 


717 

2 

883 

2 

285 

1 

200 


765 

1 

815 

334 

1 

167 

1 513 

1 591 

1 

163 

5 ROOMS. 


926 

1 

288 


512 

2 

634 

2 

022 

1 

262 


818 

1 

648 

136 


915 

1 119 

1 820 


793 

6 ROOMS. .......... . . . 


743 


517 


328 


975 


956 


566 


644 


879 

109 


449 

897 

955 


439 

7 ROOMS. 


1B9 


205 


139 


283 


265 


231 


230 


202 

33 


122 

255 

266 


116 

a ROOMS OR MORE. 


51 


S5 


60 


89 


131 


69 


77 


45 

45 


71 

101 

118 


75 

MEDIANI 
























ALL UNITS. 


4.7 


4.4 


4.4 


4.5 


4.2 


4.6 


4.9 


4.3 



4.3 




4.0 

OWNER OCCUPIED . 


5.0 




4.5 


4.7 


4.6 


4.8 


5.3 


4.8 

Htt 


4.8 




4.4 

RENTER OCCUPIED. 


4.0 



■ 

4.4 


4.0 


3.8 


4.2 


4.2 


3.8 



3.8 


4.1 


3.7 

YEAR STRUCTURE BUILT 





■ 



















1955 TO march i960 . 


640 



■ 

374 

3 

331 

1 

899 


513 


389 

1 

632 

84 


494 

796 

1 446 


964 

1950 TO 1954 . 


433 




297 

1 

466 

1 

173 


576 


361 


935 

82 


624 

616 

893 


689 

1940 TO 1949 . 

1 

047 




475 

1 

495 

1 

715 

1 

199 


586 

1 

853 

260 


827 

1 325 

1 308 


710 

1950 TO 1939 . 


677 




382 


599 


971 


658 


489 


821 

164 


663 

953 

839 


472 

1929 OR earlier.. 


618 


tm 

■ 

727 

1 

182 

2 

141 

1 

111 

1 

079 


882 

408 

1 

012 

1 586 

1 168 


060 
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State and Small Areas 


Table 31 .—Tenxtre, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Parishes: I960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
W.-icer Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 











r~ 






— 




[IT 

JOHN 







SUBJECT 

pointe 

RAPIDES 

RED 

RICHLAND 

SABINE 

ST 

ST 


ST 

ST 

THE 

ST 

ST 

ST 

-lARY 


COUPEE 



RIVER 





BERNARD 

CHARLES 

HELENA 

JAMES 

BAPTIST 

LANDRY 

MARTIN 



ALL HOUSING UNITS. 

4 

400 

12 

760 

2 

786 

2 

382 

4 

103 

3 

076 

4 

365 

1 

648 

3 

256 

2 

268 

9 

323 

4 

343 

5 

070 

TENURE 1 COLOR 1 AND VACANCY STATUS 



























OCCUPIED . 

3 

5B3 

11 

323 

2 

393 

1 

989 

3 

683 

2 

657 

3 

977 

1 

483 

3 

065 

2 

077 

7 

813 

3 

428 

4 

464 

OWNER OCCUPIED . 

1 

54B 

7 

605 

1 

261 


874 

2 

533 

1 

904 

2 

934 


912 

1 

894 

1 

316 

4 

601 

2 

532 

2 

488 

WHITE. 

1 

066 

6 

687 


966 


655 

2 

146 

1 

634 

2 

259 


534 

1 

213 


746 

3 

345 

2 

020 

1 

698 

NONWHITE . 


462 


91B 


315 


219 


387 


270 


675 


378 


681 


570 

1 

256 


512 


790 

RENTER OCCUPIED. 

2 

035 

3 

718 

1 

112 

1 

115 

1 

150 


753 

1 

043 


571 

1 

171 


761 

3 

212 


896 

1 

976 

WHITE. 


671 

2 

691 


441 


521 


606 


560 


611 


234 


460 


241 

1 

718 


420 


89B 

nonwhite . 

1 

364 

1 

027 


671 


594 


342 


193 


432 


337 


691 


520 

1 

494 


476 

1 

078 

VACANT ..... . 


B17 

1 

437 


393 


393 


420 


419 


386 


165 


191 


211 

1 

510 


915 


606 

YEAR ROUND . 


329 

1 

097 


258 


220 


366 


187 


347 


82 


163 


186 

1 

365 


491 


411 

SOUND OR deteriorating.. 


219 


921 


169 


157 


321 


152 


270 


61 


117 


141 


901 


390 


203 

AVAILABLE. 


84 


538 


82 


75 


148 


89 


161 


23 


35 


26 


290 


99 


87 

FOR SALE ONLY. 


3 


192 


12 


7 


40 


52 


33 


7 


7 


5 


52 


23 


21 

for rent . 


81 


346 


70 


66 


108 


37 


128 


16 


28 


21 


238 


76 


66 

RENTED OR SOLDi AWAITING OCCUPANCY . 


4 


70 


2 


2 


25 


13 


40 


• • • 


11 


20 


17 


16 


13 

HELD .COR occasional USE. 


45 


76 


8 


24 


56 


16 


11 


14 


13 


55 


275 


155 


26 

HELD FOR OTHER REASONS . 


66 


237 


77 


56 


92 


32 


58 


24 


58 


40 


319 


126 


77 

DILAPIDATED. 


110 


176 


89 


63 


45 


35 


77 


21 


46 


45 


464 


93 


20B 

SEASONAL . 


466 


340 


135 


173 


54 


232 


41 


83 


28 


25 


145 


424 


195 

CONDITION AND PLUMBING 



























ALL UNITS. 

4 

400 

12 

760 

2 

786 

2 

362 

4 

103 

3 

076 

4 

365 

1 

648 

3 

256 

2 

28B 

9 

323 

4 

343 

5 

070 

SOUND. 

2 

521 

6 

528 

1 

462 

1 

118 

2 

640 

2 

000 

3 

013 


709 

1 

738 

1 

331 

5 

437 

3 

073 

2 

810 

WITH ALL PLUMBING FACILITIES . 

1 

593 

6 

831 


610 


691 

1 

271 

1 

686 

2 

575 


483 

1 

304 


863 

3 

412 

1 

414 

2 

096 

LACKING ONLY HOT WATER . 


189 


263 


54 


27 


67 


157 


191 


28 


164 


113 


446 


35B 


235 

LACKING OTHER PLUMBING FACILITIES. . . . 


739 

1 

414 


598 


400 

1 

302 


157 


247 


198 


270 


355 

1 

579 

1 

301 


479 

DETERIORATING. ...... . 

1 

303 

3 

194 


917 


853 


981 


725 


723 


408 


898 


677 

2 

363 


927 

1 

007 

WITH ALL PLUMBING FACILITIES . 


146 

1 

130 


145 


102 


173 


233 


329 


56 


271 


155 


342 


66 


300 

LACKING ONLY HOT WATER . 


60 


184 


24 


17 


10 


112 


116 


49 


78 


40 


135 


24 


57 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 

095 

1 

880 


748 


734 


798 


380 


278 


303 


549 


482 

1 

886 


835 


650 

DILAPIDATED. 


576 

1 

038 


407 


411 


462 


351 


629 


531 


620 


260 

1 

523 


343 

1 

253 

RENTER OCCUPIED. 

2 

035 

3 

718 

1 

112 

1 

115 

1 

150 


753 

1 

043 


571 

1 

171 


761 

3 

212 


896 

1 

976 

SOUND. 


621 

1 

920 


387 


339 


514 


370 


467 


110 


337 


276 

1 

371 


498 


743 

WITH ALL PLUMBING FACILITIES . 


333 

1 

583 


152 


134 


196 


308 


386 


68 


223 


126 


654 


145 


529 

lacking some OR ALL FACILITIES . 


486 


337 


235 


205 


316 


62 


81 


42 


114 


150 


717 


353 


214 

DETERIORATING. .... 


640 

1 

271 


487 


512 


391 


234 


219 


141 


457 


304 

1 

068 


297 


476 

WITH ALL PLUMBING FACILITIES . 


78 


387 


48 


32 


55 


34 


93 


9 


135 


47 


135 


13 


136 

LACKING SOME OR ALL FACILITIES . . . . . 


762 


684 


439 


480 


336 


200 


126 


132 


322 


257 


933 


284 


340 

DILAPIDATED. 


374 


527 


238 


264 


245 


149 


357 


320 


377 


181 


773 


101 


757 

ALL HOUSING UNITS. 

4 

400 

12 

760 

2 

786 

2 

362 

4 

103 

3 

076 

4 

365 

1 646 

3 

256 

2 

288 

9 

323 

4 

343 

5 

070 

WATER SUPPLY 



























HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 

629 

B 

358 

1 

053 


875 

1 

547 

1 

991 

3 

052 


574 

1 

626 

1 

080 

3 

983 

1 

534 

2 

497 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


978 

1 

652 


305 


266 


570 


699 


805 


236 


694 


669 

1 

733 

1 

095 


963 

PIPED WATER OUTSIDE STRUCTURE. 


669 


826 


210 


64 


191 


227 


285 


49 


441 


384 


845 


453 


666 

NO PIPED WATER . 


924 

1 

722 

1 

218 

1 

155 

1 

795 


159 


223 


789 


493 


155 

2 

762 

1 

261 


944 

TOILET FACILITIES 



























FLUSH TOILET. EXCLUSIVE USE. 

2 

071 

B 

692 

1 

079 


856 

1 

561 

2 

277 

3 

403 


629 

1 

900 

1 

204 

4 

514 

1 

946 

2 

704 

FLUSH TOILET. SHARED . 


25 


53 


30 


12 


5 


14 


17 


18 


16 


8 


59 


4 


12 

other toilet FACILITIES OR NONE. 

2 

304 

4 

015 

1 

677 

1 

514 

2 

537 


785 


945 

1 

001 

1 

340 

1 

076 

4 

750 

2 

393 

2 

274 

BATHING facilities 



























bathtub or SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. 

2 

053 

17 

8 

694 

41 

1 

085 

30 


869 

12 

1 

566 

9 

2 

372 

14 

3 

415 

17 


626 

18 

1 

922 

24 

1 

321 

12 

4 

478 

63 

1 

977 

4 

2 

829 

12 

NO bathtub or SHOWER.. . 

2 

330 

4 

025 

1 

671 

1 

501 

2 

508 


690 


933 

1 

002 

1 

310 


955 

4 

782 

2 

362 

2 

229 

SOURCE OF WATER 



























PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 

INDIVIDUAL WELL. 

OTHER.. . 

2 

736 

590 

7 

3 

261 

929 

1 

715 

339 

1 

207 

797 

2 

B56 

458 

2 

456 

26 

4 

131 

31 

1 

202 

000 

2 

595 

116 

1 

959 

65 

3 

3 

499 

533 

1 

386 

B63 

3 

541 

336 

1 

095 

1 

541 


773 


412 


829 


591 


209 


483 


578 


267 

2 

167 

2 

111 

1 

205 

SEWAGE DISPOSAL 



























PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 

OTHER OR NONE. 

2 

2 

40 

109 

272 

7 

3 

796 

974 

961 

1 

235 

929 

663 

1 

95 

817 

504 

1 

2 

6 

424 

713 

1 

1 

003 

993 

079 

3 

1 

64 

305 

002 

1 

10 

650 

025 

2 

1 

151 

000 

136 

1 

1 

4 

205 

082 

4 

4 

62 

475 

662 

1 

2 

20 

815 

525 

2 

2 

339 

450 

293 

ROOMS 



























1 ROOM . 

2 ROOMS... 

3 ROOMS. 

A ROOMS... 

5 ROOMS. 

6 ROOMS. 


114 


211 


31 


25 


46 


49 


33 


27 


4 


26 


307 


229 


126 




501 


137 


106 


244 


243 


299 


90 


191 


208 


484 


446 


401 


140 

1 

603 


534 


536 


534 


656 


691 


234 


569 


426 

1 

574 


813 


996 

1 

166 

3 

500 


927 


791 

1 

112 


872 

1 

094 


511 


643 


601 

3 

160 

1 

471 

1 

255 


771 

419 

3 

2 

592 

366 


645 

348 


478 

285 

1 

020 

606 


822 

262 

1 

254 

674 


402 

295 


755 

503 


489 

354 

2 

1 

103 

175 

833 

457 

1 

147 

750 





692 


106 


121 


226 


99 


201 


50 


227 


136 


361 


46 


218 

MEDIAN! 




295 


56 


40 


113 


53 


119 


39 


164 


48 


159 


48 


169 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED.. 


3.6 

4.7 
3.6 


4.7 

5.0 

4.2 


4.2 

4.6 

3.6 


4.2 

4.9 

3.6 


4.6 

4.9 

4.1 


4.2 

4.6 

3.5 


4.6 

4.6 

3.9 


4.4 

4.6 

4.0 


4.5 

5.0 

3.9 


4.3 

4.9 

3.5 


4.2 

4.7 

4.0 


4.0 

4.3 

3.8 


4.3 

4.9 

4.0 

YEAR structure BUILT 



























1955 TO MARCH 1960 . 

1950 TO 1954 ., 


437 

3 

394 


403 


372 


519 


996 

1 

049 


160 


566 


359 

1 

622 


960 

1 

093 

1940 TO 1949 ., 



1 

597 


279 


136 


424 


606 


866 


244 


306 


223 

1 

301 


672 


727 

1930 TO 1939 ., 




141 


631 


441 


960 


511 


791 


444 


364 


351 

2 

413 

1 

166 


751 

1929 OR EARLIER. 


599 

1 

792 


604 


508 


671 


325 


529 


285 


206 


282 

1 

60l 


662 


496 


z 



869 


925 

1 

529 


636 

1 

130 


515 

1 

814 

1 

073 

2 

386 


883 

2 

003 
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Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Parishes: I960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Baching Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 


ST 

TAMMANY 


Tangi¬ 

pahoa 


TENSAS 


Terre¬ 

bonne 


UNION 


VER¬ 

MILION 


VERNON 


WASH¬ 

INGTON 


WEBSTER 


west 

baton west 

rouge CARROLL 


WEST 

FELI¬ 

CIANA 


WINN 


ALL HOUSING UNITS. 

TENURE I COLOR I AND VACANCY STATUS 


9 079 


9 391 


7 081 


A 237 


2 405 


1 965 


2 577 


OCCUPIED . 

OWNER OCCUPIED.! 

WHITE. 

nonwhite . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

year round . 

SOUND OR DETERIORATINS . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

RENTED OR SOLDi AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 

CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING.. . . . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

dilapidated.. 


ALL HOUSING UNITS. 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED Water outside structure. 

NO PIPED water . 

TOILET facilities 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER toilet FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. 

NO BATHTUB OR SHOWER . 

SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY . . . . . 

INDIVIDUAL WELL. 

OTHER. 

SEWAGE DISPOSAL 

PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 

OTHER OR NONE. 

ROOMS 

1 ROOM . 

2 ROOMS... 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

B ROOMS OR MORE. 

MED I AN I 

ALL UNITS. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

YEAR structure BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR earlier. 


6 334 
4 873 
3 846 
1 027 
1 461 
1 092 
369 


B 071 
5 030 
3 903 
1 127 
3 041 
1 567 
1 474 


2 043 
960 
424 
536 
1 0B3 
335 
748 


6 372 
4 526 
3 814 
712 
1 846 
1 136 
710 


3 553 
2 498 
1 931 
567 
1 055 
542 
513 


4 313 
3 073 
2 774 
299 
1 240 
1 048 
192 


3 330 
2 698 
2 574 
124 
632 
569 
63 


3 440 
2 473 
2 013 
460 
967 
640 
327 


5 108 
3 171 
2 454 
717 
1 937 
1 061 
876 


2 068 
998 
592 
406 
1 070 
375 
695 


2 035 
1 107 
877 
230 
928 
669 
259 


1 785 
503 
396 
107 
1 282 
339 
943 


2 245 
1 719 
1 467 
252 
526 
384 
142 


2 745 
1 203 
1 018 
319 
165 
154 
34 
413 
252 
185 
1 542 


320 

774 

539 

217 

45 

172 

17 

121 

184 

235 

546 


516 

240 

128 

73 

15 

58 

1 

10 

44 

112 

276 


709 

480 

341 

155 

80 

75 
55 
55 

76 
139 
229 


419 

382 

246 

83 

14 

69 

5 

31 

127 

136 

37 


614 

411 

283 

95 

18 

77 

9 

50 

129 

128 

203 


907 

442 

947 

747 

311 

507 

604 

206 

359 

379 

68 

187 

47 

29 

31 

332 

39 

156 

12 

13 

5 

42 

25 

19 

171 

100 

148 

143 

105 

148 

160 

131 

440 


273 

188 

132 

61 

16 

45 

16 

16 

39 

56 

85 


370 

244 

120 

67 

B 

59 

2 

9 

42 

124 

126 


180 

141 

117 

60 

8 

52 

12 

16 

29 

24 

39 


332 

241 

189 

30 

10 

20 

1 

81 

77 

52 

91 


9 079 
6 722 
5 500 
485 
737 
1 499 
620 
211 
668 
858 


9 391 
4 808 
3 211 
334 

1 263 

2 699 
699 
163 

1 837 
1 884 


2 559 
914 
690 
28 
196 
697 
203 
44 
45D 
948 


7 OBl 
4 601 
3 384 
410 
807 
1 5B2 
394 
180 
1 008 
898 


3 972 
2 088 
1 413 
42 
633 
1 200 
294 
32 
B74 
684 


4 927 
3 394 
2 669 
350 
375 
1 056 
371 
121 
564 
477 


4 237 
2 489 
1 666 
81 
742 
1 019 
262 
62 
695 
729 


3 882 
2 081 
1 556 
73 
452 
1 107 
390 
65 
652 
694 


6 055 
3 594 
2 698 
115 
781 
1 646 
550 
96 

1 000 
815 


2 341 
1 058 
797 
100 
161 
B08 
177 
44 
587 
475 


2 405 
1 102 
803 
33 
266 
615 
140 
12 
463 
688 


1 965 
1 015 
640 
59 
316 
504 
79 
12 
413 
446 


2 577 
1 572 
754 
72 
746 
646 
66 
12 
568 
359 


1 


461 3 

807 
645 
162 

421 1 

228 
193 
233 


041 

1 0b3 

1 846 

966 

233 

752 

425 

1B6 

528 

541 

47 

224 

120 

262 

677 

241 

70 

173 

879 

192 

504 

955 

588 

417 


055 

1 240 

632 

314 

677 

304 

175 

461 

186 

139 

216 

118 

400 

369 

154 

69 

162 

45 

331 

207 

109 

341 

194 

174 


967 

1 937 

1 070 

275 

755 

304 

114 

587 

224 

161 

168 

80 

410 

689 

479 

111 

182 

96 

299 

507 

383 

282 

493 

287 


928 

1 282 

526 

267 

526 

231 

172 

239 

108 

95 

287 

123 

297 

382 

183 

44 

40 

20 

253 

342 

163 

364 

374 

112 


9 079 


9 391 


2 559 


7 081 


4 927 


6 055 


2 405 


1 965 


6 3B7 
1 282 
284 
1 126 


4 148 

1 573 
746 

2 924 


9B0 

284 

459 

836 


3 926 
1 790 
377 
988 


1 885 
488 
223 
1 376 


3 126 
1 105 
179 
517 


2 192 
812 
100 
1 133 


2 084 
495 
148 
1 155 


3 447 
760 
204 
1 644 


1 050 
319 
479 
493 


069 

347 

164 

825 


743 

161 

224 

837 


900 
518 
64 
1 095 


7 053 
48 
1 978 


4 749 
24 
4 618 


1 077 
18 
1 464 


4 532 
36 
2 513 


1 886 
30 
2 056 


3 716 
12 
1 199 


2 208 
74 
1 955 


2 213 
14 
1 655 


3 621 
72 
2 362 


1 156 
62 
1 123 


1 065 
4 

1 336 


828 

8 

1 129 


945 
1 632 


7 079 
32 
1 966 


4 662 
12 
4 717 


1 039 
14 
1 506 


592 1 869 

32 30 

2 457 2 073 


3 626 2 188 

12 74 

1 289 1 975 


168 3 544 

14 74 

1 700 2 437 


1 164 
62 
.1 115 


1 070 
1 335 


811 

8 

1 146 


951 
1 626 


1 450 
6 600 
1 047 


1 409 
6 411 
1 520 


1 466 
653 
426 


5 596 
86 
1 398 


932 
2 756 
248 


2 106 
2 501 
367 


414 
3 454 
390 


234 
3 122 
516 


1 753 
3 727 
5B3 


1 042 
802 
513 


604 

610 

188 


870 

210 

895 


363 
1 918 
293 


990 
6 017 
2 090 


469 
4 207 
4 664 


9 

1 216 
1 320 


419 
4 390 
2 273 


15 

1 689 

2 232 


613 
3 220 
1 141 


106 
2 064 
2 088 


42 
2 157 
1 673 


545 
3 060 
2 458 


15 

1 016 
1 326 


372 

769 

261 


211 
408 
1 356 


5 

982 
1 587 


211 

514 

1 271 

2 630 
2 239 
1 401 

511 

302 


331 

909 

1 655 

2 764 
2 059 
1 159 

372 

142 


65 

404 

580 

618 

417 

304 

90 

81 


171 
646 
981 
1 826 
1 974 
1 116 
243 
124 


39 
142 
444 
1 191 
1 145 
729 
211 
71 


85 
249 
873 
1 671 
1 147 
597 
218 
87 


45 
264 
652 
1 186 
1 034 
742 
235 
79 


48 

111 

491 

149 

961 

815 

255 

52 


146 
372 
896 
1 778 
1 475 
1 042 
224 
122 


125 

274 

411 

735 

389 

258 

83 

66 


28 

119 

380 

876 

576 

310 

79 

37 


42 

134 

613 

591 

312 

138 

73 

62 


21 

132 

289 

780 

665 

510 

124 

56 


4.5 4.2 

4.8 4.7 

3.9 3.6 


3.9 

4.8 

3.5 


4.5 4.6 
4.7 4.9 
4.0 4.0 


4.3 4.5 
4.5 4.8 
4.0 4.2 


4.6 4.4 
5.0 4.9 
4.1 4.0 


4.0 4.3 
4.7 4.7 
3.6 4.0 


3.8 4.6 
5.0 4.9 
3.5 4.3 


263 

1 591 

267 

469 

1 280 

302 

928 

2 330 

633 

369 

1 434 

647 

050 

2 756 

710 


118 

770 

531 

892 

770 


561 

487 

082 1 
621 

221 1 


900 

759 

789 

663 

686 

498 

259 

1 335 

1 003 

899 

644 

602 

206 

813 

990 


041 

804 

946 

771 

493 


380 
158 
313 
408 
1 082 


275 

418 

520 

237 

303 

315 

661 

349 

795 

544 

262 

383 

688 

633 

564 
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State and Small Areas 


Table 32.—Occupancy and Financiai. Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Parishes: I960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment Value 

Persons Gross Rent 

Persons per Room Contract Rent 

Year Moved into Unit Acres in the 

Home Food Freezer Place 


SUBJECT 

ACADIA 

ALLEN 

ASCEN¬ 

SION 

ASSUMP¬ 

TION 

AVOY¬ 

ELLES 

BEAURE¬ 

GARD 

BIEN¬ 

VILLE 

BOSSIER 

CADDO 

CALCA¬ 

SIEU 

CALDWELL 

CAMERON 

ALL HOUSING UNITS. . . . 




4 

014 

3 

399 

4 

-1 

726 

4 

-1 

746 

5 

775 

3 

128 

3 

951 

5 

364 

11 

919 

10 

357 

2 

300 

2 

439 

HEATING equipment 













■ 















STEAM OR hot water . 


• $ • f 





4 


•«• 


18 




• a • 


■ a a 


• « 8 




4 


• • 9 


a • 

WARM AIR FURNACE . 


« • • • 



232 


36 


283 


167 




78 


73 


427 



1 

155 


20 


22 

BUILT-IN ROOM UNITS. 


• • • • 



391 


28 


297 


599 


RU 


44 


234 


413 



1 

387 


88 


52 

OTHER MEANS WITH FLUE. 


• $ • • 



312 


752 


440 

1 

303 


LLli 


634 

1 

219 

1 

403 

1 

977 


893 


513 


221 

OTHER MEANS WITHOUT FLUE . . . 


• • • * 


2 

876 

2 

572 

3 

516 

2 

438 

3 

981 

2 

302 

2 

337 

3 

081 

6 

807 

6 

739 

1 

566 

2 

065 

NONE. 


• « • • 



203 


7 


190 


221 


53 


70 


88 


40 


111 


179 


93 


79 

ALL OCCUPIED UNITS . . . 




3 

400 

3 

067 

4 

305 

4 

127 

5 

039 

2 

715 

3 

485 

-- 

4 

552 

10 

472 

8 

946 

1 

984 

1 

689 

PERSONS 




















■ 

■ 







1 PERSON . 


• • $ • 



281 


353 


552 


514 


669 


304 


440 


592 

■ 



593 


379 


172 

2 PERSONS. 


• • $ • 



875 


766 


918 


969 

1 

292 


818 

1 

092 

1 

122 



1 

933 


569 


397 

3 PERSONS.. 


• • $ « 



580 


471 


771 


659 


925 


516 


592 


719 

^Bi 

tVJJ 

1 

725 


390 


283 

4 PERSONS. 


• t $ • 



506 


426 


675 


518 


734 


348 


438 


633 

1 

865 

1 

707 


197 


336 

5 PERSONS. 


» • • • 



486 


408 


539 


485 


589 


316 


2B7 


519 

1 

187 

1 

383 


154 


180 

6 PERSONS. .... . 


f * • • 



320 


313 


313 


326 


372 


161 


258 


360 


941 


798 


120 


195 

7 PERSONS. 


• * $ • 



149 


158 


233 


247 


169 


142 


140 


215 


395 


349 


ma 


73 

B PERSONS OR MORE. 


t • $ • 



201 


172 


304 


389 


269 


110 


236 


392 


597 


458 




53 

MED I AN 1 

























m 



ALL OCCUPIED . 


• • « • 



3.4 




' 11 


3.4 


3.1 


3.0 


2.9 


3.3 


3.4 


3.6 


mi 


3.5 

OWNER... 


« $ • • 



3.4 



■ 



3.3 


3.1 


2.9 


2.6 


3.2 


3.4 


3.6 




3.5 

RENTER . 


• $ • • 



3.6 



■ 

111 


3.4 


3.2 


3.1 




3.5 


3.4 


3.7 


3.1 


3.4 

PERSONS PER room 




























I.00 OR LESS . 


• ■ • $ 


2 

474 

2 

411 

3 

235 

2 

938 

3 

926 

2 

196 



3 

416 

8 

262 

6 

846 

1 

640 

1 

270 

1.01 OR MORE . 

• 

.... 

• 


926 


656 

1 

070 

1 

109 

1 

113 


519 


716 

1 

134 

2 

210 

2 

100 


344 


419 

YEAR MOVED INTO UNIT 



























OWNER OCCUPIED . 


• $ t • 


2 

455 

2 

072 

3 

226 

2 

461 

3 

474 

2 

079 

2 

303 

2 

832 

7 

307 

6 

487 

1 

387 

1 

250 

1950 TO march 1960 . 


• 9 • • 



511 


312 


702 


345 


534 


375 


304 


676 

2 

370 

2 

043 


203 


466 

1954 TO 1957 . 


• • * • 



433 


354 


634 


587 


628 


308 


410 


607 

1 

959 

1 

749 


240 


343 

1940 TO 1953 . 


• « • • 


1 

039 


951 

1 

046 


797 

1 

563 


995 


943 

1 

073 

2 

198 

2 

024 


574 


277 

1939 OR EARLIER. 


• • • • 



472 


455 


844 


752 


749 


401 


646 


476 


772 


671 


370 


164 

RENTER OCCUPIED. 


• • $ • 



945 


995 

1 

079 



1 

565 


636 

1 

182 

1 

720 

3 

165 

2 

459 


597 


439 

1958 TO MARCH 1960 . 


• • • • 



489 


530 


519 




753 


319 


419 


635 

1 

488 

1 

641 


369 


275 

1954 TO 1957 . 


• • • • 



194 


154 


229 




411 


134 


337 


411 


726 


490 


116 


121 

1940 TO 1953 . 


# • • • 



205 


262 


216 




292 


123 


327 


540 


701 


289 


65 


30 

1939 OR earlier. 


f • • • 



57 


49 


115 


335 


109 


60 


99 


134 


250 


39 


25 


13 

HOME FOOD FREEZER 




























1 OR MORE. .......... 


• • • • 


1 

532 

1 

206 

1 

014 


813 

1 

020 


870 

1 

090 


969 

3 

601 

3 

214 


621 


870 

NONE. 

• 

.... 

• 

1 

B64 

1 

901 

3 

220 

3 

266 

4 

044 

1 

657 

2 

433 

3 

562 

6 

924 

5 

700 

1 

342 


636 

VALUE 




























OWNER OCCUPIED . 


• • • • 


2 

05B 

1 

524 

2 

346 

2 

238 

2 

711 

1 

144 

1 

289 

2 

047 

6 

111 

5 

310 

1 

019 


908 

LESS THAN $5i000 . 


t • • • 



972 


696 


801 

1 

018 

1 

394 


758 


662 


906 

1 

819 

1 

525 


649 


319 

SSiOOO TO $7i400 . 


• • • • 



460 


367 


492 


454 


658 


239 


263 


380 


653 


839 


188 


229 

$71500 TO $91900 . 


• • • ♦ 



162 


224 


352 


286 


313 


42 


158 


195 


561 


724 


71 


108 

$10,000 TO $12,400 . 


• • • • 



197 


160 


298 


266 


164 


35 


136 


225 


Ev : 


715 


81 


105 

$12,500 TO $14,900 . 


• t • • 



54 


33 


164 


80 


90 


16 


32 


128 




417 


13 


54 

$15,000 TO $19,900 . 


• $ • • 



90 


28 


140 


78 


52 


33 


24 


101 


R! 


586 


4 


48 

$20,000 TO $24,900 . 


• • • • 



12 


12 


52 


12 


28 


13 


5 


58 


Bl" 


278 


5 


25 

$25,000 OR MORE. 


• • • • 



91 


4 


47 


42 


12 


8 


9 


54 


349 


226 


6 


20 

MEDIAN . 


DOLLARS 


5 

300 

5 

400 

6 

900 

5 

600 

5 000- 

5 

000- 

5 

000- 

5 

800 

10 

100 

6 

500 

5 

000- 

6 

500 

VACANT AVAILABLE FOR SALE. 


• • • • 



21 


17 


34 


14 


28 


10 


11 


11 


237 


147 


10 


7 

MEDIAN PRICE ASKED . 


DOLLARS 



... 


... 


... 


... 


... 


... 




... 

16 

600 


... 


... 


... 

GROSS RENT 




























RENTER OCCUPIED. 


# • • • 



945 


995 

1 

079 

1 

646 

1 

565 


636 

1 

182 

1 

720 

3 

165 

2 

459 


597 


439 

LESS THAN $20. 


$ • • » 



81 


91 


118 


143 


383 


44 


235 


267 


502 


62 


122 


9 

$20 TO $39 . 


$ • * • 



216 


254 


168 


209 


693 


161 


301 


233 




310 


159 


37 

$40 TO $59 . . ... 


• ♦ • • 



144 


253 


123 


61 


94 


141 


118 


130 


E 1 ^ 


377 


98 


67 

$60 TO $79 . 


• • • • 



26 


89 


76 


90 


32 


4 


41 


146 


la 


630 


22 


74 

$B0 TO $99 . 


• • • • 



20 


35 


29 


16 


4 


12 


27 


38 


98 


483 


12 


66 

$100 TO $119 . 


• $ • • 



6 


4 


19 


4 


. e 


. a a 


a a 


18 


13 


41 


a a 


9 

$120 OR MORE . 


• • • • 



6 


9 $ • 


20 


. • 


4 


9 


50 


19 


66 


57 


a a . 


9-» * 

NO CASH RENT . 


t • • • 



440 


269 


526 

1 

123 


355 


265 


410 


869 

1 

407 


499 


164 


177 

median . 


dollars 



36 


41 


39 


29 


24 


38 


27 


29 


35 


69 


31 


65 

CONTRACT RENT 




























RENTER OCCUPIED . 


• • 9 • 



505 


726 


553 


523 

1 

210 


371 


772 


851 

1 

758 

1 

960 


413 


262 

MEDIAN . 

• 

dollars 

• 


27 


27 


27 


20- 


20- 


27 


20- 


20 


24 


55 


21 


51 

VACANT AVAILABLE FOR RENT. 


9 9 9 9 



61 


71 


100 


89 


102 


97 


46 


219 


185 


394 


40 


62 

MEDIAN RENT ASKEO . 

• 

dollars 

• 


... 


... 


... 


• . 


... 


... 


... 


79 


... 


56 

■ 



... 

ACRES IN THE PLACE 
























■ 




ALL VACANT UNITS .... 


9 19 9 



614 


332 


421 


619 


736 


413 


466 


812 

1 

447 

1 

411 

■ 



750 

10 ACRES OR MORE . 

• 

9 9 9 9 

• 


242 


44 


46 


87 


315 


158 


257 


214 


317 


126 




99 

LESS THAN 10 ACRES . 

• 

.... 

• 


372 


288 


375 


532 


421 


255 


209 


598 

1 

130 

1 

285 

1 



651 

AVAILABLE VACANT UNITS . . 


• • • 9 



147 


97 


148 


111 


180 


124 


79 


252 


464 


550 

■ 



80 

10 ACRES OR MORE . 

$ 

9 9 9 9 

9 


40 


9 


11 


8 


50 


17 


22 


22 


42 


9 




11 

LESS THAN 10 ACRES . 

• 

.... 



107 


86 


137 


103 


130 


107 


57 


230 


422 


541 


50 


69 






































































































































Louisiana 


20-77 


Tabic 32_OcctJDAx.^ 

HousMo p‘“ V„T”? Equipment oe Rukal-Nonmrm 

[Bu.d on umpi.; 4 ,^ Housing Units, pok Parishes: 1960-Con. 

________ ^s ‘+>" ™ <-> -».■»"« 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


all housing Units. 

heating equipment 


STEAM OR hot WATER . 

WARM AIR FURNACE . . * ‘ 
BUILT-IN ROOM UNITS. * * 
OTHER MEANS WITH FLUE* ’ 
OTHER MEANS WITHOUT FLUE 
NONE.> HLUE 


All occupied units 
PERSONS 


1 PERSON . 

a PERSONS.. 

3 PERSONS.. 

4 PERSONS. . . . 

5 PERSONS. . . . . . . 

6 PERSONS.. 

7 PERSONS. . . , . , . 

8 PERSONS OR MORE. , . ! ’ ' * 

MEDJANI ♦ . • . 

ALL OCCUPIED . 

OWNER.’ ’ 

RENTER.. . 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE . 

year moved into unit 

OWNER OCCUPIED. 

1958 TO MARCH i960 . 

1984 TO 1987 . . 

1940 TO 1983 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1988 TO MARCH i960 . 

1954 TO 1987 . 

1940 TO 1983 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 


1 OR MORE: 
NONE . . : 


VALUE 


OWNER OCCUPIED. 

LESS THAN SSiOOD. 

88f000 TO 871400 . 

S7f800 TO S9i900 ........ 

SiOiOOO TO 812.400. 

812)800 TO 814)900 . 

SIS 1000 TO 819)900 . 

820)000 TO 824 ) 900 . 

828)000 OR MORE. 

median . 

VACANT AVAILABLE FOR SALE. . 
MEDIAN PRICE ASKED. 

GROSS RENT 

RENTER OCCUR IEO. 

LESS THAN .. 

820 TO 839 .. 

840 TO 889 •• • ........ 

860 TO 879 .. • ........ 

860 TO 899 •» * ........ 

•100 TO 8119 . . ........ 

8i20 OR more » • • . 

NO CASH RENT . 

median .... • ........ 


CONTRACT RENT 

RENTER OCCUPIED. 

median . 

VACANT AVAILABLE FOR RENT. . 

median rent asked. 

acres in THE PLACE 
ALL VACANT UNITS . , 

io acres or more. 

LESS THAN 10 ACRES. 

available vacant UNITS . . . 

10 ACRES OR MORE. 

LESS THAN iO ACRES. 


dollars 


dollars 


dollars 


dollars 


dollars 


CATA¬ 

HOULA 

CLAI¬ 

BORNE 

CON¬ 

CORDIA 

DE SOTC 


EAST 

CARROLL 

EAST 

FELI¬ 

CIANA 

EVAN¬ 

GELINE 

FRANKLI^ 

GRANT 

IBERIA 

IBER¬ 

VILLE 

. 2 52: 

2 9l< 

2 66S 

4 50S 

8 851 

1 07£ 

3 433 

4 023 

3 126 

4 2oe 



2C 
4C 
862 
1 548 
53 

5< 
174 
903 
1 591 
192 

10) 
366 
823 
1 343 
33 

’ss 

443 

1 773 

2 144 

94 


17 

30 

491 

491 

49 

191 
107 
71 
1 299 
1 724 
41 

114 
349 
804 
2 681 
75 

168 
184 
1 016 
1 582 
176 

4 

25 

16 

1 139 

2 828 
196 

206 
1 318 
388 
1 713 
243 

36 

246 

275 

1 029 

4 194 
91 

2 207 

2 496 

2 087 

3 949 

7 813 

763 

3 081 

3 427 

2 537 

3 544 



306 

5B0 

394 

342 

265 

132 

72 

116 

298 

831 

388 

288 

222 

191 

75 

203 

209 

407 

312 

376 

295 

164 

97 

227 

654 

932 

652 

503 

425 

231 

178 

374 

409 
1 479 
1 353 
1 770 
1 276 
697 
359 
470 

1 

474 

826 

396 

341 

312 

255 

147 

330 

1 

1 

584 

972 

606 

515 

336 

217 

no 

204 

246 

689 

575 

636 

483 

372 

182 

267 

674 

1 136 
882 
694 
482 
432 
278 
596 

3.1 
2.9 

3.2 

2.8 

2.4 

3.4 

3.8 

3.7 

4.0 

3.1 

3.0 

3.3 

3.9 

3.9 

3.7 

B 

3.1 

3.1 

3.2 

B 

3.4 

3.2 

3.6 

2.9 

2.8 

3.0 

3.8 

3.7 

4,0 

3,4 

3.2 

3.6 

1 611 
596 

1 936 
560 

1 359 
728 

2 929 
1 020 

6 100 
1 713 

502 

261 

2 177 
904 

2 643 
784 

1 778 
759 

2 939 
605 

2 382 
1 068 

3 450 

1 724 

1 362 
325 
247 
523 

1 421 
200 
255 
544 

1 317 
363 
456 
410 

2 409 
425 
506 
1 014 

6 290 
2 732 
1 610 
1 488 

202 

55 

37 

73 

1 457 
267 
261 
533 

2 131 
361 
471 
993 

1 179 
256 
293 
488 

2 565 
407 
416 
1 136 

1 946 
470 
464 
640 

2 890 
426 
429 

1 260 



88 

464 

460 

37 

396 

306 

142 

606 

372 

775 

845 

1 075 

770 

1 540 

1 523 

561 

1 624 

1 296 

1 358 

979 

1 504 

2 284 

453 

380 

323 

527 

822 

276 

561 

691 

812 

475 

619 


179 

283 

168 

402 

309 

145 

502 

265 

273 

226 

338 

552 


318 

165 

450 

293 

117 

415 

263 

225 

250 

409 

637 

61 

94 

114 

161 

99 

23 

146 

77 

48 

28 

138 

286 

711 

841 

585 

874 

2 BlO 

200 

686 

1 363 

1 030 

1 174 

1 245 


1 534 

1 790 

1 515 

2 985 

5 036 

520 

2 274 

2 102 

1 483 

2 448 

2 254 

4 228 

968 

657 

1 088 

1 535 

5 242 

144 

925 

1 663 

954 

1 806 

1 699 

2 524 

429 

359 

450 

732 

438 

69 

294 

886 

370 

1 020 

520 

1 393 

278 

94 

192 

312 

423 

17 

189 

438 

270 

392 

327 

393 

101 

69 

126 

209 

519 

20 

133 

120 

131 

147 

236 

199 

72 

63 

103 

125 

367 

8 

126 

102 

64 

136 

154 

183 

32 

32 

166 

66 

542 

12 

64 

39 

78 

66 

128 

105 

36 

23 

39 

42 


8 

54 

36 

24 

33 

151 

149 

12 

9 

4 

41 


10 

37 

24 

5 

8 

70 

44 

8 

8 

8 

8 


• 9 ‘ 

28 

18 

12 

4 

113 

58 

5 500 

5 000- 

6 200 

5 300 


... 

7 200 

5 000- 

6 000 

5 000- 

7 500 

5 000- 

4 

8 

38 

4 


17 

4 

5 

4 

14 

5 

8 

* 

• • • 

• • • 

• ■ • 


• 8 8 

... 

... 

8*8 


B45 

1 075 

770 

1 540 


561 

1 624 

1 296 

1 358 

979 


2 284 

129 

387 

122 

423 


103 

286 

186 

245 

122 


364 

230 

189 

120 

235 


121 

409 

595 

398 

304 


474 

63 

75 

83 

118 


30 

198 

117 

152 

109 

124 

256 

68 

24 

54 

62 

175 

13 

69 

33 

36 

24 

64 

101 

16 

• 88 

10 

24 

91 

4 

8 

24 

4 

8 

29 

72 

27 

• • 8 

5 

12 

36 

8 8 8 

10 

5 

8 8 8 

4 

12 

24 

12 

• 8 8 

5 

4 

69 

8 8 8 

8 8 8 

24 

8 8 8 

4 

20 

26 

300 

400 

371 

662 


290 

644 

312 

523 

404 

669 

967 

30 

20- 

29 

21 


25 

27 

29 

27 

31 

30 

30 

545 

675 

399 

878 


271 

980 

984 

835 

575 

835 

1 317 

20- 

20- 

20- 

20- 

34 

20- 

20- 

20- 

20- 

20- 


20- 

30 

36 

57 

66 

66 

13 

31 

71 

27 

16 


81 

316 

420 

582 

560 

1 038 

315 

352 

596 

589 

664 

423 

697 

152 

295 

220 

306 

133 

247 

193 

212 

463 

183 

74 

80 

164 

125 

362 

254 

905 

68 

159 

384 

126 

481 

349 

617 

42 

145 

116 

137 

473 

42 

74 

99 

95 

45 

56 

97 

8 

101 

21 

67 

12 

12 

39 

23 

64 

15 

9 

a 

34 

44 

95 

70 

461 

30 

35 

76 

31 

30 

47 

89 


































































































































20-78 


State and Small Areas 


Table 32.—Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Parishes; I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-+-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Reut 
Contract Rent 
Acres in the 
Pkce 


SUBJECT 

JACKSON 

JEFFER¬ 

SON 

JEFFER¬ 

SON 

DAVIS 

LAFA¬ 

YETTE 

LA¬ 

FOURCHE 

LA 

SALLE 

LINCOLN 

LIVING¬ 

STON 

MADISON 

MORE¬ 

HOUSE 

NATCHI¬ 

TOCHES 

OUACH¬ 

ITA 

PLAQUE¬ 

MINES 

ALL HOUSING UNITS. 


3 415 

4 

445 

2 255 

8 073 

7 

899 

4 057 

2 

904 

6 123 

998 

3 

620 

5 

276 

5 

654 

3 895 

HEATING equipment 









■ 




■ 


■ 






STEAM OR HOT WATER . 




21 

4 



5 



* 9 * 

* • * 





4 


4 

4 

WARM AIR FURNACE . 


135 

1 

142 

49 

SI 


564 

128 


57 

220 

21 


IQl 


72 


448 

109 

BUILT-IN ROOM UNITS. 


268 


658 

53 


1 

851 

265 


38 

240 

43 




40 


664 

1 383 

OTHER MEANS WITH FLUE. 


710 


144 

161 



925 

620 


619 

1 375 

436 



2 

196 


699 

200 

OTHER MEANS WITHOUT FLUE .... 


2 266 

2 

361 

1 941 

*11 

4 

405 

3 000 

2 

174 

3 990 

453 

X 

817 

2 

811 

3 

713 

2 063 

NONE. 


36 


119 

47 



149 

44 


16 

298 

45 


72 


153 


126 

136 

ALL OCCUPIED UNITS . . . . 


3 154 

.— 

3 

027 

1 895 

7 347 

7 

196 

3 682 

2 

668 

4 855 

657 

3 

066 

4 

188 

4 

974 

3 381 

PERSONS 





















I PERSON . 


366 


223 

146 

341 


351 

504 


258 

407 

98 


406 


576 


385 

214 

a PERSONS. 


845 


596 

451 

1 539 

1 

395 

1 061 


756 

1 109 

109 


683 

1 

134 

1 

202 

504 

3 PERSONS.. 


537 


572 

289 

1 377 

1 

li%TA 



470 

870 

114 


497 


681 


805 

617 

4 PERSONS. 


5B6 


668 

323 

1 584 

1 




393 

771 

92 


470 


466 

1 

058 

593 

5 PERSONS. 


330 


419 

228 

1 127 

1 




251 

728 

49 


392 


505 


605 

606 

6 PERSONS. 


200 


215 

227 

708 


640 

223 


217 

429 

52 


242 


310 


406 

358 

7 PERSONS. 


137 


148 

90 

293 


416 

105 


114 

238 

37 


166 


219 


226 

185 

8 PERSONS OR MORE. 

• • • • • 

153 


186 

141 

378 


463 

95 


209 

303 

106 


210 


yiy 


287 

304 

MEDIAN! 





















all OCCUPIED . 


3.2 


3.7 

3.7 

3.8 


3.8 

2.9 


3.2 

3.6 

3.6 


3.4 

^B 

fe&l 


3*6 

4.1 

OWNER . 


3.2 


3.7 

3.6 

3.7 


3.8 

2.7 


2.8 

3.5 

* 9 * 


3.3 

^B 



3.5 

4.0 

RENTER . 

« • ■ • • 

3.2 


3.6 

4.0 

3.9 


3.8 

3.2 


4.0 

3.6 

3.5 


3.7 

■ 



3.8 

4.2 

PERSONS PER ROOM 





















I.00 OR LESS . 


2 530 

2 

212 

1 339 

5 487 

4 

834 

3 053 

2 

099 

3 545 

446 

2 

248 

3 

175 

3 

905 

2 073 

1.01 OR MORE . 

. 

624 


815 

556 

1 860 

2 

362 

629 


569 

i 3iO 

211 


818 

1 

013 

1 

069 

1 308 

YEAR MOVED INTO UNIT 





















OWNER OCCUPIED . 

• • • • • 

2 316 

2 

291 

1 333 

5 527 

4 

789 

2 523 

1 

723 

3 718 

148 

1 

891 

2 

608 

3 

465 

2 084 

1958 TO MARCH 1960 . 

• • • • • 

488 


879 

230 

1 941 


867 

464 


237 

983 

29 


378 


456 

1 

097 

564 

1954 TO 1957 ..... . 

• ■ • • t 

497 


510 

273 

1 580 

1 

295 

425 


275 

7B8 

42 


500 


458 


832 

505 

1940 TO 1953 . 

• • 9 • • 

954 


638 

541 

1 604 

1 

792 

1 174 


718 

1 373 

63 


805 

1 

D6i 

1 

164 

616 

1939 OR EARLIER. 

« 9 • • • 

377 


264 

289 

402 


835 

460 


493 

574 

14 


208 


633 


372 

399 

RENTER OCCUPIED. 

9 9 9 • • 

838 


736 

562 

1 B20 

2 

407 

1 159 


945 

1 137 

509 

1 

175 

1 

580 

1 

509 

1 297 

1958 TO MARCH 1960 . 

9 9 9 9 9 

437 


404 

263 

1 196 

1 

084 

622 


410 

662 

211 


591 


757 


762 

637 

1954 TO 1957 . 

9 9 9 9 9 

187 


175 

141 

344 


541 

206 


279 

242 

109 


306 


401 


403 

333 

1940 TO 1953 . 

9 9 9 *9 

176 


122 

125 

229 


573 

281 


171 

169 

141 


238 


336 


279 

217 

1939 OR EARLIER. 

9 9 9 *9 

38 


35 

33 

51 


209 

50 


85 

64 

48 


40 


86 


65 

no 

HOME FOOD FREEZER 





















1 OR MORE. 

. 

993 


587 

938 

2 425 

2 

064 

1 554 


845 

1 243 

191 

1 

047 

1 

250 

2 

238 

818 

NONE. 

. 

2 163 

2 

422 

1 079 

5 048 

5 

112 

2 041 

1 

830 

3 673 

420 

2 

152 

3 

064 

2 

665 

2 549 

VALUE 





















OWNER OCCUPIED . 

• 99** 

1 777 

1 

967 

1 083 


■ 


1 974 

1 

008 

2 213 

100 

1 

537 

1 

614 

2 

621 

1 586 

LESS THAN SSiOOO . 

9 * * • • 

694 


472 

653 

BOB 





383 

801 

59 


638 

1 

136 


661 

583 

$5i000 TO $7i400 . 

• 99*9 

413 


211 

136 

1 011 





260 

478 

4 


288 


242 


404 

188 

$7i500 to $91900 . 

9 * * • 9 

292 


194 

122 

808 


S i 



156 

308 

8 


173 


69 


379 

148 

SlOiOOO TO $12)400 . 

• 9 9 9 * 

172 


202 

72 

696 


4 fi 



98 

248 

8 


238 


99 


413 

219 

$12)500 TO $14)900 . 

9 9 9 • • 

93 


106 

20 

551 





29 

112 

4 


73 


31 


327 

128 

$15)000 TO $19)900 . 

9 * * 9 9 

96 


297 

60 

769 


W fi 



57 

157 

9 


81 


8 


242 

201 

$20)000 TO $24)900 . 


13 


243 

8 

170 

■ 

If • 

27 


13 

69 

4 


22 


8 


91 

72 

$25)000 OR MORE . 


4 


242 

12 

194 


79 

12 


12 

40 

4 


24 


21 


104 

47 

MEDIAN . 

dollars . 

6 200 

11 

300 

5 OOD- 

9 600 

7 

000 

5 000- 

6 

200 

6 600 

... 

6 

100 

5 

000- 




VACANT AVAILABLE FOR SALE. . 

• •>99 

24 


319 

4 

126 


33 

19 


4 

101 

9 9 * 


9 


15 



BH 

MEDIAN PRICE ASKED . 

dollars . 

... 

14 

900 

... 

... 


... 

... 


.. . 

... 

... 


... 


... 


D 


GROSS RENT 



















■ 

■ 

RENTER OCCUPIED . 

9 9 9 9 * 

838 


736 

562 

1 820 

2 

407 

1 159 


945 

1 137 

509 

1 

175 

1 

580 




LESS THAN $20. 


121 


42 

48 

119 


243 

157 


156 

199 

37 


fvi •. 


470 




$20 TO $39 . 

9 9**9 

320 


112 

94 

379 


452 

444 


247 

245 

82 


i*X n 


307 


Erai 

244 

$40 TO $59 . 

9 9 9 9 * 

94 


124 

68 

341 


292 

256 


132 

200 

23 


HI * 


94 


249 

157 

$60 TO $79 . 

9 9 9 *9 

38 


175 

31 

306 


251 

100 


39 

62 

19 


K 


36 


92 

165 

$80 TO $99.. . . . . 

9 9 9 9 9 

9 


40 

16 

122 


68 

17 


* 9 9 

16 

7 




16 


36 

156 

$100 TO $119 . 

9**99 

* * • 


14 

4 

93 


24 

. . • 


* * * 

9 • • 

9 * * 


ni' 


8 


8 

48 

$120 OR MORE . 

* 9 * 9 * 

3 


IS 

* « « 

44 


85 

... 


* 

9*9 

4 


4 


9 * * 


* * * 

32 

NO CASH RENT . 


253 


211 

301 

416 


992 

185 


321 

415 

337 


592 


649 


480 

354 

MEDIAN . . 

DOLLARS . 

29 


58 

35 

52 


41 

35 


32 

33 

... 


28 


20- 


32 

51 

CONTRACT RENT 





















RENTER OCCUPIED . 

9***9 

585 


525 

261 

1 404 

1 

415 

974 


624 

722 

172 


583 


931 

1 

029 

943 

MEDIAN . 

dollars . 

20- 


49 

21 

42 


31 

20 


20- 

23 

... 


20- 


20- 


24 

36 

VACANT AVAILABLE FOR RENT. . 

9**9 * 

24 


216 

32 

130 


165 

78 


22 

85 

• • • 


17 


46 


83 

56 

MEDIAN RENT ASKED . 

DOLLARS . 

... 


63 

... 

... 


... 

. .. 


... 

... 

... 


... 


... 


... 

... 

ACRES IN THE PLACE 





















ALL VACANT UNITS . 

* 9 * * 9 

261 

1 

418 

360 

726 


703 

375 


236 

1 268 

341 


554 

1 

088 


680 

514 

10 ACRES OR MORE .. . . 


77 


5 

118 

184 


152 

24 


125 

124 

186 


231 


452 


239 

48 

LESS THAN 10 ACRES . 

. 

184 

1 

413 

242 

542 


551 

351 


111 

1 144 

155 


323 


636 

■ 


466 

AVAILABLE VACANT UNITS . . . 

9***9 

56 


541 

45 

269 


219 

101 


54 

186 

4 


50 


164 

■ 

Ivr 

84 

10 ACRES OR MORE . 

9*9*9 

8 


* * 

9 

13 


21 

4 


28 

• * 9 

4 

! 

24 


103 


IK 

9 

LESS THAN 10 ACRES . 

. 

48 


541 

36 

256 


198 

97 


26 

186 

... 


26 

j_ 

61 

1 

B 

75 




















































































































































Louisiana 

on sample, see text. Median not shown where base is loss than 200' nlus or minK. t \ 

or below St nlber] ’ "bove 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


P0INT| 

“AVtR QCDMai 


c-r ST JOHN 

ST ST ST ST THE ST *?t <st madv 

BERNARD CHARLES HELENA JAMES BAPTIST LANDRY MARTIN 


ALL HOUSING UNITS, . . 

HEATING equipment 

steam or hot water . 

WARM AIR FURNACE . 

SUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. * 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . , 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . , 

B PERSONS OR MORE 
MEDI AN! 

ALL OCCUPIED . 
OWNER. . . . 

renter . , . 


UOO OR LESS 
i.Ol OR MORE 


OWNER OCCUPIED 
1998 TO MARCH 1960 
1994 TO 1997 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1998 TO MARCH 1960 
1994 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 



I OR MORE 
NONE . . 












































































































20-80 


State and Small Areas 


Table 32. —Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Parishes; I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (-t-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . , 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 

median I 

ALL OCCUPIED . 

OWNER. 

RENTER . 


PERSONS PER ROOM 


1.00 OR LESS.. 

1.01 OR MORE.. 

year MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH i960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH I960 . 

1954 To 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD freezer 


1 OR MORE, 
NONE . . , 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5,000 . 

$51000 TO $7,400 . 

$7(500 TO $9,900 . 

$10,000 TO $12,400 . , , . . 

$12,500 TO $14(900 . 

$15(000 TO $19(900 . 

$20(000 TO $24(900 . 

$25(000 OR MORE. 

MEDIAN . 

VACANT available FOR SALE. 
MEDIAN PRICE ASKEO. 

GROSS RENT 


ST 

TAMMANY 


Tangi¬ 

pahoa 


9 079 


9 391 


13 

• • • 



14: 



r 


Dii J 



5 841 



470 

273 



6 334 


8 071 


853 
1 542 
1 060 
904 
773 
474 
232 
496 


1 035 
1 935 
1 433 
1 269 
843 
549 
386 
621 


3.2 3.2 
3.1 3.2 
3.5 3.3 


4 906 5 915 
1 428 2 156 


4 873 
1 055 
1 029 
1 713 
1 076 


5 030 
959 
910 
2 059 
1 102 


1 461 
905 
275 
215 
66 


3 041 
1 524 
628 
703 
186 


2 261 2 366 

3 991 5 863 


dollars . 


3 833 
1 261 
720 
543 
561 
147 
268 
88 
245 
7 300 


3 080 
1 332 
584 
408 
330 
114 
154 
59 
99 
5 900 


DOLLARS , 


131 


26 


TENSAS 


TERRE¬ 

BONNE 


2 559 


7 081 


49 

569 

103 

1 535 

916 

333 

1 451 

4 477 

40 

167 

2 043 

6 372 


354 

531 

323 

249 

162 

162 

64 

198 


453 
1 101 
1 004 
1 117 
950 
655 
431 
661 


2.9 4.1 
2.8 4.1 
3.1 3.9 


1 559 4 188 

484 2 184 


960 


4 526 


154 

174 

465 

167 


1 163 
1 044 
1 545 
774 


1 083 
488 
272 
282 
41 


1 846 
827 
366 
373 
280 


529 
1 604 


2 073 
4 290 


890 

533 

107 

25 

79 

43 

74 

8 

21 

5 000- 


3 812 
1 275 
673 
565 
420 
263 
409 
119 
88 
7 300 


74 


UNION 

VER¬ 

MILION 

VERNON 

WASH¬ 

INGTON 

WEBSTER 

IB 


WEST 

FELI¬ 

CIANA 

WINN 

3 972 

4 927 

4 237 

3 882 

6 05S 

2 341 

2 405 

1 965 

2 577 


4 



4 

24 

■ 


■ 

65 

159 

120 

54 

191 

135 

36 

121 


lit 

617 

147 

231 

320 

228 

191 

96 


743 

193 

1 158 

1 384 

805 

279 

550 

925 


2 977 

3 774 

2 753 

2 125 

4 604 

1 632 

1 493 

819 

1 557 

73 

180 

59 

88 

131 

43 

131 

4 

43 

3 553 

4 313 

3 330 

3 440 

5 108 

2 068 

2 035 

1 785 

2 245 

409 

426 

436 

324 

564 

252 

■I 

194 

238 

988 

1 058 

897 

874 

1 280 

465 


358 

586 

600 

774 

647 

556 

922 

323 


292 

456 

527 

740 

513 

532 

864 

247 


266 

334 

386 

539 

334 

430 

628 

234 


211 

259 

247 

384 

202 

264 

378 

197 

126 

160 

157 

155 

203 

177 

169 

203 

111 

61 

103 

76 

241 

189 

124 

291 

269 

239 

173 

201 

139 

3.1 


3.0 

3.4 

3.3 


3.0 

3.7 

3.2 

3.0 


3.0 

3.3 

3.0 


2.6 

3.4 

3.0 

3.5 

■ 

3.3 

4.1 

3.7 

Bi 

3.4 

3.8 

3.5 

2 726 

3 246 

2 713 

2 616 

4 015 

1 368 

1 537 

1 066 

1 821 

827 

1 067 

617 

824 

1 093 

700 

498 

699 

424 

2 498 

3 073 

2 698 

2 473 

3 171 

998 

1 107 

503 

1 719 

354 

602 

448 

495 

598 

175 

178 

181 

342 

462 

664 

529 

431 

749 

168 

248 

67 

286 

1 009 

1 186 

1 165 

991 

1 332 

376 

472 

128 

722 

673 

621 

556 

556 

492 

279 

209 

127 

369 

1 055 

1 240 

632 

967 

1 937 

1 070 

928 

1 282 

526 

474 

610 

382 

569 

954 

425 

534 

462 

304 

277 

333 

108 

208 

443 

235 

195 

319 

120 

249 

221 

102 

127 

443 

254 

145 

358 

83 

55 

76 

40 

63 

97 

156 

54 

143 

19 

1 554 

1 710 

1 530 

1 769 

1 916 

346 

726 

287 

997 

2 139 

2 431 

1 705 

1 728 

3 186 

1 671 

1 341 

1 464 

1 276 

1 273 

2 614 

1 343 

1 396 

2 276 

904 

880 

319 

983 

557 

828 

1 055 

435 

943 

302 

408 

52 

684 

309 

498 

151 

325 

618 

178 

191 

34 

209 

204 

315 

80 

225 

324 

130 

84 

29 

39 

107 

282 

53 

177 

159 

109 

109 

30 

2B 

47 

215 

4 

74 

63 

92 

8 

39 

4 

41 

331 

• t • 

86 

93 

72 

56 

93 

7 

4 

90 

• • • 

62 

59 

21 

t t t 

34 

4 

4 

55 

• t • 

12 

17 

• • • 

24 

8 


5 600 

7 400 

5 000- 

7 000 

5 800 

7 100 

5 400 

13 400 

6 000- 

4 

7 

28 

8 

31 

18 

9 

8 

4 


RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59.. , 

$60 TO $79 ..■ , 

$80 TO $99... 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

median . dollars . 


CONTRACT rent 


1 461 
94 
228 
307 
237 
64 
28 
30 
473 
51 


3 041 
619 
779 
374 
105 
12 
20 
21 

1 111 
28 


1 083 
217 
244 
112 
80 
33 
3 

394 

28 


1 846 
101 
221 
145 
207 
73 
33 
44 

1 022 
53 


1 055 
235 
305 
146 
40 
11 


318 

26 


1 240 
65 
391 
170 
103 
35 
9 
31 
436 
37 


632 

42 

152 

118 

15 

4 


301 

36 


967 

1 937 

1 070 

145 

238 

193 

155 

647 

146 

126 

447 

80 

42 

81 

85 

12 

8 

5 

11 

4 

. a . 

15 

.. • 

5 

461 

512 

556 

30 

32 

27 


928 

103 

279 

118 

81 

23 

8 

316 

30 


1 282 
462 
410 
124 
47 
3S 
4 

200 

24 


526 

84 

192 

56 

28 

4 


162 

30 


RENTER OCCUPIED. 

. DOLLARS . 

VACANT AVAILABLE FOR RENT. 

MEDIAN rent asked.DOLLARS . 


ACRES IN THE PLACE 


988 1 930 

36 20- 


689 

20 - 


99 


39 


824 

36 


737 

20 - 


804 

25 


331 

24 


506 1 425 

20 24 


514 

20 - 


612 1 082 
20 - 20 - 


364 

20 - 


71 


12 


46 


248 

39 


16 


82 


40 


38 


48 


9 


ALL VACANT UNITS 
10 ACRES OR MORE . . . 
LESS THAN 10 ACRES . . 


2 745 

1 320 

516 

256 

446 

295 

2 489 

874 

221 


709 

419 

614 

7l 

287 

289 

638 

132 

325 


907 

232 

675 


AVAILABLE VACANT UNITS 

10 ACRES OR MORE . 

LESS THAN 10 ACRES .... 


319 

48 

271 


220 

90 

130 


75 

32 

43 


155 

10 

145 


78 

62 

16 


65 

12 

53 


338 

62 

276 


442 

206 

236 


947 

203 

744 


273 

18 

255 


47 

23 

24 


151 

38 

113 


64 

6 

58 


370 

180 

332 

266 

64 

84 

104 

116 

248 

52 

60 

18 

S 

4 

5 

47 

56 

13 












































































































































































Louisiana 


20-81 


Table 33.—Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Parishes: 1960 

[Baaed on sample; see text. Medism not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Ye,ir Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Frcetcr 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS ....... t 

SOUND. . 

WITH ALL plumbing FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, . , 

deteriorating. .. . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER. . 

LACKING other PLUMBING FACILITIES. . . 
OlLAPIOATgD. 

RENTER OCCUPIED.. . . 

SOUND. .... . 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING. 

WITH ALL plumbing FACILITIES . , . . . 
LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. 


ALL OCCUPIED UNITS ........ 

WATER supply 

HOT AND COLD PIPED WATER INSIOE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE. ..... 
NO PIPED water . 

TOILET FACILITIES 

FLUSH TOILETt EXCLUSIVE USE, 

FLUSH TOILET. SHARED .... . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE ... t 

BATHTUB OR SHOWER. SHARED.. 

NO bathtub OR SHOWER .... . 

ROOMS 


1 ROOM . . . . . 

2 ROOMS. . . . 

3 ROOMS, . . , 

4 ROOMS. . . . 

5 ROOMS. . . , 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN. 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 ...... 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 

HEATING equipment 

STEAM OR hot WATER ...... 

WARM AIR FURNACE 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER means WITHOUT FLUE , . . 
NONE. 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 
INDIVIDUAL WELL. ........ 

OTHER... 


SEWAGE DISPOSAL 


PUBLIC sewer t ... 

SEPTIC TANK OR CESSPOOL. . . i 
OTHER OR NONE.. 

HOME FOOD FREEZER 


ACADIA 

ALLEN 

ASCEN¬ 

SION 

ASSUMP¬ 

TION 

AVOY¬ 

ELLES 

BEAURE¬ 

GARD 

BIEN¬ 

VILLE 

BOSSIER 

CADOO 

CALCA¬ 

SIEU 

CALDWELL 

CAMERON 

2 228 

470 

350 

344 

2 704 

■ 

453 

598 


1 

■ 

512 

174 

1 334 

418 

287 

198 

2 008 


365 

328 




412 

153 

1 297 

377 

236 

190 

1 831 


195 

212 




328 

149 

37 

41 

51 

8 

177 


170 

116 


142 

4 

84 

4 

894 

52 

63 

146 

696 


88 

270 



144 

100 

21 

678 

43 

43 

111 

269 

30 

24 

58 



125 

63 

21 

216 

9 

20 

35 

427 

• • - 

64 

212 

1 


19 

37 

••• 

2 228 

470 

350 

344 

2 704 

537 

453 

598 

1 

107 

494 

512 

174 

1 603 

319 

228 

214 

1 574 

415 

257 

307 


443 

269 

236 

141 

1 043 

251 

178 

156 

854 

319 

165 

201 


297 

228 

125 

129 

153 

24 

20 

33 

219 

4 

5 

4 


4 

21 

20 

4 

403 

44 

30 

25 

501 

92 

. 87 

102 


142 

20 

91 

8 

572 

92 

69 

103 

699 

100 

130 

115 


491 

204 

176 

29 

107 

43 


33 

121 

24 

9 

20 


45 

96 

50 

17 

57 

9 


17 

72 

12 

4 

9 9 • 


13 

25 

9 

4 

40 B 

40 


53 

506 

64 

117 

95 


433 

83 

117 

8 

53 

59 


27 

431 

22 

66 

176 


173 

21 

100 

4 

894 

52 


146 

696 

30 

88 

270 


648 

144 

100 

21 

480 

33 


78 

171 

17 

20 

60 


120 

29 

18 

13 

180 

28 


52 

12 

13 

12 

26 


34 

24 


9 

300 

5 


26 

159 

4 

8 

34 


86 

5 


4 

381 

12 


54 

239 

8 

35 

99 


392 

110 


8 

44 

4 


12 

17 

• . • 

• • . 

12 


5 

49 


4 

337 

8 

13 

42 

222 

8 

35 

87 


387 

61 


4 

33 

7 

17 

14 

286 

5 

33 

111 


136 



... 

2 228 

470 

350 

344 

2 704 

537 

453 

59B 

1 

107 

494 

512 

174 

1 186 

306 

247 

193 

1 006 

378 

195 

233 


363 

336 

178 

146 

536 

Bl 

55 

105 

781 

105 

29 

42 


62 

100 

151 

24 

IB 

32 

4 

29 

91 

7 

20 

49 


47 

• • • 

25 

4 

488 

51 

44 

17 

826 

47 

209 

274 


635 

58 

158 

... 

i 383 

347 

266 

260 

1 317 

364 

188 

225 


379 

370 

215 

158 

9 • • 

9 • • 

• • • 

4 

9 

• 9 9 

• • • 

• • 9 


• • • 

9 9 • 

• » • 

• • • 

845 

123 

84 

60 

1 378 

173 

265 

373 


728 

124 

297 

16 

1 423 

351 

275 

260 

X 409 

381 

196 

233 


375 

386 

211 

158 

9 9 • 

9 9 • 

9 • • 

4 

9 

• • • 

t t • 

• • • 


9 • • 

9 « * 

• 9 • 

■ • 9 

805 

U9 

75 

80 

1 286 

156 

257 

365 


732 

108 

301 

16 


• 9 9 



4 


4 




4 



24 

8 

8 

4 

43 

17 

• • • 

32 


58 

20 

17 

• 9 • 

159 

23 

12 

21 

226 

20 

20 

96 


212 

22 

24 

4 

641 

63 

87 


771 

124 

83 

139 


337 

107 

137 

36 

736 

137 

118 


811 

137 

146 

122 


278 

139 

128 

33 

428 

172 

80 

57 

594 

ISl 

119 

135 


148 

118 

149 

32 

137 

47 

37 

20 

179 

64 

43 

38 


44 

49 

57 

36 

63 

20 

8 

25 

76 

4 

38 

36 


30 

35 

... 

33 

4.9 

5.5 

5.1 

4.9 

4.9 

5.2 

5.3 

4.8 


4.3 

5.2 

5.1 

• « « 

5,2 

5.6 

5.1 

9 9* 

S.l 

5.3 


5.6 


5.2 

5.3 

5.4 

• • • 

4.5 

• •• 

• 9 « 


4.2 

... 

■ 

3.9 


3.8 

... 

■ • • 

• • • 

256 

20 

64 

32 

240 

97 

42 

48 


93 

81 

28 

52 

241 

el 

30 

16 

314 

44 

42 

67 


98 

48 

63 

12 

452 

140 

64 

S3 

778 

160 

127 

154 


249 

88 

150 

9 

431 

84 

33 

46 

441 

117 

51 

148 


236 

97 

131 

32 

648 

145 

157 

197 

931 

119 

191 

181 


431 

180 

140 

69 

*42 

8 

32 

9 

*16 

... 

... 

8 

I 

1 

24 

7 

4 

75 

4 

23 

29 

32 

14 

26 

50 



32 

9 

9 9 9 

198 

167 

42 

158 

914 

192 

166 

174 



54 

216 

28 

1 913 

291 

243 

148 

1 734 

331 

257 

366 



384 

280 

142 

• ft 

• « • 

B 

« « • 

8 

• • ■ 

4 

Ht • 


4 

• ■ » 

• • • 

t • 9 

51 


25 

152 

77 

5 

25 

17 


48 

14 

30 

10 

2 lie 

443 

264 

107 

1 556 

491 

372 

406 


571 

440 

368 

153 

57 

29 

39 

72 

1 074 

5 

55 

181 


497 

31 

118 

16 



9*9 

10 






12 

5 



1 338 

360 

266 

237 

1 454 

376 

169 

205 


358 

332 

184 

162 

888 

117 

62 

84 

1 253 

125 

283 

399 


746 

148 

332 

17 

1 735 

214 

152 

38 

1 222 

528 

181 

184 


262 

363 

235 

157 

497 

216 

269 

352 

1 457 

197 

234 

433 


784 

163 

298 

... 


1 OR MORE 
NONE . . 





























































































































20-82 


State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Parishes: I960—Con. 

[Based on sample; see text, Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

CATA¬ 

HOULA 

CLAI¬ 

BORNE 

CON¬ 

CORDIA 

DE SOTO 

EAST 

BATON 

ROUGE 

EAST 

CARROLL 

IBS3II 

EVAN¬ 

GELINE 

franklin 

GRANT 

IBERIA 

IBER¬ 

VILLE 

TENURE AND COLOR 

■■ 












ALL OCCUPIED UNITS . 


724 

785 


521 

1 198 

491 

2 065 


313 

693 

262 

OWNER OCCUPIED . 


558 

462 


435 

554 

316 

1 128 


290 

526 

166 

white. 


338 

373 


371 

404 

173 

1 094 


271 

432 

127 

NONWHITE . 


220 

89 

307 

64 

150 

145 

34 

161 

19 

94 

39 

RENTER OCCUPIED. 


166 

323 

224 

86 

644 

173 

937 

1 217 

23 

167 

96 

WHITE. 


20 

65 

23 

55 

174 

9 

428 

505 

20 

77 

69 

NONWHITE . 


146 

258 

201 

31 

470 

164 

509 

712 

3 

90 

27 

CONDITION AND PLUMBING 













ALL OCCUPIED UNITS . 


724 

785 

975 

521 


491 

2 065 

2 728 

313 

693 

262 

SOUND. 

358 

417 

421 

582 

418 


221 

1 436 

1 068 

211 

498 

159 

WITH ALL PLUMBING FACILITIES . 

213 

251 

265 

345 

387 


122 

685 

771 

142 

388 

147 

LACKING ONLY HOT WATER . 

2S 

8 

31 

25 

13 

8 


127 

20 

8 

27 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 

117 

158 

125 

212 

18 

174 


624 

277 

61 

83 

8 

deteriorating. 

315 

194 

207 

282 

63 

372 


540 

920 

74 

118 

78 

WITH ALL PLUMBING FACILITIES . 

64 

40 

5 

38 

29 

37 


72 

220 

24 

37 

40 

LACKING ONLY HOT WATER . 

4 

4 

12 

4 

• • • 

4 


28 

13 

16 

20 

t • • 

LACKING OTHER PLUMBING FACILITIES. . . . 

247 

150 

190 

240 

34 

331 


440 

687 

34 

61 

38 

DILAPIDATED. 

176 

113 

157 

111 

40 

350 


89 

740 

28 

77 

25 

RENTER OCCUPIED. 

245 

166 

323 

224 

86 

644 

173 

937 

1 217 

23 

167 

96 

SOUND. 

20 

36 

63 

42 

50 

129 

56 

466 

140 

11 

53 

51 

WITH ALL PLUMBING FACILITIES . 

8 

8 

15 

12 

50 

33 

4 

40 

40 

8 

29 

47 

LACKING SOME OR ALL FACILITIES . 

12 

28 

48 

30 

• • « 

96 

52 

426 

100 

3 

24 

4 

DETERIORATING. 

89 

55 

123 

111 

21 

234 

49 

397 

474 

• • • 

53 

33 

WITH ALL PLUMBING FACILITIES . 

12 

• • • 

5 

t ■ • 

9 

17 

• • • 

12 

28 

■ t • 

B 

18 

LACKING SOME OR ALL FACILITIES . 

77 

55 

118 

111 

12 

217 

49 

385 

446 

• • • 

45 

15 

DILAPIDATED. 

136 

75 

137 

71 

15 

281 

68 

74 

603 

12 

61 

12 

ALL OCCUPIED UNITS . 

849 

724 

785 

975 

521 

1 198 

491 

2 065 

2 728 

313 

693 

262 

WATER supply 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


307 


399 


379 

185 

781 

1 111 

178 


192 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


36 


80 


132 

6 

551 


81 


11 

PIPED Water outside structure. 

8 

8 


16 


B6 

12 

85 



41 

. . • 

NO PIPED WATER . 

371 

373 


480 


599 

286 

648 



60 

59 

TOILET facilities 










■ 



flush toileti exclusive use. 

313 

311 


416 


368 

176 

936 

1 078 


488 

196 

FLUSH TOILET. SHARED . 

• • • 

4 

4 

4 


4 

5 

4 

... 


... 

#11 

other toilet facilities or none. 

536 

409 

468 

555 

72 

826 

310 

1 125 

1 650 

119 

205 

66 

BATHING facilities 













bathtub or SHOWER. EXCLUSIVE USE . 

317 

307 

317 

428 

452 

384 

180 

944 

1 103 

202 

500 

196 

BATHTUB OR SHOWER. SHARED. 

t • • 

4 

4 

4 

1ft 

4 

5 

4 

• • • 

t fl • 

1 1 t 

• • • 

NO bathtub or SHOWER . 

532 

413 

464 

543 

69 

810 

306 

1 117 

1 625 

111 

193 

66 

ROOMS 













1 ROOM. 

12 

• « • 

12 

• • • 

9 

8 

13 

4 



4 


2 ROOMS. 

22 

10 

25 

12 

5 

67 

23 

8 

73 

4 

8 

8 

3 ROOMS. 

69 

43 

142 

88 

24 


72 

121 

326 

21 

81 

30 

4 ROOMS. 

227 

133 

236 

227 

69 


108 

750 

891 

49 

207 

63 

5 ROOMS. 

243 

189 

174 

268 

129 


91 

805 

779 

59 

179 

46 

6 ROOMS . 

200 

208 

122 

265 

163 


128 

284 

462 

125 

124 

83 

7 ROOMS. 

60 

94 

46 


71 


20 

62 

154 

34 

51 

20 

8 ROOMS OR MORE. .. 

16 

47 

28 


51 


36 

31 

43 

21 

39 

12 

MEDIAN! 













ALL OCCUPIED . 

4.9 

5.4 

4.4 


5.7 


4.8 

4.7 

4.6 

5.7 

4.8 

5«2 

OWNER . 

5.2 

5.7 

5.1 


5.7 


5.6 

4.9 

5.1 

5.7 

5.1 


RENTER . 

4.1 

... 

3.8 

4.0 

... 



4.5 

4.1 



... 

YEAR STRUCTURE BUILT 













1955 TO MARCH 1960 . 

118 

64 

105 

106 

100 

95 

73 

188 

226 

8 

107 

16 

1950 TO 1954 . 

136 

82 

113 

113 

73 

83 

53 

268 

325 

46 

62 

20 

1940 TO 1949 . 

149 

124 

188 

263 

137 

259 

107 

487 

616 

112 

152 

32 

1930 TO 1939 .... . 

155 

127 

165 

139 

84 

453 

66 

412 

679 

54 

125 

34 

1929 OR earlier. 

291 

327 

214 

354 

127 

308 

192 

710 

882 

93 

247 

160 

heating equipment 













steam or hot water . 

. • « 






5 






warm air furnace . 

• • « 

8 

16 

8 



9 

139 

87 

5 

44 

8 

BUILT-IN ROOM UNITS. 

16 

12 

15 

8 


92 

12 

20 

179 


376 

16 

OTHER MEANS WITH FLUE. 

403 

287 

380 

380 


540 

255 

554 

1 245 

82 

63 

68 

OTHER means WITHOUT FLUE . 

422 

413 

374 

579 


554 

210 

1 336 

1 196 

226 

202 

166 

NONE. 

8 

4 

... 

... 

Hb 

... 

... 

16 

21 


8 

4 

SOURCE OF WATER 













PUBLIC SYSTEM OR PRIVATE COMPANY . 

10 

22 

10 

36 

96 

5 

10 

25 

10 

6 

24 

15 

INDIVIDUAL WELL. 

601 

675 

528 

677 

387 

890 

391 

1 617 

2 359 

284 

590 

181 


245 

71 

246 

234 

39 

304 

53 

442 

341 

46 

86 

59 

SEWAGE DISPOSAL 













PUBLIC SEWER . 


5 





5 

5 





SEPTIC TANK OR CESSPOOL. .... . 

302 

380 

320 

417 

438 

377 

166 

1 046 

1 085 


489 

201 

OTHER OR NONE. 

554 

383 

464 

530 

84 

822 

283 

1 033 

1 625 


206 

54 

HOME FOOD FREEZER 













1 OR MORE. 

417 

293 

304 

420 

264 

679 

159 

1 122 

1 409 


328 

180 


394 

296 

468 

645 

224 

562 

453 

905 

1 343 


316 

108 
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Table 33. —^Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Parishes: i960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS , . , 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

white. 

NONWHITE . 


CONDITION AND PLUMBING 

ALL OCCUPIED UNITS . 

SOUND.. . . . 

WITH ALL plumbing FACILITIES . 

LACKING DNLY HOT WATER .... . 

LACKING OTHER PLUMBING FACILITIES. . . . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

RENTER OCCUPIED. . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 


ALL OCCUPIED UNITS . 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . 

TOILET FACILITIES 

FLUSH T0ILET< EXCLUSIVE USE. 

FLUSH toilet. SHARED . 

other toilet facilities or none. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. 

NO bathtub or shower ...... . 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN I 

ALL OCCUPIED 
OWNER. . . < 
RENTER . . 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR earlier. 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE. 


SOURCE OF Water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL well. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. . . 
OTHER OR NONE. 

HOME FOOO FREEZER 


JACKSON 

JEFFER¬ 

SON 

JEFFER¬ 

SON 

DAVIS 

LAFA- 

TETTE 

LA¬ 

FOURCHE 

LA 

SALLE 

LINCOLN 

LIVING¬ 

STON 

- ... 

MADISON 

MORE¬ 

HOUSE 

NATCHI¬ 

TOCHES 

OUACH¬ 

ITA 

PLAQUE¬ 

MINES 

187 

64 

920 

1 

912 

820 

236 

414 

665 

951 

1 

466 

1 484 

■ 

129 

154 

57 

568 

1 

045 

530 

236 

340 

615 

453 


669 

728 


105 

130 

57 

556 


929 

526 

236 

317 

575 

317 


396 

575 


89 

24 

• • • 

12 


116 

4 

• • • 

23 

40 

136 


273 

153 

63 

16 

33 

7 

352 


867 

290 

• • • 

74 

50 

498 


797 

756 

185 

24 

14 

7 

303 


367 

197 

• « • 

42 

33 

166 


121 

148 

68 

12 

19 

• • • 

49 


500 

93 

• * • 

32 

17 

332 


676 

608 

117 

12 

187 

64 

920 

1 

912 

820 

236 

414 

665 

951 

1 

466 

. 1 484 

579 

129 

106 

45 

755 

1 

154 

603 

186 

328 


405 


557 

641 

328 

85 

68 

40 

612 


723 

431 

123 

259 


238 


283 

343 

260 

56 

4 

5 

51 


158 

87 


8 


29 


3 

4 

8 

21 

34 

0 • • 

92 


273 

B5 


61 


138 


271 

294 

60 

a 

61 

11 

118 


481 

169 


54 


241 


546 

547 

164 

32 

12 

4 

44 


96 

28 


21 


70 


45 

73 

55 

20 

4 

• • • 

16 


53 

36 


• • • 


4 


5 

8 

8 

4 

45 

7 

58 


332 

105 


33 

57 

167 


496 

466 

101 

8 

20 

8 

47 


277 

48 

31 

32 

46 

305 


363 

296 

87 

12 

33 


352 


867 

290 

m m m 

74 

50 

498 


797 

756 

185 

24 

9 


255 


297 

125 

* ■ t 

21 

21 

133 


134 

189 

40 

4 

4 


206 


60 

64 




45 


16 

20 

36 

4 

5 


49 


237 

61 




88 


118 

169 

4 

. . 6 

12 

3 

62 


321 

121 




98 


335 

319 

78 

12 

• • • 

• • • 

20 


16 

8 




14 


8 

8 

12 

8 

12 

3 

42 


305 

113 



12 

84 


327 

311 

66 

4 

12 

4 

35 


249 

44 




267 


328 

248 

67 

8 

187 

64 

920 

1 

— 

912 

820 

236 

414 

665 

951 

1 

466 

1 484 

579 

129 

88 

52 

668 


B63 

471 

131 

284 

454 

330 


368 

442 

334 

76 

21 

12 

188 


578 

256 

55 

39 

94 

122 


129 

122 

59 

45 

4 

• • • 

12 


92 

12 

8 

• • t 

64 

19 


59 

29 

58 

• « « 

74 

■ • • 

52 


379 

81 

42 

91 

53 

480 


910 

891 

128 

8 

92 

57 

743 

1 

078 

602 

131 

28B 

462 

350 


344 

443 

343 

101 

• • • 

3 

• t • 


• t • 

4 

■ • • 

• • f 

• • < 

3 


• • t 

t • • 

4 

• • • 

95 

4 

177 


834 

214 

105 

126 

203 

598 

1 

122 

1 04l 

232 

28 

88 

57 

739 

1 

078 

610 

139 

296 

487 

350 


368 

456 

343 

101 

• t « 

3 

• • • 


• • • 

4 


• • • 

• • • 

• k • 


• • • 

• • • 

4 

• « • 

99 

4 

181 


834 

206 

H 

118 

178 

601 

1 

098 

1 028 

232 

28 









4 



8 

4 

8 


• • • 

• • • 

B 


16 

8 


4 

12 

55 


73 

53 

20 

13 

16 

19 

50 


248 

85 

15 

18 

37 

159 


193 

148 

58 

16 

30 

17 

175 


629 

207 

54 

95 

158 

252 


495 

467 

162 

41 


16 

226 


532 

244 

92 

99 

228 

218 


320 

359 

106 

30 


12 

227 


333 

144 

51 

126 

181 

163 


248 

2B1 

154 

25 


• • • 

119 


94 

84 

12 

64 

33 

41 


81 

88 

39 

4 


... 

115 


60 

48 

8 

8 

12 

63 


48 

B4 

32 

... 


• • • 

5.5 


4.6 

5.0 

5.0 

5.4 

5.0 


■ 


MB 


t • t 


• • • 

5.7 


5.1 


5.0 

5.6 

5.1 






» • « 


• • • 

5.1 


4.2 

Hfl 

• • • 

• • • 

... 

3.8 

1 

HQ 

4.1 

■ 

• it 

16 

24 

84 


209 

■ 

16 

58 

80 

70 


82 

98 

63 

16 

29 

12 

67 


165 

84 

56 

58 

84 

132 


165 

110 

88 

16 

57 

9 

202 


298 

159 

74 

81 

234 

304 


316 

369 

172 

22 

20 

8 

158 


407 

104 

39 

53 

157 

221 


276 

287 

70 

16 

65 

11 

409 


833 

385 

■ 

164 

110 

224 


627 

620 

186 

59 

... 

4 

23 

I 


40 

■ 

8 

8 

4 

21 


*12 

*13 

*20 

4 

34 

28 

36 



203 

4 

12 

20 

35 


16 

16 

16 

37 

65 

4 

60 



120 

48 

60 

122 

493 


842 

892 

139 

8 

88 

28 

797 



453 

176 

334 

511 

398 


592 


404 

80 

• • • 


4 

■ 


4 

• • • 


4 

• • • 


4 



• • • 


51 

19 


51 

616 

24 


62 

4 


36 


30 

104 

172 

• « • 

838 

1 

752 

5 

148 


602 

821 

1 

039 



* • • 

15 

11 

88 


140 

201 

43 

H 

15 

116 


419 

■ 


26 





10 

5 

14 





10 




55 

62 

717 



585 

108 

276 

483 

319 


330 

392 

313 

93 

132 

• • t 

228 



232 

93 

148 

196 

624 

1 

154 

1 116 

245 

37 

142 

41 

663 



347 

182 

287 

301 

572 


621 

356 

394 

77 

43 

41 

135 



493 

141 

120 

303 

425 


712 

1 002 

256 

66 


1 OR MORE 
NONE . . 













































































































































20-84 


State and Small Areas 


Table 33.—Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Parishes; I 960 —Con. 

[Based on sample; see text. Median not shown where base is less than200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 


TENURE AND COLOR 

ALL OCCUPIED UNITS . . 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

nonwhite . 


CONDITION AND PLUMBING 

ALL OCCUPIED units . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER.. 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. . . ...... 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED.. . . . . 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . . . . 
LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

dilapidated. 


ALL OCCUPIED UNITS.. 

WATER supply 

HOT ANO COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER... 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. . 

flush toilet, shared . . 

OTHER TOILET FACILITIES OR NONE.. 

BATHING facilities 

BATHTUB OR SHOWER. EXCLUSIVE USE .... , 

bathtub or shower. SHARED.. 

NO bathtub or shower . 

ROOMS 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN I 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


YEAR structure BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . . . 

1930 TO 1939 . 

1929 OR earlier. 

HEATING equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

built-in room units. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE . . 


SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. . . 
OTHER OR NONE. 

HOME FOOD FREEZER 


1 OR MORE, 
NONE . . . 


POINTE 

COUPEE 

RAPIDES 

RED 

RIVER 

RICHLAND 

SABINE 

ST 

BERNARD 

ST 

CHARLES 

ST 

HELENA 

ST 

JAMES 

ST JOHN 
THE 

baptist 

ST 

LANDRY 

ST 

MARTIN 

ST MARY 

983 

1 157 

391 

2 164 

584 

■ 

90 

667 

251 

61 

4 334 

■ 

277 

558 

916 

266 

1 104 

545 


36 

599 

176 

29 

2 123 


169 

467 

862 

213 

960 

524 


32 

380 

124 

17 

1 496 


132 

91 

54 

53 

144 

21 

4 

<< 

219 

52 

12 

627 

85 

37 

425 

241 

125 

I 060 

39 

• • • 

54 

68 

75 

32 

2 211 

480 

108 

173 

118 

40 

402 

35 

• t • 

36 

16 

15 

• • ■ 

809 

212 

24 

252 

123 

85 

658 

4 

> • • 

18 

52 

60 

32 

1 402 

268 

84 

983 

1 157 

391 

2 164 

584 

24 

90 

667 

251 

61 

4 334 

1 141 

277 

585 

802 

216 

1 033 

489 


32 

371 

118 

13 

2 503 

753 

181 

416 

618 

128 

620 

242 


24 

280 

106 

9 

1 194 

301 

143 

51 

32 

4 

38 

24 


4 

24 

8 

• • • 

219 

140 

12 

118 

152 

84 

375 

223 

16 

4 

67 



1 090 

312 

26 

278 

285 

134 

830 

66 

• • • 

29 

138 


44 

1 186 

302 

48 

54 

76 

12 

82 

12 

• • • 

16 

28 


16 

100 

23 

4 

26 

37 

5 

33 

4 

• • • 

4 

16 

4 

• ■ • 

36 

12 


198 

172 

117 

715 

50 

• • • 

9 

94 

82 

28 

1 050 

267 

44 

120 

70 

41 

301 

29 

4 

29 

158 

35 

4 

645 

86 

48 

425 

241 

125 

1 060 

39 



68 

75 

32 

2 211 

480 

108 

127 

108 

39 

245 

24 



12 

• • • 

4 

852 

233 

20 

49 

64 

16 

44 

15 



» • • 

b • • 

• • • 

121 

28 

16 

78 

44 

23 

201 

9 


• • • 

12 

• • • 

4 

731 

205 

4 

206 

111 

52 

559 

5 


25 

18 

59 

24 

828 

181 

44 

33 

16 

• • • 

12 

f « • 


16 

• • • 

• • • 

4 

20 

12 

4 

173 

95 

52 

547 

5 


9 

18 

59 

20 

808 

169 

40 

92 

22 

34 

256 

10 


17 

38 

16 

4 

531 

66 

44 

983 

1 157 

391 

2 164 

584 

24 

90 

667 

251 

m 

4 334 

1 141 

277 

482 

734 

148 

775 

297 

12 

48 

320 

125 

25 

1 345 

352 

147 

222 

246 

53 

409 

123 

8 

33 

79 

74 

12 

1 024 

386 

32 

111 

97 

9 

70 

12 


9 

17 

37 

24 

239 

180 

41 

168 

80 

181 

910 

152 


• .# 

251 

15 

... 

1 726 

223 

57 

555 

783 

161 

789 

291 

■ 

60 

356 

137 

25 

1 617 

492 

159 

t • • 

• • • 

• • • 

• • • 

• • • 


8 

• • • 

• • • 

• t • 

4 

Tit 

• • a 

428 

374 

230 

1 375 

293 

20 

22 

311 

114 

36 

2 713 

649 

lie 

563 

Bll 

153 

808 

290 

16 

56 

360 

141 

29 

1 679 

540 

159 

• • • 

• • • 

« • • 

• • • 

• • • 

• • • 

8 

• • • 

• • • 

... 

4 

• • • 

a a • 

420 

346 

238 

1 356 

294 

8 

26 

307 

no 

32 

2 651 

601 

118 

10 

4 


12 

4 






4 

14 


24 

17 

« « • 

26 

8 

• • « 

4 

11 

12 

8 

37 

40 

16 

lie 

54 

43 

252 

33 

• • « 

17 

51 

33 

20 

287 

116 

36 

292 

210 

82 

849 

128 

12 

37 

166 

33 


1 313 

427 

53 

260 

313 

79 

515 

123 

• • • 

20 

211 

73 


1 369 

350 

53 

182 

366 

111 

347 

203 

8 

• • t 

154 

37 


934 

132 

82 

65 

161 

55 

123 

81 

• • • 

4 

54 

32 

4 

270 

34 

16 

32 

32 

21 

40 

4 


8 

20 

31 

9 

120 

28 

21 

4.7 

5.4 



5.5 


• • t 




4.9 

4.4 

5.1 

5.2 

5.7 



5.5 


« • t 



t f • 

5.3 

4.7 


4.2 

4.3 

■ 

■ 

• • • 

HB 

• • • 

H 

■ 

... 

4.5 

4.2 

... 

78 

132 

49 

174 

91 


4 

47 

16 


299 

111 

12 

118 

129 

41 

188 

68 


8 

116 

28 

4 

585 

155 

30 

221 

307 

98 

428 

152 

12 

16 

231 

31 

- t - 

1 081 

286 

32 

125 

182 

61 

631 

117 

• • • 

13 

109 

20 

24 

848 

201 

37 

441 

407 

142 

743 

156 

12 

49 

164 

156 

33 

1 521 

388 

166 

10 

12 


*12 

3 

■ 

8 

... 

29 


142 

... 

4 


36 

« • • 

116 

11 


12 

t t - 

28 

5 

91 

15 

20 

248 

420 

129 

977 

231 


9 

342 

4 


1 555 

279 

72 

599 

685 

262 

1 059 

339 

16 

61 

325 

186 


2 523 

830 

181 


4 

... 


• • • 

• • • 

• • • 

M 

4 


23 

17 

... 

468 

117 


... 

20 

19 

64 

■ 

193 

34 

95 

10 

118 

361 

879 

254 

1 844 

469 

• • • 

• • • 

458 

10 

t t • 

3 536 

686 

69 

133 

190 

96 

286 

55 

6 

... 

172 

15 

24 

82? 

428 

78 

5 

... 


25 






5 




587 

813 

iu 

773 

251 

5 

54 

308 

156 

24 

1 767 

453 

145 

370 

373 

237 

1 332 

293 

20 

30 

322 

62 

29 

2 691 

671 

120 

269 

662 

311 

951 

423 


40 

473 

113 


1 9B9 

577 

173 

781 

399 

254 

1 314 

302 

19 

61 

_ L 

319 

2731 

67 

1 824 

682 

138 


























































































































































Louisiana 


20-85 


Table 33.-TENURE. Condition and Plumbing Facilities, and Structural Characteristics of 

UccuiiED Kural-Farm Housing Units, for Parishes: I960_Con. 

[Baaed on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freeaer 


all occupied Units 

OmNER OCCUPIED . 

WHITE, . 

NONWHITC . 

renter occupied. 

WHITE. 

NONWHITC . 


ALL OCCUPIED UNITS . 

SOUND.. • . . 

WITH ALL PLUMBING FACILITIES . . 
LACKINQ ONLY HOT WATER ..... 
LACKINQ OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKINa ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 
DILAPIDATEO. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 


WITH ALL PLUMBING FACILITIES . . 
LACKINQ SOME OR ALL FACILITIES . 

dilapidated. 


HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE. ..... 
NO PIPED WATER . 


PLUSH TOILET. EXCLUSIVE USE. . 

PLUSH toilet, shared . 

other toilet facilities or none 



bathtub or shower, exclusive use 

BATHTUB OR SHOWER. SHARED. . . . 

NO bathtub or shower. 


1 ROOM .... 

2 ROOMS. . . . 

S ROOMS. . . . 

4 ROOMS. . . . 

B ROOMS. . . . 

5 ROOMS. . . . 

7 ROOMS. . . . 
a ROOMS OR MORE 


MEDIAN I 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


1983 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


STEAM OR HOT WATER . . . 

warm air furnace . . . . 

built-in ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE. 


PUBLIC system OR PRIVATE COMPANY 

INOIVrOUAU WELL. 

OTHER. 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


1 OR MORE 
NONE • • 
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State and Small Areas 


Table 34. —Occupakcy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Parishes; I960 


Persons Year Moved into Unit 

Persons per Room Rent Status 


[Based on sample; see text. Median not shown where base is less than 200] 


SUBJECT 

ACADIA 

ALLEN 



AVOY¬ 

ELLES 

BEAURE¬ 

GARD 


BOSSIER 

CADDO 

CALCA¬ 

SIEU 

CALDWELL 

CAMERON 

ALL OCCUPIED UNITS . 

2 228 

470 

350 

344 

2 704 

537 

453 

598 

1 107 

494 

512 

174 

PERSONS 













1 PERSON . > • ... 

85 

36 

22 

28 

145 

47 

16 

60 

95 

12 

34 

6 

2 PERSONS.. 

592 

92 

loo 

118 

750 

143 

160 

158 

337 

131 

95 

48 

3 PERSONS.. • 

481 

90 

66 

60 

472 

121 

60 

109 

222 

115 

109 

40 

4 PERSONS. 

329 

73 

29 

34 

428 

89 

55 

80 

128 

89 

75 

24 

5 PERSONS. 

256 

57 

32 

20 

274 

70 

25 

61 

59 

71 

57 

29 

6 PERSONS... 

209 

47 

33 

24 

244 

32 

39 

45 

55 

35 

42 

8 

7 PERSONS. 

94 

39 

12 

40 

114 

31 

40 

35 

48 

20 

26 

4 

8 PERSONS OR MORE.. 

182 

36 

56 

20 

277 

4 

58 

50 

163 

21 

74 

13 

MEDIANI 

ALL OCCUPIED.. 

3.4 

3.7 

3.3 

2.9 

3.5 

3.1 

3.3 

3.2 

3.0 

3.4 

3.7 


OWNER. 

3.0 

3.6 

3.1 


3.2 

3.1 

3.1 

3.0 

2.6 

3.3 

3*5 

* « • 

RENTER . 

4.4 

... 

... 

* ' • 

4.5 

« • • 

• • • 

3#6 

3*6 

• • • 

• • • 

« • « 

PERSONS PER ROOM 













1.00 OR LESS . 

1 744 

366 

249 

273 

2 045 

453 

330 

466 

774 

391 

342 

153 

1.01 OR MORE . 

484 

104 

101 

71 

659 

84 

123 

132 

333 

103 

170 

21 

Year moved into unit 













OWNER OCCUPIED.. . 

1 334 

418 

287 

198 

2 008 

507 

365 

328 

459 

350 

412 

153 

1958 TO MARCH 1960 . 

115 

20 

40 

9 

142 

58 

33 

17 

51 

59 

26 

40 

1954 TO 1957 . 

185 

24 

52 

33 

262 

80 

39 

44 

76 

32 

50 

24 

1940 TO 1953 . 

515 

211 

96 

56 

1 070 

220 

196 

135 

215 

137 

199 

33 

1939 OR earlier. 

519 

163 

99 

100 

534 

149 

97 

132 

117 

122 

137 

56 

RENTER OCCUPIED. 

894 

52 

63 

146 

696 

30 

88 

270 

648 

144 

100 

21 

1958 TO MARCH 1960 .. 

270 

8 

13 

34 

240 

8 

11 

66 

185 

31 

48 

4 

1954 TO 1957 . 

207 

16 

4 

33 

185 

14 

19 

81 

202 

51 

25 

4 

1940 TO 1953 . 

281 

20 

26 

41 

219 

8 

55 

86 

189 

42 

23 

13 

1939 OR EARLIER. 

136 

8 

20 

38 

52 

. . . 

3 

37 

72 

20 

4 

» • • 

RENT STATUS 













RENTER OCCUPIED. 

894 

52 

63 

146 

696 

30 

88 

270 

648 

144 

100 

21 

RENT PAID. 

21 

8 

9 

24 

89 

4 

11 

45 

68 

8 

8 

4 

NO CASH RENT . 

873 

. 

44 

54 

122 

607 

26 

77 

225 

580 

136 

92 

17 






EAST 


EAST 






SUBJECT 

CATA- 

CLAI- 

CON- 

OE SOTO 

BATON 

EAST 

FELI- 

EVAN- 

franklin 

GRANT 

IBERIA 

IBER- 


HOULA 

BORNE 

CORDIA 


ROUGE 

CARROLL 

Cl ANA 

GELINE 




VILLE 

ALL OCCUPIED units . 

849 

724 

785 

975 

521 

1 198 



2 728 

313 

693 

262 

PERSONS 







■m 






1 PERSON . 

49 

48 

61 


30 

108 

83 

75 

207 

16 

27 

8 

2 PERSONS. 

210 

211 

167 


ISl 

301 

116 

465 

645 

117 

139 


3 PERSONS.. 

180 

116 

126 


84 

166 

71 

386 

443 

41 

154 


4 PERSONS. 

117 

89 

120 


67 

188 

55 

317 

361 

33 

124 


5 PERSONS. 

113 

63 

82 


79 

108 

52 

241 

318 

54 

86 


6 PERSONS.. 

51 

36 

42 

56 

42 

109 

20 

217 

208 

29 

42 

31 

7 PERSONS. 

32 

85 

43 

36 

36 

68 

27 

120 

162 

a 

39 

16 

8 PERSONS OR MORE. 

97 

76 

144 

84 

32 

150 

67 

244 

384 

15 

82 

37 

MEDIAN! 













ALL OCCUPIED . 

3.4 

3.4 

3.8 

3.1 

3.4 

3.6 

3.2 

3.8 

3.7 

3.1 

3.7 

4.0 

OWNER. 

3.3 

3.0 

3.7 

3.0 

3.5 

3.4 

2.8 

3.1 

3.1 

3.1 

3.4 

t • • 

RENTER . 

3.8 

... 

4.1 

3.6 

... 

3.9 

... 

5.3 

4.9 

... 

... 

• • • 

PERSONS PER ROOM 













1.00 OR LESS . 

648 

547 

517 

766 

438 

833 

352 

1 435 

1 875 

277 

520 

175 

1.01 OR MORE . 

201 

177 

268 

209 

83 

365 

139 

630 

853 

36 


87 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

604 

558 

462 

751 

435 

554 

318 

1 128 

1 511 

290 


166 

1958 TO MARCH 1960 . 

69 

25 

42 

53 

45 

53 

28 

99 

141 

4 


16 

1954 TO 1957 . ... 

117 

77 

97 

140 

103 

96 

53 

132 

272 

20 


4 

1940 TO 1953 . 

237 

214 

252 

333 

185 

285 

109 

539 

748 

203 


78 

1939 OR earlier. 

181 

242 

71 

225 

102 

120 

128 

358 

350 

63 


68 

RENTER OCCUPIED. 

245 

166 

323 

224 

86 

644 

173 

937 

1 217 

23 


96 

1958 TO MARCH I960 . 

80 

24 

92 

47 

28 

227 

32 

341 

463 

16 


8 

1954 TO 1957 . 

58 

19 

66 

39 

15 

174 

34 

281 

2B5 


37 

22 

1940 TO 1953 . 

85 

67 

114 

87 

27 

212 

73 

245 

401 


48 

40 

1939 OR earlier. 

22 

56 

51 

51 

16 

31 

34 

70 

68 


33 

26 

RENT STATUS 










■ 



RENTER OCCUPIED. 

245 

166 

323 

224 

86 

644 

173 

937 

1 217 


167 

96 

RENT PAID. 

20 

56 

• ■ • 

19 

27 

8 

23 

310 

33 


8 

51 

NO CASH RENT . 

225 

110 

323 

205 

59 

636 

150 

627 

1 184 

_^ 

159 

45 

















































































































Louisiana 

Table 34.— Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Parishes: I960—Con. 

__ [Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons pet Room Rent Status 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . , . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. , . , 

6 PERSONS. . . , 

7 PERSONS. . . . 

B PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED , 
OWNER. . . . 
RENTER . , . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . , , 
1939 OR EARLIER, . 


RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . » 
1939 OR earlier. . 


RENT STATUS 


RENTER OCCUPIED. 

RENT PAID. 

NO CASH RENT . . . . 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
195B TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR earlier. . 


RENT STATUS 


RENTER OCCUPIED. 

RENT PAID. 

NO CASH RENT . . . . 



POINTE RAPIDES 
COUPEE 



ST JOHN 

RED RICHLAND SABINE ST ST ST ST THE ST ST ST MARY 

river BERNARD CHARLES HELENA JAMES BAPTIST LANDRY MARTIN 






























































































































































































































Louisiana 


20-89 


Table 35. —Source of Water and Sewage Disposal, for Parishes: 1960 


[Based on sample; see text] 


PARISH 

ALL 

HOUSING 

UNITS 

To TALI' 


SOURCE OF 

WATER 


SEWAGE DISPOSAL 


PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

individual 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

THE STATE. . 

978 

452 

675 

804 

432 

642 

173 

572 

69 

590 

245 

533 

254 

791 

175 

480 

ACADIA. 

14 

633 

14 

633 

9 

177 

4 

887 


569 

7 

721 

4 

IBl 

2 

731 

ALLEN . 

5 

967 

5 

967 

3 

708 

1 

847 


412 

1 

679 

2 

483 

1 

805 

ASCENSION . 

7 

602 

7 

802 

3 

326 

3 

034 

1 

442 

1 

747 

4 

160 

1 

B95 

assumption. 

5 

090 

5 

090 

2 

602 


644 

1 

844 


421 

2 

415 

2 

254 

AVOYELLES . 

11 

445 

11 

445 

4 

701 

3 

736 

3 

008 

2 

498 

4 


4 

289 

beauresaro. 

6 

676 

6 

676 

3 

860 

2 

500 


316 

1 

902 

2 

999 

1 

775 

BIENVILLE.. . 

5 

279 

5 

279 

1 

740 

2 

806 


733 


621 

2 

182 

2 

476 

BOSSIER . . . 

17 

404 

17 

369 

12 

555 

3 

181 

1 

633 

11 

727 

2 

182 

3 

460 

CADDO . 

72 

119 

17 

957 

4 

921 

9 

148 

3 

see 

2 

347 

8 

613 

6 

995 

CALCASIEU . 

43 

469 

43 

469 

34 

521 

7 

460 

1 

488 

25 

854 

13 

233 

4 

382 

CALDWELL. 

2 

812 

2 

812 

1 

112 


965 


735 


296 


818 

1 

69B 

CAMERON . 

2 

613 

2 

613 


224 

1 

322 


867 


5 

2 

195 


413 

CATAHOULA . 

3 

372 

3 

372 


880 

1 

612 


880 


395 

1 

016 

1 

961 

CLAIBORNE . 

6 

417 

6 

417 

3 

191 

2 

594 


632 

2 

556 

1 

an 

2 

244 

CONCORDIA . 

6 

256 

6 

256 

3 

217 

1 

959 

1 

080 

1 

924 

2 

070 

2 

262 

DE SOTO.. 

7 

437 

7 

437 

2 

709 

3 

226 

1 

502 

1 

647 

2 

0B7 

3 

703 

EAST BATON ROUGE. 

66 

039 

20 

269 

16 

008 

3 

364 


897 


559 

17 

087 

2 

623 

EAST CARROLL. 

4 

122 

4 

122 

1 

953 

1 

362 


807 

1 

226 


690 

2 

206 

EAST FELICIANA. 

3 

924 

3 

924 

1 

515 

1 

843 


566 


267 

1 

599 

2 

058 

EVANGELINE. 

9 

583 

9 

583 

4 

757 

3 

782 

1 

044 

3 

316 

3 

502 

2 

765 

franklin. 

7 

302 

7 

302 

1 

796 

4 

289 

1 

217 

1 

204 

2 

344 

3 

754 

GRANT . . 

4 

521 

4 

521 

1 

033 

2 

424 

1 

062 


89 

2 

193 

2 

239 

IBERIA... . . . 

14 

490 

14 

490 

11 

281 

2 

256 


953 

8 

896 

3 

764 

1 

830 

IBERVILLE . 

e 

469 

8 

469 

4 

615 

1 

989 

1 

865 

2 

012 

3 

243 

3 

214 

JACKSON . 

4 

966 

4 

966 

2 

884 

1 

593 


489 

1 

648 

1 

532 

1 

786 

JEFFERSON . 

60 

163 

60 

136 

58 

301 


240 

1 

615 

24 

987 

31 

569 

3 

600 

JEFFERSON OAVIS . 

S 

910 

8 

910 

6 

246 

2 

134 


530 

4 

984 

2 

456 

1 

470 

LAFAYETTE . 

23 

642 

23 

642 

17 

128 

5 

668 


846 

11 

694 

9 

550 

2 

398 

LAFOURCHE . 

15 

177 

15 

177 

13 

155 


81 

1 

941 

3 

755 

8 

220 

3 

202 

LA SALLE. 

4 

293 

4 

293 

1 

976 

1 

600 


717 


981 

1 

753 

1 

559 

LINCOLN . 

7 

603 

7 

60S 

4 

894 




166 

3 

675 

2 

129 

1 

BOl 

LIVINGSTON. 

e 

583 

8 

585 

3 

206 


Mm 


739 


688 

5 

234 

2 

663 

MADISON . 

5 

OSS 

5 

055 

3 

032 


MM 


497 

2 

075 


625 

2 

355 

MOREHOUSE . 

9 

848 

9 

848 

5 

485 

3 

139 

1 

224 

3 

969 

2 

042 

3 

837 

NATCHITOCHES. 

10 

614 

10 

614 

4 

135 

3 

135 

3 

324 

3 

214 

2 

291 

5 

109 

ORLEANS . 

202 

643 


• • • 


• • • 


• • t 


t t • 


• • • 


• • • 


016 

OUACHITA. 

31 

070 

31 

059 

23 

860 

4 

096 

1 

103 

19 

168 

6 

875 

5 

PLAQUEMINES . 

6 

217 

6 

217 

5 

105 


65 

1 

047 


77 

4 

209 

1 

931 

POINTE COUPEE . 

6 

456 

6 

456 

4 

274 


931 

1 

231 

1 

085 

2 

701 

2 

670 

RAPIDES . 

32 

624 

32 

624 

23 

899 

4 

819 

1 

906 

15 

721 

10 

563 

6 

340 

RED RIVER . 

3 

177 

3 

177 


715 

1 

393 


869 


235 

1 

042 

1 

900 

RICHLAND. 

6 

703 

6 

703 

2 

222 

3 

719 


762 

2 

024 

1 

611 

3 

068 

SABINE. 

5 

727 

5 

727 

1 

714 

2 

960 

1 

053 


357 

1 

857 

3 

313 

ST BERNARD. 

e 

836 

8 

836 

a 

184 


33 


619 

6 

191 

1 

502 

1 

143 

ST CHARLES. ...... . 

3 

746 

5 

746 

3 

490 


41 


215 


199 

4 

404 

1 

143 

ST HELENA . 

2 

313 

2 

315 


202 

1 

458 


653 


10 


958 

1 

347 

ST JAMES. 

4 

358 

4 

358 

3 

622 


126 


610 


151 

2 

776 

1 

431 

ST JOHN THE BAPTIST . 

4 

714 

4 

714 

4 

160 


164 


370 


B9 

2 

917 

1 

708 

ST LANDRY . 

22 

078 

22 

078 

11 

911 

7 

098 

3 

069 

7 

777 

6 

319 

7 

982 

ST martin ... . . . 

a 

187 

8 

187 

3 

080 

2 

549 

2 

558 

2 

330 

2 

514 

3 

343 

ST MARY . 

13 

538 

13 

538 

11 

656 


411 

1 

471 

7 

707 

2 

705 

3 

126 

ST TaMMANY. 

13 

685 

13 

685 

5 

344 

7 

095 

1 

246 

4 

oao 

7 

111 

2 

494 

TANGIPAHOA. 

17 

734 

17 

734 

7 

224 

8 

533 

1 

977 

5 

286 

5 

944 

6 

504 

TENSAS. 

3 

616 

3 

616 

1 

466 

1 

396 


734 


9 

1 

451 

2 

156 

TERREBONNE. 

15 

862 

15 

862 

14 

134 


111 

1 

617 

6 

276 

6 

780 

2 

806 

UNION . 

3 

421 

5 

421 

1 

721 

3 

409 


291 


637 

1 

998 

2 

786 

VERMILION . 

12 

037 

12 

037 

7 

149 

4 

439 


449 

5 

553 

4 

865 

1 

619 

VERNON . 

7 

541 

7 

541 

3 

016 

4 

033 


472 

2 

061 

2 

581 

2 

899 

WASHINGTON . 

13 

079 

13 

079 

7 

805 

4 

547 


727 

5 

982 

3 

966 

3 

131 

WEBSTER . 

13 

111 

13 

111 

a 

116 

4 

317 


678 

6 

394 

3 

655 

3 

062 

WEST BATON ROUGE . 

4 

096 

4 

096 

2 

566 


933 


377 

1 

272 

1 

278 

1 

346 

WEST CARROLL . 

4 

205 

4 

205 


623 

3 

317 


265 


372 

1 

68B 

2 

145 

WEST FELICIANA . 

2 

294 

2 

294 


870 


340 

1 

084 


211 


501 

1 

582 

WINN . 

5 

263 

5 

263 

2 

668 

2 

228 


367 

1 

300 

1 

286 

2 

477 


1 EXCLUDES UNITS IN PLACES OF 30,000 INHABITANTS OR MORE! SEE TEXT. 
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State and Small Areas 


Table 36. —Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units: I960 

[Data shown for places of 2,600 inhabitants or more. “U” denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room. 


SUBJECT 

AMITE 

CITY 

ANANDALE 

(U) 

ARCADIA 

BREAUX 

BRIDGE 

BURAS- 

TRIUMPH 

(U) 

CHURCH 

POINT 

DAI6LE- 

VILLE 

tU) 

DELHI 

DENHAM 

SPRINGS 

DE 

QUINCY 



ALL OCCUPIED UNITS .... 



324 

101 


155 

114 

138 

368 

198 

303 

263 

314 

379 

TENURE 















OWNER OCCUPIED . 

. 

. 

154 

77 

184 

106 

47 


256 


136 

163 

209 

234 

RENTER OCCUPIED. 

• 

• 

170 

24 

128 

49 

67 

36 

112 

58 

167 

100 

105 

145 

CONDITION AND PLUMBING 















SOUND. 



113 

27 

117 

100 

33 


77 


42 

183 

174 

195 

WITH ALL PLUMBING FACILITIES . 



70 

25 

63 

57 

IS 

25 

41 


26 

136 

101 

97 

LACKING SOME OR ALL FACILITIES 



43 

2 

54 

43 

15 

22 

36 

35 

16 

47 

73 

98 

DETERIORATING. 



105 

21 

169 

27 

23 

37 

168 

69 

119 

56 

115 

100 

WITH ALL PLUMBING FACILITIES . 



20 

7 

23 


7 

S 

35 

6 

35 

16 

24 

15 

LACKING SOME OR ALL FACILITIES 



85 

14 

146 


16 

29 

133 

63 

84 

40 

91 

85 

DILAPIDATED. 



106 

53 

26 


58 

54 

123 

29 

142 

24 

25 

84 

ROOMS 















1 ROOM . 



18 

... 



3 

1 

12 

5 

3 

6 

1 

11 

2 ROOMS. 



26 

1 

14 


26 

15 

49 

12 

22 

21 

24 

48 

3 ROOMS. . 



62 

21 

69 


42 

30 

6B 

43 

120 

51 

74 

94 

4 ROOMS.. . 



94 

38 

98 


25 

59 

86 


88 

62 

105 

115 

5 ROOMS. 



69 

16 

69 


10 

22 

56 


43 

69 

70 

54 

6 ROOMS. 



39 

15 

42 


7 

5 

84 


24 

32 

31 

31 

7 ROOMS. 



9 

8 

10 

3 

• • » 

4 

8 


2 

16 

5 

19 

8 ROOMS OR MORE. 



7 

2 

10 

1 

1 

2 

5 


1 

6 

4 

7 

median . 



4.1 

4.3 

4.2 

4.2 

3.2 

3.9 

4.1 


3.6 

4.4 

4.1 

3.8 

PERSONS 















1 PERSON . 



70 

6 

47 

9 

a 

17 

38 

36 

32 

54 

38 

64 

2 PERSONS. 



65 

18 

97 

30 

22 

34 

77 

51 

57 

67 

55 

76 

3 PERSONS. 


B 

48 

18 

48 

20 

16 

19 

50 

31 

47 

55 

53 

61 

4 PERSONS. 



44 

15 

31 

27 

15 

16 

51 

24 

44 

30 

45 

47 

5 PERSONS. 



32 

13 

19 

15 

16 

20 

44 

11 

43 

22 

37 

42 

6 PERSONS OR MORE. 



65 

31 

70 

54 

37 

32 

108 

45 

80 

35 

86 

89 

median . . . . .. 



3.1 

4.1 

2.8 

4.2 

4.2 

3.4 

3.9 

2.9 

3.9 

2.7 

3.7 

3.3 

PERSONS PER ROOM 















0,50 OR LESS . 



113 

22 

129 

29 

15 

40 

99 

73 

62 

109 

86 

109 

0.51 TO 0.75 . 



44 

18 

61 

26 

13 

23 

49 

31 

50 

58 

40 

51 

0.76 TO 1.00 . 



78 

24 

34 

32 

19 

24 

66 

39 

66 

50 

69 

84 

1.01 TO 1.50 . 


• 

37 

21 

37 

33 

26 

24 

63 

26 

47 

22 

51 

68 

1.51 OR more . 



52 

16 

51 

35 

41 

27 

91 

29 

78 

24 

68 

67 






HAYNES- 




LAKE 

LAPLACE 



MARKS- 

NEW 

SUBJECT 



GONZALES 

6RAMBLING 

VILLE 

JONESBORO 

KAPLAN 

KENTWOOD 

ARTHUR 

(U) 

LUTCHER 

MANY 

VILLE 

ROADS 

ALL OCCUPIED UNITS .... 



120 

329 

268 

328 

136 



383 

382 

361 

273 

399 

TENURE 















OWNER OCCUPIED . 



70 

208 

127 

125 

102 

165 

55 

220 

224 

203 

US 

181 

RENTER OCCUPIED. 

• 

• 

50 

121 

141 

203 

34 

117 

45 

163 

15a 

158 

155 

218 

CONDITION AND PLUMBING 















SOUND. 



48 

238 

107 

108 

39 

91 

45 

227 

184 

74 

80 

140 

WITH ALL PLUMBING FACILITIES . 



39 

224 

75 

B4 

27 

52 

25 

48 

90 

40 

27 

87 

LACKING SOME OR ALL FACILITIES 



9 

14 

32 

24 

12 

39 

20 

179 

94 

34 

53 

53 

0ETERI0RATIN6. 



52 

78 

89 

161 

78 

88 

30 

53 

79 

172 

116 

212 

WITH ALL PLUMBING FACILITIES . 



21 

66 

25 

55 

22 

12 

3 

3 

15 

31 

6 

28 

LACKING SOME OR ALL FACILITIES 



31 

12 

64 

106 

56 

76 

27 

50 

64 

141 

110 

184 

DILAPIDATED. 



20 

13 

72 

59 

19 

103 

25 

103 

119 

115 

77 

47 


rooms 


1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 

median .... 


PERSONS 


e 

17 

28 

31 

26 

a 

2 


3.7 


1 

6 

19 

72 

81 

71 

38 

41 

5.3l 


1 

19 

BO 

73 

43 

45 

5 

2 

4.0 


5 
43 

103 

51 

51 

46 

23 

6 

3.8 


1 

8 

13 

52 

36 

19 

4 

3 

4.4 


2 

27 

67 

76 

55 

46 

5 

4 

4.1 


3 

13 

14 
28 
24 
16 

2 


4.2 


11 

101 

91 

84 

44 

35 

12 

5 

3.4 


6 

43 

107 

98 

57 

46 

21 

4 

3.9 


1 

24 

115 

59 

80 

52 

24 

6 

4.2 


1 

13 

68 

109 

41 

36 

4 

1 

4.0 


4 

28 

166 

92 

48 

42 

16 

3 

3.5 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS OR MORE 

MEDIAN . < 


PERSONS PER ROOM 


16 

23 

25 

14 

9 

33 

3.3 


32 

66 

77 

54 
45 

55 
3.4 


46 

87 

44 

40 

22 

29 

2.5 


63 

96 

48 

38 

31 

52 

2.6 


16 

29 

18 

15 

20 

38 

3.8 


41 

59 

38 

37 

32 

75 

3.6 


21 

22 

14 

11 

5 

27 

3.0 


52 

78 

51 

47 

46 

109 

3.7 


74 

69 

46 

45 

41 

107 

3.5 


89 

79 

47 

32 

35 

79 

2.8 


38 

60 

35 

45 

30 

65 

3.6 


55 

77 

55 

45 

49 

118 

3.8 


0.5D OR LESS 
0.51 To 0.75 
0.76 TO 1.00 
1.01 TO 1.50 
1.51 OR more 


24 

IS 

26 

26 

26 


132 

74 

77 

34 

12 


117 

135 

46 

50 

47 

15 

46 

64 

23 

24 

32 

27 

31 

50 

25 


95 

34 

47 

42 

64 


33 

14 

24 

12 

17 


87 

45 

78 

54 

119 


125 

50 

64 

54 

89 


152 

65 

45 

37 

62 


80 

35 

67 

53 

38 


96 

62 

7 

6 

10 




'5 

lO 



































































































































Louisiana 


Table 36. —Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units: 1960 

[Data shown for places of 2,600 inhabitants or more. “U" denotes an unincorporated place] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


CONDITION AND PLUMBING 


SOUND. 

WITH ALL PLUMBING FACILITIES ■ 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


NORCO PATTER- PINE- RACELAND SPRING- 
(U) SON VILLE |U) hill SULPHUR 


ALL OCCUPIED UNITS .... 

. . 191. 

326 

369 

104 

255 

TENURE 






OWNER OCCUPIED . 

. . 152 

204 

222 

56 

90 

RENTER OCCUPIED. 

. . 39 

122 

147 

46 

165 


126 

85 

114 

55 

214 

52 

44 

89 

12 

89 

74 

41 

25 

43 

125 

55 

75 

112 

44 

36 

5 

24 

45 

3 

2 

50 

51 

67 

41 

36 

10 

166 

143 

5 

3 



WEST- 

VINTON WELSH LAKE 


WEST- 

WEGO ZACHARY 


2 ROOMS. 

. 32 

30 

25 

17 

40 

3 ROOMS. 

. 57 

81 

92 

29 

77 

4 ROOMS. 

. 52 

97 

66 

34 

91 

5 ROOMS. 

. 27 

74 

94 

16 

23 

6 ROOMS. 

. 15 

31 

46 

8 

19 

7 ROOMS. 

. 4 

9 

12 

• • « 

4 

a ROOMS OR MORE. 

. 2 

• • • 

6 

• • • 

1 

MEDIAN . 

. 3.6 

4.0 

4.2 

3.7 

3.6 

PERSONS 






1 PERSON . 

. 31 

60 

72 

16 

26 

2 PERSONS. 

. 49 

60 

75 

18 

62 

3 PERSONS. 

. 25 

50 

59 

15 

53 

4 PERSONS. 

. 16 

37 

50 

14 

26 

5 PERSONS. 

. 16 

26 

32 

7 

33 

6 PERSONS OR MORE. 

. 52 

73 

81 

32 

55 

MEDIAN . 

. 3.1 

3.0 

3.1 

3.6 

3.2 

PERSONS PER ROOM 






0.50 OR LESS . 

. 56 

113 

130 

29 

57 

0.51 TO 0.75 . 

. 30 

54 

66 

13 

52 

0.76 TO 1.00 . 

. 34 

51 

77 

15 

49 

1.01 TO 1.50 . 

. 26 

49 

51 

18 

44 

1.51 OR MORE . 

. 45 

59 

45 

29 

53 
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State and Small Areas 


Table 37. —Characteristics of Housing Units With Nonwhitb Household Heads, 

FOR Places With 400 to 2,000 Such Units; 1960 

[Data shown for places of 2,500 inhabitants or more. Some data based on sample; see text "U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Supply- 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 
Value 

Gross Rent 


SUBOECT 

ABBEVILLE 

BASTROP 

BOSSIER 

CITY 



CROWLEY 

DE RIDDER 

— 

DONALD¬ 
SON VI LLE 

EUNICE 

FERRIDAY 

FRANKLIN 

ALL OCCUPIED UNITS . 

479 

1 584 


456 


1 008 

615 

684 

558 

B91 

595 

TENURE 












OWNER OCCUPIED . 

2Sa 

969 

209 

197 

185 

532 

363 

359 

347 

376 

333 

RENTER OCCUPIED. 

191 

615 

715 

259 

409 

476 

252 

325 

211 

515 

262 

CONDITION AND PLUMBING 












SOUND. . , . 

133 

554 

260 

197 

189 

446 


327 

334 

143 

171 

WITH ALL PLUMBING FACILITIES . 

106 

309 

219 

145 

125 

319 


183 

211 

114 

144 

LACKING SOME OR ALL FACILITIES . . . . . 

27 

245 

41 

52 

64 

127 


144 

123 

29 

27 

DETERIORATING. 

124 

542 

256 

199 

270 

430 


170 

lee 

51B 

214 

WITH ALL PLUMBING FACILITIES . 

41 

17a 

81 

31 

98 

93 

80 

42 

48 

130 

80 

LACKING SOME OR ALL FACILITIES . 

83 

364 

175 

168 

172 

337 

183 

128 

140 

388 

134 

dilapidated. ...... . . . 

222 

488 

406 

60 

135 

132 

87 

187 

36 

230 

210 

water supply 












HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

175 

614 

350 

184 

259 

436 

240 

237 

279 

297 

248 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

227 

501 

310 

264 

307 

544 

261 

334 

267 

392 

214 

PIPED WATER OUTSIDE STRUCTURE. 

55 

353 

191 

4 

28 

28 

96 

104 

4 

155 

126 

NO piped water . 

22 

116 

71 

4 

... 

... 

18 

9 

8 

47 

7 

TOILET FACILITIES 












FLUSH TOILETi EXCLUSIVE USE. 

386 

904 

555 

388 

526 

948 

328 

490 

501 

441 

375 

FLUSH toilet, SHARED . 

• • » 

87 

49 

32 

8 

16 

23 

30 

37 

212 

12 

OTHER TOILET FACILITIES OR NONE. 

93 

593 

318 

36 

60 

44 

264 

164 

20 

238 

208 

BATHING FACILITIES 












BATHTUB OR SHOWER, EXCLUSIVE USE . 

284 

613 

383 

280 

443 

578 

251 

406 

348 

297 

319 

BATHTUB OR SHOWER, SHARED. 

• • • 

8 

23 

12 

8 

• • • 

10 

30 

4 

37 

4 

NO BATHTUB OR SHOWER . 

195 

963 

516 

164 

143 

430 

354 

248 

206 

557 

272 

ROOMS 












1 ROOM . 

4 

20 

8 

4 

• • • 

• • • 

18 

4 

4 

68 

12 

2 ROOMS. 

34 

146 

165 

44 

16 

44 

36 

48 

40 

161 

28 

3 ROOMS. 

74 

395 

390 

144 

307 

254 

138 

190 

91 

325 

lai 

4 ROOMS. 

149 

503 

153 

107 

150 

228 

204 

273 

166 

162 

140 

5 ROOMS. 

122 

290 

129 

69 

37 

222 

82 

90 

102 

113 

106 

6 ROOMS. 

66 

143 

62 

56 

62 

168 

97 

71 

131 

46 

92 

7 ROOMS. 

18 

63 

8 

28 

22 

60 

35 

4 

16 

12 

12 

e ROOMS OR MORE. 

12 

24 

7 

4 

... 

32 

5 

4 

8 

4 

24 

UNITS IN STRUCTURE 












I, INCL. TRAILER.. . . . 

462 


748 

395 

572 

948 

601 

606 

533 

709 

551 


17 


137 

50 

22 

25 

7 

66 

15 

147 

44 

3 AND 4. 

t • • 


20 

• • • 

* • • 

30 

7 

12 

10 

10 

• • • 

i OR MORE. 

... 


5 

11 

... 

5 


... 

... 

25 

... 

YEAR STRUCTURE BUILT 












1955 TO MARCH 1960 . 

41 

116 

100 

95 

68 

53 


100 

16 

68 

60 

1950 TO 1954 . 

74 

231 

120 

72 

75 

114 

56 

43 

57 

60 

32 

1940 TO 1949 . 

115 

60e 

137 

89 

221 

202 

115 

58 

224 

314 

112 

1939 OR EARLIER. 

249 

629 

565 

200 

230 

639 


483 

261 

449 

391 

PERSONS 












1 PERSON . 

66 

257 

175 

110 

101 

170 


151 

68 

249 

97 

2 PERSONS. 

111 

392 


115 

170 

237 


151 

116 

285 

125 

3 PERSONS. 

67 

224 


51 

B4 

145 

90 

100 

56 

113 

97 

4 PERSONS. 

65 

191 


40 

57 

102 

77 

73 

90 

48 

56 

5 PERSONS. 

59 

106 


56 

61 

81 

47 

47 

57 

40 

51 

6 PERSONS. 

41 

76 

47 

32 

40 

100 

43 

67 

52 

48 

60 

7 PERSONS. 

20 

124 

36 

B 

33 

72 

20 

41 

25 

45 

35 

e PERSONS OR MORE. 

50 

214 

89 

44 

48 

101 

64 

54 

94 

63 

74 

PERSONS PER ROOM 












0.50 OR LESS.. 

168 

553 

250 

192 

ISO 

375 

237 

225 

154 

338 

206 

0.51 TO 0.75 . 

53 

218 

154 

SO 

146 

165 

93 

138 

79 

170 

67 

0.76 TO 1.00 . 

103 

276 

175 

63 

76 

166 

126 

146 

120 

139 

102 

1.01 TO 1.50 . 

96 

211 

125 

45 

96 

137 

77 

81 

119 

85 

74 

1.51 OR MORE . 

59 

326 

218 

76 

96 

165 

82 

94 

86 

159 

146 

VALUE 












OWNER OCCUPIED . 

283 

961 

185 

190 

173 

524 

363 

333 

347 

364 

321 

LESS THAN S5,000 . 

165 

720 

102 

147 

88 

269 

266 

231 

291 

246 

122 

S5,000 TO S9,900 . 

92 

197 

79 

27 

63 

201 

92 

ai 

44 

110 

153 

*10,000 TO S14,900 ..... . . . 

22 

40 

4 

16 

13 

45 

5 

21 

8 

4 

39 

SIS,000 TO S19,900 . 

t f t 

4 

* t 1 

• t t 

5 

5 

• f f 


4 

4 

... 

S20,000 TO S24,900 . 

4 

^ - 

t T “ 

. - . 

4 


• • ■ 

• • ■ 


■ • • 

7 

S25,000 OR MORE. 

... 

... 

... 

... 


4 

... 

... 

... 

... 


GROSS RENT 












RENTER OCCUPIED. 

191 

615 

724 

259 

409 

476 

252 

325 

211 

515 

262 

LESS THAN S20. 

36 

31 

62 

37 

16 

40 

9 

43 

12 

120 

48 

S20 TO ... 

64 

187 

164 

111 

154 

200 

58 

121 

76 

235 

44 

S30 TO S39 . 

44 

204 

194 

61 

187 

148 

78 

77 

66 

76 

103 

S40 TO S49. . 

8 

91 

176 

9 

36 

28 

38 

31 


26 

16 

S50 TO S59 . 

• • t 

16 

44 


4 

12 

32 



4 

19 

S60 TO S79 . 

f • • 

15 

20 


4 

4 

5 



t t t 

t • t 

sao TO S99 . 

• • • 

4 

7 


f • t 

• • • 

4 



4 

4 

sioo OR more . 

• ■ • 

• • • 

4 


t«» 

t » ‘ 





• • • 

NO CASH RENT . 

39 

67 

53 

32 

8 

44 

28 

44 

28 

50 

28 
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Table 37. —Characteristics of Housing Units With Nonwhite Household Heads, 

FOR Places With 400 to 2,000 Such Units: I960—Con. 

[Data shown for places of 2,500 inhabitants or more. Some data baaed on sample; see text. “U” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
W.-iter Supply 
Toilet Facilities 
B.athing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Rihuu 

Value 

Gross Rent 


SUBJECT 

GOOSPORT 

(U) 

GRETNA 

HAMMOND 

HOMER 






iia 

LEES- 

VILLE 

ALL OCCUPIED UNITS . 

1 916 

1 483 

956 

655 

796 

524 

741 

693 

946 

1 146 

445 

TENURE 












owner occupied . . 

1 leo 

626 

469 

278 

379 

336 

219 

419 

378 

636 

233 

RENTER OCCUPIED. 

738 

857 

487 

377 

417 

188 

522 

274 

568 

510 

212 

CONDITION AND PLUMBING 












SOUND. 

1 075 

792 

481 

190 

294 

234 

219 

359 

413 

371 

106 

WITH ALL PLUMBING FACILITIES . 

773 

493 

242 

130 

189 

154 

138 

179 

337 

177 

65 

LACKING SOME OR ALL FACILITIES . 

302 

299 

239 

60 

105 

SO 

el 

180 

76 

194 

41 

DETERIORATING. 

533 

371 

294 

208 

312 

151 

210 

310 

171 

402 

219 

WITH ALL plumbing FACILITIES . 

170 

134 

32 

84 

142 

63 

92 

82 

42 

62 

57 

LACKING SOME OR ALL FACILITIES . 

363 

237 

262 

124 

170 

88 

lie 

228 

129 

340 

162 

DILAPIDATED. 

310 

320 

181 

257 

190 

139 

299 

24 

362 

373 

120 

WATER SUPPLY 












HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

1 Ole 

711 

311 

234 

379 

221 

310 

286 

437 

302 

155 

ONLY COLD PIPED WATER INSIDE STRUCTURE . • 

660 

551 

252 

357 

347 

190 

348 

359 

316 

362 

157 

PIPEO WATER OUTSIDE STRUCTURE. 

212 

199 

289 

56 

66 

97 

62 

40 

165 

435 

97 

NO PIPED WATER . 

28 

22 

104 

8 

4 

16 

8 

a 

28 

47 

36 

toilet facilities 












FLUSH toilet 1 EXCLUSIVE USE. 

1 224 

1 013 

368 

514 

560 

361 

486 

613 

584 

501 

154 

FLUSH toilet. SHARED . 

10 

109 

47 

49 

150 

4 

117 

20 

51 

79 

5 

OTHER TOILET FACILITIES OR NONE.. 

664 

361 

541 

92 

86 

159 

125 

60 

311 

566 

286 

BATHING facilities 












bathtub OR SHOWER. EXCLUSIVE USE . 

1 149 

969 

318 

265 

471 

311 

437 

384 

567 

332 

130 

bathtub OR SHOWER. SHARED. 

10 

49 

15 

• • • 

73 

• • • 

70 

a 

43 

25 

t • « 

NO bathtub OR SHOWER . 

759 

465 

623 

390 

252 

213 

221 

301 

336 

789 

315 

ROOMS 












I ROOM . 

8 

26 

25 

4 

24 

• • # 

91 

16 

66 

38 

• • « 

2 ROOMS. . . . 

106 

372 

66 

81 

105 

20 

206 

54 

201 

234 

42 

? ROOMS. 

446 

425 

310 

146 

246 

168 

209 

107 

295 

413 

83 

4 ROOMS. ... 

529 

386 

273 

143 

192 

109 

149 

191 

175 

219 

95 

5 ROOMS. 

421 

ISO 

168 

107 

97 

114 

28 

180 

84 

138 

125 

6 ROOMS. 

297 

66 

89 

131 

74 

ei 

25 

117 

73 

65 

72 

7 ROOMS. 

86 

13 

17 

27 

34 

32 

• • • 

26 

21 

35 

20 

e ROOMS OR MORE. 

25 

15 

8 

16 

24 

... 

20 

... 

11 

4 

8 

UNITS IN STRUCTURE 












I. INCL. TRAILER . 

1 789 

947 

880 

634 

654 

509 

366 

683 

655 

1 027 

440 


92 

239 

53 

16 

97 

15 

154 

• • • 

14B 

75 

3 

3 AND 4. 

31 

78 

23 

5 

25 

• • • 

46 

10 

4B 

34 

« • t 

5 OR MORE. 

6 

219 

... 

... 

20 

... 

167 

... 

95 

10 

.., 

YEAR STRUCTURE BUILT 












1955 TO MARCH 1960 . 

415 

197 

151 

47 

61 

42 

42 

33 

143 

129 

37 

1950 TO 1954 . 

4S8 

219 

110 

98 

141 

42 

198 

44 

146 

89 

68 

1940 TO 1949 . 

653 

412 

193 

155 

148 

113 

273 

163 

23B 

267 

175 

1939 OR EARLIER. 

362 

655 

502 

355 

446 

327 

215 

453 

419 

661 

165 

PERSONS 












I PERSON . 

160 

249 

142 

132 

129 

107 

147 

160 

133 

291 

96 

2 PERSONS. 

314 

342 

225 

112 

159 

122 

155 

90 

237 

316 

134 

3 PERSONS. 

300 

220 

166 

140 

93 

as 

104 

89 

135 

152 

57 

4 PERSONS. 

296 

160 

124 

67 

101 

46 

112 

106 

100 

91 

53 

5 PERSONS. 

234 

162 

115 

53 

77 

48 

71 

78 

104 

58 

28 

6 PERSONS. 

230 

123 

71 

48 

57 

37 

41 

61 

4B 

41 

24 

7 PERSONS. 

114 

96 

25 

47 

80 

23 

27 

32 

62 

63 

33 

S PERSONS OR more. 

270 

131 

88 

56 

100 

56 

71 

77 

127 

134 

20 

PERSONS PER ROOM 












0.50 OR LESS . 

419 

373 

280 

240 

224 

185 

139 

2i4 

186 

426 

204 

0.51 TO 0.75 . 

286 

229 

160 

119 

82 

117 

87 

101 

126 

199 

66 

0.76 TO 1.00.. 

467 

254 

209 

95 

137 

68 

161 

142 

202 

172 

94 

1.01 TO 1.50 . 

365 

247 

147 

76 

144 

69 

112 

110 

142 

105 

37 

1.51 OR MORE . 

381 

380 

160 

125 

209 

85 

229 

106 

290 

244 

44 

VALUE 












OWNER OCCUPIED.- . 

1 127 

550 

453 

278 

327 

307 

168 

419 

323 

625 

233 

LESS THAN *5.000 . 

318 

107 

304 

191 

88 

166 

80 

260 

126 

392 

145 

*5.000 TO *9.900 . 

576 

279 

106 

79 

137 

107 

66 

127 

127 

146 

84 

*10.000 TO $14,900 . 

200 

107 

28 

4 

86 

27 

19 

32 

57 

54 

4 

*15.000 TO $19i906 . 

21 

31 

a 

* • • 

a 

7 

3 

• • t 

6 

26 


*20.000 TO $24,900 . 

e 

18 

3 

• • B 

8 

t • • 

• • • 

• • • 

7 

7 


*25.000 OR MORE. 

4 

8 

4 

4 

... 

... 

... 

• • • 

. . . 

... 

« « « 

GROSS RENT 












RENTER OCCUPIED. 

738 

857 

487 

377 

417 

188 

515 

274 

568 

510 

212 

LESS THAN *20. 

4 

36 

109 

92 

26 

26 

16 

32 

34 

99 

47 

*20 TO *29 . 

30 

185 

175 

191 

81 

56 

68 

74 

51 

226 


*30 TO *39 ... . 

loe 

174 

107 

53 

158 

22 

149 

53 

181 

108 


*40 TO *49 . 

115 

213 

29 

4 

64 

8 

125 

29 

1 la 

4 

16 

*50 TO *59.. 

136 

117 

19 

• f « 

29 

• • « 

81 

17 

106 

4 


*60 TO *79 . 

179 

59 

• • • 

» t • 

12 

• ■ • 

56 

20 

42 

9 


*60 TO *99 . 

81 

17 

• • • 

• t « 

* • • 

8 

8 

a 

4 



*100 OR MORE . 

« t • 

• • • 

• • • 

• • « 

• • • 

5 

• • • 

• • • 

• • • 

4 


NO CASH RENT . 

85 

56 

48 

37 

45 

63 

12 

41 

32 

56 

35 
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State and Small Areas 


Table 37. —Characteristics of Housing Units With Nonwhite Household Heads, 

FOR Places With 400 to 2,000 Such Units: 1960—Con. 

[Data shown for places of 2,500 inhabitants or more. Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure 

Condition Sc Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


SUBJECT 

MANSFIELD 

1 

MINDEN 

MORGAN 

CITY 

NATCHI¬ 

TOCHES 


NORTH 
SHREVE¬ 
PORT (U) 

OAKDALE 

OPELOUSAS 

PLAQUE- 

MINE 

PONCHA- 

TOULA 

PORT 

ALLEN 

ALL OCCUPIED UNITS . 

727 

1 624 

579 

1 515 

1 684 

1 830 

607 

1 834 

558 

400 

445 

TENURE 













OWNER OCCUPIED . 

401 

927 

277 


907 

822 

1 346 

414 

1 079 

246 

221 

324 

RENTER OCCUPIED.. . . . . 

326 

697 

302 


608 

862 

484 

193 

755 

312 

179 

121 

CONDITION AND PLUMBING 













SOUND. 

331 

615 

220 


512 

767 

867 

196 

1 099 

161 

66 

196 

WITH ALL PLUMBING FACILITIES . 

160 

432 

183 


303 

494 

117 

170 

463 

92 

41 

157 

LACKING SOME OR ALL FACILITIES . 

171 

183 

37 


209 

273 

750 

26 

636 

69 

25 

39 

DETERIORATING. 

252 

517 

177 


431 

615 

690 

244 

443 

194 

155 

195 

WITH ALL PLUMBING FACILITIES . 

52 

182 

54 


1 10 

137 

43 

100 

60 

40 

26 

63 

LACKING SOME OR ALL FACILITIES . 

200 

335 

123 


321 

478 

647 

144 

383 

154 

129 

132 

DILAPIDATED. 

144 

492 

182 


572 

302 

273 

167 

292 

203 

179 

54 

WATER SUPPLY 













HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

240 

731 

277 


518 

688 

227 

301 

559 

166 

75 

235 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

198 

620 

234 


715 

746 

401 

154 

879 

319 

112 

195 

PIPED WATER OUTSIDE STRUCTURE. 

269 

233 

31 


155 

189 

523 

147 

319 

65 

62 

15 

NO PIPED WATER . 

20 

40 

37 


127 

61 

679 

1 

5 

77 

6 

' 151 

1 

... 

TOILET facilities 













FLUSH TOILETi EXCLUSIVE USE. 

288 

1 060 

426 

1 

023 

1 215 

202 

329 

1 298 

418 

137 

374 

FLUSH TOILET! SHARED . 

16 

190 

48 


108 

109 

• ■ • 

3 

22 

12 

13 

31 

OTHER TOILET FACILITIES OR NONE. 

423 

374 

105 


384 

360 

1 62S 

275 

514 

128 

250 

40 

BATHING FACILITIES 













BATHTUB OR SHOWERi EXCLUSIVE USE .... . 

265 

754 

344 


549 

895 

202 

314 

685 

242 

112 

337 

BATHTUB OR SHOWER, SHARED. 

4 

142 

I'* 


25 

34 

• • t 

3 

8 

• • • 

5 

20 

NO BATHTUB OR SHOWER . 

458 

728 

221 


941 

755 

1 628 

290 

1 141 

316 

2S3 

88 

ROOMS 













1 ROOM ..... . 

16 

37 

S 


21 

41 

4 

3 

8 

4 

17 

8 

2 ROOMS. 

32 

61 

68 


82 

97 

59 

24 

150 

44 

63 

11 

3 ROOMS. 

226 

387 

154 


398 

499 

288 

58 

407 

186 

124 

123 

4 ROOMS. 

207 

384 

147 


443 

391 

721 

162 

603 

139 

86 

104 

5 ROOMS. 

126 

389 

100 


283 

295 

544 

121 

300 

73 

43 

89 

6 ROOMS. 

112 

256 

70 


17b 

286 

165 

160 

254 

66 

59 

85 

7 ROOMS. 

4 


27 


72 

55 

41 

39 

108 

37 

8 

21 

8 ROOMS OR MORE. 

4 

39' 

5 


3B 

20 

B 

40 

4 

9 

... 

4 

UNITS IN STRUCTURE 













li INCL. TRAILER . 

698 

1 415 

519 

1 

442 

1 521 

1 829 

607 

1 824 

490 

390 

388 


14 

161 

43 


51 

109 


• « • 

10 

68 

10 

45 

3 AND .. 

15 

22 

17 


11 

44 

' • • • ‘ 

t • • 

t • • i 

• • • 

... 

4 

5 OR MORE. 

••• 

26 

... 


11 

10 


... 

... 

... 


8 

year STRUCTURE BUILT 













1955 TO MARCH 1960 . 

71 

207 

67 


164 

93 

814 

22 

135 

22 

31 

35 

1950 TO 1954 . 

72 

153 

69 


204 

267 

432 

77 

191 

30 

22 

77 

1940 TO 1949 . 

181 

527 

135 


432 

408 

232 

203 

614 

27 

73 

134 

1939 OR EARLIER. . . 

403 

737 

308 


715 

916 

352 

305 

S94 

479 

274 

199 

PERSONS 













1 PERSON . 

121 

321 

99 


315 

215 

176 

146 

264 

124 

92 

47 

2 PERSONS. 

196 

369 

130 


360 

366 

349 

147 

377 

131 

70 

86 

3 PERSONS. 

104 

288 

121 


208 

276 

223 

96 

307 

72 

49 

66 

4 PERSONS. 

80 

210 

46, 


172 

216 

236 

49 

287 

44 

33 

33 

5 PERSONS. 

67 

140 

32 


105 

206 

196 

42 

210 

45 

38 

31 

6 PERSONS. 

67 

116 

49 


109 

116 

137 

39 

120 

42 

33 

57 

7 PERSONS. 

32 

67 

31 


60 

115 

178 

31 

113 

16 

16 

38 

8 PERSONS OR MORE. 

60 

113 

n. 


166 

174 

335 

57 

156 

84 

69 

87 

PERSONS PER ROOM 













0.50 OR LESS . 

272 

635 

182 


591 

463 

474 

311 

564 

221 

120 

108 

O.Sl TO 0.75 . ... 

1 13 

306 

97 


254 

297 

261 

98 

306 

93 

24 

52 

0.76 TO 1.00 . 

120 

278 

102 


279 

349 

274 

85 

427 

46 

92 

97 

1.01 TO 1.50 . 

70 

224 

108 


168 

211 

360 

58 

241 

62 

59 

78 

1.51 OR MORE.. . 

152 

181 

90 


223 

364 

461 

55 

296 

136 

105 

110 

VALUE 













OWNER OCCUPIED . 

381 

1 903 

251 


895 

782 

1 341 

410 

1 038 

237 

213 

307 

LESS THAN $5i000 . 

245 

510 

82 


581 

2871 

735 

240 

606 

119 

176 

110 

SSiOOO TO $9!900 . 

124 

32B 

125 


282 

372 

518 

150 

323 

100 

37 

169 

SlOiOOO TO S14i900 . 

12 

46 

36 


28 

107 

48 

16 

72 

18 

• • • 

16 

SlSiOOO TO S19i900 . 

. . . 

12 

4' 



8 

28 

4 

25 

t f r 

... 

4 

saOiOOO TO $241900 ....... . 

... 

3 

4' 


4 

4 I 

a 

1 • t 

8 

. ^ . 

... 

• f • 

$251000 OR MORE.... 

... 

4 

... 



41 

4 

... 

4 

... 

... 

8 

GROSS RENT 













renter OCCUPIED. 

326 

697 

302 


608 

862 

485 

193 

755 

312 

179 

121 

LESS than $20. 

52 

101 

15 


127 

107 

18 

30 

167 

36 

75 

8 

$20 TO $29 . 

124 

318 

64 


244 

331 

105 

101 

289 

89 

42 

IS 

$30 TO $39 . 

98 

116 

71 


97 

223 

169 

25 

65 

73 

25 

20 

$40 TO $49 . 

16 

49 

87 


39 

84 

89 

15 

63 

33 

8 

44 

$50 TO $59 . 

« • • 

53 

31 


12 

27 

22 

• t 9 

45 


... 

10 

$60 TO $79 . 

• • • 

4 

t , t 


4 

14 

20 

• « • 

53 

4 

. - . 

• • • 

$80 TO $99 . 

t * T 

1 ‘ “ 

• # t 


5 

It t f 

8 

• • • 

• • • 

• • • 

- - . 

3 

$100 OR more . 

t - t 

1 ‘ “ 

• • • 



8 


i • t 


• • • 

• ft 

4 

NO CASH RENT . 

36 

56 

34 


80 

68 

54 

22 

73 

77 

29 

14 
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Table 37. —Characteristics of Housing Units With Nonwhite Household Heads, 

FOR Places With 400 to 2,000 Such Units: 1960—Con. 

[Data shown for placos of 2,600 inhabitants or more. Some data based on sample; see text. "U" denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Sujjply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons per Room 

Value 

Gross Rent 


SUBJECT 


all occupieo units . . . . 

TENURE 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

CONDITION AND PLUMBING 


SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . , . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. 


water supply 

HOT AND COLO PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE.. 

NO PIPED water . 

TOILET FACILITIES 

FLUSH TOILETi EXCLUSIVE USE. 

FLUSH TOILETt SHARED .......... 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE ... . 
BATHTUB OR SHOWER, SHARED. 

NO bathtub or shower . 

ROOMS 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

e ROOMS OR MORE. 

UNITS IN STRUCTURE 

1. INCL. TRAILER . 

.. 

3 AND .. 

5 OR MORE. 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 .. 

1940 TO 1949 . 

1939 OR EARLIER. 


PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

PERSONS PEP ROOM 

0.50 OR LESS . 

0.51 TO 0.75 . 

0.76 TO 1.00 . 

1.01 TO 1.50 . 

1.51 DR MORE . 

VALUE 

OWNER OCCUPIED . 

LESS THAN *5,000 . 

*5,000 TO *9,900 ...... 

*10,000 TO *14,900 . 

*15,000 TO *19,900 . 

£20,000 TO *24,900 . 

*25,000 OR MORE. 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN .. 

*20 TO *29. 

*30 TO *39 . 

*40 TO $49 . 

«50 TO .. 

«60 TO .. 

*80 TO .. 

£100 OR MORE . 

NO CASH RENT . 


rayne 

RAYVILLE 

RESERVE 

(U) 



SAMTOWN 

(U) 

SLIDELL 

fALLULAH 

THI80- 

DAUX 



WINNS- 

BORO 

558 

565 

457 

1 058 

662 

871 

423 

1 966 

588 

722 

924 

524 

388 

283 

313 

587 

413 

669 

199 

854 

251 

237 

454 

231 

170 

282 

144 

471 

249 

202 

224 

1 112 

337 

485 

470 

293 

339 

201 

88 

398 

443 

588 

238 

639 

200 

129 

331 

116 

200 

140 

61 

349 

319 

238 

111 

306 

97 

102 

182 

52 

139 

61 

27 

49 

124 

350 

127 

333 

103 

27 

149 

64 

113 

316 

324 

347 

202 

197 

125 

618 

250 

210 

369 

87 

41 

40 

109 

201 

24 

16 

8 

66 

41 

60 

67 

24 

72 

276 

215 

146 

178 

181 

117 

552 

209 

150 

302 

63 

106 

48 

45 

313 

17 

86 

60 

709 

138 

383 

224 

321 

253 

200 

174 

689 

353 

302 

142 

450 

173 

222 

309 

112 

243 

203 

180 

365 

264 

248 

113 

568 

310 

460 

282 

118 

41 

75 

73 

4 

29 

269 

32 

777 

97 

28 

239 

126 

21 

87 

30 

... 

16 

52 

136 

171 

8 

12 

94 

168 

487 

328 

254 

1 008 

584 

306 

163 

676 

396 

623 

383 

148 


59 


16 

4 

t f • 

29 

267 

53 

51 

12 

19 

71 

178 

203 

34 

74 

565 

231 

1 023 

139 

48 

529 

357 

387 

207 

269 

770 

460 

292 

158 

430 

291 

200 

341 

108 


6 



* • « 

, - * 

29 

56 

33 

13 

5 

• • • 

171 

350 

188 

288 

202 

579 

236 

1 480 

264 

509 

578 

416 


9 



4 

4 

19 

80 

24 

33 

• • • 

7 

26 

125 

42 

56 

22 

20 

54 

546 

57 

63 

77 

143 

129 

96 

107 

235 

136 

190 

124 

625 

216 

356 

299 

159 

151 

146 

127 

309 

162 

302 

115 

397 

123 

98 

190 

71 

157 

110 

77 

198 

142 

204 

40 

204 

S3 

83 

182 

76 

85 

45 

64 

152 

111 

115 

49 

81 

48 

63 

135 

40 

8 

27 

26 

45 

65 

24 

22 

25 

33 

19 

29 

8 


7 

14 

63 

20 

12 

•• • 

8 

4 

7 

12 

20 

558 

550 

408 

954 

658 

868 

250 

1 736 

543 

692 

915 

487 


15 

49 

104 

4 

4 

62 

131 

9 

15 

9 

28 





■ • • 

t - t 

90 

55 

10 

5 

• • • 

9 

... 

... 

... 

... 

... 

.*• 

21 

44 

26 

10 

• • • 


24 

38 

38 

149 

117 

197 

94 

79 

97 

27 

58 

56 

52 

46 


96 

119 

134 

66 

178 

48 

64 

57 

4B 

121 

84 

111 

308 

155 

448 

92 

583 

108 

175 

212 

222 

361 

395 

242 

505 

271 

92 

171 

1 126 

335 

456 

597 

198 

66 

81 

61 

168 

55 

99 

65 

493 

61 

151 

182 

127 

90 

189 

78 

291 

106 

201 

95 

560 

123 

171 

238 

146 

93 

87 

53 

209 

103 

107 

68 

232 

52 

87 

151 

75 

90 

73 

69 

89 

80 

81 

61 

188 

102 

109 

109 

66 

62 

20 

44 

121 

83 

77 

31 

113 

56 

74 

71 

32 

44 

22 

31 

49 

55 

98 

22 

125 

66 

27 

64 


32 

26 

47 

58 

57 

78 

19 

68 

21 

37 

28 

26 

79 

67 

74 

73 

123 

130 

62 

187 

107 

66 

81 

28 

128 

214 

111 

423 

146 

267 

106 

709 

94 

202 

367 

215 

100 

72 

83 

235 

109 

116 

77 

302 

131 

121 

165 

76 

137 

95 

87 

158 

155 

145 

63 

334 

73 

170 

165 

89 

65 

71 

52 

128 

122 

139 

59 

157 

115 

81 

117 


128 

113 

124 

114 

130 

204 

98 

464 

175 

148 

110 

B8 

384 

267 

290 

574 

405 

651 

199 

823 

231 

225 

446 

223 

244 

164 

115 

355 

201 

407 

98 

624 

136 

86 

365 

199 

140 

81 

84 

173 

144 

227 

97 

166 

54 

101 

73 



16 

75 

37 

40 

a 

4 

33 

28 

38 

4 

■ • • 

... 

6 

16 

9 

16 

... 

... 

... 

9 


4 

• • • 

rr. 

rr. 

rr. 

rr. 


9 

... 

... 

4 

... 


• • • 

170 

282 

144 

471 

249 

202 

224 

1 112 

337 

485 

470 

293 

23 

32 

17 

28 

« . . 

22 

20 

300 

33 

3C 

91 

99 

76 

106 

32 

17? 

112 

28 

48 

584 

93 

212 

197 

ISO 

22 

69 

21 

161 

98 

3? 

53 

108 

61 

187 

99 

16 


31 

9 

24 

11 

38 

5J 

24 

64 

28 

18 

4 

4 

10 


32 

. . . 

22 

10 

12 

5 



a 

9 





27 

5 

4 

16 

• * • 

1C 

* • • 


5 

T 1 ‘ 


... 


... 

* * • 

• • • 

• • 1 


• • • 







. . • 


• * • 

• • 


• • • 

28 

25 

65 

35 

27 

24 

3C 

76 

65 

2C 

) 3? 

16 
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State and Small Areas 


" 4 * 

■i 

i 
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Table 38. —Characteristics of Housing Units With Nonwhite Household Heads, 
FOR Places With 2,000 or More Such Units: 1960 

' [Some data based on sample; see text. “TJ” denotes an unincorporated place] 


Tenure 

Condition & Plumb. 
Water Sujjply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Persons 

Persons per Room 


SUBJECT 

SMSA'S 

PLACES 


BATON 

ROUGE 

LAKE 

CHARLES 

MONROE 

NEW 

ORLEANS 

SHREVE¬ 

PORT 

ALEX¬ 

ANDRIA 

BATON 

ROUGE 

BOGA- 

LUSA 

LAFA¬ 

YETTE 

LAKE 

CHARLES 

MONROE 


SHREVE¬ 

PORT 

ALL OCCUPIED UNITS . 

17 

473 

7 

365 

8 

574 

70 

808 

24 

716 

4 

903 

11 

854 

2 

077 

2 847 

3 

572 

1 



^gjl 

15 

320 

TENURE 




















1 






OWNER OCCUPIED . 

9 

506 

4 

007 

3 

723 

19 

900 

10 

616 

2 

074 

5 

997 


899 

1 719 

1 

568 



15 

879 

6 

140 

RENTER OCCUPIED. ............. 

7 

967 

3 

358 

4 

851 

50 

908 

14 

100 

2 

829 

5 

857 

1 

178 

1 128 

2 

004 

1 


46 

718 

9 

ISO 

CONDITION AND PLUMBING 




















■ 






OWNER OCCUPIED . 

9 

527 

4 

OOS 

3 

714 

19 

868 

10 

577 

2 

074 

5 

983 


899 

1 719 

1 

568 

H 


15 

842 

6 

126 

SOUND... 

5 

662 

2 

685 

1 

702 

14 

037 

6 

009 

1 

371 

3 

842 


331 

970 

1 

095 

B 


11 

595 

4 

060 

WITH ALL PLUMBING FACILITIES . 

4 

722 

1 

942 

1 

070 

12 

279 

3 

606 

1 

126 

3 

391 


302 

736 


930 


839 

10 

441 

3 

133 

LACKING SOME OR ALL FACILITIES . 


960 


743 


632 

1 

758 

2 

403 


245 


451 


29 

234 


165 


300 

1 

154 


927 

DETERIORATING.. 

2 

583 


894 

1 

251 

4 

005 

2 

888 


564 

1 

572 


370 

533 


333 


927 

3 

042 

1 

512 

WITH ALL PLUMBING FACILITIES . 

1 

446 


329 


515 

2 

470 


797 


272 

1 

000 


247 

227 


163 


430 

2 

107 


691 

LACKING SOME OR ALL FACILITIES . 

1 

137 


565 


736 

1 

535 

2 

091 


292 


572 


123 

306 


170 


497 


935 


821 

DILAPIDATEO. 

1 

262 


426 


761 

1 

826 

1 

680 


139 


569 


198 

216 


140 


498 

1 

205 


554 

RENTER OCCUPIED. 

7 

961 

3 

364 

4 

638 

50 

853 

14 

103 

2 

B29 

5 

861 

1 

176 

1 128 

2 

004 

3 

657 

46 

678 

9 

194 

SOUND. 

2 

961 

1 

570 


927 

26 

710 

4 

767 


968 

2 

27 B 


509 

329 

1 

031 


778 

25 

369 

3 

913 

WITH ALL PLUMBING FACILITIES . 

1 

719 


870 


545 

20 

010 

2 

422 


383 

1 

282 


176 

155 


627 


520 

19 

243 

2 

140 

LACKING SOME OR ALL FACILITIES . 

1 

242 


700 


382 

6 

700 

2 

345 


565 


996 


333 

174 


404 


258 

6 

126 

1 

773 

DETERIORATING. 

3 

027 


965 

1 

900 

14 

480 

5 

418 

1 

166 

2 

324 


209 

478 


548 

1 

550 

13 

357 

3 

583 

WITH ALL PLUMBING FACILITIES . 


950 


IBS 


190 

5 

434 

1 

057 


123 


775 


38 

96 


101 


170 

5 

232 


972 

LACKING SOME OR ALL FACILITIES . 

2 

077 


797 

1 

7l0 

9 

046 

4 

361 

1 

043 

1 

549 


171 

382 


447 

1 

380 

8 

125 

2 

611 

DILAPIDATED. 

1 

973 


809 

2 

Oil 

9 

663 

3 

918 


695 

1 

259 


460 

321 


425 

1 

329 

7 

952 

1 

698 

water SUPPLY 


























HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

9 

871 

3 

703 

2 

843 

47 

002 

9 

174 

2 

169 

7 

164 

1 

034 

1 342 

2 

063 

2 

328 

43 

336 

8 

044 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

5 

304 

2 

657 

3 

050 

21 

193 

6 

159 

1 

842 

4 

260 


604 

1 240 

1 

481 

2 

427 

18 

323 

5 

044 

PIPED water OUTSIDE STRUCTURE. 

1 

268 


537 

1 

443 

2 

062 

3 

048 


856 


324 


419 

206 


23 

1 

Oil 


694 

1 

557 

NO PIPED WATER . 

1 

045 


472 

1 

216 


464 

6 

299 


36 


96 


20 

59 


5 


455 


167 


675 

TOILET FACILITIES 


























FLUSH TOILET, EXCLUSIVE USE. 

13 

532 

5 

326 

4 

638 

56 

040 

12 

318 

3 

147 

10 

412 

1 

296 

2 280 

3 

301 

3 

758 

51 

ISB 

10 

950 

FLUSH TOILET, SHARED . ...... 


676 


200 


703 

9 

998 

1 

017 


565 


533 


166 

121 


166 


644 

9 

540 


960 

OTHER TOILET FACILITIES OR NONE. 

3 

280 

1 

843 

3 

211 

4. 

683 

11 

345 

1 

191 


899 


615 

446 


105 

1 

819 

1 

792 

3 

410 

BATHING FACILITIES 


























bathtub OR SHOWER, EXCLUSIVE USE . 

11 

795 

4 

209 

2 

789 

54 

315 

9 

629 

2 

207 

B 

777 


958 

1 822 

2 

347 

2 

330 

49 

550 

B 

434 

bathtub OR SHOWER, SHAREO. 


521 


119 


133 

S 

166 


615 


152 


378 


102 

22 


105 


116 

7 

853 


592 

NO bathtub or SHOWER . 

5 

172 

3 

041 

5 

630 

8 

240 

14 

436 

2 

544 

2 

689 

1 

017 

1 003 

1 

120 

3 

775 

5 

117 

6 

294 

ROOMS 


























1 ROOM . 


454 


137 


155 

4 

240 


347 


84 


356 


82 

61 


78 


93 

3 

873 


291 

Z ROOMS. 


940 


601 


768 

10 

980 

1 

480 


288 


668 


378 

219 


320 


589 

9 

312 


709 1 

3 ROOMS. 

5 

913 

1 

778 

2 

894 

19 

111 

8 

402 

1 

986 

4 

402 


554 

701 


996 

2 

205 

16 

845 

6 

018 1 

4 ROOMS. 

4 

1b2 

1 

899 

2 

324 

20 

020 

6 

592 


822 

2 

660 


433 

741 


761 

1 

661 

17 

969 

3 

599 

S ROOMS. 

2 

919 

1 

494 

1 

211 

9 

893 

4 

671 


700 

1 

783 


321 

537 


701 


823 

8 

888 

2 

685 i 

6 ROOMS. 

2 

076 


991 


891 

4 

135 

2 

293 


679 

1 

297 


231 

411 


445 


617 

3 

566 

1 

371 

7 ROOMS. 


706 


343 


217 

1 

264 


607 


269 


471 


42 

116 


182 


164 

1 

116 


430 i 

S ROOMS OR more. 


298 


126 


92 

1 

078 


288 


75 


207 


36 

61 


89 


69 


951 


217 ' 

MEDIAN . 


3.8 


4.1 


3.7 


3.6 


3.8 


3.6 


3.7 


3.6 

4.1 


4.0 


3.6 


3.6 


3.7 : 

UNITS IN STRUCTURE 


























1, DETACHED. 

14 

685 

6 

113 

6 

845 

18 

817 

20 

418 

4 

162 

9 

635 

1 

685 

2 562 

2 

609 

4 

631 

13 

698 

11 

755 

1, ATTACHED. 

1 

121 


530 


899 

12 

407 

1 

931 


344 


857 


105 

90 


423 


838 

11 

711 

1 

520 



987 


485 


500 

15 

OSB 

1 

090 


299 


849 


118 

138 


376 


464 

14 

006 


883 

3 AND .. 


305 


150 


197 

11 

042 


617 


73 


253 


41 

57 


lOl 


192 

10 

562 


573 

5 TO 9. 


292 


48 


76 

7 

859 


470 


25 


201 


55 

• • t 


42 


66 

7 

331 


470 

to OR MORE . 


65 


21 


25 

5 

489 


167 


• » 


49 


73 

• • • 


21 


25 

5 

194 


162 

TRAILER. 


5 


21 


5 


18 


22 


... 


... 


... 

... 


... 


5 


8 


14 

YEAR STRUCTURE BUILT 


























ALL UNITS. 

17 

488 

7 

369 

8 

552 

70 

721 

24 

680 

4 

903 

11 

844 

2 

077 

2 847 

3 

572 

6 

221 

62 

520 

15 

320 

1959 TO MARCH 1960 . 


409 


373 


108 

1 

092 


869 


64 


120 


13 

57 


196 


40 


919 


388 

1955 TO 1956 . 

1 

204 


936 


674 

5 

090 

2 

610 


244 


401 


84 

241 


293 


435 

3 

968 

1 

211 

1950 TO 1954 .. 

2 

071 

1 

199 

1 

213 

8 

510 

3 

607 


380 

1 

230 


233 

347 


430 


880 

6 

506 

2 

241 

1940 TO 1949 . 

6 

080 

2 

106 

1 

978 

12 

058 

4 

682 

1 

222 

3 

962 


236 

994 


890 

1 

333 

9 

6SS 

2 

677 

1930 TO 1939 . 

3 

318 

1 

260 

1 

474 

7 

623 

4 

648 

1 

023 

2 

460 


346 

520 


819 

1 

140 

6 

468 

2 

sas 

1929 OR EARLIER. 

4 

406 

1 

495 

3 

105 

36 

348 

S 

264 

1 

970 

3 

671 

1 

165 

6BS 


944 

2 

393 

34 

977 

5 

915 

OWl^ER OCCUPIED. 

9 

527 

4 

005 

3 

714 

19 

868 

10 

577 

2 

074 

5 

983 


899 

1 719 

1 

568 

2 

564 

15 

842 

6 

126 

1955 TO MARCH 1960 . 

1 

175 


745 


603 

2 

293 

2 

606 


165 


344 


43 

207 


154 


367 

1 

576 

1 

152 ; 

1950 TO 1954 . 

1 

358 


743 


611 

3 

568 

1 

930 


217 


828 


126 

230 


?3.5 


369 

2 

316 

1 

180 ! 

1940 TO 1949 .. . . . 

3 

540 

1 

154 

1 

158 

4 

000 

2 

433 


639 

2 

l65 


146 

549 


419 


817 

2 

865 

1 

333 1 

1^39 OR EARLIER. 

3 

454 

1 

363 

1 

342 

10 

007 

3 

60S 

1 

053 

2 

626 


582 

733 


760 

1 

Oil 

9 

085 

2 

461 

PERSONS 


























1 PERSON . 

2 

341 


920 

1 

409 

11 

526 

3 

906 


933 

1 

722 


491 

445 


522 

1 

058 

10 

421 

2 

545 ; 

2 PERSONS. 

4 

140 

1 

621 

2 

113 

16 

476 

6 

065 

1 

302 

3 

047 


485 

605 


830 

1 

641 

14 


3 

936 j 

3 persons. 

3 

058 

1 

238 

1 

167 

11 

608 

3 

883 


810 

2 

149 


341 

441 


605 


907 

10 

Cgfl 

2 

548 1 

4 pers6ns. 

2 

137 


935 

1 

050 

8 

897 

2 

816 


572 

1 

381 


200 

439 


483 


721 

7 

845 

1 

815 ! 

5 PERSONS. 

1 

760 


779 


764 

6 

826 

2 

224 


423 

1 

141 


149 

291 


348 


540 

5 

964 

1 

472 ; 

6 persons. 

1 

395 


652 


564 

5 

337 

1 

710 


326 


926 


99 

207 


300 


391 

4 

698 


943 j 

7 persons. .. 


948 


405 


485 

3 

613 

1 

285 


201 


574 


144 

132 


190 


349 

3 

019 


696 

e persons or more.. . . . 

1 

709 


819 

1 

000 

6 

438 

2 

791 


336 


904 


168 

287 


294 


614 

5 

279 

1 

365 

MEDIAN . 


3.'2 


3.4 


3.1 


3.1 


3.1 


2.8 


3.0 


2.7 

3,3 


3.2 


3.0 


3.1 


3.0 

PERSONS PER ROOM 


























0.50 OR LESS . 

4 

703 

2 

055 

2 

569 

16 

904 

7 

796 

1 

740 

3 

300 


742 

863 

1 

055 

1 

950 

15 

224 

4 

957 

0.51 TO 0.75 . 

3 

56() 

1 

296 

1 

484 

12 

139 

4 

493 


971 

2 

557 


348 

526 


684 

1 

157 

11 

059 

2 

915 

0.76 TO 1.00 . 

3 

486 

1 

496 

1 

573 

16 

131 

4 

209 


944 

2 

413 


364 

591 


688 

1 

133 

14 

532 

2 

783 

1.01 TO 1.50 . 

2 

403 

1 

220 

1 

186 

11 

383 

3 

380 


557 

1 

465 


206 

440 


977 


839 



1 

940 

1.51 OR MORE . 

3 

336 

1 

302 

1 

740 

14 

164 

4 

802 


691 

2 

109 


417 

427 


568 

1 

142 

IBI 


■ 

725 
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Table 39. —Financial Characteristics oe Housing Units With Nonwhite Household Heads, 
FOR Places With 2,000 or More Such Units: 1960 
[Based on sample | see text. “U” denotes an unincorporated place. Minus (—) after number indicates median below that number] 


Value 
Gross Rent 



BATON LAKE NEW SHREVE- 

ROUGE CHARLES MONROE ORLEANS PORT 


ALL OCCUPIED UNITS 


OWNER OCCUPIED 
LESS THAN S5»000 . 
$5i000 TO $7(400 . 
$7(500 TO $9(900 . 
$10(000 TO $12(400 
$12(500 TO $14(900 
$15(000 TO $17(400 
$17(500 TO $19(900 
$20(000 TO $24(900 
$25(000 TO $34(900 
$35(000 OR MORE. . 


MEDIAN . DOLLARS 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $29 .... 
$30 TO $39 ... . 
$40 TO $49 .... 
$50 TO $59 .... 
$60 TO $69 .... 
$70 TO $79 .... 
$80 TO $99 .... 
$100 TO $119 . . . 
$120 TO $149 . . . 
$150 TO $199 . . . 
$200 OR MORE . . . 
NO CASH RENT . . . 


70 aOB 24 716 4 903 11 854 



BOGA- 

lusa 

LAFA¬ 

YETTE 

LAKE 

CHARLES 

MONROE 

NEW 

ORLEANS 

2 077 

2 847 

3 572 

6 231 

62 597 




































































































APPENDIX 


Table A-1.— Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: 1960 

[Loaders (• • •) indicate that the item is not applicable or that it is not published in this report for the given areas. The base on which the percentage is computed is expressed as a code which appears in 

the first column. The legend for the codes follows the table] 


SUBJECT 

BASE 

(code) 

THE 

STATE 

INSIDE SMSA 

s 

OUTSIDE 

SMSA'S 

PLACES OF 1,000 TO 50,000 INH/ 

tSITANTS 

Bjj 

PLACES OF 
50,000 
INHABIT¬ 
ANTS 

OR MORE 

BALANCE 

25,000 

TO 

50,000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1 ,000 
TO 

2,500 

OCCUPANCY CHARACTERISTICS 











TENURE. 

2 

1 .5 

1.8 

2.1 

1.1 


1.2 

1.1 

1.1 

1.1 

YEAR MOVED INTO UNIT. 

2 

2.2 

2.9 

3.7 

1.0 





• • * 

VACANCY STATUS 1 











FOR SALE ONLY . 

M- 

12.9 

7.7 

11.3 

4.9 


5.1 

10.1 

7 • 3 


FOR rent. 

5 

6.1 

8.5 

10,7 

2.4 


2 . 1 

2.5 



OTHER . 

6 

2.0 

3.6 

5.1 

1.9 


1 .8 

1 • 1 


• • • 

DURATION OF VACANCY . 

3 

27.1 

26.11 

26.5 

26.1 

2B.3 

20.1 


■ 


STRUCTURAL CHARACTERISTICS 









■ 


basement. 

1 

3.2 

3.5 

4.0 

2.4 

2.9 

2.0 



• • • 

BEDROOMS. 

1 

5.7 

6.4 

7.4 

4.2 

4.9 




• • • 

ROOMS . 

1 

1.1 

1.1 

1.1 

1 .2 

1.1 


1.1 


1*1 

TRAILERS! ON PERMANENT FOUNDATION OR MOBILE . 

7 

5.5 

5.7 

9.7 


5.3 




• • • 

UNITS IN STRUCTURE . 

1 

2.5 

3.2 

4.2 

1.4 

1.8 

1 .7 

1 ..3 


« • • 

YEAR STRUCTURE BUILT. 

1 

M-.1 

4.2 

4.6 

3*3 

M-.1 

3.1 

3.0 

3*6 


CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES. 

1 

1.H- 

1.4 

1.4 

1.4 

1.4 

1.1 

1.4 

1.1 

• • • 

BATHROOMS . 

1 

10.8 

10 .B 

12.7 

6.9 

10.6 


9.8 

9.9 

• • ■ 

CONDITION OF UNIT . 

1 

1.7 

1.1 

1.0 

1 .4 

2.3 


2.0 

1.2 

1.3 

SEWAGE DISPOSAL . 

1 

3.5 

• » • 


• • • 

* • • 

1.2 

1.8 


• • • 

SOURCE OF water . 

1 

2.2 

• • • 

• • • 

« « » 

• • • 

1.2 

1.6 


• • • 

TOILET FACILITIES . 

1 

1.2 

1.1 

1.1 

1.3 

1.3 

1.0 

1.2 

1.0 

• • • 

WATER SUPPLY. 

1 


2.5 

2.8 

1 .8 




2.6 

* * * 

EQU 1 PM ENT 







■ 

■ 



AIR CONDITIONING. 

2 

2.6 

3.2 

4.1 

1 .5 




• • • 


AUTOMOBILES AVAILABLE . 

2 

5.1 

5.6 


4.5 


3.9 


• t • 


CLOTHES DRYER . 

2 

3.1 

4.1 


1.9 

2.1 

• • • 


• • • 


CLOTHES WASHING MACHINE . 

2 

3.2 

3.9 




• • • 


• • • 


HEATING EQUIPMENT . . 

1 

3.0 

3.H- 




1.8 

1.7 

2.4 


HOME FOOD FREEZER . 

2 

If.? 

5.4 






• • • 


RADIO SETS. . 

2 

2.6 

3.3 


1.3 

1.8 

« • • 


* « • 


TELEPHONE AVAILABLE . 

2 

2 .H- 

3.1 


1.5 

1.7 

« • • 


• • • 


TELEVISION SETS . 

2 

2.7 

3.5 


1,5 

1.8 

• • • 


• • • 


FUELS 











COOKING FUEL . 

2 

2.7 

3.4 


1 .4 

1 .9 


^HB 

... 

• • • 

HEATING FUEL . 

2 

3.2 

3.9 


1 .8 

2.3 

... 


• • • 

* * » 

WATER HEATING FUEL . 

2 

21.2 

14.3 

14.3 

14.4 

28.7 

• . • 


• • • 

• • • 

FINANCIAL CHARACTERISTICS 











CONTRACT RENT . 

a 

6.2 

4.3 

3.5 

7.5 

9.8 

7.9 

5.8 

9.6 

• * • 

VALUE . 

9 

2.6 

2.2 

2.3 

2.0 

3.0 

1.9 

2,1 

2.8 

2.4 


1 LESS THAN 0.05 PERCENT. 


CODE BASE 

1 ALL HOUSING UNITS 

2 OCCUPIED HOUSING UNITS 

3 VACANT available FOR RENT OR SALE 

H- VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVAILA8LE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPIED AND VACANT AVA ILA8LE-F0R-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 

Lewiston-Auburn, Maine: Auburn and Lewiston cities; and Lisbon town in Androscoggin County, Maine. 

Portland, Maine: Portland, South Portland, and Westbrook cities; Cape Elizabeth and Falmouth towns in Cumberland County, Maine, 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 


Lewiston-Auburn, Maine: Part of Androscoggin County, Maine. Portland, Maine: Part of Cumberland County, Maine. 
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Table 1.—Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town. Plus (-|-) or minus (—) after number indicates median above or below that 

number. Percent not shown where less than 0.1] 


AREA 

■■■ 

ALL HOI 

JSING UNITS 



OCCUPIED 

HOUSING UNITS 




VACANCY RATE 


median 

NUM¬ 

BER 

OF 

ROOMS 

PERCENT- 

_ 

TOTAL 

NUMBER 

MEDIAN 

NUM¬ 

BER 

OF 

PER¬ 

SONS 

PERCENT— 

OWNER 

MEDIAN 

VALUE 

(DOL¬ 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL¬ 

LARS) 

HOME- 

OWNER 

RENTAL 

IN 

ONE- 

HOUS- 

ING 

UNIT 

STRUC¬ 

TURES 

H 

■SB 

WITH 
1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED 

IN 

DUR¬ 

ING 

1958- 

1960 

OCCU¬ 

PIED 

BY 

NON¬ 

WHITE 

OWNER 

OCCU¬ 

PIED 

RENTER 

OCCU¬ 

PIED 

THE STATE. 

364 617 

5.2 

75.8 

15.6 

61.2 

280 355 

3.0 

10.3 

26.9 

0.4 

66.5 

33.5 

8 BOO 

64 

■1 

6t8 

URBAN. 

163 988 

5.1 

56.0 

12.4 

74.5 

148 456 

2.9 

9.0 

29.8 

0.4 

55.2 

44.8 

10 900 

65 


6.8 


200 629 

5 h 3 

92.1 

18.2 

50.4 

131 899 

3.1 

11.8 

23.6 

0.4 

79.2 

20.8 

6 300 

61 

1.7 

6*6 

NONFARM. 

IBB 125 

5.2 

92.0 

19.0 

50.2 

119 395 

3.1 

12.1 

25.2 

0.5 

77.9 

22,1 

6 300 

61 

1.9 

6.9 

OCCUPIED FARM. 

12 504 

7.1 

92.9 

6.1 

53.9 

12 504 

3.4 

8.7 

8.0 

0.1 

91.4 

8.6 





INSIDE SMSA'S. 

64 842 

5.1 

46.6 

11.9 

78.1 

59 641 

2.7 

7.8 

28.9 

0.3 

51.8 

48.2 

12 100 

64 

1.4 

7.1 

IN CENTRAL CITIES. . , . 

48 159 

4.9 

37.1 

9.4 

76.5 

44 161 

2.6 

8.0 

30.1 

0.4 

44.9 

55.1 

12 300 

63 

1.4 

7.5 

NOT IN CENTRAL CITIES. . 

16 683 

5.5 

74.1 

19.3 

82.8 

15 480 

3.1 

7.0 

25.6 

0.1 

71.4 

28.6 

11 800 

72 

1.3 

4.5 

OUTSIDE SMSA'S . 

299 775 

5.2 

82.2 

16.4 

57.6 

220 714 

3.1 

11.0 

26.3 

0.4 

70.5 

29.5 

7 800 

64 

1.6 

6.7 

STANDARD METROPOLITAN 

















STATISTICAL AREAS 

















LEWISTON-AUBURN. . 

23 478 

4.9 

41.6 

12.4 

75.0 

21 740 

2.8 

8.6 

28.9 

0.2 

49.7 

50.3 

12 600 

59 

1.5 

7.0 

PORTLAND . 

41 364 

5.2 

49.5 

11.7 

79.9 

37 901 

2.7 

7.3 

28.9 

0.4 

52.9 

47.1 

11 900 

68 

1.3 

7.1 

PLACES 

















AUBURN . 

8 275 

5.0 

52.1 

12.1 

75.1 

7 580 

2.8 

8.0 

28.2 

0.1 

58.6 

41.4 

12 000 

61 

■B 

6.1 

AUGUSTA. 

6 827 

5.0 

53.3 

14.2 

76.3 

6 300 

2.8 

8.9 

30.1 

0.1 

55,7 

44.3 

11 500 

68 


4.9 

BAIgGOR. 

11 656 

4.9 

52.1 

15.9 

70.7 

10 908 

2.9 

10.0 

42.0 

1.4 

48.0 

52.0 

12 100 

77 


6.0 


3 627 

5.6 

77.9 

3.5 

72.8 

3 375 

2.7 

5.8 

28.0 

o.a 

63.4 

36.6 

8 900 

69 

0.8 

?• 1 

BIDDEFORD. 

6 852 

5.3 

47.1 

10.0 

82.8 

5 815 

2.9 


21.9 

0.1 

45.9 

54.1 

11 100 

53 

1.4 

11.7 

LEWISTON . 

13 589 

4.7 

31.7 

11.7 

75.3 

12 672 

2.7 


29.3 

0.2 

41.9 

58.1 

13 700 

57 

1.2 

7.5 

PORTLAND . 

26 295 

5.0 

35.2 

7.3 

77.6 

23 909 

2.5 


31.1 

0.6 

42.1 

57.9 

11 900 

66 

1.4 

7.9 

PRESQUE ISLE . 

3 619 

4.4 

75.8 

25.6 

70.8 

3 423 

3.3 

18.3 

45.2 

1.5 

59.0 

41.0 

10 300 

82 

0.6 

3.1 

SACO. 

3 825 

5.4 

66.1 

11.0 

67.5 

3 092 

3.1 

9.1 

23.5 

* 4 - 

63.9. 

36.1 

9 200 

58 

2.2 

11.7 

SANFORD . . 

3 713 

5.2 

54.5 

7.4 

80.6 

3 457 

2.9 

7.0 

24.9 

. . « 

58.5 

41.5 

9 100 

56 

1.8 

8.8 

SOUTH PORTLAND . 

6 776 

5.5 

74.0 

15.6 

87.7 

6 502 

3.1 

8.3 

25.8 

0.2 

71.7 

28.3 

11 300 

76 

0.9 

4.3 

WATERVILLE . 

6 064 

5.0 

43.4 

13.4 

77.2 

5 507 

2.9 


31.0 

0.7 

51.3 

48.7 

12 600 

67 

3.0 

10.7 

WESTBROOK. 

4 305 

5.3 

55.7 

15.0 

77.4 

4 124 

3.2 


23.5 

... 

60.1 

39.9 

11 100 

66 

1.0 

4.3 
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State and Small Areas 


Table 2.—Tenure, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: 1960 
[Some data based on sample; see text] 


Tenure by Color, Water Supply 

Vacancy Status Toilet Fac. 

Condition and Plumb. Bathing Fac. 



RENTER OCCUPIED . 

SOUND . 

WITH all plumbing FACILITIES. 
LACKING SOME OR ALL FACILITIES 

DETERIORATING . 

WITH ALL PLUMBING FACILITIES. 
LACKING SOME OR ALL FACILITIES 
DILAPIOATEO . 

VACANT AVAILABLE FOR SALE . 
WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

VACANT AVAILABLE FOR RENT . 
WITH ALL plumbing FACILITIES. . 
lacking some OR ALL FACILITIES. 


HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE. . 

PIPED WATER OUTSIDE STRUCTURE . 

NO PIPED WATER. 


FLUSH toilet. EXCLUSIVE USE . . 

FLUSH toilet. SHARED. 

OTHER toilet FACILITIES OR NONE 


BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED . . . 
NO bathtub OR SHOWER. 
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Table 3.— Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMSAs 

Urban and Rural: i960 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 


bathrooms 


ALL UNITS . . 
1 . 

1 PLUS partial. . . 

2 OR MORE . 

SHARED OR NONE. . . 

owner occupied. 

1 . 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 

RENTER OCCUPIED 

.. 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 


ROOMS 


ALL UNITS . 

1 ROOM. 

2 ROOMS . 

2 ROOMS . 

4 ROOMS . 

5 ROOMS .... . 

6 ROOMS . 

7 ROOMS . 

a ROOMS OR MORE . 

MEDIAN. 

OWNER OCCUPIED. 

1 ROOM. . . 

2 ROOMS . 

2 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

B ROOMS OR MORE . 

MEDIAN. 

RENTER OCCUPIED . . , . . 

1 ROOM. 

2 ROOMS.. 

2 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

B ROOMS OR MORE . 

median. ..... . 

VACANT AVAILABLE FOR SALE 
1 TO 2 ROOMS. 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS OR MORE . 

MEDIAN. 

VACANT AVAILABLE FOR RENT 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS OR MORE . 

MEDIAN. 


BEDROOMS 


ALL UNITS . . 

NONE. 

1. 

2 . 

2 . 

4 OR MORE . 

OWNER OCCUPIED. 

0 AND 1 . 

2 . 

3 . 

4 OR MORE . 

RENTER OCCUPIED 

none. 

1. 

2 . 

2 OR MORE . 


[Some data baaed on sample; see text] 


1 THE STATE 

■ 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

364 603 

64 828 

299 775 


224 135 

50 055 

174 080 

122 

16 778 

3 894 

12 884 

10 

12 521 

2 507 

10 014 

6 

111 169 

a 372 

102 797 

24 

186 318 

30 805 

155 513 

81 

120 541 

23 594 

96 947 

60 

22 501 

5 520 

16 981 

14 

43 276 

1 691 

41 585 

7 

94 037 

28 836 

65 201 

66 

66 927 

23 421 

43 506 

51 

3 429 

691 

2 738 

1 

23 681 

4 724 

18 957 

12 

364 611 

64 836 

299 775 

163 

13 012 

2 780 

10 232 

5 

17 086 

2 714 

14 372 

5 

36 490 

6 347 

30 143 

16 

66 480 

11 391 

55 089 

31 

70 854 

15 558 

55 296 

36 

65 806 

13 519 

52 287 

32 

41 785 

6 702 

35 083 

17 

53 098 

5 825 

47 273 

17 

5.2 

5.1 

5.2 


186 379 

30 866 

155 513 

81 

1 030 

51 

979 


3 390 

176 

3 214 


a 602 

620 

7 982 

2 

26 119 

4 160 

21 959 

10 

36 856 

7 130 

29 726 

18 

42 877 

8 975 

33 902 

21 

29 939 

4 978 

24 961 

13 

37 566 

4 776 

32 790 

14 

5.9 

5.9 

5,9 


93 976 

28 775 

65 201 

66 

4 465 

2 096 

2 369 

3 

5 470 

2 075 

3 395 

4 

15 369 

5 062 

10 307 

11 

24 079 

6 411 

17 668 

17 

21 425 

7 401 

14 024 

15 

12 939 

3 670 

9 269 

8 

5 533 

1 311 

4 222 

3 

4 696 

749 

3 947 

2 

4.4 

4.3 

4.4 


2 971 

429 

2 542 

1 

367 

38 

329 


432 

71 

361 


658 

124 

534 


561 

103 

458 


953 

93 

860 


5.6 

5.4 

S.6 


6 838 

2 193 

4 645 

4 

991 

427 

564 


661 

269 

392 


1 361 

435 

926 

1 

1 596 

411 

1 185 

1 

2 229 

651 

1 578 

1 

3.8 

3.4 

3.9 


364 485 

64 751 

299 734 

163 

15 139 

3 156 

11 983 

6 

57 051 

11 132 

45 919 

25 

105 981 

20 237 

85 744 

52 

105 785 

20 798 

84 987 

51 

80 529 

9 428 

71 101 

27 

186 362 

30 862 

155 SOO 

81 

15 118 

1 445- 

13 673 

4 

48 735 

9 008 

39 727 

22 

69 946 

13 831 

56 115 

35 

52 563 

6 578 

45 985 

19 

93 993 

28 779 

65 214 

66 

5 738 

2 486 

3 252 

4 

23 401 

8 254 

15 147 

17 

35 121 

10 055 

25 066 

25 

29 733 

7 984 

21 749 

18 


1 

1 

RURAL 



NONFARM 

OCCUPIED 

FARM 

974 


188 395 

12 234 

391 


94 674 

7 070 

116 

6 662 

6 141 

521 

489 

6 032 

5 625 

407 

978 

86 191 

81 955 

4 236 

914 

104 404 

93 244 

11 160 

125 

60 416 

53 820 

6 596 

126 

a 375 


881 

663 

35 613 

31 930 

3 683 

542 

27 495 

26 421 

1 074 

997 

14 930 

14 456 

474 

962 

1 467 


47 

583 

11 098 

10 545 

553 

982 

200 629 

188 125 

12 504 

272 

7 740 


76 

921 

11 165 

11 039 

126 

423 

20 067 

19 812 

255 

626 

34 854 

33 963 

891 

677 

34 177 

32 744 

1 433 

520 

33 286 

31 238 

2 048 

764 

24 021 

21 724 

2 297 

779 

35 319 

29 941 

S 378 

5.1 

5.3 

5.2 

7.1 

975 

104 404 

92 977 

11 427 

149 

881 

818 

63 

695 

2 695 

2 593 

102 

533 

6 069 

5 890 

179 

787 

15 332 

14 625 

707 

395 

18 461 

17 215 

1 246 

724 

21 153 

19 239 

1 914 

415 

16 524 

14 372 

2 152 

277 

23 289 

18 225 

5 064 

5.9 

5.9 

5.8 

7.2 

481 

27 495 

26 418 

1 077 

725 

740 

727 

13 

145 

1 325 

1 301 

24 

777 

3 592 

3 516 

76 

396 

6 683 

6 499 

184 

549 

5 876 

5 689 

187 

609 

4 330 

4 196 

134 

175 

2 358 

2 213 

145 

105 

2 591 

2 277 

314 

4.3 

4.7 

4.7 

5.9 

161 

1 810 

1 810 

« t t 

111 

256 

256 

• • • 

186 

246 

246 


320 

338 

338 

• • t 

230 

331 

331 

• • • 

314 

639 

639 

« • • 

5.4 

5.7 

5.7 

• « • 

885 

1 953 

1 953 

• • • 

797 

194 

194 

• • ■ 

485 

176 

176 

• • t 

063 

298 

298 

t • 9 

146 

450 

450 

• • « 

394 

835 

835 

• • • 

3.6 

4.2 

4.2 

9 9 • 

856 

200 629 

187 060 

13 569 

355 

8 784 

8 700 

84 

825 

31 226 

30 571 

655 

702 

53 279 

51 549 

1 730 

852 

53 933 

50 373 

3 560 

122 

53 407 

45 867 

7 540 

925 

104 437 

91 919 

12 518 


10 390 


632 

640 

26 095 

24 621 

1 474 

102 

34 844 

31 503 

3 341 

455 

33 108 

26 037 

7 071 

531 

27 462 

26 411 

1 051 

669 

1 069 

1 069 

... 

940 

5 461 

5 354 

107 

181 

9 940 

9 684 

256 

741 

10 992 

10 304 

688 
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State and Small Areas 


Table 4. —Structural Characteristics and Heating Equipment, for the State, Inside and 
Outside SMSA’s, Urban and Rural: 1960 

[Based on sample; see text] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 




THE STATE 


URBAN 1 


RURAL 


SUBJECT 

TOTAL 

INSIDE 

SMSA'S 


TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

UNITS IN STRUCTURE 






■■ 


ALL units . 

364 603 

64 828 

299 775 

163 974 

200 629 


12 234 

Ii DETACHED . 

257 422 

28 890 

228 532 

83 619 

173 803 


11 186 

1, attached . 

12 946 

1 104 

11 842 

6 402 

6 544 

6 201 

343 


39 037 

12 604 

26 433 

29 329 

9 708 

9 167 

521 

3 AND 4 . 

24 326 

9 748 

14 578 

20 825 

3 501 

3 435 

66 

5 OR MORE . 

24 69^ 

12 242 

12 450 

21 988 

2 704 

2 672 

32 

TRAILERi 






736 

20 

ON PERMANENT FOUNDATION . 

971 

51 

920 

215 

756 

MOBILE. 

5 209 

189 

5 020 

1 596 

3 613 

3 547 

66 

OWNER OCCUPIED. 

186 318 

30 805 

155 513 

81 914 

104 404 

93 244 

11 160 

Ii DETACHED . 

158 323 

23 754 

134 569 

64 151 

94 172 

63 799 

10 373 

li ATTACHED . 

4 074 

491 

3 583 

2 037 

2 037 

1 766 

271 


12 678 

4 029 

8 649 

9 504 

3 174 

2 838 

336 

3 AND 4 . 

4 030 

1 592 

2 438 

3 358 

672 

606 

66 

5 OR MORE.. 

1 646 

724 

922 

1 242 

404 

372 

32 

TRAILER . 

5 567 

215 

5 352 

1 622 

3 945 

3 863 

B2 

RENTER OCCUPIED . 

94 037 

28 836 

65 201 

66 542 

27 495 

26 421 

1 074 

!• DETACHED . 

27 045 

3 034 

24 011 

11 403 

15 642 

14 829 

813 

li ATTACHED . 

6 724 

551 

6 173 

3 732 

2 992 

2 920 

72 


22 237 

7 682 

14 555 

17 461 

4 776 

4 591 

165 

3 AND 4 . 

18 081 

7 525 

10 556 

15 821 

2 260 

2 260 


5 TO 9. ....... ... 

12 063 

5 555 

6 508 

11 260 

803 

803 


lO TO 19. 

4 242 

2 323 

1 919 

3 796 

446 

446 


20 TO 49. 

1 809 

1 098 

711 

1 657 

152 

152 


50 OR MORE. 

1 223 

1 043 

180 

1 223 

• • • 

420 

• t • 

TRAILER ... . 

613 

25 

588 

189 

424 


VACANT available FOR RENT . 

6 808 

2 210 

4 598 

4 867 

1 941 

1 941 

• • « 


1 984 

169 

1 815 

740 

1 244 

1 244 

• « • 

2 TO ..... 

2 683 

997 

1 686 

2 189 

494 

494 

• • • 

5 TO 9. 

1 208 

490 

718 

1 094 

114 

114 

• t • 

lO OR MORE. 

933 

554 

379 

844 

89 

69 

• • • 

YEAR STRUCTURE BUILT 








ALL UNITS . ...... 

364 611 

64 836 

299 775 

163 982 

200 629 

188 125 

12 504 

1959 TO MARCH 1960. 

7 334 

1 001 

6 333 

2 833 

4 501 

4 419 

82 

1955 TO 1958. 

22 976 

3 049 

19 927 

8 051 

14 925 

14 645 

280 

1950 TO .. 

26 524 

3 687 

22 837 

9 473 

17 051 

16 648 

403 

1940 TO 1949. 

38 644 

6 148 

32 496 

15 582 

23 062 

22 346 

716 

1930 TO .. 

28 921 

4 954 

23 967 

11 530 

17 391 

16 809 

582 

1929 OR EARLIER . 

240 212 

45 997 

194 215 

116 513 

123 699 

113 256 

10 441 

OWNER OCCUPIED. 

186 379 

30 866 

155 513 

81 975 

104 404 

92 977 

11 427 

1955 TO MARCH I960. 

19 344 

3 381 

15 963 

8 276 

11 068 

10 723 

345 

1950 TO 1954. 

15 562 

3 233 

12 329 

7 576 

7 986 

7 620 

366 

1940 TO 1949. 

21 286 

4 080 

17 206 

9 596 

11 690 

11 041 

649 

1939 OR earlier . 

130 187 

20 172 

llO 015 

56 527 

73 660 

63 593 

10 067 

ALL HOUSING UNITS ........... 

364 617 

64 842 

299 775 

163 988 

200 629 

188 125 

12 504 

BASEMENT 








BASEMENT. 

277 328 

61 301 

216 027 

147 034 

130 294 

118 986 

11 308 

CONCRETE SLA8 . 

10 010 

1 071 

8 939 

3 545 

6 465 

6 375 

90 

OTHER . 

77 265 

2 456 

74 809 

13 395 

63 870 

63 034 

836 

heating equipment 








STEAM OR HOT WATER. 

95 804 

37 409 

58 395 

66 786 

27 018 

25 687 

1 331 

WARM AIR FURNACE. 

105 147 

13 115 

92 032 

47 009 

5B 138 

52 639 

5 499 

FLOORi WaLLi or PIPELESS FURNACE. 

12 796 

1 692 

11 104 

4 643 

6 153 

7 726 

427 

BUILT-IN ELECTRIC UNITS ........... 

683 

63 

620 

194 

489 

481 

8 

OTHER MEANS WITH FLUE . 

139 825 

11 583 

128 242 

40 750 

99 075 

93 937 

5 138 

OTHER MEANS WITHOUT FLUE. 

4 194 

368 

3 826 

1 292 

2 902 

2 805 

97 

NONE. 

6 162 

606 

5 556 

1 308 

4 854 

4 850 

4 
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Table 5.—Occupancy Characteristics, for the State, Inside and Outside SMSA’s, 
Urban and Rural: I960 
[Based on sample; see text] 


Populatioa Persons per Room 

Persons Year Moved into Unir 














the state 







RURAL 




















URBAN 









:>ubJtCT 








TOTAL 


1 




total 




— 















INSIDE 

OUTSIDE 



total 

NONFARM 

OCCUPIED 













SMSA* 

5 

SMSA'S 







FARM 


POPULATION 















■ 







POPULATION IN HOUSING 

UNITS 


1960 . 






941 

739 

186 

930 

754 

809 

480 

H 



412 

769 

48 

204 

PER OCCUPIED UNIT 


• • 

9 

■ 9 9 







3.4 


3.1 


3.4 


1.1 S 




3.S 

3.9 

OWNER . 


• • 

9 

• 9 9 







3.5 


3.4 


3.5 


E ' n 


am 


3.5 


3.8 

RENTER. 


« • 

9 

9 9 9 







3.1 


2.8 


3.3 


E1 SI 




3.5 


3*9 

population in OWELLINQ 
PER OCCUPIED UNIT . 

UnITSi 

1950. 






881 

015 

3.5 

180 

265 

3.3 

700 

750 

3.5 


11 


a 

310 

545 

3,5 

120 

686 

3.9 

ALL OCCUPIED 

UNITS. . 








280 

355 

59 

641 

220 

714 

148 

456 

131 

899 

119 

395 

12 

504 


PERSONS 






















OWNER OCCUPIED. 


• • • 








186 

379 

30 

866 

155 

513 

81 

975 

104 

404 

92 

977 

11 

427 

1 PERSON. 


• • t 


9 9 9 






17 

548 

2 

691 

14 

857 

7 

336 

10 

212 

9 

604 


608 

2 PERSONS . 


t • • 








54 

607 

9 

167 

45 

440 

24 

064 

30 

543 

27 

338 

3 

205 

3 PERSONS . 


• • 9 








34 

442 

5 

974 

28 

468 

15 

816 

18 

626 

16 

435 

2 

191 

4 PERSONS . 


• t • 








31 

770 

5 

409 

26 

361 

14 

390 

17 

380 

15 

603 

1 

777 

5 PERSONS . 


• • 9 








22 

716 

3 

967 

18 

749 

10 

035 

12 

681 

11 

286 

1 

395 

6 PERSONS . 


9 • 9 








12 

918 

1 

938 

10 

980 

5 

453 

7 

465 

6 

481 


984 

7 PERSONS . 


9 9 9 


9 9 9 






6 

629 

1 

021 

5 

608 

2 

699 

3 

930 

3 

306 


624 

8 PERSONS OR MORE . 


. . . 








5 

749 


699 

5 

050 

2 

182 

3 

567 

2 

924 


643 

MEDIAN. 

• 

. . . 

• 


• 

• 

• 

• 

• 


3.1 


3.1 


3.1 


3,1 


3.1 


3.1 


3.4 

RENTER OCCUPIED 


9 9 9 








93 

976 

28 

775 

65 

201 

66 

481 

27 

495 

26 

418 

1 

077 

1 PERSON. 


9 • 9 








17 

662 

7 

367 

10 

295 

13 

981 

3 

681 

3 

572 


109 

2 PERSONS . 


9 9 9 








23 

676 

7 

925 

15 

751 

17 

719 

5 

957 

5 

739 


218 

3 PERSONS . 


9 • 9 








18 

176 

4 

823 

13 

353 

12 

709 

5 

467 

5 

305 


162 

4 PERSONS . 


9 9 9 








15 

160 

3 

865 

11 

295 

10 

003 

5 

157 

4 

959 


198 

5 PERSONS . 


9 9 9 








9 

621 

2 

451 

7 

170 

6 

132 

3 

489 

3 

343 


146 

6 PERSONS . 


9 9 9 








5 

068 

1 

292 

3 

776 

3 

150 

1 

918 

1 

787 


131 

7 PERSONS . 


9 9 9 








2 

387 


537 

1 

850 

1 

488 


899 


848 


51 

8 PERSONS OR MORE . 


. . . 








2 

226 


515 

1 

711 

1 

299 


927 


865 


62 

MEDIAN. 

• 

. . . 

• 

. . . 

• 

• 


• 

• 


2.8 


2.4 


3.0 


2.6 


3.3 


3.2 


3.8 

PERSONS 

PER ROOM 




















OWNER OCCUPIED. 










186 

379 

30 

866 

155 

513 

81 

975 

104 

404 

92 

977 

11 

427 

0.50 OR LESS. . . . 










93 

954 

15 

907 

78 

047 

41 

941 

52 

013 

45 

550 

6 

463 

0.51 TO 0.75. . , . 










40 

196 

7 

259 

32 

937 

18 

716 

21 

480 

19 

050 

2 

430 

0.76 TO 1.00. . . . 










34 

929 

5 

780 

29 

149 

15 

342 

19 

507 

17 

980 

1 

607 

1.01 TO 1.50. . . . 










12 

914 

1 

679 

11 

235 

4 

985 

7 

929 

7 

246 


683 

1.51 OR MORE. . . . 










4 

386 


241 

4 

145 


991 

3 

395 

3 

151 


244 

RENTER OCCUPIED 










93 

976 

28 

775 

65 

201 

66 

481 

27 

495 

26 

418 

1 

077 

0.50 OR LESS. . . . 










34 

790 

11 

948 

22 

842 

25 

295 

9 

495 

9 

059 


436 

0.51 TO 0.75. . . . 










22 

185 

6 

388 

15 

797 

15 

632 

6 

553 

6 

294 


259 

0.76 TO 1.00. . . . 










25 

343 

7 

735 

17 

60S 

18 

115 

7 

228 

7 

004 


224 

1.01 TO 1.50. . . . 










8 

592 

2 

149 

6 

443 

5 

748 

2 

844 

2 

725 


119 

1.51 OR MORE. . . . 










3 

066 


555 

2 

511 

1 

691 

1 

375 

1 

336 


39 

YEAR MOVED 

INTO 

UNIT 




















OWNER OCCUPIED. 










186 

379 

30 

866 

155 

513 

81 

975 

104 

404 

92 

977 

11 

427 

1959 TO MARCH 1960. 










17 

466 

2 

884 

14 

582 

7 

461 

10 

005 

9 

644 


361 











U 

913 

1 

993 

9 

920 

5 

002 

6 

911 

6 

554 


357 

1957. 










10 

938 

1 

918 

9 

020 

4 

894 

6 

044 

5 

686 


358 

1954 TO 1956. . . . 










26 

510 

5 

023 

21 

487 

12 

281 

14 

229 

13 

193 

1 

036 

1950 TO 1953. . . . 










25 

278 

4 

581 

20 

697 

11 

738 

13 

540 

12 

264 

1 

276 

1940 TO 1949. . . . 










44 

588 

7 

006 

37 

582 

19 

282 

25 

306 

22 

382 

2 

924 

1939 OR earlier . . 










49 

686 

7 

461 

42 

225 

21 

317 

28 

369 

23 

254 

5 

115 

RENTER OCCUPIED 


9 9 








93 

976 

28 

775 

65 

201 

66 

481 

27 

495 

26 

418 

1 

077 

1959 TO march 1960. 


9 9 








34 

514 

8 

827 

25 

687 

23 

763 

10 

751 

10 

556 


195 



9 9 








11 

474 

3 

532 

7 

942 

8 

062 

3 

412 

3 

321 


91 

1957. 










8 

697 

2 

942 

5 

755 

6 

283 

2 

414 

2 

312 


102 

1954 TO 1956. . . . 










13 

848 

4 

673 

9 

175 

10 

143 


film 

3 

574 


131 

1950 TO 1953. . . . 










9 

255 

3 

247 

6 

008 

6 

705 



2 

387 


163 

1940 TO 1949. . . . 










9 

334 

3 

209 

6 

125 

6 

785 


ElM 

2 

382 


167 

1939 OR EARLIER . . 










6 

854 

2 

345 

4 

509 

4 

740 

2 

114 

1 

886 


228 
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State and Small Areas 


Table 6.—Type of Fuel and Selected Equipment, for the State, Inside and Outside SMSA s, 

Urban and Rural: 1960 
[Based on sample; see text] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 


ALL OCCUPIED UNITS. . 

heating fuel 


UTILITY gas.. 

FUEL OILt KEROSENE! ETC.. 

COAL OR COKE. 

WOOD. 

ELECTRICITY . 

BOTTLEDt TANKi OR LP GAS 

OTHER FUEL. 

NONE. 


WATER HEATING FUEL 


UTILITY GAS.. 

ELECTRICITY . . 

COAL OR COKE.. 

WOOD. 

BOTTLED I TANK! OR LP GAS 
FUEL OILt kerosene I ETC. 

OTHER FUEL.. • 

NONE. 


COOKING FUEL 


UTILITY gas . 

ELECTRICITY . 

BOTTLED I TANKt OR LP GAS 
FUEL OILt KEROSENEi ETC. 

COAL OR COKE. 

WOOD. 

OTHER FUEL. 

NONE. 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER. 

AUTOMATIC OR SEMI-AUTOMATIC ... 

WASHER-DRYER COMBINATION. 

NONE. 


CLOTHES ORYER 


GAS heated. 

ELECTRICALLY HEATED 
NONE. 


HOME FOOD FREEZER 


1 OR MORE 
NONE. . . 


telephone AVAILABLE 


YES 

NO. 


automobiles available 


I . . . . 

a . . . . 

3 OR MORE 
NONE. . . 


AIR CONDITIONING 


ROOM UNIT I 

1 . 

2 OR MORE . . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


1 . . . . 

2 OR.MORE 
NONE. . . 


RADIO SETS 


the state 

URBANt 

rural 


TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

280 355 

59 641 

220 714 

148 456 

131 899 

119 395 

12 504 

5 689 

4 749 

940 

5 058 

631 

567 

64 

227 691 

47 901 

179 790 

128 502 

99 189 

91 161 

8 028 

19 534 

5 658 

13 876 

10 710 

8 824 

7 166 

1 658 

23 546 

511 

23 035 

2 464 

21 082 

17 393 

3 689 

503 

96 

407 

138 

365 

344 

21 

2 201 

350 

1 851 

919 

1 282 

1 194 

88 

799 

170 

629 

358 

441 

420 

21 

392 

206 

186 

307 

85 

85 


IB 565 

13 561 

5 004 

15 892 

2 673 

2 298 

375 

82 306 

12 677 

69 629 

42 866 

39 440 

35 185 

4 255 

3 524 

1 553 

1 971 

2 542 

982 

922 

60 

6 347 

165 

6 182 

863 

5 484 

3 915 

1 569 

22 938 

2 118 

20 820 

9 610 

13 328 

11 885 

1 443 

94 697 

25 835 

68 862 

64 384 

30 313 

28 249 

2 064 

907 

214 

693 

573 

334 

291 

43 

51 071 

3 518 

47 553 

11 726 

39 345 

35 585 

3 760 

42 198 

25 084 

17 114 

32 959 

9 239 

8 128 

1 111 

105 223 

22 611 

82 612 

62 ai 2 

42 411 

38 502 

3 909 

71 109 

5 851 

65 258 

30 340 

40 769 

37 354 

3 415 

37 557 

4 580 

32 977 

17 821 

19 736 

IS 518 

1 218 

1 907 

461 

1 446 

967 

940 

878 

62 

20 719 

511 

20 208 

2 308 

18 411 

14 557 

3 854 

203 

t • • 

203 

79 

124 

124 

* • • 

1 439 

543 

896 

1 170 

269 

269 


140 067 

20 664 

119 403 

59 400 

80 667 

71 322 

9 345 

92 153 

23 507 

66 646 

58 093 

34 060 

30 771 

3 289 

3 718 

1 016 

2 702 

2 359 

1 359 

1 219 

140 

44 417 

14 454 

29 963 

28 604 

15 813 

15 018 

795 

2 859 

568 

2 291 

1 466 

1 393 

1 289 

104 

30 863 

5 390 

25 473 

15 926 

14 937 

13 360 

1 577 

246 633 

53 683 

192 950 

131 064 

115 569 

103 681 

11 888 

45 177 

5 007 

40 170 

15 570 

29 607 

22 635 

6 972 

235 178 

54 634 

180 544 

132 886 

102 292 

95 695 

6 597 

202 775 

46 652 

156 123 

113 lei 

89 594 

79 474 

10 120 

77 580 

12 989 

64 591 

35 275 

42 305 

39 921 

2 384 

177 400 

34 889 

142 511 

92 383 

85 017 

76 333 

8 684 

39 580 

7 416 

32 164 

17 326 

22 254 

19 286 

2 968 

6 045 

1 075 

4 970 

2 420 

3 625 

3 039 

586 

57 311 

16 242 

41 069 

36 308 

21 003 

19 672 

1 331 

1 797 

430 

1 367 

1 088 

709 

628 

81 

825 

102 

723 

481 

344 

323 

21 

1 269 

229 

1 040 

738 

531 

510 

21 

276 464 

58 880 

217 584 

146 149 

130 315 

116 869 

13 446 

230 803 

46 546 

184 257 

121 112 

109 691 

98 259 

11 432 

20 952 

8 507 

12 445 

13 947 

7 005 

6 334 

671 

28 600 

4 588 

24 012 

13 397 

15 203 

13 737 

1 466 

171 358 

31 574 

139 784 

87 177 

84 181 

75 060 

9 121 

78 953 

23 582 

55 371 

47 996 

30 957 

27 453 

3 504 

30 044 

4 485 

25 559 

13 283 

16 761 

15 817 

944 


1 . . . . 

2 OR MORE 
NONE. . . 
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Table 7.—Financial Characteristics and Duration of Vacancy, for the State, Inside and Value Contract Rent 

Outside SMSA's, Urban and Rural Nonfarm: I960 Duration of Vacancy 

[Some data based on sample; see text. Plus (-f-) or minus (—) after number indicates median above or below that number] 


SUBJECT 


VALUE 


OWNER OCCUPIED.. . 

LESS THAN SStOOO. 

SSiOOO TO S7f400. 

$7iSOO TO S9t900. 

SlOiOOO TO $12(400. 

$12(500 TO $14(900. .... . 

$15(000 TO $17(400. 

$17(500 TO $19(900. 

$20(000 TO $24(900. 

$25(000 TO ... 

$55(000 OR MORE . 

MEDIAN.DOLLARS . 


VACANT AVAILABLE FOR SALE . 

LESS THAN $5(000. 

$5(000 TO $9(900. .............. 

$10(000 TO $14(900. 

$15(000 TO $19(900. 

$20(000 TO $24(900. 

$25(000 OR MORE... 

MEDIAN PRICE ASKED.DOLLARS . 


GROSS RENT 


RENTER OCCUPIEO . 

LESS THAN $20 . 

$20 TO $29. 

$50 TO $59. . . 

$40 TO $49. 

$50 TO $59. 

$60 TO .. 

$70 TO $79. 

$80 TO $99. 

$100 TO $119. 

$120 TO $149. 

$150 TO $199. 

$200 OR MORE. 

NO CASH RENT. 

median.DOLLARS . 


CONTRACT RENT 


RENTER OCCUPIEO . 

LESS THAN $20 . 

$20 TO .. 

$50 TO $59. 

$40 TO $59. 

$60 TO $79. 

$80 TO $99. 

$100 TO $149. 

$150 OR MORE. 

NO CASH RENT. 

MEDIAN.DOLLARS . 


VACANT AVAILABLE FOR RENT . 

LESS THAN $50 . 

$50 TO $59. 

$40 TO $59. 

$60 TO $79. 

$80 TO $99. 

$100 TO $119. 

$120 OR MORE. 

MEDIAN RENT ASKED (DOLLARS)i 

VACANT AVAILABLE FOR RENT . 

WITH ALL UTILITIES IN RENT. 

WITH SOME OR NO UTILITIES IN RENT . . . . 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE 

LESS THAN 4 MONTHS. 

4 UP TO 6 MONTHS. 

6 MONTHS OR MORE. 

VACANT AVAILABLE FOR RENT 
LESS THAN 1 MONTH ...... 

1 UP TO 4 MONTHS. 

4 UP TO 6 MONTHS. 

6 MONTHS OR MORE. 


the state 

URBAN. 

TOTAL 

RURAL 

NONFARM( 

TOTAL 

total 

INSIDE 

SMSA'S 

■Bm 

152 542 

24 829 

107 515 

67 044 

65 298 

52 849 

1 510 

51 559 

7 296 

25 555 

22 572 

2 257 

20 115 

8 756 

15 636 

21 576 

4 011 

17 565 

12 145 

9 435 

22 252 

5 582 

16 650 

14 551 

7 681 

15 026 

4 505 

8 525 

9 496 

5 530 

9 216 

2 966 

6 250 

6 855 

2 561 

5 867 

1 598 

2 469 

2 802 

1 065 

4 126 

1 422 

2 704 

5 030 

1 096 

2 156 

808 

1 528 

1 495 

645 

942 

572 

570 

642 

500 

8 800 

12 100 

7 800 

10 900 

6 500 

2 558 

406 

1 952 

1 009 

1 529 

742 

47 

695 

147 

595 

627 

79 

548 

256 

571 

602 

112 

490 

548 

254 

222 

90 

152 

147 

75 

60 

55 

27 

51 

9 

85 

45 

40 

60 

25 

8 400 

15 400 

7 200 

11 500 

5 700 

92 899 

28 749 

64 150 

66 481 

26 418 

816 

177 

659 

529 

487 

2 860 

870 

1 990 

1 594 

1 266 

6 202 

1 955 

4 269 

4 189 

2 013 

10 770 

5 425 

7 547 

7 765 

3 005 

14 628 

5 222 

9 406 

11 450 

5 198 

14 745 

5 508 

9 455 

11 851 

2 892 

15 185 

4 928 

8 255 

10 706 

2 477 

15 821 

4 140 

9 681 

10 427 

5 594 

4 254 

1 105 

5 149 

5 215 

1 041 

1 604 

411 

1 195 

1 199 

405 

590 

117 

275 

275 

117 

150 

49 

81 

100 

50 

9 498 

1 066 

8 452 

5 405 

6 093 

64 

64 

64 

65 

61 

92 899 

28 749 

64 150 

66 481 

26 418 

4 259 

555 

5 704 

1 496 

2 763 

11 502 

5 204 

8 298 

7 508 

4 194 

16 585 

5 560 

11 025 

12 791 

3 794 

28 850 

10 720 

18 150 

24 100 

4 750 

15 547 

5 997 

9 550 

12 975 

2 574 

4 750 

1 174 

5 556 

5 096 

1 634 

1 760 

400 

1 560 

1 179 

581 

168 

75 

95 

155 

35 

9 498 

1 066 

8 452 

5 405 

6 093 

46 

48 

45 

47 

38 

6 525 

2 179 

4 546 

4 855 

1 670 

1 571 

624 

947 

1 102 

469 

1 580 

456 

924 

1 118 

262 

2 082 

657 

1 425 

1 614 

46S 

1 024 

541 

685 

695 

329 

205 

54 

149 

160 

43 

115 

25 

92 

65 

52 

150 

24 

126 

105 

47 

45 

40 

45 

42 

44 

50 

58 

64 

42 

71 

42 

42 

42 

45 

39 

2 968 

455 

2 515 

1 157 

1 811 

756 

202 

554 

455 

283 

591 

61 

550 

155 

256 

1 841 

190 

1 651 

569 

1 272 

6 865 

2 219 

4 644 

4 891 

1 972 

1 575 

694 

879 

1 279 

294 

2 251 

969 

1 262 

1 769 

462 

575 

115 

458 

548 

225 

2 486 

441 

2 045 

1 495 

991 
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State and Small Areas 


Table 8, —Selected Characteristics of Housing Units With Nonwhite Household Heads, for the State: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. “U” denotes an unincorporated place. “UT” denotes an urban town. 
Median not shown where base is less than 200; minus (—) after number indicates median below that number. Percent not shown where less than 0.1] 


THE STATE . 

URBAN . 

rural . 

. NONFARM ..... . 

FARM. 

INSIDE SMSA'S . 

IN CENTRAL CITIES . 

NOT IN CENTRAL CITIES . . . . 
OUTSIDE SMSA'S. 



PERCENT OF ALL OCCUPIED— 


IN ONE- 
HOUSING 
Unit 
STRUC¬ 
TURES 


IN struc¬ 
tures 

BUILT 

1950-1960 


SOUND) 
WITH ALL 
PLUMBING 
FACIL¬ 
ITIES 


WITH l.Ol moved in 
OR MORE DURING 
PERSONS 1958- 

PER 1960 

ROOM 





owner renter 


median median 

VALUE GROSS 

(DOL- RENT 

LARS) (DOL¬ 

LARS) 


5 OOQ- 75 

... 71 

5 000- 90 

5 000 »* 90 



(Tables 9 to 11 of the standard State series are omitted) 
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Table 12. Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Places of 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Some data based on sample; see text “V" denotes an unincorporated place. "UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


ALL housing units. 


Tenure t color, and vacancy 
status 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 


VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

homeowner VACANCY RATE .... 

FOR RENT . 

RENTAL VACANCY RATE. 

RENTED OR SOLD. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


standard metropolitan STATISTICAL AREAS 


LEWIST0N-AU8URN 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

deteriorating. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING'FACILITIES 
DILAPIDATED. 


OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all facilities 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING some OR ALL FACILITIES 
OILAPIDATED. 


VACANT AVAILABLE FOR SALE. 
WITH ALL plumbing FACILITIES . 
lacking some or all facilities 

VACANT available FOR RENT. 
WITH ALL plumbing FACILITIES . 
lacking some or all facilities 


ALL MOUSING UNITS.. . . . 

water supply 

HOT AND COLD PIPED WATER INSIOE STRUCTURE, 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE.. 

NO PIPED WATER.. 


TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. . 

FLUSH toilet. SHARED . 

OTHER toilet FACILITIES OR NONE 


bathing facilities 

bathtub or shower, exclusive use 
bathtub or shower. SHARED. . . . 
NO bathtub or shower . 


21 740 
10 813 
49.7 
10 SOS 
S 

10 927 
10 902 
25 


738 

377 

222 

989 

165 

1.5 

S24 

7.0 

69 

52 

112 

155 

361 


23 478 
19 957 
17 608 
437 

1 912 

2 074 
1 659 

258 

957 

647 

10 813 
9 851 
9 229 
622 
841 
508 
333 
121 

10 927 
8 990 
7 731 
1 259 
1 571 
1 001 
570 
366 

165 

125 

40 

824 

433 

391 


23 478 


20 696 
2 461 
30 
291 


21 749 
1 104 
625 


20 223 
i 039 
’ 2 216 


22 748 


21 076 
10 304 
48.9 
10 296 
8 

10 772 
10 747 
25 


672 

326 

180 

965 

152 

1.5 

813 

7.0 

61 

50 

104 

146 

346 


22 748 
19 345 
17 115 
414 
1 816 
2 794 
1 613 
258 
923 
609 

10 304 
9 395 
8 859 
536 
800 
496 
304 
109 

10 772 
8 864 
7 633 
1 231 
1 553 
983 
570 
355 

152 

113 

39 

813 

422 

391 


20 126 
2 337 
30 
•255 


21 113 
1 100 
535 


19 650 
1' 031 
2 067 


PORTLAND 


URBANIZED AREAS 


JRAL 

the area 

PORTLAND 

URBAN 

BALANCE 

RURAL 

lewiston- 

AU8URN 

PORTLAND 

730 

41 364 

26 295 

11 916 

3 153 

21 864 

38 211 

■ 

37 901 

23 909 

11 404 

2 588 

20 252 

35 313 


20 053 

10 061 

7 795 

2 197 

9 752 

17 856 

Eia 

52.9 

42,1 

68.4 

84.9 

48,2 


509 

19 992 

10 008 

7 787 

2 197 

9 744 

17 795 

• • « 

61 

53 

8 

« % • 

8 

61 

155 

17 848 

13 848 

3 609 

391 

10 500 

17 457 

155 

17 759 

13 763 

3 605 

391 

10 475 

17 368 


89 

85 

4 

... 

25 

89 


3 463 

2 386 

512 

565 

1 612 

2 898 


2 306 

1 683 

428 

195 

1 286 

2 111 


2 141 

1 571 

390 

180 

1 142 

1 961 


1 633 

1 328 

237 

6 B 

940 

1 565 


264 

142 

78 

44 

142 

220 


1.3 

1.4 

1.0 

2,0 

1.4 

1.2 


1 369 

1 186 

159 

24 

798 

1 345 


7.1 

7.9 

4.2 

5.S 

7.1 

7.2 

8 

144 

64 

54 

26 

55 

118 

2 

108 

36 

28 

44 

46 

64 

8 

256 

143 

71 

42 

101 

214 

9 

165 

112 

38 

15 

144 

150 

15 

1 157 

703 

84 

370 

326 

7B7 

730 

41 358 

26 289 

11 916 

3 153 

21 864 

38 205 

612 

36 060 

22 786 

10 491 

2 783 

18 560 

33 277 

493 

33 051 

20 401 

10 075 

2 575 

16 449 

30 476 

23 

206 


71 

33 

406 

173 

96 

2 803 

2 283 

345 

175 

1 705 

2 628 

80 

4 347 

2 947 

1 126 

274 

2 708 

4 073 

46 

3 429 

2 358 

886 

185 

1 573 

3 244 

• • t 

143 

91 

40 

12 

246 

131 

34 

775 

498 

200 

77 

889 

698 

38 

951 

556 

299 

96 

596 

855 

509 

20 053 

10 061 

7 795 

2 197 

9 752 

17 856 

456 

18 555 

9 339 

7 191 

2 025 

8 895 

16 530 

370 

18 174 

9 144 

7 058 

1 972 

a 421 

16 202 

86 

381 

195 

133 

53 

474 

328 

41 

1 227 

661 

■438 

128 

756 

1 099 

12 

1 069 

575 

386 

lOB 

480 

961 

29 

ise 

86 

52 

20 

276 

138 

12 

271 

61 

166 

44 

101 

227 

155 

17 848 

13 848 

3 609 

391 

10 500 

17 457 

126 

14 752 

11 532 

2 928 

292 

a 625 

14 460 

98 

12 931 

9 979 

2 680 

272 

7 438 

12 659 

28 

1 821 

1 553 

248 

20 

1 187 

1 801 

18 

2 574 

1 918 

584 

72 

1 525 

2 502 

18 

1 964 

1 494 

430 

40 

963 

1 924 

« • • 

610 

424 

154 

32 

562 

578 

11 

522 

398 

97 

27 

350 

495 

13 

264 

142 

78 

44 

142 

220 

12 

239 

121 

76 

42 

105 

197 

1 

25 

21 

2 

2 

37 

23 

11 

1 369 

1 186 

159 

24 

798 

1 345 

11 

988 

843 

122 

23 

409 

965 

... 

381 

343 

37 

1 

389 

380 

730 

41 364 

26 295 

11 916 

3 153 

21 864 

38 211 

570 

39 714 

25 402 

11 456 

2 856 

19 362 

36 858 

124 

1 277 

643 

427 

207 

2 238 

1 070 


232 

224 

■ • • 

e 

26 

224 


135 

20 

33 

82 

238 

53 


38 553 

23 969 

11 686 

2 898 

20 274 

35 635 


2 ISO 

2 031 

133 

16 

1088 

2 164 


625 

289 

97 

239 

502 

386 


37 471 

23 367 

11 247 

2 857 

18 915 

34 614 


2 243 

2 090 

141 

12 

1 019 

2 231 


1 644 

832 

528 

284 

1 930 

1 360 


































































































































21-14 


State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA's, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample; median not shown where base is insuflScient; see text. “U” denotes an unincorporated place. "UT” denotes 
an urban town. Plus (+) after number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 

standard metropolitan statistical areas 

urbanized 

AREAS 

LEWISTON-AUBURN 

PORTLAND 

lewiston- 

AUBURN 

PORTLAND 

the area 

URBAN 

RURAL 

THE AREA 

PORTLAND 

URBAN 

balance 

RURAL 

BATHROOMS 










ALL UNITS. . 

23 478 

22 748 

730 

41 350 

26 281 

11 916 

3 153 

21 864 

38 197 


17 273 

16 784 

489 

32 782 

20 999 

9 611 

2 172 

16 127 

30’ 610 

1 PLUS PARTIAL . 

1 15B 

1 138 

20 

2 736 

1 449 

995 

292 

Fi tm 

2 444 

2 OR MORE. 

939 

921 

18 

1 568 

698 

561 

309 


1 259 

SHARED OR NONE . 

4 108 

3 905 

203 

4 264 

3 135 

749 

380 


3 884 

OWNER OCCUPIED . ....... 

10 813 

10 304 

509 

19 992 

10 007 

7 788 

2 197 

9 752 

17 795 


7 941 

7 593 

348 

15 653 

7 883 

6 196 

1 574 


14 079 

MORE THAN 1. 

1 789 

1 760 

29 

3 731 

1 845 

1 367 

519 


3 212 

SHARED OR NONE . 

1 083 

951 

132 

608 

279 

225 

104 

■m 

504 

renter occupied... 

10 927 

10 772 

155 

17 909 

13 902 

3 616 

391 

10 500 

17 518 


8 598 

8 484 

114 

14 823 

11 512 

3 035 

276 

8 258 

14 547 

MORE THAN .. 

237 

234 

3 

454 

255 

154 

45 

234 

409 

SHARED OR NONE . 

2 092 

2 054 

38 

2 632 

2 135 

427 

70 

2 008 

2 562 

ROOMS 










ALL UNITS. 

23 478 

22 748 

730 

41 358 

26 289 

11 916 

3 153 

21 864 

38 205 

1 ROOM . 

1 056 

1 056 

• • • 

1 724 

1 635 

49 

40 

1 051 

1 684 

2 ROOMS. 

808 

795 

13 

1 906 

1 710 

132 

64 

773 

1 842 

3 ROOMS. 

2 632 

2 558 

74 

3 715 

2 856 

660 

199 

2 498 

3 516 

4 ROOMS. 

4 952 

4 847 

105 

6 439 

3 750 

2 151 

538 

4 733 

5 901 

5 ROOMS... 

6 111 

5 944 

167 

9 447 

5 895 

2 959 

593 

5 739 

8 854 

6 ROOMS.. 

4 247 

4 107 

140 

9 272 

5 235 

3 223 

814 

3 957 

8 458 

7 ROOMS. 

1 872 

1 794 

78 

4 830 

2 794 

1 622 

414 

1 641 

4 416 

8 ROOMS OR MORE. 

1 800 

1 647 

153 

4 025 

2 414 

1 120 

491 

1 472 

3 534 

MEDIAN . 

4.9 

4.9 

5.5 

5.2 

5.0 

5.5 

5.7 

4.8 

5.2 

owner OCCUPIED . 

10 813 

10 304 

509 

20 053 

10 061 

7 795 

2 197 

9 752 

17 856 

1 ROOM . 

16 

16 

• • • 

35 

23 

8 

4 

16 

31 

2 ROOMS. 

110 

102 

8 

66 

53 

8 

5 

98 

61 

3 ROOMS.... . 

289 

256 

33 

731 

192 

95 

44 

244 

287 

4 ROOMS. 

1 729 

1 677 

52 

2 431 

1 068 

1 049 

314 

1 629 

2 117 

5 ROOMS. 

2 717 

2 607 

no 

4 413 

2 206 

1 748 

459 

2 478 

3 954 

6 ROOMS. 

2 792 

2 679 

113 

6 183 

2 996 

2 585 

^02 

2 582 

5 581 

7 ROOMS. 

1 562 

1 499 

63 

3 416 

1 675 

1 374 

367 

1 382 

3 049 

8 ROOMS OR MORE. 

1 598 

1 468 

130 

3 178 

1 848 

928 

402 

1 323 

2 776 

MEDIAN . 

5.7 

5.7 

6.0 

5.9 

6.0 

5.9 

6.0 

5.7 

5.9 

RENTER OCCUPIED. 

10 927 

10 772 

155 

17 848 

13 848 

3 609 

391 

10 500 

17 457 

1 ROOM . 

679 

679 

• • « 

1 417 

1 366 

31 

20 

679 

1 397 

2 ROOMS.. 

536 

536 

• • • 

1 539 

1 424 

in 

4 

527 

1 535 

3 ROOMS. 

2 036 

2 015 

21 

3 026 

2 440 

516 

70 

1 967 

2 956 

4 ROOMS. 

2 912 

2 859 

53 

3 499 

2 401 

991 

107 

2 802 

3 392 

5 ROOMS. 

3 103 

3 056 

47 

4 298 

3 165 

1 075 

58 

3 003 

4 240 

6 ROOMS.. 

1 293 

1 271 

22 

2 377 

1 743 

549 

85 

. 1 222 

2 292 

7 ROOMS. 

243 

239 

4 

1 068 

853 

200 

15 

208 

1 053 

8 ROOMS OR MORE. 

125 

117 

8 

624 

456 

136 

32 

92 

592 

MEDIAN . 

4.3 

4.3 

... 

4.3 

4.2 

4.6 

4.4 

4.2 

4.3 

vacant available for sale. 

165 

152 

13 


142 

78 

44 

142 

220 

1 TO 3 ROOMS . 

22 

20 

2 


15 

1 

• • • 

20 

16 

4 ROOMS. 

34 

33 

1 


17 

15 

5 

31 

32 

5 ROOMS. 

49 

46 

3 


28 

30 

17 

43 

58 

6 ROOMS. 

28 

27 

1 


43 

18 

14 

25 

61 

7 ROOMS OR MORE. 

32 

26 

6 


39 

14 

8 

23 

53 

MEDIAN . 

5.0 

5.0 

... 


5.8 

5.3 

... 

5.0 

5.6 

VACANT available FOR RENT. 

824 

813 

11 

1 369 

1 186 

159 

24 

798 

1 345 

1 ROOM . 

242 

242 

• • • 

185 

182 

3 

• • • 

242 

185 

2 ROOMS. ... . 

70 

70 

• • • 

199 

176 

13 

10 

70 

189 

3 ROOMS. 

158 

157 

1 

277 

213 

60 

4 

154 

273 

4 ROOMS. 

171 

168 

3 

240 

200 

36 

4 

162 

236 

5 ROOMS OR MORE. 

183 

176 

7 

468 

415 

47 

6 

170 

462 

MEDIAN.. .. 

3.1 

3.1 

... 

3.6 

3.6 

3.6 

... 

3.1 

3.6 

BEDROOMS 










ALL UNITS. 

23 478 

22 748 

730 

41 273 

26 213 

11 907 

3 153 

21 864 

38 120 

NONE. 

1 099 

1 099 

■ • • 

2 057 

1 982 

32 

43 

1 079 

2 014 


4 262 

4 182 

80 

6 870 

5 101 

1 336 

433 

4 120 

6 437 


7 696 

7 461 

235 

12 541 

8 120 

3 755 

666 

7 277 

n 875 


7 665 

7 407 

258 

13 133 

6 782 

5 021 

1 330 

7 015 

n 803 

4 OR MORE. 

2 756 

2 599 

157 

6 672 

4 228 

1 763 

681 

2 373 

5 991 

OWNER OCCUPIED . 

10 955 

10 350 

60S 

19 907 

9 993 

7 780 

2 134 

9 752 

17 773 

0 and. .. 

744 

686 

58 

701 

366 

234 

101 

645 

600 


3 389 

3 193 

196 

5 619 

3 no 

2 109 

400 

3 069 

5 219 


4 672 

4 456 

216 

9 159 

4 027 

3 966 

1 166 

4 107 

7 993 

4 OR MORE. 

2 150 

2 015 

135 

4 428 

2 490 

1 471 

467 

1 851 

3 961 

RENTER OCCUPIED. 

10 785 

10 726 

59 

17 994 

13 916 

3 624 

454 

10 500 

17 540 

NONE. 

711 

711 

t • • 

1 775 

1 731 

23 

21 

711 

1 754 


3 002 

3 002 

• • • 

5 252 

4 054 

1 003 

195 

2 981 

5 057 


3 844 

3 805 

39 

6 211 

4 592 

1 510 

109 

3 745 

6 102 

3 OR MORE. 

3 228 

3 208 

20 

4 756 

3 539 

1 088 

129 

3 063 

4 627 
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Table 14.— Structural Characteristics and Heating Equipment, for SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. "U” denotes an unincorporated place. “UT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 




STANDARD 

metropolitan 

STATISTICAL 

AREAS 




URBANIZED AREAS 

LEWISTON-AUBURN 

PORTLAND 

LEWISTON- 

AUBURN 

PORTLAND 

the area 

URBAN 

RURAL 

THE AREA 

PORTLAND 

URBAN 

balance 

RURAL 

UNITS IN STRUCTURE 



















ALL UNITS. 

23 

478 

22 

748 


730 

41 

350 

26 

281 

11 

916 

3 

153 

21 

864 

38 

197 


9 

323 

8 

792 


531 

19 

567 

8 

656 

7 

930 

2 

981 

8 

263 

16 

586 



250 


208 


42 


854 


591 


238 


25 


193 


829 


4 

144 

4 

045 


99 

8 

460 

6 

154 

2 

229 


77 

3 

792 

8 

383 


4 

133 

4 

100 


33 

5 

615 

4 

444 

1 

141 


30 

4 

032 

5 

585 

5 OR MORE.. • . 

5 

438 

5 

434 


4 

6 

804 

6 

436 


353 


15 

5 

419 

6 

789 

TRAILERi 



















ON PERMANENT FOUNDATION. 


29 


20 


9 


22 


t t “ 


13 


9 


16 


13 

MOBILE . 


161 


149 


12 


28 


... 


12 


16 


149 


12 

owner occupied . 

10 

813 

10 

304 


509 

19 

992 

10 

007 

7 

788 

2 

197 

9 

752 

17 

795 

Ii DETACHED. 

7 

832 

7 

400 


432 

15 

922 

6 

948 

6 

830 

2 

144 

6 

981 

13 

778 

It ATTACHED.. . . . . 


139 


105 


34 


352 


254 


98 




100 


352 


1 

538 

1 

521 


17 

2 

491 

1 

790 


673 


28 

1 

407 

2 

463 

3 AND . . 


838 


833 


5 


754 


624 


130 


T T • 


823 


754 

5 OR MORE. 


296 


296 


• • • 


428 


391 


37 


t t “ 


296 


428 

TRAILER. 


170 


149 


21 


45 


... 


20 


25 


145 


20 

RENTER OCCUPIED . 

10 

927 

10 

772 


155 

17 

909 

13 

902 

3 

616 


391 

10 

500 

17 

518 

li DETACHED. 


793 


740 


53 

2 

241 

1 

177 


772 


292 


678 

1 

949 

It ATTACHED. 


107 


99 


8 


444 


301 


123 


20 


89 


424 


2 

405 

2 

337 


68 

5 

277 

3 

746 

1 

487 


44 

2 

210 

5 

233 

3 AND .. 

3 

098 

3 

076 


22 

4 

427 

3 

462 


935 


30 

3 

018 

4 

397 

5 TO .. 

2 

875 

2 

871 


4 

2 

680 

2 

482 


198 


• . . 

2 

856 

2 

680 

10 TO 19 . 

1 

100 

1 

100 


• • • 

1 

223 

1 

151 


67 


5 

1 

100 

1 

218 

20 TO 49 . 


394 


394 


• • 9 


704 


675 


29 


. . - 


394 


704 

50 OR MORE . 


135 


135 


• ■ • 


908 


908 


. . . 


. . . 


135 


908 

TRAILER . 


20 


20 


... 


5 


... 


5 


... 


20 


5 

VACANT AVAILABLE FOR RENT . 


822 


822 


... 

1 

388 

1 

194 


173 


21 


798 

1 

367 



61 


61 


« • • 


108 


50 


42 


16 


43 


92 

2 TO 4 . 


265 


265 


t • • 


732 


623 


109 


. . • 


259 


732 

5 TO .. 


158 


158 




332 


310 


22 


. • . 


158 


332 

10 OR MORE . 


338 


338 


• • • 


216 


211 


••• 


5 


338 


211 

YEAR STRUCTURE BUILT 



















ALL UNITS . 

23 

478 

22 

748 


730 

41 

358 

26 

289 

11 

916 

3 

153 

21 

864 

38 

205 

1959 TO march 1960 . 


435 


385 


50 


566 


248 


178 


140 


350 


426 

1955 TO 1958 .. 

1 

071 


994 


77 

1 

978 


726 


829 


423 


922 

1 

555 

1950 TO 1954 . 

1 

401 

1 

357 


44 

2 

286 


939 


939 


408 

1 

327 

1 

878 

1940 TO 1949 . 

1 

899 

1 

842 


57 

4 

249 

1 

610 

2 

042 


597 

1 

806 

3 

652 

1930 TO 1939 . 

1 

641 

1 

600 


41 

3 

313 

1 

616 

1 

339 


358 

1 

568 

2 

955 

1929 OR EARLIER . 

17 

031 

16 

570 


461 

28 

966 

21 

150 

6 

589 

1 

227 

15 

891 

27 

739 

OWNER OCCUPIED . 

10 

813 

10 

304 


509 

20 

053 

10 

061 

7 

795 

2 

197 

9 

752 

17 

856 

1955 TO MARCH 1960 . 

1 

168 

1 

089 


79 

2 

213 


864 


912 


437 

1 

000 

1 

776 

1950 TO 1954 . 

1 

160 

1 

120 


40 

2 

073 


882 


848 


343 

1 

100 

1 

730 

1940 TO 1949 . 

1 

414 

1 

370 


44 

2 

666 


893 

1 

313 


460 

1 

342 

2 

206 

1939 OR EARLIER . 

7 

071 

6 

725 


346 

13 

101 

7 

422 

4 

722 


957 

6 

310 

12 

144 

ALL HOUSING UNITS . 

23 

478 

22 

748 

730 


n 

26 

295 

11 

916 

3 

153 

21 

864 

38 

211 

BASEMENT 



















BASEMENT . 

22 

167 

21 

565 


602 

39 

134 

25 

302 



2 

496 

20 

734 

36 

638 

CONCRETE SLAB. ........ . 


195 


173 


22 


876 


647 




68 


163 


808 

OTHER . 

1 

116 

1 

010 


106 

1 

340 


332 




589 


967 


751 

HEATING EQUIPMENT 



















STEAM OR HOT WATER . 

11 

108 

10 

939 


169 

26 

301 

19 

046 



1 

360 

10 

768 

24 

941 

WARM air furnace . 

5 

413 

5 

129 


284 

7 

702 

3 

008 

3 

641 

1 

053 

4 

687 

6 

649 

FLOOR. WALL. OR PIPELESS FURNACE . 


323 


323 


t t - 

1 

369 


622 


614 


133 


311 

1 

236 

BUILT-IN ELECTRIC UNITS . 


25 


25 


... 


38 


23 


11 


4 


25 


34 

OTHER MEANS WITH FLUE . 

6 

071 

5 

804 


267 

5 

512 

3 

294 

1 

640 


578 

5 

567 

4 

934 

OTHER MEANS WITHOUT FLUE . 


101 


101 


. - • 


267 


199 


60 


8 


88 


259 

NONE . 


437 


427 


10 


169 


97 


Jij 


17 


418 


152 
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State and Small Areas 


Table 15. —Occupancy Characteristics, for SMSA’s, Places of 50,000 Inhabitants or More, Population P“ Roo® 

Urban Balance, Rural Total, and Urbanized Areas: 1960 Year Moved into Umt 

[Based on sample; see text. “U” denotes an unincorporated place. "UT” denotes an urban town] 


SUBJECT 


population 


population in housing units. 1960. . . . 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

population in dwelling units. 1950 . . . 
PER OCCUPIED UNIT.. 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 


RENTER OCCUPIEO 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN ..I 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
l.Ol TO 1.50 . . . 
1.51 OR MORE . . . 


RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIEO 
1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 

1950 TO 1953 . . . 

1940 TO 1949 . . . 

1939 OR EARLIER. . 


RENTER OCCUPIEO 
1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 
1950 TO 1953 ... 
1940 TO 1949'. . . 
1939 OR EARLIER. . 



STANDARD METROPOLITAN 

STATISTICAL 

AREAS 



URBANIZED AREAS 

LEWIST0N-AU8URN 

PORTLAND 


PORTLAND 

THE AREA 

URBAN 

RURAL 

THE AREA 

PORTLAND 

URBAN 

balance 

RURAL 

LEWISTON- 

AUBURN 

68 294 

65 962 

2 332 



71 

230 

38 

574 

8 832 

63 265 

109 804 

3.1 

3.1 

3.5 




3.0 


3.4 

3.4 

3.1 

3.1 

3.5 

3.5 

3.6 


3.4 


3.3 


3.4 

3.5 

3.5 

3.4 

2.8 

2.8 

• « • 


2.8 


2.7 


3.3 

3.0 

2.8 

2.8 

65 529 

t« t 

• • t 

114 

736 

73 

019 


#• • 

• • • 

• • • 

108 301 

3.4 

... 

... 


3.3 


3.2 


... 

... 

... 

3.3 

21 740 

21 076 

664 

37 

901 

23 

909 

11 

404 

2 588 

20 252 

35 313 

10 813 

10 304 

509 

20 

053 

10 

061 

7 

795 

2 197 

9 752 

17 856 

861 

829 

32 

1 

830 

1 

112 


583 

135 

760 

1 695 

3 144 

3 002 

142 

6 

023 

3 

026 

2 

332 

665 

2 854 

5 358 

2 144 

2 030 

114 

3 

830 

1 

948 

1 

487 

395 

1 926 

3 435 

1 889 

1 796 

93 

3 

520 

1 

747 

1 

388 

385 

1 695 

3 135 

1 368 

1 314 

54 



1 

078 

1 

132 

389 

1 257 

2 210 

759 

723 

36 




531 


500 

148 

695 

1 031 

380 

363 

17 




341 


248 

52 

342 

589 

268 

247 

21 


431 


278 


125 

28 

223 

403 

3.2 

3.2 

3.2 


3.1 


3.0 


3.2 

3.3 

3.2 

3.0 

10 927 

10 772 

155 

17 

848 

13 

848 

3 

609 

391 

10 500 

17 457 

2 625 

2 616 

9 

4 

742 

4 

230 


453 

59 

2 564 

4 683 

3 124 

3 087 

37 

4 

801 

3 

714 


959 

128 

2 996 

4 673 

1 933 

1 888 

45 

2 

890 

2 

107 


723 

60 

1 863 

2 830 

1 609 

1 574 

35 

2 

256 

1 

488 


698 

70 

1 515 

2 186 

874 

855 

19 

1 

577 

1 

100 


427 

50 

832 

1 527 

470 

460 

10 


822 


604 


202 

16 

442 

806 

124 

124 

■ • * 


413 


315 


94 

4 

124 

409 

168 

168 

... 


347 


290 


53 

4 

164 

343 

2.4 

2.4 

• • • 


2.4 


2.2 


3.0 

2.6 

2.4 

2.4 

10 813 

10 304 

509 

20 

053 

10 

061 

7 

795 

2 197 

9 752 


5 250 

5 014 

236 

10 

657 

5 

715 

3 

844 

1 098 

4 717 


2 427 

2 305 

122 

4 

832 

2 

210 

2 

078 

544 

2 184 


2 216 

2 103 

113 

3 

564 

1 

628 

1 

477 

459 

1 997 

3 105 

819 

785 

34 


860 


432 


344 

84 

761 

776 

101 

97 

4 


140 


76 


52 

12 

93 

128 

10 927 

10 772 

155 

17 

848 

13 

848 

3 

609 

391 

10 500 

17 457 

4 520 

4 466 

54 

7 

428 

5 

938 

1 

354 

136 

4 337 

7 292 

2 521 

2 480 

41 

3 

867 

2 

854 


904 

109 

2 410 

3 758 

2 938 

2 903 

35 

4 

797 

3 

780 


891 

126 

2 843 

4 671 

763 

742 

21 

1 

386 


955 


415 

16 

729 

1 370 

185 

181 

4 


370 


321 


45 

4 

181 

366 

10 813 

10 304 

509 

20 

053 

10 

061 

7 

795 

2 197 

9 752 

17 856 

1 099 

1 015 

84 

1 

785 


837 


698 

250 

962 

1 535 

627 

581 

46 

1 

366 


575 


574 

217 

545 

1 149 

G7Z 

611 

21 

1 

286 


591 


511 

184 

575 

1 102 

1 474 

1 433 

41 

3 

549 

1 

780 

1 

327 

442 

1 405 

3 107 

1 497 

1 428 

69 

3 

084 

1 

525 

1 

206 

353 

1 388 

2 731 

2 557 

2 433 

124 

4 

449 

2 

199 

1 

817 

433 

2 266 

4 016 

2 927 

2 803 

124 

4 

534 

2 

554 

1 

662 

318 

2 611 

4 216 

10 927 

10 772 

155 

17 

848 

13 

848 

3 

609 

391 

10 500 

17 457 

3 338 

3 267 

71 

5 

489 

4 

199 

1 

148 

142 

3 174 

5 347 

1 224 

1 204 

20 

2 

308 

1 

813 


440 

• • 55 

1 174 

2 253 

1 098 

1 080 

18 

1 

844 

1 

441 


348. 

55 

1 059 

1 789 

1 789 

1 779 

10 

2 

884 

2 

273 


564 

47 

1 750 

2 837 

1 306 

1 298 

8 

1 

941 

1 

487 


414 

40 

1 270 

1 901 

1 247 

1 236 

11 

1 

962 

1 

517 


417 

28 

1 196 

1 934 


908 

17 

1 

420 

1 

118 


278 

24 

877 

1 396 
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Table 16.— Type of Fuel and Selected Equipment, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban’ Balance, Rural Total, and Urbanized Areas; I960 
[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Ait Conditioning 
Television Sets 


SUBJECT 


ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS. 

FUEL OILi KEROSENE! ETC. 

COAL OR COKE . 

ELECTRICITY... 

BOTTLED I TANKt OR LP GAS. 

OTHER FUEL . 

NONE. 


WATER heating FUEL 


UTILITY GAS. 

electricity. 

COAL OR COKE . 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. kerosene. ETC, 

OTHER FUEL . 

NONE. 


COOKING FUEL 


utility QaS. 

ELECTRICITY. 

BOTTLED, tank. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

OTHER FUEL . 

NONE. 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER ....... 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
washer-dryer COMBINATION . . . . 
NONE. 


CLOTHES DRYER 


QAS HEATED .... 
ELECTRICALLY HEATED 
NONE. 


HOME FOOD FREEZER 


1 OR MORE 
NONE , . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 
2 . . . . 

3 OR MORE 

none . . 


AIR CONDITIONING 


ROOM UNIT. 

1 . 

2 OR MORE. 

central system . 

NONE.. 


TELEVISION SETS 


I. . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


Clothes Drycf 


1 STANDARD METROPOLITAN STATISTICAL AREAS 

LE 

wiston-auburn 

1 PORTLAND 

THE AREA 

URBAN 

RURAL 

THE AREA 

PORTLAND 

URBAN 

balance 

RURAL 

21 740 

21 076 

664 

37 901 

23 909 

11 404 

2 5BB 

3 002 

3 002 


1 747 

1 040 

707 


17 306 

16 741 

565 

30 595 

19 094 

9 255 

2 246 

957 

917 

40 

4 701 

3 420 

1 121 

160 

• • • 

• ■ • 

• • • 

96 

• • • 

55 

41 


43 

• • t 

307 

94 

93 

120 

328 

269 

59 

353 

179 

153 

21 

104 

104 


102 

82 

20 


7 239 

7 239 


6 322 

4 481 

1 819 

22 

5 198 

4 850 

348 

7 479 

3 Oei 

3 233 

1 165 

124 

124 

• » t 

1 429 

1 187 

223 

19 

458 

438 

20 

1 660 

837 

6B0 

143 

6 424 

6 287 

137 

19 411 

13 543 

4 837 

1 031 

289 

269 

20 

90 

69 

21 


2 008 

1 869 

139 

1 510 

711 

591 

208 

9 945 

9 905 

40 

15 139 

11 334 

3 716 

89 

8 716 

a 407 

309 

13 895 

7 075 

5 140 

1 680 

1 482 

1 207 

275 

4 369 

2 439 

1 462 

468 

1 037 

1 017 

20 

3 543 

2 339 

955 

249 

4a 

42 

• t • 

419 

286 

73 

60 

267 

247 

20 

244 

144 

58 

42 

251 

251 


292 

292 



8 147 

7 677 

470 

12 517 

7 593 

4 058 

866 

8 427 

8 272 

155 

IS 080 

8 088 

5 660 

1 332 

292 

292 

ff • • 

724 

459 

226 

39 

4 874 

4 835 

39 

9 580 

7 769 

1 460 

3S1 

81 

81 


487 

306 

139 

42 

2 141 

2 064 

77 

3 249 

1 576 

1 258 

415 

19 518 

18 931 

587 

34 165 

22 027 

10 007 

2 131 

1 763 

1 626 

137 

3 244 

1 405 

1 414 

425 

19 977 

19 450 

527 

34 657 

22 504 

9 990 

2 163 

15 422 

14 906 

516 

31 230 

la 944 

9 884 

2 402 

6 318 

6 170 

148 

6 671 

4 965 

1 520 

186 

12 803 

12 413 

390 

22 086 

13 012 

7 648 

1 426 

2 087 

1 932 

155 

5 329 

2 504 

1 973 

852 

334 

314 

20 

741 

403 

280 

5B 

6 516 

6 417 

99 

9 726 

7 971 

1 503 

252 

143 

143 


287 

120 

167 


42 

42 

• • • 

60 

9 t » 

60 


166 

166 

• • • 

63 

21 

42 


21 389 

20 725 

664 

37 491 

23 768 

11 135 

2 588 

17 678 

17 073 

605 

28 868 

18 182 

8 975 

1 711 

2 325 

2 266 

59 

6 182 

3 420 

2 058 

704 

1 737 

1 737 

... 

2 851 

2 307 

371 

173 

13 068 

12 677 

391 

18 506 

12 307 

5 092 

1 107 

7' 303 

7 127 

176 

16 279 

9 382 

5 500 

1 397 

1 369 

1 272 

97 

3 116 

2 220 

812 

84 


Radio Sets 


URBANIZED AREAS 


LEWISTON' 

auburn 


20 252 


3 002 
15 938 
896 

269 

104 


7 219 
4 419 
124 
43B 
6 017 
269 
1 766 


9 885 
7 913 
1 062 
873 
42 
226 
251 


7 266 
7 984 
292 
4 710 


81 
2 004 
IB 167 


1 524 
18 728 


14 337 
5 915 


11 899 
1 808 
293 
6 252 


143 
42 
125 
19 942 


16 392 
2 205 
1 655 


12 119 
6 902 
1 231 


PORTLAND 


35 313 


1 747 
28 349 
4 541 
55 
187 
332 
102 


6 300 
6 314 
1 410 
1 517 
18 380 
90 
I 302 


IS 050 
12 215 
3 901 
3 294 
359 
202 
292 


U 651 
13 74B 
685 
9 229 


445 
2 834 
32 034 


2 819 
32 494 


28 828 
6 485 


20 660 
4 477 
683 
9 474 


287 

60 

63 

34 903 


27 157 
5 478 
2 670 


17 399 
14 882 
3 032 


!•...< 

2 OR MORE 
NONE . . , 














































21-18 


State and Small Areas 


Table 17. —Financial Characteristics and Duration or Vacancy, for SMSAs, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes an 
urban town. Plus (-I-) or minus (-) after number indicates median above or below that number] 

Value 

Gross Rent 

Contract Rent 

Duration of Vacancy 

1 

! 

1 


STANDARD METROPOLITAN STATISTICAL AREAS 

URBANIZED 

AREAS 



LEWISTON-AUBURN | 

PORTLAND 1 




subject 








LEWISTON- 

PORTLAND 



THE AREA 

URBAN 

RURAL 

THE AREA 

PORTLAND 



AUBURN 









■H 




i 

VALUE 










i 

OWNER OCCUPIED . 

7 989 

7 660 

329 

16 840 

7 902 

6 991 

1 947 

7 216 

14 893 

f 

LESS THAN $5i000 . 

537 

480 

57 

973 

624 

260 

89 

456 

884 


$5i000 TO $7i400 . 

742 

686 

54 

1 515 

815 

576 

124 

646 

1 391 


$7i500 To $9i90O . 

1 047 

993 

54 

2 964 

1 251 

1 435 

278 

888 

2 686 


$10i000 TO $12)400 . 

1 624 

1 542 

82 

3 958 

1 700 

1 872 

386 

1 414 

3 572 


$12iSOO TO $14)900 . 

1 419 

1 361 

58 

3 084 

1 482 

1 335 

267 

1 268 

2 817 

1 

$15)000 TO $17)400 . 

1 213 

1 197 

16 

1 753 

913 

628 

212 

1 161 

1 541 

} 

$17)500 TO $19)900 . 

424 

420 

4 

974 

401 

381 

192 

408 

782 


$20)000 TO $24)900 . 

524 

524 

• f • 

898 

449 

292 

157 

520 

741 


$25)000 TO $34)900 . 

268 

264 

4 

540 

212 

175 

153 

264 

387 

1 

$35)000 OR MORE. 

191 

191 

... 

181 

55 

37 

89 

191 

92 

6 

MEDIAN . ..... DOLLARS . 

12 600 

12 700 

10 000 

11 900 

11 900 

11 600 

13 400 

12 900 

11 700 


VACANT AVAILABLE FOR SALE. 

131 

115 

16 

275 

142 

92 

41 

106 

234 

LESS THAN $5)000 . 

17 

12 

5 

30 

15 

15 

• • t 

12 

30 

$5)000 TO $9)900 . 

23 

17 

6 

56 

29 

23 

4 

17 

52 f 

$10)000 TO $14)900 . 

20 

20 

• • f 

92 

34 

41 

17 

11 

75 1 

$15)000 TO $19)900 . 

39 

34 

5 

51 

24 

7 

20 

34 

t 

$ 20)000 To $24)900 . 

16 

16 

• • • 

17 

11 

6 

• • • 

16 

17 

$25)000 OR MORE. 

16 

16 

... 

29 

29 

... 

... 

16 

29 i 

MEOIAN PRICE ASKED . DOLLARS . 

... 

... 

... 

12 800 

14 000 

... 

... 

... 

12 300 1 

GROSS RENT 










RENTER OCCUPIED. 

10 924 

10 772 

152 

17 825 

13 848 

3 609 

368 

10 500 

17 457 

LESS THAN $20. 

141 

141 


36 

32 

4 

f • f 

141 


$20 TO $29 . 

555 

555 

t • • 

315 

291 

16 

8 

555 

307 

$30 TO $39... 

819 

819 


1 114 

1 022 

76 

16 

795 

1 098 

$40 TO $49 . 

1 607 

1 595 

12 

1 816 

1 539 

241 

36 

1 569 

1 780 

$50 TO $59 . 

2 506 

2 485 

21 

2 716 

2 240 

448 

28 

2 448 

2 686 

$60 TO $69 . 

2 005 

1 972 

33 

3 303 

2 574 

689 

40 

1 934 

3 263 

$70 TO $79 . 

1 532 

1 508 

24 

3 396 

2 423 

944 

29 

1 492 

3 367 

$60 TO $99 . 

1 080 

1 054 

26 

3 060 

2 242 

764 

54 

1 004 

3 006 

$100 TO $119 . 

283 

266 

17 

822 

680 

127 

15 

230 

807 

$120 TO $149 . 

68 

64 

4 

343 

257 

50 

36 

48 

307 

$150 TO $199 .. 

4 

4 

« « • 

113 

59 

32 

22 

4 

91 

$200 OR MORE . 

16 

16 

f • • 

33 

29 

4 

• • t 

16 

33 

NO CASH rent . 

308 

293 

15 

758 

460 

214 

84 

264 

674 

MEDIAN . DOLLARS . 

59 

59 

... 

68 

66 

72 

75 

58 

66 

CONTRACT RENT 










RENTER OCCUPIED . 

10 924 

10 772 

152 

17 825 

13 848 

3 609 

368 

10 500 

17 457 

LESS THAN $20 . 

408 

408 

t • • 

147 

118 

21 

a 

394 

139 

$20 TO $29 . 

1 640 

1 637 

3 

1 564 

1 300 

228 

36 

1 594 

1 528 

$30 TO $39 . 

2 483 

2 460 

23 

3 077 

2 571 

482 

24 

2 420 

3 053 

$40 TO $59 . 

3 812 

3 754 

58 

6 908 

4 932 

1 891 

85 

3 662 

6 623 

$60 TO $79 . 

1 893 

1 851 

42 

4 104 

3 421 

613 

70 

1 811 

4 034 

$60 TO $99 . 

299 

295 

4 

875 

738 

110 

27 

286 

846 

$100 TO $149 . 

65 

58 

7 

335 

264 

37 

34 

53 

301 

$150 OR MORE . 

16 

16 

• * « 

57 

44 

13 

• • • 

16 

57 

NO CASH RENT . 

308 

293 

15 

758 

460 

214 

84 

264 

674 

MEDIAN . DOLLARS . 

43 

43 

... 

50 

50 

50 

56 

43 

50 

VACANT AVAILABLE FOR RENT . 

816 

816 

• ■ • 

1 363 

1 186 

160 

17 

798 

1 346 


399 

399 

• • • 

225 

204 

21 

• « • 

399 

225 

$30 To $39 ••••«••«•■•••••• 

129 

129 

« • ■ 

327 

303 

24 

t t • 

129 

327 

$40 TO $59 •••••••••••••••• 

186 

186 

• • • 

471 

372 

86 

13 

177 

458 

$60 To $79 ••••••••••$••••• 

84 

84 

• • • 

257 

243 

10 


75 

253 

$80 To $99 ••«•«••••••••§•• 

4 

4 

• • • 

50 

40 

10 



50 

$100 TO $119 

5 

5 

• • • 

18 

18 

• • t 



18 

$120 OR more ••• ••••«••••••• 

9 

9 

« ■ « 

15 

6 

9 



15 

MEDIAN RENT ASKED (DOLLARS)I 










VACANT available FOR RENT. 

31 

31 

t • • 

45 

45 

• • • 



45 

WITH ALL utilities IN RENT . 

28 

28 

• I • 

49 

49 

• • t 



49 

WITH SOME OR NO UTILITIES IN RENT, . . 

34 

34 

• • • 

44 

44 

• • • 


34 

44 

DURATION OF VACANCY 










VACANT available FOR SALE. 

172 

151 

21 

281 

138 

98 

45 

142 

236 

LESS THAN 4 MONTHS . 

78 

73 

5 

124 

81 

31 

12 

73 

112 

4 UP TO 6 months . 

12 

6 

6 



• • • 

17 

6 

32 

•^MONTHS OR MORE . 

82 

72 

10 



67 

16 

63 


VACANT available FOR RENT . 

B16 

816 

• ■ • 



160 

21 

798 


LESS THAN 1 MONTH . 

325 

325 

• t • 



32 

t f • 

325 

369 

1 UP TO 4 MONTHS ... 

265 

265 

• t * 



59 

13 

256 

691 

4 UP TO 6 MONTHS . 

46 

46 

• • • 



7 

4 

46 

65 

6 MONTHS OR MORE . 

180 

180 

• t • 



62 

4 

171 

257 















































































































Table 18.—Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places 
OF 25,000 TO 50,000 Inhabitants: I960 

[Some data based on sample; see text "U” denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 



ALL UNITS. 

SOUNO. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

lacking only hot water . 

lacking other PLUMBING FACILITIES 
DILAPIOATEO. 

OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED. 



CONDITION AND PLUMB ING—CON. 


renter OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


VACANT available FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. 



Water supply 

HOT and cold piped WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED water . 


toilet facilities 


flush toilet, exclusive use. . . 

FLUSH TOILET. SHARED . 

OTHER toilet FACILITIES OR NONE. 


BATHING FACILITIES 


bathtub or shower, exclusive use 

BATHTUB OR SHOWER. SHARED. . . . 
NO BATHTUB OR SHOWER . 
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State and Small Areas 


Table 19. —Structural Characteristics, for Places of 25,000 to 50,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see texi "U” denotes an unincorporated place. "UT” denotes an 
urban towiL Plus (-I-) after number infficates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 



ALL UNITS. 

1 ROOM . 

2 ROOMS. 


3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN .... 


OWNER OCCUPIED 
1 TO 3 ROOMS . . . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 

MEDIAN . 


RENTER OCCUPIED. 

1 ROOM. 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. . . 

MEDIAN . 


VACANT AVAILABLE FOR SALE. 

1 TO 3 ROOMS . 

4 AND 5 ROOMS. 

6 ROOMS OR MORE. 

median . 


VACANT available FOR RENT. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

MEDIAN . 







ALL UNITS. 

NONE. 

1 . 

.. 

3 . 

4 OR MORE. . . . 


OWNER OCCUPIED 

0 AND 1. 

.. 

3 . 

4 OR MORE. 


RENTER OCCUPIED. 

NONE. 

I. 

.. 

3 OR MORE. 


UNITS IN STRUCTURE 


ALL UNITS 
li DETACHED. . 
li ATTACHED. . 

.. 

3 AND 4. . . . 

S OR MORE. . . 
TRAILER. . . . 


OWNER OCCUPIED 
1* DETACHED. . . . 
1* ATTACHED. . . . 

2 OR MORE. 

TRAILER. ..... 


renter OCCUPIED. 

li DETACHED. 

1« ATTACHED. 

.. 

3 AND 4. 

5 TO 9.. . 

10 TO 19 . 

20 OR MORE . 

TRAILER. 


VACANT available FOR RENT. 
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Tabic 20.—Ocx:uPANCY Characteristics, Year Built, and Heating Equipment, por Places 
OP 25,000 TO 50,000 Inhabitants: I960 
[Based on sample; see text. 'IT' denotes an unincorporated place. “UT” denotes an urban town] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


SUBJECT 

BANGOR 

LEWISTON 

SUBJECT 

BANGOR 

LEWISTON 

ALL HOUSING UNITS. . . 

11 656 

13 589 

POPULATION 



YEAR STRUCTURE BUILT 



population IN HOUSING UNITS. 1960. 

34 785 

39 471 




PER OCCUPIED UNIT. 

3.2 

3.1 




OWNER. 

3.3 

3.6 

1955 TO MARCH 1960 . 

1 226 

797 

renter . 

3.0 

2.8 

1950 TO 1954 . 

62B 

799 

population in dwelling units. 1950 .... 

28 366 

38 702 

1940 TO 1949 . 

704 

1 043 

PER OCCUPIED Unit. 

3.3 

3.4 


9 096 

10 950 




BASEMENT 



ALL OCCUPIED UNITS . 

10 908 

12 672 

BASEMENT . 

10 484 

13 134 

PERSONS 



concrete slab. 

556 

83 




OTHER. 

616 

372 







OWNER OCCUPIED . 

5 236 

5 313 




1 PERSON . 

561 

355 

HEATING EQUIPMENT 



2 PERSONS. 

1 484 

1 494 




3 PERSONS. 

1 061 

1 063 




4 PERSONS. 

962 

942 

STEAM OR HOT WATER . 

5 012 

7 390 

5 PERSONS. 

606 

694 

WARM AIR FURNACE . 

4 602 

2 146 

6 PERSONS. 

289 

397 

FLOOR. WALL. OR PIPELESS FURNACE . 

98 

115 

7 PERSONS. 

134 

229 

BUILT-IN ELECTRIC UNITS. 

16 

25 

8 PERSONS OR MORE. 

137 

139 

OTHER MEANS WITH FLUE. ..... . 

1 776 

3 617 

MEDIAN.. 

3.0 

3.3 

OTHER MEANS WITHOUT FLUE . 

143 

64 




NONE. 

9 

232 

RENTER OCCUPIED. 

5 672 

7 359 




1 PERSON . 

1 068 

1 803 




2 PERSONS. 

1 418 

2 156 

SOURCE OF water 



3 PERSONS. 

1 213 

1 270 




4 PERSONS. 

951 

1 045 

* 



5 PERSONS. 

556 

580 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

11 031 

13 322 

6 PERSONS. 

254 

301 

inoivioUal well. 

548 

223 

7 PERSONS. 

104 

92 

other. 

7? 

44 

8 PERSONS OR MORE. 

108 

112 




MEDIAN . 

2.8 

2.4 

SEWAGE DISPOSAL 









PERSONS PER ROOM 



PUBLIC SEWER . 

10 791 

12 042 




SEPTIC tank or cesspool. 

607 

1 453 

OWNER OCCUPIED . 

5 236 

5 313 

OTHER OR NONE. 

178 

94 

0.50 OR LESS.. 

2 787 

2 420 




0.51 TO 1.00 . 

2 US 

2 371 




1.01 OR MORE . 

334 

522 




RENTER OCCUPIED. ... 

5 672 

7 359 




0.50 OR LESS . 

1 584 

3 042 




0.51 TO 1.00 . 

3 335 

3 600 




1.01 OR MORE . 

753 

637 


I 

■i 













































































Table 21. —Financial Characteristics, Year Moved Into Unit, and Duration op Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: i960 

[Based on sample; see text “tJ” denotes an unincorporated place. “tJT” denotes an urban town. Median not shown where base Is less 
than 200; plus (+) or minus (—) after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail 
Air Conditioning 
Value 
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Table 22. ^Tenure, Yacavtcy Status, and CoNDiTioisr and Plumbing Facilities, por Places 
OP 10,000 TO 25,000 Inhabitants: I960 

[Some data based on sample; see text. "TJ” denotes an unincorporated place. “UT” denotes an urban town] 




Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


SOUTH 

PORTLAND 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


WATER- WESTBROOK 
VILLE 


ALL HOUSING UNITS. 


tenure* color* and vacancy 

STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 


VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE .... 

FOR RENT . 

RENTAL VACANCY RATE. 

RENTEO OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR other REASONS . 

DILAPIDATED. 

SEASONAL . 


5 064 4 305 


7 580 

6 300 

3 375 

5 815 

3 423 

3 092 

3 457 

6 502 

5 507 

4 124 

4 439 

3 511 

2 139 

2 669 

2 021 

1 976 

2 021 

4 664 

2 827 

2 477 

58.6 

55.7 

63.4 

45.9 

59.0 

63.9 

58.5 

71.7 

51.3 

60.1 

4 439 

3 511 

2 139 

2 665 

2 021 

1 976 

2 021 

4 656 

2 811 

2 477 

.. * 

... 

... 

4 

.. . 

... 

... 

a 

16 

... 

3 141 

2 789 

1 236 

3 146 

1 402 

1 116 

1 436 

1 838 

2 680 

1 647 

3 133 

2 785 

1 210 

3 142 

1 351 

1 116 

1 436 

1 834 

2 660 

1 647 

6 

4 

26 

4 

51 

... 

... 

4 

20 


695 

527 

252 

1 037 

196 

733 

256 

274 

557 

181 

419 

349 

217 

559 

93 

318 

250 

227 

499 

161 

3S0 

2B9 

178 

532 

80 

263 

227 

207 

470 

144 

279 

204 

112 

455 

57 

193 

177 

125 

406 

100 

75 

60 

17 

3B 

12 

45 

38 

42 

86 

26 

1.7 

1.7 

o.a 

1.4 

0.6 

2.2 

1.8 

0.9 

3.0 

1.0 

204 

144 

95 

417 

45 

148 

139 

83 

320 

74 

6.1 

4.9 

7.1 

11.7 

3.1 

11.7 

8.8 

4.3 

10.7 

4.3 

17 

19 

11 

8 

4 

10 

a 

25 

27 

16 

29 

14 

13 

15 

5 

30 

15 

14 

6 

7 

55 

52 

42 

54 

14 

30 

27 

43 

31 

21 

39 

60 

39 

27 

13 

55 

23 

20 

29 

17 

276 

178 

35 

47S 

103 

415 

6 

47 

58 

20 


CONDITION AND PLUMBING 


ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

lacking OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

lacking only HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

dilapidated. 


OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

Lacking some or all facilities 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

Lacking some or all facilities 

DILAPIDATED. 


VACANT available FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. 


Water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED water OUTSIDE STRUCTURE. 

NO PIPED WATER . 


8 275 

6 827 

3 627 

6 852 

3 619 

3 B25 

3 713 

6 776 

6 064 

4 305 

7 050 

5 914 

2 894 

6 153 

2 856 

2 835 

3 202 

6 056 

5 226 

3 632 

6 217 

5 207 

2 642 

5 673 

2 563 

2 5B2 

2 994 

5 940 

4 681 

3 332 

190 

132 

12 

150 

12 

91 

44 

39 

53 

32 

643 

575 

240 

330 

281 

162 

164 

77 

492 

268 

1 046 

713 

545 

634 

552 

819 

448 

551 

742 

547 

635 

378 

367 

476 

234 

536 

297 

497 

495 

361 

91 

29 

8 

38 

12 

50 

41 

16 

24 

24 

320 

306 

170 

120 

306 

233 

110 

38 

223 

162 

179 

200 

188 

65 

211 

171 

63 

169 

96 

126 

4 439 

3 511 

2 139 

2 669 

2 021 

1 976 

2 021 

4 664 

2 827 

2 477 

3 997 

3 262 

1 847 

2 503 

1 662 

1 637 

1 861 

4 292 

2 560 

2 253 

3 677 

2 997 

1 768 

2 373 

1 550 

1 519 

1 797 

4 248 

2 472 

2 164 

320 

265 

79 

130 

112 

118 

64 

44 

88 

89 

397 

221 

228 

153 

248 

320 

124 

275 

247 

159 

203 

106 

179 

lOB 

113 

194 

80 

255 

165 

127 

194 

113 

49 

45 

135 

126 

44 

20 

82 

32 

45 

28 

64 

13 

111 

19 

36 

97 

20 

65 

3 141 

2 789 

1 236 

3 146 

1 402 

1 116 

1 436 

1 838 

2 680 

1 647 

2 574 

2 264 

879 

2 754 

1 089 

742 

1 190 

1 552 

2 263 

1 270 

2 272 

1 938 

738 

2 467 

949 

701 

1 061 

1 489 

1 973 

1 085 

302 

346 

141 

287 

140 

41 

129 

63 

290 

185 

466 

383 

256 

367 

249 

298 

238 

233 

381 

333 

358 

210 

149 

297 

121 

232 

168 

208 

278 

204 

lOS 

173 

107 

70 

128 

66 

70 

25 

103 

129 

101 

122 

101 

25 

64 

76 

8 

53 

36 

44 

75 

60 

17 

38 

12 

45 

38 

42 

86 

26 

52 

49 

13 

31 

11 

37 

33 

41 

54 

25 

23 

11 

4 

7 

1 

S 

5 

1 

32 

1 

204 

144 

95 

417 

45 

148 

139 

83 

320 

74 

141 

118 

79 

316 

27 

109 

105 

79 

172 

41 

63 

26 

16 

101 

18 

39 

34 

4 

148 

33 

a 275 

6 B27 

3 627 

6 852 

3 619 

3 825 

3 713 

6 776 

6 064 

4 305 

7 209 

5 965 

3 347 

6 360 

3 028 

3 313 

3 480 

6 644 

5 618 

3 977 

829 

732 

221 

476 

322 

479 

224 

119 

426 

308 

26 

9 

• • • 

8 

40 

... 

4 

• • • 

4 

- , - 

211 

121 

59 

8 

229 

33 

5 

13 

16 

20 


TOILET FACILITIES 


FLUSH TOILET* EXCLUSIVE USE. . . 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. . * . 
NO BATHTUB OR SHOWER . 
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State and Small Areas 


Table 23.—Structural Characteristics and Selected Equipment, K)R Places of 10,000 
TO 25,000 IniIabitants: 1960 

[Some data based on sample; median not shown where base is insuffident; see text. "II” denotes an unincorporated place. UT denotes 
an urban town. Plus (-I-) after number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 



Basement 
Heating E(mip. 
Source of Water 
Sewage Disposal 


WATER- WESTBROOK 
VlLLE 


1 RO 

RENTER .. 

3 141 
149 

2 RO 

3 RO 

4 RO 

5 RO 

om: 

OMi 

OMi 

om; 


237 

577 

824 

828 

370 

7 RO 

OMi 

OR MORE. 

156 


VACANT AVAILABLE FOR SALE. 

4.2 

^75 











• iriSI: 
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Table 24, —Occupan-cy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Based on sample; see text. “U” denotes an unincorporated place. “TJT” denotes an urban town. Median not shown where base is ! 
than 200; plus (-I-) or minus (—) after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 



WATER- WESTBROOK 
VILLE 


population in housing UNlTSi 1960. 

PER OCCUPIED Unit. 

OWNER. 

RENTER . 

population IN dwelling Units, 1950 
PER OCCUPIED unit. 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 

RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 

RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO l.OO . . . 
1.01 OR MORE . . . 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR earlier. . 

RENTER OCCUPIED 

1959 TO MARCH 1960 

1958 . 

1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


OWNER OCCUPIED.. . . . 

LESS than $5,000 . 

$5,000 TO $7,400 . 

$7,500 TO $9,900 . 

$10,000 TO $12,400 . 

$12,500 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. 

median . DOLLARS 

VACANT available FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 


renter OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH Rent . 

median . DOLLARS 


RENTER OCCUPIED. 

MEDIAN . DOLLARS 


VACANT AVAILABLE FOR RENT. 

MEOiam rpmt ASKPn.nni i 






































































































































































































































State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. "UT” denotes 
an urban town. Plus (+) after number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 



CARIBOU DEXTER EAST- ELLS- 
{U1 (U) PORT WORTH 


FAIR- FARM- FORT FORT 

FIELD INGTON FAIR- KENT 

(U) (U) FIELD (U) 

(U) 


ALL HOUSING UNITS. 


TENURE I COLOR I AND VACANCY STATUS 


OWNER OCCUPIED . 

WHITE. 

NONWHITE . . . 
renter occupied. 

WHITE. 

nonwhite . . . 

AVAILABLE VACANT 
FOR SALE only. 
FOR RENT . . . 

other vacant . . 


CONDITION ANO PLUMBING 


ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. 
OILAPIOATEO. 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
lacking SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
OILAPIDATEO. 


1 202 

1 706 

1 400 

1 096 

925 

1 366 

553 

652 

986 

720 

440 

544 

418 

I 202 

1 705 

1 396 

1 095 

924 

1 385 

553 

649 

983 

720 

440 

544 

417 

• • • 

1 

4 

1 

1 

1 

• • • 

3 

3 

• • 9 

• • 

T • - 

1 

666 

961 

1 362 

259 

350 

810 

313 

207 

419 

437 

328 

310 

213 

666 

957 

1 352 

259 

349 

775 

312 

207 

418 

437 

328 

306 

213 

t « • 

4 

10 

• • 

1 

35 

1 

• • 

1 

• « t 

... 

4 


83 

105 

116 

55 

44 

63 

32 

52 

40 

27 

8 

23 

4 

23 

31 

13 

25 

21 

13 

6 

24 

15 

6 

4 

5 

2 

60 

74 

105 

30 

23 

50 

26 

28 

25 

21 

4 

18 

2 

164 

60 

93 

126 

146 

69 

50 

171 

443 

68 

54 

37 

27 

2 135 

2 832 

2 973 

1 536 

1 465 

2 328 

948 

1 082 

1 888 

1 252 

830 

914 

662 

1 543 

2 311 

2 361 

1 235 

1 266 

1 755 

891 

691 

1 394 

860 

665 

648 

286 

1 170 

2 153 

2 174 

1 011 

1 132 

1 534 

670 

580 

954 

791 

626 

594 

262 

22 

10 

16 

13 

12 

8 

16 

6 

15 

10 

7 

1 

5 

351 

148 

171 

211 

142 

213 

205 

105 

425 

59 

32 

53 

19 

425 

469 

453 

266 

139 

458 

40 

267 

303 

271 

146 

160 

182 

162 

329 

334 

130 

63 

223 

11 

136 

148 

206 

96 

74 

129 

14 

11 

20 

6 

10 

22 

1 

11 

9 

15 

7 

1 

1 

249 

129 

99 

130 

66 

213 

28 

120 

146 

50 

43 

B5 

52 

167 

52 

159 

35 

40 

115 

17 

124 

191 

121 

19 

106 

194 

666 

961 

1 362 

259 

350 

810 

313 

207 

419 

437 

328 

310 

213 

401 

705 

971 

192 

264 

511 

288 

115 

264 

248 

250 

178 

75 

290 

616 

863 

145 

233 

393 

187 

92 

192 

222 

228 

152 

65 

111 

89 

108 

47 

51 

118 

101 

23 

72 

26 

22 

26 

10 

197 

227 

284 

59 

47 

236 

18 

56 

92 

124 

67 

71 

56 

60 

161 

205 

36 

22 

106 

5 

17 

43 

94 

47 

39 

40 

137 

66 

79 

23 

25 

130 

13 

39 

49 

30 

20 

32 

16 

68 

29 

107 

a 

19 

63 

7 

36 

63 

65 

11 

61 

82 


ALL HOUSING UNITS. 


Water supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

PIPED Water outside structure. 

NO PIPED water . 


TOILET facilities 


FLUSH TOILET* EXCLUSIVE USE. . . 

FLUSH TOILET* SHARED . 

other TOILET FACILITIES OR NONE. 


BATHING FACILITIES 


BATHTUB OR SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. , . . 

NO bathtub or shower . 


MORE THAN i. . 

shared or none 


source OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER... 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 
OTHER OR NONE. 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . . 
MEoiANt 

ALL UNITS. 

OWNER OCCUPIED . 
RENTER OCCUPIED. 


876 

946 

1 293 

1 225 

788 

802 

599 

49 

27 

56 

3 

15 

51 

17 

23 

109 

539 

24 

27 

61 

46 


1 400 

2 522 

2 633 

1 171 

1 22B 

1 815 

700 

766 

1 143 

1 076 

740 

725 

461 

65 

68 

101 

49 

29 

115 

44 

21 

62 

4 

14 

35 

16 

670 

242 

239 

316 

208 

398 

204 

295 

683 

172 

76 

154 

165 

1 162 

2 235 

2 288 

1 001 

880 

1 574 

628 

633 

1 022 

956 

552 

586 

39S 

247 

234 

306 

140 

275 

295 

59 

84 

125 

83 

171 

111 

96 

726 

363 

379 

395 

310 

459 

261 

365 

741 

213 

107 

217 

168 


925 

989 

959 

10 

67 

496 

13 

26 

433 


1 121 

2 363 

2 670 

1 145 

1 116 

1 770 

890 

766 

794 

1 065 

720 

691 

246 

686 

371 

274 

232 

277 

450 

42 

99 

526 

87 

81 

128 

306 

328 

98 

29 

159 

72 

108 

16 

217 

568 

100 

29 

95 

110 

38 

55 

83 

34 

26 

54 

15 

9 

135 

9 

5 

27 

4 

100 

63 

97 

56 

30 

134 

25 

28 

161 

32 

45 

41 

18 

209 

265 

435 

as 

116 

340 

103 

37 

258 

134 

98 

118 

65 

387 

529 

631 

133 

205 

502 

141 

159 

317 

260 

no 

182 

129 

439 

720 

616 

196 

257 

512 

181 

165 

266 

297 

140 

193 

129 

323 

607 

525 

299 

336 

380 

199 

272 

272 

230 

132 

143 

134 

267 

334 

288 

329 

201 

219 

141 

lea 

210 

163 

120 

116 

99 

372 

259 

298 

401 

294 

187 

143 

224 

269 

127 

180 

94 

84 

5.3 

5.2 

4.9 

6.4 

5.8 

4.8 

5.5 

6.0 

4.8 

5.1 

5.6 

5.0 

5.4 

5.7 

5.9 

5.9 

6.8 

6.1 

5.4 

6.1 

6.2 

5.8 

5.9 

7.1 

s.a 

6.1 

4.3 

4.3 

4.1 

3.8 

4.8 

3.6 

4.4 

4.9 

4.1 

4.3 

4.3 

3.8 

5.1 


UNITS IN STRUCTURE 


INCL. TRAILER 


1* INCL. 

2 . . . . 

3 ANO 4. 

5 OR MORE 


1 474 

1 772 

1 599 

1 303 

1 075 

1 701 

665 

944 

1 566 

608 

476 

629 

414 


653 

523 

62 

254 

253 

187 

111 

195 

398 

213 

87 

160 


312 

410 

51 

112 

272 

76 

16 

71 

168 

63 

122 

58 

114 

95 

441 

120 

24 

102 

20 

11 

56 

78 

78 

76 

30 
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I lip 


Tabic 25 .—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (4-) after number indicates median above that number] 

Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 

Water Supply 

Toilet Facilities 

Bathing Facilities 
Bathrooms 

Source of Water 

Sewage Disposal 

Rooms 

Units in Structure 

if 

h’ ’ 

Ir 

!. 

SUBJECT 

GARDINER 

HALLO- 

WELL 

HOULTON 

(U) 

KENNE- 
BUNK (U) 

KITTERY 

(U) 

LINCOLN 

(U) 

LISBON 

FALLS 

(U) 

LIVER¬ 

MORE 

FALLS 

(U) 

MADA- 

WASKA 

(U) 

MADISON 

(U) 

MEXICO 

(U) 

MILLl- 

NOCKET 

(U) 

ALL HOUSING UNITS. 


2 

278 

982 

1 

899 

1 

027 

2 

299 

1 

101 

884 

951 

972 

924 

1 

087 

2 021 


TENURE* COLOR* AND VACANCY STATUS 





















OWNER OCCUPIED . 

• « 

1 

253 

513 

1 

066 


622 

1 

208 


794 

552 



587 


633 

1 361 


WHITE. 


1 

251 

513 

1 

064 


621 

1 

205 


793 

552 



587 


633 

1 361 

1 i 

NONWHITE . 

• • 


2 

• • • 


2 


1 


3 


1 








kv- 

RENTER OCCUPIED. ........... 



836 

350 


757 


264 


860 


249 

272 



256 


411 

583 


WHITE... 

• • 


836 

347 


750 


263 


841 


248 

272 



253 


411 

581 


NONWHITE.. . . 



• f • 

3 


7 


1 


19 


1 



• • • 

3 


• • ■ 

2 


AVAILABLE VACANT . 

• « 


93 

41 


38 


29 


90 


14 

25 

36 

2 

14 


19 

27 

l-i- 

FOR SALE ONLY. 

• • 


20 

8 


4 


19 


19 


4 

10 

7 

1 

5 


4 

1 


FOR RENT . 

• • 


73 

33 


34 


10 


71 


10 

15 

29 

1 

9 


15 

26 

iij: 

OTHER VACANT . 

« « 


96 

78 


38 


112 


141 


44 

35 

33 

21 

67 


24 

50 


CONDITION AND PLUMBING 





















ALL UNITS. 

• • 

2 

278 

982 

1 

899 

1 

027 

2 

299 

1 

101 

884 

951 

972 

924 

1 

087 

2 021 

lit' 

SOUND. 


1 

901 

617 

1 

428 


918 

1 

770 


864 

785 

779 

787 

714 


827 

1 745 


WITH ALL PLUMBING FACILITIES . . . . 


1 

607 

553 

1 

319 


856 

1 

745 


735 

681 

671 

697 

613 


774 

1 601 


LACKING ONLY HOT WATER . 

« • 


30 

12 


2 


12 


2 


13 

19 

5 

3 

8 


9 

9 


LACKING OTHER PLUMBING FACILITIES. . 

• • 


264 

52 


107 


50 


23 


116 

85 

103 

87 

93 


44 

135 


DETERIORATING. 

» • 


307 

203 


308 


82 


435 


159 

86 

148 

141 

119 


179 

224 

¥ 

WITH ALL PLUMBING FACILITIES .... 

• • 


131 

115 


239 


57 


407 


86 

36 

93 

92 

70 


146 

147 

111 

LACKING ONLY HOT WATER . 

• k 


27 

7 


6 


2 


3 


4 

10 

4 

5 

7 


5 

6 


LACKING OTHER PLUMBING FACILITIES. . 

• • 


149 

81 


63 


23 


25 


69 

40 

51 

44 

42 


28 

71 


DILAPIDATEO. 

• t 


70 

162 


163 


27 


94 


78 

13 

24 

44 

91 


81 

52 

fk 

renter OCCUPIED. 

t • 


836 

350 


757 


264 


860 


249 

272 

349 

368 

256 


411 

583 


SOUNO. 



653 

175 


494 


232 


626 


160 

233 

266 

300 

189 


288 

435 


WITH ALL PLUMBING FACILITIES .... 

• • 


532 

149 


419 


219 


620 


126 

187 

198 

254 

147 


266 

353 


lacking some or ALL FACILITIES . . . 

t t 


121 

26 


75 


13 


6 


34 

46 

68 

46 

42 


22 

82 

•f ^ 

DETERIORATING. 



159 

99 


162 


22 


189 


68 

35 


56 

36 


80 

110 

■■1 ? 

WITH ALL PLUMBING FACILITIES .... 



75 

50 


112 


18 


178 


34 

20 


36 

21 


70 

60 

. ^ 

LACKING SOME OR ALL FACILITIES . . . 



84 

49 


50 


4 


11 


34 

15 


20 

15 


10 

50 


DILAPIDATED.... . 



24 

76 


101 


10 


45 


21 

4 


12 

31 


43 

38 

'll 

ALL HOUSING UNITS. 


2 

278 

982 

1 

899 

1 

027 

2 

299 

1 

101 

884 


972 

924 

1 

087 

2 021 

i 

WATER supply 
















■1 




\J 

It 

HOT and cold piped WATER INSIDE STRUCTURE, 

1 

892 

7Bl 

1 

790 


948 

2 

267 


924 

749 

852 

922 


1 

003 

1 884 

'i 

ONLY COLD PIPED WATER INSIDE STRUCTURE 



312 

IBS 


100 


68 


32 


123 

116 

88 

45 



79 

130 

'j'r 

PIPED WATER OUTSIDE STRUCTURE. 

• • 


10 

1 


2 


1 


... 


6 

2 

t 9 • 

2 



1 

« • • 


NO PIPED WATER . 

• • 


64 

12 


7 


10 


... 


48 

17 

11 

3 

3 


4 

7 


TOILET FACILITIES 





















FLUSH TOILET* EXCLUSIVE USE. ..... 


2 

036 

904 

1 

729 


964 

2 

274 


979 

842 

881 

925 


1 

055 

1 976 


FLUSH TOILET* SHARED . 

• • 


93 

47 


150 


7 


19 


22 

7 

36 

20 



5 

30 


OTHER TOILET FACILITIES OR NONE. . , . 

• • 


149 

31 


20 


56 


6 


100 

35 

34 

27 



27 

15 

in 

BATHING FACILITIES 




















!i 

BATHTUB OR SHOWER, EXCLUSIVE USE . . . 


1 

816 

755 

1 

637 


939 

2 

235 


854 

751 

782 

820 


■ 


1 780 

11 

BATHTUB OR SHOWER* SHARED. 

• • 


71 

33 


154 


8 


21 


30 

11 

39 

19 




30 

yii 

NO BATHTUB OR SHOWER .... . 

• • 


3B9 

194 


108 


80 


43 


217 

122 

130 

133 


■ 


211 

i|| 

BATHROOMS 

















■ 






1 

554 

619 

1 

451 


771 

2 

027 


768 

657 

724 

746 

660 

■ 


1 527 

1 

MORE THAN 1. ... 

• • 


244 

133 


207 


150 


202 


69 

76 

71 

73 

79 



210 

■iii 

SHARED OR NONE . 

* • 


480 

230 


241 


106 


70 


264 

151 

156 

153 

185 

m 

m 

284 

m 

SOURCE OF Water 




















1 

PUBLIC SYSTEM OR PRIVATE COMPANY . . . 


2 

126 

901 

1 

884 


966 

2 

283 


714 

836 

863 

859 

875 

1 

037 

2 006 


INDIVIDUAL WELL. 



80 

49 


10 


51 


16 


331 

31 

82 

94 

9 


45 

5 


OTHER. 

• • 


72 

32 


5 


10 


... 


56 

17 

6 

19 

40 


5 

10 


sewage disposal 





















PUBLIC SEWER . 


1 

833 

891 

1 

874 


605 


852 


838 

728 

837 

948 

824 


882 

1 986 


SEPTIC TANK OR CESSPOOL. 

• • 


342 

76 


15 


385 

1 

158 


135 

113 

104 

14 

71 


145 

25 


OTHER OR NONE. ....... . 

• • 


103 

15 


10 


37 


289 


128 

43 

10 

10 

29 


60 

10 

H 

ROOMS 





















1 ROOM . 



41 

6 


96 


9 


77 


17 

7 

30 

35 

15 


8 

24 

1 

2 ROOMS. 

• • 


92 

50 


61 


18 


105 


36 

15 

28 


15 


12 

64 


3 ROOMS. 

• • 


277 

94 


160 


95 


264. 


83 

53 

56 


54 


85 

192 


4 ROOMS. 

• • 


460 

160 


343 


181 


802 


237 

144 

171 


207 


249 

351 


5 ROOMS. 

• • 


3B4 

184 


351 


191 


350 


243 

215 

210 


209 


315 

430 


6 ROOMS... 

• « 


414 

164 


373 


221 


345 


247 

172 

241 


177 


234 

557 


7 ROOMS. . 

• • 


271 

141 


210 


136 


174 


141 

146 

117 


121 


98 

232 


6 ROOMS OR MORE. 

• • 


339 

1S3 


305 


176 


182 


97 

132 



126 


86 

171 

IB 

MEDIAN! 





















ALL UNITS... 

« • 


5.2 

5.5 


5.3 


5.6 


4.4 


5.2 

5,5 



5.3 


5.1 

5.4 


OWNER OCCUPIED . 

• • 


6.2 

6.8 


6.1 


6.0 


5.5 


5.6 

6.4 



6.0 


5.5 

5.8 


RENTER OCCUPIED. ... . 

• • 


4.2 

4.4 


4,1 


4.6 


4.0 


4.3 

4.9 



4.8 


4.7 

4.1 


UNITS IN STRUCTURE 





















1* INCL. TRAILER . 


1 

380 

635 

1 

140 


777 

2 

064 


976 

548 

638 

619 

677 


796 

1 590 



• • 


454 

163 


315 


147 


70 


97 

253 

157 

140 

158 


86 

243 


3 ANO .. 

• • 


259 

129 


243 


B9 


125 


19 

68 

61 

74 

62 


109 

145 

t 

5 OR MORE. 

• • 


185 

55 


201 


14 


40 


9 

15 

95 

139 

27 


96 

43 
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State and Small Areas 


Table 25. —^Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: I960 Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. UT denotes 
an urban town. Plus (-t-) after number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

NORWAY 

(U) 

OLD 

orchard 

BEACH 

(U) 

OLO TOWN 

ORONO 

(U) 

PITTS¬ 

FIELD 

(U) 

ROCKLAND 

rumford 

(U) 

HQSQII 

B| 

— 

WEBSTER 

(U) 

WINSLOW 

(U) 

YARMOUTH 

(U) 

ALL HOUSING UNITS. 

1 031 

3 

720 

2 

638 

1 012 

1 0B2 

3 

087 

2 

097 

2 

166 

850 

747 

1 100 

930 

tenure, color, and vacancy status 










■ 








OWNER OCCUPIED . 

544 


930 

1 

559 

600 

658 

1 

719 

■ 


1 

297 

515 

275 

604 

623 

White... 

544 


930 

1 

555 

600 

658 

1 

715 



1 

297 

515 

275 

604 

616 

NONWHITE . 





4 

• • • 

• • • 


4 




« • t 

• • 9 

• • 9 

9 • 9 

5 

renter occupied. 



398 


878 

367 

355 

1 

138 


itn 


753 

278 

454 

437 

240 

WHITE. 



396 


873 

364 

354 

1 

135 




753 

262 

450 

437 

238 

NONWHITE... 



2 


5 

3 

1 


3 


t • • 


• • • 

16 

4 

9 t 9 

2 

AVAILABLE VACANT . . . 

28 


53 


38 

19 

17 


79 


20 


49 

21 

8 

29 

30 

FOR SALE ONLY. 

7 


20 


11 

9 

. * • 


21 


4 


17 

2 

2 

2 

16 

FOR RENT . 

21 


33 


27 

10 

17 


58 


16 


32 

19 

6 

27 

14 

OTHER vacant . 

44 

2 

339 


163 

26 

52 


151 


21 


67 

36 

10 

30 

37 

CONDITION AND PLUMBING 


















ALL UNITS. 

1 031 

3 

720 

2 

638 

1 D12 

1 082 

3 

087 

2 

097 

2 

166 

850 

747 

1 100 

930 

SOUNO. 

894 

3 

129 

2 

109 

788 

898 

1 

983 

1 

808 

1 

767 

560 

455 

885 

794 

WITH ALL PLUMBING FACILITIES . 

693 

2 

897 

1 

764 

702 

757 

1 

691 

1 

754 

1 

534 

495 

436 

863 

755 

LACKING ONLY HOT WATER . 

19 


28 


22 

5 

7 


17 


13 


17 

6 

9 • 9 

5 

8 

LACKING OTHER PLUMBING FACILITIES. . . . 

182 


204 


323 

81 

134 


275 


41 


216 

59 

19 

17 

31 

DETERIORATING. 

99 


460 


410 

166 

153 


822 


232 


343 

241 

254 

127 

87 

WITH ALL PLUMBING FACILITIES . 

43 


393 


196 

115 

86 


525 


187 


192 

106 

229 

108 

60 

LACKING ONLY HOT WATER . 

4 


22 


14 

5 

5 


26 


31 


17 

6 

1 

6 


LACKING OTHER PLUMBING FACILITIES. . . . 

52 


45 


200 

46 

62 


271 


14 


134 

129 

24 

13 


DILAPIDATED. 

38 


131 


119 

58 

31 


282 


57 


56 

49 

38 

88 


RENTER OCCUPIED. 

415 


398 


878 

367 

355 

1 

138 

1 

144 


753 

278 

454 

437 


SOUND. 

358 


286 


603 

271 

272 


529 


910 


581 

188 

217 

323 


WITH ALL PLUMBING FACILITIES . 

242 


274 


463 

220 

210 


413 


865 


463 

161 

208 

311 


LACKING SOME OR ALL FACILITIES . 

116 


12 


140 

51 

62 


116 


45 


118 

27 

9 

12 


DETERIORATING. 

39 


80 


205 

70 

73 


423 


189 


155 

71 

220 

66 


WITH ALL PLUMBING FACILITIES . 

18 


69 


98 

51 

42 


268 


146 


92 

41 

204 

54 


lacking some or all FACILITIES . 

21 


11 


107 

19 

31 


155 


43 


63 

30 

16 

12 


DILAPIDATED. 

18 


32 


70 

26 

10 


186 


45 


17 

19 

17 

48 

22 

ALL HOUSING UNITS. 

1 031 

3 

720 

2 

638 

1 012 

1 082 

3 

087 

2 

097 

2 

166 

850 

747 

1 100 

930 

WATER SUPPLY 









m 









HOT and cold piped WATER INSIDE STRUCTURE. 

868 

3 

485 

2 

202 

913 

969 



2 

007 

1 

903 

694 

708 

1 037 

861 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

148 


235 


350 

79 

109 




89 


230 

150 

20 

61 

65 

PIPED WATER OUTSIDE STRUCTURE. 

• • • 


. . • 


7 

1 

- . - 


fm 


. « . 


8 

1 

1 

9 ■ 9 

9 9 9 

NO PIPED WATER . 

15 


... 


79 

19 

4 


25 


1 


25 

5 

18 

2 

4 

TOILET facilities 


















flush toilet, exclusive use. 

892 

3 

631 

2 

429 

924 

1 003 

2 

757 

2 

069 

1 

994 

785 

712 

1 098 

905 

flush toilet, shaped . 

80 


56 


51 

52 

43 


152 


25 


59 

16 

10 

9 9 9 

B 

OTHER TOILET FACILITIES OR NONE. 

59 


33 


158 

36 

36 


178 


3 


113 

49 

25 

2 

17 

BATHING FACILITIES 


















BATHTUB OR SHOWER. EXCLUSIVE USE . 

771 

3 

485 

2 

020 

B50 

867 

2 

349 

2 

019 

1 

771 

625 

681 

1 027 

853 

BATHTUB OR SHOWER. SHARED. 

95 


21 


56 

60 

43 


13B 


25 


63 

14 

17 

5 

7 

NO bathtub or shower . 

165 


214 


562 

102 

172 


600 


53 


332 

211 

49 

68 

70 

bathrooms 



















585 

3 

317 

1 

823 

690 

655 

1 

957 

1 

817 

1 

466 

584 

547 

933 

673 

MORE THAN .. 

107 


204 


196 

153 

156 


378 


170 


28B 

80 

120 

78 

146 

SHARED OR NONE . 

339 


199 


619 

169 

271 


752 


110 


412 

186 

80 

89 

111 

SOURCE OF WATER 


















PUBLIC SYSTEM OR PRIVATE COMPANY . 

971 

3 

696 

2 

397 

879 

1 068 

3 

023 

2 

084 

1 

584 

845 

718 

1 100 

925 

INDIVIDUAL WELL.. . . . . 

51 


10 


176 

127 

9 


54 


5 


572 

9 f • 

11 

9 9 9 

5 

OTHER. 

9 


14 


65 

6 

5 


10 


8 


10 

5 

18 

... 

... 

sewage disposal 


















PUBLIC SEWER . 

883 

2 

320 

2 

306 

704 

957 

2 

512 

2 

089 

1 

733 

702 

678 

1 100 

549 

SEPTIC tank or cesspool. 

88 

1 

356 


160 

257 

85 


469 


5 


359 

43 

24 

... 

347 

OTHER OR NONE. 

60 


44 


172 

51 

40 


106 


3 


74 

105 

45 

... 

34 

ROOMS 


















1 ROOM . 

87 


83 

■ 


26 

22 


76 


12 


28 

6 

41 

2 


2 ROOMS. 

46 


125 



52 

13 


115 


51 


75 

24 

54 

a 


3 ROOMS. 

135 


348 



131 

119 


282 


174 


240 

76 

154 

6B 


4 ROOMS. 

181 


731 


534 

138 

216 


466 


461 


387 

154 

168 

308 


5 ROOMS. 

197 


656 


499 

195 

193 


587 


564 


407 

173 

89 

355 


6 ROOMS. 

151 


609 


485 

183 

222 


593 


506 


385 

160 

95 

196 


7 ROOMS. 

109 


421 


300 

123 

127 


446 


193 


291 

114 

69 

74 

131 

a ROOMS OR MORE . 

125 


747 


337 

164 

170 


522 


136 


353 

143 

77 

89 

174 

MEDIAN1 


















ALL UNITS . 

4.8 


5.4 


5.1 

5.3 

5.4 


E 1" 


5.1 


ntn 



5.0 

5.5 

OWNER OCCUPIED . 

6.0 


5.7 


5.8 

6.0 

5.9 


E 1" 


5.9 


fm 



'5.2 

5.8 

renter occupied . 

3.7 


4.6 


4.2 

4.0 

4.0 

■ 

h 1 


4.5 

■ 




4.3 

4.7 

UNITS IN STRUCTURE 


















1. INCL. TRAILER . 

595 

3 

448 

1 

722 

642 

692 

1 

997 

1 

336 

1 

391 

582 

353 

483 

774 


255 


203 


555 

197 

256 


494 


78 


510 

186 

79 

328 

85 

3 AND .. 

69 


59 


290 

118 

69 


371 


353 


170 

57 

41 

214 

45 

5 OR MORE. 

112 


10 


71 

55 

65 


225 


330 


95 

25 

274 

75 

26 
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Tabic 26.—OccuPAisrcY and Financial Charactekistics, Year Built, and Heating Equipment, 
POR Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” de¬ 
notes an urban town. Plus (-1-) or minus ( —) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons pet Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

BELFAST 

BREWER 

BRUNS¬ 
WICK (U) 

CALAIS 

CAMDEN 

(U) 

CARIBOU 

(U) 

DEXTER 

(U) 

EAST- 

PORT 

ELLS¬ 

WORTH 

FAIR- 

FIELD 

(U) 

FARM¬ 

INGTON 

lU) 

FORT 

FAIR- 

FIELD 

lU) 

FORT 

KENT 

(U) 

ALL HOUSING UNITS. . . . . 


2 

135 

2 

832 

2 

973 

1 

536 

1 

465 

2 

328 

948 

1 082 

1 888 

1 

252 

830 

914 

662 

YEAR STRUCTURE BUILT 























1955 TO MARCH 1960 . 



120 


486 


266 


57 


91 


243 

21 

20 

245 


47 


32 

57 

36 

1950 TO 1954 . 



90 


207 


199 


36 


45 


357 

12 

33 

98 


45 


35 


47 

1940 TO 1949 . 

. 


85 


184 


358 


32 


57 


412 

37 

41 

233 


96 


34 


123 

1939 OR EARLIER. 


1 

840 

1 

955 

2 

150 

1 

411 

1 

272 

1 

316 

878 

988 

1 312 

1 

064 


729 


456 

HEATING EQUIPMENT 























STEAM OR hot WATER . 



454 

1 

069 

1 

188 


385 


418 


448 

147 

205 

316 


360 


323 

136 

101 

WARM AIR furnace . . . 



743 

1 

140 


991 


501 


589 

1 

169 

384 

397 

601 


427 


295 

448 

387 

BUILT-IN ROOM UNITS. 



35 


20 


102 


91 


21 


42 

12 

4 

52 


27 


4 

20 

. . • 

OTHER MEANS WITH FLUE. 



862 


585 


665 


543 


424 


629 

401 

448 

575 


409 


204 

298 

155 

OTHER MEANS WITHOUT FLUE . . . . 

« • « • • 


34 


13 


11 




8 


25 

4 

. - • 

4 


8 


. • « 


19 

NONE. 

• • • t • 


7 


5 


16 




5 


15 

... 

28 

340 


29 


4 

mma 

... 

population 




















■ 



population in housing units. 1960. 

6 

064 

8 

958 

8 

652 

4 

192 

3 

463 

a 

266 

2 685 

2 507 

4 348 

3 

757 

2 



2 681 

PER OCCUPIED UNIT. 



3.2 


3.4 


3.1 


3.1 


2.7 


3.8 

3.1 

2.9 

3.1 


3.2 


Efil 


4.2 

OWNER. 

• • $ • • 


3.3 


3.5 


3.3 


3.2 


2.8 


Em 

3.2 

2.9 

3.2 


3.4 


LHjl 


4.4 

renter . 



3.2 


3.2 


2.9 


2.7 


2.5 

■ 

EBl 

2.9 

2.8 

2.9 


3.0 


iJQ 


4.0 

ALL OCCUPIED UNITS . . , . 


1 

868 

2 

667 

2 

762 

1 

355 

1 

275 

2 

196 

866 

859 

1 405 

1 

157 

768 


631 

PERSONS 
















mm 

■ 


■ 




1 PERSON . 

t • • t • 


268 


254 


357 

■ 



241 


186 

124 

176 


■ 


■ 


95 

40 

2 PERSONS. 

• • » • t 


559 


769 


845 




481 


478 

281 

257 



341 



189 

134 

3 PERSONS. 

• • » • t 


335 


521 


587 




233 


441 

160 

153 



233 



160 

95 

4 PERSONS. 



288 


505 


455 




147 


426 

126 

122 

185 


171 



172 

103 

5 PERSONS. 

» • • • • 


173 


322 


263 




107 


282 

91 

83 



127 


89 

123 

94 

6 PERSONS. ........... 

• • • • » 


137 


165 


147 


62 


37 


191 

50 

36 

HCu 


62 


35 

57 

67 

7 PERSONS. 

• • • • • 


65 


81 


68 


44 


21 


92 

19 

22 



30 


12 

31 

50 

8 PERSONS OR MORE. ....... 



43 


50 


40 


30 


8 


100 

15 

10 



35 


23 

27 

48 

MEOIANI 























ALL OCCUPIED . 

• • < • t 


2.8 


3.1 


2.8 


2.6 


2.3 



2.7 

2.5 



2.8 


2.7 

3.4 

4.0 

OWNER . 

• • • » • 


2.8 


3.3 


3.2 


2.6 


2.3 



2.9 

2.5 

2.8 


2.9 


3.1 

3.4 

5.5 

renter . 

• « • • • 


2.8 


3.1 


2.7 


2.3 


2.3 


y| 

2.4 

2.5 

2.5 


2.4 


2.4 

3.3 

4.8 

PERSONS PER ROOM 























1.00 OR LESS . 


1 

661 

2 

440 

2 

537 

1 

276 

1 

237 

1 

781 

793 

817 

1 264 

1 

048 

■ 


733 

511 

1.01 OR MORE . 



207 


227 


225 


79 


38 


415 

73 

42 

141 


109 

1 


121 

120 

YEAR MOVED INTO UNIT 



















1 




OWNER OCCUPIED . 

• • • • « 

1 

202 

1 

706 

1 

400 

1 

096 


925 

1 

386 

553 

652 

986 


720 

■ 


544 

418 

1956 TO MARCH 1960 ....... 

« • • • • 


172 


413 


249 


112 


108 


218 

50 

70 

156 


79 



80 

73 

1954 TO 1957 . 



236 


400 


313 


202 


184 


366 

94 

128 

20a 


136 



121 

87 

1940 TO 1953 . 

• t 8 • • 


454 


492 


473 


363 


365 


601 

224 

259 

326 


318 



225 

193 

1939 OR EARLIER . 



340 


401 


365 


419 


268 


201 

185 

195 

296 


187 

■ 


118 

65 

renter occupied . 

• • • • « 


666 


961 

1 

362 


259 


350 


810 

313 

207 

419 


437 


328 

310 

213 

1958 TO March i960 . 

• t 8 8 « 


349 


517 


664 


157 


172 


530 

158 

96 

224 


229 


197 

201 

107 

1954 TO 1957 . 



154 


233 


355 


53 


79 


174 

84 

46 

65 


100 


72 

65 

54 

1940 TO 1953 . 



126 


153 


240 


27 


78 


101 

47 

40 

102 


89 


54 

44 

48 

1939 OR EARLIER . 

8 8 8 8 $ 


37 


58 


103 


22 


21 


5 

24 

25 

28 


19 


5 

... 

4 

VALUE 























OWNER OCCUPIED . 

8 8 8 8 8 

1 

030 

1 

333 

1 

174 

1 

015 


820 

1 

212 

463 

595 

848 


485 


354 

461 

350 

LESS THAN $5,000 . 

8 8 8 8 t 


341 


51 


77 


366 


123 


192 

59 

460 

244 


43 


40 

81 

141 

$5,000 TO $9,900 . 



381 


250 


267 


531 


306 


287 

221 

127 

259 


190 


86 


103 

$10,000 TO $14,900 . 



196 


621 


537 


85 


202 


473 

151 

8 

223 


172 


119 


61 

$15,000 TO $19,900 . 



80 


293 


181 


25 


129 


118 

9 

* 8 8 

79 


41 


60 


10 

$^0,000 TO $24,900 . 



28' 


72 


88 


8 


8 


80 

15 

• 8 • 

27 


16 


23 


27 

$25,000 OR MORE. 



4 


46 


24 


* 8 * 


52 


62 

8 

* 8 • 

16 


23 


26 


8 

MEDIAN . . 

DOLLARS . 

7 

600 

12 

300 

12 

100 

6 

200 

9 

BOO 

11 

100 

6 900 

5 000- 

8 400 

10 

200 

11 

600 

HjHI 

6 400 

GROSS RENT 























RENTER OCCUPIED. ...... 



666 


961 

1 

362 


259 


350 


810 

313 

207 

419 


437 


328 


213 

LESS THAN $20 . 



. • . 


• . a 


8 


a . a 


• . » 


. . - 

4 

• • * 

a 


4 


4 

* 8 8 

* * 8 

$20 TO $39 . 

8 8*88 


62 


28 


66 


35 


20 


34 

83 

55 

38 


25 


31 

33 

16 

$40 TO $59 . 



221 


165 


222 


69 


103 


104 

92 

75 

93 


180 


68 

49 

71 

$60 TO $79 . 

***** 


190 


304 


430 


43 


86 


158 

71 

4 

109 


149 


142 

105 

67 

$80 TO $99 . 



93 


276 


358 


38 


49 


245 

27 

5 

51 


45 


52 

78 

32 

$100 TO $119 . 



22 


81 


82 


a 


20 


158 

• * * 

4 

24 


24 


8 

12 

4 

$120 OR MORE . 



4 


49 


107 


10 


4 


60 

• * 8 

* * « 

8 * • 


• • • 


* 8 8 

4 

12 

NO.CASH rent . 



74 


58 


89 


56 


66 


51 

36 

64 

96 


10 


23 

29 

11 

MEDIAN.. . 

dollars . 


61 


77 


77 


60 


66 


91 

52 

... 

63 


60 


64 

71 

63 

contract rent 























RENTER OCCUPIED. 

***** 


592 


903 

1 

273 


203 


284 


759 

277 

143 

32? 


427 


305 

281 

202 

MEDIAN • . f . 

dollars . 


40 

_ 

57 


61 


49 


44 


65 

32 

... 

47 


41 


46 

56 

‘37 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
POR. Places op 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” de¬ 
notes an urban town. Plus (-|-) or minus (—) after number indicates median above or below that number] 


Year Sttuaurc Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

GARDINER 

HALLO- 

WELL 

HOULTON 

(U) 

KENNE- 
BUNK (U) 

kittery 

<U) 

LINCOLN 

(U) 

LISBON 

FALLS 

(U) 

m 

MADA- 

WASKA 

(U) 

MADISON 

(U) 

MEXICO 

(U) 

MILLI- 

nocket 

(U) 

ALL HOUSING UNITS. 

2 278 

982 

1 899 

1 027 

2 299 

1 101 

884 

951 

972 

924 

1 087 

2 021 

YEAR structure BUILT 







■■ 






1955 TO MARCH i960 . 

129 

57 

64 

83 

326 

95 


48 

106 

58 

54 

334 

1950 TO 1954 . 

64 

32 

63 

125 

159 

102 


37 

110 

53 

62 

171 

1940 TO 1949 . 

124 

32 

186 

107 

802 

172 


38 

308 

71 

48 

156 

1939 OR earlier. . . 

1 961 

861 

1 SB6 

712 

1 012 

732 


828 

448 

742 

923 

1 360 

HEATING equipment 













STEAM OR hot WATER . 

548 

303 

470 

348 

908 

187 

171 

263 

227 

178 

320 

7T9 

WARM AIR FURNACE . 

902 

409 

1 028 

276 

1 045 

407 

442 

393 

521 

435 

281 

784 

BUILT-IN ROOM UNITS. 

28 

12 

28 

82 

108 

56 

12 

9 

4 

35 

33 

24 

OTHER MEANS WITH FLUE. 

788 

254 

357 

306 

204 

416 

237 

283 

168 

276 

453 

420 

OTHER MEANS WITHOUT FLUE . 

4 

• • t 

16 

8 

34 

28 

13 

• • 9 

52 

a a a 

f t T 

14 

NONE. 

8 

4 

... 

7 


7 

9 

3 

... 

... 

... 


POPULATION 



■ 


■ 


K| 

■ 


■ 



POPULATION IN HOUSING UNITSt 1960. 

6 756 

2 887 


2 725 


3 591 



4 012 


3 919 

7 267 

PER OCCUPIED unit. 

3.2 

3.3 


3.1 


3.4 



4.2 


3.8 

3,7 

OWNER. 

3.4 

3.5 


3.2 


3.4 



4.8 


3.8 

3.8 

RENTER . 

2.9 

3.2 

2.8 

2.8 


3.6 

3. 1 


3,3 

HKqj 

3.6 

3.6 

ALL OCCUPIED UNITS . 

2 089 

863 

1 823 

886 

2 068 

1 043 



949 

843 

1 044 

1 944 

PERSONS 













1 PERSON . 

309 

126 

313 

112 

182 

88 

120 

133 

69 

lie 

93 

121 

2 PERSONS. 

618 

245 

512 

295 

591 

287 

236 

246 

184 

253 

256 

444 

3 PERSONS. .... . 

373 

148 

317 

164 

445 

213 

146 

150 

157 

162 

171 

402 

4 PERSONS. 

308 

129 

284 

166 

440 

202 

153 

150 

167 

124 

178 

381 

5 PERSONS. 

239 

86 

188 

83 

254 

135 

86 

97 

123 

87 

161 

298 

6 PERSONS. 

130 

72 

109 

35 

106 

61 

49 

67 

99 

53 

97 

157 

7 PERSONS. 

54 

32 

53 

21 

36 

32 

18 

22 

67 

32 

43 

82 

8 PERSONS OR MORE. 

58 

25 

47 

10 

14 

25 

16 

17 

83 

14 

45 

59 

MEDIANI 













ALL OCCUPIED . 

2.8 

2.9 

2.8 

2.7 

3.1 

3.2 

2.9 

2.9 

3.9 

2.8 

3.S 

3.5 

OWNER. 

2.9 

3.0 

2.9 

2.7 

3.0 

3.0 

3.1 

3.3 

4.4 

3.1 

3. 1 

3.5 

RENTER . 

2.5 

2.7 

2.3 

2.6 

3.3 

3.5 

2.4 

2.5 

3.0 

3.0 

3,7 

3.6 

PERSONS PER ROOM 













1.00 OR LESS . . . 

1 899 

785 

1 676 

833 

1 850 

931 

782 

817 

744 

772 

874 

1 679 

1.01 OR MORE . .. .. 

190 

78 

147 

53 

218 

112 

42 

65 

205 

71 

170 

265 

Year moved into unit 













OWNER OCCUPIED . 

1 253 

513 

1 066 

622 

1 208 

794 

552 

533 

581 

587 

633 

1 361 

1958 TO MARCH 1960 . 

207 

34 

141 

81 

249 

129 

89 

42 

56 

101 

58 

197 

1954 TO 1957 .. 

215 

135 

151 

134 

285 

135 

64 

126 

124 

120 

116 

397 

1940 TO 1953 . 

472 

175 

484 

283 

436 

303 

207 

216 

321 

177 

288 

388 

1939 OR EARLIER... 

359 

169 

290 

124 

238 

227 

192 

149 

80 

189 

171 

379 

RENTER OCCUPIED. 

836 

350 

757 

264 

860 

249 

272 

349 

368 

256 

411 

583 

1958 TO MARCH 1960 . 

439 

162 

407 

101 

556 

140 

123 

160 

166 

140 

195 

305 

1954 TO 1957 . 

223 

118 

162 

101 

183 

63 

50 

56 

96 

80 

114 

155 

1940 TO 1953 ... 

158 

48 

161 

43 

109 

31 

68 

115 

74 

32 

82 

80 

1939 OR earlier. 

16 

22 

27 

19 

12 

15 

31 

18 

32 

4 

20 

43 

VALUE 













OWNER OCCUPIED . 

1 018 

453 

934 

549 

1 023 

702 

444 

478 

452 

512 

575 

1 169 

LESS THAN SStOOO . 

170 

40 

64 

54 

41 

155 

24 

24 

32 

85 

90 

16 

$5i000 TO $9i900 . 

458 

156 

429 

205 

322 

199 

147 

239 

209 

301 

317 

212 

$10)000 To $14)900 . 

307 

149 

343 

178 

431 

255 

221 

160 

154 

110 

134 

574 

$15)000 TO $19)900 . 

60 

92 

86 

82 

185 

77 

48 

45 

49 

16 

26 

298 

$20)000 TO $24)900 . 

19 

12 

a 

22 

24 

8 

4 

5 

4 


4 

48 

$25)000 OR MORE. 

4 


4 

8 

20 

8 


5 

4 


4 

21 

median . dollars . 

a TOO 

Km 

9 BOO 


11 600 

9 900 

11 000 

9 600 

9 600 

7 300 

a 200 

12 300 

GROSS rent 


■ 











RENTER OCCUPIED . 

836 


T57 

264 

860 

249 

272 

349 

368 

256 

411 

583 

LESS THAN $20 . 

4 


11 

« t * 

• • • 




4 



4 

$20 TO $39 . 

56 

26 

117 

a . a 

. a a 

12 

24 

54 

a 


28 

30 

$40 TO $59 . 

264 

90 

205 

72 

76 

52 

63 

140 

77 


156 

163 

$60 TO $79 . 

296 

122 

233 

115 

433 

127 

54 

109 

106 

88 

179 

194 

$80 TO $99 . 

104 

55 

128 

42 

211 

31 

50 

26 

89 

4 

24 

99 

$100 TO $119 . 

50 

12 

32 

3 

66 

a 

36 

3 

20 


4 

35 

$120 OR MORE . 

8 

13 

3 

6 

50 


16 


28 



23 

NO CASH RENT . 

54 

32 

28 

26 

24 

19 

29 

17 

36 

16 

20 

35 

median . DOLLARS . 

63 

66 

62 

67 

77 

66 

69 

56 

76 

56 

61 

68 

contract rent 













RENTER OCCUPIED. 

782 

318 

729 

238 

836 

230 

243 

332 

332 

240 

391 

548 

median . DOLLARS . 

46 

44 

46 

49 

55 

43 

44 

38 

49 

34 

40 

49 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” de¬ 
notes an urban town. Plus (-1-) or minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons pet Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 



ALL HOUSING UNITS. 

YEAR STRUCTURE BUILT 


NORWAY 

(U) 

OLD 

orchard 

BEACH 

(U) 

OLO TOWN 

ORONO 

(U) 

PITTS¬ 

FIELD 

(U) 

ROCKLAND 

rumford 

(U) 

S 

H 

KO 

EG 

(U 

1 

van 

BUREN 

(U) 

1 031 

3 720 

2 638 

1 012 

1 082 

3 087 

2 097 

2 

166 

850 



1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1959 OR EARLIER. . 


119 182 

188 59 

134 75 

659 614 


heating equipment 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER means WITHOUT FLUE 
NONE. 


POPULATION IN HOUSING UNITS. 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 


ALL OCCUPIED UNITS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIANI 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


OWNER OCCUPIED 
LESS than $5,000 . 
$5,000 TO $9,900 . 
$10,000 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25.0o0 OR MORE. . 
MEDIAN . 


renter OCCUPIED.. . . . 

LESS THAN $20.. 

$20 TO $39 . 

$40 To ... . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

median . .... DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED. 

median ..DOLLARS 
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State and Small Areas 


Tabic 27. —Selected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants. I960 

[Some data based on sample; average not shown where base is insufficient; see text. “U” denotes an unincorporated place] 



ALL HOUSINQ UNITS BY CONDITION AND PLUMBING 


OCCUPIED HOUSING UNITS 


BAR HARBOR (U) . 

BERWICK .. 

BETHEL (U) . 

BINGHAM .. 

BOOTHBAY harbor (U). . . 

BRIDGTON (U) . 

BUCKSPORT (U). 

CHISHOLM (U) . 

DIXFIELD (U) . 

DOVER-FOXCROFT (U) . . . 

EAST MILLINOCKET (U) . . 
FALMOUTH FORESIDE (U). • 

FREEPORT (U) . 

GORHAM (U) . 

GREENVILLE (U) . 

GUILFORD (U) . 

HARTLAND (U) . 

HOWLAND .. 

JONESPORT-WEST JONESPORT 

(U). 

KITTERY POINT (U). . . . 

LIMESTONE (U). 

LISBON (U) . 

LUBEC (U). 

MACHIAS .. 

MARS HILL (U). 

MECHANIC FALLS (U) . . . 

MILO (Ul .. 

NEWPORT .. 

NORTH BERWICK (U) . . • . 
OAKLAND .. 

PATTEN (U) . 

RANDOLPH (U) . 

RICHMOND (U) . 

SOUTH BERWICK (U). . . . 

SOUTH ELIOT (U). 

SOUTH PARIS .. 

SOUTH WINOHAM (U). . . . 

SPRINGVALE (U) . 

THOMASTON (U). 

TOPSHAM (U). 

WASHBURN (U) . 

WILTON (U) . 

WINTHROP (U) . 

WOODLAND (U) . 































































































Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties: 1960 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

ANDROSCOGGIN 

AROOSTOOK 

CUMBERLAND 

FRANKLIN 

HANCOCK 

KENNEBEC 

KNOX 

LINCOLN 

ALL HOUSING UNITS. 

29 584 

30 537 

68 217 

9 125 

17 850 

31 170 

12 432 

10 430 

TENURE1 COLOR. AND VACANCY STATUS 









OCCUPIED . 

26 253 

25 828 

54 817 

5 732 

10 207 

25 537 

9 039 

5 776 

OWNER OCCUPIED ............. 

14 293 

16 975 

32 709 

4 248 

8 021 

16 624 

6 738 

4 841 

WHITE. 

14 285 

16 925 

32 636 

4 243 

8 008 

16 604 

6 738 

4 837 

NONWHITE . 

8 

50 

73 

5 

13 

20 

• ■ t 

4 

RENTER OCCUPIED. 

11 960 

8 853 

22 108 

1 484 

2 186 

a 913 

2 301 

935 

WHITE. 

11 935 

8 593 

21 982 

1 484 

2 177 

8 881 

2 297 

931 

NONWHITE . 

25 

260 

126 

... 

9 

32 

4 

4 

VACANT . 

3 331 

4 709 

13 400 

3 393 

7 643 

5 633 

3 393 

4 654 

YEAR ROUND . 

1 690 

1 388 

3 893 

631 

1 707 

1 841 

903 

511 

SOUND OR deteriorating . 

1 495 

1 038 


521 

1 499 

1 555 

760 

424 

AVAILABLE. 

1 109 

537 


1B9 

3B3 

1 036 

267 

154 

FOR SALE ONLY. 

211 

168 

464 

81 

157 

301 

127 

117 

FOR RENT . 

898 

369 

1 651 

108 

226 

735 

140 

37 

RENTED OR SOLD. AWAITING OCCUPANCY . 

84 

48 

302 

24 

31 

81 

41 

16 

HELD FOR OCCASIONAL USE. 

91 

138 

454 

111 

588 

120 

149 

89 

HELD FOR OTHER REASONS.. . 

211 

315 

660 

197 

497 

318 

303 

165 

DILAPIDATED. 

195 

350 

362 

110 

208 

286 

143 

87 

SEASONAL . . 

1 641 

3 321 

9 507 

2 762 

5 936 

3 792 

2 490 

4 143 

CONDITION and PLUMBING 









ALL UNITS. 

29 584 

30 537 

68 211 

9 125 

17 850 

31 170 

12 432 

10 430 

SOUND. 

24 819 

21 453 

57 592 

6 224 

13 744 

25 246 

9 552 

7 930 

WITH ALL PLUMBING FACILITIES . 

20 564 

16 823 

49 619 

4 275 

9 378 

20 189 

6 744 

6 064 

lacking ONLY HOT WATER . 

565 

273 

730 

152 

144 

653 

148 

217 

LACKING OTHER PLUMBING FACILITIES. . . . 

3 690 

4 357 

7 243 

1 797 

4 222 

4 404 

2 660 

1 649 

DETERIORATING. 

3 842 

6 136 

a 439 

2 002 

3 002 

4 791 

2 206 

1 731 

WITH ALL PLUMBING FACILITIES . 

1 992 

2 265 

5 067 

833 

893 

1 975 

886 

667 

LACKING ONLY HOT WaTER . 

317 

190 

325 

48 

40 

196 

54 

32 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 533 

3 681 

3 047 

1 121 

2 069 

2 620 

1 266 

1 032 

DILAPIDATED. 

923 

2 948 

2 180 

899 

1 104 

1 133 

674 

769 

Vacant available for sale. 

211 

168 

464 

81 

157 

301 

127 

117 

WITH ALL PLUMBING FACILITIES . 

149 

76 

384 

42 

90 

193 

69 

65 

vacant AVAILABLE FOR RENT. 

898 

369 

1 651 

108 

226 

735 

140 

37 

WITH ALL PLUMBING FACILITIES . 

479 

252 

1 177 

53 

134 

466 

74 

23 

ALL HOUSING UNITS. 

29 584 

30 537 

68 217 

9 125 

17 850 

31 170 

12 432 

10 430 

WATER supply 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

24 531 

21 519 

59 452 

5 939 

11 154 

24 247 

8 516 

7 194 

only cold piped water INSIDE STRUCTURE . . 

3 919 

3 821 

5 016 

1 603 

2 274 

4 519 

2 249 

1 330 

PIPED WATER OUTSIDE STRUCTURE. 

46 

559 

355 

101 

60 

122 

34 

39 

NO PIPED WATER . 

1 088 

4 638 

3 410 

1 482 

4 362 

2 282 

1 633 

1 867 

TOILET FACILITIES 









FLUSH TOILET. EXCLUSIVE USE. 

25 854 

22 762 

59 580 

6 338 

11 427 

26 377 

9 271 

7 590 

FLUSH TOILET. SHARED . 

1 164 

558 

2 446 

151 

162 

788 

304 

53 

OTHER toilet FACILITIES OR NONE. 

2 566 

7 217 

6 185 

2 636 

6 261 

4 005 

2 857 

2 787 

BATHING facilities 









BATHTUB OR SHOWER. EXCLUSIVE USE .... . 

23 787 

20 217 

56 785 

5 575 

10 569 

23 354 



BATHTUB OR SHOWER. SHARED. 

1 196 

510 

2 523 

146 

209 

782 



NO bathtub or shower ........... 

4 601 

9 810 

8 903 

3 404 

7 072 

7 034 



ROOMS 









1 ROOM . 

1 220 

735 

2 360 

782 

1 041 

662 



2 ROOMS. ................. 

971 

1 534 

3 045 


1 129 

1 184 



3 ROOMS. 

3 181 

3 500 

6 187 


1 981 

2 997 



4 ROOMS. 

6 182 

6 322 

12 048 


2 738 

6 277 



5 ROOMS. 

7 113 

5 985 

14 098 


2 651 

6 777 



6 ROOMS. 

5 231 

5 216 

13 688 


2 B54 

5 503 



7 ROOMS. ... . . . . 

2 664 

3 257 

7 943 


1 924 

3 799 



B ROOMS OR MORE. 

3 022 

3 988 

8 842 


3 532 

3 971 



MEDIANI 









ALL UNITS... 

5.0 

5.0 

5.2 

5.1 

5.3 

5.2 



OWNER OCCUPIED . 

5.7 

5.7 

5.9 

6.2 

6.0 

5.9 



RENTER OCCUPIED.. 

4.3 

4.4 

4.3 

4.8 

4.5 

4.3 


4.8 

UNITS IN STRUCTURE 










14 686 

24 514 

43 720 

7 704 

16 406 

20 759 


9 974 


4 747 

2 086 

9 692 

810 

601 

4 678 


179 

3 and 4. 

4 298 

1 351 

6 355 

276 

345 

2 904 

606 

86 

5 TO 9. 

3 448 

618 

3 928 

130 

192 

1 714 

169 

31 

10 OR MORE . 

2 123 

852 

3 678 

85 


663 

120 

69 

TRAILER! ON PERMANENT FOUNDATION. 

44 

llO 

112 

37 


107 

72 

25 

MOBILE.... 

238 

1 006 

718 

83 


345 

57 

66 

YEAR structure BUILT 









1959 TO MARCH 1960 . 

524 

617 

1 361 

149 

387 

522 

195 

258 

1955 TO 1958 . 

1 365 

2 326 

4 319 

520 

1 239 

1 778 

669 

458 

1950 TO 1954 . 

1 859 

4 255 

4 657 

613 

1 287 

2 208 

489 

710 

1940 TO 1949 .. 

2 415 

4 184 

7 757 

T42 

1 895 

3 121 

650 

1 008 

1930 TO 1939 . 

1 987 

2 ass 

5 723 

893 

1 998 

1 798 

716 

717 

1929 OR EARLIER. 

21 434 

16 300 

44 394 

6 208 

11 044 

•21 743 

9 713 

7 279 


BASEMENT 


BASEMENT . . < 
CONCRETE SLAB 
OTHER. ... 


27 253 19 

257 1 

2 074 10 


1661 
264 
107 


58 

2 

7 


310 5 

019 

874 3 


634 

192 

299 


10 

6 


514 

400 

936 


720 

9 629 

6 690 


278 

983 

m 

2 525 

2 757 


i, 

I;: 


5 
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State and Small Areas 


Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, tor Counties: I960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

OXFORD 

PENOBSCOT 

PISCATAQUIS 

SAGADAHOC 

SOMERSET 

WALDO 

WASHINGTON 

YORK 

ALL HOUSING UNITS. 

16 480 

39 

675 

7 

991 

8 

948 

14 

452 

9 

194 

13 

782 

44 750 

tenure t COLOR. AND VACANCY STATUS 
















OCCUPIED... 

12 771 

34 

494 

5 

161 

6 

881 

11 

564 

6 

575 

10 

105 

29 

615 

OWNER OCCUPIED . 

8 932 

22 

530 

3 

895 

4 

964 

8 

640 

5 

175 

8 

173 

19 

621 

white.. 

8 928 

22 

450 

3 

895 

4 

960 

8 

631 

5 

175 

8 

072 

19 

601 

NONWHITE . 

4 


80 


• U 


4 


9 


• « . 


101 


20 

RENTER OCCUPIED. 

3 839 

11 

964 

1 

266 

1 

917 

2 

924 

1 

400 

1 

932 

9 

994 

WHITE. 

3 835 

11 

787 

1 

252 

1 

891 

2 

920 

1 

396 

1 

906 

9 

962 

NONWHITE . 

4 


177 


14 


26 


4 


4 


26 


32 

VACANT. 

3 709 

5 

181 

2 

830 

2 

067 

2 

888 

2 

619 

3 

677 

15 

135 

YEAR ROUND . 

1 088 

1 

923 


503 


880 

1 

014 


679 

1 

207 

3 

302 

SOUND OR deteriorating . 

925 

1 

627 


350 


793 


772 


543 


973 

2 

886 

AVAILABLE. 

308 


965 


139 


304 


255 


210 


283 

1 

555 

FOR SALE ONLY. 

142 


298 


54 


85 


128 


110 


146 


382 

FOR RENT . 

166 


667 


85 


219 


127 


100 


137 

1 

173 

RENTED OR SOLD, AWAITING OCCUPANCY . 

36 


119 


9 


33 


49 


27 


66 


117 

HELD FOR OCCASIONAL USE. 

293 


133 


92 


350 


177 


127 


149 


555 

HELD FOR other REASONS . 

288 


410 


no 


106 


291 


179 


475 


659 

DILAPIDATED. 

163 


296 


153; 


87 


242 


136 


234 


416 

SEASONAL . 

2 621 

3 

258 

2 

327 

1 

187 

1 

874 

1 

940 

2 

470 

11 

833 

CONDITION AND PLUMBING 
















ALL UNITS. 

16 480 

39 

675 

7 

991 

8 

948 

14 

452 

9 

194 

13 

782 

44 

750 

SOUND. 

12 473 

30 

356 

5 

034 

7 

103 

9 

999 

6 

282 

10 

199 

36 

244 

WITH ALL PLUMBING FACILITIES . 

9 266 

23 

744 

3 

416 

5 

277 

7 

237 

4 

252 

5 

723 

30 

666 

lacking only HOT WATER . 

300 


348 


42 


218 


159 


126 


119 

2 

070 

lacking other plumbing facilities. . . . 

2 907 

6 

264 

1 

576 

1 

608 

2 

603 

1 

904 

4 

357 

3 

508 

DETERIORATING. 

2 835 

7 

225 

2 

148 

1 

405 

3 

297 

2 

288 

2 

677 

6 

656 

WITH all plumbing FACILITIES . 

1 116 

3 

346 


676 


593 

1 

257 


655 


530 

3 

657 

LACKING ONLY HoT WATER . 

102 


195 


24 


48 


102 


58 


34 


517 

lacking OTHER PLUMBING FACILITIES. . . . 

1 617 

3 

684 

1 

448 


764 

1 

938 

1 

575 

2 

113 

2 

482 

DILAPIDATED. 

1 172 

2 

094 


809 


440 

1 

156 


624 


906 

1 

850 

VACANT AVAILABLE FOR SALE. 

142 


298 


54 


85 


128 ' 


110 


146 


382 

WITH ALL PLUMBING FACILITIES . 

67 


219 


33 


43 


49 


53 


55 


279 

VACANT available FOR RENT. 

166 


667 


85 


219 


127 


100 


137 

1 

173 

With all plumbing facilities . 

89 


393 


56 


155 


68 


52 


61 


916 

ALL housing units. 

16 480 

39 

675 

7 

991 

8 

948 

14 

452 

9 

194 

13 

782 

44 

750 

water supply 
















HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

11 831 

30 

483 

4 

675 

6 

496 

9 

759 

5 

692 

7 

374 

36 

221 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

2 859 

4 

468 

1 

197 

1 

146 

2 

512 

1 

631 

1 

956 

6 

256 

PIPED water outside STRUCTURE. 

104 


344 


125 


6B 


114 


55 


69 


149 

NO PIPED WATER . 

1 686 

4 

380 

1 

994 

1 

238 

2 

067 

1 

816 

4 

383 

2 

124 

TOILET FACILITIES 
















FLUSH TOILET, EXCLUSIVE USE. 

12 281 

31 

187 

4 

923 

6 

9B7 

10 

400 

5 

970 

7 

491 

40 

498 

FLUSH TOILET, SHARED . 

321 

1 

417 


94 


241 


248 


105 


239 


497 

OTHER toilet FACILITIES OR NONE. 

3 878 

7 

071 

2 

974 

1 

720 

3 

804 

3 

119 

6 

052 

3 

755 

BATHING facilities 
















bathtub OR SHOWER, EXCLUSIVE USE . 

11 080 

28 

059 

4 

296 

6 

276 

8 

962 

5 

217 

6 

516 

37 

575 

BATHTUB OR SHOWER, SHARED. 

352 

1 

590 


106 


320 


252 


100 


257 


546 

NO BATHTUB OR SHOWER . 

5 048 

10 

026 

3 

589 

2 

352 

5 

238 

3 

877 

7 

009 

6 

629 

ROOMS 
















X ROOM . 

603 

1 

631 


475 


170 


550 


171 


589 

1 

281 


700 

2 

174 


558 


303 


748 


354 

1 

020 

1 

784 

3 ROOMS... 

1 590 

4 

458 


894 


824 

1 

405 


763 

1 

204 

4 

668 

4 ROOMS. 

2 874 

7 

686 

1 

188 

1 

606 

2 

519 

1 

593 

2 

057 

8 

841 


3 253 

7 

889 

1 

421 

1 

459 

2 

736 

1 

546 

2 

020 

8 

489 


3 106 

6 

986 

1 

489 

1 

538 

2 

490 

1 

421 

2 

505 

8 

110 


1 812 

4 

204 


913 

1 

099 

1 

896 

1 

303 

1 

857 

4 

754 


2 542 

4 

647 

1 

053 

1 

949 

2 

lOa 

2 

043 

2 

530 

6 

823 

ALL UNITS. 

5.3 


5.0 


5.1 


5.6 


5.2 


5.6 


5.5 


5.2 

OWNER OCCUPIED ..... . 

5.9 


5.7 


6. 1 


6.2 


5.9 


6.3 


6.1 


5.9 

RENTER OCCUPIED. 

4.6 


4.2 


4.7 


4.4 


4.5 


4.6 


4.7 


4.6 

UNITS IN STRUCTURE 

















13 507 

27 

944 

7 

003 

7 

630 

11 

631 

7 

635 

12 

436 

34 

564 


1 324 

5 

083 


711 


680 

1 

648 


599 


606 

4 

440 


720 

2 

714 


167 


338 


561 


246 


203 

3 

156 


506 

1 

892 


15 


161 


204 


482 


162 

1 

681 


148 


764 


39 


22 


91 


61 


65 


406 

TRAILERl ON PERMANENT FOUNDATION. 

24 


178 


8 


8 


88 


43 


32 


53 

MOBILE.. . 

251 

1 

100 


48 


109 


229 


128 


278 


450 

year structure built 
















1959 TO MARCH I960 . 

331 

1 

543 


120 


165 


249 


127 


213 


573 

1955 TO 1958 . 

1 053 

3 

330 


506 


421 


941 


583 


760 

2 

708 

1950 TO 1954 . 

995 

3 

127 


581 


349 

1 

168 


527 


934 

2 

765 

1940 TO 1949 ... 

1 447 

3 

702 


978 

1 

227 

1 

429 


752 

1 

284 

6 

053 

1930 TO 1939 . 

1 375 

2 

560 


790 


547 

1 

007 


475 

1 

135 

4 

345 

1929 OR EARLIER.. . 

11 279 

25 

413 

5 

016 

6 

239 

9 

658 

6 

730 

9 

456 

28 

306 

BASEMENT 
















BASEMENT . 

12 277 

30 

077 

4 

457 

6 

172 

10 

578 

6 

773 

8 

513 

35 

565 

CONCRETE SLAB. 

413 

1 

002 


72 


441 


217 


121 


277 

1 

659 


3 790 

8 

596 

3 

462 

2 

335 

3 

657 

2 

300 

4 

992 

7 

526 


■'I 

i'i 

il 


ji 
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Tabic 29 . —Occupancy Characteristics, Heating Equipment, and Type of Fuel, 
FOR Counties: 1960 

[Based on sample; see text Median not shown where base is less than 200] 


Heating Equipment Year Moved into 
Population Unit 

Persons Heating Fuel 

Persons per Water Heating Fuel 

Room Cooking Fuel 



POPULATION IN HOUSING UNITS. 1960. 

PER OCCUPIEO UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITS. 1950 
PER OCCUPIEO unit. ....... 


ALL OCCUPIED UNITS 


PERSONS 



1 PERSON . 

• •ft 

3 903 

2 PERSONS. 

• • • t 

7 447 

3 PERSONS. 

« ■ t t 

4 918 

4 PERSONS. 

« • • • 

4 267 

5 PERSONS. 

• t • « 

2 765 

6 PERSONS. 

• • • • 

1 683 

7 PERSONS. 

• • • • 

670 

8 PERSONS OR MORE. 

• • • • 

600 

MEOIANi 



ALL OCCUPIED . 

• • • • 

2.9 

OWNER. 

• • • • 

3.2 

RENTER . 

• • • • 

2.4 

PERSONS PER ROOM 



1.00 OR LESS . 

• • • • 

23 881 

1.01 OR'MORE. 

.... 

2 372 

YEAR MOVED INTO UNIT 



OWNER OCCUPIEO . 

f • ■ t 

14 293 

1958 TO MARCH 1960 . 

• • • • 

2 203 

1954 TO 1957 . 

• • • • 

2 843 

1940 TO 1953 . 

• • • • 

5 420 

1939 OR EARLIER. 

« • • • 

3 827 

RENTER OCCUPIED. 

t • • • 

11 960 

1958 TO march 1960 . 


5 036 

1954 TO 1957 . 

• t • • 

3 104 

1940 TO 1953 . 

• t « • 

2 818 

1939 OR EARLIER. 

• • • • 

1 002 

HEATING FUEL 



UTILITY GAS. 

tit* 

3 040 

FUEL OIL. KEROSENE. ETC . 

• « • • 

20 876 

COAL OR COKE . 

• • • « 

1 339 


• * • • 

788 

ELECTRICITY . 

• • • t 

• • • 

BOTTLED, tank. OR LP GAS . 

t • • • 

64 

OTHER FUEL . 

• • • • 

42 

NONE. 

• • • • 

104 

WATER HEATING FUEL 



UTILITY GAS. 

• • • • 

7 287 

ELECTRICITY. 


6 646 

COAL OR COKE . 


162 

WOOD. 


281 

BOTTLED. TANK. OR LP GAS . 


782 

fuel oil. kerosene, etc. . 


7 340 

OTHER FUEL . 


143 

NONE. 


3 612 

COOKING FUEL 



utility gas, . 

• • • • 

10 350 

ELECTRICITY . 

• • • • 

10 629 

BOTTLED. TANK. OR LP GAS . 

• • • • 

2 823 

FUEL OIL. KEROSENE. ETC . 

• • t • 

1 467 

COAL OR COKE . 

f • • • 

80 


653 

OTHER FUEL . 


NONE . ........ 

251 


43 



274 


492 

2 365 

8 

666 

127 


182 

556 


291 

588 

1 

744 

3 133 

9 

510 

... 


162 

3 164 

4 

490 

1 727 

1 

900 

2 754 

12 

455 

1 918 

5 

941 

2 121 

3 

642 

66 


161 

1 581 

1 

317 

... 


40 

40 


81 
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State and Small Areas 


Table 29. —Occupancy Charactekistics, Heating Equipment, and Type of Fuel, 
FOR Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS 


HEATING equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR. WALL. OR PIPELESS FURNACE . . . . 

BUILT-IN ELECTRIC UNITS. 

OTHER means WITH FLUE. 

OTHER MEANS WITHOUT FLUE.. . . 

NONE. 


population 


POPULATION IN HOUSING UNITS. 1960. 

PER OCCUPIED unit. 

OWNER. 

RENTER ...... . 

population in DWELLING UNITS. 1950 . . . , 
PER OCCUPIED Unit. 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. ... 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. ... 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. ... 
RENTER ... 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH I960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 


HEATING FUEL 


UTILITY GAS. 

FUEL OIL. KEROSENE. ETC. 

coal or COKE . 

WOOD. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL . 

NONE. 


water HEATING FUEL 


utility GAS. 

electricity. 

COAL OR COKE.. 

WOOD. 

BOTTLED, tank. OR LP GAS 
fuel OIL. KEROSENE. ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

electricity. . . 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL . 

NONE. 


OXFORD 

PENOBSCOT 

PISCATAQUIS 

SAGADAHOC 

SOMERSET 

WALDO 

WASHINGTON 

16 480 

39 675 

7 991 

8 948 

14 452 

9 194 

13 782 

3 070 

9 657 

658 

1 515 

2 264 

848 

1 336 

4 384 

14 063 

2 409 

3 232 

4 390 

2 737 

3 409 

853 

681 

253 

299 

451 

188 

660 

46 

77 

20 

8 

16 

40 

16 

7 961 

14 474 

4 519 

3 729 

7 173 

5 064 

8 017 

115 

472 

100 

106 

65 

144 

69 

51 

251 

32 

59 

93 

173 

275 

43 588 

119 074 

17 626 

22 439 

39 126 

22 740 

33 745 

3.4 

3.5 

3.4 

3.3 

3.4 

3.5 

3.3 

3.5 

3.6 

3.4 

3.3 

3.4 

3.5 

3.4 

3.2 

3.2 

3.4 

3.3 

3.2 

3.4 

3.2 

43 118 

101 692 

18 436 

20 652 

38 755 

21 421 

34 978 

3.6 

3.6 

3.4 

3.3 

3.4 

3.4 

3.4 

12 771 

34 494 

5 161 

6 881 

11 564 

6 575 

10 105 

1 420 

3 771 

539 

919 

1 439 

785 

1 182 

3 679 

8 892 

1 485 

1 994 

3 198 

1 916 

3 097 

2 295 

6 811 

908 

1 232 

2 201 

1 138 

1 755 

2 175 

6 322 

903 

1 209 

1 781 

951 

1 731 

1 588 

4 313 

644 

783 

1 419 

777 

1 052 

824 

2 217 

397 

433 

843 

518 

594 

368 

1 156 

188 

163 

363 

264 

428 

422 

1 012 

97 

148 

320 

226 

266 

3.1 

3.2 

3.1 

2.9 

3.0 

3.0 

2.9 

3.1 

3.3 


2.9 

3.1 

3.0 

3.0 

2.9 

3.0 


3.0 

2.9 

3.1 

2.9 

11 332 

30 137 

4 615 

6 314 

10 342 

5 813 

8 912 

1 439 

4 357 

546 

567 

1 222 

762 

1 193 

6 932 

22 530 

3 895 

4 964 

a 640 

5 175 

8 173 

1 009 

4 171 

559 

795 

1 390 

809 

1 082 

1 773 

4 S74 

659 

1 019 

1 826 

923 

1 340 

3 620 

7 830 

1 563 

1 677 

3 219 

1 976 

2 981 

2 530 

5 655 

1 114 

1 473 

2 205 

1 467 

2 770 

3 839 

11 964 

1 266 

1 917 

2 924 

1 400 

1 932 

1 574 

7 175 

616 

980 

1 481 

757 

1 010 

920 

2 341 

313 

468 

827 

302 

385 

1 037 

1 861 

232 

388 

453 

24a 

317 

306 

587 

105 

81 

163 

93 

220 

19 

144 

46 

19 

107 

22 


9 847 

30 814 

3 738 

5 589 

9 184 

4 758 

6 872 

888 

977 

401 

762 

598 

357 

675 

1 875 

2 274 

758 

433 

1 416 

1 377 

2 430 

» • • 

39 

89 

• • • 

44 

t • • 

22 

101 

225 

41 

38 

148 

22 

84 

41 

21 

88 

20 

45 

39 

22 




20 

22 

• • • 

* * « 


1 226 

135 


314 

63 

293 

4 254 

11 249 

1 720 

2 693 

3 919 

2 170 

1 398 

267 

212 

• • • 

78 

16 

21 

125 

679 

488 

413 

78 

390 

300 

464 

1 255 

2 756 

670 

543 

1 102 

577 

777 

3 546 

12 408 

976 

2 303 

3 032 

1 421 

3 010 

43 

83 

20 

44 

• • t 

19 


2 727 

6 072 

1 227 


2 791 

2 004 

4 038 

158 

3 690 

332 


1 479 

612 

796 

5 622 

13 787 

1 705 


3 994 

1 619 

1 176 

3 680 

9 238 

1 780 


3 344 

1 899 

2 886 

1 377 

5 628 

551 


1 380 

1 018 

2 764 

135 

62 

27 


45 


105 

1 780 

1 807 

739 

338 

1 244 

• ■ 1 364 

2 337 

• • * 

63 

• • • 

20 

• • « 



19 

219 

27 

97 

78 

63 

41 


YORK 


44 750 


12 083 
12 427 
3 226 
70 

16 390 
287 
265 


97 291 

3.3 

3.4 
3.2 

90 696 
3.4 


29 615 


3 48! 
8 581 
5 89) 
5 001 
3 385 
1 846 
845 
575 

3.0 

3.0 

2.9 


27 289 
2 326 


19 621 

2 867 

3 646 
7 713 
5 195 

9 994 

4 148 
2 693 
2 152 
1 001 


39 

25 491 
2 019 
1 391 
65 
434 
156 


134 
a 552 
464 
316 

2 614 
13 606 

157 

3 572 


678 
11 775 
11 209 
4 221 
187 
1 210 
20 
115 
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Tabic 30.—Financial Chabactekistics and Selected EquiPMENT, foe Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-1-) or minus (—) after number indicates median above or 

below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross R.cnt 
Contract Rent 


SUBJECT 

ANDROSCOGGIN 

AROOSTOOK 

CUMBERLAND 

franklin 

HANCOCK 

KENNEBEC 

KNOX 

LINCOLN 

ALL OCCUPIED UNITS . 

26 253 

25 828 

54 817 

5 732 

10 207 

25 537 

9 039 

5 776 

CLOTHES washing MACHINE 









WRINGER OR SPINNER . 

11 048 

15 131 

21 043 

3 358 

6 311 

12 314 

4 873 

3 196 

automatic or SEMI-AUTOMATIC. 

9 451 

e 031 

21 293 

1 472 


6 899 

2 589 

1 632 

WASHER-DRYER COMBINATION . 

292 

263 

964 

$ t« 


385 

44 

21 

NONE. 

5 462 

2 403 

11 517 

902 


3 939 

1 533 

927 

CLOTHES DRYER 









GAS HEATEO . 

81 

843 

670 

62 

87 

61 

66 


electrically heated. 

2 523 

5 404 

5 018 

317 

726 

2 986 

996 

653 

NONE. 

23 649 

19 581 

49 129 

5 353 

9 394 

22 490 

7 957 

5 123 

HOME FOOD FREEZER 









1 OR MORE. 

2 725 

6 068 

6 901 

1 058 

1 876 

4 439 

1 582 

1 437 

NONE. 

23 528 

19 760 

47 916 

4 674 

a 331 

21 098 

7 457 

4 339 

Telephone available 










18 468 

18 089 

43 922 

4 096 

7 076 

19 435 

6 490 

4 000 


7 785 

7 739 

10 895 

1 636 

3 131 

6 102 

2 549 

1 776 

AUTOMOBILES AVAILABLE 










15 524 

17 468 

33 245 

3 460 

6 374 

16 487 

5 178 

4 053 


2 924 

2 971 

6 462 

963 

1 705 

3 500 

1 641 

720 

3 OR MORE. 

454 

383 

1 194 

194 

264 

411 

152 

154 

NONE. 

7 351 

5 006 

11 697 

1 115 

1 864 

5 139 

2 068 

849 

AIR CONOITIONINQ 









ROOM UNiTl 










143 

63 

463 

• • • 

$ • $ 

41 

$ • • 

• • • 

2 OR MORE. 

42 

42 

161 

• • 9 

$ • t 

61 

• $ • 

• it 

CENTRAL system . 

166 

212 

178 

• • $ 

$ • • 

84 

22 

• • • 

NONE... 

25 902 

25 511 

54 015 

5 732 

10 207 

25 351 

9 017 

5 776 

TELEVISION SETS 










21 677 

21 496 

42 433 

4 568 

8 760 

21 681 

7 387 

5 037 

2 OR MORE. 

2 529 

660 

8 028 

103 

455 

1 085 

247 

87 

NONE. 

2 047 

3 670 

4 356 

1 061 

992 

2 771 

1 405 

652 

radio SETS 










15 936 

17 626 

2a 084 

3 762 

6 653 

16 256 

6 080 

3 '906 

2 OR MORE. 

8 359 

6 288 

21 987 

1 087 

1 668 

6 445 

2 043 

1 263 

NONE. 

1 958 

1 914 

4 746 

683 

1 666 

2 836 

916 

605 

VALUE 









OWNER OCCUPIED .... . 

9 981 

11 475 

25 370 

2 630 

5 686 

11 059 

4 934 

3 015 

Less than ss.ooo . 

1 199 

4 708 

2 746 

1 049 

2 226 

1 604 

1 191 

846 

$5,000 TO $7,400 . 

1 246 

1 729 

3 015 

558 

1 137 

1 531 

1 063 

541 

$7,500 TO $9,900 . 

1 448 

1 607 

4 389 

374 

792 

1 827 

952 

571 

$10,000 TO $12,400 . 

1 863 

1 533 

5 327 

324 

777 

2 458 

836 

453 

$12,500 TO $14,900 . 

1 498 

684 

4 178 

102 

272 

1 430 

268 

202 

$15,000 TO $17,400 . 

1 267 

461 

2 38B 

125 

206 

944 

303 

185 

$17,500 TO $19,900 . 

443 

266 

1 233 

29 

66 

323 

102 

94 

$20,000 TO $24,900 . 

533 

274 

1 162 

35 

110 

484 

114 

82 

$25,000 TO $34,900 . 

273 

128 

691 

26 

75 

209 

72 

33 

$35,000 OR MORE. 

191 

85 

241 

8 

25 

49 

33 

a 

MEDIAN . .... dollars . 

11 500 

6 500 

11 200 

6 200 

6 400 

10 400 

8 100 

a 000 

VACANT AVAILABLE FOR SALE. 

152 

165 

399 

61 

122 

182 

104 

85 

median PRICE ASKED . DOLLARS . 


... 

12 300 

... 

... 

... 

• •• 

... 

GROSS RENT 









RENTER OCCUPIED. 

11 917 

6 560 

21 988 

1 432 

2 151 

8 663 

2 258 

901 

LESS THAN $20. 

, 141 

101 

76 

32 

56 

25 

45 

20 

$20 TO $29 . 

603 

309 

426 

106 

110 

177 

60 

16 

$30 TO $39 . 

938 

439 

1 307 

144 

110 

477 

176 

79 

$40 TO $49 . 

1 812 

603 

2 156 

221 

157 

1 023 

279 

101 

$50 TO $59 . 

2 656 

664 

3 189 

238 

344 

1 502 

396 

122 

$60 TO ... . 

2 125 

771 

3 775 

250 

309 

1 764 

323 

73 

$70 TO $79.. 

1 631 

i 116 

4 134 

74 

218 

1 395 

301 

49 

$60 TO $99 . 

1 128 

2 355 

3 861 

113 

223 

1 202 

212 

70 

$100 TO $119 ... . 

310 

768 

1 057 

12 

68 

440 

89 

• • • 

$120 OR MORE . 

92 

335 

. 692 

4 

19 

131 

26 

9 

NO CASH RENT.. ,. . 

481 

1 099 

1 295 

238 

517 

727 

349 

362 

median . dollars . 

. 58 

78 

68 

54 

61 

65 

60 

54 

CONTRACT rent 









RENTER OCCUPIED. ..... . 

11 436 

7 461 

20 693 

1 194 

1 634 

8 136 

1 909 

539 

median . dollars . 

42 

59 

51 

32 

40 

46 

40 

40 

VACANT AVAILABLE FOR RENT.. . 

894 

308 

1 651 

100 

212 

729 

122 

31 

MEDIAN RENT ASKED.DOLLARS . 

30 

64 

47 

... 

49 

41 

... 

... 
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State and Small Areas 


Table 30, —Financial Characteristics and Selected Equipment, for Counties: 1960 — Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (— ) after number indicates median above or 

below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


\ 



SUBJECT 

OXFORD 

PENOBSCOT 

PISCATAQUIS 

SAGADAHOC 

SOMERSET 

WALDO 

WASHINGTON 

YORK 

ALL OCCUPIED UNITS . 

12 771 

34 494 

5 161 

6 881 

11 564 

6 575 

10 105 

29 615 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER . 

7 524 

16 378 

3 514 

3 307 

6 852 

3 917 

6 889 

14 412 

AUTOMATIC OR SEMI-AUTOMATIC. 

3 587 

12 067 

1 342 

2 192 

3 218 

1 483 

1 799 

10 782 

WASHER-DRYER COMBINATION . 

133 

404 

40 

137 

169 

44 

85 

592 

NONE. 

1 527 

5 645 

265 

1 245 

1 325 

1 131 

1 332 

3 829 

CLOTHES DRYER 









GAS heated . 

76 

333 

83 

24 

109 

39 

65 

240 

ELECTRICALLY HEATED. 

1 383 

4 241 

441 

566 

1 004 

942 

641 

3 022 

NONE. 

11 312 

29 920 

4 637 

6 291 

10 451 

5 594 

9 399 

26 353 

HOME FOOD FREEZER 









1 OR MORE. 

2 105 

5 666 

933 

1 241 

2 692 

1 512 

1 295 

3 647 

NONE.... 

10 666 

28 828 

4 228 

5 640 

a 872 

5 063 

a 810 

25 968 

TELEPHONE AVAILABLE 










9 579 

25 035 

3 483 

5 006 

7 063 

4 272 

5 368 

21 393 


3 192 

9 459 

1 678 

1 875 

4 501 

2 303 

4 737 

8 222 

AUTOMOBILES AVAILABLE 










8 845 

21 655 

3 475 

4 789 

7 198 

3 953 


19 721 


1 759 

4 399 

719 

913 

2 131 

1 145 


4 054 

3 OR MORE. 

343 

949 

84 

98 

128 

328 


566 

NONE. 

1 824 

7 491 

883 

1 081 

2 107 

1 149 


5 274 

AIR CONDITIONING 









ROOM UNITi 










157 

257 

21 

117 

146 

22 

t • a 

367 

2 OR MORE. 

113 

88 

• • • 

57 

84 

19 

• • • 

158 

CENTRAL SYSTEM . 

58 

267 

20 



63 

63 

116 

NONE. 

12 443 

33 862 

5 120 

6 707 

11 334 

6 471 

10 042 

28 974 

TELEVISION SETS 










10 936 

28 313 

4 320 

5 540 

9 842 

5 447 

8 302 

25 062 

2 OR MORE. 

676 

2 938 

292 

505 

372 

237 

189 

2 549 

NONE. 

1 159 

3 243 

549 

836 

1 350 

891 

1 614 

2 004 

RADIO SETS 










8 288 

21 274 

3 373 

4 281 

7 861 

3 867 

6 512 

17 597 

2 OR MORE. 

2 876 

a 849 

926 

1 799 

2 403 

1 643 

1 855 

9 462 

NONE. 

1 607 

4 371 

862 

801 

1 300 

1 065 

1 738 

2 556 

VALUE 









OWNER OCCUPIEO . 

6 323 

16 403 

2 847 

3 764 

5 533 

2 690 

6 071 

14 561 

LESS than $51000 . 

2 062 

3 602 

1 405 

894 

1 943 

1 170 

3 726 

2 278 

SSiOOO TO $7i400 . 

1 528 

2 248 

958 

918 

1 323 

424 

1 301 

2 852 

$71500 TO $9)900 . 

970 

2 515 

328 

676 

1 028 

429 

613 

3 057 

$10)000 TO $12)400 . 

821 

3 200 

116 

652 

663 

315 

286 

2 588 

$12)500 TO $14)900 . 

356 

1 674 

24 

324 

252 

132 

40 

1 590 

$15)000 TO $17)400 . 

221 

1 585 

12 

179 

185 

142 

77 

936 

$17)500 TO $19)900 . 

171 

637 

4 

43 

42 

12 

4 

398 

$20)000 TO $24)900 . 

111 

548 

« • ■ 

64 

53 

53 

16 

487 

$25)000 TO $34)900 . 

67 

281 

« • • 

6 

27 

9 

4 

235 

$35)000 OR MORE. 

16 

113 

• t • 

8 

17 

4 

4 

140 

median . dollars . 

6 800 

9 800 

5 000 

7 800 

6 600 

6 000 

5 000- 

9 300 

VACANT AVAILABLE FOR SALE. 

85 

271 

39 

61 

100 

87 

119 

283 

MEDIAN PRICE ASKED . DOLLARS . 

... 

9 500 



... 



9 500 

GROSS RENT 









RENTER OCCUPIED. 

3 740 

11 886 

1 231 

1 909 

2 880 

1 337 

1 895 

9 951 

LESS THAN $20. ............. . 

57 

34 

4 

9 

48 

31 

51 

36 

$20 TO $29 . 

169 

286 

52 

44 

152 

26 

111 

213 

$30 TO $39 . 

300 

644 

168 

116 

203 

133 

197 

771 

$40 TO $49 . 

549 

1 152 

190 

191 

351 

188 

176 

1 621 

$50 TO ... . . . 

715 

1 419 

189 

240 

553 

174 

189 

2 038 

$60 TO $69 . 

710 

1 521 

222 

307 

552 

187 

141 

1 713 

$70 TO $79 . 

383 

1 618 

88 

298 

318 

126 

150 

1 284 

$80 TO $99 . 

221 

2 524 

77 

296 

220 

155 

152 

992 

$100 TO $119 . 

56 

872 

18 

115 

72 

39 

76 

242 

$120 OR MORE . 

10 

534 

8 

53 

28 

22 

32 

127 

NO CASH rent . 

570 

1 232 

215 

240 

383 

256 

620 

914 

median . ....... dollars . 

57 

71 

55 

68 

59 

59 

55 

59 

CONTRACT RENT 









RENTER OCCUPIED. 

3 170 

10 654 

1 016 

1 669 

2 497 

1 081 

1 275 

9 037 

median . DOLLARS . 

38 

53 

33 

50 

37 

38 

36 

39 

VACANT AVAILABLE FOR RENT. 

117 

661 

78 

216 

141 

106 

123 

1 072 

MEDIAN RENT ASKEO.DOLLARS . 

... 

51 


56 




40 


I 
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Table 31. —Tenure, Vacancy Status, Condition and Pi-umbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 

[Some data based on sample; see text, Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

ANDROSCOGGIN 

AROOSTOOK 

CUMBERLAND 

FRANKLIN 

HANCOCK 

KENNEBEC 

KNOX 

LINCOLN 

ALL HOUSING UNITS. 

5 335 

16 63B 

25 177 

7 817 

15 502 

12 892 

7 390 

10 004 

tenure. COLOR. AND VACANCY STATUS 









OCCUPIED . 

3 745 

12 504 

14 953 

4 486 

8 342 

8 710 

4 417 

5 350 

OWNER OCCUPIED . 

2 949 

B 082 

12 024 

3 382 

6 610 

6 939 

3 647 

4 449 

White. 

2 949 

8 032 

12 016 

3 377 

6 601 

6 935 

3 647 

4 445 

NONWHITE . 

t • • 

50 

8 

5 

9 

4 

• « t 

4 

RENTER OCCUPIED. 

796 

4 422 

2 929 

1 104 

1 732 

1 771 

770 

901 

white. 

796 

4 269 

2 896 

1 104 

1 728 

1 763 

770 

897 

NONWHITE . 

... 

153 

33 

... 

4 

8 

... 

4 

VACANT . 

1 590 

4 134 

10 224 

3 331 

7 160 

4 1B2 

2 973 

4 654 

YEAR ROUND . 

304 

1 052 

1 539 

616 

1 600 

675 

599 

511 

SOUND OR DETERIORATING . 

259 

758 

1 350 

506 

1 423 

560 

505 

424 

AVAILABLE. .... . 

108 

329 

402 

181 

343 

263 

144 

154 

POR SALE ONLY.. 

52 

129 

215 

77 

142 

125 

85 

117 

FOR RENT . 

56 

200 

187 

104 

201 

138 

59 

37 

RENTED OR SOLD. AWAITING OCCUPANCY . 

18 

34 

167 

23 

28 

25 

17 

16 

HELD FOR OCCASIONAL USE. 

37 

122 

377 

110 

578 

91 

128 

89 

HELD FOR other REASONS . 

96 

273 

404 

192 

474 

181 

216 

165 

DILAPIDATED. 

45 

294 

189 

no 

177 

115 

94 

87 

SEASONAL . 

1 286 

3 082 

8 685 

2 715 

5 560 

3 507 

2 374 

4 143 

CONDITION and PLUMBING 









ALL UNITS. 

5 335 

16 638 

25 177 

7 817 

15 502 

12 892 

7 390 

10 004 

sound. 

4 225 

11 009 

20 442 

5 238 

12 006 

9 805 

5 786 

7 625 

WITH ALL PLUMBING FACILITIES . 

2 454 

7 516 

15 637 

3 394 

8 227 

6 582 

3 559 

5 829 

lacking only hot Water . 

140 

215 

505 

132 

128 

378 

92 

213 

lacking other plumbing facilities. . . . 

1 631 

3 278 

4 300 

1 712 

3 651 

2 845 

2 135 

1 583 

deteriorating. 

835 

3 622 

3 620 

1 738 

2 574 

2 547 

1 249 

1 631 

with all plumbing facilities . 

230 

861 

1 327 

696 

686 

663 

307 

635 

lacking only hot water . 

55 

113 

158 

36 

36 

118 

10 

32 

lacking other plumbing facilities. . . . 

550 

2 648 

2 135 

1 006 

1 852 

1 766 

932 

964 

OILAPIOATED. 

275 

2 007 

1 115 

841 

922 

540 

355 

748 

RENTER occupied. 

796 

4 422 

2 929 

1 104 

1 732 

1 771 

770 

901 

SOUND. 

563 

3 178 

2 216 

693 

1 212 

1 250 

505 

582 

WITH ALL plumbing FACILITIES . 

334 

2 663 

1 B39 

500 

950 

924 

285 

410 

lacking some or all FACILITIES . 

229 

515 

377 

193 

262 

326 

220 

172 

DETERIORATING. 

184 

843 

591 

287 

412 

436 

191 

208 

WITH ALL plumbing FACILITIES . 

56 

283 

283 

93 

144 

129 

61 

71 

LACKING SOME OR ALL FACILITIES . 

128 

560 

308 

194 

268 

307 

130 

137 

DILAPIDATED. 

49 

401 

122 

124 

108 

85 

74 

111 

ALL HOUSING UNITS. 

5 335 

16 638 

25 177 

7 817 

15 502 

12 892 

7 390 

10 004 

Water supply 









HOT and cold piped WATER INSIDE STRUCTURE, 

3 084 

9 468 

IB 259 

4 825 

9 631 

8 140 

4 302 

6 878 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 433 

2 610 

3 535 

1 466 

1 883 

2 658 

1 496 

1 273 

PIPED WATER OUTSIDE STRUCTURE. 

16 

456 

100 

92 

52 

88 

31 

30 

NO PIPED WATER . 

802 

4 104 

3 283 

1 434 

3 936 

2 006 

1 561 

1 823 

TOILET FACILITIES 









FLUSH toilet. EXCLUSIVE USE. 

3 443 

10 451 

19 464 

5 217 

9 867 

9 431 

4 737 

7 306 

FLUSH TOILET. SHARED .... . 

35 

125 

165 

143 

115 

114 

121 

53 

OTHER toilet FACILITIES OR NONE. 

1 857 

6 062 

5 548 

2 457 

5 520 

3 347 

2 532 

2 645 

BATHING FACILITIES 









BATHTUB OR SHOWER. EXCLUSIVE USE . 

2 963 

9 025 

17 958 

4 512 

9 169 

7 850 

4 007 

6 759 

BATHTUB OR SHOWER. SHARED. 

125 

101 

163 

138 

144 

119 

66 

46 

NO bathtub or SHOWER . 

2 247 

7 512 

7 056 

3 167 

6 189 

4 923 

3 317 

3 197 

SOURCE OF Water 









PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 184! 

4 375 

10 134 

3 263 

4 734 

3 994 

2 388 

3 081 

INDIVIDUAL WELL. . . 

3 455 

9 038 

12 940 

2 424 

7 858 

6 702 

4 054 

5 463 

OTHER. 

690 

3 263 

2 081 

2 120, 

2 977 

2 262 

925 

1 502 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


1 026 
2 407 
1 816 


3 095 
8 235 
5 346 


1 997 
17 970 
5 180 


957 
4 179 
2 671 


3 628 
6 365 
5 576 


1 826 
0 049 
3 063 


784 
3 779 
2 804 


1 07B 
5 517 
3 451 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 
MEDIANl 

ALL UNITS. . . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


136 
154 
576 
1 127 
915 
789 
606 
1 032 


478 
985 
2 122 
3 542 
3 397 
2 825 
1 688 
1 601 


580 

1 091 

2 165 
5 306 
4 200 
4 381 
2 964 
4 490 


774 
592 
885 
1 167 
1 412 
1 226 
821 
940 


953 
951 
1 660 
2 383 
2 301 

2 553 
1 667 

3 034 


201 

723 

1 134 

2 481 
2 592 
2 112 
1 877 
1 772 


227 
386 
613 
1 150 
1 169 
1 383 
998 
1 464 


408 
375 
917 
1 431 
1 697 
1 803 
1 495 
1 878 


5.2 

5.7 

4.8 


4.9 

5.3 

4.9 


5.3 
5.8 

4.4 


4.8 5.3 5.2 

5.9 5.9 5.8 

4.8 4.6 4.6 


5.6 

6.2 

4.9 


5.6 

6.1 

4.8 


YEAR STRUCTURE BUILT 


1955 TO MARCH i960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


450 1 

457 2 

502 2 

325 1 

3 601 8 


917 

912 

018 

545 

246 


3 207 

637 

1 377 

2 489 

565 

1 176 

3 633 

687 

1 645 

2 444 

826 

1 730 

13 404 

5 102 

9 574 


066 

642 

712 

007 

389 

694 

563 

513 

996 

873 

5ia 

709 

383 

5 328 

6 893 
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State and Small Ateas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960—Con. 

[Some data based on sample; see text Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Sujsply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

OXFORD 

PENOBSCOT 

PISCATAQUIS 

Sagadahoc 

SOMERSET 

WALDO 

WASHINGTON 

YORK 

ALL HOUSING UNITS. 

11 464 

15 715 

7 678 

5 130 

7 991 

6 092 

10 702 

22 598 

TENURE I COLORt AND VACANCY STATUS 









OCCUPIED . 

7 911 

11 928 

4 848 

3 315 

5 464 

3 740 

7 429 

12 253 

OWNER OCCUPIED . 

6 141 

9 519 

3 617 

2 642 

4 385 

3 069 

6 000 

9 522 

WHITE. 

6 137 

9 452 

3 617 

2 638 

4 376 

3 069 

5 904 

9 514 

nonwhite.. . . . . 

4 

67 

• • • 

4 

9 

• « • 

96 

a 

RENTER OCCUPIED. 

1 770 

2 409 

1 231 


1 079 

671 

1 429 

2 731 

WHITE. 

1 766 

2 379 

1 217 

673 

1 075 

667 

1 403 

2 723 

NONWHITE . 

4 

30 

14 


4 

4 

26 

8 

VACANT . 

3 553 

3 787 

2 830 

1 815 

2 527 

2 352 

3 273 

10 345 

year ROUND . 

960 

847 

503 

663 

739 

498 

944 

1 793 

SOUND OR DETERIORATING . 

BIO 

638 

350 

615 

547 

384 

745 

1 517 

AVAILABLE. 

241 

258 

139 

192 

148 

127 

176 

558 

FOR SALE ONLY. 

127 

132 

54 

68 

100 

87 

97 

203 

FOR RENT . 

114 

126 

85 

124 

48 

40 

79 

355 

RENTED OR SOLDI AWAITING OCCUPANCY . 

29 

42 

9 

22 

28 

17 

43 

69 

HELD FOR OCCASIONAL USE. 

286 

110 

92 

337 

164 

103 

122 

476 

HELD FOR OTHER REASONS . 

254 

228 

no 

64 

207 

137 

404 

414 

DILAPIOATED. 

150 

209 

153 

48 

192 

114 

199 

276 

SEASONAL . 

2 593 

2 940 

2 327 

1 152 

1 788 

1 854 

2 329 

8 552 

CONDITION ANO PLUMBING 









ALL UNITS. 

11 464 

15 715 

7 678 

5 130 

7 991 

6 092 

10 702 

22 598 

SOUND. 

8 344 

11 045 

4 874 

4 060 

5 054 

4 062 

7 943 

17 657 

WITH ALL PLUMBING FACILITIES . 

5 630 

6 830 

3 296 

2 506 

3 101 

2 606 

3 938 

13 275 

LACKING ONLY HOT WATER . 

247 

161 

42 

202 

108 

102 

76 

1 743 

lacking other plumbing FACILITIES. . . . 

2 467 

4 054 

1 536 

1 352 

1 845 

1 354 

3 929 

2 639 

DETERIORATING. ... . 

2 151 

3 374 

2 057 

822 

2 122 

1 601 

2 003 

3 717 

WITH ALL PLUMBING FACILITIES ...... 

734 

751 

628 

214 

561 

373 

260 

1 465 

LACKING ONLY HOT WATER . 

77 

63 

24 

28 

51 

42 

16 

365 

lacking other plumbing FACILITIES. . . . 

1 340 

2 560 

1 405 

580 

1 510 

1 186 

1 727 

1 887 

DILAPIDATED. 

969 

1 296 

747 

248 

815 

429 

756 

1 224 

renter OCCUPIED. 

1 770 

2 409 

1 231 

673 

1 079 

671 

1 429 

2 731 

SOUND. 

1 129 

1 522 

712 

500 

629 

385 

983 

1 974 

WITH ALL PLUMBING FACILITIES . 

814 

863 

524 

317 

400 

258 

544 

1 655 

LACKING SOME OR ALL FACILITIES . 

315 

659 

188 

183 

229 

127 

439 

319 

DETERIORATING. 

433 

618 

354 

125 

309 

238 

352 

595 

WITH ALL PLUMBING FACILITIES . 

156 

186 

199 

41 

140 

60 

17 

332 

lacking some or all FACILITIES . 

277 

432 

155 

84 

169 

178 

335 

263 

DILAPIDATED. 

208 

269 

165 

48 

141 

48 

94 

162 

ALL HOUSING UNITS. 

11 464 

15 715 

7 678 

5 130 

7 991 

6 092 

10 702 

22 598 

WATER SUPPLY 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

7 347 

8 711 

4 459 

3 004 

4 231 

3 418 

5 032 

15 682 

ONLY COLD PIPED WATER INSIDE STRUCTURE • . 

2 421 

2 777 

1 149 

891 

1 723 

1 126 

1 476 

4 739 

PIPED WATER OUTSIDE STRUCTURE. 

87 

297 

125 

68 

102 

33 

49 

137 

NO PIPED WATER . 

1 609 

3 930 

1 945 

1 167 

1 935 

1 515 

4 145 

2 040 

TOILET FACILITIES 









FLUSH toilet I EXCLUSIVE USE. 

7 820 

9 379 

4 734 

3 491 

4 657 

3 707 

5 023 

18 955 

FLUSH toilet I SHARED. 

153 

236 

82 

48 

94 

32 

165 

244 

other toilet FACILITIES OR NONE. 

3 491 

6 100 

2 862 

1 591 

3 240 

2 353 

5 514 

3 399 

BATHING FACILITIES 









BATHTUB OR SHOWERi EXCLUSIVE USE . 

6 877 

7 917 

4 115 

3 020 

3 904 

3 200 

4 356 

17 162 

BATHTUB Or SHOWER. SHARED. 

158 

269 

94 

131 

90 

36 

174 

246 

NO bathtub or SHOWER . 

4 429 

7 529 

3 469 

1 979 

3 997 

2 856 

6 172 

5 190 

SOURCE OF WATER 









PUBLIC SYSTEM OR PRIVATE COMPANY . 

3 717 

4 029 

3 375 

1 617 

2 287 

1 178 

2 475 

12 213 

INDIVIDUAL WELL. 

5 949 

8 326 

2 300 

2 993 

3 823 

3 765 

5 484 

9 140 

OTHER. 

1 801 

3 372 

2 025 

510 

1 855 

1 178 

2 820 

1 256 

SEWAGE DISPOSAL 









PUBLIC SEWER . 

1 740 

3 069 

2 171 

666 

930 

514 

1 567 

3 374 

SEPTIC TANK OR CESSPOOL. 

6 127 

6 633 

2 513 

2 501 

3 888 

3 369 

3 652 

15 832 

OTHER OR NONE. ... . 

3 600 

6 025 

3 016 

1 953 

3 147 

2 238 

5 560 

3 403 

ROOMS 









1 ROOM . ........... 

495 

707 

475 

87 

463 

136 

542 

1 002 

2 ROOMS.. , 

585 

1 244 

554 

222 

612 

279 

941 

1 345 

3 ROOMS... 

1 195 

1 844 

890 

498 

862 

528 

1 038 

2 885 

4 ROOMS.. 

1 873 

3 369 

1 172 

969 

1 418 

1 027 

1 737 

3 811 

5 ROOMS... 

2 032 

2 855 

1 376 

838 

1 504 

967 

1 680 

3 809 

6 ROOMS.. 

2 049 

2 472 

1 405 

765 

1 244 

935 

1 771 

3 525 

7 ROOMS. . 

1 277 

1 515 

861 

585 

919 

882 

1 306 

2 263 

8 ROOMS OR MORE. 

1 958 

1 709 


1 166 

969 

1 338 

1 687 

3 958 

MEDIAN! 









ALL units. 

5.3 

4.7 


5.4 


5.6 

5.2 

5.1 

OWNER OCCUPIED . 

5.8 

5.3 


6.0 

5.6 

6.3 

5*8 

5«9 

renter OCCUPIED. 

4.8 

4.4 


4.7 

4.8 

4.9 

4.8 

4.7 

YEAR structure BUILT 









1955 TO MARCH 1960 . 

1 185 

2 320 


507 

878 

?48 

867 

2 129 

1950 TO 1954 . 

755 

1 631 


293 

909 

404 

656 

1 534 

1940 TO 1949 . 

1 263 

1 844 


635 

962- 

608 

1 199 

3 324 

1930 TO 1939 .. 

1 087 

1 340 


437 

634 

345 

954 

2 272 

1929 OR earlier. 

7 174 

8 580 


3 258 

4 608 

4 187 

6 826 

13 339 
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Table 32, —Occupancy and Financial Characteristics and Heating Equipment op Rural-Nonfarm 

Housing Units, for Counties; 1960 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Heatine Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. . . , 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE ..... . 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. ... 
RENTER ... 


PERSONS PER ROOM 


1.00 OR LESS ......... 

1.01 OR MORE . 

Year moved into unit 

OWNER OCCUPIED.. 

1958 TO MARCH I960 ...... 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 ...... 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5t000 . 

$5,000 TO $7,400 ........ 

$7,500 TO $9,900 . 

$10,000 TO $12,400 ....... 

$12,500 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. 

MEDIAN . 

VACANT available FOR SALE. . 
MEDIAN PRICE ASKED . 

GROSS RENT 

renter OCCUPIED. ...... 

LESS than .. 

$20 TO $39 . 

$40 TO $59 . . . . 

$60 TO $79 . 

$80 TO $99 . 

$100 T.0 $119. 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. 

median... 

VACANT AVAILABLE FOR RENT. . 
MEDIAN RENT ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS . 

10 ACRES OR MdRE . 

LESS THAN 10 ACRES ....... 

AVAILABLE VACANT UNITS . . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 


ANDROSCOGGIN 

AROOSTOOK 

CUMBERLAND 

FRANKLIN 

HANCOCK 

KENNEBEC 

KNOX 

LINCOLN 

5 335 

16 638 

25 177 

7 817 

15 502 

12 892 

7 390 

10 004 

815 

2 290 

5 098 

588 

1 669 


■ 

1 421 

1 644 

4 848 

8 390 

1 683 

3 095 

4 296 


2 572 

128 

189 

1 852 

157 

886 

288 


278 

2 596 

8 442 

a 684 

5 191 

8 208 

5 912 


5 247 

60 

554 

282 

105 

473 

135 


132 

92 

315 

871 

93 

1 171 

475 


354 

3 745 

12 504 

14 953 

4 486 

8 342 

8 710 

4 417 

5 350 

299 

841 

1 417 

559 

WM 

943 

635 

814 

985 

2 520 

4 137 

1 296 


2 488 

1 384 

1 727 

769 

2 173 

2 790 

745 


1 685 

788 

1 011 

661 

2 459 

2 677 

736 


1 446 

714 

837 

424 

1 759 

2 114 

530 

824 

1 124 

410 

486 

338 

1 158 

1 020 

305 

471 

522 

231 

217 

126 

706 

469 

157 

228 

245 

120 

137 

143 

888 

329 

158 

187 

257 

135 

121 

3.3 

3.8 

3.2 

3.0 

2.7 

3.0 

2.7 

2.6 

3.3 

3.7 

3.2 

3.0 


3.1 

2.7 

2.6 

3.3 

4.0 

3.2 

3.0 

2.9 

3.0 

2.9 

2.5 

3 269 

9 894 

13 432 

3 994 

7 600 

7 807 

4 075 

4 936 

476 

2 610 

1 521 

492 

742 

903 

342 

414 

2 949 

8 082 

12 024 

3 382 

6 610 

6 939 

3 647 

4 449 

526 

1 577 

2 464 

465 

917 

1 191 

574 

704 

635 

1 466 

2 917 

685 

1 027 

1 517 

678 

755 

1 151 

3 158 

4 252 

1 356 

2 581 

2 564 

1 265 

1 730 

637 

1 881 

2 391 

876 

2 085 

1 667 

1 130 

1 260 


4 422 

2 929 

1 104 

1 732 

1 771 

770 

901 


3 059 

1 631 

500 

876 

810 

359 

343 

r! ! 

733 

685 

289 

441 

446 

159 

229 

165 

460 

417 

246 

303 

394 

185 

210 

67 

170 

196 

69 

112 

121 

67 

119 

807 

2 434 

3 322 

667 

1 445 

1 933 

849 

1 175 

2 980 

9 889 

11 746 

3 849 

6 653 

6 568 

3 677 

3 994 

1 843 

5 996 

8 724 

2 276 

4 838 

4 197 

2 615 

3 015 

695 

3 646 

1 712 

1 009 

1 982 

1 272 

877 

846 

469 

1 031 

1 491 

521 

1 001 

757 

639 

541 

305 

565 

1 448 

325 

669 

721 

435 

571 

208 

427 

1 372 

242 

626 

738 

344 

453 

110 

140 

994 

65 

200 

346 

103 

202 

4a 

126 

1 007 

94 

193 

239 

133 

279 

4 

29 

297 

12 

83 

92 

55 

82 

4 

32 

4031 

8 

84 

32 

29 

41 

6 200 

S 000- 

9 500 

5 600 

6 100 

7 700 

6 700 

8 000 


lOa 

161 

58 

114 

89 

69 

85 

796 

4 422 

2 929 

1 104 

1 732 

1 771 

770 

901 

» • B 

78 

28 

28 

48 

13 

33 

20 

113 

451 

242 

219 

182 

246 

117 

95 

248 

536 

607 

391 

408 

599 

210 

223 

167 

752 

757 

1B2 

418 

369 

131 

122 

48 

1 291 

477 

61 

172 

132 

33 

70 

41 

401 

152 

4 

64 

42 

13 

• • • 

a 

128 

154 

4 

19 

20 

12 

9 

171 

785 

512 

215 

421 

350 

221 

362 

55 

eo 

71 

50 

61 

55 

52 

54 

i 

625 

3 637 

2 417 

889 

1 311 

1 421 

549 

539 

31 

72 

50 

28 

38 

37 

30 

40 

57 

175 

155 

100 

191 

123 

51 

31 

1 590 

4 134 

10 224 

3 331 

7 160 

4 182 

2 973 

4 654 

658 

934 

2 233 

354 

826 

504 

614 

599 

932 

3 200 

7 991 

2 977 

6 334 

3 678 

2 359 

4 055 

111 

329 

400 

181 

343 

263 

144 

169 

25 

43 

76 

21 

26 

48 

19 

49 

86 

286 

324 

160 

317 

215 

125 

120 


DOLLARS 

DOLLARS 


DOLLARS 


DOLLARS 

DOLLARS 
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State and Small Areas 


Table 32. —Occupancy and Financial Characteristics and Heating Equipment op Rural-Nonfarm 

Housing Units, for Counties; 1960—Con, 

[Based on sample; see text Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median, above 

or below that number] 


Heating Equipment 
Persons 

Persons per Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


AU HOUSING UNITS. . . 

HEATING equipment 

STEAM OR hot WATER.. 

WARM AIR furnace . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. ... 
OTHER MEANS WITHOUT FLUE . . 
NONE ... . 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS, . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. ... 

7 PERSONS. ... 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . . 
OWNER. ... 

renter . . . . 


PERSONS PER ROOM 


1.00 OR LESS . 

1.01 OR MORE .......... 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 19S7 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5(000 . 

$5(000 TO $7(400 . 

$7(500 TO $9(900 . 

$10(000 TO $12(400 . 

$12(500 TO $14(900 . 

$15(000 TO $19(900 . 

$20(000 TO $24(900 . 

$25(000 OR MORE. ........ 

median . 

VACANT AVAILABLE FOR SALE. . 
MEDIAN PRICE ASKED . 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 .... . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 

MEDIAN . 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN ............. 

VACANT AVAILABLE FOR RENT. . 
median rent ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 

AVAILABLE VACANT UNITS . . , 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 




dollars . 


dollars . 


DOLLARS . 


dollars . 


DOLLARS . 


OXFORD 

PENOBSCOT 

PISCATAQUIS 

SAGADAHOC 

SOMERSET 

WALDO 

WASHINGTON 

YORK 

11 464 

15 715 

7 678 

5 130 

7 991 

6 092 

10 702 

22 598 

1 624 

1 357 

654 


■1 

339 

726 

5 476 

3 079 

4 681 

2 254 



1 591 

2 345 

6 983 

748 

432 

261 

181 


173 

560 

1 641 

5 882 

8 798 

4 381 

2 943 


3 713 

6 780 

8 159 

84 

253 

96 

76 


110 

56 

139 

47 

194 

32 

51 


166 

235 

200 

7 911 

11 928 

■1 

3 315 

5 464 

3 740 

7 429 

12 253 

828 

1 199 

526 

392 

745 

459 

779 

1 506 

2 215 

2 931 

1 41B 

898 

1 460 

1 066 

2 193 

3 662 

1 405 

2 137 

852 

592 

1 020 

672 

1 363 

2 263 

1 408 

2 167 

838 

592 

806 

550 

1 322 

2 123 

1 003 

1 646 

612 

410 

672 

465 

789 

1 361 

544 

836 

357 

238 

470 

289 

474 

798 

235 

554 

160 

88 

157 

116 

312 

344 

273 

458 

85 

105 

134 

123 

197 

196 

3.1 

3.4 

3.1 

3.1 

3.0 

3.0 

3.0 

2.9 

3.2 

3.4 

3.0 

3.0 

3.0 

3.0 

3.1 

2.9 

3.1 

3.3 

3.2 

3.4 

3.2 

3,2 

3.0 

3.0 

6 968 

9 943 

4 338 

2 948 

4 735 

3 297 

6 405 

11 296 

943 

1 985 

510 

367 

729 

443 

1 024 

957 

6 141 

9 519 

3 617 

2 642 

4 385 

3 069 

6 000 

9 522 

801 

2 110 

543 

469 

793 

579 

871 

1 614 

1 301 

2 235 

620 

584 

1 030 

558 

945 

1 926 

2 484 

3 223 

1 451 

895 

1 572 

1 117 

2 250 

3 597 

1 555 

1 951 

1 003 

694 

990 

8X5 

1 934 

2 385 

1 770 

2 409 

1 231 

673 

1 079 

671 

1 429 

2 731 

760 

1 320 

608 

334 

542 

391 

748 

1 208 

365 

495 

304 

153 

304 

132 


698 

517 

412 

222 

146 

157 

110 


575 

128 

182 

97 

40 

76 

38 


250 

1 356 

2 481 

777 

714 

1 317 

729 

797 

1 832 

6 567 

9 354 

3 974 

2 634 

4 231 

2 885 

6 321 

10 373 

4 486 

6 693 

2 847 

1 816 

3 007 

1 660 

4 461 

6 624 

1 859 

2 866 

1 405 

630 

1 546 

829 

2 900 

1 479 

1 167 

1 254 

958 

480 

723 

255 

889 

1 460 

584 

958 

328 

191 

408 

217 

367 

1 341 

455 

772 

116 

252 

210 

203 

197 

1 066 

193 

316 

24 

146 

47 

48 

36 

560 

150 

378 

16 

97 

47 

74 

56 

489 

49 

121 

• « • 

20 

13 

25 

8 

206 

29 

28 

• 4 • 

t • t 

13 

9 

a 

223 

5 600 

6 000 

5 000 

6 400 

5 000- 

5 000 

5 000- 

a 400 

81 

87 

39 

42 

79 

65 

80 

148 

• • • 

1 770 

2 409 

1 231 

673 

1 079 

671 

1 429 

2 731 

49 

44 

4 

4 

44 

31 

51 

12 

294 

263 

220 

60 

217 

97 

218 

245 

481 

601 

379 

163 

269 

141 

221 

726 

349 

413 

310 

124 

196 

123 

244 

712 

88 

256 

77 

77 

60 

62 

109 

381 

21 

62 

18 

28 

20 

17 

64 

94 

10 

45 

8 

40 

12 

18 

22 

43 

478 

725 

215 

177 

261 

182 

500 

518 

53 

58 

55 

63 

51 

54 

58 

63 

1 292 

1 684 

1 016 

496 

818 

489 

929 

2 213 

33 

37 

33 

38 

28 

34 

36 

43 

72 

103 

78 

104 

44 

27 

79 

280 

... 

... 

• 1 • 


• • • 

1 t • 

... 

46 

3 553 

3 787 

2 830 

1 815 

2 527 

2 352 

3 273 

10 345 

1 154 

405 

245 

264 

483 

457 

467 

2 509 

2 399 

3 382 

2 585 

1 551 

2 044 

1 895 

2 806 

7 836 

241 

258 

139 

192 

171 

106 

176 

553 

84 

57 

22 

37 

44 

12 

13 

126 

157 

201 

117 

155 

127 

96 

163 

432 
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Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960 
[Based on sample; see text Median not shown where base is less than 200 ] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply- 
Toilet Fac 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Shipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

ANDROSCOGGIN 

AROOSTOOK 

CUMBERLAND 

FRANKLIN 

HANCOCK 

KENNEBEC 

KNOX 

LINCOLN 

TENURE AND COLOR 









ALL occupied UNITS . 

550 

2 655 

926 

476 

460 

1 027 

490 

426 

OWNER OCCUPIED . 

507 

2 362 

806 

426 

425 

977 

447 

392 

WHITE. 

507 

2 362 

806 

426 

425 

977 

447 

392 

NONWMITE . 

• • * 

t • • 

• • • 

f • f 

• ft 

• • • 

f • • 

• • • 

RENTER OCCUPIED. 

43 

293 

120 

52 

35 

50 

43 

34 

WHITE. 

43 

283 

120 

52 

35 

50 

43 

34 

nonwhite . 

... 

10 

... 

... 

... 


... 

... 

CONDITION AND PLUMBING 






_l 



ALL OCCUPIED UNITS ......... 

550 

2 655 

926 

478 

460 


490 

426 

SOUND. 

438 


693 

318 

337 


419 

305 

WITH ALL PLUMBING FACILITIES . 

299 


561 

249 

194 


306 

235 

LACKING ONLY HOT WATER . 

11 


16 

8 

8 

13 


4 

LACKING OTHER PLUMBING FACILITIES. . . . 

12a 

313 

116 

61 

135 

184 

113 

66 

DETERIORATING. 

96 

512 

197 

128 

95 

250 

62 

100 

WITH ALL PLUMBING FACILITIES . 

52 

276 

89 

51 

39 

108 

34 

32 

lacking ONLY HOT WATER . 

4 

9 

4 

4 


5 

• 1 t 

• • t 

LACKING OTHER PLUMBING FACILITIES. . . . 

40 

227 

104 

73 


137 

28 

68 

DILAPIDATED. 

16 

161 

36 

32 


25 

9 

21 

RENTER OCCUPIED. 

43 

293 

120 

52 


50 


34 

SOUND. 

39 

156 

88 

36 


33 


21 

WITH all plumbing FACILITIES . 

23 

106 

68 

28 


25 


17 

LACKING SOME OR ALL FACILITIES . 

16 

50 

20 

8 

12 

8 


4 

DETERIORATING.... 

4 

99 

25 

12 

4 

17 


13 

WITH ALL PLUMBING FACILITIES . 

• • • 

21 

• ft 

4 

• ft 

• • • 


8 

LACKING SOME OR ALL FACILITIES . 

4 

78 

25 

8 

4 

17 


5 

DILAPIDATED. 

. ... . 

38 

7 

4 

8 

... 


• ft 

ALL OCCUPIED UNITS . 

550 

2 655 

926 

478 

460 

1 027 

490 

426 

WATER supply 

— 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

447 

2 182 


353 

263 

781 

397 

316 

only COLD PIPED WATER INSIDE STRUCTURE . . 

83 

202 


72 

82 

162 

58 

57 

PIPED WATER OUTSIDE STRUCTURE. 

• • • 

47 

4 



13 

• • # 

9 

NO PIPED WATER . 

20 

224 

54 



71 

35 

44 

TOILET FACILITIES 









FLUSH TOILETt EXCLUSIVE USE. 

394 

2 136 

723 



767 

367 

284 

flush toIlet t shared . 

4 

37 

16 



9 

f • • 

142 

OTHER toilet facilities OR NONE. 

152 

482 

187 

146 

190 

251 

123 

bathing facilities 









bathtub OR SHOWERt EXCLUSIVE USE . 

378 

1 988 

690 

320 

245 

690 

345 

288 

BATHTUB OR SHOWERt SHARED. 

12 

41 

20 

• • • 

4 

17 

145 

138 

NO bathtub OR SHOWER . 

160 

626 

216 

158 

211 

320 

ROOMS 









1 ROOM . 


17 

8 

• f • 

• • • 

• f • 

... 

... 

2 ROOMS . 


44 

8 

5 

4 

4 

I9 

4 

3 rooms . 


46 

25 

12 

8 

25 

4 

4 ROOMS. ...... . ...... 


208 

77 

20 

22 

64 

13 

38 

5 ROOMS . 


277 

153 

24 

59 

123 

44 

28 

6 ROOMS . 


400 

128 

103 

55 

148 

89 

61 

7 ROOMS . 


453 

171 

88 

67 

224 

76 

92 

S ROOMS OR MORE . 

241 

1 210 

356 

226 

245 

439 

249 

199 

MEDIAN! 









ALL OCCUPIED . 


7.2 

6.9 

7.4 


7.2 

7.5 

7.3 

OWNER. .... . 


7.4 

7.0 

7.4 


7.2 

7.3 

7.4 

RENTER . 


5.5 

... 

... 


... 

... 

••• 

Year structure built 









1955 TO MARCH 1960 . 

12 

79 

44 

f • • 


30 

12 

4 

1950 TO 1954 . 

8 

98 

32 

13 

13 

33 

8 

16 

1940 TO 1949 . 

33 

240 

39 

21 

17 

34 

23 

12 

1930 TO 1939 . 

12 

147 

62 

20 

17 

38 

9 

8 

1929 OR EARLIER . 

485 

2 091 

749 

424 

409 

892 

438 

386 

HEATING EQUIPMENT 









STEAM OR HOT WATER . 

112 

189 

231 

21 

24 

150 

93 

56 

WARM AIR FURNACE . . . 

227 

1 578 

319 

172 

183 

512 

220 

190 

BUILT-IN ROOM UNITS... 

5 

45 

77 

8 

13 

25 

13 

8 

OTHER MEANS WITH FLUE. 

206 

817 

278 

273 

232 

336 

164 

172 

OTHER MEANS WITHOUT FLUE . 

« t • 

22 

21 

4 

8 

4 

t f • 

• • • 

NONE. 

SOURCE OF WATER 


4 







PUBLIC SYSTEM OR PRIVATE COMPANY . 

21 

57 

158 

86 

• • • 

93 

33 

21 

INDIVIDUAL WELL. 

500 

2 345 

718 

387 

345 

832 

456 

294 

OTHER. 

35 

215 

72 

15 

48 

36 

24 

69 

SEWAGE DISPOSAL 









PUBLIC sewer . 

ft# 

6 

5 

5 

• • f 

10 

• • • 

• • • 

SEPTIC TANK OR CESSPOOL. 

400 

2 172 

755 

333 

233 

712 

370 

286 

OTHER OR NONE. ........ . 

156 

439 

188 

150 

160 

239 

143 

98 

HOME FOOD FREEZER 









1 OR MORE. 

244 

1 993 

183 

211 

285 

659 

270 

262 

NONE. 

264 

843 

628 

237 

419 

577 

111 

1 345 



k 

j|. 




i, 


il 


% 


















































































































21-44 


State and Small Areas 


Table 33. —^Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: 1960—Con. 

[Based on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac 
Bathing Fac. 


Rooms 

Year Struct Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

OXFORD 

PENOBSCOT 

PISCATAQUIS 

SAGADAHOC 

SOMERSET 

WALDO 

WASHINGTON 

YORK 

TENURE AND COLOR 









ALL OCCUPIED UNITS . 

BOl 

1 005 

313 

191 

1 037 

967 

462 

716 

OWNER OCCUPIED . 

702 

927 

278 

183 

993 

904 

425 

673 

WHITE... 

702 

924 

278 

183 

993 

904 

425 

673 

NONWHITE . 

• • t 

3 

• • • 

• » • 

• • • 

• • • 

• « • 

« • • 

RENTER OCCUPIED. 

99 

78 

35 

8 

44 

63 

37 

43 

WHITE. 

99 

78 

35 

8 

44 

63 

37 

43 

NONWHITE . 


... 

... 


... 

«• t 

• • • 

< «• 

CONDITION AND PLUMS INS 




^B 





ALL OCCUPIED UNITS . 


1 005 

313 


1 037 

967 

462 

716 

SOUND. 


693 

160 


697 

608 

357 

555 

WITH ALL PLUMBING FACILITIES . 


506 

120 


473 

429 

215 

466 

LACKINQ ONLY HOT WATER . 


8 

• « • 


5 

8 

6 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 


179 

40 


219 

171 

134 

as 

DETERIORATING. 


238 

91 

38 

289 

282 

93 

111 

WITH ALL PLUMBING FACILITIES . 


90 

48 

12 

112 

107 

17 

66 

LACKING ONLY HOT WATER . 


12 

• • • 

12 

4 

8 

• • • 

4 

lacking OTHER PLUMBING FACILITIES. . . . 

178 


43 

14 

173 

167 

76 

41 

DILAPIDATED.. 

57 


62 

4 

51 

77 

12 

50 

RENTER OCCUPIED. 



35 

8 

44 

63 

37 

43 

SOUND. ... . 

56 


9 

8 

20 

29 

13 

30 

WITH ALL PLUMBING FACILITIES . 

34 


4 


16 

16 

13 

16 

LACKING SOME OR ALL FACILITIES . 

22 


5 



13 

t t • 

14 

DETERIORATING. 

35 


8 



20 

24 

9 

WITH ALL PLUMBING FACILITIES . 

t • • 


4 



8 

• • • 


LACKING SOME OR ALL FACILITIES . 

35 

16 

4 



12 

24 

• • • 

DILAPIDATED. 

8 

... 

18 



14 

• ■ ■ 


ALL OCCUPIED UNITS . 

— 

801 

1 005 

313 

191 

1 037 

967 

462 

716 

water supply 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 


739 

216 



661 

289 

604 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


145 

48 




66 

67 

PIPED WATER OUTSIDE STRUCTURE. 


29 

t • • 


4 


• • « 

• • • 

NO PIPED WATER . 


92 

49 

12 

113 


107 

25 

TOILET FACILITIES 









FLUSH TOILET. EXCLUSIVE USE. 

484 

665 

1B9 

167 

663 

567 

260 

57*^ 

FLUSH TOILET. SHARED . 

16 

18 

12 

4 

13 

9 

t • • 

30 

OTHER TOILET FACILITIES OR NONE. 

301 

322 

112 

20 

361 

371 

202 

112 

BATHING FACILITIES 









BATHTUB OR SHOWER. EXCLUSIVE USE . 

458 

<>H1 

181 

157 

608 

574 

260 

561 

BATHTUB OR SHOWER. SHAREO. 

20 

18 

12 

• t • 

9 

9 

t t • 

30 

NO bathtub or shower . 

323 

346 

120 

34 

420 

384 

202 

125 

ROOMS 









1 ROOM. 

4 

• • • 


• • t 

34 

4 

5 

4 

2 ROOMS. 

4 

12 


• • • 

17 

8 

4 

4 

3 ROOMS. 

21 



• • t 

5 

25 

24 

8 

4 ROOMS. 

60 



12 

87 

115 

12 

53 

5 ROOMS. 

136 



22 

97 

113 

37 

104 

6 ROOMS. 

152 



28 

207 

153 

82 

9l 

7 ROOMS.. . 

102 

201 

52 

48 

205 

179 

81 

138 

B ROOMS OR MORE. 

322 



81 

385 

370 

217 

314 

MEDIAN' 









ALL OCCUPIED . 

6,7 



• ■ • 

6.8 

6.9 

7.3 

7.2 

OWNER. 

7.0 



• • • 

6.9 

7.0 

7.3 

7.2 

RENTER . 

... 

... 

... 

... 

... 

• • • 

... 

... 

YEAR STRUCTURE BUILT 









1955 TO MARCH I960 . 

29 

36 

4 

4 

29 

42 

29 

4 

1950 TO 1954 . 

24 

12 

4 

4 

59 

33 


37 

1940 TO 1949 . 

41 

40 

24 

5 

50 

59 


66 

1930 TO 1939 . 

33 

49 

20 

8 

48 

37 


50 

1929 OR EARLIER. 

674 

868 

261 


851 

796 


559 

HEATING EQUIPMENT 







^■1 


STEAM OR HOT WATER . 

56 

53 

4 


100 

55 


147 

WARM AIR FURNACE . 

211 

447 

155 


375 

403 


260 

BUILT-IN ROOM UNITS. 

52 

36 

12 


34 

20 


54 

OTHER MEANS WITH FLUE. 

474 

460 

138 


524 

489 


251 

OTHER MEANS WITHOUT FLUE . 

8 

9 

4 


'4 

• • • 


4 

NONE. 

... 

... 

... 


... 

... 


... 

SOURCE OF WATER 









PUBLIC SYSTEM OR PRIVATE COMPANY . 

30 

16 

24 

10 

60 

20 

24 

64 

INDIVIDUAL WELL. 

706 

931 

226 

185 

859 

845 

316 

591 

OTHER. 

62 

46 

41 

6 

144 

73 

45 

50 

sewage disposal 









public SEWER . 

10 

6 

15 

5 

11 

5 

10 

15 

SEPTIC TANK OR'CESSPOOL. .. 

442 

713 

173 

161 

685 

571 

205 

569 

OTHER OR NONE. 

346 

274 

103 

35 

367 

362 

170 

1,21 

HOME FOOD FREEZER 









1 OR MORE. 

404 

726 

156 

99 

487 

432 

260 

301 

NONE. 

. 385 

372 

254 

59 

466 

661 

'513 

463 
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Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


SUBJECT 

ANDROSCOGGIN 

AROOSTOOK 

CUMBERLAND 

FRANKLIN 

HANCOCK 

KENNEBEC 

KNOX 

LINCOLN 

ALL OCCUPIED UNITS . 

550 

2 655 

926 

478 

460 

1 027 

490 

426 

PERSONS 









1 PERSON . 

31 

116 

53 

24 

51 

63 

29 

25 

2 PERSONS. 

127 

591 

306 

129 


273 

160 

126 

3 PERSONS. 

94 

459 

163 

121 


253 

60 

118 

4 PERSONS. 

89 

455 

125 

75 


143 

78 

80 

5 PERSONS.. 

57 

283 

140 

60 


130 

65 

42 

6 PERSONS. 

79 

322 

66 

32 


79 

50 

23 

7 PERSONS. 

31 

211 

47 

20 


33 

23 

8 

8 PERSONS OR MORE. 

42 

218 

26 

17 


53 

25 

4 

MEDIAN! 









ALL OCCUPIED . 

3.8 

3.9 

3.1 

3.2 


3.2 

3.4 

3.0 

OWNER. 

3.8 

3.8 

3.2 

3.3 


3.2 

3.4 

3.0 

RENTER . 

... 

4.1 

... 






PERSONS PER ROOM 









1.00 OR LESS . 

504 

2 324 

842 

449 

460 

947 

468 

422 

1.01 OR MORE . 

46 

331 

84 

29 

... 

BO 

22 

4 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED ..... . 

507 

2 362 

806 

426 

425 

977 

447 

392 

1958 TO MARCH 1960 . 

39 

156 

54 

16 

12 

29 

45 

• ft 

1954 TO 1957 . 

38 

237 

104 

50 

26 

170 

60 

51 

1940 TO 1953 . 

192 

911 

289 

181 

145 

332 

151 

131 

1939 OR EARLIER. 

238 

1 058 

359 

179 

242 

446 

191 

210 

RENTER OCCUPIED. 

43 

293 

120 

52 

35 

50 

43 

34 

1958 TO MARCH 1960 . 

17 

83 

31 

4 

4 

4 

13 

13 

1954 TO 1957 . 

13 

67 

16 

12 

16 

20 

• I • 

4 

1940 TO 1953 . 

4 

103 

37 

20 

4 

13 

17 

4 

1939 OR EARLIER. 

9 

40 

36 

16 

11 

13 

13 

13 

RENT STATUS 









RENTER OCCUPIED. 

43 

293 

120 

52 

35 

50 

43 

34 

RENT PAID. 

• • • 

20 

a 

12 

16 

• • B 

13 

13 

NO CASH RENT . 

43 

273 

112 

40 

19 

50 

30 

21 

SUBJECT 

OXFORD 

PENOBSCOT 

PISCATAQUIS 

SAGADAHOC 

SOMERSET 

WALDO 

WASHINGTON 

YORK 

ALL OCCUPIED UNITS . 

801 

1 005 

313 

191 

1 037 

967 

462 

716 

PERSONS 









1 PERSON . 

71 


13 

16 

43 



36 

2 PERSONS. . . 

233 


67 

53 

263 



241 

3 PERSONS. 

135 


56 

48 

185 


89 

137 

4 PERSONS. 

130 


65 

25 

187 


76 

109 

5 PERSONS. 

120 


32 

33 

150 


36 

88 

6 PERSONS. 

40 


40 

12 

67 

92 

38 

46 

7 PERSONS. 

28 


28 

• t • 

57 

86 

20 

30 

8 PERSONS OR MORE. 

44 


12 

4 

85 

66 

16 

29 

MEDIAN! 









ALL OCCUPIED . 

3.2 


3.8 

• f • 

3.6 

3,5 

3.0 

3.1 

OWNER. 

3.3 


3.8 

» • • 

3.6 

3,4 

2.9 

3.0 

RENTER . 

... 


... 

... 



... 

... 

PERSONS PER ROOM 









1.00 OR LESS . 

717 

948 

277 

187 

905 

853 

434 

682 

1.01 OR MORE .... . 

84 

57 

36 

4 

132 

114 

28 

34 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED . 

702 

927 

278 

183 

993 

904 

425 

673 

1958 TO MARCH 1960 . 

28 

48 

16 

28 

111 

58 

29 

49 

1954 TO 1957 . 

91 

105 

39 

20 

134 

129 

65 

75 

1940 TO 1953 . 

241 

337 

112 


380 

405 

109 

237 

1939 OR EARLIER. 

342 

437 

111 


368 

312 

222 

312 

RENTER OCCUPIED. 

99 

78 

35 


44 

63 

37 

43 

1958 TO MARCH 1960 . 

12 

35 

8 


24 

17 

9 

12 

1954 TO 1957 . 

17 

13 

9 


4 

16 

9 

17 

1940 TO 1953 . 

52 

25 

10 

8 

12 

12 


9 

1939 OR earlier. 

18 

5 

8 

... 

4 

18 

19 

5 

RENT STATUS 









RENTER OCCUPIED. . . 

99 

78 

35 

8 

44 

63 

37 

43 

RENT PAID. 

a 

• • « 

• f • 

• • • 

4 

5 

• t • 

• • B 

NO CASH RENT . 

91 

78 

35 

8 

40 

58 

37 

43 


( 


I 
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State and Small Areas 


Table 35. —Source of Water and Sewage Disposal, for Counties: 1960 

[Based on sample; see text] 


SEWAGE DISPOSAL 



Table 36. —Characteristics of Housing Units With Non white Household Heads, for 
SMSA’s AND Places With 100 to 400 Such Units: I960 

[Data shown for places of 2,600 inhabitants or more. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Tenure Rooms 

Condition and Persons 

Plumbing Persons per Room 


SUBJECT 


ALL OCCUPIED UNITS . . . . 
TENURE 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

CONDITION AND PLUMBING 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
DILAPIDATED. 

ROOMS 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

M- ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

a ROOMS OR MORE. 

MEDIAN . 



SUBJECT 



PORTLAND 

SMSA 


PLACES 


BANGOR PORTLAND 



(Tables 37 bo 39 of the standard State series are omitted) 


















































































APPENDIX 


Table A-1. —Percent op Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: I960 

pAidere (• • J indicate that the item is not applicable or that it is not publislied in this report for the given areas. The base on which the percentage is computed is expressed as a code which appears jn 

the first column, The legend for the codes follows the table] 


SUBJECT 

BASE 

(code) 

THE 

STATE 

inside smsa 

's 

OUTSIDE 

SMSA’S 

PLACES OF 1,000 TO 50,000 INHABITANTS 

TOTAL 

PLACES OF 
50,000 

1NHAB1T- 
ANTS 

OR MORE 

BALANCE 

25,000 

TO 

60,000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1 ,000 
TO 

2,500 

OOCUPANCY CHARACTERISTICS 




■ 

■■ 






TENURE. 

2 

1 .If 

1.3 



1 .1 

1 .1 

1 .0 

1 .2 

1 .2 

YEAR MOVED INTO UNIT. 

2 

1 .7 

2.8 


1.3 

1 .1 

0.5 

1 .9 

1 .1 

... 

VACANCY STATUS 1 











FOR SALE ONLY . 

If 

16.5 

9.8 

17.6 

5.9 

17.7 

2.1 

a.7 

16.0 


FOR RENT. 

5 

>1.8 

5.8 

B.1 

2.7 

‘t.3 

3-7 

1 .7 

1.2 


OTHER . 

6 

1 .7 

*f.5 

10.1 

1 .7 

1 .1 

3.2 

2.2 

1 .1 

m • « 

DURATION OF VACANCY . 

3 


3M-.7 

37.6 

31 .6 

31.2 

28.6 

• • • 

• * « 

• • » 

STRUCTURAL CHARACTERISTICS 











BASEMENT. 

1 

■fS 

5.7 


3.1 

11.9 

2.1 

5.1 


... 

BEDROOMS. 

1 


8.1 


5.7 

11.8 

6.7 

e.o 

• • • 

• • • 

ROOMS. 

1 


2.0 


1.1 

7.3 

1 .1 

2.a 

1.9 

2.5 

TRAILERS! ON PERMANENT FOUNDATION OR MOBILE . 

7 

6.8 

5.0 



6.8 

• • • 

• « * 

• • • 

• • • 

UNITS IN structure. 

1 

9.6 

5.0 



10.6 

1.3 

1.3 

6.8 

• • • 

YEAR STRUCTURE BUILT. 

1 

10.8 

5.2 

8.9 


12.1 

2.0 

5.2 

7.1 

• • • 

CONDITION AND PLUMBING FACILITIES 











BATHING FACILITIES. 

1 

6.3 

2.3 

3.9 

1 .2 

7.2 

1 .7 

2.7 


... 

BATHROOMS . 

1 

15.7 

11 .5 

15.8 

8.5 

16.6 

8.1 

10.1 


• • • 

CONDITION OF UNIT . 

1 

3.0 

1 .2 

0.9 

1 .1 

3.'»- 

2.2 

1 .2 


2.1 

SEWAGE DISPOSAL.. 

1 

10.6 

... 

• • • 

• • . 


1 .5 

1.8 


• • • 

SOURCE OF WATER . 

1 

10.3 

r , t 

« » * 

• « • 

• • • 

1 .5 

1.9 


• • • 

TOILET facilities . . . 

1 

5.7 

2.1 

3.7 

1 .0 

6.5 

1 .6 

2.5 

1.8 

• • • 

WATER SUPPLY. 

1 

6.1 

2.2 

3.6 

1.3 

7.0 

2.0 

2.7 

6.1 

' • • 

EQU1PMENT 











AIR CONDITIONING. 

2 

2.8 

3.7 

6.0 


2.6 

1 .9 




AUTOMOBILES AVAILABLE . 

2 


6.6 

8.6 


6.0 

5.2 

• • • 

• « . 


CLOTHES DRYER . 

2 


1.6 

7.1 


3-1 

• • • 

• * • 

• • • 


CLOTHES washing MACHINE . 

2 


3.6 

6.3 


3.1 

• » • 

• . • 

• • • 


HEATING EQUIPMENT . . 

1 


5-3 

8.9 

2.8 

11.9 

1 .8 

5.0 

6.8 


HOME FOOD FREEZER . 

2 


1.1 

5.8 

3.1 

3.6 

• • • 

• • • 

• • • 


RADIO SETS. 

2 


3-3 

5.5 

1.9 

2.1 

• • • 

• • « 

• • • 


TELEPHONE AVAILABLE . 

2 


3-3 

5.1 

2.1 

2.6 

• • * 

• . • 

• « • 


TELEVISION SETS . 

2 

3.0 

3.6 

5.1 


2.8 

. • . 

♦ • * 

• • . 


FUELS 





H 






COOKING FUEL. 

2 

3.2 

1.5 

6.9 


2.8 





heating fuel. 

2 

6.8 

6.0 

7.3 

5.0 

7.1 

• • • 

• • • 

• • • 

• • • 

WATER HEATING FUEL. 

2 


10.1 

9.9 

10.2 

20.1 

• • • 

• * • 

• • ♦ 

► . . 

FINANCIAL CHARACTERISTICS 


■ 









CONTRACT RENT . 

B 


1.5 

3.7 

5.2 

11.1 

1.9 

9.1 

11.9 


VALUE . 

9 


1.1 

2.0 

5.1 

1.7 

1.1 

5.1 

5.0 

3.5 


I 


COPE BASE 

1 ALL HOUSINO UNITS 

2 OCCUPIED HOUSINO UNITS 

3 VACANT AVAILABLE FOR RENT OR SALE 

*f VACANT AVAILABLE FOR SALE ONLY 

5 VACANT AVAILABLE FOR RENT 

6 Vacant year-round units other than available units 

7 OCCUPIED trailers 

e RENTER-OCCUPIED AND VACANT AVAI LABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 
9 OWNER-OCCUPIED AND VACANT AVAILABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 

Baltimore, Md.: Baltimore city; Anne Arundel, Baltimore, Carroll, and Howard Counties, Md. 

Washington, D.C.-Md.-Va.: Washington, D.C.; Montgomery and Prince Georges Counties, Md.,* Alexandria and Falls Church cities; 
Arlington and Fairfax Counties, Va. 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 

Baltimore, Md.; Baltimore city; parts of Anne Arundel, Baltimore, and Howard Counties, Md. 

Washington, D.C.-Md.-Va.: Washington, D.C.; parts of Montgomery and Prince Georges Counties, Md.; Alexandria and Falls 
Church cities, Arlington County, part of Fairfax County, Va. 
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Tabic l-s™.™ ™ Standakd Mb^coutan Statistical Aaeas, 


AREA 


THE STATE. .... 
URBAN. ... . 

rural. ....,,., 

NONFARH. 

OCCURtEO FARH. . . . 

INSIDE SMSA*a. 

IN CENTRAL CITIES. . 
NOT IN central cities 
OUTSIDE SMSA'S .... 


STANDARD METROPOLITAN 

statistical areas 

BALTIMORE. 

WASHINaTON, D.O.-WO.-VA. 
STATE portion. . , . , 


PLACES 


ANNAPOLIS. 

ARBUTUS-HALETHORPE-REUY 
(UJ .......... 

BALTIMORE. ....... 

BETHESOA (U| . 

CAMBRlDflE. 

CATONSVILLE (Ul, . , , . 

COLLEBC PARK . 

CUMBERLAND . . . 

DUNDALK (U). 

ESSEX <U». , . . 

FREDERICK. 

HAOERSTOWN 

HILURE8T HEXftHTS (U). . 

.. 

UNOUY PARK (U» , . . . 
UN8D0BNE-BALTIM0RE MI8H- 

LANDS (U) . 

LOCH RAVEN (U1 . 

MIDDLE RIVER <U| . , . . 
DVERLEA <UJ. . , , , . . 
RARKVILLE-CaRNEY (U) . . 

PIKE8VXU.E (Ul . 

ROCKVILLE. 

SALISBURY. 

SILVER SPRINB «U|, . . , 
SPARROWS POINT-FORT 
HOWARD-COOCMERE (u) . . 
S|'OWLEIBH-ROO«ER$ FORSE 

SUITLAN0-SILVER*HXLL <U» 

TAKOMA PARK, . . 

TIMONIUM-LUTHERVILLE (U) 
TOiSON <UI ...... . 

•HEATON (U). 

•OOOUWN-ROCKOAUE-MILPORO 
MILLS (U).. . . 



ALL HC 

)USINQ UNITS 

-— 

total 

NUMBER 

MEDIA^ 

num¬ 

ber 

OF 

ROOMS 



IN 

one- 

hous¬ 

ing 

UNIT 

struc¬ 

tures 

1 

SOUND 1 

with 

ALL 

plumb¬ 

ing 

facil¬ 

ities 

. 934 552 

5.8 

80.<( 

32.! 

81,4 

• 677 839 

5.5 

75.7 

32,! 

67.6 

. 256 713 

5.1 

93,1 

32,< 

65.0 

. 228 279 

5.2 

92.‘ 

35.1 

65,7 

. 28 434 

6.5 

98,7 

12.3 

59.6 

. 716 298 

5.5 

78.2 

35.C 

866? 

. 290 155 


70.5 

14.0 

83.3 

. 426 143 


83.4 

49.3 

89«Ji 

. 218 

254 

H 

87.9 

24,3 

63.9 

. 519 

540 

5.5 

78,4 

28.0 

64.6 

. 618 

368 

4.9 

59.6 

36.7 

89,5 

. 196 

75a 

5.5 

77.5 

53.4 

92,5 

. 7 

206 

5.3 

76.7 

21.6 

76.6 

7 

057 

5.5 

76.3 

36.6 

94.9 

290 

155 


70.5 

14,0 

63.3 

16 

723 


82.3 

56.3 

97.9 

4 

191 


81.6 

15.9 

58.5 

11 

135 


82,3 

49,5 

95,5 

4 

060 

5.4 

80.2 

47,3 

86.8 

11 

476 

5.5 

73.3 

6.9 

79,1 

22 

820 

5.4 

87.1 

49.6 

93.0 

10 

53a 

4.9 

78.5 

39.8 

91.1 

6 

911 

5.4 

70.2 

21,1 

80.7 

12 

9U 

5.1 

69.7 

12.7 

70,2 

4 

213 

5.6 

86«6 

61.6 

97.3 

4 

617 

5.2 

68.7 

25.0 

95.1 

3 

952 


27,4 

90.2 

100.0 

3 

626 


92.9 

64.6 

94.8 

7 

061 


77,2 

71,7 

98,8 

3 

047 


88.1 

22.5 

82.0 

3 

149 


91.3 

35.3 

9S.1 

7 

663 


94.0 

53.5 

96.0 

5 

20a 

6.2 

93.3 

62.1 

98.1 

6 

536 

5.3 

85.2 

72.2 

94.6 

5 

560 

5.3 

81.2 

17.7 

73.2 

20 

658 

5.7 

68.9 

44.6 

98.2 

3 

342 

5.2 

86.9 

18.2 

77.0 

4 

887 

6.2 

78,5 

36.5 

98.4 

3 

207 

4.6 

53.9 

55,0 

92.0 

5 

74a 

4.6 

46.3 

26.9 

91.1 

3 

399 

6.1 

97.0 

77.7 

97.4 

5 

747 

6.1 

76,0 

53.0 

96.5 

13 

626 

B.a 

98.3 

77.0 

98.2 

5 

652 

6.1 

93.1 

65.6 

97.4 


OCCUPIED HOUSING UNITS 


TOTAL 

NUMBER 


863 001 
645 100 
217 893 

189 459 
28 434 

672 406 
275 597 
396 809 

190 595 


484 978 
590 621 
107 428 


6 834 

6 817 
275 597 
15 900 
3 988 
10 801 
3 935 

11 023 
21 995 

9 853 

6 675 

12 145 

3 989 

4 473 
3 888 


538 

563 

817 

066 

420 


5 169 

6 315 
5 152 

19 792 

3 145 

4 778 
3 059 

5 446 
3 253 
S 398 

13 117 

5 437 


MEDIAN 

NUM¬ 

BER 

OF 

PER¬ 

SONS 


3.2 

3.2 

3.3 
3.3 
3,5 

3.2 

2.9 

3 

3,1 


3.1 

2.9 

3,5 


2.9 

3.1 
2.9 

3.3 

2.6 

3.2 

3.5 

2.7 

3.6 

3.4 

2.7 

2.6 

3.6 
3.0 

2.8 

3.6 

3.4 

3.8 

3.5 

3.6 

3.6 
4,0 

2.7 
3.2 

3.4 

3,0 

3,0 

2.6 

3.8 

3.1 

4.1 

3.5 


PERCENT— 


WITH 
1,01 
OR MORE 
PERSONS 
PER 
ROOM 


9.7 

8.6 

12.8 

13.2 

10.1 

9.2 

10.2 

8.5 

11.4 


9.4 
9.7 

8.5 


10.9 

4.6 

10.2 

2.0 

10.1 

3.9 

11.2 

5.7 
10.8 
10.2 

7.1 

6.5 

9.5 

7.1 

6.1 

10.9 

4.0 

23.4 

4.9 

4.8 

1.4 

12.6 

6.3 

3.3 

13.8 

1.1 

10.4 

5.7 
3,0 

2.5 

9.3 

2.7 


MOVED 

IN 

DUR¬ 

ING 

1958- 

1960 


30.4 
31.0 
28.7 

30.5 
15,0 

31.1 
27.9 

33.2 

28.2 


28.S 
40.0 
37.0 


29.6 

30.5 

27.9 

37.4 
24.0 

25.9 
36.0 

25.6 
25.0 

37.5 

33.1 

31.5 

47.8 

28.7 

55.5 

31.3 

41.7 

33.4 

17.3 

22.8 

23.3 

37.8 
3C.6 

33.7 

25.2 

21.3 

47.8 

39.7 

37.7 

30.4 

34.4 

27.8 


OCCU¬ 

PIED 

BY 

NON- 

WHITE 


14,3 

15.1 

11.9 

12.2 
10.0 

14.9 
29.2 

5.0 

12.1 


18.8 

21.5 

5.0 


26.0 

1.8 

29.2 

0.9 

32.8 

6.9 

3.9 

2.2 

6.9 

0.6 

8.8 

4.1 
0.3 
1.7 

1.1 


1.3 

0.1 

0.2 

6.3 
13.4 

1.0 

7.6 

0,6 

3.6 

a.6 

2.2 

3.3 

1.4 

0,7 


OWNER 

OCCU¬ 

PIED 


64.5 

62.6 
69.9 

69.5 
72.8 

65.0 

54.3 

72.4 

62.6 


63.6 
48.9 

68.6 


56.5 

67.6 

54.3 

75.3 

45.7 

78.1 
70.6 

51.1 

77.9 
62.0 

51.8 

43.5 

65.6 

62.5 

23.7 

80.8 

76.9 

68.3 

67.4 

91.6 

90.5 

75.1 

56.2 

63.7 

54.9 

75.9 

47.2 
48.4 

91.3 
74.0 

90.8 

88.7 


RENTER 

OCCU¬ 

PIED 


35.5 

37.4 

30.1 

30.5 

27.2 

35.0 

45.7 

27.6 
37.4 


36.4 
51,1 

31.4 


43.5 

32.4 

45.7 

24.7 

54.3 

21.9 

29.4 

48.9 
22.1 
38.0 

48.2 

56.5 

34.4 

37.5 

76.3 

19.2 

23.1 

31.7 

12.6 

8.4 

9.5 

24.9 

43.8 

36.3 

45.1 

24.1 

52.8 
51,6 

8,7 

26.0 

9.2 

11.3 


OWNER 

median 

VALUE 

(DOL¬ 

LARS* 


11 900 

12 lOO 
10 800 
10 800 


12 400 
9 OOO 
14 700 
9 000 


10 80C 
17 100 
17 300 


14 OOo 

12 800 
9 OOO 
27 400 
8 600 

13 500 

14 800 
8 900 

10 OOO 
10 400 

13 300 

10 300 
17 100 

14 200 

15 900 

8 60o 

11 900 
8 300 

11 800 

12 700 

15 700 

14 700 

10 7OO 

19 300 
10 500 

15 400 

16 OOO 

17 OOO 

18 300 
21 300 
16 700 

14 100 


RENTER 

MEDIAN 

GROSS 

RENT 

(DOL¬ 

LARS) 


76 

88 

76 
119 

59 

87 

90 

54 

83 

69 

65 

58 

102 

89 
95 

83 

106 

81 

77 
83 

93 

103 

73 

112 

63 

105 

87 

90 
95 
98 

129 

87 


HOME 

OWNER 


1.8 

1.8 

2.0 

2.3 


2.0 

1.4 

2.3 

1.3 


1.9 

1 

2.1 


1.7 

1.0 

1.4 

2.1 

0.7 

1.4 

1.5 
0,7 
1.0 
3,0 

0.8 

1.2 

3.6 
0.7 
0.2 

l.C 

4.9 

4.5 

1.1 

1.5 

1.1 

1.2 

2.2 

0,8 

0.8 

0,7 

2.6 
1.0 
2.1 

1.3 

2.4 

2.31 


RENTAL 


6.2 

6.0 

6.9 

7.7 


6.0 

6.4 

5.6 

6.7 


6.3 

4.4 
5.3 


5.5 

4.3 

6.4 

6.8 

4.5 

3.1 

3.7 

3.6 

5.2 

7.6 

2.5 

5.9 

5.8 

5.2 

1.8 

3.0 

5.5 

4.5 
5.1 

4.5 

3.0 

6.3 

8.6 
6.8 

2.9 

3.3 
4.0 

7.3 
16.2 
13.1 

3.3 

5.1 
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State and Small Areas 


Table 2. —^Tenuhe, Vacancy Status, and Condition and Plumbing Facilities, for the State, 
Inside and Outside SMSA’s, Urban and Rural: 1960 

[Some data based ou sample; see text] 


Tenure by Gslot, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac 
Bathing Fac. 


SUBJECT 


ALL HOUSING UNITS . 


TENURE I COLOR. AND VACANCY 
STATUS 


OCCUPIED. 

OWNER OCCUPIED. 

PERCENT OF ALL OCCUPIED 

WHITE . 

NONWHITE. 

RENTER OCCUPIED ...... 


NONWHITE. 

VACANT.. • 

YEAR ROUND. 

SOUNO OR DETERIORATING. 

AVAILABLE . 

FOR SALE ONLY.. . . . . 

HOMEOWNER VACANCY RATE. 

FOR RENT. 

RENTAL VACANCY RATE . 

RENTED OR SOLD. AWAITING OCCUPANCY. . . 

HELD FOR OCCASIONAL USE . 

HELD for other REASONS. 

DILAPIDATED.. • 

SEASONAL. 


CONDITION AND PLUMBING 


ALL UNITS . 

SOUNO . 

WITH ALL PLUMBING FACILITIES. 

LACKING ONLY HOT WATER... 

LACKING OTHER PLUMBING FACILITIES . . . . . 

DETERIORATING . 

WITH ALL PLUMBING FACILITIES. 

LACKING ONLY HOT WATERS . 

LACKING OTHER PLUMBING FACILITIES . 

dilap lOATEO. 

owner occupied. 

SOUNO . 

WITH ALL PLUMBING FACILITIES. 

LACKING SOME OR ALL FACILITIES. 

OETERIORATING . 

WITH ALL PLUMBING FACILITIES. 

LACKING SOME OR ALL FACILITIES. 

DILAPIDATED . 

RENTER OCCUPIED ............. 

SOUND . 

WITH all plumbing FACILITIES. 

LACKING SOME OR ALL FACILITIES. 

DETERIORATING . 

WITH all plumbing FACILITIES. 

LACKING SOME OR ALL FACILITIES. 

DILAPIDATED. 

vacant available for sale . 

WITH ALL PLUMBING FACILITIES. 

LACKING SOME OR ALL FACILITIES.. 

vacant AVAILABLE FOR RENT ........ 

WITH ALL PLUMBING FACILITIES. 

LACKING SOME OR ALL FACILITIES. 


ALL HOUSING UNITS . 


water supply 


HOT AND COLD PIPED WATER INSIOE STRUCTURE . . 
ONLY COLO PIPED WATER INSIDE STRUCTURE. . . . 

PIPED WATER OUTSIDE STRUCTURE . 

NO PIPED WATER.. 


TOILET FACILITIES 


flush TOILET. EXCLUSIVE USE . . 

FLUSH TOILET. SHARED. 

OTHER TOILET FACILITIES OR NONE 


BATHING FACILITIES 


bathtub OR SfifOWER. EXCLUSIVE USE. 

BATHTUB OR SHOWER. SHARED ..... . 

No bathtub or SHOWER. 



THE STATE 


urban. 


RURAL 





TOTAL 



OCCUPIED 

FARM 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 


TOTAL 

NCNFARM 

934 552 

7X6 298 

2XB 254 

677 839 

256 713 

228 279 

28 434 

863 OCX 

672 406 

190 595 

645 108 

217 893 

189 459 

28 434 

556 39X 

437 154 

119 237 

404 113 

152 278 

131 580 

20 698 

64.5 

65.0 

62.6 

62.6 

69.9 

69.5 

72.8 

507 563 

398 966 

XOB 597 

368 949 

138 6X4 

1X9 048 

19 566 

4B S28 

38 18B 

10 640 

35 164 

13 664 

12 532 

1 132 

306 6X0 

235 252 

71 358 

240 995 

65 615 

57 879 

7 736 

232 022 

173 044 

58 978 

X78 611 

53 4X1 

47 380 

6 031 

74 588 

62 208 

12 380 

62 384 

12 204 

10 499 

1 705 

7X 551 

43 892 

27 659 

32 731 

38 820 

38 820 

• • • 

50 683 

35 123 

15 560 

31 242 

19 441 

19 441 

• • • 

45 6X6 

32 473 

13 143 

28 895 

16 721 

16 721 

• It 

30 438 

23 771 

6 667 

22 509 

7 929 

7 929 

• f < 

XO 299 

8 722 

1 577 

7 207 

3 092 

3 092 

• • • 

1.8 

2.0 

1.3 

1.8 

2.0 

2.3 

t • • 

20 X39 

15 049 

5 090 

15 302 

4 837 

4 837 

• • • 

6.2 

6.0 

6.7 

6.0 

6.9 

7.7 

« • • 


3 697 

923 

3 073 

X 547 

X 547 

• • • 


1 408 

2 720 

462 

3 666 

3 666 

• ft 


3 597 

2 833 

2 851 

3 579 

3 579 

• f • 

5 067 

2 650 

2 417 

2 347 

2 720 

2 720 

• It 

20 868 

a 769 

12 099 

1 489 

19 379 

19 379 

• ft 

934 344 

7X6 090 

21B 254 

677 726 

256 6X8 

228 184 

28 434 

804 857 

638 695 

166 162 

605 092 

199 765 

178 610 

21 155 

760 842 

621 342 

139 500 

593 876 

166 966 

150 023 

16 943 

5 059 

2 938 

2 121 

X 866 

3 193 

2 934 

259 

38 956 

14 415 

24 541 

9 350 

29 606 

25 653 

3 953 

96 3X9 

58 667 

37 652 

56 500 

39 819 

34 110 

5 709 

62 982 

46 577 

16 405 

47 716 

15 266 

12 720 

2 546 

3 339 

2 200 

1 139 

1 925 

1 414 

1 225 

189 

29 998 

9 890 

20 108 

6 859 

23 139 

20 165 

2 974 

33 X68 

18 728 

14 440 

16 134 

17 034 

15 464 

1 570 

556 391 

437 154 

1X9 237 

404 113 

152 278 

131 580 

20 698 

515 723 

4X5 797 

99 926 

386 309 

129 414 

112 960 

16 454 

496 377 

409 33D 

87 047 

383 200 

113 177 

99 304 

13 873 

19 346 

6 467 

12 679 

3 109 

16 237 

13 656 

2 581 

32 583 

17 313 

15 270 

15 136 

17 447 

13 927 

3 520 

21 007 

14 045 

6 962 

13 432 

7 575 

5 777 

1 798 

11 576 

3 268 

8 308 

1 704 

9 872 

8 150 

1 722 

8 085 

4 044 

4 041 

2 668 

5 4X7 

4 693 

724 

306 610 

235 252 

71 358 

240 995 

65 6X5 

57 879 

7 736 

236 604 

188 831 

47 773 

193 936 

42 668 

37 967 

4 701 

219 721 

181 408 

38 3X3 

186 903 

32 8X8 

29 748 

3 070 

16 883 

7 423 

9 460 

7 033 

9 850 

8 219 

1 631 

51 499 

34 805 

16 694 

36 101 

15 398 

13 209 

2 189 

35 649 

28 027 

7 622 

30 028 

5 621 

4 873 

748 

15 850 

6 778 

9 072 

6 073 

9 777 

8 336 

1 441 

18 507 

11 616 

6 891 

10 958 

7 549 

6 703 

846 

10 299 

8 722 

1 577 

7 207 

3 092 

3 092 

... 

9 732 

8 485 

1 247 

7 077 

2 655 

2 655 

f • • 

567 

237 

330 

130 

437 

437 

... 

20 139 

15 049 

5 090 

15 302 

4 837 

4 837 

... 

17 222 

13 701 

3 521 

13 884 

3 338 

3 338 

• • • 

2 917 

X 348 

X 569 

X 418 

1 499 

1 499 

... 

934 552 

716 298 

2X8 254 

677 839 

256 7X3 

228 279 

28 434 

854 866 

687 243 

167 623 

660 905 

X93 96X 

172 498 

21 463 

34 195 

14 970 

19 225 

13 465 

20 730 

18 169 

2 561 

4 267 

1 681 

2 586 

556 

3 7X1 

3 374 

337 

41 016 

12 196 

28 820 

2 800 

38 2X6 

34 143 

4 073 

857 098 

688 092 

169 006 

663 234 

X93 864 

173 387 

20 477 

10 564 

6 905 

3 659 

8 163 

2 40X 

2 166 

235 

66 682 

21 093 

45 589 

6 329 

60 353 

52 631 

7 722 

847 431 

685 220 

162 2X1 

657 214 

X90 217 

169 953 

20 264 

10 425 

7 088 

3 337 

8 044 

2 381 

2 132 

249 

76 488 

23 782 

52 706 

12 468 

64 020 

56 099 

7 921 

















































































































Maryland 
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Table 3. —Bathrooms, Rooms, and Bedrooms, tor the State, Inside and Outside SMS As, 

Bathrooms 

Bedrooms 

Urban and Rural; i960 

Rooms 


[Some data based on sample; see text] 




subject 


baThroohs 


ALL UNITS . . 
1. 

1 PLUS PARTIAL. . . 

2 OR MORE . 

SHARED OR NONE. . . 

OWNER OCCUPIED. 

1. 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 

RENTER OCCUPIED 

1. 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 


ROOMS 


ALL UNITS . 

1 ROOM. ..... . 

2 ROOMS.. . . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS. 

8 ROOMS OR MORE. . 

MEOIAN. . 

OWNER OCCUPIED. 

1 ROOM. 

2 ROOMS . 

3 ROOMS. . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS. . 

8 ROOMS DR MORE. . 

MEOIAN. . 

RENTER OCCUPIED . . . . . 

1 ROOM. 

2 ROOMS. . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

8 ROOMS OR MORE . 

MEDIAN. ... . 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS. 

4 ROOMS... 

5 ROOMS . 

6 ROOMS . 

7 ROOMS OR MORE . 

MEOIAN. 

VACANT AVAILABLE FOR RENT 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS OR MORE ....... 

MEOIAN. 


BEDROOMS 


ALL UNITS . . 

NONE. 

1 .. 

2 . 

3 . 

4 OR MORE . 

' OWNER OCCUPIED. 

0 AND 1 . 

2 . 

3 . 

4 OR MORE . 

RENTER OCCUPIED 

NONE. ....... 

X . 

2 . 

3 OR MORE . 


THE STATE 

URBAN 1 

total 


RURAL 


TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

total 

NONFARM 

OCCUPIED 

FARM 

934 251 

715 997 

218 254 

677 623 

256 628 

228 122 

28 506 

624 277 

489 084 

135 193 

476 888 

147 389 

132 140 

15 249 

102 822 

90 998 

11 824 

87 183 

15 639 

13 793 

1 846 

108 621 

97 727 

10 894 

87 478 

21 143 

18 592 

2 551 

98 531 

38 188 

60 343 

26 074 

72 457 

63 597 

8 860 

556 342 

437 105 

119 237 

404 069 

152 273 

131 501 

20 772 

336 871 

260 829 

76 042 

245 209 

91 662 

79 792 

11 870 

182 928 

164 222 

18 706 

152 959 

29 969 

26 020 

3 949 

36 543 

12 054 

24 489 

5 901 

30 642 

25 689 

4 955 

306 659 

235 301 

71 358 

241 039 

65 620 

57 886 

7 734 

243 278 

199 332 

43 946 

208 104 

35 174 

31 795 

3 379 

19 629 

16 863 

2 766 

15 856 

3 -773 

3 325 

448 

43 752 

19 106 

24 646 

17 079 

26 673 

22 766 

3 907 

934 344 

716 090 

218 254 

677 726 

256 618 

228 184 

28 434 

10 840 

6 652 

4 188 

6 493 

4 347 

4 234 

113 

21 621 

14 883 

6 738 

14 403 

7 218 

6 870 

348 

100 300 

81 096 

19 204 

82 028 

18 272 

17 523 

749 

159 621 

116 072 

43 549 

108 873 

50 748 

48 088 

2 660 

179 721 

133 732 

45 989 

124 007 

55 714 

51 915 

3 799 

260 557 

209 961 

50 596 

203 126 

57 431 

50 939 

6 492 

110 544 

86 735 

23 809 

79 851 

30 693 

25 400 

5 293 

91 140 

66 959 

24 161 

58 945 

32 195 

23 215 

8 980 

5.5 

5.5 

5.3 

5.5 

5.4 

5.2 

6.5 

556 391 

437 154 

119 237 

404 113 

152 278 

131 580 

20 698 

473 

188 

285 

143 

330 

307 

23 

2 689 

1 294 

1 395 

726 

1 963 

1 600 

163 

13 733 

9 338 

4 395 

7 719 

6 014 

5 592 

422 

55 590 

38 195 

17 395 

33 143 

22 447 

20 871 

1 576 

114 824 

88 260 

26 564 

80 839 

33 985 

31 458 

2 527 

204 134 

170 410 

33 724 

163 759 

40 375 

35 621 

4 754 

91 005 

73 218 

17 787 

68 001 

23 004 

18 848 

4 156 

73 943 

56 251 

17 692 

49 783 

24 160 

17 083 

7 077 

5.9 

6.0 

5.8 

6.0 

5.8 

5,7 

6.7' 

306 610 

235 252 

71 358 

2i»0 995 

65 615 

57 879 

7 736 

6 804 

5 134 

1 670 

5 276 

1 528 

1 438 

90 

14 964 

11 743 

3 221 

12 184 

2 780 

2 595 

185 

75 209 

64 116 

11 093 

67 537 

7 672 

7 345 

327 

88 035 

68 543 

19 492 

69 724 

18 311 

17 227 

1 084 

51 309 

37 410 

13 899 

37 762 

13 547 

12 275 

1 272 

43 204 

30 320 

12 884 

32 129 

11 075 

9 337 

1 736 

14 721 

10 184 

4 537 

9 363 

5 358 

4 221 

1 137 

12 364 

7 802 

4 562 

7 020 

5 344 

3 441 

1 903 

4.1 

4.0 

4.5 

4.0 

4.7 

4.5 

6.0 

10 299 

8 722 

1 577 

7 207 

3 092 

3 092 

• 1 • 

301 

207 

94 

163 

138 

138 

« B « 

736 

512 

224 

412 

324 

324 

• • • 

2 370 

1 926 

444 

1 614 

756 

756 

• • • 

4 123 


423 

3 034 

1 089 

1 089 

• • • 

2 769 


392 

1 984 

785 

785 

• • • 

5.9 


5.6 

6.0 

5.8 

5.8 

• • * 

20 139 

IS 049 

5 090 

15 302 

4 837 

4 837 

• • • 

1 269 

815 

454 

933 

336 

336 

• • • 

1 396 

1 064 

332 

1 099 

297 

297 

• • • 

5 915 

4 795 

1 120 

5 079 

836 

836 

• 8 • 

5 661 

4 173 

1 488 

4 000 

1 661 

1 661 

9 9 * 

5 898 

4 202 

1 696 

4 191 

1 707 

1 707 

9 $ 9 

3.8 

3.7 

3.9 

3.6 

4.1 

4.1 

9 9 9 

932 232 

713 978 

218 254 

675 908 

256 324 

228 244 

28 080 

15 089 

9 663 

5 426 

9 595 

5 494 

5 398 

96 

139 866 

111 993 

27 873 

113 597 

26 269 

25 205 

1 064 

275 272 

199 663 

75 609 

185 948 

89 324 

83 937 

5 387 

369 949 

293 926 

76 021 

279 015 

90 934 

80 750 

10 184 

132 056 

98 731 

33 325 

87 753 

44 303 

32 954 

11 349 

555 600 

436 457 

119 143 

403 090 

152 510 

132 134 

20 376 

24 271 

17 340 

6 931 

15 323 

8 948 

8 328 

620 

139 629 

102 734 

36 895 

91 629 

48 000 

44 481 

3 519 

288 811 

237 545 

51 266 

225 707 

63 104 

55 690 

7 414 

102 889 

78 838 

24 051 

70 431 

32 458 

23 635 

B 823 

307 373 

235 921 

71 452 

241 990 

65 383 

57 679 

7 704 

9 880 

7 548 

2 332 

8 058 

1 822 

1 744 

78 

100 245 

84 388 

15 857 

89 495 

10 750 

10 288 

462 

112 912 

84 848 

28 064 

86 799 

26 113 

24 245 

1 868 

84 336 

59 137 

25 199 

57 638 

26 698 

21 402 

5 296 
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State and Small Areas 


Table 4. —Structural Characteristics and Heating Equipment, for the State, Inside and 
Outside SMSA’s, Urban and Rural: 1960 

[Based on sample; see text] 


Units in Sttuctute Basement 
Trailer Heating Equipment 

Yeat Sttuctute Built 


subject 

THE STATE 

URBAN. 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

farm 

UNITS IN STRUCTURE 








all UNITS . 

934 251 

715 997 

218 254 

677 623 

256 628 

228 122 

28 506 

!• DETACHED.. . . . 

509 406 

340 326 

169 080 

286 609 

222 797 

195 698 

27 099 

It ATTACHED.. . . . . 

232 912 

215 094 

17 818 

224 125 

8 787 

8 421 

366 


57 987 

48 889 

9 098 

51 858 

6 129 

5 729 

400 

3 AND 4 . 

45 981 

39 298 

6 683 

42 011 

3 970 

3 935 

35 

5 OR MORE . 

78 444 

67 752 

10 692 

70 838 

7 606 

7 601 

5 

TRAILERI 








ON PERMANENT FOUNDATION... 

I 114 

349 

765 

126 

988 

913 

75 

MOBILE. 

8 407 

4 289 

4 118 

2 056 

6 351 

5 825 

526 

OWNER OCCUPIED. 

556 342 

437 105 

119 237 

404 069 

152 273 

131 501 

20 772 

It DETACHED . 

380 341 

274 047 

106 294 

239 185 

141 156 

121 301 

19 855 

It ATTACHED . 

143 407 

137 671 

5 736 

140 629 

2 778 

2 618 

160 


16 386 

14 300 

2 086 

14 775 

1 611 

1 401 

210 

3 AND 4 . 

4 242 

3 627 

615 

3 970 


258 

14 

5 OR MORE . 

3 709 

3 296 

413 

3 574 


135 

• • « 

TRAILER . 

8 257 

4 164 

4 093 

1 936 


5 788 

533 

RENTER OCCUPIED . 

306 659 

235 301 

71 358 

241 039 

65 620 

57 886 

7 734 

It DETACHED . 

84 473 

43 742 

40 731 

36 869 

47 604 

40 360 

7 244 

It ATTACHED... 

79 604 

68 680 

10 924 

74 508 

5 096 

4 890 

206 


37 637 

31 596 

■6 041 

33 909 

3 728 

3 538 

190 

3 AND 4 . 

37 214 

32 098 

5 116 

34 326 

2 888 

2 867 

21 

5 TO 9. 

29 722 

24 902 

4 820 

26 566 

3 156 

3 151 

5 

10 TO 19. 

18 348 

16 338 

2 010 

16 714 

1 634 

1 634 

« • • 

20 TO 49. 

8 418 

7 883 

535 

8 140 

278 

278 

« • » 

50 OR MORE. 

9 979 

9 588 

391 

9 761 

218 

218 

« * 1 

TRAILER... 

1 264 

474 

790 

246 

1 018 

950 

68 

VACANT available FOR RENT . 

19 682 

14 643 

5 039 

15 052 

4 630 

4 630 

• • » 


8 063 

5 345 

2 718 

5 204 

2 859 

2 859 

• • * 

2 TO 4 . 

5 478 

4 517 

961 

4 768 

710 

710 


S TO 9 . 

2 311 

1 645 

666 

1 961 

350 

350 

» • » 

10 OR MORE .. 

3 830 

3 136 

694 

3 119 

711 

711 

• • t 

YEAR STRUCTURE BUILT 








ALL UNITS . 

934 344 

716 090 

218 254 

677 726 

256 618 

228 184 

28 434 

1959 To MARCH I960t . . .. 

41 838 

35 027 

6 811 

27 848 

13 990 

13 613 

377 

1955 TO 1958 . 

109 603 

90 144 

19 459 

76 812 

32 791 

31 300 

1 491 

1950 TO 1954. . . . 

152 405 

125 664 

26 741 

115 614 

36 791 

35 157 

1 634 

1940 TO 1949. 

168 958 

137 254 

31 704 

128 347 . 

40 611 

38 057 

2 554 

1930 TO 1939. 

89 841 

67 860 

21 981 

61 466 

28 375 

26 079 

2 296 

1929 OR EARLIER ..... . 

371 699 

260 141 

111 558 

267 639 

104 060 

83 978 

20 082 

OWNER OCCUPIED. 

556 391 

437 154 

119 237 

404 113 

152 278 

131 580 

20 698 

1955 TO MARCH I960. 

113 722 

94 707 

19 015 

79 501 

34 221 

32 626 

1 595 

1950 TO 1954. 

107 234 

91 610 

15 624 

83 579 

23 655 

22 374 

1 281 

1940 TO 1949. 

96 214 

79 134 

17 080 

73 562 

22 652 

20 805 

1 847 

1939 OR earlier . 

239 221 

171 703 

67 518 

167 471 

71 750 

55 775 

15 975 

ALL MOUSING UNITS . 

934 552 

716 298 

218 254 

677 839 

256 713 

228 279 

28 434 

BASEMENT 








Basement. 

703 227 

592 148 

111 079 

573 301 

1!29 926 

113 392 

16 534 

CONCRETE SLAB . 

74 373 

52 977 

2l 396 

47 798 

26 575 

24 657 

1 918 

OTHER.. 

156 651 

70 872 

85 779 

56 524 

100 127 

90 073 

10 054 

HEATING EQUIPMENT 








STEAM OR HOT WATER.. .. 

356 980 

302 699 

54 281 

297 404 

59 576 

53 085 

6 491 

WARM AIR FURNACE. 

354 869 

306 626 

48 243 

289'536 

65 333 

60 782 

4 551 

FLOOR. WALL. OR PIPELESS FURNACE. 

49 368 

30 179 

19 189 

28 746 

20 622 

18 159 

2 463 

BUILT-IN ELECTRIC UNITS . ... 

1 739 

1 346 

393 

993 

746 

670 

76 

OTHER MEANS WITH FLUE . 

144 619 ■ 

58 098 

86 521 

48 720 

95 899 

81 591 

14 308 

OTHER MEANS WITHOUT FLUE . 

15 305 

11 375 

3 930 

•10 471 

4 834 

4 440 

394 

NONE. .... . 

11-464 

5 767 

5 697 

1 856 

9 608 

9 457 

151 
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Table 5. —Occupancy Characteristics, for the State, Inside and Outside SMSA’s, 
Urban and Rural: 1960 

[Based on sample; see text] 


Population Persons per Room 

Persons Year Moved into Unit 


SUBJECT 

THE STATE 

URBAN. 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

Nonfarm 

OCCUPIED 

FARM 

POPULATION 








POPULATION IN HOUSING UNITSi 1960 . 

3 007 610 

2 351 578 

656 032 

2 208 827 

798 783 

688 078 

110 705 

PER OCCUPIED unit .... . 

3.5 

3.5 

3.4 

3.4 

3.7 

3,6 

3.9 

OWNER . 

3.6 

3.7 

3.4 

3.6 

3.6 

3.6 

3.6 

RENTER. 

3.3 

3.2 

3,5 

3.1 

3.8 

3,7 

4.6 

POPULATION IN dwelling UNITS. .. 

2 245 275 

1 685 304 

559 971 

1 564 010 

681 265 

499 161 

182 104 

PER OCCUPIED UNIT . 

3.5 

3.5 

3,5 

3,4 

3.7 

3.6 

4.1 

all OCCUPIED UNITS. 

863 001 

672 406 

190 595 

645 108 

217 893 

189 459 

28 434 

PERSONS 








OWNER OCCUPIED. 

556 391 

437 154 

119 237 

404 113 

152 278 

131 580 

20 698 

1 PERSON. 

54 795 

24 466 

10 329 

24 345 

10 450 

9 267 

1 183 

2 PERSONS . 

139 040 

103 958 

35 082 

96 761 

42 279 

35 972 

6 307 

3 PERSONS . 

116 002 

91 341 

24 661 

85 323 

30 679 

26 636 

4 043 

4 PERSONS .... 

118 384 

97 086 

21 298 

89 714 

28 670 

25 088 

3 582 

5 PERSONS . . . 

76 256 

62 999 

13 257 

57 475 

18 781 

16 494 

2 287 

6 PERSONS . 

39 286 

31 974 

7 312 

28 423 

10 863 

9 217 

1 646 

7 PERSONS . 

16 973 

13 475 

3 498 

11 940 

5 033 

4 258 

775 

8 PERSONS OR MORE . 

IS 655 

11 855 

3 800 

10 132 

5 523 

4 648 

875 

MEDIAN. 

3.4 

3.5 

3.1 

3,4 

3.3 

3.3 

3.2 

RENTER OCCUPIED . 

306 610 

235 252 

71 358 

240 995 

65 615 

57 879 

7 736 

1 PERSON. 

52 265 

41 967 

10 298 

45 600 

6 665 

6 193 

472 

2 PERSONS . 

83 111 

65 716 

17 395 

69 308 

13 803 

12 680 

1 123 

3 persons . 

59 527 

45 680 

13 847 

47 003 

12 524 

11 234 

1 290 

4 PERSONS . 

45 447 

33 787 

11 660 

33 459 

11 988 

10 610 

1 378 

5 PERSONS . 

28 046 

20 235 

7 811 

19 802 

8 244 

7 055 

1 189 

6 PERSONS . . 

16 981 

12 249 

4 732 

11 671 

5 310 

4 435 

875 

7 PERSONS . 

9 100 

6 685 

2 415 

6 173 

2 927 

2 409 

518 

8 PERSONS OR MORE . 

12 133 

8 933 

3 200 

7 979 

4 154 

3 263 

891 

MEDIAN. 

2.8 

2.7 

3.1 

2.6 

3.5 

3.4 

4.2 

PERSONS PER ROOM 








OWNER OCCUPIED. 

556 391 

437 154 

119 237 

404 113 

152 278 

131 580 

20 698 

0.50 OR LESS. 

258 228 

197 727 

60 501 

186 748 

71 480 

59 639 

ll 841 

0.51 TO 0.75. 

146 471 

119 733 

26 738 

109 939 

36 532 

31 691 

4 641 

0.76 To 1.00.. 

113 854 

92 140 

21 714 

84 191 

29 663 

26 783 

2 880 

1.01 To 1.50. 

31 062 

23 502 

7 560 

20 332 

10 730 

9 706 

1 024 

1.51 OR MORE. 

6 776 

4 052 

2 724 

2 903 

3 873 

3 561 

312 

RENTER OCCUPIED . 

306 610 

235 252 

71 358 

240 995 

65 615 

57 879 

7 736 

0.50 OR LESS. 

107 460 

81 590 

25 870 

87 237 

20 223 

17 678 

2 545 

0.51 TO 0.75.. 

80 767 

63 640 

17 127 

65 568 

15 199 

13 320 

1 879 

0.76 To 1.00. 

72 750 

55 625 

16 925 

55 866 

16 884 

15 107 

1 777 

1.01 To 1.50. 

32 350 

24 815 

7 535 

23 898 

8 452 

7 560 

892 

1.51 OR MORE. 

13 283 

9 382 

3 901 

8 426 

4 857 

4 214 

643 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED. 

556 391 

437 154 

119 237 

404 113 

152 278 

131 580 

20 698 

1959 TO MARCH 1960. 

62 495 

50 472 

12 023 

44 191 

18 304 

17 133 

1 171 


41 922 

34 065 

7 857 

30 321 

ll 601 

10 711 

890 


40 709 

33 563 

7 146 

29 773 

10 936 

10 040 

896 

1954 To 1956. 

110 728 

92 214 

18 514 

84 678 

26 050 

23 795 

2 255 

1950 TO 1953. 

102 144 

84 233 

17 911 

78 958 

23 186 

20 598 

2 588 

1940 To 1949. 

106 817 

80 435 

26 382 

76 065 

30 752 

25 565 

5 187 

1939 OR EARLIER . 

91 576 

62 172 

29 404 

60 127 

31 449 

23 738 

7 711 

RENTER OCCUPIED . . . 

306 610 

235 252 

71 358 

240 995 

65 615 

57 879 

7 736 

1959 To MARCH 1960. 

115 332 

90 672 

24 660 

91 094 

24 238 

22 728 

1 510 


42 878 

33 579 

9 299 

34 419 

8 459 

7 756 

703 


30 300 

23 653 

6 647 

24 293 

6 007 

5 433 

574 

1954 To 1956. 

48 815 

38 313 

10 502 

39 661 

9 154 

7 954 

1 200 

1950 TO 1953. 

29 322 

22 217 

7 105 

22 807 

6 515 

5 340 

1 175 

1940 TO 1949. 

23 551 

16 130 

7 421 

17 282 

6 269 

4 917 

1 352 

1939 OR earlier . 

<6 412 

10 688 

5 724 

11 439 

4 973 

3 751 

1 222 
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State and Small Areas 


i 



Table 6. —Type op Fuel and Selected Equipment, for the State, Inside and Outside SMSA's, 

Urban and Rural: 1960 

Paaed on sample; see text] 


Hcatine Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


subject 


ALL OCCUPIEO UNITS. . 

HEATING fuel 


UTILITY GAS . 

fuel OILi KEROSENE) ETC. 

COAL OR COKE. 

WOOD.. 

ELECTRICITY . 

80TTLE0) TANK) OR LP GAS. 
OTHER FUEL. ...... 

NONE. 


water heating FUEL 


UTILITY GAS . 

ELECTRICITY . 

COAL OR COKE. 

WOOD. 

BOTTLED) TANK) OR LP GAS 
fuel OIL) KEROSENE) ETC. 

OTHER FUEL. 

NONE. 


COOKING fuel 


UTILITY GAS . 

ELECTRICITY . 

BOTTLED) TANK) OR LP GAS 
FUEL OIL) KEROSENE) ETC. 

coal or coke. 

WOOD. 

OTHER FUEL. 

NONE. 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER. 

AUTOMATIC OR SEMI-AUTOMATIC . . . , 

WASHER-DRYER COMBINATION. 

NONE.. . . , 


CLOTHES DRYER 


GAS HEATED. 

electrically heated 

NONE. 


HOME FOOD FREEZER 


1 OR MORE 

none. . . 


TELEPHONE AVAILABLE 


YES 

NO. 


AUTOMOBILES AVAILABLE 


I . . . . 
Z ... . 

3 OR MORE 
NONE. . . 


AIR CONDITIONING 


ROOM unit* 

1 . 

2 OR MORE . 
CENTRAL SYSTEM 
NONE. .... 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE. . . 


RADIO SETS 


1 . . . . 

2 OR MORE 
NONE. . . 


THE STATE 

URBAN) 

RURAL 

total 

INSIDE 

SMSA'S 

outside 

SMSA'S 

TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

• 863 001 

672 406 

190 595 

645 108 

217 893 

189 459 

28 434 

272 962 

255 923 

17 039 

261 189 

11 773 

11 668 

105 

470 470 

357 587 

112 883 

322 134 

148 336 

130 857 

17 479 

77 015 

38 459 

39 356 

46 989 

30 826 

26 805 

4 021 

23 322 

6 658 

16 664 

2 544 

20 778 

15 113 

5 665 

2 671 

2 054 

617 

1 537 

1 134 

925 

209 

10 127 

7 150 

2 977 

6 562 

3 565 

3 286 

279 

3 795 

3 354 

441 

2 933 

862 

723 

139 

1 811 

1 193 

618 

1 192 

619 

436 

183 

440 105 

406 419 

33 686 

422 485 

17 620 

17 308 

312 

114 166 

64 147 

50 019 

44 310 

69 856 

60 139 

9 717 

17 176 

11 157 

6 019 

12 957 

4 219 

3 640 

579 

2 611 

1 424 

1 187 

1 059 

1 552 

793 

759 

60 196 

32 438 

27 758 

24 056 

36 140 

30 558 

5 582 

163 621 

132 554 

31 067 

123 924 

39 697 

35 129 

4 568 

2 507 

2 209 

298 

1 957 

550 

473 

77 

62 591 

22 030 

40 561 

14 332 

48 259 

41 773 

6 486 

505 219 

468 636 

36 563 

485 385 

19 834 

19 278 

556 

197 lai 

127 819 

69 362 

110 489 

86 692 

76 200 

10 492 

127 646 

61 507 

66 139 

37 415 

90 231 

78 204 

12 027 

6 956 

3 706 

3 250 

3 170 

3 786 

3 431 

355 

6 603 

3 766 

2 837 

3 984 

2 619 

2 188 

431 

17 036 

5 511 

11 525 

3 095 

13 941 

9 815 

4 126 

644 

433 

211 

396 

248 

227 

21 

1 680 

1 000 

688 

1 146 

542 

470 

72 

265 486 

171 655 

93 831 

158 678 

106 808 

90 612 

16 196 

373 600 

316 226 

57 374 

302 373 

71 227 

63 063 

8 164 

10 770 

8 395 

2 375 

7 795 

2 975 

2 669 

306 

213 117 

176 102 

37 015 

176 234 

36 883 

33 469 

3 414 

32 991 

30 391 

2 600 

30 174 

2 817 

2 438 

379 

89 190 

68 735 

20 463 

62 258 

26 940 

23 523 

3 417 

740 784 

573 252 

167 532 

552 648 

188 136 

163 852 

24 284 

144 207 

100 631 

43 576 

78 553 

65 654 

50 151 

15 503 

718 766 

571 747 

147 019 

566 527 

152 239 

139 662 

12 577 

690 96s 

554 353 

136 615 

530 477 

160 491 

138 827 

21 664 

172 033 

118 053 

53 980 

114 631 

57 402 

50 632 

6 770 

499 277 

382 089 

117 188 

367 493 

131 784 

114 738 

17 046 

159 698 

126 525 

33 173 

108 111 

51 587 

44 839 

6 748 

20 121 

16 232 

3 889 

12 349 

7 772 

6 249 

1 523 

183 881 

147 536 

36 345 

157 131 

26 750 

23 987 

2 763 

83 772 

71 122 

12 650 

68 667 

15 105 

13 782 

1 323 

27 859 

23 514 

4 325 

23 184 

4 655 

4 304 

351 

16 944 

15 958 

986 

14 976 

1 968 

1 847 

121 

734 418 

561 784 

172 634 

538 253 

196 165 

169 880 

26 285 

648 583 

497 475 

151 108 

477 874 

170 709 

148 708 

22 001 

141 463 

129 449 

12 014 

120 054 

21 409 

19 571 

1 838 

72 927 

45 454 

27 473 

47 152 

25 775 

21 534 

4 241 

422 082 

311 118 

llO 964 

300 779 

121 303 

104 428 

16 875 

383 734 

323 934 

59 800 

308 234 

75 500 

67 115 

8 385 

57 157 

37 326 

19 831 

36 067 

21 090 

18 270 

2 820 
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Table 7. —Financial Characteristics and Duration of Vacancy, for the State, Inside and Value Contract Rent 

Outside SMSA's, Urban and Rural Nonfarm: I960 Duration of Vacancy 

[Some data based on sample; see text Plus (-f-) or minus (—) after number indicates median above or below that number] 




THE state 


URBAN? 

SUBJECT 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

VALUE 





OWNER OCCUPIED. .... . 

490 393 

399 968 

90 425 

378 415 

LESS than .. 

40 276 

19 806 

20 470 

20 251 

SSiOOO TO «7i400. 

61 062 

44 365 

16 697 

44 469 

«7i500 TO .. 

75 623 

62 633 

13 190 

61 730 

SlOiOOO TO .... 

89 744 

76 051 

13 693 

73 552 

«12i500 TO «14i900. 

64 542 

55 952 

8 590 

53 496 

«15i000 TO «17i400. 

49 394 

43 078 

6 316 

39 977 

«17i500 TO .. 

33 608 

29 729 

3 879 

26 898 

8201000 TO $241900. 

36 006 

32 062 

3 944 

28 069 

$251000 TO $341900. 

25 206 

22 718 

2 486 

19 164 

$351000 OR MORE . 

14 732 

13 574 

1 15B 

10 809 

MEDIAN. . . DOLLARS . 

11 900 

12 400 

9 000 

12 100 

VACANT AVAILABLE FOR SALE ........ 

10 137 

8 696 

1 441 

7 145 

LESS than $51000. 

539 

281 

258 

274 

$5i000 TO .. 

1 921 

1 500 

421 

1 407 

$10i000 TO $14i900. ...... . . . 

3 167 

2 643 

324 

2 365 

$15i000 TO $19i900. .... . 

2 141 

1 860 

281 

1 536 

$20 1 000 TO $24 1 900. 

1 060 

970 

90 

707 

$25i000 OR MORE ............... 

1 309 

1 242 

67 

856 

MEDIAN PRICE ASKED.DOLLARS . 

14 100 

14 500 

10 500 

14 000 

SROSS RENT 





RENTER OCCUPIED ... . 

298 874 

232 983 

65 891 

240 995 

LESS than $20 . 

1 627 

656 

971 

502 

$20 TO $29 . ' . 

5 647 

3 092 

2 755 

3 424 

$30 TO $39 .. 

12 397 

6 791 

5 606 

8 307 

$40 TO $49 . 

20 528 

12 199 

8 329 

15 061 

$50 TO $59 . 

2B 697 

19 033 

9 664 

22 817 

$60 TO $69. 

3B 553 

30 119 

8 434 

32 907 

$70 TO $79 . 

40 072 

32 492 

7 560 

34 041 

$80 TO $99 .. 

6B 688 

59 996 

8 692 

60 077 

$100 TO $119. 

33 610 

30 665 

2 945 

29 684 

$120 TO $149. 

19 620 

18 172 

1 448 

17 203 

$150 TO $199 . 

9 165 

8 709 

456 

8 215 

$200 OR MORE. . .. 

3 44B 

3 172 

276 

2 970 

NO CASH rent. 

16 622 

7 867 

6 735 

5 787 

MEDIAN. ....DOLLARS . 

78 

82 

61 

SO 

CONTRACT RENT 





RENTER OCCUPIED . 

298 874 

232 963 

65 891 

240 995 

LESS than $20 . 

6 850 

2 165 

4 665 

2 109 

$20 TO $29. . . . 

16 298 

7 093 

9 205 

9 089 

$30 TO $39 . 

23 836 

13 239 

10 597 

16 873 

$40 TO $59 . 

66 405 

48 846 

17 559 

54 991 

$60 TO $79 . 

80 118 

70 706 

9 412 

71 604 

$80 TO $99. . . . 

52 239 

48 539 

3 700 

47 733 

$100 TO $149 . 

30 749 

29 043 

1 706 

27 694 

$150 OR MORE .. 

5 757 

5 445 

312 

5 115 

NO CASH RENT . 

16 622 

7 867 

6 735 

5 787 

MEDIAN .. DOLLARS . 

66 

70 

44 

66 

VACANT AVAILABLE FOR RENT ........ 

19 226 

14 609 

4 619 

15 117 

LESS than $30 . 

1 284 

375 

909 

475 

$30 TO $39 . 

1 502 

627 

875 

868 

$40 TO . .. 

4 404 

3 215 

1 189 

3 578 

$60 TO $79. 

5 266 

4 393 

B93 

4 363 

$80 TO $99. 

3 031 

2 454 

577 

2 563 

$100 TO $119.. . .. 

1 378 

1 314 

64 

1 126 

$120 OR MORE . 

2 343 

2 231 

112 

2 142 

MEDIAN RENT ASKED (DOLLARS)l 





VACANT AVAILABLE FOR RENT ......... 

68 

73 

49 

70 

WITH ALL UTILITIES IN RENT . 

74 

74 

75 

74 

WITH some OR NO UTILITIES IN RENT .... 

64 

70 

42 

67 

DURATION OF VACANCY 





VACANT AVAILABLE FOR SALE ........ 

10 821 

9 212 

1 609 

7 546 

LESS than 4 MONTHS .. 

6 504 

5 615 

689 

4 952 

4 UP TO 6 MONTHS . 

1 350 

1 105 

245 

893 

6 MONTHS OR MORE. ......... . 

2 967 

2 292 

675 

1 701 

VACANT AVAILABLE FOR RENT . 

19 650 

14 692 

4 958 

15 059 

LESS than 1 MONTH ...... . 

5 096 

4 304 

794 

4 505 

1 UP TO 4 MONTHS. 

8 917 

7 096 

1 821 

7 461 

4 UP TO 6 MONTHS. 

1 679 

1 151 

528 

1 155 

6 MONTHS OR MORE. 

3 956 

2 141 

1 615 

1 936 


rural 

NONFARMt 

total 


m 978 
ao 025 
16 593 
093 
16 192 
11 046 
9 417 

6 710 

7 937 
6 042 
3 923 

10 600 


99" 

26 ; 

51 

80- 

60, 

35 ’ 

45- 


14 600 


57 879 

1 125 

2 423 

4 090 

5 467 
5 880 

5 646 

6 031 
B 611 

3 926 
2 417 

950 
478 
10 835 

68 


57 879 
4 741 

7 209 
6 963 

11 414 

8 514 
4 506 
3 055 

642 
10 835 

48 


4 111 
809 
634 
826 
923 
46B 
250 
201 

55 

75 

45 


3 275 
1 552 

457 
1 266 

4 591 
593 

1 456 
524 

2 D18 
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State and Small Areas 


Table 8. —Selected Characteristics of Housing Units With Nonwhite Household Heads, for the State, SMSA’s, 

AND Places of 10,000 Inhabitants or More: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. “U” denotes an unincorporated place. Median not shown where base 
is less than 200; minus ( —) after number indicates median below that number. Percent not shown where less than 0.1] 




MEDIAN 

NUMBER 

OF 

ROOMS 

MEDIAN 

NUMBER 

OF 

PERSONS 



PERCENT 

OF ALL OCCUPIED" 



OWNER 

RENTER 

AREA 

TOTAL 

OCCUPIED 

UNITS 

IN ONE- 
HOUSING 
UNIT 
STRUC¬ 
TURES 

IN STRUC¬ 
TURES 
BUILT 
1950-1960 

SOUND) 
WITH ALL 

plumbing 

facil¬ 

ities 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
1960 

OWNER 

OCCU¬ 

PIED 

RENTER 

OCCU¬ 

PIED 

MEDIAN 

VALUE 

(DOL¬ 

LARS) 

median 

GROSS 

RENT 

(DOL¬ 

LARS) 

THE STATE . . 

123 416 

5.0 

3.4 

75.7 

11.4 

55.9 

23.B 

■■I 

39.6 

60.4 

7 700 

69 

URBAN . ... . . . 

97 548 

5.1 

3.4 

70.5 

8.6 

65.5 

21.2 


36.0 

64.0 

8 300 

72 

RURAL ..... . 

25 868 


3.7 

95.4 

22.0 

19.8 

33.7 


52.8 

47.2 

5 000- 

47 

NONFARM . 

23 031 


3.7 

94.7 

23.3 

20.5 

33.0 


54.4 

45.6 

5 000- 

47 

FARM. 

2 837 

mm 

4.5 

101.3 

11.8 

14.1 

39.3 

21.2 

39.9 

60.1 

... 

... 

INSIDE SMSA'S . 

100 396 


3.5 

72.1 

HI 

64.0 

22.4 

33.6 

38.0 

62.0 

8 300 

72 

IN CENTRAL CITIES . 

80 456 


3.4 

6B.7 


68.3 

20.5 

36.2 

34.3 

65.7 

8 200 

73 

NOT IN CENTRAL CITIES . . . . 

19 940 

4.8 

3.8 

85.8 


47.0 

30.1 

23.2 

53.0 

47.0 

9 100 

70 

OUTSIOE SMSA'S. 

23 020 

4.4 

3.3 

91.8 

18.3 

20.6 

29.9 

25.0 

46.2 

53.8 

5 000- 

47 

STANDARD METROPOLITAN 
STATISTICAL AREAS 













BALTIMORE . 

91 095 

5.2 

3.4 

70.6 

7.7 

65.7 

21.6 

34.5 

36.0 

64.0 

8 200 

73 

WASHINaTON. D.O.-MD.-VA. 

127 003 


3.2 

53.6 

15.4 

76.2 

22.6 

37.7 

35.1 

64.9 

13 600 

76 

PLACES 













ANNAPOLIS . 

1 775 


3.6 

78.5 

16.5 

53.0 

29.5 

21.4 

42.6 

57.2 

10 800 

65 

BALTIMORE . 

80 456 


3.4 

68.7 

5.9 

68.3 

20.5 

36.2 

34.3 

65.7 

8 200 

73 

CAMBRIDGE . 

1 309 

4.1 

2.5 

74.2 

16.2 

18.8 

22.3 

16.3 

27.9 

72.1 

5 300 

51 

CATONSVILLE (U) . 

746 


3.3 

53.4 

47.5 

84.2 

IB.5 

26.4 

44.5 

55.S 

8 600 

90 

DUNDALK lU) . ... . . 

1 509 


4.1 

81*9 

2.4 

79.3 

39*6 

19.4 

29.2 

70.8 

7 200 

80 

FREDERICK . 

590 


3.0 

57.1 

22.7 

48.5 

22.0 

33.6 

19.2 

80.8 

f t - 

42 

HAGERSTOWN. 

494 


2.5 

85.0 

14.2 

35.2 

17.0 

28.1 

20.6 

79.4 

t * “ 

40 

SALISBURY . 

689 

Hlil 

2.9 

84.0 

6.4 

33.2 

20.5 

27.1 

27.4 

72.6 

... 

63 
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Table 9. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA’s, Urban and 
Rural: 1960 

[Based on sample; see text Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Tenure 

Condition and Plumb. 
Water Supply 
Toilet Facilities 


Bathing Fac. 
Bathrooms 
Rooms 
Bedrooms 


SUBJECT 


ALL OCCUPIED UNITS. 

TENURE 


OWNER OCCUPIED. 

RENTER OCCUPIED . 

CONDITION AND PLUMBING 

OWNER OCCUPIED. 

SOUND . 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING . 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 
DILAPIDATED . 

RENTER OCCUPIED . 

SOUND . 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING . 

WITH ALL plumbing FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

dilapidated... 


ALL OCCUPIED UNITS. 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 
only COLO PIPED WATER INSIDE STRUCTURE. . . . 

PIPED WATER OUTSIDE STRUCTURE . 

NO PIPED WATER. 


TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE . . 

FLUSH TOILET. SHARED. 

OTHER TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE 
BATHTUB OR SHOWER. SHARED . . . 

NO bathtub or shower.. 

BATHROOMS 


OWNER OCCUPIED. 

1 . .. 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 

RENTER OCCUPIED 

1 . 

MORE THAN 1 . . . . 
shared or none. . . 


ROOMS 


OWNER OCCUPIED. 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

8 ROOMS OR MORE . . 

MEDIAN. 

RENTER OCCUPIED 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

8 ROOMS OR MORE . . 

MEDIAN. 


BEDROOMS 


OWNER OCCUPIED. 

0 AND 1 . 

2 . 

3 . 

4 OR MORE . 

RENTER OCCUPIED 

NONE. 

1 . 

2 . 

3 OR MORE ..... 


THE STATE 

urban. 

RURAL 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

TOTAL 

nonfarm 

FARM 

123 416 

100 396 

23 020 

97 548 

25 868 

23 031 

2 837 

48 B2e 

38 188 

10 640 

35 164 

13 664 

12 532 

1 132 

74 588 

62 208 

12 380 

62 364 

12 204 

10 499 

1 705 

48 82B 

36 188 

10 640 

35 164 

13 664 

12 532 


37 156 

31 414 

5 742 

29 645 

7 511 

6 923 


32 382 

29 556 

2 826 

28 827 

3 555 

3 280 


4 774 

1 858 

2 916 

818 

3 956 

3 643 


8 183 

5 041 

3 142 

4 479 

3 704 

3 368 

336 

4 347 

3 776 

571 

3 773 

574 

526 

48 

3 836 

1 265 

2 571 

706 

3 130 

2 842 

288 

3 489 

1 733 

1 756 

1 040 

2 449 

2 241 

208 

74 588 

62 208 

12 380 

62 384 

12 204 

10 499 

1 705 

41 274 

36 652 

4 622 

37 180 

4 094 

3 532 

562 

36 651 

34 735 

1 916 

35 076 

1 575 

1 451 

124 

4 623 

1 917 

2 706 

2 104 

2 519 

2 081 

438 

22 119 

17 877 

4 242 

17 941 

4 17B 

3 530 

648 

15 166 

14 539 

647 

14 747 

439 

381 

58 

6 933 

3 338 

3 595 

3 194 

3 739 

3 149 

590 

11 195 

7 679 

3 516 

7 263 

3 932 

3 437 

495 

123 416 

100 396 

23 020 

97 548 

25 86B 

23 031 

2 837 

96 752 

89 722 

7 030 

89 554 

7 198 


mi 

8 695 

4 440 

4 255 

6 377 

2 318 



1 300 

591 

709 

268 

1 032 



16 669 

5 643 

11 026 

1 349 

15 320 

13 376 


100 180 

91 239 

8 941 

92 936 

7 244 

6 670 


2 284 

1 799 

485 

2 132 

152 

142 


20 952 

7 358 

13 594 

2 480 

18 472 

16 219 


96 895 

90 156 

6 739 

90 043 

6 852 

6 292 

560 

1 963 

1 757 

206 

1 840 

123 

117 

6 

24 558 

8 483 

16 075 

5 665 

18 893 

16 622 

2 271 

48 804 

38 131 

10 673 

35 210 

13 594 

12 425 

1 169 

28 49B 

25 194 

3 304 

24 532 

3 966 

3 665 

301 

8 895 

8 687 

208 

8 639 

256 

225 

31 

11 411 

4 250 

7 161 

2 039 

9 372 

8 535 

837 

74 648 

62 295 

12 353 

62 404 

12 244 

10 504 

1 740 

53 697 

51 118 

2 579 

51 735 

1 962 

1 801 

161 

2 815 

2 724 

91 

2 706 

109 

88 

21 

18 136 

8 453 

9 683 

7 963 

10 173 

8 615 

1 558 

48 828 

38 188 

10 640 

35 164 

13 664 

12 532 

1 132 

B1 

31 

50 

20 

61 

58 

3 

455 

158 

297 

74 

381 

365 

16 

1 941 

1 150 

791 

886 

1 055 

957 

98 

6 046 

3 469 

2 577 

2 806 

3 240 

3 025 

215 

7 478 

4 951 

2 527 

4 197 

3 281 

3 087 

194 

19 996 

17 402 

2 594 

16 593 

3 403 

3 053 

350 

6 520 

5 374 

1 146 

5 122 

1 398 

1 241 

157 

6 311 

5 653 

658 

5 466 

845 

746 

99 

5.9 

6.0 

5.1 

6.1 

5.1 

5.1 

5.6 

74 588 

62 20B 

12 380 

62 384 

12 204 

10 499 

1 705 

1 590 

1 043 

547 

1 007 

5b3 

525 

58 

4 047 

2 960 

1 087 

2 972 

1 075 

976 

99 

16 830 

14 821 

2 009 

15 099 

1 731 

1 614 

117 

22 076 

17 516 

4 560 

17 829 

4 247 

3 789 

458 

11 129 

9 075 

2 054 

9 012 

2 117 

1 747 

370 

12 188 

10 775 

1 413 

10 598 

1 590 

1 218 

372 

3 248 

2 899 

349 

2 818 

430 

333 

97 

3 480 

3 119 

361 

3 049 

431 

297 

134 

4.2 

4.2 

4.1 

4.2 

4.1 

4.1 

4.8 

48 861 

38 123 

10 738 

35 184 

13 677 

12 777 

900 

2 872 

1 800 

1 072 

1 561 

1 311 

1 247 

64 

12 392 

8 121 

4 271 

6 623 

5 769 

5 558 

211 

23 499 

19 547 

3 952 

18 774 

4 725 

4 250 

475 

10 098 

8 655 

1 443 

8 226 

1 872 

1 722 

150 

74 081 

61 862 

12 219 

61 969 

12 112 

10 550 

1 562 

1 994 

1 281 

713 

1 213 

781 

724 

57 

21 671 

18 955 

2 716 

19 286 

2 385 

2 205 

180 

26 301 

22 340 

5 961 

22 230 

6 071 

5 309 

762 

22 115 

19 266 

2 829 ' 

19 240 

2 875 

2 312 

563 
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State and Small Areas 


Table 10. —Occupancy Characteristics, Units in Structure, and Year Structure Built for Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA’s, Urban and 
Rural; 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Units in Structure Persons 

Trailer Persons pet Room 

Year Structure Year Moved into 

Built Unit 


THE STATE 

URBANf 

rural 

TOTAL 


OUTSIDE 

SMSA'S 

TOTAL 

TOTAL 

nonfarm 

123 416 

100 396 

23 020 

97 548 

25 668 

23 031 

48 804 

38 131 

10 673 

35 210 

13 594 

12 425 

21 205 

11 134 

10 071 

8 166 

13 039 

11 917 

24 708 

24 474 

234 

24 593 

115 

loo 

1 659 

1 616 

41 

1 632 

27 

27 

709 

689 

20 

690 

19 

15 

105 

101 

4 

101 

4 

4 

418 

115 

303 

26 

390 

362 

74 648 

62 295 

12 353 

62 404 

12 244 

10 504 

15 251 

6 213 

9 038 

4 B46 

10 405 

8 742 

31 694 

30 333 

1 361 

31 129 

565 

533 

8 744 

e 191 

553 

8 446 

298 

273 

11 112 

10 714 

398 

10 847 

265 

260 

3 978 

3 457 

521 

3 571 

407 

407 

1 542 

1 349 

193 

1 484 

58 

58 

444 

364 

60 

404 

40 

40 

1 689 

1 605 

84 

1 652 

37 

37 

194 

69 

125 

25 

169 

154 

46 828 

38 168 

10 640 

35 164 

13 664 

12 532 

3 186 

1 973 

1 215 

1 305 

1 883 

1 795 

3 983 

2 847 

1 136 

2 253 

1 730 

1 648 

7 333 

5 675 

1 6se 

4 876 

2 455 

2 260 

34 324 

27 693 

6 631 

26 728 

7 596 

6 829 

74 586 

62 208 

12 380 

62 3B4 

12 204 

10 499 

■ 3 285 

2 535 

730 

2 339 

946 

887 

3 648 

2 538 

1 110 

2 508 

1 140 

1 034 

9 790 

7 822 

1 968 

7 768 

2 022 

1 795 

57 865 

49 313 

6 552 

49 769 

6 096 

6 783 

48 828 

38 186 

10 640 

35 164 

13 664 

12 532 

3 221 

2 167 

1 054 

2 045 

1 176 

1 088 

10 568 

7 912 

2 676 

7 439 

3 149 

2 870 

9 063 

7 146 

1 917 

6 763 

2 300 

2 151 

7 212 

6 011 

1 201 

5 595 

1 617 

1 479 

5 697 

4 952 

945 

4 581 

1 316 

1 206 

4 634 

3 746 

688 

3 338 

1 296 

1 168 

2 891 

2 252 

639 

2 019 

672 

785 

5 322 

4 002 

1 320 

3 364 

1 938 

1 785 

3,7 

3.8 

3.3 

3.7 

3.6 

3.6 

74 588 

62 206 

12 380 

62 384 

12 204 

10 499 

11 424 

9 205 

2 219 

9 759 

1 665 

1 486 

16 378 

13 759 

2 619 

14 172 

2 206 

1 965 

12 237 

10 417 

1 820 

10 555 

1 662 

1 531 

9 515 

8 189 

1 326 

8 008 

1 507 

1 303 

7 451 

6 303 

1 148 

6 251 

1 200 

1 065 

5 695 

4 984 

911 

4 898 

997 

666 

4 045 

3 302 

743 

3 204 

841 

710 

7 643 

6 049 

1 594 

5 537 

2 106 

1 573 

3.3 

3.3 

3.2 

3.2 

3.9 

3,7 

46 826 

36 188 

10 640 

35 164 

13 664 

12 532 

19 942 

15 690 

4 252 

15 075 

4 867 

4 456 

10 066 

8 213 

1 833 

7 641 

2 425 

2 224 

10 146 

8 284 

1 862 

7 522 

2 624 

2 404 

6 054 

4 531 

1 523 

3 926 

2 128 

1 962 

2 620 

1 470 

1 ISO 

1 000 

1 620 

1 486 

74 588 

62 208 

12 380 

62 384 

12 204 

10 499 

22 281 

18 486 

3 795 

19 282 

2 999 

2 620 

14 940 

13 020 

1 920 

13 268 

1 672 

1 473 

16 669 

14 219 

2 450 

14 098 

2 571 

2 256 

12 563 

10 575 

1 988 

10 379 

2 184 

1 831 

8 135 

5 908 

2 227 

5 357 

2 778 

2 317 

48 828 

38 186 

10 640 

35 164 

13 664 

12 532 

4 390 

3 626 

762 

3 436 

954 

894 

3 185 

2 573 

612 

2 400 

785 

736 

3 477 

3 074 

403 

2 798 

679 

628 

8 712 

7 439 

1 273 

6 961 

1 751 

1 660 

10 166 

8 870 

1 296 

8 374 

1 792 

1 697 

9 944 

7 278 

2 .666 

6 666 

3 276 

2 945 

8 954 

5 326 

3 628 

4 527 

4 427 

3 972 

74 588 

62 208 

12 360 

62 384 

12 204 

10 499 

22 063 

19 126 

2 937 

19 124 

2 939 

2 620 

9 833 

8 397 

1 436 

8 396 

1 437 

1 264 

7 727 

6 560 

1 167 

6 561 

1 166 

1 061 

14 237 

12 150 

2 087 

12 291 

1 946 

1 629 

6 X66 

6 653 

1 533 

6 550 

1 636 

1 341 

6 6Q6 

4 987 

1 699 

5 104 

1 582 

1 343 

5 856 

4 335 

1 521 

4 358 

1 498 

1 241 


SUBJECT 


FARM 


ALL OCCUPIED UNITS. . . . 

UNITS IN STRUCTURE 


OWNER OCCUPIED 

i( detached . . . 

11 attached . . . 

2 . 

3 AND 4 . 

5 OR MORE .... 
TRAILER . 


RENTER OCCUPIED 
1. DETACHED .... 
If ATTACHED .... 
2 ......... 

3 AND 4 . 

5 TO .. 

10 TO 19. 

20 TO 49. ..... 

50 OR MOKE. 

TRAILER ...... 


YEAR STRUCTURE BUILT 


OWNER OCCUPIED 
1955 TO MARCH 1960 

1950 TO 1954. . . 

1940 TO 1949. . . 

1939 OR EARLIER . 


RENTER OCCUPIED 
1955 TO MARCH 1960. 
1950 TO 1954. . . . 
1940 TO 1949. . . . 
1939 OR EARLIER . . 


PERSONS 


OWNER OCCUPIED 

PERSON. 

PERSONS .... 
PERSONS .... 
PERSONS .... 
PERSONS .... 
PERSONS .... 
PERSONS .... 

8 PERSONS OR MORE 
MEDIAN. 


RENTER OCCUPIED 

PERSON. 

PERSONS . 

PERSONS . 

PERSONS . 

PERSONS . 

PERSONS . 

PERSONS . 

8 PERSONS OR MORE . 
MEDIAN. 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS. . . 
0.51 TO 0.75. . . 
0.76 TO 1.00. . . 
1.01 TO 1.50. . . 
1.51 OR MORE. . . 


RENTER OCCUPIED 
0.50 OR LESS. . . . 
0,51 TO 0.75. . . . 
0.76 TO 1.00. , . . 
1.01 TO 1.50. . . . 
1,51 OR MORE. . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958. 

1957. 

1954 TO 1956. . . 
1950 TO 1953. . . 
1940 TO 1949. , . 
1939 OR EARLIER . 


RENTER OCCUPIED 
1959 TO MARCH I960. 

1956. 

.. 

1954 TO 1956. . . . 
1,950 TO 1953. . . . 
1940 TO 1949. . . . 
1939 OR EARLIER , . 


2 ( 


1 169 
1 122 
15 


26 

740 

663 

32 

25 

5 


132 

66 

62 

195 

767 

703 

59 

106 

227 

313 


132 

86 

279 

149 

136 

UO 

126 

87 

153 

3.9 

703 

179 

241 

151 

204 

135 

131 

131 

333 

5.1 


132 

411 

201 

220 

166 

134 

703 

379 

199 

313 

353 

461 


132 

60 

49 

51 

9l 

95 

331 

435 

705 

319 

173 

lOS 

317 

293 

239 

257 
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Table 11. —Selected Equipment and Financial Characteristics of Housing Units With Nonwhite 
Household Heads, for the State, Inside and Outside SMSA’s, Urban and Rural; I960 

[Based on sample; see text. Data shown lor areas having 400 or more housing units with nonwhite household heads. Median not shown 
where base is less than 200; minus (—) after number indicates median below that number] 


Heating Equip. 
Clothes Washing 
Machine 
Clothes Dryer 
Home Food 
Freezer 


Automobiles Avail 
Ait Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 


SUBJECT 

THE STATE 

URBAN) 

TOTAL 

RURAL 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

ALL OCCUPIED UNITS. 

123 416 

100 396 

23 020 

97 548 

25 B68 

23 031 

HEATING EQUIPMENT 







STEAM OR HOT WATER... 

41 351 

40 350 

1 001 

40 038 

1 313 

1 219 

WARM AIR FURNACE. 

30 364 

29 007 

1 357 

27 904 

2 460 

2 352 

FLOOR1 WALLi OR PIPELESS FURNACE. ...... 

4 653 

3 993 

860 

3 913 

940 

878 

BUILT-IN ELECTRIC UNITS . 

377 

320 

57 

299 

78 

64 

OTHER MEANS WITH FLUE . 

39 671 

20 808 

18 863 

19 611 

20 060 

17 600 

OTHER MEANS WITHOUT PLUE. 

5 964 

5 248 

716 

5 177 

787 

739 

NONE... 

836 

670 

166 

606 

230 

179 

CLOTHES washing MACHINE 







WRINGER OR SPINNER. 

47 160 

34 614 

12 546 

32 681 

14 479 

13 134 

AUTOMATIC OR SEMI-AUTOMATIC . . . 

19 468 

18 044 

1 444 

17 929 


1 425 

WASHER-DRYER COMBINATION. 

804 

762 

42 

722 


61 

NONE. 

55 490 

46 565 

8 925 

45 821 


8 707 

CLOTHES DRYER 







GAS HEATED. 

366 

344 

22 

366 

t • • 

« • t 

ELECTRICALLY HEATED . 

1 282 

1 164 

118 

981 

301 

279 

NONE. ..... . ......... 

121 294 

98 477 

22 817 

95 806 

25 468 

23 048 

HOME FOOD FREEZER 







1 OR MORE... 

7 668 

S 396 

2 272 

4 338 

3 330 

2 973 

NONE. 

115 274 

94 589 

20 685 

92 815 

22 459 

20 354 

AUTOMOBILES AVAILABLE 








51 163 

39 568 

11 615 

36 451 

14 732 

13 461 


7 392 

5 465 

1 927 

4 691 

2 701 

2 392 

3 OR MORE . 

1 053 

803 

250 

570 

483 

404 

NONE. 

93 483 

54 318 

9 165 

55 610 

7 873 

7 070 

AIR CONDITIONING 







ROOM UNITI 







1. 

3 728 

3 282 

446 

3 088 

640 

625 

2 OR MORE . 

885 

619 

66 

793 

92 

92 

CENTRAL SYSTEM. 

398 

350 

46 

333 

65 

65 

NONE... 

117 931 

95 534 

22 397 

92 939 

24 992 

22 543 

TELEVISION SETS 








89 060 

74 299 

14 761 

71 640 

17 420 

16 096 

2 OR MORE . 

10 418 

10 038 

380 

9 706 

712 

673 

NONE. 

23 464 

15 648 

7 816 

15 807 

7 657 

6 556 

RADIO SETS 








75 330 

59 937 

15 393 

56 608 

16 722 

15 049 

2 OR MORE . 

33 930 

30 902 

3 028 

30 155 

3 775 

3 617 

NONE. 

13 682 

9 146 

4 536 

8 390 

5 292 

4 661 

VALUE 







OWNER OCCUPIED.. . 

44 142 

35 455 

8 687 

32 969 

11 173 

11 173 

LESS THAN «5i000. 

9 762 

4 604 

5 158 

4 107 

5 655 

5 655 

«5i000 TO «7i400. 

11 505 

9 700 

1 805 

9 105 

2 400 

2 400 

«7i500 TO .. 

10 998 

10 280 

718 

9 935 

1 063 

1 063 

WIOiOOO TO $12)400. . . . 

7 016 

6 463 

553 

6 021 

995 

995 

$12)500 TO $14)900. 

2 237 

2 056 

181 

1 875 

362 

362 

$15)000 TO $17)400. 

1 136 

1 027 

109 

833 

303 

303 

$17)500 TO .. 

537 

482 

55 

420 

117 

117 

$20)000 TO $24)900. 

506 


60 

356 

150 

150 

$25)000 TO .. 

287 


32 

202 

85 

85 

$35)000 OR MORE . 

158 


16 

115 

43 

43 

MEDIAN.DOLLARS . 

7 700 

6 300 

5 000- 

8 300 

5 000- 

5 000- 

GROSS RENT 







RENTER OCCUPIED . 

74 588 

62 208 

12 380 

62 364 

12 204 

12 204 

LESS THAN $20 . 

730 

271 

459 

147 

583 

583 

$20 TO .. 

2 573 

1 483 

1 090 

1 640 

933 

933 

$30 TO .. 

4 666 

3 263 

1 603 

3 665 

1 201 

1 201 

$40 TO .. 

7 536 

5 619 

1 917 

6 168 

1 368 

1 368 

$50 TO .. 

8 915 

7 498 

1 417 

7 850 

1 065 

1 065 

$60 TO $69. . . . 

10 547 

9 567 

980 

9 823 

724 

724 

$70 TO .. 

10 108 

9 422 

666 

9 526 

582 

582 

$80 TO ... . 

14 055 

13 470 

585 

13 389 

666 

666 

>190 TO $119. 

6 299 

6 175 

124 

6 116 

183 

183 

«120 TO .. 

2 764 

2 716 

46 

2 689 

75 

75 

$150 TO ..... 

573 

567 

6 

557 

16 

16 

$200 OR MORE. 

• • • 

• • t 

« • • 

t • • 

• • • 

• • • 

NO CASH RENT. 

5 622 

2 157 

3 465 

814 

4 806 

4 808 

MEDIAN.DOLLARS . 

69 

72 

_ 1 

47 

72 

47 

47 


FARM 


2 637 


94 
108 
62 
14 
2 460 
4B 
51 


1 345 
134 
21 
962 


22 
2 440 


357 
2 105 


1 271 
309 
79 
803 


15 


2 447 


1 322 
39 

1 101 


1 673 
158 
631 
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State and Small Areas 


Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSAs, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas; 1960 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Baching Fac. 


[Some data based on sample; see text. “U" denotes an unincorporated place] 

I STANDARD METROPOLITAN STATISTICAL AREAS 


BALTIMORE 


SUBJECT 

THE 

AREA 

COUNTIES and independent CITIES 

PLA 

CES 

URBAN 

BALANCE 

RURAL 

ANNE 

ARUNDEL 

COUNTY 

BALTIMORE 

COUNTY 

BALTIMORE 

CITY 

CARROLL 

COUNTY 

HOWARD 

COUNTY 

BALTIMORE 

CITY 

dunoalk 

(U) 

all housing units. 

519 

540 

61 

278 

142 

949 

290 

155 

15 002 

10 156 

290 

155 

22 

820 

130 533 

76 

032 

TENURE 1 COLOR 1 AND VACANCY 


















STATUS 


















OCCUPIED . 

48A 

978 

51 

IBO 

134 

556 

275 

597 

14 186 

9 459 

275 

597 

21 

995 

123 793 

63 

593 

OWNER OCCUPIED . 

306 

669 

37 

296 

105 

037 

149 

668 

9 702 

6 966 

149 

668 

17 

143 

95 527 

46 

331 

PERCENT OF ALL OCCUPIED. ...... 

63.6 

72.9 

78.1 

54.3 

68.4 

73.6 

54.3 

77.9 

77.2 

72.9 

WHITE.. 

275 

835 

34 

463 

103 

330 

122 

040 

9 490 

6 512 

122 

040 

16 

703 

93 166 

43 

926 

NONWHITE.. 

32 

834 

2 


1 

707 

27 

628 

212 

454 

27 

628 


440 

2 361 

2 

405 

RENTER OCCUPIED. 

176 

309 

13 

664 

29 

519 

125 

929 

4 484 

2 493 

125 

929 

4 

852 

28 266 

17 

262 

WHITE.... 

lie 

048 

11 

306 

27 

295 

73 

101 

4 266 

2 080 

73 

101 

3 

783 

26 047 

15 

117 

NONWHITE . 

58 

261 

2 

57 B 

2 

224 

52 

B2B 

218 

413 

52 

828 

1 

069 

2 219 

2 

145 

VACANT .... . 

34 

562 

10 

098 

8 

393 

14 

55B 

816 

697 

14 

558 


825 

6 740 

12 

439 


26 

271 

4 

477 

6 

383 

14 

137 

640 

634 

14 

137 


739 

6 072 

5 

323 

SOUND OR DETERIORATING . 

23 

964 

4 

186 

5 

837 

12 

808 

570 

563 

12 

808 


587 

5 753 

4 

816 

AVAILABLE.. 

17 

756 

2 

421 

4 

031 

10 

691 

274 

339 

10 

691 


446 

4 134 

2 

465 

FOR SALE only. 

5 

987 

1 

269 

2 

262 

2 

089 

116 

231 

2 

089 


178 

2 370 

1 

350 

HOMEOWNER VACANCY RATE ..... 


1.9 


3.3 


2.1 


1.4 

1.2 

3.2 


1.4 


1.0 

2* 4 


2.8 

FOR RENT . 

11 

769 

1 

152 

1 

749 

8 

602 

158 

108 

8 

602 


268 

1 764 

1 

135 

RENTAL VACANCY RATE. 


6.3 


7.7 




6.4 

3.4 

4.2 


6.4 


5.2 

5.9 



RENTED OR SOLDi AWAITING OCCUPANCY . 

2 

196 


cmI 




487 

103 

100 


487 


84 

1 035 



HELD FOR OCCASIONAL USE.. 

1 

205 


iXvl 


il!{3 


142 

31 

30 


142 


5 

113 



HELD FOR OTHER REASONS . . 

2 

B07 




t>l*j 

1 

488 

162 

94 

1 

488 


52 

471 



DILAPIDATED. ............. 

2 

307 


rXU 



1 

329 

70 

71 

1 

329 


152 

319 



SEASONAL... 

e 

291 

5 



n 


421 

176 

63 


421 


86 

668 

7 

116 

CONDITION AND PLUMBING 




1 


1 












ALL Units. ............. 

519 

350 

61 

272 

142 

903 

290 

078 

14 941 

10 156 

290 

078 

22 

820 

130 512 

75 

940 

SOUND. 

453 

171 

53 

265 

133 

062 

245 

438 

12 972 

8 434 

245 

436 

21 

428 

122 363 

63 

942 

WITH ALL PLUMBING FACILITIES . 

439 

393 

49 

508 

129 

558 

241 

615 

11 010 

7 702 

241 

615 

21 

222 

120 155 

56 

401 

LACKING ONLY HOT WATER . 

2 

673 

1 

072 


492 


842 

173 

94 


842 


36 

334 

1 

H61 

LACKING OTHER PLUMBING FACILITIES. . . . 

U 

105 

2 

665 

3 

012 

2 

981 

1 789 

638 

2 

981 


170 

1 874 

6 

080 

deteriorating. 

50 

834 

5 

501 

7 

123 

35 

533 

1 559 

1 lie 

35 

533 


778 

6 123 

8 

400 

WITH ALL PLUMBING FACILITIES ...... 

4L 

589 

3 

177 

4 

856 

32 

323 

725 

508 

32 

323 


668 

4 588 

4 

010 

LACKING only HOT WATER . 

2 

Oil 


424 


217 

1 

200 

82 

88 

1 

200 


8 

231 


572 

LACKING OTHER PLUMBING FACILITIES. . . . 

7 

234 

1 

900 

2 

050 

2 

010 

752 

522 

2 

010 


102 

1 304 

3 

818 

DILAPIDATED.. 

15 

345 

2 

506 

2 

718 

9 

107 

410 

604 

9 

107 


614 

2 026 

3 

598 

OWNER OCCUPIED . 

308 

669 

37 

296 

105 

037 

149 

668 

9 702 

6 966 

149 

668 

17 

143 

95 527 

46 

331 

SOUND. . . ....... 

291 

752 

34 

423 

101 

234 

140 

977 

6 829 

6 289 

140 

977 

16 

599 

92 439 

41 

737 

WITH ALL PLUMBING FACILITIES . 

2B6 

660 

33 

078 

99 

967 

140 

031 

7 B87 

5 897 

140 

031 

16 

533 

91 637 

38 

659 

LACKING SOME OR ALL FACILITIES . 

4 

892 

1 

345 

1 

267 


946 

942 

392 


946 


66 

802 

3 

U 

DETERIORATING. 

14 

054 

2 

065 

2 

994 

7 

777 

726 

492 

7 

777 


465 

2 447 

3 

365 

WITH ALL PLUMBING FACILITIES . 

11 

756 

1 

350 

2 

358 

7 

440 

376 

232 

7 

440 


437 

2 010 

1 

869 

LACKING SOME OR ALL FACILITIES . 

2 

298 


715 


636 


337 

350 

260 


337 


28 

437 

1 

496 

DILAPIDATED. . . 

2 

863 


808 


809 


914 

147 

185 


914 


79 

641 

1 

229 

RENTER OCCUPIED. 

176 

309 

13 

864 

29 

519 

125 

929 

4 484 

2 493 

125 

929 

4 

852 

28 266 

17 

262 

SOUND. 

135 

622 

10 

506 

25 

097 

94 

799 

3 566 

1 652 

94 

799 

4 

282 

24 173 

12 

3o8 

WITH ALL PLUMBING FACILITIES . 

129 

791 

9 

599 

23 

881 

92 

271 

2 689 

1 351 

92 

271 

4 

168 

23 117 

10 

235 

LACKING SOME OR ALL FACILITIES . 

5 

331 


909 

1 

216 

2 

528 

877 

301 

2 



114 

1 056 


133 

DETERIORATING. .............. 

30 

641 

2 

206 

3 

150 

24 

245 

715 

525 

24 

245 


240 

3 070 


236 

WITH ALL plumbing FACILITIES . 

25 

667 

1 

331 

2 

072 

21 

750 

301 

213 

21 

750 


197 

2 215 

HQ 

505 

LACKING SOME OR ALL FACILITIES . 

5 

174 


875 

1 

078 

2 

495 

414 

312 

2 

495 


43 

855 


781 

OILAPIOATEO. 

9 

846 

1 

170 

1 

272 

6 

885 

203 

316 

6 

885 


330 

1 023 


608 

VACANT available FOR SALE. 

5 

987 

1 

269 

2 

282 

2 

089 

116 

231 

2 

089 


178 

2 370 


350 

WITH ALL PLUMBING FACILITIES . . 

5 

783 

1 

217 

2 

235 

2 

014 

94 

223 

2 

014 


178 

2 346 


245 

LACKING SOME OR ALL FACILITIES ...... 


204 


52 


47 


75 

22 

e 


75 


... 

24 


105 

VACANT AVAILABLE FOR RENT. 

11 

769 

1 

152 

1 

749 

8 

602 

156 

108 

8 

602 


268 

1 764 

1 

135 

WITH ALL PLUMBING FACILITIES . 

10 

595 


983 

1 

556 

7 

667 

111 

78 

7 

867 


243 

1 604 


881 

LACKING SOME OR ALL FACILITIES . 

1 

174 


169 


193 


735 

47 

30 


735 


25 

160 

_ 

254 

ALL HOUSING UNITS. 

519 

540 

61 

278 

142 

949 

290 

155 

15 002 

10 156 

290 

155 

22 

820 

130 533 

76 

032 

WATER SUPPLY 


















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

497 

913 

54 

113 

137 

1B8 

285 

328 

12 692 

8 592 

285 

328 

22 

539 

126 864 

63 

182 

only COLO PIPED water INSIDE STRUCTURE . . 

13 

045 

3 

389 

3 

070 

4 

578 

1 386 

622 

4 

578 


171 

2 270 

6 

026 

PIPED WATER OUTSIDE STRUCTURE. 

1 

242 


451 


466 


32 

172 

101 


32 


12 

277 


921 

NO PIPED WATER . 

7 

150 

3 

319 

2 

159 


140 

691 

841 


140 


98 

1 101 

5 

811 

TOILET FACILITIES 


















FLUSH TOILETt EXCLUSIVE USE. 

499 

259 

55 

735 

136 

944 

285 

552 

12 371 

8 657 

285 

552 

22 

478 

126 955 

64 

274 

flush TOILET. SHARED ... . 

5 

897 


578 


620 

4 

127 

471 

101 

11 

127 


127 

754 


869 

OTHER TOILET FACILITIES OR NONE. 

14 

194 

4 

959 

5 

339 


399 

2 099 

1 398 


399 


215 

2 803 

10 

777 

BATHING FACILITIES 


















BATHTUB OR SHOWER. EXCLUSIVE USE . 

496 

667 

54 

991 

136 

836 

264 

146 

12 092 

8 602 

284 

146 

22 

463 

126 502 

63 

556 

bathtub or shower. SHARED. 

6 

049 


556 


634 

4 

267 

483 

109 


267 


135 

761 


886 

NO BATHTUB OR SHOWER.. . . . 

16 

634 

5 

725 

5 

433 

1 

665 

2 366 

1 445 

1 

665 


222 

3 249 

11 

498 
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Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas: I960—Con. 

[Some data based on sample; see text “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 
WASHINGTON* O.C,-MO."VA. 


SUBJECT 


all. housing Units. 

TENURE* COLOR* AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE. . . 

NONWHITE., , . . . 

RENTER OCCUPIED. 

WHITE. 

NONWHZTE.. • • • 

VACANT... 

YEAR ROUND . 

SOUND OR DETERIORATING ........ 

AVAILABLE. 

FOR SALE only. 

HOMEOWNER VACANCY RATE . 

FOR RENT . 

RENTAL VACANCY RATE. ...... 

RENTED OR SOLD* AWAITING OCCUPANCY . 
HELD FOR OCCASIONAL USE. ...... 

HELD FOR OTHER REASONS ....... 

DILAPIDATED. 

SEASONAL.. . . . . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND.. . . . . 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING.. . . . . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, . . . 
DILAPIDATED. 

OWNER OCCUPIED . 

SOUND.. . . . . 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . . 

deteriorating.. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES , . . . . 
DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

dilapidated. 

VACANT AVAILABLE FOR SALE. ..... 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES’. 


ALL HOUSING UNITS.. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE, 
only COLO PIPED WATER INSIDE STRUCTURE . , 

PIPED WATER OUTSIDE STRUCTURE.. 

NO PIPED water . ... . . . , 


TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. . , 

FLUSH TOILET* SHARED . , 

OTHER TOILET FACILITIES OR NONE, 


BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE ... * 

BATHTUB OR SHOWER* SHARED. 

NO BATHTUB OR SHOWER . 


the area 

DISTRICT 

OF 

COLUMBIA 

PORTION 


VIRGINIA 

PORTION 

618 368 

262 641 

158 969 

590 621 

252 066 

151 127 

2B9 102 

75 532 

85 085 

48.9 

30.0 

56.3 

244 547 

39 505 

81 911 

44 555 

36 027 

3 17'^ 

301 519 

176 534 

66 042 

219 071 

101 371 

62 704 

82 446 

75 163 

3 338 

27 747 

10 575 

7 842 

26 646 

10 221 

7 573 

25'572 

9 790 

7 273 

19 236 

7 841 

5 380 

5 466 

894 

1 837 

1.9 

1.2 

2.1 

13 770 

6 947 

3 543 

4.4 

3.8 

5.1 

3 029 

357 

1 171 

594 

256 

135 

2 713 

1 336 

587 

1 074 

431 

300 

1 101 

354 

269 

618 154 

262 639 

158 775 

574 158 

238 215 

150 419 

553 132 

223 107 

148 076 

607 

195 

147 

20 419 

14 913 

2 196 

34 889 

20 8B3 

6 173 

26 218 

16 758 

4 472 

379 

69 

121 

8 292 

4 056 

1 580 

9 107 

3 541 

2 183 

289 102 

75 532 

85 085 

277 609 

71 502 

82 062 

274 251 

70 835 

60 946 

3 358 

667 

1 116 

9 410 

3 737 

2 414 

7 660 

3 565 

1 806 

1 750 

172 

608 

2 083 

293 

609 

301 519 

176 534 

66 042 

272 527 

157 754 

61 564 

257 050 

144 875 

60 558 

15 477 

12 879 

1 006 

23 035 

15 860 

3 211 

17 049 

12 341 

2 348 

5 986 

3 519 

863 

5 957 

2 920 

1 267 

5 466 

894 

1 837 

5 356 

870 

1 784 

110 

24 

53 

13 770 

6 947 

3 543 

11 686 

5 181 

3 399 

2 064 

1 766 

144 

618 366 

262 641 

158 969 

605 915 

261 541 

155 044 

4 385 

971 

1 489 

723 

29 

255 

7 131 

98 

1 987 

586 095 

243 117 

154 145 

21 279 

19 232 

1 039 

10 780 

290 

3 591 

585 262 

242 788 

153 921 

21 612 

19 481 

1 086 

11 280 

364 

3 768 


MARYLAND PORTION 



COUNTIES 


MONTGOMERY 

PRINCE GEORGES 

196 758 

97 141 

99 617 

187 428 

92 433 

94 995 

128 485 

67 785 

60 700 

68.6 

73.3 

63.9 

123 131 

66 303 

56 828 

5 354 

1 482 

3 872 

5B 943 

24 648 

34 295 

54 996 

23 380 

31 616 

3 947 

1 268 

2 679 

9 330 

4 708 


8 852 

4 419 


8 509 

4 307 


6 015 

2 908 


2 735 

1 390 


2.1 



3 280 

1 518 


5.3 

5.8 


1 501 

906 

595 

203 

123 

80 

790 

370 

420 

343 

112 

231 

478 

289 

189 

196 740 

97 133 

99 607 

185 524 

93 184 

92 340 

181 949 

91 722 

90 227 

265 

117 

148 

3 310 

1 345 

1 965 

7 833 

2 723 

5 110 

4 988 

1 658 

3 330 

189 

57 

132 

2 656 

1 008 

1 648 

3 383 

1 226 

2 157 

128 485 

67 785 

60 700 

124 045 

66 397 

57 648 

122 470 

65 616 

56 654 

1 575 

581 

994 

3 259 

1 004 

2 255 

2 289 

655 

1 634 

970 

349 

621 

1 181 

384 

797 

58 943 

24 648 

34 295 

53 209 

22 454 

30 755 

51 617 

21 794 

29 823 

1 592 

660 

932 

3 964 

1 490 

2 474 

2 360 

863 

1 497 

1 604 

627 

977 

1 770 

704 

1 066 

2 735 

1 390 

1 345 

2 702 

1 374 

1 328 

33 

16 

17 

3 280 

1 518 

1 762 

3 106 

1 465 

1 641 

174 

53 

121 

196 758 

97 141 

99 617 

189 330 

94 340 

94 990 

1 925 

721 

1 204 

439 

27C 

169 

5 046 

1 802 

3 244 

188 833 

94 114 

94 719 

1 008 

424 

584 

6 899 

2 59S 

4 304 

188 553 

93 97. 

94 581 

1 039 

43< 

603 

7 148 

2 72. 

4 423 
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State aad Small Areas 


Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Constituent 
Counties, Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized 
Areas; 1960—Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 

■ Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS--CDN. 



WASHINGTON, O.C.-MO.-VA. 

—CON. 



I MARYLAND PORTION—-CON. 

URBANIZED 

PLACES 

URBAN 

BALANCE 

RURAL 

AREA 

bethesoa 

(U) 

silver spring 

(U) 

WHEATON 

(U) 

ALL HOUSING UNITS. 

16 723 

20 658 

13 626 

118 063 

27 688 

428 669 

TENURE 1 COLOR. AND VACANCY 







STATUS 







OCCUPIED . 

15 960 

19 792 

13 117 

113 213 

25 326 

407 415 

OWNER OCCUPIED . 

12 026 

12 616 

11 914 

73 837 

18 092 

253 396 

PERCENT OF ALL OCCUPIED. 

75.3 

63.7 

90.8 

65.2 

71.4 

62.2 

WHITE.. . . . . 

11 970 

12 499 

11 807 

71 014 

15 841 

223 625 

NONWHITE . 

56 

117 

107 

2 823 

2 251 

29 571 

RENTER OCCUPIED. 

3 954 

7 176 

1 203 

39 376 

7 234 

154 019 

WHITE. 

3 866 

7 068 

1 121 

37 567 

5 354 

99 006 

NONWHITE . 

88 

88 

52 

1 809 

1 860 

55 013 

vacant . 

743 

866 

509 

4 850 

2 362 

21 254 

YEAR ROUND . 

732 

653 

504 

4 770 

1 993 

20 223 

SOUND OR OETEKIURATING . 

728 

850 

497 

4 640 

1 794 

18 478 

AVAILABLE... . • . 

546 

620 

337 

3 433 

1 079 

14 829 

FOR SALE ONLY. 

259 

100 

296 

1 525 

555 

4 482 

HOMEOWNER VACANCY RATE . 

2.1 

0.8 

2.4 

2.0 

3.0 

1.7 

FOR RENT . . . 

287 

520 

41 

1 908 

524 

10 347 

RENTAL VACANCY RATE. ...... 

6.8 

6.8 

3.3 

4.6 

6.8 

6.3 

rented or SOLOt AWAITING OCCUPANCY . 

126 

183 

138 

772 

282 

1 492 

HELD FOR OCCASIONAL USE. . 

14 

9 

3 

59 

118 

239 

HELD for other REASONS . 

42 

38 

19 

376 

315 

1 918 

' DILAPIDATED. 

4 

3 

7 

130 

199 

1 745 

SEASONAL . . 

a 

13 

5 

80 

369 

1 031 

CONDITION AND PLUMBING 







ALL UNITS. 

16 718 

20 657 

13 626 

118 054 

27 685 

428 571 

SOUND. 

16 395 

20 301 

13 402 

112 690 

22 736 

376 488 

WITH ALL PLUMBING FACILITIES ...... 

16 374 

20 286 

13 378 

111 669 

20 242 

370 832 

LACKING ONLY HOT WATER . 

8 

7 

• • • 

71 

179 

1 143 

LACKING OTHER PLUMBING FACILITIES. . . . 

13 

8 

24 

950 

2 315 

4 513 

DETERIORATING. 

262 

258 

151 

4 055 

3 107 

40 913 

WITH ALL PLUMBING FACILITIES . 

258 

241 

110 

3 269 

1 no 

36 436 

LACKING ONLY HOT WATER . 

• • • 

4 

■ • • 

95 

90 

1 356 

LACKING OTHER PLUMBING FACILITIES, . . . 

4 

13 

41 

691 

1 907 

3 119 

DILAPIDATED. 

61 

98 

73 

1 309 

1 842 

11 170 

OWNER OCCUPIED . 

12 026 

12 616 

11 914 

73 837 

18 092 

253 396 

SOUNO.. 

11 980 

12 456 

11 811 

71 553 

16 245 

241 657 

WITH ALL PLUMBING FACILITIES . 

11 972 

12 445 

11 795 

71 204 

IS 054 

239 994' 

LACKING SOME OR ALL FACILITIES . 

8 

11 

16 

349 

1 191 

1 663 

DETERIORATING. 

34 

96 

67 

1 842 

1 200 

10 206 

WITH ALL PLUMBING FACILITIES . 

34 

91 

79 

1 525 

560 

9 496 

LACKING SOME OR ALL FACILITIES . 

« • • 

5 

8 

317 

640 

710 

DILAPIDATED. 

12 

64 

16 

442 

647 

1 531 

RENTER OCCUPIED. ... . 

3 954 

7 176 

1 203 

39 376 

7 234 

154 019 

SOUND. . 

3 713 

7 003 

1 086 

36 713 

4 694 

119 517 

WITH ALL PLUMBING FACILITIES . 

3 700 

6 999 

1 078 

36 123 

3 717 

116 161 

LACKING SOME OR ALL FACILITIES . 

13 

4 

8 

590 

977 

3 356 

deteriorating. 

212 

139 

64 

1 964 

1 585 

26 665 

WITH ALL PLUMBING FACILITIES . 

208 

127 

31 

'1 551 

443 

23 517 

LACKING Some or all facilities . 

4 

12 

33 

413 

1 142 

3 148 

DILAPIOATED. ... 

29 

34 

53 

699 

955 

7 837 

VACANT AVAILABLE FOR SALE. 

259 

100 

296 

1 525 

555 

4 482 

WITH all plumbing FACILITIES . 

259 

100 

296 

1 515 

532 

4 388 

LACKING SOME OR ALL FACILITIES . 

... 

... 


10 

23 

94 

VACANT AVAILABLE FOR RENT. ...... 

267 

520 

41 

1 908 

524 

10 347 

WITH all plumbing FACILITIES . 

286 

518 

40 

1 832 

430 

9 490 

LACKING SOME OR ALL FACILITIES . 

1 

2 

1 

76 

94 

857 

ALL HOUSING UNITS, ... . 

16 723 

20 658 

13 626 

118 063 

27 688 

426 669 

WATER supply 







HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

16 693 

20 569 

13 530 

116 392 

22 146 

420 752 

only cold piped water inside STRUCTURE . . 

25 

32 

42 

717 


6 378 

PIPED WATER OUTSIDE STRUCTURE. 

• • • 

9 




261 

No piped water . 

... 

47 

38 

077 

4 084 

1 180 

TOILET FACILITIES 







FLUSH TOILET, EXCLUSIVE USE. 

16 709 

20 576 

13 550 

115 973 

22 025 

420 954 

FLUSH TOILET, SHARED . 

9 

12 

18 


170 

4 622 

OTHER TOILET FACILITIES OR NONE. 

... 

69 

58 

1 282 

5 490 

2 995 

BATHING FACILITIES 







BATHTUB OR SHOWER, EXCLUSIVE USE . 

16 697 

20 572 

13 524 

115 788 

21 ^72 

419 347 

BATHTUB OR SHOWER, SHARED. 

17 

12 

21 



4 795 

NO bathtub or SHOWER . 

. 4 

73 

61 

1 450 

5 540 

4 429 
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Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample; median not shown where base is insulHcient; see text. “U” denotes an unincorporated place. Plus (-H) after 

number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


STANDARD METROPOLITAN STATISTICAL AREAS 


Baltimore 


SUBJECT 

THE 

AREA 

COUNTIES AND INDEPENDENT CITIES 

PLACES 

URBAN 

BALANCE 

RURAL 

ANNE 

ARUNDEL 

COUNTY 

BALTIMORE 

COUNTY 

BALTIMORE 

CITY 

CARROLL 

COUNTY 

HOWARD 

COUNTY 

BALTIMORE 

CITY 

OUNDALK 

(U) 

bathrooms 


















all units. 

519 

259 

61 

266 

142 

884 

289 

996 

14 

957 

10 

156 

269 996 

22 

B02 

130 511 

75 950 


370 

033 

43 

069 

92 

158 

219 

752 

9 

435 

5 

619 

219 752 

16 

611 

85 419 

46 251 

I PLUS PARTIAL . 

64 

080 

4 

690 

25 

389 

31 

610 

1 

292 

1 

099 

31 610 


H; J 

23 366 

6 149 

2 OR MORE. 

56 

053 

5 

444 

18 

125 

29 

791 

1 

042 

1 

651 

29 791 


L fa 1 

16 711 

8 760 

SHARED OR NONE . 

29 

093 

8 

063 

7 

212 

8 

843 

3 

188 

1 

787 

8 843 



5 015 

14 790 

OWNER OCCUPIED... 

308 

609 

37 

277 

104 

986 

149 

678 

9 

702 

6 

966 

149 678 

17 

136 

95 461 

46 334 


196 

343 

26 

669 

63 

391 

96 

187 

6 

288 

3 

808 

96 187 

13 

538 

57 700 

28 918 

MORE THAN .. 

103 

700 

7 

993 

39 

255 

52 

110 

1 

960 

2 

382 

52 no 

3 

472 

36 168 

11 950 

SHARED OR NONE.. . . i • 

8 

566 

2 

615 

2 

340 

1 

361 

1 

454 


776 

1 361 


126 

1 593 

5 466 

RENTER OCCUPIED.. • • • 

176 

369 

13 

903 

29 

570 

125 

919 

4 

484 

2 

493 

125 919 

4 

859 

28 332 

17 259 


149 

902 

9 

978 

24 

216 

111 

514 

2 

724 

1 

470 

111 514 

4 

421 

23 418 

10 549 

MORE THAN 1.. . 

11 

979 

1 

155 

2 

357 

7 

998 


314 


155 

7 998 


239 

2 298 

1 444 

SHARED OR NONE.. . • . 

14 

488 

2 

770 

2 

997 

6 

407 

I 

446 


868 

6 407 


199 

2 616 

5 266 

ROOMS 


















ALL UNITS.. . . . , 

519 

350 

61 

272 

142 

903 

290 

078 

14 

941 

10 

156 

290 076 

22 

820 

130 512 

75 940 

1 ROOM . 

5 

561 


792 


576 

3 

923 


197 


73 

3 923 


93 

581 

964 

2 ROOMS.. . . . . 

12 

236 

1 

210 

1 

405 

9 

060 


236 


325 

9 060 


248 

1 220 

1 708 

3 ROOMS. 

62 

484 

4 

570 

10 

765 

45 

515 


877 


757 

45 515 

1 

962 

10 012 

4 995 

a ROOMS.. . . • . 

82 

916 

13 

162 

21 

357 

44 

407 

2 

342 

1 

648 

44 407 

3 

834 

19 285 

15 390 

9 ROOMS. 

90 

991 

16 

441 

29 

469 

40 

316 

2 

920 

I 

845 

40 316 

6 

083 

27 659 

16 933 

6 ROOMS... 

160 

682 

14 

760 

46 

748 

92 

310 

3 

983 

2 

881 

92 310 

8 

605 

41 645 

17 922 

7 ROOMS. 

59 

541 

6 

Oil 

20 

070 

29 

969 

2 

215 

1 

276 

29 969 

1 

604 

18 955 

9 013 

B ROOMS OR more. 

44 

939 

4 

326 

12 

513 

24 

57B 

2 

171 

I 

351 

24 578 


391 

10 955 

9 015 

MEOIAN . . 


5.5 


5.2 


5.7 


5.5 


5.7 


5.6 

5.5 


5.4 

5.7 

5.4 

owner occupied .... I.. . 

308 

669 

37 

296 

105 

037 

149 

668 

9 

702 

6 

966 

149 666 

17 

143 

95 527 

46 331 

1 ROOM . 


136 


52 


24 


48 


4 


8 

46 


• 8 • 

20 

68 

2 ROOMS. ................. 


929 


291 


268 


226 


63 


81 

226 


40 

206 

457 

3 ROOMS. . 

8 

000 

1 

230 

1 

746 

4 

477 


273 


274 

4 477 


293 

1 552 

1 678 

a ROOMS .. • 

28 

440 

5 

768 

11 

088 

9 

522 

1 

170 


892 

9 522 

2 

126 

10 128 

6 664 

5 ROOMS .. 

56 

835 

10 

449 

22 

279 

20 

972 

1 

886 

1 

249 

20 972 

5 

010 

20 578 

10 275 

6 ROOMS .. 

128 

091 

11 

181 

40 

362 

71 

359 

2 

924 

2 

265 

71 3?9 

7 

843 

35 976 

12 913 

7 ROOMS . 

49 

494 

4 

837 

18 

155 

23 

757 

1 

685 

1 

060 

23 757 

1 

460 

17 262 

7 015 

8 ROOMS OR MORE . 

36 

744 

3 

488 

11 

115 

19 

307 

1 

697 

1 

137 

19 307 


371 

9 805 

7 261 

median . 


6.0 


5.6 


5.9 


6.1 


6.0 


5.9 

6.1 


5.6 

5.9 

5.8 

RENTER occupied . 

176 

309 

13 

884 

29 

519 

125 

929 

4 

484 

2 

493 

125 929 

4 

852 

26 266 

17 262 

1 ROOM . 

4 

361 


449 


424 

3 

281 


168 


39 

3 281 


76 

460 

544 

2 ROOMS ... 

9 

761 


537 


925 

7 

955 


141 


203 

7 955 


188 

862 

756 

3 ROOMS . 

48 

183 

2 

191 

7 

681 

37 

338 


558 


415 

37 338 

1 

529 

7 437 

1 879 

4 ROOMS. 

46 

952 

4 

477 

6 

588 

32 

231 


997 


659 

32 231 

1 

435 

8 183 

5 103 

5 ROOMS. 

27 

794 

3 

230 

5 

511 

17 

721 


853 


479 

17 721 


898 

5 424 

3 751 

6 ROOMS. 

25 

128 

1 

842 

4 

150 

17 

847 


900 


389 

17 847 


597 

3 834 

2 850 

7 ROOMS. 

7 

895 


663 

1 

326 

5 

260 


484 


162 

5 260 


115 

1 200 

1 320 

a ROOMS OR MORE. ............. 

6 

235 


495 


914 

4 

296 


383 


147 

4 296 


14 

666 

1 059 

MEOIAN . 


4,1 


4.3 




3.9 


4.9 


4.4 

3.9 


3.9 

4.2 

4.6 

VACANT available FOR SALE. 

5 

987 

1 

269 



2 

0B9 


116 


231 

2 089 


178 

2 370 

1 350 

1 TO 3 ROOMS . 


185 


40 


B Ll 


110 


2 


10 

no 


1 

20 

54 

4 ROOMS. 


413 


113 


Iv- !i 


145 


12 


9 

145 


6 

135 

127 

5 ROOMS. 


Hr ^ 


502 


ti! 1 


266 


■T n 


24 

266 


59 

685 

284 

6 ROOMS. 


t! ^ rJ 


411 


it ^1 


993 


K ^ 


125 

993 


92 

1 106 

566 

7 ROOMS OK MOKE. 




203 


liR A 


573 


S'- * 


63 

573 


20 

424 

319 

MEOIAN ..... . 


5.9 


5.5 


5.9 


6.0 


y j 


6.1 

6.0 


5.8 

S.8 

5.9 

VACANT available FOR RENT. 

11 

769 

1 

152 

1 

749 

8 

602 


158 


108 

8 602 


268 

1 764 

1 135 

1 ROOM . 


741 


77 


63 


589 


5 


7 

589 


18 

75 

59 

2 ROOMS. 


854 


38 


78 


706 


10 


22 

706 


11 

86 

51 

3 ROOMS. 

3 

757 


192 


699 

2 

801 


38 


27 

2 801 


57 

721 

178 

4 ROOMS. 

2 

982 


457 


414 

2 

036 


50 


25 

2 036 


85 

376 

485 

9 ROOMS OR MORE. 

3 

435 


388 


495 

2 

470 


55 


27 

2 470 


97 

506 

362 

MEOIAN.. . 


3.7 


4.1 


3.6 


3.6 


4.0 


3.4 

3.6 


4.1 

3.5 

4.1 

bedrooms 


















all UNITS.. 

518 

136 

61 

189 

142 

259 

289 

660 

14 

872 

10 

156 

289 660 

22 

727 

130 042 

75 707 

NONE. 

7 

645 

1 

033 

1 

027 

5 

195 


273 


117 

5 195 


241 

819 

1 390 


87 

586 

6 

934 

14 

717 

63 

515 

1 

321 

1 

099 

63 515 

2 

207 

14 139 

7 725 


147 

374 

22 

281 

42 

480 

75 

101 

4 

456 

3 

054 

75 101 

7 

936 

37 479 

26 858 


209 

048 

23 

611 

65 

541 

109 

963 

5 

664 

4 

269 

109 963 

10 

841 

61 125 

27 119 

4 OR MORE.. . 

66 

483 

7 

330 

18 

494 

35 

886 

3 

156 

1 

617 

35 886 

1 

502 

16 480 

12 615 

OWNER OCCUPIED.. • 

308 

653 

37 

325 

104 

990 

149 

520 

9 

708 

7 

110 

149 520 

17 

063 

95 713 

46 357 

0 AND l'. 

15 

286 

2 

167 

3 

401 

8 

804 


504 


412 

8 804 


480 

3 278 

2 726 


77 

003 

12 

444 

28 

456 

31 

239 

2 

826 

2 

038 

31 239 

5 

447 

25 253 

15 064 


165 

644 

17 

018 

57 

184 

84 

240 

4 

007 

3 

395 

84 240 

9 

701 

52 710 

19 193 

4 OR MORE. 

50 

518 

5 

696 

15 

949 

25 

237 

2 

371 

1 

265 

25 237 

1 

435 

14 472 

9 374 

■ f RENTER OCCUPIED. 

176 

321 

13 

855 

29 

566 

126 

073 

4 

478 

2 

349 

126 073 

4 

932 

28 080 

17 236 

NONE.. . .• • • 

5 

974 


487 


727 

4 

489 


233 


38 

4 489 


197 

656 

632 


63 

331 

3 

017 

9 

624 

49 

385 


690 


615 

49 385 

1 

612 

9 555 

2 779 


60 

346 

5 

596 

11 

578 

40 

959 

1 

405 


808 

40 959 

2 

155 

10 616 

6 616 


46 

670 

4 

755 

7 

637 

31 

240 

2 

150 


888 

31 240 


968 

7 253 

7 209 






























































































































22-20 


State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Constituent Counties, Places of 50,000 Bathrooms 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960— Coo. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Bedrooms 


standard metropolitan statistical areas—con. 

WASHINGTON! D.C,-MD.-VA. 


SUBJECT 


BATHROOMS 


ALL UNITS. . 

1 . 

1 PLUS PARTIAL . . 

2 OR MORE. 

SHARED OR NONE . . 

OWNER OCCUPIED 

1. 

MORE THAN 1. . . . 
SHARED OR NONE . . 

RENTER OCCUPIED 

1. 

MORE THAN 1. . . . , 
SHARED OR NUNE . . < 


ROOMS 


all units. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS.. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN . 

OWNER OCCUPIED . 

1 ROOM.. 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

e ROOMS OR MORE. 

MEDIAN . 

RENTER OCCUPIED. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS.. . 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

6 ROOMS OR more.. 

MEDIAN . 

VACANT available FOR SALE 
1 TO 3 ROOMS.. 

4 ROOMS.. . . . . 

5 ROOMS.. 

6 ROOMS. 

7 ROOMS OR MORE.. 

MEDIAN . , 

VACANT AVAILABLE FOR RENT. 

1 ROOM.. 

2 ROOMS.. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE.. 

MEDIAN . 


BEDROOMS 


ALL UNITS. . 

NONE. 

1. 

2 . 

3 . 

4 OR MORE. 

OWNER OCCUPIED 

0 AND 1. 

2 . 

3 . 

4 OR MORE. 

RENTER OCCUPIED 

NONE. 

1 .. 

2 . 

3 OR MORE. 


THE AREA 

OISTRICT 

OF 

COLUMBIA 

PORTION 

VIRGINIA 

PORTION 

MARYLAND PORTION 

TOTAL 

COUNTIES 

MONTGOMERY 

PRINCE GEORGES 

618 152 

262 639 

158 775 

196 738 

97 131 

99 607 

415 769 

194 192 

102 526 

119 051 

47 669 

71 382 

65 419 

19 696 

16 805 

26 918 

14 663 

12 255 

102 079 

26 481 

31 924 

41 674 

31 287 

10 387 

34 885 

20 270 

5 520 

9 095 

y 512 

5 583 

289 011 

75 484 

85 031 

128 496 

67 785 

60 711 

143 084 

37 162 

41 436 

64 486 

25 B07 

38 679 

139 464 

37 454 

41 488 

60 522 

40 725 

19 797 

6 463 

666 

2 107 

3 486 

1 253 

2 235 

301 610 

176 562 

66 096 

58 932 

24 64B 

34 284 

255 548 

149 510 

56 608 

49 430 

19 705 

29 725 

21 447 


6 783 

4 884 

3 076 

1 606 

24 615 

17 292 

2 705 

4 618 

1 B65 

2 753 

618 154 

262 639 

158 775 

196 740 

97 133 

99 607 

23 011 

20 230 

1 690 

1 091 

442 

649 

33 721 

27 088 

3 986 

2 647 

1 046 

1 601 

103 803 

62 488 

22 703 

18 612 

7 456 

11 156 

106 732 

47 918 

27 658 

33 156 

12 541 

20 615 

102 007 

25 120 

34 146 

42 741 

16 612 

26 129 

124 275 

40 047 

34 949 

49 279 

25 487 

23 792 

64 188 

17 227 

19 767 

27 194 

17 203 

9 991 

58 417 

22 521 

13 876 

22 020 

16 346 

5 674 

4.9 

3.9 

5.2 

5.5 

5.9 

5.1 

289 102 

75 532 

85 085 

128 485 

67 785 

60 700 

219 

111 

56 

52 

8 

44 

1 269 

548 

356 

365 

118 

247 

4 823 

1 966 

1 499 

1 338 

448 

690 

19 634 

4 161 

5 718 

9 755 

3 640 

6 115 

62 288 

9 021 

21 842 

31 425 

12 032 

19 393 

98 153 

27 919 

27 915 

42 319 

21 883 

20 436 

53 322 

13 542 

16 056 

23 724 

15 038 

8 686 

49 394 

18 244 

11 643 

19 507 

14 618 

4 889 

6.1 

6.3 

6.0 

6.0 

6.3 

5.7 

301 519 

176 534 

66 042 

58 943 

24 648 

34 295 

19 976 

17 871 

1 332 

773 

265 

506 

30 508 

25 234 

3 292 

1 982 

766 

1 216 

93 765 

58 050 

19 782 

15 933 

6 387 

9 546 

84 223 

42 085 

20 547 

21 591 

8 139 

13 452 

35 979 

15 304 

11 059 

9 616 

4 046 

5 570 

21 898 

11 042 

5 664 

5 192 

2 685 

2 507 

8 430 

3 324 

2 817 

2 289 

1 392 

897 

6 740 

3 624 

1 549 

1 567 

966 

599 


3.3 

3.9 

4.0 

4.1 

3.9 


694 

1 837 

2 735 

1 390 

1 345 


48 

21 

22 

10 

12 


75 

67 

99 

43 

56 


103 

315 

630 

122 

508 


297 

602 

943 

465 

476 

2 244 

371 

832 

1 041 

750 

291 

6.2 

6.2 

6.4 

6.2 

6.54 

5.7 

13 770 

6 947 

3 543 

3 280 

1 518 

1 762 

2 051 

1 799 

178 

74 

29 

45 

1 328 

939 

179 

210 

91 

119 

4 122 

1 912 

1 172 

1 038 

516 

522 

3 565 

1 225 

1 149 

1 191 

539 

652 

2 704 

1 072 

865 

767 

343 

424 

3.4 

2.9 

3.7 

3.8 

3.7 

3.8 

616 522 

262 251 

158 429 

195 842 

96 664 

99 158 

42 509 

36 586 

3 903 

2 018 

665 

1 153 

138 667 

87 382 

26 678 

24 407 

9 427 

14 980 

153 178 

56 205 

44 684 

52 289 

20 677 

31 612 

201 589 

53 350 

63 359 

84 880 

44 921 

39 959 

80 579 

28 726 

19 605 

32 248 

20 794 

11 454 

287 783 

75 183 

84 796 

127 804 

67 596 

60 208 

8 5S5 

4 433 

2 070 

2 052 

589 

1 463 

56 922 

13 ISO 

18 041 

25 731 

10 603 

15 126 

157 824 

36 945 

49 178 

71 701 

38 148 

33 553 

64 482 

20 655 

15 507 

28 320 

18 256 

10 064 

302 792 

176 861 

66 331 

59 600 

24 837 

34 763 

36 371 

33 346 

3 451 

1 574 

608 

966 

124 241 

79 717 

23 467 

21 057 

8 3B3 

12 674 

90 818 

41 406 

24 910 

24 502 

9 093 

15 409 

49 362 

22 392 

14 503 

12 467 

6 753 

5 714 








































































































Maryland 

Table 13. —Bathrooms, Rooms, and Bedrooms, tor SMSA’s, Constituent Counties, Places of 30,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Bathrooms 

Rooms 


22-21 

Bedrooms 


standard metropolitan statistical areas—con. 


SUBJECT 

I MARYLAND PORTIDN—CON. 

BALTIMORE 

URBANIZED 

AREA 

1 PLACES 

urban 

BALANCE 

RURAL 

BETHESDA 

(U) 

silver spring 

(U) 

WHEATON 

(U) 

BATHROOMS 







ALL UNITS. 

16 71B 

20 657 

13 626 

118 052 

27 685 

428 470 


5 394 

11 920 

7 723 

80 023 

13 991 

313 427 

1 PLUS PARTIAL . 

2 364 

3 707 

2 419 

16 099 

2 329 

56 386 

2 OR MORE. 

B 917 

4 9ia 

3 380 

19 334 

5 125 

45 692 

SHARED OR NONE . 

43 

112 

104 

2 596 

6 240 

12 965 

OWNER OCCUPIED . 

12 026 

12 622 

11 914 

73 850 

16 084 

253 333 


1 9B7 

4 835 

6 678 

41 610 

9 376 

161 509 

MORE THAN 1. 

10 017 

7 725 

5 206 

31 279 

6 295 

89 058 

SHARED OR NONE.. 

22 

62 

30 

961 

2 413 

2 766 

RENTER OCCUPIED. 

3 954 

7 170 

1 203 

39 363 

7 242 

154 082 


3 123 

6 451 

910 

35 418 

3 528 

135 545 

MORE THAN I. 

B15 

669 

219 

2 556 

625 

10 160 

SHARED OR NONE . 

16 

50 

74 

1 389 

3 089 

8 377 

ROOMS 







ALL UNITS. 

16 7ia 

20 657 

13 626 

118 054 

27 685 

428 571 

1 ROOM . 

16 

13' 

8 

684 

370 

4 284 

2 ROOMS. 

191 

186 

8 

1 579 

683 

10 280 

3 ROOMS. 

1 494 

2 359 

96 

12 950 

1 713 

56 186 

4 ROOMS. 

1 IBO 

3 363 

1 917 

22 101 

4 595 

65 191 

5 ROOMS. 

1 613 

3 492 

3 355 

28 296 

5 985 

70 737 

6 ROOMS. 

3 717 

5 586 

4 865 

28 486 

6 625 

139 028 

7 ROOMS.. 

3 630 

3 554 

2 350 

13 863 

3 797 

48 647 

B ROOMS OR MORE. 

4 B77 

2 .104 

1 027 

10 095 

3 917 

34 218 

MEDIAN . 

6.5 

5.7 

5.6 

5.3 

5.6 

5.6 

OWNER OCCUPIED . 

12 026 

12 616 

11 914 

73 837 

18 092 

253 396 

I ROOM.. 

• • • 

• • f 

' • • • 

16 

36 

60 

2 ROOMS... 

4 

• • • 

• • • 

103 

258 

457 

3 ROOMS. 

13 

24 

12 

592 

697 

6 218 

4 ROOMS. 

97 

407 

1 427 

5 752 

2 072 

20 863 

5 ROOMS. 

1 116 

2 153 

3 012 

21 165 

3 979 

44 416 

6 ROOMS. 

3 230 

4 839 

4 369 

24 652 

5 029 

112 455 

7 ROOMS. .... 

3 225 

3 259 

2 116 

12 281 

2 843 

40 921 

B ROOMS OR MORE. 

4 341 

1 934 

978 

9 076 

3 178 

28 006 

median . 

7.0 


5.8 

5.9 

5.9 

6.0 

RENTER OCCUPIED. 

3 954 


1 203 

39 376 

7 234 

154 019 

1 ROOM... 

16 


5 

573 

166 

3 573 

2 ROOMS. 

1B7 


8 

1 362 

300 

8 806 

3 ROOMS. ................. 

1 395 


80 

11 513 

815 

45 180 

4 ROOMS. 

951 


444 

IS 432 

2 066 

40 585 

S ROOMS. 

436 

^l-l 

265 

6 056 

1 610 

23 111 

6 ROOMS. 

426 


230 

2 719 

1 176 

21 449 

7 ROOMS. 

298 


138 

1 035 

609 

6 319 

B ROOMS OR MORE. 

245 


33 

686 

492 

4 996 

MEDIAN . 

3.9 


4.7 

3.9 

4.7 

4.0 

vacant available for SALE. ...... 

259 

100 

296 

1 525 

555 

4 482 

1 TO 3 ROOMS.. 

• • • 

1 

1 

11 

9 

127 

4 ROOMS. 

• « t 

5 

13 

65 

16 

274 

5 ROOMS. 

7 

8 

32 

453 

130 

963 

6 ROOMS. 

15 

30 

176 

515 

207 

2 151 

7 ROOMS OR MORE... . 

237 

56 

74 

481 

193 

967 

MEDIAN . 

6.5+ 

6.5+ 

6.1 

6.0 

6.1 

5.9 

VACANT AVAILABLE FOR RENT. .. 

2B7 

520 

41 

1 908 

524 

10 347 

1 ROOM . 

• • • 

• • • 

• • • 

66 

8 

639 

2 ROOMS. 

6 

47 

• • • 

92 

65 

792 

3 ROOMS. 

97 

193 

1 

682 

65 

3 506 

4 ROOMS.. 

97 

218 

7 

633 

236 

2 415 

5 ROOMS DR MORE. 

87 

62 

33 

435 

150 

2 995 

MEDIAN . 

3.9 

3.6 

... 

3.7 

4.0 

3.6 

bedrooms 







ALL Units. 

16 634' 

20 511 

13 626 

117 447 

27 624 

427 623 

NONE. 

135 

57 

51 

1 345 

430 

5 938 


1 720 

3 070 

182 

17 191 

2 244 

77 701 


2 515 

5 488 

2 843 

33 311 

8 132 

116 359 


7 451 

9 243 

a 138 

48 893 

11 155 

175 878 

4 OR MORE. 

4 813 

2 653 

2 412 

16 707 

5 663 

51 747 

OWNER OCCUPIED . 

12 013 

12 550 

11 796 

73 147 

18 298 

253 117 

0 and I.. 

23 

67 

43 


774 

12 222 


1 166 

2 384 

2 283 

15 192 

4 706 

59 627 

3. .. 

6 504 

7 705 

7 250 

41 919 

8 323 

141 799 

4 OR MORE. 

4 320 

2 394 

2 220 

14 891 

4 495 

39 469 

RENTER OCCUPIED. 

3 967 

7 242 

1 321 

40 042 

7 028 

154 294 

NONE.. 

135 

57 

51 


173 

5 110 


1 613 

2 912 

131 

15 214 

1 187 

58 932 


1 196 

2 752 

518 

17 073 

2 963 

52 176 

3 OR MORE. 

1 023 

1 521 

621 

6 597 

2 705 

38 076 









































































































22-22 


State and Small Areas 


Table 14. —Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
1960 

[Based on sample; see text. “U” denotes an unincorporated place] 


Units in Structure 
Trailer 

Year Structure Built 


Basement 

Heating Equipment 


SUBJECT 


STANDARD METROPOLITAN STATISTICAL AREAS 


BALTIMORE 


THE 

AREA 



COUNTIES 

AND INDEPENDENT CITIES 

PLACES 

ANNE 

ARUNDEL 

baltimors 

BALTIMORE 

CARROLL 

HOWARD 

BALTIMORE 

DUNDALK 

COUNTY 

COUNTY 

CITY 

COUNTY 

COUNTY 

CITY 

(U) 

9 61 266 

142 884 

289 996 

14 957 

10 156 

289 996 

22 802 

4 50 84' 

90 19C 

38 336 

11 497 

6 356 

38 336 

7 598 

6 3 29C 

33 596 

166 344 

1 179 

287 

166 344 

12 068 

2 1 98C 

6 762 

35 143 

1 065 

582 

35 143 

816 

2 1 341 

4 44E 

25 866 

597 

277 

2S 866 

609 

4 2 578 

6 269 

24 285 

349 

163 

24 285 

1 293 

3 78 

96 

• • • 

59 

20 


4 

8 1 151 

1 523 

22 

211 

471 

22 

214 

9 37 277 

104 986 

149 678 

9 702 

6 966 

149 678 

17 136 

5 33 740 

75 337 

32 025 

8 647 

6 296 

32 025 

6 708 

1 1 660 

24 104 

104 551 

381 

65 

104 551 

9 359 

7 59] 

2 264 

9 649 

32C 

153 

9 649 

203 

4 125 

238 

2 143 

89 

9 

2 143 

47 

3 67 

1 570 

1 296 

34 

6 

1 296 

601 

9 1 094 

1 473 

14 

231 

437 

14 

218 

9 13 903 

29 570 

125 919 

4 484 

2 493 

125 919 

4 859 

1 7 933 

9 523 

5 363 

2 280 

1 452 

5 363 

681 

9 1 482 

7 841 

55 322 

752 

222 

55 322 

2 329 

2 1 194 

4 021 

23 486 

650 

391 

23 486 

571 

i 984 

3 950 

21 071 

477 

244 

21 071 

725 

S 1 730 

2 874 

9 108 

215 

86 

9 108 

334 

i 302 

513 

3 575 

61 

35 

3 575 

71 

9 ... 

662 

2 518 

10 

9 

2 518 

123 

143 

40 

5 468 


t t t 

3 468 

25 

a. 135 

146 

8 

39 

54 

8 

1 042 

1 591 

8 558 

162 

79 

8 558 

238 

473 

800 

3 213 

76 

29 

3 213 

177 

315 

406 

3 337 

65 

32 

3 337 

47 

204 

89 

853 

5 

5 

853 

5 

50 

296 

1 155 

16 

13 

1 155 

9 

61 272 

142 903 

290 078 

14 941 

10 156 

290 078 

22 820 

4 834 

8 584 

3 220 

536 

1 047 

3 220 

755 

11 126 

29 624 

11 368 

1 610 

2 114 

11 368 

4 918 

11 244 

31 397 

26 168 

1 495 

1 337 

26 168 

5 637 

12 981 

33 551 

38 152 

1 493 

1 204 

38 152 

7 024 

a 325 

12 737 

25 877 

1 036 

809 

25 877 

1 864 

12 762 

27 010 

185 293 

8 771 

3 645 

185 293 

2 622 

37 296 

105 037 

149 668 

9 702 

6 966 

149 668 

17 143 

11 728 

32 686 

9 373 

1 863 

2 60S 

9 373 

5 151 

7 653 

26 541 

18 835 

1 223 

1 082 

18 835 

4 875 

r 279 

21 023 

19 689 

1 069 

863 

19 689 

4 229 

10 636 

24 787 

101 771 

5 547 

2 416 

101 771 

2 888 

61 278 

142 949 

290 155 

15 002 

10 156 

290 155 

22 820 

33 597 

113 274 

270 667 

12 617 

7 175 

270 667 

16 968 

9 886 

12 971 

10 332 

457 

636 

10 332 

3 396 

17 783 

16 639 

8 997 

1 883 

2 345 

8 997 

2 438 

17 372 

48 417 

156 995 

6 601 

3 333 

156 995 

4 563 

24 556 

74 680 

91 156 

2 656 

3 749 

91 156 

14 874 

4 970 

9 048 

9 740 

1 599 

471 

9 740 

2 131 

208 

198 

530 

83 

39 

530 


9 918 

1 283 

8 842 

22 411 

3 668 

2 341 

22 411 

1 089 

672 

8 193 

187 

165 

8 193 

1 053 

80 

44 

2 965 

1 046 

1 053 

147 

58 


URBAN 

BALANCE 


rural 


UNITS IN STRUCTURE 


ALL UNITS. 

1* DETACHED. 

1. ATTACHED. 

2 . 

3 AND 4. 

S OR MORE. 

TRAILERl 

ON PERMANENT FOUNDATION. 

MOBILE . 


OWNER OCCUPIED 
1* DETACHED. . . . 
1* ATTACHED. . , . 

2 . 

3 AND 4. 

5 OR MORE. 

TRAILER. 


RENTER OCCUPIED. 

DETACHED. 

1* ATTACHED. 

2 . 


3 AND 4. . 
5 TO 9 . . 
10 TO 19 . 
20 TO 49 . 
50 OR MORE 
TRAILER. . 


vacant AVAILABLE FOR RENT. 


2 TO 4 . . 
5 TO 9 . . 
10 OR MORE 


YEAR STRUCTURE BUILT 

ALL UNITS. 

1959 TO MARCH 1960 . 

1955 TO 1958 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 

OWNER OCCUPIED . 

1955 TO MARCH 1960 . . . 

1950 TO 1954 . 

1940 TO 1949 .. . . . 

1939 OR EARLIER. 

ALL HOUSING UNITS. 

BASEMENT 


Basement . . 
CONCRETE slab 
OTHER. ... 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

Warm air furnace . 

FLOOR. WALL. OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. . . . . . 
OTHER means without FLUE . . . . 
NONE. 


519 540 


437 330 
34 282 
47 647 


232 718 
196 797 
25 828 
1 058 
47 180 
10 500 
5 269 


130 511 
87 436 
24 061 
7 405 

4 426 

5 753 

64 
1 366 


95 461 
74 001 
16 249 
2 528 
334 
1 055 
1 294 


28 332 
9 386 
6 493 
4 354 
3 849 
2 890 
591 
538 
95 
136 


1 700 
769 
493 
112 
326 


130 512 
8 584 
27 491 
27 921 
29 711 
11 657 
25 148 


95 527 
30 532 
23 522 
19 181 
22 292 


130 533 


102 622 
12 764 
14 925 


48 528 
65 823 
8 020 
184 
6 894 
691 
372 


75 950 
65 854 
2 223 
2 168 

1 431 

2 313 

185 
1 776 


46 334 
43 311 
602 
597 
80 
21 
1 723 


17 259 
11 121 


475 

331 

081 

681 

249 

20 

63 

238 


936 

432 

278 

186 

40 


75 940 
5 662 
12 065 

11 915 

12 494 
9 386 

24 418 


46 331 
13 199 
8 102 
6 824 
18 206 


76 032 


46 873 
7 790 
21 287 


22 612 
24 944 
5 937 
325 
16 786 
I 536 
3 800 


_I 























































Maxyland 


22-23 


Table 14. —Structural Characteristics and Heating Equipment, for SMSA’s, Constituent Counties, Units in Structure Basement 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: ♦ n •! 

1960 CZon Yc3x Structutc Built 

[Based on sample; see text. "U" denotes an unincorporated place] 
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State and Small Areas 


Table 14. —Structural Characteristics and Heating Equipment, for SMSA's, Constituent Counties, Structure i^ement 

Places of 50,000 Inhabitants or More, Urban Balance, Ruh:al Total, and Urbanized Areas: Ycm Structure Built Equipment 

1960—Con. 

[Based on sample; see text “U” denotes an. unincorporated place] 


SUBJECT 


UNITS IN structure 


ALL UNITS. 

1* DETACHED. 

1» ATTACHED. 

2 . 

3 AND 4. 

5 OR MORE. ....... 

TRAILERI 

ON PERMANENT FOUNDATION 
MOBILE . , 


OWNER OCCUPIED 
1. DETACHED. . . . 
1. ATTACHED. . . . 

2 ......... 

3 AND 4. 

5 OR MORE. 

trailer. 


RENTER OCCUPIED 
11 DETACHED. . . . 
1* ATTACHED. , . . 

2 ......... 

3 AND 4. 

5 TO 9 ..... . 

10 TO 19 . 

20 TO 49 . 

50 OR more .... 
TRAILER. 


VACANT AVAILABLE FOR RENT 

1 . 

2 TO .. 

5 TO .. 

10 OR MORE ... . 


YEAR structure QUiLT 


ALL UNITS. . 
1959 To MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


ALL HOUSING UNITS 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. ... 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

Warm air furnace . 

FLOOR) WALL) OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE .... . 


1 STANDARD METROPOLITAN STATISTICAL AREAS—CON. 



WASHINGTON) D.C.-MO.-VA. 

—CON. 














DHi). 1 irivjnti 


MARYLAND PORTION—CON. 


URBANIZED 








PLACES 









RURAL 







BETHESDA 

SILVER SPRING 

WHEATON 

BALANCE 



(U) 

(U) 

(U) 




16 710 

20 657 

13 626 

118 052 

27 685 

428 470 

13 660 

13 946 

12 554 

76 042 

24 900 

123 261 

106 

291 

834 

8 783 

384 

200 599 

35 

107 

9 

2 645 

561 

42 220 

172 

612 

11 

5 666 

305 

30 277 

2 745 

5 697 

214 

24 801 

651 

30 465 

• • • 

4 

t • • 

18 

74 

64 

• • • 

• • • 

4 

97 

810 

1 584 

12 026 

12 622 

11 914 

73 850 

18 084 

253 333 

11 999 

12 515 

11 234 

65 259 

16 995 

104 885 

• • • 

13 

672 

6 172 

53 

129 528 

5 

41 

4 

1 080 

193 

12 052 

5 

14 

t • • 

986 

18 

2 442 

17 

39 

• • • 

256 

11 

2 918 

... 

' •* 

4 

97 

814 

1 508 

3 954 

7 170 

1 203 

39 363 

7 242 

154 082 

1 164 

1 137 

834 

8 151 

5 905 

13 697 

101 

260 

157 

2 262 

281 

62 957 

30 

66 

5 

1 414 

339 

27 701 

156 

566 

11 

4 409 

230 

24 969 

226 

1 360 

185 

8 899 

219 

11 977 

272 

2 090 

a 

9 291 

188 

3 969 

789 

642 

• 9 • 

3 248 

5 

3 164 

1 216 

1 045 

• • • 

1 671 

5 

5 508 

• • • 

4 

... 

18 

70 

140 

244 

497 

54 

1 915 

501 

10 225 

41 

61 

40 

367 

245 

4 054 

5 

20 


296 

41 

> 786 

11 

44 

14 

409 

11 

938 

187 

372 


843 

204 

1 447 

16 718 

20 657 

13 626 

118 054 

27 685 

428 571 

1 538 

2 313 

1 454 

8 932 

2 569 

11 858 

3 699 

2 180 

3 536 

19 729 

5 158 

41 604 

4 186 

4 721 

5 499 

34 606 

5 011 

57 968 

4 169 

7 512 

2 750 

30 686 

4 756 

73 189 

2 307 

2 834 

184 

10 713 

3 038 

37 581 

819 

1 097 

203 

13 388 

7 153 

206 371 

12 026 

12 616 

11 914 

73 837 

18 092 

253 396 

4 063 

1 844 

4 419 

20 255 

5 871 

42 623 

2 876 

3 427 

4 908 

21 221 

3 844 

45 834 

2 610 

4 764 

2 312 

16 483 

3 042 

42 050 

2 477 

2 581 

275 

15 878 

5 335 

122 889 

16 723 

20 658 

13 626 

118 063 

27 688 

428 669 

15 271 

18 867 

11 620 

92 841 

16 219 

379 838 

788 

974 

960 

12 878 

3 095 

25 084 

659 

816 

1 046 

12 333 

8 371 

23 548 

5 695 

8 394 

699 

47*588 

7 605 

203 525 

10 891 

11 996 

12 642 

64 0T9 

10 221 

167 126 

91 

127 

117 

2 626 

1 390 

18 521 

9 

13 

8 

100 

158 

702 

26 

119 

129 

3- 074 

7 568 

28 627 

•«• 

8 

23 

490 

354 

8 701 

4 

•• • 

8 

97 

389 

1 369 











































































































Maryland 

Table 15. —Occupancy Characteristics, for SMSA's, Constituent Counties, Places of 30,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place] 


Population 

Persons 


Persons per Room 
Year Moved into Unit 



STANDARD METROPOLITAN STATISTICAL AREAS 


POPULATION IN HOUSING UNITS* 1960. .... 1 667 ‘(•12 


PER OCCUPIED UNIT. 

OWNER. 

RENTER.. 

population IN DWELLING UNITS* 1950 . . 
PER OCCUPIED UNIT.. 


ALL OCCUPIED UNITS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. .... 

7 PERSONS. 

8 PERSONS OR MORE. 


RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS , . . 
O.Sl TO 0.75 , . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


RENTER OCCUPIED 
0.50 OR LESS . . . 
O.Sl TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


year MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 

1950 TO 1953 . . . 

1940 To 1949 . . . 

1939 OR EARLIER. . 


RENTER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 

19S0 TO 1953 . . . 

1940 TO 1949 . . , 

1939 OR EARLIER. . 


3.4 
3.6 
3.2 

1 339 967 

3.5 


308 669 
19 551 
77 686 
66 635 
65 039 
41 691 
21 016 
8 911 
8 140 


176 309 
34 540 
48 436 
32 283 
23 517 
14 907 
9 518 
5 533 
7 575 


308 669 
146 279 
81 760 
62 020 
15 917 
2 693 


176 309 
64 269 
44 295 
40 603 
19 413 
7 729 


308 669 
30 874 

21 672 

22 623 
62 466 

58 944 

59 863 
52 227 


176 309 
62 755 
24 187 

17 716 
29 803 

18 260 
13 913 

9 675 


COUNTIES AND INDEPENDENT CITIES 


ANNE 

ARUNDEL BALTIMORE BALTIMORE 

COUNTY COUNTY CITY 


188 321 
3.7 
3.7 

3.6 
101 986 

3.7 



481 502 

3.6 

3.7 
3.2 

260 136 
3.6 


105 037 
4 126 
23 465 
22 380 
26 337 
16 583 
7 519 
2 817 
1 810 


913 998 

3.3 
3.5 
3.1 

915 260 

3.4 



149 668 
12 518 
40 555 
32 841 
27 350 
17 723 
9 551 
4 354 
4 776 


13 

884 

29 

519 

125 

929 

1 

455 

3 

774 

28 

495 

s 

204 

8 

470 

35 

028 

2 

824 

6 

611 

21 

432 

2 

600 

4 

990 

14 

721 

1 

644 

2 

826 

9 

679 


966 

1 

446 

6 

582 


543 


707 

4 

054 


648 


695 

5 

938 


3.3 


2.9 


2.5 

37 

296 

105 

037 

149 

668 

14 

763 

43 

507 

79 

853 

10 

200 

31 

841 

33 

509 

8 

832 

23 

950 

26 

096 

2 

806 

5 

064 

7 

144 


695 


675 

1 

066 

13 

884 

29 

519 

125 

929 

3 

706 

9 

447 

48 

692 

3 

423 

8 

798 

30 

392 

4 

076 

7 

609 

27 

065 

1 

798 

2 

854 

14 

057 


881 


811 

5 

723 

37 

296 

105 

037 

149 

668 

5 

474 

12 

694 

10 

427 

3 

353 

9 

184 

7 

668 

3 

208 

9 

612 

8 

408 

8 

284 

26 

348 

24 

952 

6 

161 

19 

863 

3D 

702 

6 

503 

17 

017 

33 

214 

4 

313 

10 

319 

34 

297 

13 

884 

29 

519 

125 

929 

6 

944 

11 

945 

41 

588 

1 

887 

4 

323 

17 

201 

1 

143 

3 

055 

12 

833 

1 

604 

4 

263 

22 

815 


979 

2 

671 

13 

821 


847 

2 

174 

10 

167 


480 

1 

088 

7 

504 


CARROLL 

COUNTY 
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State and Small Areas 


Table 15. —Occupancy Characteristics, for SMSA’s, Constituent Counties, Places of 30,000 Inhabitants Population y ^ . 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960—Con. etsons car ovc into mt 

[Based on sample; see text “U” denotes an unincorporated place] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 


POPULATION 


POPULATION IN HOUSING UNITSi 1960. 

PER occupied UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSi 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

e PERSONS OR MORE. 

MEDIAN . 


RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS.. 

6 PERSONS. 

7 PERSONS. , . . . . 

8 PERSONS OR MORE. , 

MEDIAN . , 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.76 . . . 
0176 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


Year moved into unit 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1957 ....... 

1954 TO 1956 . . . 

1950 TO 1953 . . . 

1940 TO 1949 . . . 

1939 OR EARLIER. . 


renter occupied 

1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 
1950 TO 1953 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . , 


WASHINGTON. D.C.-MO.-VA. 


THE AREA 

DISTRICT 

OF 

COLUMBIA 

PORTION 

VIRGINIA 

PORTION 

MARYLAND PORTION 

TOTAL 

COUNTIES 

MONTGOMERY 

PRINCE GEORGES 

1 918 536 

723 425 

510 945 

684 166 

336 095 

348 071 

3.2 

2.9 

3.4 

3,7 

3.6 

3.7 

3.7 

3.5 

3.7 

3.9 

3.8 

3,9 

2.6 

2.6 

3.0 

3.2 

3.1 

3.2 

1 346 845 

715 861 

285 647 

345 337 

160 271 

185 066 

3.3 

3.2 

3.4 

3.6 

3.5 

3.7 

590 621 

252 066 

151 127 

187 428 

92 433 

94 995 

289 102 

75 532 

85 085 

128 485 

67 785 

60 700 

16 817 

8 072 

3 830 

4 915 

2 683 

2 232 

66 058 

20 862 

18 924 

26 272 

13 902 

12 370 

58 365 

15 834 

17 825 

24 706 

12 711 

11 995 

64 686 

12 092 

20 547 

32 047 

17 866 

14 181 

42 236 

7 698 

13 230 

21 308 

11 330 

9 978 

22 215 

4 874 

6 383 

10 958 

5 524 

5 434 

9 570 

2 526 

2 480 

4 564 

2 144 

2 420 

9 155 

3 574 

1 866 

3 715 

1 625 

2 090 

3.6 

3.1 

3,6 

3.8 

3.8 

3.8 

301 519 

176 534 

66 042 

58 943 

24 648 

34 295 

78 668 

59 998 

11 243 

7 427 

3 470 

3 957 

88 839 

51 057 

20 502 

17 280 

7 208 

10 072 

51 193 

24 430 

13 366 

13 397 

5 375 

8 022 

37 349 

16 313 

10 766 

10 270 

4 189 

6 081 

21 114 

10 245 

5 541 

5 328 

2 317 

3 011 

11 217 

6 068 

2 418 

2 731 

1 118 

1 613 

5 755 

3 443 

1 160 

1 152 

479 

673 

7 384 

4 980 

1 046 

1 358 

492 

866 

2.3 

2.1 

2.6 

2.9 

2.8 

2.9 

289 102 

75 532 

85 085 

128 485 

67 785 

60 700 

132 271 

44 692 

36 131 

51 448 

30 019 

21 429 

79 352 

15 865 

25 514 

37 973 

21 418 

16 555 

58 690 

10 051 

16 519 

30 120 

13 199 

16 921 

IS 569 

3 933 

4 051 

7 585 

2 753 

4 832 

3 220 

991 

870 

1 359 

396 

963 

301 519 

176 534 

66 042 

58 943 

24 648 

34 295 

106 923 

67 867 

21 735 

17 321 

8 270 

9 051 

80 299 

38 905 

22 049 

19 345 

8 226 

11 119 

75 609 

43 961 

16 426 

15 222 

5 832 

9 390 

25 650 

15 774 

4 474 

5 402 

1 780 

3 622 

13 038 

10 027 

1 358 

1 653 

540 

1 113 

289 102 

75 532 

85 085 

128 485 

67 785 

60 700 

41 691 

6 862 

15 231 

19 598 

10 294 

9 304 

27 259 

4 859 

10 007 

12 393 

6 747 

5 646 

23 876 


7 992 

10 940 

5 924 

5 016 

62 190 

12 795 

19 647 

29 748 

16 064 

13 684 

53 079 

14 274 

13 516 

25 289 

13 609 

11 680 

49 068 

16 887 

11 609 

20 572 

10 255 

10 317 

31 939 

14 911 

7 083 

9 945 

4 892 

5 053 

301 519 

176 534 

66 042 

58 943 

24 648 

34 295 

121 163 

61 700 

31 546 

27' 9.17 

11 787 

16 130 

46 123 

25 312 

11 419 

9 392 

3 750 

5 642 

32 108 

19 368 

6 803 

5 937 

2 449 

3 488 

50 933 

33 273 

9 150 

8 510 

3 628 

4 882 

25 217 

17 431 

3 829 

3 957 

1 598 

2 359 

17 115 

12 373 

2 525 

2 217 

990 

1 227 

8 860 

7 077 

770 

1 013 

446 

567 
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Table 15. Occupancy Characteristics, for SMSA's, Constituent Counties, Places of 50,000 Inhabitants Population 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960-~Coa 
[Based on sample; see text “U” denotes an unincorporated place] 


Persons per Boom 
Year Moved into Unit 


standard metropolitan statistical AREAS--C0Nt 

WASHINGTON* O.C.-MO.-VA.—CON. 


subject 


POPULATION 


population IN HOUSING UNITS. I960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITS. 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

7 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 


RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

7 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN ....... 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 
1950 TO 1957 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1959 TO MARCH 1960 

1958 .. 

1957 . 

1954 TO 1956 . . . 
1950 TO 1953 ... 
1940 TO 1949 ... 
1939 OR EARLIER. . 


MARYLAND PORTION—CON. 

BALTIMORE 

URBANIZED 

1 PLACES 


RURAL 


beThesda 

(U) 

SILVER SPRING 
(U) 

WHEATON 

(U) 

URBAN 

balance 

54 970 

66 051 

54 264 

407 113 

101 768 

1 387 425 

7.4 

3.3 

4.1 

3.6 

4.0 

3.4 

3.7 

3.7 

4.1 

3.9 

3.9 

3.6 

2.7 

2.7 

4.1 

3.1 

4.3 

3.1 

• • • 

• « • 

• • • 

• • • 

• • • 

1 123 637 

• •• 


• •• 


t t • 

3.4 

IS 980 

19 792 

13 117 

113 213 

25 326 

407 415 

12 026 

12 616 

11 914 

73 837 

18 092 

253 396 

411 

586 

258 

2 845 

815 

16 408 

2 788 

2 691 

1 578 

14 824 

4 391 

62 987 

2 578 

2 711 

1 973 

14 108 

3 336 

55 240 

2 998 

3 164 

3 831 

18 299 

3 755 

53 723 

1 951 

2 028 

2 255 

12 552 

2 522 

34 241 

771 

898 

1 208 

6 445 

1 636 

17 023 

312 

342 

468 

2 701 

741 

7 172 

217 

196 

343 

2 063 

896 

6 602 

3.6 

3.6 

4.1 

3.8 

3.6 

3.4 

3 954 

7 176 

1 203 

39 376 

7 234 

154 019 

881 

1 141 

53 

4 bOI 

551 

32 027 

1 208 

2 581 

210 

11 985 


43 283 

763 

1 671 

212 

9 590 


27 791 

607 

997 

275 

6 967 


19 437 

295 

528 

206 

3 289 

1 010 

12 413 

137 

191 

147 

1 565 

691 

7 850 

43 

39 

60 

627 

383 

4 665 

20 

28 

40 

552 

718 

6 553 

2.4 

2.4 

4.0 

2.8 

3.9 

2.6 

12 026 

12 616 

11 914 

73 837 

18 092 

253 396 

7 006 

5 859 

3 149 

27 959 

7 475 

120 942 

7 568 

4 242 

4 089 

21 367 

4 707 

67 171 

1 316 

2 184 

3 644 

19 055 

3 921 

50 934 

136 

295 

921 

4 772 

1 461 

12 582 

• • • 

36 

111 

684 

528 

1 767 

3 954 

7 176 

1 203 

39 376 

7 234 

154 019 

1 677 

2 796 

270 

10 811 

1 767 

57 418 

1 447 

2 652 

310 

13 393 

1 543 

39 009 

651 

1 403 

437 

10 820 

1 911 

34 383 

150 

280 

143 

3 628 

1 201 

16 740 

29 

45 

43 

724 

812 

6 469 

12 026 

12 616 

11 914 

73 837 

18 092 

253 396 

2 072 

1 156 

2 429 

11 182 

2 759 

23 478 

1 454 

881 

1 261 

7 102 

1 695 

16 886 

1 097 

878 

1 015 

6 479 

1 471 

17 837 

2 915 

2 625 

3 473 

17 216 

3 519 

51 629 

1 998 

3 009 

2 631 

14 707 

2 944 

50 326 

1 621 

3 173 

999 

11 684 

3 095 

49 908 

869 

894 

106 

5 467 

2 609 

43 330 

3 954 

7 176 

1 203 

39 376 

7 234 

154 Ol9 

1 816 

3 732 

575 

19 177 

2 617 

S3 510 

637 

893 

242 

6 609 

1 011 

21 433 

466 

678 

114 

4 005 

674 

15 671 

658 

962 

144 

5 655 

1 091 

26 822 

229 

525 

65 

2 404 

734 

16 164 

128 

305 

43 

1 129 

612 

12 023 

20 

81 

20 

397 

495 

8 396 
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State and Small Areas 


Table 16. —^Type of Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text “U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Ait Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS 


BALTIMORE 


SUBJECT 

THE 

AREA 

COUNTIES AND INDEPENDENT CITIES 

PLACES 

URBAN 

BALANCE 

RURAL 

ANNE 

ARUNDEL 

COUNTY 

BALTIMORE 

COUNTY 

BALTIMORE 

CITY 

CARROLL 

COUNTY 

HOWARD 

COUNTY 

BALTIMORE 

CITY 

DUNDALK 

(U) 

ALL OCCUPIED UNITS . 

484 

978 

51 

180 

134 

556 

275 

597 

14 

186 

9 

459 

275 

597 

21 

995 

123 

793 

63 

593 

heating FUEL 





















UTILITY GAS. 

156 

875 

14 

204 

59 

970 

80 

579 


806 

1 

316 

80 

579 

14 

081 

55 

715 

6 

500 

FUEL OILi KEROSENEi ETC. 

279 

614 

31 

850 

66 

127 

164 

151 

10 

355 

7 

131 

164 

151 


SF 1 

61 

961 

47 

178 

COAL OR COKE . 

32 

8B8 

2 

412 

5 

475 

22 

581 

2 

036 


384 

22 

581 



3 

945 

5 

103 

ELECTRICITY. 

1 

667 


183 


464 




80 


42 


898 


Pf' ^ 


252 


438 

BOTTLED* Tank, or lp gas . 

5 

515 


991 

1 

271 




128 


200 

2 

925 


ll*. ^ 

1 

364 

1 

031 

OTHER fuel . 

7 

282 

1 

524 

1 

172 


Eta 


761 


386 

3 

439 


57 


522 

3 

264 

NONE.. 

1 

133 


16 


77 

1 

020 


20 


• •• 

1 

020 


• • • 


34 


79 

WATER HEATING FUEL 





















UTILITY GAS. 

294 

093 

18 

851 

79 

839 

192 

515 

1 

217 

1 

671 

192 

515 

17 

514 

76 

123 

7 

941 

ELECTRICITY... 

39 

789 

12 

693 

15 

514 

4 

568 

4 

467 

2 

547 

4 

568 

1 

329 

13 

948 

19 

944 

COAL OR COKE.. 

8 

284 


517 

2 

170 

4 

960 


565 


72 

4 

960 


481 

1 

668 

1 

175 

BOTTLED. TANK. OR LP GAS . 

26 

440 

5 

718 

6 

356 

9 

517 

1 

531 

1 

318 

9 

517 


797 

6 

204 

9 

922 

FUEL OIL. KEROSENE. ETC. 

96 

875 

8 

383 

24 

236 

57 

719 

4 

012 

2 

525 

57 

719 

1 

687 

22 

646 

14 

823 

OTHER FUEL... 

3 

449 


341 


458 

2 

298 


270 


82 

2 

298 


34 


433 


684 

NONE.. 

16 

044 

4 

677 

3 

983 

4 

016 

2 

124 

1 

244 

4 

016 


153 

2 

771 

9 

104 

COOKING FUEL 





















UTILITY GAS.... 

359 

990 

20 

383 

85 

663 

249 

894 

1 

939 

2 

111 

249 

894 

18 

879 

82 

824 

8 

393 

ELECTRICITY.. . . 

64 

773 

16 

269 

30 

110 

8 

385 

6 

427 

3 

582 

8 

385 

1 

550 

27 

676 

27 

162 

BOTTLED. TANK. OR LP GAS . 

48 

953 

12 

903 

17 

214 

10 

733 

4 

859 

3 

244 

10 

733 

1 

451 

11 

974 

24 

795 

FUEL OIL. KEROSENEi ETC. 

3 

000 


624 


569 

1 

424 


214 


169 

1 

424 


• • • 


502 

1 

074 

COAL OR COKE . 

3 

394 


147 


230 

2 

866 


116 


35 

2 

866 


62 


262 


204 

OTHER FUEL . 

3 

988 


711 


646 

1 

779 


611 


241 

1 

779 


53 


324 

1 

832 

NONE. 


876 


143 


124 


512 


20 


77 


512 


... 


231 


133 

clothes washing machine 





















WRINGER OR SPINNER . 

139 

823 

16 

427 

33 

679 

77 

OOl 

8 

781 

3 

935 

77 

001 

6 

479 

28 

518 

27 

825 

automatic or semi-automatic.. . 

206 

817 

24 

410 

79 

738 

95 

865 

3 

403 

3 

401 

95 

865 

12 

902 

73 

960 

24 

090 

washer-dryer combination . 

5 

544 


851 

1 

846 

2 

621 


168 


58 

2 

621 


178 

1 

817 


928 

NONE. 

132 

790 

9 

492 

19 

293 

lOO 

106 

1 

834 

2 

065 

100 

106 

2 

436 

19 

498 

10 

750 

CLOTHES DRYER 





















GAS HEATED . 

22 

057 

1 

394 

11 

179 

9 

175 


97 


212 

9 

175 

1 

126 

10 

653 

1 

103 

ELECTRICALLY HEATED. 

29 

746 

5 

116 

14 

411 

7 

379 

1 

488 

1 

352 

7 

379 


865 

12 

653 

8 

849 

NONE. 

433 

171 

44 

670 

108 

966 

259 

039 

12 

601 

7 

895 

259 

039 

20 

004 

100 

487 

53 

641 

HOME FOOD FREEZER 





















1 OR MORE. 

58 

824 

10 

826 

23 

498 

16 

523 

4 

971 

3 

006 

16 

523 

2 

179 

19 

752 

20 

370 

NONE. 

426 

150 

40 

354 

111 

058 

259 

070 

9 

215 

6 

453 

259 

070 

19 

816 

104 

041 

43 

223 

TELEPHONE AVAILABLE 






















383 

283 

42 

484 

120 

797 

201 

484 

11 

067 

7 

451 

201 

484 

18 

977 

111 

547 

51 

275 


101 

695 

8 

696 

13 

759 

74 

113 

3 

119 

2 

008 

74 

113 

3 

018 

12 

246 

12 

318 

AUTOMOBILES AVAILABLE 






















267 

091 

32 

835 

85 

366 

134 

886 

9 

111 

4 

903 

134 

886 

15 

464 

79 

383 

37 

358 


73 

711 

11 

124 

31 

778 

24 

847 

2 

864 

3 

098 

24 

847 

2 

729 

28 

187 

17 

948 

3 OR MORE.. . 

9 

771 

1 

542 

3 

968 

3 

000 


542 


719 

3 

000 


178 

3 

416 

3 

177 

NONE. 

134 

405 

5 

679 

13 

454 

112 

864 

1 

669 


739 

112 

864 

3 

624 

12 

807 

5 

no 

AIR CONDITIONING 





















ROOM UNITI 






















41 

967 

4 

961 

14 

487 

20 

986 


765 


768 

20 

986 

2 

094 

13 

893 

4 

994 

2 OR MORE. 

12 

247 

1 

493 

3 

817 

6 

576 


106 


255 

6 

576 


583 

3 

649 

1 

439 

central system . 

5 

525 


662 

2 

288 

2 

452 


70 


53 

2 

452 


77 

2 

284 


712 

NONE. 

42S 

235 

44 

064 

113 

964 

245 

579 

13 

245 

8 

383 

245 

579 

19 

241 

103 

967 

56 

448 

TELEVISION SETS 






















360 

478 

38 

850 

98 

666 

204 

084 

11 

846 

7 

032 

204 

084 

16 

966 

90 

143 

49 

285 

2 OR MORE. 

89 

387 

8 

588 

31 

069 

46 

750 

1 

268 

1 

712 

46 

750 

4 

500 

28 

427 

9 

710 

NONE. 

35 

109 

3 

742 

4 

821 

24 

759 

1 

072 


715 

24 

759 


529 

5 

223 

4 

598 

RADIO SETS 






















236 

556 

25 

181 

54 

874 

143 

801 

a 

078 

4 

622 

143 

801 

9 

808 

50 

723 

32 

224 

2 OR MORE. 

221 

334 

22 

968 

74 

357 

114 

521 

5 

327 

4 

161 

114 

521 

10 

980 

68 

150 

27 

683 

NONE. 

27 

084 

3 


5 

325 

17 

271 


781 


676 

17 

271 

1 

207 

4 

920 

3 

686 
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Table 16 .—Type op Fuel and Selected Equipment, for SMSA’s, Constituent Counties, Places of 30,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960-r-Con, 

[Based on sample; see text. "U" denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD metropolitan STATISTICAL AREAS—CON. 


WASHINGTON* D.C.-MD,-VA. 


SUBJECT 

THE AREA 

DISTRICT 

OF 

COLUMBIA 

PORTION 

VIRGINIA 

PORTION 

MARYLAND PORTION 

TOTAL 

COUNTIES 

MONTGOMERY 

PRINCE GEORGES 

all OCCUPIED UNITS . 

590 621 

252 066 

151 127 

187 428 

92 433 

94 995 

HEATING pUEL’ 







UTILITY GAS. 

251 807 

90 418 

62 341 

99 048 

56 533 

42 515 

FUEL OIL* KEROSENE* ETC. . 

261 535 

lOS 772 

77 790 

77 973 

31 392 

46 581 

COAL OR COKE... 

61 111 

48 227 

7 313 

5 571 

2 423 

3 148 

ELECTRICITY. 

1 803 

982 

434 

387 

142 

245 

BOTTLED* Tank* or LP GAS . 

7 823 

4 512 

1 676 

1 635 

833 

802 

OTHER fuel . 

6 106 

1 901 

1 475 

2 730 

1 090 

1 640 

NONE. 

390 

232 

98 

60 

20 

40 

WATER HEATING FUEL 







UTILITY GAS.. . . . . 

330 101 

138 602 

79 173 

112 326 

62 747 

49 579 

ELECTRICITY. 

47 020 

5 108 

17 554 

24 358 

9 675 

14 683 

COAL OR COKE. 

40 699 

32 761 

5 065 

2 873 

1 254 

1 619 

BOTTLED* TANK* OR LP GAS . 

22 101 

10 139 

5 964 

5 998 

2 401 

3 597 

FUEL OIL* KEROSENE* ETC. 

138 137 

62 692 

39 766 

35 679 

14 279 

21 400 

OTHER FUEL . 

2 279 

1 754 

341 

184 

75 

109 

NONE.. 

10 238 

988 

3 264 

5 986 

2 002 

3 984 

COOKING FUEL 







UTILITY GAS. 

414 618 

213 263 

92 709 

108 646 

51 011 

57 635 

ELECTRICITY. 

127 461 

19 610 

44 805 

63 046 

35 709 

27 337 

BOTTLED* TANK* OR LP GAS ........ . 

36 691 

12 431 

11 706 

12 554 

4 787 

7 767 

fuel oil* KEROSENE. ETC. 

2 427 

1 190 

531 

706 

226 

480 

COAL OR COKE . 

1 952 

1 169 

411 

372 

127 

245 

OTHER FUEL . 

3 234 

511 

767 

1 956 

540 

1 416 


4 192 

3 870 

198 

124 

33 

91 

CLOTHES washing MACHINE 







WRINGER OR SPINNER . 

102 701 

48 945 

21 924 

31 832 

12 352 

19 480 

AUTOMATIC OR SENI-AUTOMATIC. 

237 488 

51 636 

76 443 

109 409 

60 504 

48 905 

WASHER-DRYER COMBINATION . 

8 310 

2 640 

2 819 

2 851 

1 780 

1 071 

NONE. 

242 076 

148 823 

49 941 

43 312 

17 797 

25 515 

CLOTHES DRYER 







GAS heated . 

15 636 

2 597 

4 705 

8 334 

4 967 

3 367 

ELECTRICALLY HEATED. 

75 420 

8 688 

27 743 

38 989 

26 301 

12 688 

NONE. 

499 519 

240 759 

118 679 

140 081 

61 165 

78 916 

HOME FOOD FREEZER 







1 OR MORE. 

94 491 

19 127 

33 557 

41 807 

23 464 

18 343 

NONE .. 

496 084 

232 917 

117 570 

145 597 

68 969 

76 628 

TELEPHONE AVAILABLE 








516 883 

209 042 

136 771 

171 070 

86 956 

84 114 


T3 738 

43 024 

14 356 

16 358 

5 477 

10 881 

AUTOMOBILES AVAILABLE 








322 173 

110 090 

97 087 

114 996 

53 656 

61 342 


106 176 

18 643 

34 719 

52 814 

30 043 

22 771 

3 OK HOKE. 

13 965 

4 071 

3 433 

6 461 

3 685 

2 776 

NONE . . 

148 281 

119 262 

15 888 

13 131 

5 049 

8 082 

AIR CONDITIONING 







ROOM UNIT! 








81 082 

26 244 

25 683 

29 155 

15 265 

13 890 

2 OR MORE... 

29 910 

10 182 

8 461 

11 267 

7 245 

4 022 

central SYSTEM . 

37 069 

17 492 

9 144 

10 433 

6 627 

3 606 

NONE ................... 

442 514 

196 126 

107 839 

136 549 

63 296 

73 253 

TELEVISION SETS 








433 743 

180 493 

116 253 

136 997 

64 569 

72 428 

2 OR MORE. .. 

94 044 

30 063 

23 919 

40 062 

22 498 

17 564 

NONE. 

62 788 

41 488 

10 955 

JiO 345 

5 366 

4 979 

RADIO SETS 








286 090 

141 605 

69 923 

74 562 

31 693 

42 869 

2 OR MORE... 

258 398 

85 766 

70 032 

102 600 

56 946 

45 654 

NONE. 

46 087 

24 673 

11 172 

10 242 

3 794 

6 448 



1 r 1 
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State and Small Areas 


Table 16. —^Type op Fuel and Selected Equipment, por SMSA’s, Constituent Counties, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text "U” denotes an unincorporated place] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Cloches Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail, 
Air Conditioning 
Television Sets 
Radio Sets 


standard metropolitan statistical areas—con. 


subject 


•ASHIN8T0N* O.C.-MD.-VA.—CON. 


MARYLAND PORTION—CON. 


PLACES 

BETHESDA silver SPRINQ WHEATON 

(U) (U) (U) 


URBAN 

BALANCE 


RURAL 


BALTIMORE 

URBANIZED 

area 


ALL OCCUPIED UNITS 


HEATING FUEL 

UTILITY GAS. 

FUEL OIL I KEROSENE* ETC. . 

COAL OR COKE . 

ELECTRICITY. 

BOTTLED* TANK* OR LP GAS . 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 

UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

BOTTLEO* tank* OR LP GAS . . . 
FUEL OIL* KEROSENE. ETC. . . . 

OTHER FUEL . 

NONE. 


COOKING fuel 

UTILITY 6AS. 

ELECTRICITY. ....... 

BOTTLED* tank. OR LP GAS . 
FUEL OIL* KEROSENE* ETC. . 

COAL OR COKE . 

OTHER FUEL. 

NONE. 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMaTIC. . . 
WASHER-DRYER COMBINATION .... 
NONE. 


CLOTHES DRYER 

6AS HEATED.. 

ELECTRICALLY HEATED. . . . . 
NONE.. 


HOME FOOD FREEZER 
I OR MORE. 


NONE . . . 

TELEPHONE AVAILABLE 

Yes. . . . 

NO ... . 

AUTOMOBILES AVAILABLE 

1. 

2. . . . . 

7 OK MOKE. 
NONE . . . 

AIR CONDITIONING 

ROOM UNIT! 

2 OR MORE. ... . 

CENTRAL SYSTEM . 

NONE... 


TELEVISION SETS 

If • " . . • 

2 OR MORE. 
NONE . . . 

RADIO sets 

I. . . . . 



2 OR MORE. 

None , . . 


15 980 

19 792 

13 117 

113 213 

25 326 

407 415 

11 036 

12 257 

12 185 

62 298 

1 272 

145 801 

4 537 

6 662 

652 

46 262 

19 840 

223 767 

205 

758 

116 

3 046 

1 446 

27 316 

... 

... 

... 

184 

203 

1 210 

140 

95 

148 

959 

293 

4 382 

62 

... 

16 

421 

2 231 

3 881 

.. • 

... 

... 

19 

41 

1 054 

12 346 

14 412 

12 149 

72 101 

1 318 

279 742 

1 001 

596 

308 

11 133 

11 320 

17 237 

128 

783 

29 

1 689 

244 

6 970 

196 

166 

185 

2 622 

2 829 

15 846 

2 286 

3 813 

338 

24 106 

5 136 

78 662 

... 

... 

... 

90 

94 

2 649 

23 

22 

108 

1 448 

4 385 

6 305 

8 152 

13 988 

8 515 

76 765 

1 226 

343 559 

7 544 

5 538 

4 167 

31 162 

14 615 

33 339 

245 

22 

246 

325 

49 

4 254 
387 

7 484 
248 

22 626 

1 781 

17 

20 

45 

223 

67 

3 126 

... 

... 

... 

312 

1 644 

2 122 

... 

... 

16 

66 

42 

638 

1 345 

1 625 

1 221 

17 928 

9 713 

107 643 

11 024 

11 929 

10 916 

64 590 

10 950 

176 579 

319 

368 

208 

1 479 

477 

4 434 

3 292 

5 870 

772 

29 192 

4 186 

118 755 

899 

870 

1 166 

5 132 

267 

20 633 

6 127 

4 627 

4 207 

19 243 

4 785 

19 488 

8 954 

14 295 

7 744 

88 814 

20 274 

367 290 

4 347 

3 854 

3 176 

21 180 

9 250 

35 777 

11 633 

15 938 

9 941 

92 009 

16 076 

371 634 

15 560 

19 268 

12 796 

103 420 

20 026 

320 164 

420 

524 

321 

9 793 

5 300 

87 251 

Q 543 

12 588 

8 243 

71 968 

13 656 

222 258 

5 915 

5 336 

4 434 

28 834 

8 295 

52 693 

689 

764 

258 

3 305 

1 445 

6 257 

833 

1 104 

182 

9 082 

1 930 

126 207' 

3 007 

3 751 

2 535 

17 285 

2 577 

35 890 

1 505 

2 009 

760 

6 050 

943 

10 432 

2 154 

2 280 

216 

. 5 23S 

548 

4 669 

9 314 

11 752 

9 606 

.84 619 

, 21 258 

356 420 

10 316 

13 961 

9 461 

84 158 

19 101 

300 996 

4 464 

4 979 

3 427 

; 22 966 

4 226 

77 234 

1 200 

852 

229 

6 06S 

1 999 

29 181 

4 440 

7 039 

4 573 

46 508 

12 Q02 

197 901 

ll 027 

12 008 

8 211 

,60 363 

,10 991 

187 019 

513 

745 

333 

. 6 318 

2 333 

22 491 








































































Maryland 

Table 17. Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: ' 

1960 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincoiiKirated place. Plus (+) or 
minus (-) after number indicates median above or below that number] 


STANDARD METROPOLITAN STATISTICAL AREAS 


Value 
Gross Rent 



OWNER OCCUPIED 
LESS THAN SSiOOO . 
SSiOOO TO $71*100 , 
$7 1560 TO $91900 . 
$10*000 TO $12i400 
$12*500 TO $1*1*900 
$15*000 TO $17i*100 
$17*500 TO $19*900 
$20*000 TO $24*900 
$25*000 TO $34*900 
$35*000 OR more* . 


277 B03 
17 550 
42 034 
58 545 
63 647 
36 374 
21 053 

11 386 

12 326 
8 672 
6 208 


COUNTIES AND INDEPENDENT CITIES 


ANNE 

ARUNDEL Baltimore Baltimore carroll 

COUNTY COUNTY CITY COUNTY 


134 726 
15 961 
31 971 
35 684 
28 301 
11 212 
5 108 

1 980 

2 375 
2 118 
2 016 




Baltimore dundalk 

CITY (U) 


134 726 
13 961 
31 971 
35 684 
28 301 
11 212 
5 108 

1 980 

2 375 
2 118 
2 016 


Contract Rent 
Duration of Vacancy 


urban 

balance 



VACANT available FOR SALE 

LESS THAN $5*000 . 

$5*000 TO $9*900 . 

$10*000 TO $14*900 . 

$15*000 TO $19*900 . 

$20*000 TO $24*900 . 

$25*000 OR MORE. 


median PRICE ASKED 


RENTER OCCUPIED 
LESS than $20. . . 

$20 TO $29 ... . 
$30 TO $39 ... . 
$40 TO $49 ... . 
$50 TO $59 ... . 
$60 TO $69 ... . 
$70 TO $79 ... . 
$80 TO $99 .... 
$100 TO $119 . . . 
$120 TO $149 . . . 
$150 TO $199 . . , 
$200 OR MORE . . . 
NO CASH RENT . . . 


174 925 
523 
2 862 
6 377 
11 261 
17 627 
27 388 
26 309 
40 891 
19 941 
10 425 

4 214 
1 689 

5 418 


125 929 
208 
2 273 
4 968 
8 920 
14 253 
20 535 
19 199 
28 982 
13 8B4 
6 589 
2 605 

1 302 

2 211 


CONTRACT RENT 


RENTER OCCUPIED 
LESS THAN $20. . . 

$20 TO $29 ... . 
$30 TO $39 ... , 
$40 TO $59 ... . 
$60 TO $79 ... . 
$80 TO $99 ... . 
$100 TO $149 . . . 
$150 OR MORE . . . 
NO CASH rent . . . 


174 925 

1 832 
6 457 

12 199 
45 197 
59 467 
28 288 

13 584 

2 483 
5 418 


125 929 
558 
4 140 
9 258 
36 222 
43 914 
19 542 
8 159 

1 925 

2 211 


125 929 
558 
4 140 
9 258 
36 222 
43 914 
19 542 
8 159 

1 925 

2 211 


VACANT available FOR RENT. 

LESS THAN $30. 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79.. . * * 

$80 TO $99 . 

$100 TO $119.. 

$120 OR MORE . 

MEDIAN RENT ASKED (DOLLARS)l 

VACANT available FOR RENT. 

WITH ALL UTILITIES IN RENT ..... 
WITH SOME OR NQ UTILITIES IN RENT.'. 


duration OF VACANCY 


VACANT available FOR SALE. 

LESS THAN 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


VACANT AVAILABLE.FOR RENT 
LESS THAN 1 MONTH. -,}. . . . 

1. UP TO 4 MONTHS ... 

4-UP TO 6 MONTHS . 

6. months OR MORE ...... 
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State and Small Areas 


Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA's, Constituent Counties, 
Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 
I960—Coa 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent, 
Duration of Vacanq 



standard metropolitan statistical areas—con. 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
SStOOO TO S7 i 400 . 
$71500 TO S9i900 . 
SIO.OOO TO $12i400 
S12iS00 TO S141900 
SlStOOO TO $17 i 400 
$171500 TO $19i900 
$201000 TO $241900 
$25«000 TO $341900 
$35!000 OR MORE. . 


median . DOLLARS 


VACANT AVAILABLE FOR SALE. 

LESS THAN $5,000 . 

$5*000 TO $9i900 . 

$10!000 TO $14i900 . 

$15f000 TO $19i900 . 

$201000 TO $241900 . 

$251 000 OR MORE. 


MEDIAN PRICE ASKED ....... DOLLARS 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $29 ... . 
$30 TO $39 ... . 
$40 TO $49 ... . 
$50 TO $59 ... . 
$60 TO $69 ... . 
$70 TO $79 ... . 
$80 TO $99 ... . 
$100 TO $119 . . . 
$120 TO $149 . . . 
$150 TO $199 . . . 
$200 OR MORE . . . 
NO CASH RENT . . . 


CONTRACT RENT 


RENTER OCCUPIED 
LE5S THAN $20. . . 
$20 TO $29 ... . 
$30 TO $39 ... . 
$40 TO $59 ... . 
$60 TO $79 ... . 
$80 TO $99 .... 
*100 TO $149 . . . 
$150 OR more'. . . 
NO CASH RENT . . . 


median . DOLLARS 


VACANT AVAILABLE FOR RENT. 

LESS THAN $30. 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

MEDIAN RENT ASKED (DOLLARS)i 

VACANT available pOR RENT. 

WITH ALL UTILITIES IN RENT . 

WITH SOME OR NO UTILITIES IN RENT. . 


duration of VACANCY 


VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


VACANT AVAILABLE FOR RENT. 

LESS THAN 1 MONTH. 

1 UP TO 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


274 065 
3 543 
5 179 
10 755 

30 196 

46 983 

47 375 
37 260 
44 008 

31 231 
17 535 


300 554 
385 
1 481 
4 498 
10 044 
14 371 

28 366 
47 363 
90 541 
40 945 

29 168 
18 145 

7 752 
7 495 


300 554 
876 
2 979 

6 672 
42 560 
84 556 
82 703 
56 220 
16 493 

7 495 


DISTRICT 

OF 

COLUMBIA 

PORTION 


WASHINGTON! D.C.-MD.-VA. 


VIRGINIA 
PORT ION 


MARYLAND PORTION 


















































































Maryland 22-33 

Table 17.— Financial Characteristics and Duration of Vacancy, for SMSA’s, Constituent Counties, Value Contract Rent 

Places of 50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: Gross Rent Duration of Vacancy 

I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text “U” denotes an unincorporated place. Plus (+) or 
minus (—) after number indicates median above or below that number] 


standard metropolitan statistical areas—con. 


SUBJECT 


tASHINQTONi D.C.-MD.-VA.—CON. 


MARYLANO PORTION—CON.. 



URBAN RURAL 

balance 


BALTIMORE 

URBANIZED 

area 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
S5.000 TO $7 1400 . 
S7»500 to S9i900 . 
SlOtOOO TO Sl2t400 
SIZiSOO TO $14i900 
SiSiOOO TO S17»400 
SlTiSOO TO S19.900 
saoiooo TO $24 1 900 
$251000 TO $341900 
$351000 OR MORE. . 


11 973 


8 

36 

214 

724 

1 250 

2 721 
4 299 
2 721' 


12 535 
27 
36 
48 
343 

1 165 

2 530 

2 864 

3 669 
1 453 

400 



14 296 
763 
910 
983 
1 615 
1 443 
1 829 

1 648 

2 034 
1 772 
1 299 


233 566 

15 152 
37 747 
52 951 
55 796 
30 298 

16 206 

7 857 

8 104 
5 428 
4 027 


MEDIAN 


DOLLARS . 


27 400 


19 300 16 700 


16 200 17 000 10 500 


VACANT AVAILABLE FOR SALE. 

LESS THAN $5i000 .. . • • 

$5i000 TO $9(900 . 

SlOtOOO TO $14(900 . 

$15(000 TO $19(900 .. . . . . 

$20(000 TO $24(900 . 

$25(000 OR MORE.. 

MEDIAN PRICE ASKED . DOLLARS . 


262 106 316 


(.. ... 9 

... 14 17 

3 19 105 

10 54 165 

249 19 20 

35 000 4. ... 20 800 


1 528 528 4 420 

19 4 216 

52 81 243 

291 25 1 866 

567 135 726 

294 161 139 

305 195 230 

IB 700 22 900 12 OOO 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. ..........y.... 

$20 TO $29 ...........f.... 

$30 TO $39 

$40 TO $49 ....... ..... 4 .... 

$50 TO $59 

$60 TO $69 ................ 

$70 TO $79 
$80 TO $99 
$100 TO $119 

$120 TO $149 ............... 

$150 TO $199 

$200 OR MORE ..........f.... 

NO CASH RENT 

MEDIAN . .... dollars . 


3 954 7 176 1 203 

11 8 13 

B 12 ... 

... 8 13 

4 13 4 

38 38 15 

39 88 18 

171 437 36 

1 024 1 868 128 

656 1 639 250 

679 1 654 327 

685 1 138 304 

530 152 48 

109 121 47 

119 112 129 


39 376 6 349 154 019 

40 61 230 

80 130 2 409 

167 226 5 353 

523 394 9 734 

833 482 IS 626 

2 022 564 25 091 

4 886 653 23 788 

14 978 1 107 36 689 

7 442 737 17 803 

4 680 407 8 895 

2 090 278 3 689 

655 98 1 535 

980 1 212 3 177 

93 81 77 


CONTRACT RENT 


RENTER OCCUPIED. 3 954 7 176 1 203 39 376 6 349 154 019 

LESS than $20.. IS 20 21 101 196 894 

$20 TO $29 . 8 8 10 182 428 4 B96 

$30 TO $39. 4 la 10 385 629 10 298 

$40 TO $59 . 46 82 53 2 229 1 239 40 335 

$60 TO $79 .... ... 467 658 77 8 662 1 175 54 700 

$80 TO $99 .... ... 912 2 227 330 16 033 749 25 794 

$100 TO $149 . 1 451 3 294 543 9 616 555 11 691 

$150 OR MORE .. 942 754 112 988 166 2 234 

NO CASH RENT .. 109 121 47 980 1 212 3 177 

median ..dollars . 115 106 104 88 61 66 


VACANT available FOR RENT. ...... 

LESS THAN $30. 

$30 TO $39 . 

$40 TO $59 . . . 

$60 TO $79.. 

$80 TO $99.. 

$100 TO ... 

$120 OR MORE .......... . 

MEDIAN RENT ASKED (DOLLARS)I 

VACANT available FOR RENT. 

WITH ALL UTILITIES IN RENT . 

WITH SOME OR NO UTILITIES IN RENT. . .' 


248 




DURATION OF VACANCY 

VACANT available FOR SALE. 262 106 316 1 615 551 4 697 

LESS than 4 MONTHS.. 199 42 264 1 276 378 2 896 

4 UP TO 6 MONTHS .. 40 29 4 123 52 611 

6 MONTHS OR MORE .. 23 35 48 216 121 1 190 


vacant available for rent 

LESS THAN 1 MONTH.. 

1 UP TO 4 MONTHS.. 

4 UP TO 6 MONTHS ....... 

6 MONTHS OR MORE.. . 


248 


225 

19 


486 

293 

144 

5 


la 


44 


55 

33 

14 


1 892 
896 
833 
43 
120 


477 10 263 

58 2 831 

242 5 330 

108 842 

69 1 260 


8 
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State and Small Areas 


Table 18, — ^Ten-ubje, Vacancv Status, and Condition and Plumbing Facilities, for Places of 
25,000 TO 50,000 Inhabitants: I960’ 

[Some data based on sample; see text “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS. 

TENURE I color* AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED, , . . . . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR deteriorating.. . 

AVAILABLE.* • • • 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE . . . > 

FOR RENT . 

RENTAL VACANCY RATE. 

RENTED OR SOLD, AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS ...... 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER’......... 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. . .. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED..'.. 

OWNER OCCUPIED . 

SOUND. 

WITH all plumbing FACILITIES . 

LACKING SOME OR ALL FACILITIES , . . . . 

DETERIORATING.. , . . , 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . . . . . 
DILAPIDATED... 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 

VACANT available FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING UNITS. 

water SUPPLY 

hot and COLO PIPED WATER INSIDE STRUCTURE. 
only COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


toilet FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. . . 

flush toilet, SHARED . , 

other toilet FACILITIES OR NONE, 


BATHING FACILITIES 

BATHTUB OR SHOWER, EXCLUSIVE USE 
BATHTUB OR SHOWER, SHARED. . . . 
NO bathtub or SHOWER . 


bathrooms 


1 . 

1 PLUS PARTIAL 

2 OR MORE. . . 
SHARED OR NONE 


CATONSVILLE (U) 

CUMBERLAND 

ESSEX (U) 

HAGERSTOWN 

PARKVILLE-CARNEY 
(U) 

ROCKVILLE 

• n 135 

11 476 

10 538 

12 911 

7 663 

6 536 

. 10 801 

11 023 

9 853 

12 145 


6 315 

. 8 433 

5 633 

6 106 

5 280 


4 744 

. 78.1 

51.1 

62.0 

43.5 


75.1 


5 522 

6 072 

5 178 


4 543 


111 

34 

102 

4 

201 


5 3^0 

3 747 

6 865 

621 

1 571 


5 253 

3 720 

6 473 

621 

1 373 

• 414 

137 

27 

392 


198 

334 

453 

685 

766 


221 

. 323 

425 

597 

739 


217 

. 306 

381 

580 

620 


211 

» 191 

243 

498 

493 


166 

116 

41 

188 

65 

101 

60 

,1.4 

0.7 

3.0 

1.2 

1.5 

1*2 

75 

202 

310 

428 

29 

106 

3.1 

3.6 

7.6 

5.9 

4.5 

6a3 

7D 

43 

43 

32 

74 

27 

7 

13 

4 

15 

2 

4 

38 

82 

35 

80 

23 

14 

17 

44 

17 

119 

9 

6 

11 

26 

88 

27 

5 

4 

11 135 

11 476 

10 538 

12 911 

7 663 

6 536 

10 716 

9 550 

9 760 

9 657 

7 370 

6 236 

10 632 

9 079 

9 601 

9 060 

7 355 

6 180 

16 

8 

32 

85 

8 

11 

68 

463 

127 

512 

7 

45 

330 

1 510 

671 

2 591 

202 

212 

293 

1 227 

454 

1 993 

176 

155 

4 

16 

21 

115 

4 

4 

33 

267 

196 

483 

22 

S3 

89 

416 

107 

663 

91 

68 

8 433 

5 633 

6 106 

5 280 

6 799 

4 744 

8 234 

5 106 

5 894 

4 412 

6 576 

4' 632 

8 194 

5 022 

5 821 

4 317 

6 568 

4 602 

40 

84 

73 

95 

8 

30 

147 

420 

184 

738 

165 

81 

139 

380 

123 

610 

144 

51 

8 

40 

61 

128 

21 

30 

52 

107 

28 

130 

58 

31 

2 368 

5 390 

3 747 

6 665 

621 

1 571 

2 175 

4 165 

3 319 

4 855 

571 

1 407 

2 131 

3 814 

3 265 

4 388 

567 

1 381 

44 

351 

54 

467 

4 

26 

163 

981 

376 

1 587 

29 

118 

140 

778 

277 

1 213 

24 

91 

23 

203 

99 

374 

5 

27 

30 

244 

52 

423 

21 

46 

116 

41 

188 

65 

101 

60 

115 

39 

186 

64 

99 

60 

1 

2 

2 

1 

2 


75 

202 

310 

428 

29 

106 

68 

158 

301 

325 

29 

105 

7 

44 

9 

103 


1 

11 135 

11 476 

10 538 

12 911 

7 663 

6 536 

11 036 

11 206 

10 173 

12 025 

7 612 

6 411 

60 

245 

227 

855 

34 

57 

8 

12 

34 

8 

• • • 

16 

31 

13 

104 

23 

17 

52 

11 035 

10 865 

'10 164 

12 181 

7 617 

6 411 

23 

509 

58 

6i8 

7 

57 

77 

102 

316 

112 

39 

68 

11 001 

10 610 

, 10 176 

11 562 

7 621 

6 366 

31 

515 

66 

587 


43 

103 

351 

296 

762 

35 

107 

6 315 

9 028 

8 750 

10 056 

5 135 

4 936 

2 896 

910 

1 009 

736 

1 735 

701 

1 764 

655 

321 

537 

743 

737 

159 

883 

458 

1 582 

50 

162 
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Table 19. —Structural Characteristics, for Places of 25,000 to 50,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. Plus (-|-) after 

number indicates median above that number] 


Rooms 

Bedrooms 


Units in Structure 
Trailer 


SUBJECT 

CATONSVILLE (U) 

CUMBERLAND 

ESSEX (U) 

HAGERSTOWN 

PARKVILLE-CARNEY 

(U) 

ROCKVILLE 

ROOMS 







ALL UNITS. 

11 133 

11 476 

10 538 

12 911 

7 663 

6 536 

1 ROOM.. . . , . 

32 

159 

35 

348 

12 

24 

2 ROOMS. 

32 

333 

276 

396 

37 

66 

3 ROOMS. 

848 

1 326 

2 061 

2 141 

256 

426 

4 ROOMS. 

1 242 

1 963 

2 228 

2 2l7 

664 

908 

S ROOMS. 

1 148 

1 972 

1 807 

2 239 

2 189 

2 191 

6 ROOMS. 

4 909 

3 819 

3 317 

3 994 

2 844 

1 828 

7 ROOMS. 

1 877 

1 081 

523 

844 

1 272 

672 

8 ROOMS OR MORE.. . t • . 

1 047 

823 

291 

732 

389 

421 

MEDIAN.. . . . . 

6.0 

5.5 

4.9 

5.1 

5.7 

5.3 

OWNER OCCUPIED . . 

8 433 

5 633 

6 106 

5 280 

6 799 

4 744 

1 TO 3 ROOMS.. . . • . 

136 

168 

115 

213 

52 

28 

4 ROOMS. 

317 

634 

948 

582 

473 

352 

S ROOMS. 

738 

1 061 

1 434 

1 081 

2 034 

1 783 

6 ROOMS. 

4 427 

2 298 

2 864 

2 227 

2 637 

1 581 

7 ROOMS.... . . t . 

1 788 

818 

480 

623 

1 232 

615 

8 ROOMS OR MORE. 

987 

654 

265 

554 

371 

385 

median . 

6.2 

5.9 

5,7 

5.8 

5.8 

5.6 

RENTER OCCUPIED.. . . . . 

2 368 

5 390 

3 747 

6 865 

621 

1 571 

1 ROOM.. . 1 . . 

32 

138 

35 

275 

12 

24 

2 ROOMS. 

13 

269 

248 

285 

23 

62 

3 ROOMS.. • • . 

658 

1 064 

1 737 

1 726 

177 

363 

4 ROOMS.. . . . . 

865 

1 245 

1 129 

1 542 

172 

480 

S ROOMS.. . . . . 


850 

278 

1 058 

123 

370 

6 ROOMS. 


1 436 

258 

1 624 

78 

206 

7 ROOMS OR MORE.. . • • ■ 


388 

62 

355 

36 

66 

MEDIAN.. • . . . 


4.5 

3.4 

4.2 

4.1 

4.2 

VACANT AVAILABLE FOR SALE. ...... 

116 

41 

188 

65 

101 

60 

1 TO 3 ROOMS.. • . • 

2 

2 

1 


2 

• 8 • 

4 and S ROOMS.. . • . 

26 

8 

46 


40 

18 

6 ROOMS OR MORE.. • > • 

88 

31 

141 


59 

42 

MEDIAN .., , . . . 

5,9 

... 

5.8 


5.7 

5.9 

VACANT AVAILABLE FOR RENT. ...... 

73 

202 

310 

428 

29 

106 

1 ROOM.. . . . . 

1 

10 

1 

46 


• • • 

2 ROOMS.. . . . . 

4 

32 

27 

37 

1 

5 

3 ROOMS.. 

30 

70 

199 

167 

15 

32 

4 ROOMS. 

20 

32 

59 

79 

6 

52 

S ROOMS OR MORE.. 

20 

58 

24 

99 

7 

17 

MEDIAN .................. 

3.6 

3.3 

3.1 

3,3 

t • • 

3.8 

bedrooms 







ALL UNITS. 

11 103 

11 476 

10 516 

12 911 

7 623 

6 536 

NONE. 

40 

160 

189 

510 

t • • 

21 


1 270 

2 473 

2 516 

3 210 

47,4 

502 


2 289 

3 161 

3 168 

3 650 

2 512 

1 338 


6 312 

4 357 

3 855 

4 543 

3 566 

3 460 

4 OR MORE. 

1 194 

1 325 

788 

998 

1 071 

1 215 

OWNER OCCUPIED . 

6 366 

5 633 

6 168 

5 280 

6 719 

4 744 

0 AND 1. 

235 

357 

292 

397 

128 

38 


1 149 

1 426 

1 809 

1 447 

2 274 

626 


5 899 

2 866 

3 318 

2 746 

3 347 

2 990 

4 OR MORE. 

1 083 

984 

749 

690 

970 

1 090 

RENTER OCCUPIED. 

2 433 

5 390 

3 685 

6 865 

701 

1 571 

NONE. 

40 

142 

189 

449 

• t • 

21 


992 

1 908 

1 965 

2 423 

319 

390 


966 

1 621 

1 169 

2 098 

214 

646 

3 OR MORE. 

437 

1 719 

362 

1 895 

168 

512 

UNITS IN STRUCTURE 







ALL UNITS. 

11 134 

11 476 

10 538 

12 911 

7 663 

6 536 

li DETACHED. 

5'398 

6 575 

4 279 

4 556 

6 805 

5 405 

!• ATTACHED.. . . . 

3 364 

1 829 

3 935 

4 3'?0. 

400 

164 


1 213 

1 421 

137 

1 159. 

393 

83 

3 and 4. 

577 

896 

715 

1 265 

65 

44 

5 OR MORE. 

,176 

751 

1 412 

1 488 

• • • 

840 

TRAILER. 

4 

4 

60 

53. 

... 

... 

OWNER OCCUPIED.' . . . 

8 443 

5 633 

6 106 

5 280 

6 799 

4 744 

li DETACHED. 

4 997 

4 565 

3 457 

3 385 

6 343 

4 644 

11 ATTACHED. 

•3 063 

559 

1 777 

1 432 

309 

56 

2 OR MORE. 

379 

505 

824 

414 

147 

44 

TRAILER. 

4 

4 

48 

49 

... 

• • • 

RENTER OCCUPIED. i. . . . 

2 358 

•5 390 

‘ 3 747 

6 865 

621 

1 571 

li DETACHED. ... . . . . 

447 

1 855 

577 

1 066 

327 

628 

ATTACHED. ... . . . . 

435 

1 214 

1 851 

2 736 

10 

108 


821 

948 

87 

850 

232 

53 

3 AND 4.. 

493 

713 

650 

1 015 

52 

35 

S TO .. 

59 

427 

359 

843 

t • • 

128 

It) TO 19. .‘ V . . 

93 

66 

69 

255 

• • « 

362 

20 OR MORE.. 

10 

167 

142 

96 

• • » 

257 

TRAILER. . .. . •: * * 

... 

... 

12 

4 

... 

... 

Vacant availabl,e for rent. ...... 

68 

154 

326 

467 

44 

84 


6 

32 

224 

123 

24 

8 

2 OR MOKE. . . . , .. . 

62 

122 

102 

344 

20 

76 
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State and Small Areas 


Table 20. —Occupancy Characteristics, Year Built, and Heating Equipment, for Places of 
25,000 TO 50,000 Inhabitants; I960 

[Based on sample; see text. “U” denotes an unincorporated place] 


Year Struct. Built 
Basement 

Heating Equipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


SUBJECT 


ALL HOUSING UNITS. 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


basement 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


HEATING equipment 


STEAM OR HOT WATER . 

Warm air furnace . 

FLOORi WALL. OR PIPELESS FURNACE . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE , . . . . 
NONE. 


SOURCE OF water 


PUBLIC SYSTEM OR PRIVATE COMPANY . 

INOIVIDUAL well. 

OTHER. 


SEWAGE disposal 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


POPULATION 


POPULATION IN HOUSING UNITS. 1960, 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITS. 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 

RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. .... 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 


PERSONS PER ROOM 


owner OCCUPIED 
O.SO OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 

RENTER OCCUR IEO 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 


CATONSVILLE (U) 

CUMBERLAND 

ESSEX (U) 

HAGERSTOWN 

PARKVILLE-CARNEY 

(U) 

ROCKVILLE 

11 135 

11 476 

10 538 

12 911 

7 663 

6 536 

2 B16 

349 

■1 

638 

2 534 

1 946 

2 693 

444 


1 002 

1 569 

2 774 

2 161 

678 


1 177 

1 773 

1 062 

3 465 

10 005 

1 768 

10 094 

1 787 

732 

9 740 

9 503 


11 876 

6 902 

3 640 

696 

443 


394 

457 

910 

698 

1 530 


641 

304 

1 986 

4 733 

4 381 

4 268 

5 995 

2 585 

1 016 

5 643 

3 701 

4 783 

4 316 

4 753 

5 130 

477 

652 

919 

728 

224 

153 

12 

8 

31 

23 

• • t 


226 

2 350 

474 

1 648 

86 

205 

44 

290 

28 

143 

• • f 

27 


94 

35 

58 

15 

5 

10 867 

11 436 

10 262 

12 886 

7 505 

6 440 

251 

10 

190 

10 

139 

81 

16 

30 

86 

15 

19 

15 

10 592 

11 351 

9 708 

12 790 

6 920 

6 439 

461 

65 

542 

80 

679 

62 

81 

40 

288 

41 

64 

35 

■n 


34 648 


27 236 

25 572 


3.0 

3.5 


3.7 

4.0 


3.1 

3.8 


3.7 

4.2 


2.9 

3.0 


2.9 

3.5 





• •4 

# • « 



... 


... 

... 

10 801 

11 023 

9 853 

12 145 

7 420 

6 315 

8 433 

5 633 

6 106 

5 280 

6 799 

4 744 

414 

749 

199 

572 

203 

149 

2 191 

1 791 

1 163 

1 704 

1 367 

609 

1 B21 

1 OBO 

1 305 

1 128 

1 540 

777 

1 865 

952 

1 569 

955 

1 794 

1 326 

1 aS5 

531 

1 034 

512 

1 150 

1 013 

S2B 

310 

520 

205 

449 

474 

192 

124 

202 

140 

187 

194 

137 

96 

114 

64 

109 

202 

3.4 

2.8 

3.7 

2.8 

3.7 

4.1 

2 36S 

5 390 

■3 747 

6 865 

621 

1 571 

374 

1 105 

520 

1 494 

88 

154 

856 

1 513 

1 OOB 

i 987 

210 

348 

456 

1 206 

1 024 

1 293 

160 

351 

339 

737 

697 

986 

105 

315 

188 

433 

285 

583 

26 

219 

65 

247 

96 

284 

13 

102 

27 

88 

75 

107 

12 

50 

63 

61 

42 

131 

7 

32 

2.4 

2.6 

2.8 

2.5 

2.6 

3.3 

8 433 

5 633 

6 106 

5 280 

6 799 

4 744 

4 346 

3 350 

1 994 

2 975 

2 458 

1 254 

3 860 

2 048 

3 673 

2 1.04 

4 Oj24 

2 957 

227 

235 

439 

201 

317 

833 

2 368 

5 390 


6 865 

621 

1 371 

926 

2 451 


2 838 

225 

359 

1 248 

2 541 


3 437 

356 

952 

194 

398 


590 

40 

260 
























































































Table 21. —Financial Characteristics, Year Moved into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: 1960 

[Based on sample; see text. “U” denotes an unincorporated place. Median not shown where base is less than 200; plus (H-) or minus (~) 

after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Ait Conditioning 
Value 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 


SUBJECT 

CATONSViLLE (U) 

CUMBERLAND 

ESSEX (U) 

HAGERSTOWN 

PARKVILLE-CARNEY 






(U) 


ROCKVILLE 


ALL OCCUPIED UNITS . 

10 601 

11 023 

9 853 

12 145 

7 420 

6 315 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1959 TO MARCH 1960 . 

1956 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

renter occupied. 

1959 TO MARCH 1960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 


AUTOMOBILES AVAILABLE 

1 .. 

2 .. 

3 OR MORE... 

NONE ... 


AIR CONDITIONING 

ROOM UNIT(S).. 

CENTRAL SYSTEM . , 

NONE. 


VALUE 

OWNER OCCUPIED . . 
LESS than SSiOOO . . . 
SSiOOO TO S7 i400 . . . 
S7i5CO to S9i 900 . . . 
SlOtOOO TO S12i400 . . 
S12i500 TO S14i900 . . 
S15t000 TO $17i400 . . 
S17 i500 to S19i900 . . 
SaOiOOO TO $241900 . . 
$251000 TO $34«900 . . 
S35i000 OR MORE. . • . 


MEDIAN . 

.... 

. dollars . 

VACANT available FOR SALE. 

...... 

MEDIAN PRICE ASKED . . 

GROSS 

RENT 

. dollars . 

RENTER OCCUPIED. . 

$ $ $ $ 


LESS THAN $20. 

• ■ $ $ 


$20 TO $29 . 

6 « $ $ 


$30 TO $39 . 

$ $ $ • 


$40 TO $49. 

$ • • • 


$50 TO $59 . 



$60 TO $69 . 



$70 TO $79 . 



$80 TO $99 . 



$100 TO $149 . 

$ t • • 


$150 OR MORE . 



NO CASH RENT . 

$ • • • 


MEDIAN . 

CONTRACT 

$ • • $ 

RENT 

. DOLLARS . 

RENTER OCCUPIED. . 

« • • • 

. 

MEDIAN . . 

• • • • 

. DOLLARS . 


VACANT AVAILABLE FOR RENT. . 

LESS THAN $30. 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

MEDIAN RENT ASKED (DOLLARS)i 
VACANT AVAILABLE FOR RENT. . . 

WITH ALL UTILITIES IN RENT . 

WITH some or no util. IN RENT 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS . 

4 MONTHS OR MORE . 

VACANT AVAILABLE FOR RENT. 

LESS THAN I MONTH. 

1 UP TO 4 MONTHS . 
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State and Small Areas 


Table 22. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants: I960 

[Some data based on sample; see text “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac, 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS. 

TENUREI color* AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED ..... . 

PERCENT OF ALL OCCUPIED. 

WHITE.. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE.. • • • 

NONWHITE . 

VACANT.. . • • 

YEAR ROUND . 

SOUND OR DETERIORATING ....... 

AVAILABLE. 

FOR SALE ONLY.. . . . 

HOMEOWNER VACANCY RATE .... 

FOR rent . 

RENTAL vacancy RATE. , . . . . 
RENTED OR SOLO* AWAITING OCCUpANCY 
HELD FOR OCCASIONAL USE. . . . . . 

HELD for OTHER REASONS . 

DILAPIDATED.. . . • 

SEASONAL .. • • • 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER ........ 

LACKING OTHER PLUMBING FACILITIES. . . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING Some or all facilities . . . • 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . . . . 
LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATEO. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING Some or all facilities . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIDATED. 

vacant available for sale. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

VACANT available FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE 
ONLY COLO PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. . 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE 


bathing FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE 
BATHTUB OR SHOWER* SHARED. . . . 
NO bathtub OR SHOWER . 


BATHROOMS 


1. 

MORE THAN 1. , 
SHARED OR NONE 


ANNAPOLIS 

ARBUTUS-HALE- 

thorpe-relay 

(U) 

CAMBRIDGE 

COLLEGE PARK 

FREDERICK 

. 7 206 

7 057 

4 191 

4 060 

6 911 

6 834 

6 817 

3 988 

3 935 

6 675 

3 858 

4 60S 

1 824 

2 779 

3 456 

56.5 

67.6 

45.7 

70.6 

51.8 

3 098 

4 502 

1 459 

2 685 

3 343 

760 

103 

365 

94 

113 

2 976 

2 212 

2 164 

1 156 

3 219 

1 961 

2 194 

1 220 

1 095 

2 742 

1 015 

18 

944 

61 

477 

372 

240 

203 

125 

236 

350 

235 

200 

124 

229 

309 

215 

171 

116 

213 

239 

144 

115 

as 

111 

66 

45 

12 

41 

29 

1.7 

1.0 

0,7 

1.5 

0.8 

173 

99 

103 

44 

82 

5.5 

4.3 

4.5 

3.7 

2.5 

29 

46 

15 

24 

68 

12 

2 

IB 

• • • 

7 

29 

23 

23 

7 

27 

41 

20 

29 

B 

16 

22 

5 

3 


7 

7 206 

7 057 

4 191 


6 911 

5 802 

6 723 

3 103 


6 139 

5 519 

6 694 

2 450 


5 576 

47 

5 

152 


120 

236 

24 

SOI 

106 

443 

1 001 

209 

896 

356 

603 

777 


214 

310 

346 

61 


71 


20 

163 


611 

46 

237 

403 


192 

72 

169 

3 858 


1 824 

2 779 

3 456 

3 457 


1 626 

2 65B 

3 348 

3 404 

4 375 

1 491 

2 650 

3 258 

53 

21 

135 

B 

90 

330 

139 

173 

105 

88 

270 

131 

71 

93 

48 

60 

8 

102 

12 

40 

71 

70 

25 

16 

20 

2 976 

2 212 

2 164 

1 156 

3 219 

2 068 

2 100 

1 357 

874 

2 581 

1 897 

2 092 

B65 

792 

2 126 


8 


82 

455 


66 


233 

499 


59 


202 

282 


7 


31 

217 

289 

46 


49 

139 

66 

45 


41 

29 

63 

45 


41 

26 

3 

... 


... 

3 

173 

99 


44 

82 

127 

98 


33 

66 

46 

1 


11 

16 

7 206 

7 057 

4 191 

4 060 

6 911 



2 838 

3 945 

6 226 



1 321 

21 

685 


3 

8 

4 


39 

4 

24 

90 

... 

6 B34 

6 996 

3 905 

3 874 

6 725 

253 

8 

203 

81 

128 

119 

53 

83 

105 

58 

6 640 

7 000 

2 923 

3 860 

6 142 

228 

8 

51 

84 

132 

338 

49 

1 217 

116 

637 

5 122 


2 358 

2 914 

. 4 814 

1 348 


306 

962 

1 176 

736 


1 527 

184 

921 


HILLCREST 
HEIGHTS lU) 


HYATTSVILLE 


H 213 


4 617 


3 9B9 
2 617 
6S.6 
2 613 
4 

1 372 
1 364 
B 


4 473 
2 794 
62.5 
2 766 
2B 
1 679 
1 631 
46 


224 

221 

219 

181 

97 

3.6 


84 

5.8 


34 

2 

2 

2 

3 


144 

139 

134 

113 

20 

0.7 

93 

5.2 

B 

5 

8 

5 

S 


4 213 
4 103 
4 099 

”4 

106 

94 

12 

'4 

2 617 
2 605 
2 605 

12 

8 

4 


1 372 
1 274 
1 270 
4 
94 
86 
8 
4 

97 

97 


84 

83 

1 


4 213 


4 193 
16 

4 


4 615 
4 419 
4 391 

*28 

137 

118 

4 

15 
59 

2 794 
2 735 
2 735 

*43 

31 

12 

16 

1 679 
1 554 
1 526 
28 
88 
81 
7 
37 

20 

20 


93 

93 


4 617 


4 546 
65 

**4 


4 205 
8 


4 564 
47 
4 


4 205 


8 


4 537 
51 
27 


1 901 

2 293 

19 


3 608 
899 
108 
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Table 22. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places of 
10,000 TO 25,000 Inhabitants; I960—Con. 

[Some data based on sample; see text. “U" denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

LANGLEY PARK 
(U) 

LANSDOWNE- 

baltimore high¬ 
lands (U) 

LOCH RAVEN (U) 

MIDDLE RIVER 
(U) 

OVERLEA (U) 

PIKESVILLE (U) 

SALISBURY 

ALL HOUSING UNITS. 

3 952 

3 626 

7 061 

3 047 

3 149 

5 288 

5 560 

TENURE1 COLOR 1 AND VACANCY 








STATUS 








OCCUPIED .... . 

3 esB 

3 538 

6 563 

2 817 

3 066 

5 169 

5 152 

OWNER OCCUPIED.. 

920 

2 860 

5 049 

1 924 

2 679 

4 677 

2 693 

PERCENT OF ALL OCCUPIED. 

23.7 

80.8 

76.9 

68.3 

87.4 

90.5 

56.2 

WHITE. 

909 

2 860 

5 036 

1 924 

2 643 

4 669 

2 704 

NONWHITE . 

11 

• • • 

13 

9 9 9 

36 

8 

189 

RENTER OCCUPIED. 

2 968 

678 

1 514 

893 

387 

492 

2 259 

WHITE. 

2 936 

678 

1 510 

893 

383 

489 

1 759 

NONWHITE . 

32 

... 

4 

... 

4 

3 

500 

VACANT . 

64 

86 

498 

230 

83 

119 

408 

YEAR ROUND.. 

64 

87 

496 

225 

80 

109 

376 

SOUND OR DETERIORATING . 

64 

86 

495 

147 

80 

108 

323 

available .. . . . 

57 

51 

346 

133 

52 

66 

278 

FOR sale only. 

2 

30 

258 

91 

31 

51 

65 

HOMEOWNER VACANCY RATE ..... 

0.2 

1.0 

4.9 

4.5 

1.1 

1.1 

2.2 

FOR RENT.. . 

55 

21 

88 

42 

21 

15 

213 

RENTAL vacancy RATE . 

1.8 

3.0 

5.5 

4,5 

5.1 

3.0 

8.6 

RENTED OR SOLO* AWAITING OCCUPANCY . 

4 

19 

137 

3 

17 

21 

16 

HELD FOR OCCASIONAL USE . 

t • • 

4 

3 

1 

9 9 9 

2 

8 

HELD FOR OTHER REASONS . 

3 

12 

9 

10 

11 

19 

21 

DILAPIDATED . 

f • • 

1 

1 

78 

9 9 9 

1 

53 

SEASONAL . 

• • • 

1 

2 

5 

3 

10 

32 

CONDITION AND PLUMBING 








ALL UNITS . 

3 952 

3 626 

7 061 

3 047 

3 149 

5 281 

5 560 

SOUND . 

3 952 

3 473 

6 9B4 

2 507 

3 010 

5 202 

4 500 

WITH ALL PLUMBING FACILITIES . 

3 952 

3 438 

6 976 

2 498 

2 994 

5 189 

4 070 

LACKING only HOT WATER .. 

• • • 

16 

4 

5 

9 9 9 

• 9 9 

78 

LACKING OTHER PLUMBING FACILITIES, . . . 

t • • 

19 

4 

4 

16 

13 

352 

DETERIORATING . 

t • « 

133 

70 

459 

132 

71 

708 

WITH ALL PLUMBING FACILITIES . 

• • t 

133 

70 

459 

124 

59 

445 

LACKING ONLY HOT WATER . 

• • • 

• • • 

• • « 

9 9 9 

4 

4 

46 

LACKING OTHER PLUMBING FACILITIES. . . , 


* • f 

« • 9 

9 9 9 

4 

6 

217 

DILAPIDATED .. , . . , 


20 

7 

81 

7 

6 

352 

OWNER OCCUPIED . 

920 

2 660 

5 049 

1 924 

2 679 

4 677 

2 893 

SOUND .. . • • 

920 

2 796 

4 996 

1 800 

2 600 

4 626 

2 704 

WITH ALL PLUMBING FACILITIES ...... 

920 

2 784 

4 996 

1 796 

2 596 

4 621 

2 596 

LACKING SOME OR ALL FACILITIES . 

• • G 

12 

9 • 9 

4 

4 

5 

108 

DETERIORATING . 

• • • 

56 

49 

112 

76 

43 

159 

WITH ALL PLUMBING FACILITIES . 

• • • 

56 

49 

■ 112 

68 

35 

130 

LACKING SOME OR ALL FACILITIES ..... 

• « • 

t • t 

9 • 9 

9 1 9 

8 

8 

29 

dilapidated . 

• • • 

8 

4 

12 

3 

8 

30 

RENTER OCCUPIED. ........... 

2 968 

678 

1 514 

893 

387 

492 

2 259 

SOUND . 

2 968 

603 

1 499 

566 

339 

469 

1 542 

WITH ALL PLUMBING FACILITIES . 

2 968 

595 

1 491 

561 

327 

461 

1 285 

LACKING SOME OR ALL FACILITIES . 


8 

8 

5 

12 

6 

257 

DETERIORATING. 

• • • 

67 

15 

324 

44 

23 

462 

WITH ALL plumbing FACILITIES . 


67 

15 

324 

44 

19 

267 

LACKING SOME OR ALL FACILITIES . 


9 • • 

9 • 9 

9 9 9 

9 9 9 

4 

195 

DILAPIDATED. 


8 

... 

3 

4 

... 

255 

VACANT AVAILABLE FOR SALE. 

2 

30 

258 

91 

31 

51 

65 

WITH ALL PLUMBING FACILITIES . 

2 

30 

258 

91 

31 

51 

62 

Lacking some or all facilities . 

... 

... 

... 

... 

... 

... 

3 

VACANT available FOR RENT. 

55 

21 

88 

42 

21 

15 

213 

WITH ALL PLUMBING FACILITIES . 

55 

16 

B8 

42 

21 

14 

132 

Lacking some or all facilities . 

... 

5 

... 

... 

... 

1 

81 

ALL HOUSING UNITS. 

3 952 

3 626 

7 061 

3 047 

3 149 

5 288 

5 560 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

3 952 

3 602 

7 057 

3 038 

3 141 

5 265 

4 831 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

• • » 

24 

4 

9 

8 

8 

664 

PIPED water outside STRUCTURE. 

• • • 

• • « 

9 9 9 

9 9 9 

9 9 9 

4 

14 

NO PIPED WATER . 

... 

... 

... 

• • • 

... 

4 

51 

TOILET FACILITIES 








FLUSH TOILETi EXCLUSIVE USE. . . 

3 952 

3 603 

7 061 

3 043 

3 133 

5 260 

5 238 

flush TOILETi SHARED . 

• • • 

15 

9 9 9 

9 9 9 

12 

13 

234 

other toilet FACILITIES OR NONE.. 


B 

... 

4 

4 

8 

88 

bathing facilities 








bathtub or SHOWER I EXCLUSIVE USE. 

3 952 

3 603 

7 057 

3 043 

3 133 

5 256 

4 752 

BATHTUB OR SHOWERi SHARED. 

• • • 

15 

4 

4 

12 

13 

221 

NO BATHTUB OR SHOWER . 

... 

8 

... 

... 

4 

12 

587 

bathrooms 









3 546 

3 334 

3 815 

2 807 

2 228 

2 326 

3 751 

MORE THAN 1, . .. . 

406 

255 

3 237 

226 

896 

2 925 

804 

shared or none . 

• • • 

37 

9 

14 

25 

34 

1 005 
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State and Small Areas 


Table 22. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, tor Places of 
10,000 TO 25,000 Inhabitants: I960—Con. 

[Some data baaed on sample; see text. “U” denotes an unincorporated place] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac, 
Bathing Fac. 
Bathrooms 


SUBJECT 


all housing units. 

TENURE, COLOR, AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT... 

YEAR ROUND . 

SOUND OR deteriorating 

AVAILABLE.. • 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE . 

FOR RENT . 

RENTAL VACANCY RATE. ...... 

RENTED OR SOLD, AWAITING OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS.. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING.. . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, , . 
DILAPIDATED. 

OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 

DETERIORATING. .... . 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES .... 
DILAPIDATED.. 

VACANT AVAILABLE FOR SALE. 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . 

VACANT available FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 


TOILET facilities 

FLUSH TOILET, EXCLUSIVE USE. . 

FLUSH TOILET, SHARED . 

OTHER TOILET FACILITIES OR NONE 


BATHING FACILITIES 

bathtub OR SHOWER, EXCLUSIVE USE ... . 

bathtub or shower, shared. 

NO bathtub or shower . 


bathrooms 


1 . 

MORE THAN 1. . 
SHARED OR NONE 


SPARROWS POINT- 
FORT HOWARO- 
EDGEMERE (U) 

STONELEIQH- 
RODGERS FORGE 
(U) 

SUITLAND-SILVER 
HILL (U) 

TAKOMA PARK 

TIMONIUM- 

LUTHERVILLE 

(U) 

TOWSON (U) 

WOODLAWN-ROCK- 
DALE-MILFORD 
MILLS (Ul 

3 342 

4 887 


5 748 

3 399 

5 747 

5 652 

3 145 

4 778 



3 253 

5 398 

5 437 


3 626 



2 969 

3 993 

4 824 

54.9 

75.9 



91,3 

74.0 

88.7 

1 663 

3 614 



2 925 

3 916 

4 792 

65 

12 

86 

76 

44 

77 

32 

1 417 

1 152 

1 616 

2 812 

284 

1 405 

613 

1 243 

1 135 

1 593 

2 748 

258 

1 303 

609 

1T4 

17 

23 

64 

26 

102 

4 

197 

109 

148 

302 

146 

349 

215 

125 

109 

148 

298 

146 

349 

214 

1X3 

108 

139 

290 

145 

347 

205 

56 

66 

106 

250 

119 

265 

145 

14 

27 

38 

27 

64 

54 

112 

0.8 

0.7 

2.6 

1.0 

2.1 

1.3 

2.3 

42 

39 

68 

223 

55 

211 

33 

2.9 

3.3 

4.0 

7.3 

16.2 

13.1 

5.1 

30 

22 

11 

21 

19 

63 

56 

17 

7 

3 

2 

1 

7 

3 

10 

13 

19 

17 

6 

12 

1 

12 

1 

9 

8 

1 

2 

9 

72 

• • • 


4 



1 

3 342 

4 887 

3 207 

5 748 

3 399 

5 747 

5 652 

2 898 

4 812 

3 000 

5 403 

3 339 

5 581 

5 517 

2 573 

4 808 

2 975 

5 239 

3 310 

5 545 

5 505 

33 

• t • 

• • • 

4 

4 

• •• 

« • • 

292 

4 

25 

160 

25 

36 

12 

313 

56 

153 

263 

40 

133 

120 

113 

56 

127 

224 

21 

98 

115 

21 

• • t 

4 

• » « 

• • « 

3 

• « • 

179 

• t • 

22 

39 

19 

32 

5 

131 

19 

54 

82 

20 

33 

15 

1 728 

3 626 

1 443 

2 634 

2 969 

3 993 

4 824 

1 595 

3 587 

1 3B3 

2 579 

2 946 

3 948 

4 784 

1 508 

3 583 

1 375 

2 552 

2 933 

3 938 

4 772 

87 

4 

8 

27 

13 

10 

12 

97 

39 

52 

40 

15 

40 

40 

52 

39 

48 

36 

8 

40 

40 

45 


4 

4 

7 

• « • 

• • • 

36 

... 

B 

15 

8 

5 

... 

1 417 

1 152 

1 616 

2 812 

284 

1 405 

613 

1 165 

1 126 

1 498 

2 550 

252 

1 287 

547 

985 

1 126 

1 481 

2 425 

236 

1 261 

547 

180 

• t • 

17 

125 

16 

26 

• • • 

176 

9 

84 

204 

20 

90 

62 

55 

9 

67 

169 

8 

58 

62 

121 

t • • 

17 

35 

12 

32 

• • • 

76 

17 

34 

58 

12 

28 

4 

14 

27 

38 

27 

64 

54 

112 

13 

1 

27 

38 

27 

64 

54 

112 

42 

39 

68 

223 

55 

211 

33 

22 

39 

67 

210 

55 

209 

32 

20 

... 

1 

13 

... 

2 

1 

3 342 

4 887 

3 207 

5 748 

3 399 

5 747 

5 652 

2 919 

4 874 

3 142 

5 719 

3 343 

5 692 

5 633 

275 

13 

25 

16 

26 

48 

7 

48 

t • • 

• ■ 9 

4 

4 

7 

B 

100 

t • • 

40 

9 

26 


4 

2 879 

4 883 

3 126 

5 536 

3 344 

5 701 

5 624 

25 

4 

20 

199 

4 

32 

9 

438 

• • • 

61 

13 

51 

14 

19 

2 830 

4 879 

3 130 

5 528 

3 339 

5 662 

5 624 

25 

4 

20 

203 

4 

34 

9 

487 

4 

57 

17 

56 

51 

19 

2 430 

2 104 

2 465 

4 032 

1 413 

2 713 

2 986 

288 

2 763 

640 

1 507 

1 912 

2 943 

2 632 

624 

20 

102 

209 

74 

91 

34 
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Table 23. —Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct Built 


Basement 
Heating Etmip. 
Source of Water 
Sewage Disposal 


SUBJECT 

ANNAPOLIS 

ARBUTUS-HALE- 

thorpe-relay 

(U) 

CAMBRIDGE 

■.. . - — - 

COLLEGE PARK 

FREDERICK 

hillcrest 

HEIGHTS (U) 

HYATTSVILLE 

ROOMS 








ALL UNITS. 

7 206 

7 057 

4 191 


6 911 

4 213 

4 615 


255 

13 

95 


61 

12 

29 

2 ROOMS.. • . • . • • 

149 

24 

121 


157 


34 

3 ROOMS... 

815 

773 

376 

29B 

837 

229 

473 

4 ROOMS.. 

1 XS6 

1 346 

1 200 

521 

1 104 

676 

770 


1 566 

1 267 

863 

1 024 

1 456 

1 111 

1 390 


1 689 

2 029 

936 

1 on 

2 189 

1 510 

1 039 

7 ROOMS... 

603 

1 039 

299 

479 

572 

442 

496 

a ROOMS OR MORE. 

743 

546 

301 

391 

535 

231 

384 


5.3 

5.5 

4.9 


5.4 

5.6 

5*2 

OWNER OCCUPIED.. . . . . 

3 656 

4 605 

1 624 


3 456 

2 617 

2 794 

I TO 3 ROOMS ... 

72 

74 

46 


112 


16 

4 ROOMS.. 

360 

464 

260 


303 

75 

171 

5 ROOMS.. . . • . 

921 

762 

417 

762 

743 

704 

676 

6 ROOMS.. 

1 175 

1 S05 

590 

878 

1 352 

1 278 

930 

7 ROOMS OR MORE.. . • . 

1 310 

1 460 

491 

777 

946 

560 

801 


6.0 

6.0 

5.6 

5.8 

5.9 

5.9 

5.9 

RENTER OCCUPIED. 

2 976 

2 212 

2 164 

1 156 

3 219 

1 372 

1 679 

I ROOM . ............. 

199 

13 

72 

118 

53 

12 

24 

2 ROOMS. 

118 

20 

110 

172 

138 


31 

3 ROOMS.. 

704 

653 

291 

249 

709 

217 

447 

4 ROOMS.. 

751 

619 

673 

232 

753 

551 

575 

S ROOMS... 

562 

476 

413 

204 

666 

319 

432 

6 ROOMS. 

438 

157 

316 

105 

760 

193 

106 

7 ROOMS OR MORE. . . . 

204 

74 

69 

76 

120 

80 

64 

MEDIAN.. . . . . 

4.1 

4.0 

4.2 

3.7 

4.4 

4.3 

4.1 

VACANT available FOR SALE. 

66 

45 

12 

41 

29 

97 

20 

MEDIAN . .......... 

6. 1 

... 




5.3 


VACANT available FOR RENT.. . 

173 

99 

103 

44 

62 

64 

93 

MEDIAN.. . . . . 

3.4 

4.0 

3.8 

... 

3.9 

4.6 

4.6 

ALL HOUSING UNITS.-. 

7 206 

7 057 

4 191 

4 060 

6 911 

4 213 

4 615 

BEDROOMS 








0 AND I.... . . . . 

1 461 


622 

792 

1 254 

313 

788 


2 026 


2 042 

975 

1 962 

1 290 

1 605 

3 OR MORE. 

3 719 


1 527 

2 264 

3 675 

2 565 

2 204 

UNITS IN STRUCTURE 








ALL UNITS. 

7 206 

7 057 

4 191 

4 060 

6 911 

4 213 

4 615 


5 510 

5 360 

3 410 

3 189 

4 645 

3 647 

3 172 


562 

635 

374 

146 

594 

5 

127 

3 ANO 4.. 

468 

243 

217 

218 

700 

• • ■ 

172 

5 OR MORE. 

60B 

597 

182 

439 

764 

561 

1 144 

TRAILER.. 

IB 

22 

8 

66 

a 


... 

OWNER OCCUPIED . 

3 85B 

4 604 

1 824 

2 780 

3 456 

2 617 

2 791 


3 630 

4 234 

1 748 

2 647 

3 167 

2 617 

2 726 

2 OR MORE. 

210 

356 

72 

71 

265 

• • t 

63 

trailer.. 

18 

12 

4 

62 

4 

... 

... 

RENTER OCCUPIED. 

2 976 

2 213 

2 164 

1 155 

3 219 

1 372 

1 682 


1 672 

966 

1 530 

443 

1 539 

902 

396 


361 

455 

302 

96 

411 

5 

69 

3 AND .... 

398 

221 

176 

203 

586 

t t • 

148 

S TO 9.. 

20B 

533 

69 

359 

323 

t • • 

347 

10 OR MORE . 

317 

26 

63 

48 

354 

465 

702 

trailer.. 


10 

4 

4 

4 

... 

... 

YEAR STRUCTURE BUILT 








I9SS TO MARCH I960 . 


1 064 

269 

716 


1 703 

353 

1950 To 1954 .. 


1 499 

399 

1 204 


1 734 

600 

1940 TO 1949 . 


1 834 

459 

1 057 


717 

1 669 

1939 OR EARLIER. 

4 714 

2 640 

3 064 

1 061 

4 705 

59 

1 793 

BASEMENT 








BASEMENT .... . ....... 

4 424 

6 516 

506 

3 337 

6 163 

3 562 

4 051 

CONCRETE SLAB. 

937 

255 

992 

352 

476 

313 

226 

OTHER. 

1 645 

284 

2 693 

371 

252 

338 

336 

HEATING EQUIPMENT 








STEAM OR HOT WATER . 

3 510 

4 195 

669 

1 313 

4 043 

656 

2 681 

WARM AIR FURNACE . 

1 796 

2 558 

107 

2 426 

1 171 

3 453 

1 767 

FLOOR 1 WALLi OR PIPELESS FURNACE ..... 

492 

189 

397 

64 

457 

45 

62 

BUILT-IN ELECTRIC UNITS. . . . 

19 

• 6 6 

7 

8 

20 

• • • 

• • • 

OTHER MEANS WITH FLUE. 

1 176 

82 

2 724 

160 

1 161 

51 

69 

OTHER MEANS WITHOUT FLUE .. . 

164 

19 

66 

63 

44 

6 

16 

NONE ... 

29 

14 

19 

4 

15 



SOURCE OF water 








PUBLIC SYSTEM OR PRIVATE COMPANY ..... 

7 043 

7 013 

4 160 

3 968 

6 906 

4 169 

4 594 

INDIVIDUAL WELL .. 

129 

40 

10 

66 

5 

39 

4 8 • 

OTHER ... 

34 

4 

21 

4 

... 

5 

21 

SEWAGE DISPOSAL 








PUBLIC SEWER .... .......... . 

6 631 

6 066 

4' 110 

3 815 

6 861 

4 088 

4 609 

SEPTIC TANK 6R CESSPOOL. 

276 

890 

45 

171 

15 

112 

8 • • 

OTHER OR NONE. . ........ 

99 

99 

36 

74 

15 

13 

6 
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State and Small Areas 


Table 23. —Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: 1960—Con. 

[Some data baaed on sample; median not ehovn where base is insufildent; see text “U” denotes an unincorporated place. Plus (-{-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


SUBJECT 


ROOMS 


ALL UNITS. 

1 ROOM . 

2 ROOMS. ... . 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR more. 

MEDIAN . 

OWNER OCCUPIED. 

1 TO 3 ROOMS . 

4 ROOMS. .... . 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR more. 

MEDIAN . 

RENTER OCCUPIED. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR more. 

MEDIAN . 

VACANT AVAILABLE FOR SALE 
MEDIAN . 

VACANT AVAILABLE FOR RENT 
MEDIAN . 


ALL HOUSING UNITS. 

bedrooms 


0 AND 1. 

2 . . . . . 

3 OR MORE, 


UNITS IN STRUCTURE 

ALL UNITS. ....... 

1 . 

2 . 

3 AND 4. 

S OR MORE. 

TRAILER.. . 

OWNER OCCUPIED . 

1. 

2 OR MORE. 

TRAILER. 

RENTER OCCUPIED. 

1. 

2 . 

3 AND 4. 

5 TO 9. 

10 OR MURE . 

TRAILER. 


YEAR STRUCTURE BUILT 

1955 TO MARCH I960 .. 

1950 TO 1954 .. 

1940 TO 1949 . 

1939 OR EARLIER. 


BASEMENT 


basement . . , 

CONCRETE slab, 

other. . . . , 


HEATING EQUIPMENT 
STEAM OR HOT WATER . 

Warm air furnace . 

FLOOR I WALLi or pipeless FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUe .... 
NONE. 


SOURCE OF water 

PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL.. 

OTHER. 


SEWAGE DISPOSAL 


LANGLEY PARK 
tU) 

LANSDOWNE- 
BALTIMORE H16H- 
LANDS (U)' 

LOCH RAVEN (U) 

middle river 
tU) 

OVERLEA (U) 

PIKESVILLE tU) 

SALISBURY 

3 952 

3 626 

7 061 


3 149 

5 281 

5 560 

• • • 

• • • 

• • f 


4 

4 

125 

95 

24 

le 


26 

8 

il7 

1 264 

224 

714 


167 

109 

429 

1 646 

770 

923 


420 

372 

976 

576 

1 547 

1 260 


727 

767 

1 450 

279 

674 

2 842 


1 099 

1 925 

1 260 

76 

236 

1 063 


470 

1 377 

698 

12 

151 

241 

17 

214 

699 

505 

3.9 

5.0 

5.7 

4.3 

5.7 

6.2 

5,3 

920 

2 860 

5 049 

1 924 

2 679 

4 677 

2 693 

• • • 

45 

58 

72 

24 

29 

17 

126 

487 

459 

1 102 

294 

209 

337 

431 

1 337 

812 

349 

669 

680 

771 

275 

627 

2 526 

338 

1 046 

1 821 

830 

86 

364 

1 194 

63 

646 

1 938 

938 

5.3 

5.2 

6.0 

4.3 

5.8 

6.3 

5.9 

2 968 

678 

1 514 

893 

367 

492 

2 259 

• t • 

• • » 

« • • 

• • t 

4 


47 

95 

16 

16 

15 

12 


i06 

1 239 

163 

623 

156 

146 


367 

1 404 

263 

414 

460 

106 


576 

142 


209 

220 

58 


584 

4 


168 

31 

36 


360 

4 


04 

11 

25 

95 

217 

3*6 


3.6 

4.1 

3.8 

4.6 

4.6 

2 

30 

256 

9l 

31 

51 

65 

... 

... 


5.9 

... 

5.9 

5.8 

55 

21 


42 

21 

15 

213 

3.5 

... 


• • • 

... 

• • • 

3.6 

3 952 

3 626 

7 061 

3 047 

3 149 

5 281 

5 560 

1 376 

276 

813 

208 

436 

232 

692 

1 642 

1 146 

1 386 

1 990 

837 

1 199 

2 178 

911 

2 204 

4 862 

734 

1 671 

3 784 

2 690 

3 952 

3 626 

7 061 

3 047 

3 149 

5 285 

5 560 

1 082 

3 332 

5 451 

2 567 

2 676 

4 935 

4 512 

• • # 

223 

613 

5 

162 

304 

447 

126 

34 

312 

• ft 

36 

46 

283 

2 744 

• f • 

685 

356 

75 


314 

... 

37 

... 

117 

... 

... 

4 

920 

2 860 

5 042 

1 924 

2 683 

4 675 

2 893 

905 

2 752 

4 683 

1 816 

2 573 

4 568 

2 787 

15 

76 

359 

5 

110 

107 

106 

... 

32 

... 

103 

... 

... 

• • • 

2 966 

678 

1 521 

693 

363 

494 

2 259 

168 

519 

340 

538 

272 

277 

1 519 

»11 

129 

262 

• • • 

65 

176 

297 

115 

25 

269 

• • • 

26 

41 

205 

767 

• • • 

301 

336 

10 


106 

1 098 

• • • 

329 

5 

10 

• • • 

126 

... 

5 

• • • 

14 

... 

... 

4 

1 024 

1 702 

2 423 

460 

258 

1 569 

363 

2 541 

641 

2 640 

227 

655 

1 714 

620 

3e3 

289 

1 771 

2 220 

715 

1 058 

922 

4 

994 

227 

140 

1 321 

940 

3 655 

3 173 

1 837 

6 235 

1 357 

2 897 

4 406 

2 988 

455 

1 540 

703 

470 

64 

469 

539 

324 

249 

123 

1 220 

186 

330 

2 033 

2 198 

823 

1 sae 

773 

1 482 

1 693 

1 647 

1 738 

2 082 

5 365 

1 228 

1 570 

3 355 


12 

567 

76 

551 

• ■ 66 

• 202 


• • • 

24 

t • • 

15 

• t • 

'4 


4 

88 

12 

458 

21 

20 


• • • 

18 

• • • 

22 

4 

4 

78 



• • • 

• •• 

4 

-3 

23 

3 952 

3 580 

7 045 

3 011 

3 134 

5 235 

5 481 

• • • 

36 

16 

31 

15 

50 

38 

* 

10 

• • • 

5 

••• 


41 

3 947 

3 191 

6 978 

2 888 

3 004 

5 066 

5 479 


405 

78 

154 

135 

203 

19 

• •• 

30 

5 

5 

10 

16 

71 


PUBLIC SEWER . , 

$EPTIC TANK OR CESSPOOL, 
OTHER OR NONE.. 







































































































Maryland 

Table 23. —Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants; 1960—Coa 

{Some data based on sample; median not shown where base is insufficient; see text. “TJ" denotes an unincorporated place. Plus (4-) after 

number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Somrce of Water 
Sewage Disposal 


SPARROWS POINT- 
FORT HOWARD- 
EDGEHERE (U) 


STONELEIGH- 

R0D6ERS forge SUITLAND-SILVER 
(U) HILL (U) 


takoma park 


TIMONlUM- 

LUTHERVILLE 

(U) 


WOODLAWN-ROCK- 
OALE-MILFORD 
MILLS <U) 


ALL UNITS. . 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR more. . 

MEDIAN . 

OWNER OCCUPIED 
1 TO 3 ROOMS . . . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS.. 

7 ROOMS OR MORE. . 
MEDIAN ...... 

RENTER OCCUPIED 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. . 

MEDIAN . 
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State and Small Areas 


Table 24. —Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: 1960 

[Based on sample; see text. “XJ” denotes an unincorporated place. Median not shown where base is less thanSOO; plus (4-) orminua (—) 
after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


POPULATION 


ANNAPOLIS 


AR8UTUS-HALE- 

THORPE-RELAY 

(U) 


CAMBRIDGE 


COLLEGE PARK 


FREDERICK 


HILLCREST 
HEIGHTS (U) 


HYATTSVILLE 


POPULATION IN HOUSING UNITSi I960. 

PER OCCUPIED UNIT. 

OWNER.. . . . . 

RENTER . 

population in dwelling units, 1950 . . . . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 
PERSONS 


' • 


HHK 11 


1 ^ 

3.5 


2.8 

' : 


HIDC 


6 834 



11 933 
3.0 
3.0 
3.0 
10 146 
3.2 


3 988 


14 449 
3.T 
4,0 
2.9 
7 598 
3.6 


3 935 


20 629 
3.1 
3.1 

3.1 
17 239 

3.2 


6 675 


IS 297 
3.8 
4.0 
3.6 


3 989 


14 947 
3.3 
3.7 

2.5 

12 084 

3.5 


4 473 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. . . . . 

8 PERSONS OR MORE. 

MEDIAN . 


3 858 
270 
1 119 
'896 
740 
408 
207 
101 
117 
3.1 


4 60S 
250 
1 225 
927 
1 117 
608 
342 
91 
45 
3.4 


1 824 
225 
660 
405 
265 
117 
81 
34 
37 
2.6 


2 779 
97 
476 
575 
697 
417 
308 
110 
99 
3.8 


3 456 
567 
1 101 
798 
579 
316 
196 
63 
36 
2.8 


2 617 
51 
473 
518 
638 
516 
285 
83 
53 
3.9 


2 794 
146 
699 
607 
594 
343 
212 
123 
70 
3.4 




RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. . , 

6 PERSONS.. 

7 PERSONS.. 

8 PERSONS OR MORE. , 

MEDIAN . 


2 976 
659 
767 
529 
358 
234 
185 
114 
130 
2.6 


2 212 
316 
776 
511 
537 
161 
83 
17 
'll 
2.5 


2 164 
439 
619 
391 
318 
202 
109 
34 
52 
2.6 


1 156 
236 
360 
247 
156 
64 
42 
27 
24 
2.5 


3 219 
572 
1 010 
597 
430 
259 
191 
71 
89 
2.5 


1 372 
84 
276 
292 
407 
180 
105 
20 
8 

3.6 


1 679 
283 
595 
365 
214 
132 
46 
13 
31 
2.4 


PERSONS PER ROOM 


OWNER OCCUPIED . 

0.50 OR LESS . 

0.51 TO 1.00 ... 

1.01 OR MORE.. 

RENTER OCCUPIEO.. 

0.50 OR LESS.. 

0.51 TO 1.00.. 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 


3 858 
2 064 
1 538 
256 


4 605 
2 170 
2 280 
155 


1 824 
1 143 
603 
78 


2 779 
946 
1 577 
256 


3 456 
1 990 
1 371 
95 


2 617 
918 
1 5,17 
182 


2 794 
1 258 
1 367 
169 


2 976 
1 055 
1 431 
490 


2 212 
842 
1 212 
158 


2 164 
1 006 
832 
326 


1 156 
550 
620 
186 


3 219 
1 413 
1 427 
379 


1 372 
512 
863 
197 


1 679 
665 
865 
149 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 

1959 TO MARCH 1960 

1958 . 

1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


VALUE 


OWNER OCCUPIED. 

LESS than $5,000 .... . 

$5,000 TO $7,400 . 

$7,500 TO $9,900 ... 

$10,000 TO $12,400' ... . . 

$12,500 TO $14,900 ... 

$15,000 TO $19,900 .... . 

$20,000-70 $24,900 > ... , 

$25,000 OR MORE.. . . 

MEDIAN . dollars . 

VACANT AVAILABLE FOR SALE. . . 

MEDIAN PRICE ASKED . DOLLARS . 


3 858 
536 
235 
864 
1 487 
936 


4 605 
515 
295 
1 285 
1 722 
788 


1 824 
115 
114 
290 
736 
569 


2 779 
467 
183 
762 
1 132 
235 


3 456 
407 
247 
795 
1 196 
811 


2 617 
602 
310 
1 113 
584 
8 


2 794 
266 
134 
648 
1 332 
414 


2 976 
1 052 
403 
784 

545 

192 


2 212 
893 
379 
531 
350 
59 


2 164 
475 
253 
609 
609 
218 


1 156 
564 
204 
265 
100 
'23 


3 219 
1 202 
351 
763 
581 
322 


1 372 
758 
236 
283 
91 
4 


1 679 
684 
200 
490 
277 
28 


3 540 
50 
265 
393 
704 
593 
899 
300 
336 
14 OOO 


4 189 
38 
122 
469 
1 307 
1 213 
887 
117 
36 

12 800 


1 748 
320 
411 
319 
233 
166 
181 
51 
67 

8 600 


2 656 
24 
16 
97 
491 
777 
799 
304 
148 
14 800 


3 165 
155 
332 
321 
607 
499 
740 
259 
252 
13 300 


2 589 


23 
48 
571 
1 290 
406 
251 
17 100 


2 759 
12 
35 
160 
514 
951 
636 
174 
77 

14 200 


53 


52 

' r,-. 


11 


43 


32 


104 


11 


GROSS rent 


renter occupied. ............ 

LESS than $20. ... 

$20 TO $39... 

$40 TO $59.. 

$60 TO $79 ..... ... 

$80 TO $99 . . . .... 

$100 TO $119 ............... 

$120 OR MORE... 

NO CASH RENT ... , 

median . DOLLARS . 


CONTRACT RENT 


2 976 
5 

210 

577 

822 

712 

297 

258 

95 

76 


2 212 
3 
12 
76 
601 
946 
390 

no 

74 

'88 


2 164 
8 

258 

812 

730 

264 

29 

4 

59 

59 


1 156 

a 

57 

194 

125 

320 

205 

182 


3 219 
8 

391 

868 

994 

528 

204 

121 

105 

'«S 


I 372 

24 

221 

364 

423 

332 

8 

'102 


1 679 

‘*15 

89 

282 

726 

279 

264 

24 

69 


RENTER OCCUPIEO. .. 

median . . ..... DOLLARS . 


2 681 
60 


2 138 
■^6 


2 105 
35. 


1 091 
83 


3 11’4 

•a 


1 364 
84' 


1 655 
66 


VACANT AVAILABLE FOR RENT-. ....... 

MEDIAN RENT ASKED. ....... DOLLARS . 


163 


106 


94'| 


40 


Eo 


102 


92 
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Table 24. —Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: 1960—Con. 

[Based on sample; see text “XJ” denotes an unincorporated place. Median not shown where base is less than 200; plus ( 4 -) or minus (—) 
after number indicates median above or below that number] 


Population 
Persons 
Persons pet 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

LANGLEY PARK 
(U) 

LANSDOWNE- 
BALTIMORE HIGH¬ 
LANDS (U) 

LOCH raven (U) 

MIDDLE RIVER 
(U) 

OVERLEA (U) 

PIKESVILLE (U) 

SALISBURY 

population 








POPULATION IN HOUSING UNITSi 1960. 

11 581 

13 355 

23 279 

10 643 

10 672 

18 427 

15 600 

PEP OCCUPIED UNIT. 

3.0 

3.6 

3.5 

3.8 

3.5 

3.6 

3.1 

OWNER.. . . 

4.0 

3.6 

3.6 

4.0 

3.6 

3.6 

3.1 

RENTER . 

2.7 

3.5 

2.7 

3.6 

3.1 

2.9 

3.0 

POPULATION IN dwelling UNITS, 1950 . . . . 

• • • 

• • • 

• • • 

. • • 



14 679 

PER OCCUPIED UNIT.. . 

... 

... 

... 

... 

... 

... 

3.2 

ALL OCCUPIED UNITS . 

3 888 

3 536 

6 563 

2 817 

3 066 

5 169 

5 152 

PERSONS 

nnn 







OWNER OCCUPIED . 


2 660 

5 049 

1 924 

2 679 

4 677 

2 893 

1 PERSON . 


91 

95 

76 

137 

157 

214 

2 PERSONS. 


539 

966 

517 

627 

928 

977 

3 PERSONS. 


657 

1 130 

356 

527 

1 057 

695 

4 PERSONS. 


702 

1 369 

506 

682 

1 404 

532 

5 PERSONS. 

182 

459 

902 

376 

400 

769 

284 

6 PERSONS.. . . , 

71 

252 

370 

172 

210 

261 

109 

7 PERSONS.. 

46 

84 

128 

66 

68 

61 

53 

a PERSONS OR MORE. 

16 

76 

69 

51 

28 

40 

29 

MEDIAN . 


3.7 

3.7 

5.9 

3.6 

3.6 

2.9 

RENTER OCCUPIED. 


676 

1 514 

893 

367 

492 

2 259 

1 PERSON . 


24 

231 

46 

50 

74 

446 

2 PERSONS. . . 

1 176 

174 

555 

207 

86 

170 

726 

3 PERSONS. 

783 

171 

369 

227 

128 

78 

389 

4 PERSONS. 

517 

166 

laa 

194 

76 

90 

263 

5 PERSONS. 

124 

77 

132 

106 

20 

55 

207 

6 PERSONS. 

24 

43 

23 

58 

17 

21 

107 

7 PERSONS.. . . . . 

• • • 

8 

12 

34 

4 

• • • 

40 

8 PERSONS OR MORE.. 


15 

4 

21 

4 

4 

59 

MEDIAN . , 

2.5 

3.3 

2.4 

3.4 

2.9 

2.5 

2.4 

PERSONS PER ROOM 








OWNER OCCUPIED., . . . . 

920 

2 860 

5 049 

1 924 

2 679 

4 677 

2 893 

O.SO OR LESS... 

231 

675 

1 907 

416 

1 107 

2 096 

1 696 

0.51 TO 1.00 . 

619 

1 698 

2 921 

1 053 

1 480 

2 521 

1 097 

1.01 OR MORE.. . . . • 

70 

289 

221 

453 

92 

60 

98 

RENTER OCCUPIED. 

2 968 

676 

1 514 

893 

387 

492 

2 259 

O.SO OR LESS.. 

732 

107 

527 

195 

99 

237 

1 040 

0.51 TO 1.00 . 

2 069 

475 

945 

492 

231 

241 

994 

1.01 OR MORE.. . 

167 

96 

42 

206 

57 

14 

225 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED . 

920 

2 660 

5 049 

1 924 

2 679 

4 677 

2 693 

1959 To MARCH 1960 . 

110 

260 

970 

277 

180 

465 

254 

1956 . 

58 

414 

614 

104 

136 

482 

223 

1954 TO 1957 . 

302 

1 292 

1 502 

818 

679 

1 741 

627 

1940 TO 1953 . 

450 

614 

1 930 

695 

1 329 

1 732 

1 052 

1939 OR EARLIER.. 

... 

280 

33 

30 

355 

257 

737 

RENTER OCCUPIED. . . 

2 968 

678 

1 514 

893 

367 

492 

2 259 

1959 TO MARCH 1960 . 

1 374 

345 

875 

420 

153 

190 

779 

1958 . 

614 

90 

276 

139 

62 

69 

322 

1954 TO 1957 . 

760 

186 

261 

253 

97 

115 

576 

1940 TO 1953 ........ . 

196 

49 

100 

81 

54 

106 

461 

1939 OR EARLIER. 

4 

8 

... 

... 

21 

12 

121 

VALUE 








OWNER OCCUPIED . 

916 

2 706 

4 683 

1 608 

2 535 

4 558 

2 715 

LESS THAN $5,000 .... . . 

« • • 

17 

12 

64 

8 

8 

267 

$5,000 TO $7,400 . 

• « • 

1 041 

76 

633 

104 

36 

472 

$7,500 TO $9,900 . 

4 

657 

1 034 

674 

476 

146 

455 

$10,000 TO $12,400 . 

4 

670 

1 707 

286 

924 

872 

564 

$12,500 TO $14,900 . 

238 

238 

1 045 

76 

647 

973 

295 

$15,000 TO $19,900 . 

629 

72 

538 

50 

507 

1 495 

352 

$20,000 TO $24,900 ............ 

33 

9 

236 

23 

51 

592 

140 

$25,000 OR MORE... 

a 

4 

235 

• • * 

16 

434 

170 

MEDIAN . dollars . 

15 900 

6 600 

11 90D 

a 300 

11 800 

15 700 

lO 700 

VACANT available FOR SALE. ...... 

5 

24 

259 

102 

18 

40 

60 

MEDIAN PRICE ASKED ....... DOLLARS . 

... 

... 

12 200 

... 

... 

... 

... 

GROSS rent 








RENTER OCCUPIED. 

2 966 

678 

1 514 

893 

567 

492 

2 259 

LESS THAN $20. 

• • • 

• • t 




• • • 

7 

$20 TO $39 . 

• * • 

6 

9 

7 

B 

• • • 

113 

$40 TO $59 . 

4 

51 

4 

39 

42 

36 

503 

$60 TO $79 . 

382 

210 

271 

375 

150 

117 

704 

$80 TO $99 . 

1 506 

306 

367 

376 

109 

109 

542 

$100 TO $119... 

674 

61 

419 

71 

29 

53 

169 

$120 OR MORE . 

370 

18 

412 

25 

28 

131 

96 

NO CASH RENT . 

32 

4 

12 

• • • 

21 

46 

125 

median . DOLLARS . 

95 

83 

106 

81 

77 

93 

73 

CONTRACT RENT 








RENTER OCCUPIED. 

2 936 

674 

1 502 

893 

366 

446 

2 134 

median . dollars . 

91 

65 

94 

71 

68 

79 

53 

VACANT available FOR RENT. . . 

48 

30 

75 

41 

49 

13 

213 

MEDIAN RENT ASKED.DOLLARS . 

... 

... 

... 

... 

... 

... 

59 

















































































































State and Small Areas 


Table 24. —Occupancy and Financial Characteristics, for Places of 10,000 Population Year Moved into Unit 

TO 15,000 lKH*,iiAKTa:1960-Coa 

[Based on sample; see text "U” denotes an imincoiporated place Median not shown where base is less than 200; plus (+) or minus (—) Room Contract Rent 

after number indicates median above or below that number] 


SPARROWS POINT- STONELEIQH- TIMONiUm- WOOOLAWN-ROCK- 

FORT HOWARD- ROOSERS FORGE SUITLAND-SILVER TAKOMA PARK LUTHERVILLE TOWSON tU) OALE-MILFORO 
EDGEMERE (U) (U) HILL tU) (U) MILLS (U) 


population in housing UNITSi 1960. , 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSi 1950 . 
PER occupied UNIT. 


11 476 

15 311 

10 051 

16 238 

12 294 

17 975 

19 228 

3.6 

3.2 

3.3 

3.0 

3.8 

3.3 

3.5 

3.6 

3.4 

3.8 

3.3 

3.8 

3.5 

3.6 

3.8 

2.5 

2.8 

2.7 

3.1 

2,7 

3.2 

. . • 

... 

... 

12 668 

... 

... 

... 

... 

. • • 

... 

3.3 

• • • 

... 

,,, 


ALL OCCUPIED UNITS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 


RENTER OCCUPIED. 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. . . . . . 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . 

MEDIAN . 


3 145 

4 776 

3 059 

5 446 

3 253 

5 396 

5 437 

1 726 

3 626 

1 443 

2 634 

2 969 

3 993 

4 824 

109 

220 

65 

240 

60 

197 

172 

502 

696 

366 

831 

533 

1 078 

1 112 

329 

872 

272 

494 

595 

815 

1046 

336 

835 

283 

455 

932 

900 

1 309 

198 

515 

213 

327 

512 

549 

774 

129 

176 

137 

172 

216 

301 

263 

69 

56 

68 

64 

89 

100 

116 

56 

56 

39 

51 

32 

53 

32 

3.3 

3.3 

3.6 

3.0 

3.8 

3,4 

3.6 

1 417 

1 152 

1 616 

2 812 

284 

1 405 

613 

116 

281 

267 

505 

39 

271 

71 

309 

431 

471 

1 017 

89 

469 

165 

2B6 

200 

404 

666 

45 

302 

170 

262 

132 

291 

350 

58 

154 

103 

213 

67 

116 

157 

35 

116 

55 

109 

29 

51 

80 

12 

37 

34 

63 

12 

4 

16 

3 

24 


59 

... 

12 

21 

3 

12 

15 

3.5 

2.2 

2,7 

2,4 

2.8 

2.4 

2.9 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 


RENTER OCCUPIED. 
0.50 OR LESS . . . . 
0,51 TO 1.00 . . . . 
1.01 OR MORE . . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1954 TO 1957 . , . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1954 TO 1957 . . . 
1940 TO 1953 . . , 
1939 OR EARLIER. . 


OWNER occupied 
LESS THAN $5i000 . 
SSiOOO TO $7I400 . 
$71500 TO $9,900 . 
SlQiOOO TO $12i400 
$12i500 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR more. . 
MEDIAN . 


VACANT AVAILABLE FOR SALE. . 

MEDIAN PRICE ASKED . DOLLARS 


1 726 

3 626 

1 443 

2 634 

2 969 

3 993 

4 824 

694 

2 054 

592 

1 483 

1 075 

2 168 

2 166 

851 

1 532 

721 

1 046 

1 813 

1 752 

2 550 

183 

40 

130 

105 

81 

73 

ipe 

1 417 

1 152 

1 616 

2 812 

284 

1 405 

613 

458 

606 

410 

1 007 

103 

677 

225 

709 

534 

1 017 

1 600 

164 

664 

350 

250 

12 

189 

205 

17 

64 

38 

1 726 

3 626 

1 443 

2 634 

2 969 

3 993 

4 824 

128 

266 

179 

184 

614 

558 

645 

110 

200 

146 

156 

469 

341 

524 

357 

1 013 

439 

587 

1 383 

1 321 

1 629 

781 

1 676 

508 

1 333 

419 

1 373 

1 662 

352 

471 

171 

374 

84 

400 

364 

1 417 

1 152 

1 616 

2 812 

284 

1 405 

613 

363 

396 

600 

1 385 

131 

561 

244 

170 

155 

338 

435 

12 

182 

98 

394 

368 

334 

695 

61 

359 

135 

271 

215 

123 

247 

SB 

262 

116 

199 

18 

21 

50 

22 

41 

20 

1 551 

3 566 

1 388 

2 420 

2 635 

3 675 

4 685 

104 

4 

7 

a 

28 

12 

12 

204 

20 

15 

12 

24 

33 

48 

377 

84 

60 

82 

45 

97 

239 

414 

469 

133 

240 

142 

377 

1 109 

257 

1 102 

378 

471 

439 

363 

1 505 

164 

918 

500 

1 041 

1 112 

803 

1 504 

24 

431 

185 

402 

548 

945 

200 

7 

538 

no 

164 

497 

1 245 

68 

10 500 

15 400 

16 000 

17 000 

18 300 

21 300 

14 100 

16 

13 

34 

37 

69 

46 

107 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $39 ... , 
$40 TO $59 ... . 
$60 TO $79 ... . 
$80 TO $99 ... . 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . , . 
MEDIAN . 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN.. . 


VACANT available FOR RENT. 

MEDIAN RENT ..DOLLARS 


1 417 

1 152 

1 616 

2 812 

284 

1 405 

613 

3 

... 

... 

12 

... 



108 

4 

16 

37 

3 

29 

4 

486 

20 

33 

223 

33 

6H 

64 

468 

75 

463 

702 

57 

161 

164 

211 

371 

633 

647 

47 

490 

IIB 

70 

406 

331 

504 

52 

313 

80 

26 

234 

99 

410 

90 

291 

149 

45 

42 

41 ' 

77 

22 

57 

34 

63 

105 

87 

90 

95 

98 

87 

1 372 

1 no 

1 575 

2 735 

262 

1 348 

579 

36 

97 

83 

86 

74 

92 

77 

26 

38 

71 

227 

19 

215 

12 

... 

_ ••• 


97 

... 

137 

... 

















































































Maryland 


22-47 


Table 25.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text ' “U” denotes an unincorporated place. Plus (H-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Sujjply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

ABERDEEN 

BEL AIR 

BLADENS- 

BURG 

BRENT¬ 

WOOD 

BRUNS¬ 

WICK 

ALL HOUSING UNITS.. , . . . 

3 084 

1 389 

903 

1 131 

1 134 

TENURE, COLOR, AND VACANCY STATUS 






OWNER OCCUPIED . 

1 399 

671 

580 

583 


WHITE. ................. 

1 313 

632 

569 

582 


NONWHITE . 

86 

39 

11 

1 


RENTER OCCUPIED. 

1 475 

453 

304 

524 

420 

WHITE. 

1 167 

384 

284 

519 

403 

NONWHITE . 

268 

69 

20 

5 

17 

AVAILABLE VACANT . ... 

166 

45 

11 

19 

15 

FOR SALE ONLY. 

40 

26 

3 

1 

3 

FOR RENT . 

128 

19 

6 

18 

12 

OTHER VACANT . 

42 

20 

8 

5 

35 

CONDITION AND PLUMBING 






ALL UNITS. 

3 064 

1 389 

903 

1 131 

1 134 

SOUND. 

2 712 

1 274 

843 

1 030 

675 

WITH ALL PLUMBING FACILITIES ...... 

2 583 

1 238 

836 

1 018 

604 

LACKING only HOT WATER ... . 

2 

6 


2 

9 

LACKING OTHER PLUMBING FACILITIES. . . . 

127 

30 


10 

62 

DETERIORATING... 

287 

76 


66 

319 

WITH ALL PLUMBING FACILITIES . 

231 

57 


80 

249 

LACKING ONLY HOT WATER . 

5 

3 


1 

17 

LACKING OTHER PLUMBING’FACILITIES. . . , 

53 

16 


5 

55 

DILAPIDATED. 

85 

39 

25 

15 

140 

RENTER OCCUPIED.. . . . . 

1 475 

453 

304 

524 

420 

SOUND. 

1 213 

365 

276 


196 

WITH ALL PLUMBING FACILITIES . . 

1 130 

337 

270 


162 

LACKING SOME OR ALL FACILITIES . . . . , 

83 

28 

6 


34 

deteriorating.. 

212 

57 

17 


146 

WITH ALL PLUMBING FACILITIES . 

182 

40 

14 

39 

110 

LACKING SOME OR ALL FACILITIES . 

30 

17 

3 

4 

36 

dilapidated. 

50 

31 

11 

7 

78 

ALL HOUSING units... 

3 084 

1 389 

903 

1 131 

1 134 

WATER SUPPLY 


m 




HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

2 936 


679 

1 125 

991 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

91 


6 

5 

120 

PIPED WATER OUTSIDE STRUCTURE. 

4 


1 

1 

4 

NO PIPED WATER ... 

55 

2 

17 

... 

19 

TOILET facilities 






FLUSH TOILET, EXCLUSIVE USE. 

2 865 

1 347 

679 

1 115 

1 013 

PLUSH TOILET, SHARED . 

135 

36 

6 

15 

58 

OTHER TOILET FACILITIES OR NONE. 

66 

6 

18 

1 

63 

bathing FACILITIES 






bathtub OR SHOWER, EXCLUSIVE USE . 

2 843 

1 317 

676 

1 112 

934 

Bathtub or shower, shared. 

135 

38 

7 

17 

59 

NO bathtub or SHOWER .... . 

106 

34 

18 

2 

141 

bathrooms 







2 375 

944 


975 

780 

more than 1 . 

440 

343 


141 

107 

SHARED OR NONE . ....... 

269 

102 

Hi] 

15 

247 

SOURCE OF WATER 






PUBLIC SYSTEM OR PRIVATE COMPANY . 

2 966 

1 333 

875 

1 131 

1 129 

INDIVIDUAL WELL. ... . . 

66 

50 

-ft 


5 

OTHER. 

32 

6 

28 

... 


SEWAGE DISPOSAL 






PUBLIC SEWER . 

2 937 

1 366 

675 

1 131 

1 056 

SEPTIC TANK OR CESSPOOL. 

65 

16 

• • • 

. • « 

42 

OTHER OR NONE. 

62 

5 

28 

... 

36 

ROOMS 






1 ROOM . 

112 

34 

6 

2 

12 

2 ROOMS... 

273 

29 

15 

15 

27 

3 ROOMS... 

344 

135 

62 

120 

87 

4 ROOMS.. . 

777 

182 

149 

402 

124 

5 ROOMS... 

712 

375 

186 

249 

168 

6 ROOMS. 

489 

337 

306 

167 

408 

7 ROOMS.. 

244 

154 

110 

67 

183 

a -ROOMS OR MORE.. 

133 

143 

49 

69 

125 

median 1 






ALL Ur^ITS.. . . 

4.6 




5.9 

OWNER OCCUPIED .. 

5.6 





‘ RENTER OCCUPIED. ........... 

3.8 

4.1 




UNITS IN STRUCTURE 






1, INCL^ trailer . 

2 349 

1 116 

647 

650 

929 


* 60 

no 

15 

98 

111 

3 AND 4. 

119 

67 

95 

49 


5 OR MORE.. 

536 

96 

146 

334 

47 


CAPITOL 

heights 

CAR¬ 

ROLLTON 

CHESTER- 

TOWN 

CHEVERLY 

COCKEYS- 

VILLE 

(U) 

CRIS- 

FIELD 

DISTRICT 

HEIGHTS 

646 

986 

1 139 

1 394 

686 

1 285 

2 083 

575 

639 

502 

1 272 


613 

1 065 

572 

836 

439 

1 193 


566 

1 062 

3 

1 

63 

79 

9 

47 

3 

245 

12 

570 

67 

216 

563 

951 

243 

12 

340 

78 

197 

291 

943 

2 

t G • 

230 

9 

21 


6 

20 

133 

33 

29 

7 


48 

8 

133 

9 

27 

2 


8 

12 

• • • 

24 

2 

5 

38 

40 

6 

4 

34 

6 

26 

65 

19 

846 

986 

1 139 

1 394 

688 

1 285 

2 083 

612 

986 

979 

1 352 

500 

881 

2 076 

595 

986 

781 

1 343 

471 

600 

2 076 

2 

• » • 

11 

3 

2 

48 

G G G 

15 

• • • 

187 

6 

27 

233 

2 

177 

* • • 

111 

16 

106 

243 

5 

152 

• • • 

50 

14 

66 

41 

5 

3 

• • • 

3 

G G • 

G G G 

14 

G G G 

22 


58 

2 

40 

IBS 

GG G 

57 


49 

26 

82 

161 

... 

245 

12 

570 

67 

218 

563 

951 

136 

12 

467 

74 

100 

271 

949 

126 

12 

304 

72 

88 

133 

948 

10 


163 


12 

138 

1 

74 


70 


59 

169 

2 

59 


23 


34 

11 

2 

15 


47 


25 

1S8 

G G G 

35 

H^U! 

33 

IHk] 

59 

123 

,.. 

846 

986 

1 159 

1 394 

688 

1 285 

2 083 

825 

986 

867 

1 366 

572 

707 

2 083 

19 

• « . 

256 

5 

57 

457 

G G G 

1 

• t • 

6 

G • G 

19 

15 

G G G 

1 

... 

10 

23 

40 

108 

GtG 

615 

988 

1 020 

1 565 

557 

795 

2 081 

29 

• G G 

42 

5 

6 

55 

2 

2 

... 

77 

24 

125 

435 

... 

BOS 

986 

8S4 

1 365 

557 

715 

2 081 

29 

G G • 

19 

5 

8 

41 

2 

12 

t G ■ 

266 

24 

123 

529 

GGG 

664 

466 

635 

621 

356 

595 

1 618 

120 

522 

199 

754 

193 

102 

465 

62 

... 

305 

18 

137 

566 

• • • 

641 

988 

1 124 

1 385 

420 

1 191 

2 063 

• • w 

• • . 

5 

G G G 

162 

G G G 

G G G 

5 

... 

10 

8 

86 

94 

... 

641 

966 

1 036 

1 357 

35 

260 

2 063 

• • . 


35 

23 

544 

655 

GGG 

5 

H 

68 

13 

109 

370 

GGG 

4 

■ 

24 

2 

3 

35 


24 


47 

2 

4 

73 

4 

65 


150 

10 

42 

131 

466 

183 

6 

250 

34 

92 

243 

500 

255 

72 

164 

210 

165 

215 

305 

207 

627 

217 

654 

172 

275 

451 

70 

232 

108 

341 

106 

163 

254 

38 

49 

159 

141 

102 

150 

101 

5.1 

6.2 

5.0 

6.2 

5.7 

5.2 

4.7 

5.3 




5.9 

6.1 

6.0 

4.2 




5.0 

4.2 

3.5 


754 

47 

35 

10 


949 

63 

46 

81 


1 384 

9 


624 

39 

20 

5 


944 

188 

74 

79 


1 139 
25 
228 
691 


4 


I 


i 

i 


i 


988 
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State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. "U’’ denotes an unincorporated place. Plus (+) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Sujjply 
Toilet Facilities 


Bat King Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

EASTON 

ELKTON 

forest 

HEIGHTS 

FR0STBUR6 

GAITHERS¬ 

BURG 

QLYNDON- 

REIS- 

TERTOWN 

(U) 

greenbelt 

halfway 

(U} 

Havre de 

GRACE 

LAUREL 

la vale- 
narrows 

PARK (U) 

all housing units. 

2 

266 

1 

B31 

905 

2 

167 

1 

099 

1 

311 

2 

154 

1 

3SS 

2 

617 

2 

903 

1 

281 

TENURE 1 COLOR 1 AND VACANCY STATUS 






















OWNER OCCUPIED . 

I 

069 


906 

791 

1 

276 


562 


837 

1 

730 

1 

144 


265 


930 


953 

WHITE. 


95B 


839 

7B7 

1 

257 


562 


801 

1 

727 

1 

143 


086 


868 


953 

NONwhite . 


111 


67 

4 


19 


• • • 


36 


3 


1 


179 


42 


• • t 

RENTER OCCUPIED. 

I 

050 


842 

101 


797 


516 


367 


374 


182 


227 

1 

751 


298 

WHITE. 


744 


769 

99 


790 


509 


365 


372 


182 


067 

1 

692 


297 

NONWHITE . 


306 


73 

2 


7 

1 

7 


22 


2 


• • • 


160 


59 


1 

AVAILABLE VACANT . 


86 


60 

11 


51 


12 


23 


46 


21 


100 


166 


11 

FOR SALE ONLY. 


16 


S 

6 


13 


2 


2 


11 


15 


17 


23 


9 

FOR RENT . 


70 


52 

5 


38 


10 


21 


35 


6 


83 


143 


2 

OTHER VACANT . 


61 


23 

2 


43 


9 


64 


4 


38 


25 


56 


19 

CONDITION AND PLUMBING 






















all UNITS. 

2 

266 

1 

831 

905 

2 

167 

1 

099 

1 

311 

2 

154 

1 

385 

2 

617 

2 

903 

1 

281 

SOUND.. 

1 

795 

< 1 

434 

902 

1 

879 

1 

021 

1 

132 

2 

148 

1 

359 

1 

975 

2 

619 

1 

138 

WITH ALL PLUMBING FACILITIES . 

1 

661 

1 

3B6 

902 

1 

752 


961 

1 

077 

2 

146 

1 

323 

1 

898 

2 

567 

1 

126 

LACKING ONLY HOT WATER . 


24 


8 

• • • 


3 


1 


11 


• • • 


9 


18 


6 


3 

LACKING OTHER PLUMBING FACILITIES, . . . 


110 


40 

• • • 


124 


39 


44 


• • • 


27 


59 


46 


9 

DETERIORATING . 


401 


249 

3 


259 


55 


130 


6 


25 


559 


220 


92 

WITH ALL PLUMBING FACILITIES . 


233 


194 

3 


ISO 


39 


lOl 


3 


17 


438 


168 


84 

LACKING ONLY HOT WATER . 


29 


9 

t t • 


13 


• • • 


5 


2 


«_• • 


17 


4 


1 

LACKING OTHER PLUMBING FACILITIES. . , . 


139 


46 

• • • 


66 


16 


24 


1 


8 


104 


46 


7 

dilapidated. 


70 


148 

... 


29 


23 


49 


... 


1 


83 


64 


51 

RENTER OCCUPIED. 

I 

050 


842 

101 


797 


516 


387 


374 


182 

1 

227 

1 

751 


296 

SOUND. 


729 


569 

100 


645 


461 


276 


370 


172 


792 

1 

557 


221 

WITH ALL PLUMBING FACILITIES . 


645 


544 

100 


564 


435 


254 


370 


165 


750 

1 

523 


218 

LACKING SOME OR ALL FACILITIES . 


64 


25 

• • • 


81 


26 


22 


• • • 


7 


42 


34 


3 

DETERIORATING.. • 


273 


166 

1 


133 


39 


76 


4 


10 


384 


156 


41 

WITH ALL plumbing FACILITIES . 


146 


128 

1 


89 


27 


66 


2 


8 


296 


116 


34 

LACKING SOME OR ALL FACILITIES. 1 


127 


38 

• • t 


44 


12 


10 


2 


2 


88 


40 


7 

DILAPIDATED. 


4B 


107 

... 


19 


16 


35 


... 


... 


51 


38 


36 

ALL HOUSING UNITS. 

2 

266 

1 

831 

905 

2 

167 

1 

099 

1 

311 

2 

154 

1 

365 

2 

617 

2 

903 

1 

281 

water SUPPLY 






















HOT AND COLD PIPED' WATER INSIDE STRUCTURE. 

I 

973 

1 

669 

905 

2 

059 

1 

077 

1 

208 

2 

152 

1 

353 

2 

445 

2 

848 

1 

260 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


289 


ISl 

1 * “ * 


106 


13 


46 


2 


16 


132 


42 


18 

PIPED water OUTSIDE STRUCTURE. 


1 


3 

• “ - 


1 


1 


16 


- * - 


3 


18 


6 


1 

NO PIPED Water . 


3 


6 

... 


1 


8 


41 


... 


13 


22 


7 


2 

toilet facilities 






















FLUSH toilet. EXCLUSIVE USE .. 

2 

166 

1 

720 

905 

2 

076 

1 

042 

1 

209 

2 

153 

1 

353 

2 

453 

2 

825 

1 

264 

FLUSH TOILET. SHARED . 


66 


65 

• • • 


77 


37 


9 


1 


7 


97 


63 


6 

OTHER toilet FACILITIES OR NONE, ..... 


34 


46 

... 


14 


20 


93 


... 


25 


67 


IS 


11 

BATHING FACILITIES 






















BATHTUB OR SHOWER. EXCLUSIVE USE . 

I 

977 

1 

638 

905 

1 

968 

1 

036 

1 

213 

2 

153 

1 

350 

2 

410 

2 

601 

1 

254 

bathtub or shower. SHARED . 


38 


43 

• • • ‘ 


72 


43 


8 


1 


6 


74 


69 


6 

NO bathtub or SHOWER.. . 


251 


150 

••• 


127 


20 


90 


... 


29 


133 


1 33 


21 

bathrooms 























I 

5B6 

1 

410 

424 

1 

653 


652 


955 

2 

079 

1 

142 

2 

205 

2 

253 


896 

MORE THAN 1. 


354 


226 

481 


283 


172 


237 


70 


198 


219 


553 


365 

SHARED OR NONE .............. 


326 


195 

... 


231 


75 


119 


5 


45 


193 


97 


16 

SOURCE OF WATER 





1 

















PUBLIC SYSTEM OR PRIVATE COMPANY . 

2 

251 

1 

602 

905 

2 

162 

1 

023 

1 

114 

2 

154 

1 

276 

2 

580 

2 

694 

1 

158 

INDIVIDUAL WELL. 


i5 


20 

• - t 


5 


61 


163 


- * - 


56 


27 


9 


113 

OTHER. 




9 

... 


... 


15 


34 


... 


53 


10 


... 


10 

SEWAGE DISPOSAL 






















PUBLIC SEWER . 

2 

232 

1 

776 

905 

2 

152 


827 


492 

2 

149 


24 

2 

467 

2 

864 


695 

SEPTIC TANK OR CESSPOOL. 


16 


20 

• • • 


6 ■ . 


241 


742 


5 

1 

331 


97 


14 


516 

OTHER OR NONE, • ... .. 


18 


35 



15 


31 


77 


... 


30 


53 


25 


68 

ROOMS 





■1 

















1 ROOM . 


35 


30 



24 


12 


3 


63 


7 


43 


57 


4 

2 ROOMS. 


78 


32 



45 


13 


14 


191 


13 


86 


96 


14 

3 ROOMS. ................. 


233 


225 



244 


199 


86 


209 


46 


329 


677 


74 

4 ROOMS.. 


470 


540 

46 


361 


213 


204 


690 


268 


620 


695 


209 

S ROOMS. 


440 


334 

327 


422 


229 


410 


485 




594 


745 


311 

6 ROOMS.. 


503 


304 

318 


612 


224 


269 


400 




468 


357 


407 

7 ROOMS... 


264 


179 

139 


233 


111 


138 


51 




247 


164 


158 

8 ROOMS OR MORE. 


243 


187 

65 


206 


98 


167 


45 




230 


112 


104 

MED IAN1 1 






















all UNITS.. , . . . 




4.6 



' I 


5.0 


5.4 


4.4 




4.9 


4.4 


I7Q 

OWNER OCCUPIED . . 




5.7 



E ' r 


5.6 


5.7 


4.7 




5.9 


S.5 


Fm 

RENTER OCCUPIED.. 


4.3 


4.1 



E ; 


3.7 


4.5 


2.1 


EM 


4.2 


3.8 

■ 

Qg 

UNITS IN structure 






















It INCL. trailer ............. 

1 

873 

1 

SB4 

897 

1 

482 


657 

1 

130 

1 

776 

1 

276 

1 

970 

1 

632 

1 

159 



178 


44 

• • • 


404 


121 


89 


• « • 


65 


217 


156 


54 

3 and 4. .... ... , , 


104 


125 

6 


16S 


25 


49 


• « • 


10 


197 


365 


32 

5 OR MORE. 


111 


781 
, 1 

... 


113 


296 


43 


378 


14 


233 


746 


36 
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Table 25.—^Tenure, Vacancy Status, Condition and Plumbing FIcilities, and Structural 
Characteristics, eor Places of 2,500 to 10,000 Inhabita&jts: I960— Con. 

[Some data based on sample; median not shown where base is insuflBcient; see text “U” denotes an unincorporated place. Plus (-(-) after 

number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bat hing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 



ALL HOUSING UNITS. 

TENURE I COLOR I AND VACANCT STATUS 

OWNER OCCUPIED . 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

available vacant . , , 

FOR SALE only. 

FOR RENT . 

OTHER vacant . 


ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 
lacking ONLY HOT WATER . . . . - 
LACKING OTHER PLUMBING PACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . , 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING PACILITIES 
Dilapidated. 

RENTER OCCUPIED. 

SOUND. 

with all PLUMBING FACILITIES . , 
LACKING SOME OR ALL FACILITIES t 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 
LACKING SOME OR ALL FACILITIES . 
DILAPIDATED. 


HOT ANO COLD PIPED WATER INSIDE STRUCTURE 
only COLO PIPED WATER INSIDE STRUCTURE . 

PIPED water OUTSIDE STRUCTURE. 

NO PIPED WATER . 


FLUSH TOILET. EXCLUSIVE USE. . 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE 


bathtub or shower. EXCLUSIVE USE 

Bathtub or shower, shared. . . . 
no Bathtub or shower . 


MORE than 1. . 
SHARED OR NONE 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. 

OTHER. 


PUBLIC SEWER . 

SEPTIC tank OR CESSPOOL 
OTHER OR NONE. 


1 ROOM. 

2 ROOMS. ..... 

3 ROOMS. 

4 ROOMS. '. 

5 ROOMS. ..... 

6 ROOMS. 

7 ROOMS. 

S ROOMS OR more. . 
MEDIANI 

ALL UNITS. . . . 
OWNER OCCUPIED 
RENTER OCCUPIED 


1. INCL. TRAILER 

2 . 

3 and .. 

5 OR MORE. . . , 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960 

[Some data based On sample; median not shown where base is insufficient; see text “U" denotes an unincorporated place. Phis (-{-) or 
minus (-) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. . . . . 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER. 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUe . 

NONE. 


POPULATION 

’ POPULATION IN HOUSING UNITS* 1960. . . . 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

6 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . . 

OWNER. 

RENTER . . . < 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER occupied . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 


VALUE 


OWNER OCCUPIED 
LESS than $5,000 . 
$5*000 TO $9,900 . 
$10*000 TO $14*900 
$15i00o TO $19*900 
$20,000 TO $24*900 
$25*000 OR MORE. . 
MEDIAN . 


DOLLARS 


GROSS rent 


RENTER OCCUPIED 
LESS than $20. . . 
$20 TO $39 ... . 
$40 TO $59 ... . 
$60 TO $79 ... . 
$80 TO $99 ... . 
$100 TO $119 . . . 
$120 Or more . . . 
NO CASH RENT . . . 
MEDIAN . . 


dollars 


CONTRACT RENT 

RENTER OCCUPIED. 

MEDIAN . ..dollars 


ABERDEEN 

BEL AIR 

8LADENS- 

BURG 

BRENT¬ 

WOOD 

BRUNS¬ 

WICK 

CAPITOL 

HEIGHTS 

CAR¬ 

ROLLTON 

CHESTER- 

TOWN 

CHEVERLY 

cockeys- 

VILLE 

(U) 

CRIS- 

FIELD 

DISTRICT 

HEIGHTS 

3 084 

1 389 

903 

1 131 

1 134 

846 

988 

1 139 

1 394 

688 

1 285 

2 083 

560 

386 

49 

18 

33 

72 

988 

100 

177 

127 

31 

383 

732 

211 

100 

104 

24 

129 

• I • 

63 

307 

146 

54 

1 276 

1 052 

124 

567 

442 

24 

117 

• • • 

50 

644 

43 

85 

344 

740 

668 

187 

567 

1 053 

528 

• • • 

906 

265 

372 

1 115 

80 

674 

594 

413 

842 

342 

415 

4 

431 

297 

248 

209 

1 105 

1 536 

569 

448 

240 

242 

282 

984 

93 


256 

25 

970 

408 

110 

8 

24 

362 

44 


93 


40 

130 

4 

434 

77 

27 

12 

162 

89 


485 


128 

856 

4 

28 

39 

5 

8 

26 

16 


25 


16 

62 


4 

... 

2 

5 

.*. 

... 

■b 

12 



3 

... 

9 663 

■ 

3 096 

■ 

3 540 

3 138 

3 385 

■ 

5 208 

■ 

3 528 

7 524 

3.4 


3.5 


3.3 

3.6 

4.0 


3.8 


3.0 

3.7 

3.6 


3.9 


3.2 

3.6 

4.0 


3.8 


3.0 

4.1 

3.1 

2.6 

2.8 


3.3 

5.9 

... 


4.3 

■ksI 

3.0 

3.4 

2 874 

1 324 

864 

1 107 

1 084 

620 

851 

1 072 

1 359 

655 

1 176 

2 016 

305 


66 

118 

124 

75 

6 

234 

37 

32 

206 

84 

759 


259 

294 

520 

170 

123 

295 

305 

164 

390 

394 

617 


167 

254 

214 

160 

193 

188 

302 

143 

222 

463 

541 


174 

207 

194 

145 

264 

173 

286 

133 

155 

513 

344 


99 

118 

114 

117 

156 

92 

228 

93 

97 

325 

168 

71 

62 

58 

71 

74 

70 

50 

108 

51 

51 

139 

78 

24 

30 

25 

28 

38 

25 

20 

54 

22 

19 

61 

62 

24 

27 

33 

19 

41 

14 

20 

39 

17 

36 

37 

3.1 

3.0 


3.1 

3.0 

3.5 

3.9 

2.5 

3.6 

3.4 

2.5 

3.6 

3.6 

3.4 


3.3 

2.8 

5.5 

3.8 


3.5 

3.6 

2.6 

4.1 

2.8 

2.6 

2.3 

3.0 

3.S 

3.2 

••• 

Hi 

• t • 

3.4 

2.2 

3.2 

2 496 

1 237 

819 

995 

1 017 

670 

621 

965 

1 286 

595 

1 052 

1 733 

376 

87 

65 

112 

67 

150 

30 

67 

73 

60 

124 

283 

1 399 

871 

580 

583 

664 

575 

647 

502 

1 272 

437 

613 

1 065 

427 

273 

97 

93 

38 

62 

591 

128 

193 

61 

63 

241 

479 

279 

159 

137 

73 

183 

256 

102 

386 

136 

67 

336 

349 

204 

264 

225 

287 

202 


168 

615 

187 

241 

460 

144 

115 

60 

128 

266 

128 


104 

76 

53 

242 

28 

1 475 

453 

304 

524 

420 

245 


570 

87 

218 

563 

951 

1 021 

273 

161 

292 

173 

158 


306 

43 

94 

218 

765 

285 

128 

90 

181 

83 

55 


112 

36 

49 

148 

142 

141 

41 

45 

51 

114 

20 


88 

8 

49 

93 

44 

28 

11 

6 

... 

50 

12 

mm 

64 


26 

104 


1 307 

839 

572 

546 

636 

575 

847 

452 

1 264 

433 

575 

1 053 

27 

16 

4 

• • • 

232 

20 

... 

67 


17 

262 


198 

40 

16 

113 

310 

216 

5 

142 

24 

59 

244 


515 

223 

358 

370 

86 

274 

4 

127 

131 

171 

52 

315 

420 

393 

169 

42 

• • • 

57 

536 

41 

709 

12S 

8 

581 

81 

85 

25 

17 

8 

6 

284 

43 

293 

36 

9 

125 

66 

62 

20 

4 

• • • 

t t • 

16 

42 

107 

25 


32 

14 100 

16 500 

14 100 

11 600 

6 100 

10 900 

19 000 

11 000 

18 500 

14 100 

5 300 

17 000 

1 475 

453 

304 

524 

420 

245 

4 

570 

67 

218 

563 

951 

12 

4 


• • • 

4 

• t • 

• • • 

14 

til 


24 

• • • 

36 

19 


« « • 

37 

8 


137 

• • • 


173 

• • • 

258 

59 


36 

198 

48 


174 

• • • 


224 

• 

542 

110 


82 

129 

62 


140 

12 


60 

192 

320 

116 


335 

19 

52 


52 

4 


22 

609 

140 

59 


40 

7 

46 


25 

6 


4 

66 

151 

64 


19 

4 

17 

• • • 

8 

61 

25 


74 

16 

22 


12 

22 

12 

• • • 

20 

4 

26 

56 

8 

77 

84 

91 

88 

57 

79 

t • • 

54 



44 

88 

1 459 

431 

300 

512 

398 

233 

4 

550 

83 

192 

507 

943 

68 

69 

89 

65 

40 

64 

... 

36 



25 

68 
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Table 26.- 


-OCCUPANCY AND FINANCIAL CHARACTERISTICS, YeAR BuILT, AND HeATING EQUIPMENT, 
FOR Places of 2,500 to 10,000 Inhabitants: 1960 — Coa 


[Some data based on sample; median not shown where base is insufficient; see text "U" denotes an unincorporated place. Plus (-f-) or 
minus (-) after number indicates median above or below that numtor] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL HOUSING UNITS. ... 

YEAR STROCTURE BUILT 

1955 TO MARCH 1960 .. 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER.. 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

«»ARM AIR FURNACE. 

BUILT-IN ROOM UNITS. 

OTHER means WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


POPULATION 

POPULATION IN HOUSING UNiTSf 1960, , . . 

PER OCCUPIED UNIT. 

OWNER. 

RENTER.. . . 


ALL OCCUPIED UNITS 
PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. ....... 

4 PERSONS. 

5 PERSONS. 

6 PERSONS.. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 
MEDIANI 

ALL OCCUPIED . 

OWNER. ........ 

RENTER . 


PERSONS PER ROOM 

1.00 OR LESS.. 

1.01 OR MORE.. 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH I960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. . 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 19S7 . 

1940 TO 1953 . 

1939 OR EARLIER. 


VALUE 

OWNER OCCUPIED . 

LESS than SSfOOO . 

asf000 TO S 9(900 . 

SlOfOOO TO S14,900 . 

SlSfOOO TO S19f900 . 

SaOfOOO TO S24f900 . 

S25f000 OR .. 

median . dollars 


GROSS RENT 

RENTER OCCUPIED.. . > • 

LESS THAM .. 

•20 TO S39 . 

•40 TO S59 .... 

•^0 TO 879 . 

•80 TO 899 . 

9100 TO 8119... 

8120 OR MORE .... . 

NO CASH RENT . 

median . dollars 


CONTRACT RENT 

renter'occupjied. 

MEDIAN . dollars 


EASTON 

ELKTON 

FOREST 

HEIGHTS 

FROSTBURG 

GAITHERS¬ 

BURG 

GLYNDON- 
REIS- 
TERTOWN 
(U) 

QREENBELT 

halfway 

(U) 

HAVRE OE 

grace 

LAUREL 

LA vale- 
narrows 

park (U) 

2 266 

1 831 

905 

2 167 

1 099 

1 311 

2 154 

1 385 

2 617 

2 903 

1 281 

164 

83 

225 

127 

416 

388 

266 

-1 

384 

148 

860 

197 

216 

235 

383 

69 

167 

112 

4 

329 

261 

626 

177 

269 

479 

2B9 

165 

74 

128 

950 

219 

620 

391 

241 

1 577 

1 034 

8 

1 806 

442 

683 

934 

453 

1 588 

1 026 

666 

845 

623 

93 

899 

■1 

600 

1 920 

365 

1 003 

1 027 

379 

190 

454 

784 

887 


483 

226 

915 

863 

1 546 

727 

258 

246 

24 

87 


120 

8 

51 

271 

130 

84 

942 

464 

4 

245 

104 

76 

• • • 

54 

430 

173 

72 

20 

28 

• • • 

49 

4 

23 

• • • 

t t • 

50 

20 

4 

11 

16 

•.. 

. .. 

... 

9 

... 

.. . 

. • . 

7 

15 

6 233 

■ 

3 524 

■ 

3 698 

4 169 

1 

4 235 

8 442 

8 466 

4 031 

2.9 


4.0 


3.4 

3.4 


3.2 

3.4 

3.2 

3,2 

3.1 


3.9 


3.7 

3.4 


3.2 

3.5 

3.6 

3.2 

2.8 


4.2 

2.8 

3.2 

3.4 


3.2 

3.3 

2.9 

3.1 

2 119 

1 748 

892 

2 073 

1 078 

1 224 

2 104 

1 326 

2 492 

2 681 

1 251 

425 

212 

26 

305 


106 

215 

93 

287 

263 

81 

612 

472 

144 

611 


314 

406 

400 

691 

842 

384 

401 

359 

178 

463 



444 

328 

499 

612 

299 

336 

303 

241 

351 

227 


471 

288 

418 

488 

263 

177 

189 

177 

191 

141 


326 

148 


277 

138 

92 

106 

80 

as 

61 


156 

44 


127 

64 

46 

58 

29 

34 

28 


50 

13 


36 

18 

30 

49 

17 

33 

20 


36 

12 

83 

36 

4 

2.6 

3.0 

3.9 

2.8 

3.2 


3.5 

3.0 

BO 

2.9 

3,0 

2.7 

3.2 

3.8 

2.9 

3.4 


3.8 

3.2 


3.7 

3.2 

2.3 

3,0 


2.5 

3.0 

3.1 

2.1 

• • • 

■ 

2.7 

2.6 

1 983 

1 495 

831 

1 953 

964 

1 144 

1 750 

1 282 

2 166 

2 406 

1 204 

136 

253 

61 

120 

114 

80 

354 

44 

326 

275 

47 

1 069 

906 

791 

1 276 

562 

837 

1 730 

1 144 

1 265 

930 

953 

158 

129 

109 

126 

126 

287 

708 

208 

161 

308 

150 

253 

238 

327 

212 

155 

132 

505 

363 

300 

170 

262 

403 

354 

355 

454 

175 

249 

488 

480 

493 

318 

404 

255 

185 

... 

484 

106 

169 

29 

93 

311 

134 

137 

1 050 

842 

101 

797 

516 

387 

374 

182 

1 227 

1 751 

298 

470 

474 

79 

280 

352 

221 

275 

131 

670 

1 347 

133 

293 

207 

17 

227 

128 

75 

67 

24 

305 

232 

B2 

233 

102 

5 

202 

28 

72 

28 

27 

165 

140 

64 

54 

59 

• • • 

88 

8 

19 

4 

• • • 

87 

32 

19 

1 033 

725 

659 

1 089 

546 

795 

1 730 

1 101 

1 103 

888 

885 

100 

46 

« • • 

189 

8 

25 

952 

28 

38 

22 

25 

317 

300 

4 

494 

25 

119 

491 

201 

310 

68 

191 

281 

201 

196 

249 

130 

399 

113 

582 

469 

377 

379 

182 

106 

346 

125 

232 

132 

114 

236 

140 

309 

144 

85 

30 

66 

20 

89 

63 

32 

49 

81 

44 

77 

68 

42 

47 

12 

62 

57 

28 

5 

65 

68 

69 

11 400 

10 300 

16 400 

8 400 

16 600 

13 200 

5 000- 

12 900 

11 700 

14 600 

12 900 

1 050 

842 

101 

797 

516 

387 

374 

182 

1 227 

1 751 

298 

3 

3 

• • • 

11 

• f • 

4 

- t t 

t f ♦ 

9 

- T n 

. ^ a 

67 

24 

• • • 

126 

4 

3 

• • t 

15 

34 

8 

22 

388 

164 

• • • 

417 

12 

67 

60 

25 

183 

40 

82 

272 

404 

• • • 

177 

88 

107 

162 

56 

472 

203 

74 

204 

146 

14 

24 

280 

71 

88 

38 

348 

47a 

54 

32 

41 

5 

8 

68 

65 

20 

21 

103 

561 

11 

22 

23 

77 

• • f 

24 

50 

40 

20 

16 

427 

25 

62 

37 

5 

34 

40 

30 

4 

7 

62 

40 

30 

63 

72 

* * * 

52 

88 

80 

77 

• • • 

76 

104 

68 

988 

805 

96 

763 

476 

357 

370 

175 

1 165 

1 711 

268 

45 

53 

. .. 

39 

81 

67 

73 

... 

56 

93 

57 


I 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants: I960—Con. 

[Some data based on sample; median not shown where base is insufiScient; see text. “U” denotes an umncorporated place. Plus (-|-) or 
minus {—) after number indicates median above or below that number] 


Ycax Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Boom 


Year Moved into 
Unit 
Value 
Gross Bent 
Contract Rent 


SUBJECT 

LEXINGTON 
PARK (U) 

MOUNT 

RAINIER 

OWINGS 
MILLS (Ul 

POCOMOKE 

CITY 

RIVEROALE 

RIVIERA 
BEACH (U) 

SEAT 

PLEASANT 

SEVERNA 
PARK- 
ROUND bay 
(U) 

UNI¬ 

VERSITY 

PARK 

WESTERN- 

PORT 

WEST¬ 

MINSTER 

ALL HOUSING UNITS. 

2 148 

3 657 

1 066 

1 349 

1 289 

1 459 

1 503 

1 097 

897 

1 137 

1 992 

YEAR structure BUilT 












1955 TO MARCH 1960 . 

135 

50 

492 

89 

125 

540 

169 

474 

51 

68 

68 

1950 TO 1954 . 

1 113 

79 

189 

175 

166 

247 

742 

186 

227 

71 

105 

1940 TO 1949 . 

845 

2 289 

47 

116 

257 

249 

223 

109 

287 

52 

188 

1939 OR EARLIER.. . . t . 

55 

1 239 

35B 

969 

741 

423 

369 

328 

332 

946 

1 631 

heating equipment 












STEAM OR HOT WATER . 

1 054 

3 273 


231 


458 

819 

298 

430 

338 

1 192 

warm air furnace . ...... 

946 

276 




854 

591 

717 

452 

303 

167 

BUILT-IN ROOM UNITS. 

12 

72 




45 

24 

33 

8 

76 

359 

OTHER means WITH FLUE . 

123 

28 


780 


48 

61 

28 

7 

399 

258 

OTHER MEANS WITHOUT FLUe . 

7 

4 


8 


4 

8 

12 

• • t 

17 

16 

NONE. 

4 

4 


... 


50 

... 

9 

... 

4 

... 

POPULATION 










■ 


population in housing UNITSi 1960. 

6 985 

9 810 

3 604 

3 319 


4 872 

5 358 

3 728 

3 09B 


5 403 

PER OCCUPIED UNIT . 

3.8 

2.7 

3.6 

2.9 


3.7 

3.8 

3.7 

3.5 


2.9 

OWNER .. 

4.0 

3.4 

3.7 

2.B 


3.8 

4.1 

3.8 

3.6 


2,9 

RENTER . 

3.6 

2.5 

3.3 

2.9 


BIKBJ 

3.6 

2.8 

2.5 

IBHuD 

2.8 

ALL OCCUPIED UNITS . 

1 833 

3 569 

1 044 

1 163 

1 235 


1 394 

1 020 

881 

1 103 

1 893 

PERSONS 












1 PERSON... 

97 

671 

54 

218 

149 

49 

72 

77 

54 

129 

335 

2 PERSONS. 

384 

1 244 

255 

378 

310 

301 

271 

215 

242 

326 

652 

3 PERSONS. 

371 

742 

189 

228 

220 

268 

301 

213 

188 

218 

372 

4 PERSONS. 

427 

502 

253 

164 

220 

307 

306 

233 

179 

211 

258 

5 PERSONS. .. 

281 

232 

177 

101 

136 

198 

217 

156 

118 

115 

ISl 

6 PERSONS. 

143 

95 

69 

44 

99 

96 

132 

77 

50 

65 

67 

7 PERSONS. 

66 

41 

28 

16 

60 

49 

55 

26 

23 

19 

31 

8 PERSONS OR MORE. 

62 

42 

19 

14 

41 

32 

40 

23 

27 

20 

27 

MEDIANi 












all occupied ..... . 

3.7 

2.4 

3.6 

2.5 

3.2 

3.6 

3.7 

3.5 

3.3 


2.4 

OWNER. ... . 

3.6 

2.8 

3.9 

2.5 

3.4 

3.7 

4.1 

3.8 

3.6 


2.5 

RENTER . 

3.7 

2.3 

... 

2.7 

2.7 

... 

3.3 

... 

... 


2.4 

PERSONS PER ROOM 












1.00 OR LESS . . . 

1 487 

3 332 

977 

1 084 

1 104 

1 204 

1 094 

978 

865 


1 798 

1.01 OR MORE . 

346 

237 

67 

79 

131 

96 

300 

42 

16 


95 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED . 

376 

924 

902 

590 

943 

1 157 

679 

866 

829 


BBS 

1958 TO MARCH 1960 . 

195 

103 

124 

68 

175 

236 

141 

308 

93 


95 

1954 TO 1957 . 

96 

179 

529 

112 

236 


128 

267 

134 


156 

1940 TO 1953 . 

65 

365 

140 

232 

385 


308 

227 

464 

265 

343 

1939 OR EARLIER. 

20 

277 

109 

178 

147 


102 

64 

138 

220 

291 

RENTER OCCUPIED. 

1 457 

2 645 

142 

573 

292 


715 

154 

52 

435 

1 OOB 

1958 TO MARCH 1960 . 

1 150 

1 275 

61 

240 

152 


482 

84 

24 

218 

493 

1954 TO 1957 .. 

190 

866 

36 

160 

96 


163 

36 

19 

69 

224 

1940 TO 1953 . 

112 

496 

25 

119 

36 


54 

22 

4 

121 

226 

1939 OR EARLIER. 

5 

8 

20 

54 

8 


16 

12 

5 

27 

65 

VALUE 












OWNER OCCUPIED . 

275 

886 

882 

586 

901 

1 137 

659 

862 

829 

635 

778 

LESS THAN $5i000 . 

7 

8 

20 

124 

• • < 

4 

17 

16 

• • • 

104 

39 

$5,000 TO $9,900 . 

80 

142 

323 

2B2 

74 

89 

117 

32 

t • • 

275 

266 

$10,000 TO $14,900 . 

158 

588 

394 

lie 

564 

621 

373 

28 

25 

183 

256 

$15,000 TO $19,900 . 

14 

134 

105 

39 

207 

309 

121 

175 

183 

53 

116 

$20,000 TO $24,900 .. 

16 

12 

26 

11 

40 

90 

12 

288 

297 

16 

41 

S2S.000 OR MORE . 

t t • 

4 

12 

12 

16 

24 

19 

323 

324 

4 

56 

MEDIAN . dollars . 

10 900 

12 000 

10 900 

7 800 

13 600 


12 700 

23 100 

23 500 

9 000 

11 200 

GROSS RENT 












RENTER OCCUPIED . 

1 457 

2 645 

142 

573 

292 


715 

154 

52 

435 

1 006 

LESS THAN $20 . 

f - - 

1 ■ • 

. , ^ 

4 



t f f 

ft* 

- f - 

a • . 

4 

$20 TO $39 . 

4 

t t t 

5 

71 



, , , 

4 

5 

56 

78 

$40 TO $59 . 

188 

36 

22 

191 



4 

8 

4 

226 

293 

$60 TO $79 . 

396 

895 

37 

173 



238 

15 

f • • 

99 

353 

$80 TO ... 

611 

1 433 

21 

70 

60 


376 

8 

5 

16 

148 

$100 TO $119 . 

139 

152 

20 

20 

32 


40 

47 

4 

4 

51 

$120 OR MORE . 

106 

113 

16 

12 

56 

46 

49 

44 

29 

• • t 

40 

NO CASH RENT ... 

13 

16 

21 

32 

4 

5 

8 

28 

5 

34 

41 

MEDIAN . DOLLARS . 

84 

85 

. .. 

60 

81 


83 

... 

... 

54 

64 

CONTRACT RENT 












RENTER OCCUPIED. ........... 

1 444 

2 629 

121 

541 

2B8 


707 

126 

47 

401 

967 

MEDIAN . dollars . 

82 

84 

... 

38 

75 


82 

... 

... 

37 

50 
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Table 27. —Selected Characteristics of Housing Units, for Places of 1,000 to 2,500 Inhabitants: I960 

[Some data based on sample; average not shown where base is insufficient; see text. “U" denotes an unincorporated place] 


ALL HOUSING UNITS BY CONDITION AND PLUMBING 


PLACE 


SOUND 


deteriorating 


TOTAL 


TOTAL 


WITH 

ALL 

PLUMB¬ 

ING 

FA¬ 

CILI¬ 

TIES 


lack¬ 
ing 
SOME 
OR all 
FA¬ 
CILI¬ 
TIES 


TOTAL 


WITH 

ALL 

PLUMB 

ING 

FA¬ 

CILI¬ 

TIES 


LACK¬ 
ING 
SOME 
OR ALL 
FA¬ 
CILI¬ 
TIES 


DILAP¬ 

IDATED 


BERLIN . 

BERWYN HEIGHTS . 

BOONSBORO. 

BOWIE. 

CENTREVILLE. .. 

CHESAPEAKE CITY. 

CHEVY CHASE. 

chevy CHASE SECTION FOUR 

CLINTON (Ul. 

COLMAR MANOR . 


766 

646 

412 

269 

679 

357 

633 

620 

404 

550 


504 

615 

292 

222 

419 

256 

631 

611 

322 

452 


476 

614 

269 

170 

379 

222 

630 

611 

316 

441 


26 

1 

23 

52 

40 

34 

1 

6 

11 


143 

28 

110 

31 

165 

75 

2 

9 

41 

90 


80 

27 

50 

7 

129 

27 

2 

9 

25 

85 


63 

1 

60 

24 

36 

48 


119 

3 

10 

16 

95 

26 


16 41 

5 8 


cottage CITY . 

CRESAPTOWN (U) . . . . . 

DELMAR . 

DENTON . 

EDGEWOOD (U) . 

EDMONSTON. 

EMMITSBURG . 

FAIRMOUNT HEIGHTS. . . .1 

FE0ERALS8URG . 

FRUITLAND.. . .1 


350 

539 

448 

690 

611 

300 

421 

519 

737 

370 


342 

269 

338 

491 

326 

234 

414 

303 

480 

263 


342 

260 

322 

474 

315 

230 

358 

272 

433 

222 


.. 

7 

7 

9 

202 

174 

16 

103 

76 

17 

149 

90 

11 

210 

203 

4 

58 


56 

6 

1 

31 

133 

91 

47 

209 

117 

41 

87 

35 


28 

27 

59 

7 

7 

5 

42 

92 

52 


1 

68 

7 
50 
75 

8 
1 

83 

48 

20 


GLENARDEN. 

GREEN HAVEN (U). 

GREENSBORO . 

HANCOCK. 

HURLOCK. 

KENSINGTON . 

LANDOVER HILLS . 

LA PLATA . 

LEONARDTOWN. ...... 

LONACONING . 


285 

397 

430 

647 

399 

597 

461 

378 

337 

731 


204 

355 

188 

377 

322 

589 

458 

291 

260 

627 


145 
215 
176 
347 
280 
588 
458 
268 
257 
503 j 


59 

140 

12 

30 

42 

1 

3 

3 

124 


31 

25 

224 

208 

70 

7 

3 

77 

53 

90 


6 

11 

164 

136 

14 

6 

3 

57 

47 

32 


25 

14 

60 

72 

56 

1 

20 

6 

58 


50 

17 

18 
62 

7 

1 

’lo 

24 

14 


MANCHESTER . 

MIDDLETOWN ....... 

MORNINGSIDE. 

MOUNT AIRY . 

MOUNT SAVAGE (U) . . . . 

NORTH EAST . 

OAKLAND. 

ODENTON tU). 

OLIVER BEACH-TWIN RIVER 

BEACH (U) . 

ORCHARD BEACH (U). . . . 


374 

366 

392 

436 

498 

484 

632 

551 


317 

339 

365 

395 

398 

370 

565 

250 


266 

306 

365 

361 

352 

310 

540 

235 


579 

608 


474 

414 


407 

371 


51 

33 

34 
46 
60 
25 
IS 


47 

29 

27 

39 

«^7 

91 

54 

250 


27 

10 

27 

20 

32 

45 

45 

204 


20 

19 

19 

35 

46 

9 

46 


67 94 

43 113 


60 

65 


34 

48 


10 


2 

33 

23 

13 

51 

11 

81 


POTOMAC PARK (U) . . . . 

PRINCESS ANNE. 

ROCK HALL. 

ST MICHAELS. 

SAVAGE (U) . 

SNOW HILL. 

somerset . 

SYKESVILLE . 

TANEYTOWN. 

THURMONT . 


304 

456 

393 

571 

403 

795 

384 

369 

561 

698 


259 

362 

384 

394 

344 

709 

383 

235 

480 

521 


256 

317 

295 

354 

331 

546 

379 

229 

423 

502 


3 
45 
89 
40 
13 

163 

4 
6 

57 

19 


40 

66 

6 

147 

49 

36 

1 

71 

78 

156 


34 

19 

3 

63 

36 

6 

1 

53 

27 

123 


6 

49 

5 

84 

13 

30 

IB 

51 

33 


5 

26 

1 

30 

10 

50 

63 

3 

21 


WALDORF (U). 

WALKERSVILLE . 

WILLIAMSPORT ...... 

WOODLAND BEACH (U) . . . 


305 

347 

611 

043 


281 

346 

264 

841 


233 

323 

221 

663 


48 

23 

43 

178 


19 

1 

338 

153 


18 

1 

123 

47 


5 

9 

49 


OCCUPIED HOUSING UNITS 


POPU¬ 

LATION 

IN 

HOUSING 

UNITS 

OWNER OCCUPIED 

RENTER OCCUPIED 

TOTAL 

AVERAGE 

VALUE 

(DOL¬ 

LARS! 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

TOTAL 

AVER¬ 

AGE 

GROSS 

RENT 

(DOL¬ 

LARS) 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

2 

028 

Bll 

B 000 

1 

279 

57 

4.6 

2 

376 


15 500 


31 



1 

180 


9 000 


139 

hb 

4.9 

1 

072 

178 

• • • 


79 


5.3 

1 

852 

348 

11 000 


286 

62 

4.6 

1 

095 

183 

• ft 

■I a 

138 

• • • 

5.1 

2 

405 

571 

36 000 

8.9 

50 

• • t 

7.5 

2 

243 

560 

30 000 

8.0 

55 

• • • 

7.7 

1 

578 

304 

15 500 

5.9 

81 

W • • 

5.1 

1 

772 

340 

10 500 

5.6 

192 

» • • 

4.2 

1 

099 

250 

11 500 

5.9 

88 

• • • 

4.3 

1 

680 

354 

7 000 

5.4 

151 

• • • 

4.5 

1 

291 

300 

6 500 

6.9 

122 

• • • 

5.7 

1 

931 

316 

10 500 

6.9 

312 

55 

4.9 

1 

646 

109 

t • • 

5.3 

372 

77 

3.9 

1 

197 

223 

11 500 

5.6 

72 

• • • 

4.6 

1 

356 

235 

7 500 

6.5 

164 

• • • 

4.7 

2 

252 

302 

9 500 

5.9 

201 

72 

4.2 

2 

060 

383 

8 OOO 

6.2 

303 

57 

4.9 

1 

140 

198 

... 

5.6 

155 


4.5 

1 

311 

20B 

11 000 

5.3 

59 


4.8 

1 

295 

224 

7 500 

5.2 

107 


4.2 

1 

140 

268 

6 500 

5.9 

127 


4.9 

1 

971 

366 

7 500 

6.1 

246 

59 

4.5 

1 

000 

254 

9 500 

6.1 

106 


4.7 

2 

100 

445 

20 000 

6.7 

138 


4.9 

1 

845 

422 

12 500 

5.8 

30 


• • • 

1 

183 

216 

• • t 

6.5 

138 


4.3 

1 

219 

167 

« • • 

6.8 

159 


4.3 

2 

077 

356 

6 000 

6.4 

338 

40 

' 5.0 

1 

066 

234 

9 500 

6.2 

116 


4.5 

1 

036 

250 

12 000 

6.6 

93 


4.6 

|^■l 

708 

313 

12 000 

5.2 

65 


4.7 

1 

352 

315 

13 000 

6.1 

109 


4.7 

1 

639 

347 

7 000 

6.4 

132 


5.2 

1 

611 

266 

9 500 

6.2 

188 


4.8 

1 

852 

347 

12 000 

6.3 

245 

57 

4.6 

1 

914 

226 

... 


291 

72 

4.0 

1 

426 

371 

11 500 


47 


• • • 

1 

685 

342 

10 500 

Wm 

132 


4.2 

1 

016 

241 

a 500 

5.3 

56 


4.2 

1 

327 

276 

10 500 

6.8 

157 


4.8 

1 

073 

284 

8 000 

5.8 

74 


4.9 

1 

484 

311 

7 500 

6.0 

195 


4.6 

1 

341 

229 

14 000 

5.7 

153 


4.0 

2 

273 

426 

8 000 

6.3 

329 

47 

4.6 

1 

444 

354 

34 000 

7.9 

28 

• • • 

• • • 

1 

170 

201 

• • • 

5.9 

146 

• * • 

4.5 

1 

519 

240 

13 000 

6.4 

296 

60 

4.9 

1 

998 

422 

11 000 

6.2 

212 

67 

5.0 

1 

048 

173 

• • • 

6.1 

116 

• • • 

3.9 

1 

020 

229 

12 000 

6.2 

104 

• 9 • 

5.3 

1 

758 

261 

9 000 

6.0 

318 

51 

4.7 

1 

839 

427 

11 000 

5.2 

121 

... 

4.4 


1.01 

OR 

MORE 

PER¬ 

SONS 

PER 

ROOM 

OCCU¬ 

PIED 

BY 

NON¬ 

WHITE 

AVAIL¬ 

ABLE 

VACANT 

HOUS¬ 

ING 

UNITS 

64 

166 

25 

54 

1 

17 

20 

■n 

6 

57 


1 

49 


22 

26 


14 

4 

4 

7 

6 

6 

2 

51 

54 

7 

42 

... 

13 

26 

2 

9 

53 

• • « 

13 

12 

2 

15 

54 

133 

39 

92 

57 

76 

45 

16 

3 

37 

6 

12 

135 

502 

1 

51 

128 

40 

36 

70 

13 

95 

265 

12 

66 

t » • 

19 

18 

27 

20 

58 

12 

16 

15 

46 

5 

26 

1 

6 

40 

1 

8 

25 

11 

14 

37 

22 

8 

46 

1 

8 

13 

• 1 • 

5 

14 

5 

6 

86 

1 

8 

26 

« • • 

4 

37 

• • • 

7 

57 

26 

20 

43 

« t « 

22 

101 

18 

14 


31 

51 


10 

14 


22 

30 

15 

41 

48 

62 

1 

37 

30 

37 


98 

9 

171 


240 

3 

21 

3 

1 


2 

3 

3 

33 

10 

23 

1 

7 

16 

31 


45 25| 11 

10 2 

42 13 

64 4 


215 

106 


13 

23 

34 

























































































































































22-54 


State and Small Areas 


Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMS As: I960 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

ALLEGANY 

CALVERT 

CAROLINE 

CECIL 

CHARLES 

DORCHESTER 


GARRETT 

ALL HOUSING UNITS. 

27 165 

5 978 

6 708 

14 730 

9 286 

10 519 

21 443 

7 197 

tenurei color, and vacancy status 









OCCUPIED . 

25 943 

3 777 

6 030 

12 030 

7 740 

9 041 

20 092 

5 520 

OWNER OCCUPIED ............. 

16 202 

2 490 

4 015 

7 601 

5 151 

5 481 

12 744 

4 032 

WHITE.. . . . 

16 059 

1 855 

3 536 

7 234 

4 048 

4 452 

12 248 

4 032 

nonwhite.. . . . . 

143 

635 

479 

367 

1 103 

1 029 

496 

t • » 

RENTER OCCUPIED. 

9 741 

1 287 

2 015 

4 429 

2 589 

3 560 

7 348 

1 488 

WHITE. 

9 597 

725 

1 461 

4 141 

1 672 

2 096 

6 640 

1 488 

NONWHITE . 

144 

562 

554 

286 

917 

1 464 

708 

... 

VACANT . 

1 222 

2 201 

678 


1 546 

1 478 

1 351 

1 677 

YEAR ROUND . 

958 

778 

567 


871 

879 

989 

394 

SOUND OR DETERIORATING . 

791 

688 

450 

s J 

774 

706 

823 

279 

AVAILABLE. 

438 

107 

260 

556 

472 

318 

404 

109 

FOR SALE only... 

105 

3B 

56 

147 

68 

60 

136 

23 

FOR RENT . 

333 

69 

204 

409 

404 

258 

268 

86 

RENTED OR SOLD. AWAITING OCCUPANCY . 

71 

19 

42 

35 

84 

51 

137 

39 

HELD FOR OCCASIONAL USE. 

42 

412 

84 

396 

40 

135 

119 

74 

HELD FOR OTHER REASONS . 

240 

150 

64 

117 

178 

202 

163 

57 

dilapidated. 

167 

90 

117 

83 

97 

173 

166 

115 

SEASONAL . 

264 

1 423 

111 

1 513 

675 

599 

362 

1 283 

CONDITION AND PLUMBING 









ALL UNITS. 

27 165 

5 978 

6 708 

14 730 

9 286 

10 519 

21 443 

7 197 

SOUND.. . 

2l 558 

4 808 

4 089 

11 913 

7 146 

7 454 

16 615 

4 571 

WITH ALL PLUMBING FACILITIES . 

19 362 

3 535 

3 309 

10 066 

5 806 

5 192 

14 062 

3 725 

LACKING ONLY HOT WATER . 

111 

154 

94 

162 

90 

205 

247 

70 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 085 

1 119 

686 

1 685 

1 250 

2 057 

2 306 

776 

DETERIORATING. 

4 352 

656 

1 900 

1 936 

1 498 

2 124 

3 510 

2 109 

WITH ALL PLUMBING FACILITIES . 

2 657 

180 

843 

1 038 

521 

510 

1 620 

776 

LACKING ONLY HOT WATER . 

53 

15 

65 

78 

41 

83 

96 

62 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 642 

661 

992 

820 

936 

1 531 

1 794 

1 271 

DILAPIDATED. 

1 255 

314 

719 

881 

642 

941 

1 318 

517 

vacant available for sale. 

105 

38 

56 

147 

68 

60 

136 

23 

WITH ALL PLUMBING FACILITIES . 

85 

27 

35 

116 

49 

35 

105 

16 

vacant AVAILABLE FOR RENT. 

333 

69 

204 

409 

404 

258 

268 

86 

WITH ALL PLUMBING FACILITIES . 

227 

42 

112 

332 

323 

107 

162 

43 

ALL HOUSING UNITS. 

27 165 

5 978 

6 708 

14 730 

9 286 

10 519 

21 443 

7 197 

WATER SUPPLY 








im 

HOT AND COLO PIPED WATER INSIDE STRUCTURE, 

24 025 

3 892 

4 523 

11 842 

6 609 

6 258 

17 212 

4 955 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 832 

401 

826 

1 430 

338 

2 014 

2 018 

921 

PIPED water OUTSIDE STRUCTURE. ...... 

259 

29 

142 

145 

42 

184 

232 

256 

NO PIPED WATER . 

1 049 

1 656 

1 217 

1 313 

2 297 

2 063 

1 981 

1 065 

toilet facilities 









FLUSH toilet, EXCLUSIVE USE. 

23 542 

4 018 

4 629 

12 167 

6 549 

7 146 

17 176 

4 961 

FLUSH TOILET. SHARED.. > • . 

784 

30 

46 

145 

86 

311 

352 

160 

OTHER TOILET FACILITIES OR NONE. 

2 839 

1 930 

2 033 

2 418 

2 651 

3 062 

3 915 

2 076 

BATHING FACILITIES 









bathtub or shower, exclusive use . 

22 761 

3 925 

4 402 

11 597 

6 518 

6 088 

16 321 

4 714 

BATHTUB OR SHOWER. SHARED. 

765 

63 

49 

132 

86 

115 

367 

169 

NO bathtub or shower . 

3 639 

1 990 

2 257 

3 001 

2 682 

4 316 

4 755 

2 314 

ROOMS 









1 ROOM . 

249 

68 

103 

123 

150 

573 

20?. 

58 

2 ROOMS. 

624 

186 


307 

296 

346 

440 

194 

3 ROOMS. 

2 517 

573 


1 439 

892 

757 

1 564 

601 

4 ROOMS. 

4 759 

1 395 


3 270 

2 548 

2 453 

3 293 

1 617 

5 ROOMS.. 

5 771 

1 340 

1 312 


1 858 

2 077 

4 317 

1 348 

6 ROOMS. 

8 274 

1 163 

1 623 


1 874 

2 338 

5 636 

1 576 

7 ROOMS. 

2 729 

674 

861 


862 

1 005 

2 606 

804 

a ROOMS OR MORE. ... 

2 242 

579 

949 


806 

970 

3 385 

999 

MEDIAN! 









ALL UNITS. 

5.4 

5.1 

5,5 

5.1 

4.9 

5.0 

5.7 

5.3 

OWNER OCCUPIED . 

5.8 

5.6 

5.9 

5.7 

5.3 

5.7 

6.0 

5.9 

RENTER OCCUPIED. . . . 

4.6 

4.7 

4.8 


4.5 

4.3 

4.9 


UNITS IN STRUCTURE 








■■ 


22 115 

5 844 

6 344 

12 129 

8 098 

9 418 

18 387 



2 421 

10 

129 

425 

72 

420 

1 003 


3 AND .. 

1 318 

5 

43 

397 

111 

260 

892 


5 TO 9.. 

690 

5 

37 

177 

103 

186 

503 

45 

10 OR MORE.. 

425 

5 

• • • 

784 

396 

145 

407 

11 

TRAILER! ON PERMANENT FOUNDATION. 

32 

16 

45 

114 

56 

26 

37 

6 

mobile . 

164 

93 

110 

704 

450 

64 

214 

94 

YEAR STRUCTURE sUILT 









1959 TO MARCH 1960 . . . 

540 

175 

116 

464 

586 

231 

657 

190 

1955 TO 1958 . 

1 322 

513 

438 

1 709 

1 277 

651 

1 720 

510 

1950 TO 1954 .. . 

1 467 

741 

475 

2 791 

1 479 

1 035 

1 958 

827 

1940 TO 1949 . 

3 133 

1 473 

763 

2 337 

2 136 

1 260 

1 984 

1 185 

1930 TO 1939 . 

3 320 

1 053 

634 

1 531 

1 124 

1 248 

1 388 

771 

1929 OR EARLIER. 

17 383 

2 023 

4 282 

5 898 

2 664 

6 094 

13 736 

3 714 

BASEMENT 









basement . 

21 977 

1 727 

1 829 

8 233 

1 856 

1 106 

17 849 

4 235 

CONCRETE SLAB. 

910 

823 

953 

1 202 

1 700 

1 804 

1 116 

566 

OTHER.. . 

4 278 

3 428 

3 926 

5 295 

5 730 

7 609 

2 478 

2 396 














































































































Maryland 


22-56 


Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties Outside SMSA's: 1960—Con. 

[Some data baaed on eample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

HARFORD 

KENT 

QUEEN ANNES 

ST MARYS 

SOMERSET 

TALBOT 

Washington 

WICOMICO 

WORCESTER 

ALL HOUSING UNITS. 

22 489 

5 776 

5 901 

11 218 

6 964 

7 917 

29 091 

16 020 

9 852 

TENUREi COLORi AND VACANCY STATUS 


nnm 








OCCUPIED . 

20 357 


4 901 

8 915 

5 793 

6 768 

27 200 

14 640 

7 249 

OWNER occupied . 

12 388 


3 061 

4 652 

4 104 

4 208 

16 239 

9 477 

4 398 

WHITE.. . 

11 609 


2 502 

3 962 

3 112 

3 456 

16 lOl 

8 327 

3 611 

nonwhite . 

779 

541 

559 

690 

992 

752 

138 

1 150 

787 

RENTER occupied. 

7 969 

1 605 

1 840 

4 263 

1 689 

2 560 

ID 961 

5 163 

2 851 

WHITE. 

6 959 

1 115 

1 218 

3 527 

899 

1 695 

10 547 

3 558 

1 640 

NONWHITE . 

1 010 

490 

622 

736 

790 

865 

414 

1 605 

1 211 

VACANT . 

2 132 

1 177 

1 000 

2 303 

1 171 

1 149 

1 891 


2 603 

YEAR ROUND . 

1 765 

642 

608 

1 272 

719 

738 



705 

SOUND OR DETERIORATING . 

1 448 

591 

499 

1 136 

538 

647 



574 

AVAILABLE.-. 

918 

133 

145 

594 

156 

267 



381 

FOR sale only. 

254 

44 

42 

45 

44 

97 



40 

FOR RENT.. . 

664 

89 

103 

549 

112 

170 

635 


341 

RENTED OR SOLOf AWAITING OCCUPANCY . 

120 

24 

15 

14 

32 

59 

100 


13 

HELD FOR OCCASIONAL USE. 

51 

271 

212 


176 

103 

44 


93 

HELD FOR OTHER REASONS ..... i . 

359 

163 

127 


174 

218 

215 

186 

87 

DILAPIDATED. 

317 

51 

109 


IBI 

91 

214 

179 

131 

SEASONAL . 

367 

535 

392 

1 031 

452 

411 

483 

300 

1 898 

CONDITION AND PLUMBING 










ALL UNITS. 

22 489 

5 776 

5 901 

11 218 

6 964 

7 917 

29 091 

16 020 

9 852 

SOUND. 

17 809 

4 606 

3 993 

8 865 

4 887 

6 137 

22 275 

12 229 

7 207 

WITH ALL PLUMBING FACILITIES . 

16’ 527 

3 532 

3 003 

7 701 

2 943 

5 191 

19 034 

10 487 

6 025 

LACKING ONLY HOT WATER . 

118 

74 

44 

111 

107 

38 

221 

203 

72 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 164 

1 000 

946 

1 053 

1 837 

908 

3 020 

1 539 

1 110 

DETERIORATING... 

3 264 

901 

1 256 

1 453 

1 514 

1 301 

5 480 

2 607 

1 591 

WITH ALL PLUMBING FACILITIES . . 

2 000 

217 

468 

538 

ISO 

506 

2 959 

993 

429 

LACKING ONLY HOT WATER . 

103 

20 

21 

49 

29 

46 

187 

123 

68 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 161 

664 

767 

866 

1 335 

749 

2 334 

1 491 

1 094 

DILAPIDATED. 

1 416 

269 

652 

900 

563 

479 

1 336 

1 184 

1 054 

VACANT AVAILABLE FOR SALE. . . 

254 

44 

42 

45 

44 

97 

200 

178 

40 

WITH ALL plumbing FACILITIES . 

238 

33 

29 

36 

22 

75 

161 

156 

29 

VACANT AVAILABLE FOR RENT. 

664 

89 

103 

549 

112 

170 

635 

396 

341 

WITH ALL PLUMBING FACILITIES ....... 

552 

58 

54 

489 

37 

109 

426 

229 

219 

ALL HOUSING UNITS. 

22 489 

5 776 

5 901 

11 218 

6 964 

7 917 

29 091 

16 020 

9 852 

water supply 


H 








HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

19 419 


3 833 

8 562 

3 456 

6 030 

24 131 

12 144 

6 753 

only COLO PIPED water INSIDE STRUCTURE . , 

1 176 


471 

523 

884 

747 

2 366 

1 638 

969 

PIPED WATER OUTSIDE STRUCTURE. 

317 


216 

108 

56 

45 

303 

85 

126 

NO PIPED WATER . 

1 577 


1 381 

2 025 

2 568 

1 095 

2 291 

2 153 

2 004 

TOILET FACILITIES 










FLUSH TOILET, EXCLUSIVE USE. 

19 411 

4 106 

3 672 

B 617 

3 360 

6 156 

23 778 

12 664 

7 054 

FLUSH TOILET, SHARED . 

344 

78 

39 

29 

71 

101 

780 

263 

40 

OTHER TOILET FACILITIES OR NONE. 

2 734 

1 592 

2 190 

2 572 

3 533 

1 660 

4 533 

3 093 

2 758 

BATHING facilities 










BATHTUB OR SHOWER, EXCLUSIVE USE . 

19 226 

3 898 

3 593 

8 539 

3 249 

5 860 

22 859 

11 978 

6 683 

BATHTUB OR SHOWER, SHARED. 

323 

44 

43 

29 

72 

44 

741 

259 

36 

NO bathtub or SHOWER ... . 

2 940 

1 834 

2 265 

2 650 

3 643 

2 013 

5 491 

3 783 

3 133 

ROOMS 










1 ROOM . 

500 

109 

168 

232 

321 

115 

417 

323 

477 

2 ROOMS. 

944 

256 

304 

512 

223 

197 

730 

440 

539 

3 ROOMS. 

2 114 

479 

384 

1 376 

398 

549 

3 145 

9B6 

971 

4 ROOMS. 

4 709 

996 

1 027 

3 100 

1 193 

1 487 

5 274 

3 165 

2 062 

5 ROOMS.. . 

5 154 

1 129 

1 216 

2 344 

1 4BL 

1 567 

5 950 

3 701 

1 829 

6 ROOMS. 

4 526 

1 215 

1 256 

1 804 

1 631 

1 704 

7 784 

3 526 

2 007 

7 ROOMS. 

2 281 

705 

759 

871 

855 

1 052 

2 894 

2 ISO 

1 062 

8 ROOMS OR more. 

2 261 

887 

787 

979 

862 

1 246 

2 897 

1 729 

905 

MEDIANI 










ALL UNITS.. 

5.1 

5.4 

5.4 

4.7 

5.4 

5.5 

5.3 

5*3 

5*0 

OWNER OCCUPIED . 

5.7 

5.9 

5.8 

5.5 

5.9 

6.0 

5.7 

5.8 

5.9 

RENTER OCCUPIED. 

4.3 

4.8 

5.0 

4.2 

4.5 

4.7 

4.5 

4.5 

4.6 

UNITS IN STRUCTURE 











17 579 

5 341 

5 390 

8 714 

6 230 

7 282 

23 833 

14 419 

8 952 


72S 

92 

174 

284 

265 

288 

1 773 

562 

332 

3 and .. 

806 

66 

61 

333 

109 

153 

1 529 

354 

153 

5 TO .. 

1 548 

91 

182 

1 180 

79 

117 

1 087 

195 

39 

10 OR MORE. 

913 

25 

5 

73 

221 

25 

469 

277 

247 

TRAILERi ON PERMANENT FOUNDATION. 

155 

24 

18 

54 

B 

4 

64 

76 


mobile. 

763 

137 

71 

580 

52 

48 

336 

137 

101 

YEAR STRUCTURE BUILT 










1959 TO MARCH 1960 .' . . 

1 104 

122 

205 

423 

76 

178 

589 

505 

650 

1955 TO 1958 . • 

3 025* 

442 

489 

1 334 

1B6 

544 

2 763 

1 60B 

928 

1950 TO 1954 .1 i 

4 OW 

658 

650 

2 649 

4B4 

889 

3 000 

2 058 

916 

1940 TO 1949 .. . . . 

4 4B0 

621 

676 

3 140 

697 

947 

3 162 

2 419 

1 291 

1930 TO 1939 ... 

1 832 

381 

486 

1 120 

976 

723 

2 289 

2 038 

1 067 


7 384 

3 552 

3 395 

2 552 

4 545 

4 636 

17 288 

7 392 

5 000 

BASEMENT 










basement.’.. . 

13 425 

2 086 

1 694 

1 699 

663 

1 952 

24 674 

4 843 

1 231 

CONCRETE SLAB. .............. 

2 397 

768 

542 

2 448 

494 

1 079 

979 

2 158 

1 457 

OTHER. 

6 667 

2 922 

3 665 

7 071 

5 807 

4 886 

3 438 

9 019 

7 164 










































































































22-56 


State and Small Areas 


Table 29. —Occupancy Characteristics, Heating Equipment, and Type oe Fuel, for Counties 

Outside SMS As: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year jitoved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

ALLEGANY 

CALVERT 

CAROLINE 

CECIL 

CHARLES 

DORCHESTER 

FREDERICK 

GARRETT 

ALL HOUSING UNITS. 

27 165 

5 978 

6 708 

■■ 

9 286 

10 519 

21 443 

7 197 

heating equipment 









STEAM OR HOT WATER . . , , , . 

7 708 

672 

843 

3 703 

1 679 

1 457 

8 433 

1 056 

Warm air furnace . . . 

10 SOB 

528 

417 

3 406 

1 737 

368 

3 986 

2 131 

FLOOR1 WALLi OR PIPELESS FURNACE . 

1 497 

565 

937 

1 268 

768 

1 077 

1 782 

435 

BUILT-IN ELECTRIC UNITS. 

36 

20 

8 

20 

48 

15 

36 

6 

OTHER MEANS WITH FLUE. 

6 349 

3 285 

4 362 

4 725 

4 759 

7 155 

6 828 

3 417 

OTHER MEANS WITHOUT FLUE . 

487 

72 

102 

698 

190 

133 

209 

100 

NONE. 

285 

836 

39 

910 

105 

314 

169 

50 

POPULATION 



im 






population in HOUSING UNITSt I960. . . . . 

84 089 

15 437 


43 842 

31 690 

28 756 

69 125 

19 907 

PER OCCUPIED UNIT.. 

3.2 

4.1 


3.6 

4.1 

3.2 

3.4 

3.6 

OWNER. 

3.4 

3.8 

3. 1 

3.5 

4.0 

3.2 

3.4 

3.7 

RENTER . 

3.0 

4.7 

3.4 

3.6 

4.3 

3.2 

3.5 

3.4 

POPULATION IN DWELLING UNITSi 1950 .... 

88 586 

12 041 

IB 114 

30 896 

23 108 

26 984 

59 424 

21 155 

PER occupied UNIT. 

3.5 

4.0 

3.3 

3.6 

4.2 

3.4 

3.6 

3.9 

ALL OCCUPIED UNITS . 

25 943 

3 777 

6 030 

12 030 

7 740 

9 041 

20 092 

5 520 

PERSONS 









1 PERSON . 

3 213 

365 

B79 

995 

565 

1 328 

2 013 


2 PERSONS. 

7 308 

908 

1 901 

2 832 

1 609 

2 894 

5 420 


3 PERSONS. 

5 586 

595 

1 080 

2 574 

1 402 

1 765 

4 220. 


4 PERSONS. 

4 515 

626 

B49 

2 238 

1 334 

1 256 

3 464 


5 PERSONS. 

2 662 

428 

573 

1 603 

1 120 

779 

2 372 


6 PERSONS. 

1 490 

292 

376 

879 

659 

494 

1 366 

SI 

7 PERSONS. 

655 

180 

159 

479 

422 

170 

647 


B PERSONS OR MORE. 

514 

383 

213 

430 

629 

355 

590 


MEDIAN! 









ALL OCCUPIED . 

2.9 

3.5 

2.7 

3.4 

3.7 

2.7 

3.1 


OWNER. 

3.0 

3.2 

2.6 

3.2 

3.7 

2.7 

3.1 

3.3 

RENTER.. 

2.8 

4.3 

3.0 

3.6 

3.9 

2,7 

3.1 

3.0 

PERSONS PER ROOM 









1.00 OR LESS . 

23 B54 

2 929 

5 490 

10 328 

6 .016 

8 027 

18 350 

4 861 

1.01 OR MORE . 

2 089 

848 

540 

1 702 

1 724 

1 014 

1 742 

659 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED . 

16 202 

2 490 

4 015 

7 601 

5 151 

5 481 

12 744 

4 032 

195B TO MARCH 1960 . 

2 172 

468 

440 

1 528 

1 237 


2 074 

494 

1954 TO 195? . 

2 903 

464 

791 

1 974 

1 260 


2 568 

737 

1940 TO 1953 . 

6 295 

933 

1 676 

2 676 

1 791 


4 630 

1 563 

1939 OR EARLIER. 

4 832 

625 

1 108 

1 423 

863. 

1 696 

3 472 

1 238 

RENTER OCCUPIED. 

9 741 

1 287 

2 015 

4 429 

2 589 

3 560 

7 348 

1 488 

1958 TO MARCH 1960 . 

3 768 

603 

897 

2 593 

1 368 

1 177 

3 466 

686 

1954 TO 1957 . 

2 599 

330 

526 

963 

516 

948 

1 711 

378 

1940 TO 1953 .. 

2 389 

266 

440 

620 

474 

1 042 

1 462 

271 

1939 OR EARLIER. 

985 

88 

152 

253 

231 

393 

709 

153 

HEATING FUEL 









UTILITY GAS. 

10 23B 

• • • 

• • • 

249 


56 

937 

643 

FUEL OIL. KEROSENE. ETC. 

941 

2 622 

4 404 

10 098 

5 712 

6 983, 

12 651 

375 

coal or coke . 

14 084 

121 

374 

840 

59 

386 

4 656 

4 354 

WOOD .... . 

268 

915 

1 082 

471 

1 807 

1 403 

1 388 

40 

ELECTRICITY. .... . 

21 

19 

18 

17 

84 

19 

41 

68 

BOTTLED, tank. OR LH GAS . 

253 

58 

112 

273 

78 

138 

275 

40 

OTHER FUEL . 

37 

20 

23 

61 

• • • 

16 

60 

1 • • 

NONE. 

101 

22 

17 

21 

... 

40, 

64 

... 

WATER HEATING FUEL 









UTILITY GAS. ... 

17 373 

... 

40 

949 

88 

908 

941 

1 174 

electricity. 

3 566 

1 553 

1 200 

4 612 

2 713 

1 400 

7 387 

1 709 

coal or coke . 

701 

• • • 

35 

169 

• • • 

85 

1 584 

467 

WOOD. 

59 

45 

191 

20 

61 

18 

141 

20 

BOTTLED. TANK. OR Lp GAS . 

1 018 

622 

1 636 

1 604 

1 600 

1 768 

1 153 

244 

FUEL OIL. KEROSENE. ETC. 

59 

271 

1 057 

2 596 

1 158 

1 570 

5 302 

• 9 • 

OTHER FUEL.... 

59 

• •• 

41 

• • • 

# t » 


39 

• • • 

NONE ... 

3 108 

1 286 

1 630 

2 080 

2 120 

3 292 

3 545 

1 906 

COOKING FUEL 









UTILITY GAS. 

13 803 

37 

86 

1 114 

229 

1 542 

1 080 

1 122 

ELECTRICITY.. 

8 903 

1 587 

1 461 

4 748 

2 171 

2 176 

13 077 

1 773 

BOTTLED. TANK. OR LP GAS . 

2 303 

1 385 

3 3B1 

5 773 

4 047 

3 409 

3 917 

1 270 

FUEL OIL. KEROSENE. ETC. 

57 

• • • 

231 

184 

42 

252 

598 

24 

COAL OR COKE . 

532 


17 

20 

19 

81 

390 

979 

WOOD. 

325 

748 

831 

171 

1 193 

1 565 

913 

332 

OTHER FUEL . 



23 


• t • 


81 

• •• 

NONE ..... . 

20 

20 

... 

20 

39 

16 

36 

20 
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Table 29. Occupancy Characteristics, Heating Equipment, and Type of Fuel, for Counties 

Outside SMSA’s: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HOUSING UNITS 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOORI WALLI OR PIPELESS FURNACE . 

BUILT-IN electric UNITS. 

other MEANS WITH FLUE. 

other means without flue . 

NONE.. . 


population 


POPULATION IN HOUSING UNiTSi 1960. 

PER occupied unit. 

OWNER. 

RENTER . 

population IN dwelling UNITSi 1950 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . . 

6 PERSONS. . . . . 

7 PERSONS. . . . . 

8 PERSONS OR MORE. 
MEDIAN! 

all OCCUPIED . . 
OWNER. . . . . 

RENTER . . . , 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. .. 

1958 TO MARCH 1960 . 

1954 TO 1957 .. .. 

1940 TO 1953 . 

1939 OR EARLIER. 


heating fuel 


UTILITY GAS. 

FUEL OlLi KEROSENEi ETC. 

COAL OR COKE . 

WOOD. 

ELECTRICITY. . . 

BOTTLEDI TANK* OR LP GAS 

OTHER fuel . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS.. 

ELECTRICITY. 

COAL OR COKE . 

WOOD. 

BOTTLED* TANK. OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

OTHER FUEL . 

NONE .......... 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. ...... 

bottled* TANK* OR LP GAS 
FUEL OIL* KEROSENE* ETC. 

COAL OR COKE . 

WOOD. 

OTHER FUEL ....... 

NONE .......... 



HARFORD 

KENT 

QUEEN ANNES 

ST MARYS 

SOMERSET 

TALBOT 

WASHINGTON 

WICOMICO 

WORCESTER 


22 489 

5 776 

5 901 

11 

218 

6 

964 

7 

917 

29 

091 

16 

020 

9 652 


7 307 

1 063 

936 

2 

564 


728 



9 

830 

3 

193 

1 081 


7 414 

659 

536 

2 

321 


201 



10 

512 

2 

289 

370 


1 959 

595 

703 


590 


631 



1 

466 


E] 

1 140 


44 

11 

IS 


15 


8 


25 


43 



13 


5 153 

3 041 


5 

125 

4 

923 

4 

219 

6 

711 


mi 

6 154 


315 

100 



188 


206 


105 


347 


209 

204 


297 

307 



415 


267 


255 


182 


205 

890 



15 228 

H 

36 

104 

19 

Oil 



89 

303 

48 

157 

24 079 



3.3 



4.0 


3.3 


•km 


3.3 


3.3 

3.3 


3.7 

3.3 

3.3 


4.1 


3.3 


LHi 


3.3 


3.2 

3.1 


3.5 

3.3 

3.6 


4.0 


3.3 


IkHJ 


3.2 


3.4 

3.7 


48 418 

13 310 

14 495 

25 

458 

20 

353 


■(rid 

76 

508 

38 

981 

22 968 


3.6 

3.3 

3.4 


4.0 


3.4 




3.4 


3.3 

3.3 

♦ 

20 357 

4 599 

4 901 

8 

915 

5 

793 

6 

768 

27 

200 

14 

640 

7 249 


1 511 

■n 

612 


515 

■ 


1 

077 

3 

139 

1 

585 

935 


4 799 


1 486 

2 

005 


802 

2 

105 

7 

777 

4 

606 

2 274 


4 498 


846 

1 

643 


092 

1 

250 

5 

6B4 

2 

988 

1 370 


4 065 

676 

708 

1 

716 


915 

1 

010 

4 

950 

2 

538 

1 100 


2 590 


507 

1 

197 


564 


633 

2 

900 

1 

427 

661 


1 544 


340 


753 


264 


317 

1 

439 


790 

342 


682 


166 


411 


148 


187 


644 


369 

214 


668 


234 


675 


253 


169 


667 


437 

353 


3.4 

2.6 

2.9 


3.7 


2.6 


2.7 


3.0 


2.9 

2.8 


3.5 

2.8 

2.8 


3.7 


2.8 


2.6 


3.0 


2.9 

2.6 


3.2 

2.6 

3.1 


3.7 


2.7 


2.7 


2.9 


2.9 

3.2 


17 548 

4 131 

4 289 

7 

023 

5 

194 

6 

273 

25 

071 

13 


6 326 


2 809 

468 

612 

1 

892 


599 


495 

2 

129 

■ 


923 


12 388 

2 994 

3 061 

4 

652 

4 

104 

4 

208 

16 

239 

■ 


4 398 


2 930 

503 

498 

1 

133 


413 


626 

2 

623 



500 


3 423 

570 

633 

1 

034 


510 


931 

3 

943 



839 


3 986 

1 153 

1 140 

1 

656 

1 

565 

1 

602 

6 

438 



1 627 


2 049 

768 

790 


629 

1 

616 

1 

047 

3 

235 

2 

381 

1 432 


7 969 

1 605 

1 64D 

4 

263 

1 

689 

2 

560 

10 

961 

5 

163 

2 851 


4 954 

703 

719 

2 

755 



1 

047 

5 

057 

2 

446 

1 119 


1 634 

340 

452 


773 


E»!| 


702 

2 

794 

1 

286 

733 


1 052 

329 

440 


503 




640 

2 

403 

1 

084 

741 


329 

233 

229 


232 

■ 

I 


171 


707 


347 

258 


3 182 

77 



24 


47 


106 

1 

058 


178 

244 


14 586 

3 489 

3 943 

6 

321 

3 

850 

5 

596 

14 

596 

11 

671 

5 043 


1 039 

343 

141 


527 


738 


432 

10 

021 


744 

497 


911 

330 

612 

1 

731 

1 

010 


395 

1 

321 

1 

851 

1 129 


40 

19 

43 


22 


22 


21 


63 


82 

18 


538 

298 

134 


205 


126 


198 


38 


38 

175 


61 

21 



41 


t • t 


16 


62 


- - a 

21 


... 

22 

28 


44 


• • • 


• • • 


41 


76 

122 


4 392' 

231 



170 


43 


552 

3 

925 

1 

726 

1 174 


4 502 

507 

731 

2 

234 

1 

080 


60S 

11 

257 

3 

759 

1 204 


77 

106 

42 


463 


47 


114 

2 

049 


80 

• • • 


120 

57 

21 


102 


43 


39 


4l 


151 

58 


3 804 

1 332 

1 574 

2 

361 

1 

243 

1 

940 

1 

559 

2 

747 

1 533 


5 025 

692 

992 

1 

521 


613 

1 

997 

4 

190 

2 

916 

906 


20 

« • • 

• • • 


37 


ft* 


• t • 


41 


22 

39 


2 417 

1 474 

1 541 

2 

007 

2 

724 

1 

521 

4 

138 

3 

239 

2 333 


5 007 

486 

20 


599 


177 


983 

5 

567 

2 

803 

1 926 


5 846 

536 

665 

2 

105 

1 

153 

1 

296 

14 

725 

5 

546 

1 592 


8 445 

2 986 

3 585 

5 

363 

3 

651 

3 

866 

4 

834 

5 

086 

2 836 


273 

134 

190 


56 


264 


153 


342 


216 

234 


40 

85 

• • • 


• • • 


• 


22 


565 


46 

21 


661 

326 

392 


671 


548 


395 


969 


885 

578 



21 

• 9 • 


43 


• • • 


. • 


. • .. 


22 

21 


63 

21 

49 


76 


... 


53 


178 


36 

39 
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State and Small Areas 


Table 30.— Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: Clothes Washing Ait Conditioning 

1 Q/tn Machine Television Sets 

Clothes Dryer Radio Sets 

[Based on sample; see text Median not shown where base is less than 200; plus (-|-) or minus (—) after number indicates median above Home Food Fr^er Value 

or below that number] Telephone Avail. Gross Rent 

Automobiles Avail. Contract Rent 

SUBJECT ALLEGANY CALVERT CAROLINE CECIL CHARLES DORCHESTER FREDERICK GARRETT 


ALL OCCUPIED UNITS 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE. 


25 943 

3 TT7 

6 030 

12 030 

7 740 

9 041 

20 092 

5 520 

15 5T1 

1 6TT 

3 021 

5 691 

3 435 

3 898 

11 174 

4 269 

6 886 

1 086 

1 870 

4 143 

2 600 

2 452 

5 313 

723 

341 

85 

58 

165 

96 

95 

142 

80 

3 145 

929 

1 081 

2 031 

1 609 

2 596 

3 463 

448 


CLOTHES DRYER 


GAS heated . 

ELECTRICALLY HEATED. 
NONE ........ 


home fooo freezer 


1 OR MORE. 
NONE . . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNITI 

1 . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


2 OR MORE. 
NONE . . . 


OWNER OCCUPIED . 

LESS THAN SS.OOO . 

SSfOOO TO S7f400 . 

STiSOO TO S9<900 . 

SlOtOOO TO S12f400 . 

$12f500 TO S14f900 . 

Sisf000 TO SITf400 . 

SIT 1500 TO S19f900 . 

SZOiOOO TO S24f900 . . 

S2SiOOO TO S34f900 . 

SSStOOO OR MORE... 

MEDIAN . dollars 


VACANT AVAILABLE FOR SALE. 
MEDIAN PRICE ASKED . 


13 901 

1 539 

2 445 

5 306 

3 384 

4 409 

9 794 

2 239 

3 342 

310 

849 

781 

854 

1 638 

1 748 

923 

3 268 

278 

608 

956 

516 

878 

1 793 

512 

2 395 

276 

341 

1 006 

356 

544 

1 336 

269 

2 001 

255 

284 

942 

540 

517 

1 546 

219 

1 206 

152 

134 

583 

345 

238 

1 150 

124 

594 

74 

97 

422 

301 

211 

839 

68 

405 

36 

44 

216 

190 

86 

488 

48 

386 

88 

60 

218 

170 

141 

499 

36 

220 

41 

20 

134 

73 

106 

291 

36 

84 • 

29 

8 

48 

39 

50 

104 

4 

7 900 

9 100 

6 500 

9 800 

9 800 

6 600 

10 000 

6 000 

105 

39 

46 

134 

58 

50 

124 

15 


RENTER OCCUPIED 
LESS THAN S20. . . 

S20 TO S29 . . . . 
S30 TO S39 . . . . 
S40 TO S49 . . . . 
SSO TO S59 . . . . 
S60 TO S69 . . . . 
STO TO ST9 . . . , 
SSO TO S99 . . . . 
SlOO TO S119 . . . 
S120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN ...... 


9 692 

949 

1 831 

4 156 

2 147 

3 308 

6 636 

1 335 

137 

9 

52 

16 

30 

86 

42 

61 

573 

69 

111 

60 

106 

209 

210 

189 

1 344 

68 

207 

168 

114 

285 

585 

183 

2 085 

66 

250 

408 

13^ . 

478 

793 

177 

1 968 

75 

296 

514 

105 

531 , . 

978 

141 

1 265 

79 

249 

648 

179 

549 

_ 978 

62 

740 

87 

185 

767 

271 

39P 

771 

42 

593 

118 

147 

825 

529 

330 

888 

77 

175 

35 

23 

221 

180 

41 

401 

14 

202 

25 

20 

117 

130 

20 

275 

19 

610 

318 

291 

412 

370 

389 

715 

370 

52 

64 

55 

71 

78 

58 

64 

43 


CONTRACT RENT 


RENTER OCCUPIED. 
MEDIAN . 


VACANT AVAILABLE FOR RENT. ..... 

median rent asked.dollars 


9 082 

631 

1 540 

3 744 

1 777 

2 919 

‘S 921 

965 

39 

39 

32 

55 

57 

33 

47 

30 

284 

34 

186 

385 

371 

197 

220 

100 

37 

... 

... 

65 

37 

... 

49 

... 
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Table 30.—Financial Characteristics and Selected Equipment, for Counties Outside SMSA’s: 

I960—Con. 

[Based on sample; see text Median not shown where base is less than 200; plus (4-)- or minus (—) after number indicates median above 

or below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
jR.adio Sets 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ALL OCCUPIED UNITS . . . . 

CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

automatic OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE. 


CLOTHES dryer 


GAS HEATED . . . . . 
ELECTRICALLY HEATED 
NONE.. 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . 

2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNITl 

1 . 

2 OR MORE. . 

central system 

NONE. 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . 

2 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED . 

LESS THAN SS.OOO . 

SSfOOO TO S7t400 . 

STfSOO TO S9f900 . 

SIO.OOO TO S12f>t00. 

S12f500 TO S14f900 . 

SlSiOOO TO $17,400 . 

S17.500 TO Sl9f900 . 

S20.000 TO S24f900 . 

S25f000 TO S34f900 . 

$35,000 OR MORE. 

MEDIAN . 

VACANT available FOR SALE. . 
MEDIAN PRICE ASKED . 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20. 

$20 TO $2? . . 

$30 TO $39 . 

$40 TO $49 ....... . 

$50 TO $59 . 

$60 TO $69. 

$70 TO $-79. 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE ....... 

NONCASH RENt . . '. 

MEDIAN . 


’CONTRACT RENT 

RENTElt'OCCUPIED.. 

MEDIAN... 

■ vacaW available for rent. . 

MEDIAN RENT ASKED. 


dollars . 


dollars . 


dollars . 


dollars . 


dollars . 


HARFORD 

KENT 

QUEEN ANNES 

ST MARYS 

SOMERSET 

TALBOT 

WASHINGTON 

20 357 

4 599 

4 901 

8 915 

5 793 

6 768 

27 200 


1 911 

2 025 

3 363 

2 639 

HI 

15 953 


1 333 

1 440 

3 989 

1 424 


6 484 


55 

21 

120 

41 


339 

■i 

1 300 

1 415 

1 443 

1 689 


4 424 

507 

39 

134 

22 

22 


227 

2 322 

352 

281 

1 165 

65 

608 

3 121 

17 528 

4 20B 

4 486 

7 728 

5 706 

6 160 

23 852 

5 234 

1 130 

1 627 

2 425 

836 

1 693 

5 729 

15 123 

3 469 

3 274 

6 490 

4 957 

5 075 

21 471 

15 485 

3 378 

3 524 

5 636 

3 604 

5 073 

20 374 

4 872 

1 221 

1 377 

3 279 

2 189 

1 695 

6 826 

13 301 

2 671 

2 900 

6 969 

3 268 

3 886 

16 576 

3 964 

847 

856 

1 771 

779 

1 154 

4 467 

517 

109 

148 

226 

44 

234 

481 

2 575 

972 

997 

949 

1 702 

1 494 

5 676 

1 845 

354 

338 

1 054 

213 

247 

1 618 

638 

72 

86 

569 

133 

184 

500 

229 

18 

21 

135 

• t • 

116 

77 

17 645 

4 155 

4 456 

7 157 

5 447 

6 221 

25 005 

16 544 

3 677 

3 784 

7 071 

4 088 

5 405 

21 655 

2 04B 

277 

274 

745 

112 

469 

2 146 

1 765 

645 

843 

1 099 

1 593 

894 

3 399 

11 014 

2 508 

3 011 

4 931 

4 055 

3 936 

14 987 

7 279 

1 563 

1 207 

2 917 

1 090 

2 196 

10 382 

2 064 

528 

683 

1 067 

648 

636 

1 831 

9 215 

2 236 

2 162 

3 031 

3 268 

3 456 

13 467 

561 

717 

656 

476 

1 652 

920 

2 449 

845 

458 

458 

522 

788 

531 

2 100 

1 234 

314 

299 

429 

304 

499 

2 003 

1 691 

319 

294 

543 

255 

412 

2 229 

1 316 

115 

108 

288 

102 

219 

1 691 

1 188 

85 

133 

237 

51 

254 

1 193 

962 

40 

60 

207 

35 

146 

599 

750 

91 

86 

191 

66 

174 

623 

501 

53 

52 

91 

12 

154 

395 

167 

44 

16 

47 

3 

147 

185 

13 000 

7 200 

7 300 

10 400 

5 000- 

8 900 

10 200 

252 

46 

46 

42 

21 

91 

183 

17 400 

• • • 

• • • 

• • • 

• • • 

... 


7 490 

1 313 

1 385 

3 845 

1 551 

2 261 

10 482 

57 

36 

29 

57 

75 

24 

65 

84 

66 

74 

93 

178 

51 

415 

268 

129 

98 

132 

216 

155 

1 165 

381 

173 

193 

129 

250 

301 

1 557 

677 

146 

183 

310 

227 

352 

2 185 

836 

107 

101 

413 

110 

257 

1 686 

1 158 

134 

93 

565 

66 

243 

1 114 

1 49a 

lOB 

132 

1 083 

56 

297 

907 

636 

47 

55 

368 

4 

68 

358 

468 

37 

12 

358 

• ■ • 

62 

228 

1 433 

328 

415 

337 

369 

451 

802 

76 

56 

55 

81 

45 

61 

57 

6 057 

985 

970 

3 508 

1 182 

1 810 

9 680 

60 

34 

31 

70 

26 

40 

46 

611 

64 

81 

546 

69 

152 

648 

61 

... 

... 

83 

_^ 

... 

49 


WICOMICO WORCESTER 


14 640 I_7 249 


4 954 

5 472 
263 

3 951 


145 
638 
13 657 


3 507 
11 133 


11 074 
3 566 


8 467 
2 821 
378 
2 974 


1 182 
400 
40 

13 018 


11 601 
842 
2 197 


8 288 
5 231 
1 121 


7 588 
1 662 
1 412 
1 218 
1 208 
674 
466 
261 
279 
261 
147 
9 000 

161 


4 938 
43 
103 
227 
669 
617 
606 
750 
896 
280 
156 
691 
69 


4 247 
47 

377 

52 


3 326 
2 009 
109 
1 805 


94 
375 
6 780 


1 671 
5 57B 


4 948 
2 301 


3 853 
1 286 
244 
1 866 


274 

98 

6 877 


5 183 
91 
1 975 


4 822 
1 492 
935 


2 965 
932 
774 
367 
438 
145 
103 
56 
86 
48 
36 

6 800 
26 


2 572 
152 
164 
262 
386 
357 
309 
204 
214 
39 
51 
434 
53 


2 138 
32 

294 

32 
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State and Small Areas 


Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacanqr Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct, Built 


SUBJECT 


all housing units. . . V . 

TENURE. COLOR. AND VACANCY STATUS 

OCCUPIED ..... . 

OWNER OCCUPIED.. . . 

WHITE. 

NONWHITE.. . . . . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR round . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

FOR RENT . 

rented or sold. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

renter occupied. 

SOUND... 

WITH ALL PLUMBING FACILITIES . 

Lacking some or all facilities . • • • 

OETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

dilapidated. 


ALL HOUSING UNITS. 

WATER SUPPLY 

HOT AND COLO PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPEO WATER . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. . . 

FLUSH toilet, shared . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE . 

BATHTUB OR SHOWER. SHARED. 

NO BATHTUB OR SHOWER . 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . 

INDIVIDUAL WELL. 

other. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 

OTHER OR none. 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. ... . 

7 ROOMS. 

8 ROOMS Or MORE. 

MEDIAN! 

All units. 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 



ALLEGANY 

ANNE 

ARUNDEL 

BALTIMORE 

CALVERT 

CAROLINE 

CARROLL 

CECIL 

CHARLES 

OOR- 

CHESTER 

FRED¬ 

ERICK 

GARRETT 


10 740 

31 261 

20 039 

5 007 

5 430 

10 937 

11 946 

8 084 

5 367 

11 097 

5 979 


10 129 

23 092 

17 103 

2 806 

4 752 

10 220 

9 329 

6 538 

4 092 

10 032 

H 


7 357 

15 783 

13 290 

1 857 

2 921 

7 211 

6 015 

4 391 

2 948 

7 035 



7 349 

14 387 

12 980 

1 387 

2 519 

7 025 

5 719 

3 417 

2 346 

6 684 



8 

1 396 

310 



186 

296 

974 

602 

351 



2 772 

7 309 

3 813 



3 009 

3 31‘( 

2 147 

1 144 

2 997 



2 768 

6 085 

3 572 



2 843 

3 099 

1 449 

728 

2 795 



4 

1 224 

241 


514 

166 

215 

698 

416 

202 

■ii 


611 

8 169 

2 936 


678 

717 

2 617 

1 546 

1 275 

1 065 

1 677 


392 

2 780 

1 446 


567 

541 

1 104 

871 

679 

715 

394 


2B0 

2 577 

1 275 

688 

450 

472 

1 029 

774 

535 

581 

279 


120 

1 149 

825 

107 

260 

213 

496 

472 

203 

278 

109 


37 

458 

566 

30 

56 

112 

139 

68 

48 

104 

23 


83 

691 

259 

69 

204 

lOl 

357 

404 

155 

174 

66 


17 

228 

187 

19 

42 

90 

32 

84 

36 

64 

39 


21 

825 

63 

412 

84 

27 

388 

40 

117 

109 

74 


122 

375 

200 

150 

64 

142 

113 

178 

179 

130 

57 


112 

203 

171 

90 

117 

69 

75 

97 

144 

134 

115 


219 

5 389 

1 490 

1 423 

111 

176 

1 513 

675 

596 

350 

1 283 


10 740 

31 260 

20 009 

5 007 

5 430 

10 876 

11 946 

8 084 

5 367 

11 097 

5 979 


7 886 

26 005 

17 209 

4 109 

3 294 

9 373 

9 667 

6 297 

3 599 

8 161 

3 879 


6 375 

23 145 

15 294 

3 125 

2 674 

7 924 

7 947 

5 240 

2 176 

6 571 

3 179 


90 

887 

273 

130 

78 

143 

145 

66 

49 

100 

58 


1 421 

1 973 

1 642 

B54 

542 

1 306 

1 575 

991 

1 374 

1 490 

642 


2 121 

3 521 

2 032 

632 

1 535 

1 140 

1 580 

1 255 

1 081 

2 039 

1 651 


913 

1 792 

917 

147 

634 

501 

802 

480 

236 

714 

556 


20 

315 

00 

15 

57 

55 

70 

37 

8 

56 

33 


1 IBS 

1 414 

1 035 

470 

844 

584 

708 

738 

837 

1 269 

1 062 


733 

1 734 

768 

266 

601 

363 

699 

532 

687 

897 

449 


2 772 

7 309 

3 813 

949 

1 831 

3 009 

3 314 

2 147 

1 144 

2 997 

1 335 


1 698 

S 378 

2 620 

653 

892 

2 252 

2 411 

1 401 

600 

1 936 

745 


1 163 

4 879 

2 113 

449 

651 

1 639 

2 040 

1 137 

313 

1 434 

546 


535 

499 

507 

204 

241 

613 

371 

264 

287 

502 

199 


755 

1 231 

842 

228 

620 

554 

619 

466 

308 

735 

442 


264 

671 

357 

55 

267 

221 

323 

154 

96 

251 

131 


491 

560 

485 

173 

353 

333 

296 

312 

212 

484 

311 


319 

700 

351 

68 

319 

203 

284 

280 

236 

326 

148 


10 740 

31 261 

20 039 

5 007 

5 430 

10 937 

11 946 

B 084 

5 367 

11 097 

5 979 


8 180 

25 671 

16 920 

3 433 

3 561 

9 075 

■ 

5 954 


8 123 

4 076 


1 333 

2 474 

1 502 

353 

688 

1 057 


279 


975 

752 


239 

354 

277 

16 

121 

135 


42 


212 

211 


988 

2 761 

1 310 

1 205 

1 060 

609 

1 284 

1 809 

1 861 

1 787 

940 


7 975 

27 063 

16 905 

3 547 

3 708 

HH 

9 625 

5 903 

2 603 

7 712 

4 092 


186 

223 

184 

30 

42 


88 

86 

100 

158 

133 


2 579 

3 974 

2 920 

1 430 

1 680 


2 233 

2 095 

2 664 

3 227 

1 754 


7 641 

26 574 

16 928 

3 458 

3 510 

a, 710 

9 153 

5 876 

2 527 

7 554 

3 899 


169 

227 

160 

63 

45 

343 

88 

86 

60 

153 

137 


2 930 

4 459 

2 921 

1 486 

1 075 

1 823 

2 705 

2 122 

2 780 

3 390 

1 943 


5 333 

7 002 

5 616 

1 151 


3 368 

3 837 

2 451 

1 114 

3 162 

1 810 


4 519 

22 592 

13 143 

3 217 


6 870 

7 120 

5 406 

3 356 

6 797 

2 616 


904 

1 631 

1 291 

662 

544 

623 

1 037 

265 

926 

1 158 

1 518 


1 948 

3 131 

2 251 

586 

2 019 

840 

2 853 

1 979 

641 

1 800 

1 561 


5 783 

24 377 

14 987 

2 991 

1 727 

8 199 

6 938 

4 104 

2 142 

5 961 

2 286 


3 025 

3 717 

2 812 

1 463 

1 678 

1 822 

2 203 

2 039 

2 613 

3 356 

2 097 


63 

433 

271 

63 

95 

168 

101 

146 

466 

131 

58 


226 

867 

336 

174 

200 

166 

265 

283 

205 

252 

182 


764 

2 576 

1 101 

506 

434 

503 

1 233 

838 

369 

621 

554 


1 994 

8 618 

3 040 

1 235 

1 059 

1 863 

2 635 

2 408 

1 166 

1 924 

1 478 


2 778 

B 024 

4 115 

1 148 

1 152 

2 486 

3 139 

1 668 

1 075 

2 457 

1 237 


2 956 

6 146 

5 241 

944 

1 318 

2 933 

2 200 

1 552 

1 137 

2 621 

.1 224 


1 083 

2 597 

2 857 

504 

581 

1 419 

1 262 

648 

542 

1 462 

625 


876 

1 999 

3 048 

433 

591 

i 258 

1> 111 

541 

407 

1 629 

621 


5.3 

4.9 

5.7 


5.3 

5.6 

5.1 

4.7 


5.6 

5.1 


5*6 

5.4 



5.7 

5.8 

5.5 



5.8 

5.7 


4«8 

4.3 

4.8 


4.7 

4.9 

4.5 

4.4 

mm 

5.0 

4*5 


1 110 

7 339 

5 179 

629 

508 

2 009 

2 050 

1 749 

585 

1 469 

659 


699 

5 862 

3 182 

654 

412 

1 329 

2 504 

1 375 

586 

1 205 

758 


1 949 

6 780 

3 010 

1 233 

680 

1 241 

1 802 

1 927 

752 

1 125- 

1 053 

1 602 

5 370 

2 239 

943 

531 

726 

1 303, 

1 006 

626 

752 

653 

5 380 

5 909 

6 399 

1 548 

3 299 

5 571 

4 287 

2 027 

2 818 

■ 6 546 

2 856 
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Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Su]:)ply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


SUBJECT 

HARFORD 

HOWARD 

KENT 

MONT- 

PRINCE 

QUEEN 

ST MARYS 

SOMERSET 

TALBOT 

WASH- 

WICOMICO 

WORCES- 








GOMERY 

GEORGES 

ANNES 




INGTON 


TER 

ALL HOUSING UNITS. 

13 

643 

7 

684 

3 

873 

11 

882 

13 019 

4 

903 

7 812 

4 986 

4 B49 

13 311 

9 146 

7 262 

TENURE 1 COLORI AND VACANCY STATUS 


















OCCUPIED . 

11 

911 

7 

067 

2 

763 

10 

777 

11 762 

3 

903 

5 824 

3 926 

3 847 

12 245 

8 174 

4 865 

OWNER OCCUPIED . 

7 

576 

5 

320 

2 

020 

7 

972 

8 218 

2 

518 

3 436 

2 938 

2 636 

8 810 

5 495 

2 666 

WHITE. 

7 

108 

4 

912 

1 

554 

7 

181 

6 942 

1 

995 

2 881 

2 090 

2 019 


4 598 

2 214 

NONWHITE . 


46B 


408 


466 


791 

1 276 


523 

555 

648 

617 


897 

652 

RENTER OCCUPIED. 

4 

335 

1 

747 


743 

2 

B05 

3 544 

1 

385 

2 368 

988 

1 211 


2 679 

1 999 

WHITE. 

3 

894 

1 

500 


516 

2 

174 

2 609 


869 

1 925 

495 

699 

3 413 

1 615 

1 066 

NONWHITE . 


441 


247 


227 


631 

935 


516 

463 

493 

512 

22 

1 064 

933 

vacant . 

1 

732 


617 

1 

110 

1 

105 

1 257 

1 

000 

1 986 

1 062 

1 002 

1 066 

972 

2 417 

YEAR ROUND . 

1 

372 


556 


578 


B70 

1 123 


608 

977 

623 

597 

641 

704 

525 

SOUND OR DETERIORATING . . . 

1 

085 


492 


536 


799 

995 


499 

849 

467 

518 

546 

578 

417 

AVAILABLE. 


605 


298 


100 


372 

707 


145 

317 

112 

181 

321 

296 

243 

FOR SALE ONLY. 


171 


214 


35 


252 

303 


42 

44 

38 

81 

120 

113 

30 

FOR RENT . 


434 


B4 


65 


120 

404 


103 

273 

74 

100 

201 

163 

213 

RENTED OR SOLOi AWAITING OCCUPANCY . 


98 


85 


20 


196 

66 


15 

12 

24 

46 

63 

52 

12 

HELD FOR OCCASIONAL USE. 


46 


30 


266 


80 

38 


212 

390 

165 

100 

28 

65 

86 

HELD FOR OTHER REASONS ....... 


336 


79 


150 


151 

164 


127 

130 

166 

191 

134 

165 

76 

OILAPIDATEO. 


287 


64 


42 


71 

128 


109 

128 

156 

79 

95 

126 

108 

SEASONAL . 


360 


61 


532 


235 

134 


392 

1 Oil 

439 

405 

425 

268 

1 B92 

CONDITION AND PLUMBING 


















ALL UNITS.. . 

13 

643 

7 

664 

3 

873 

11 

682 

13 016 

4 

903 

7 812 

4 986 

4 B49 

13 311 

9 146 

7 282 

SOUND. 

10 

514 

6 

408 

2 

9B4 

9 

926 

10 647 

3 

394 

6 002 

3 462 

3 648 

10 102 

6 752 

5 292 

WITH ALL PLUMBING FACILITIES . 

9 

567 

5 

847 

2 

184 

8 

939 

9 464 

2 

549 

5 122 

1 B96 

2 696 

7 B28 

5 637 

4 442 

LACKING ONLY HOT WATER.' . . 


90 


B6 


62 


72 

100 


40 

98 

60 

27 

116 

113 

51 

LACKING OTHER PLUMBING FACILITIES. . . . 


857 


475 


738 


915 

1 063 


eo5 

782 

1 504 

725 

2 158 

1 002 

799 

deteriorating. 

1 

990 


Bll 


711 

1 

261 

1 405 


943 

1 086 

1 128 

809 

2 576 

1 624 

1 179 

WITH ALL PLUMBING FACILITIES . 

1 

044 


341 


143 


445 

535 


315 

410 

67 

217 

652 

407 

252 

LACKING ONLY HOT WATER . 


55 


63 


16 


45 

24 


17 

41 

12 

16 

72 

69 

49 

LACKING OTHER PLUMBING FACILITIES. . • . 


891 


407 


552 


771 

646 


611 

635 

1 049 

576 

1 652 

1 148 

878 

DILAPIDATED. 

1 

139 


465 


178 


695 

964 


566 

724 

398 

392 

633 

770 

all 

RENTER OCCUPIED. 

4 

335 

1 

747 


743 

2 

B05 

3 544 

1 

385 

2 368 

988 

1 211 

3 435 

2 679 

1 999 

SOUND. 

2 

944 

1 

165 


461 

1 

763 

2 455 


691 

1 672 

625 

766 

2 072 

1 623 

1 124 

WITH ALL PLUMBING FACILITIES . 

2 

705 


967 


306 

1 

397 

2 022 


422 

1 475 

278 

563 

1 371 

1 144 

734 

lacking some or all FACILITIES ..... 


239 


198 


175 


F • 3 

433 


269 

197 

347 

203 

701 

479 

390 

deteriorating. 


928 


358 


189 



656 


424 

395 

236 

279 

1 100 

739 

480 

with all plumbing facilities . 


524 


132 


26 


V - 3 

225 


150 

127 

10 

56 

406 

168 

101 

LACKING SOME OR ALL FACILITIES . . . . . 


404 


226 


163 


467 

431 


274 

268 

226 

223 

694 

571 

379 

dilapidated. 


463 


224 


73 


417 

433 


270 

321 

127 

166 

263 

317 

395 

ALL HOUSING UNITS. 

13 

643 

7 

6B4 

3 

873 

11 

682 

13 019 

4 

903 

—:- 

7 812 

4 988 

4 849 

13 311 

9 146 

7 262 

WATER SUPPLY 











1 







HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

11 

191 

6 

469 

2 

4B4 

9 

711 

10 366 



5 767 

2 205 

3 343 

9 630 


4 851 

ONLY COLD PIPED WATER INSIDE STRUCTURE • . 


745 


4B0 


344 


441 

509 



380 

423 

426 

1 348 


672 

PIPED WATER OUTSIDE STRUCTURE. 


2B9 


89 


28 


196 

116 



96 

32 

41 

262 


72 

NO PIPED WATER . 

1 

418 


646 

1 

017 

1 

534 

2 003 

1 

250 

1 569 

2 328 

1 039 

2 071 


1 6B7 

TOILET FACILITIES 


















FLUSH TOILETi EXCLUSIVE USE. 

11 

210 

6 

532 

2 

467 

9 

662 

10 329 

3 

028 

5 854 

2 077 

3 325 

9 289 


5 093 

FLUSH TOILETi SHARED . 


71 


61 


2B 


76 

B6 


39 

25 

5 

28 

145 


16 

other TOILET FACILITIES OR NONE. 

2 

362 

1 

091 

1 

378 

2 

124 

2 601 

1 

836 

1 933 

2 906 

1 496 

3 B77 


2 173 

BATHING FACILITIES 


















BATHTUB OR SHOWERi EXCLUSIVE USE . 

11 

146 

6 

493 

2 

445 

9 

644 

10 319 

2 

962 

5 784 

2 045 

3 198 

a 989 

6 273 

4 825 

BATHTUB OR SHOWERi SHARED. 


71 


69 


28 


75 

90 


43 

25 

15 

6 

133 

26 

20 

NO BATHTUB OR SHOWER . 

2 

426 

1 

122 

1 

400 

2 

163 

2 607 

1 

698 

2 003 

2 928 

1 645 

4 189 

2 847 

2 437 

SOURCE OF WATER 


















PUBLIC SYSTEM OR PRIVATE COMPANY . 

3 

3B2 

1 

716 


640 

1 

368 

4 450 


792 

1 489 

773 

1 349 

5 923 

1 441 

1 994 

INDIVIDUAL WELL. 

9 

084 

5 

517 

2 

866 

9 

803 

7 745 

3 

595 

5 661 

3 187 

3 229 

3 588 

7 033 

4 510 

OTHER. . 

1 

158 


458 


344 


709 

736 


539 

451 

1 001 

258 

3 623 

6D5 

784 

SEWAGE DISPOSAL 


















PUBLIC SEWER . 

2 

707 


390 


119 


600 

1 BIS 


467 

966 

291 

625 

1 304 

1 038 

1 830 

SEPTIC TANK OR CESSPOOL. 

a 

524 

6 

110 

2 

376 

6 

931 

8 619 

2 

698 

4 870 

1 931 

2 741 

8 227 

5 441 

3 200 

OTHER OR NONE. 

2 

393 

1 

191 

1 

357 

2 

349 

2 497 

1 

761 

1 965 

2 739 

1 470 

3 803 

2 600 

2 258 

ROOMS 


















I ROOM . 


303 


65 


83 


227 

143 


150 

168 

284 

93 

60 

194 

469 

2 ROOMS. 


551 


274 


174 


294 

308 


294 

430 

142 

111 

314 

315 

507 

3 ROOMS. 

1 

331 


605 


305 


684 

687 


375 

874 

263 

303 

939 

541 

837 

4 ROOMS. 

2 

972 

1 

347 


733 

1 

589 

2 619 


946 

2 184 

699 

941 

2 731 

2 070 

1 637 

S ROOMS. 

3 

256 

1 

461 


857 

2 

206 

3 425 

1 

107 

1 647 

1 139 

1 071 

3 120 

2 043 

1 304 

6 ROOMS... 

2 

786 

2 

162 


860 

2 

926 

3 103 

1 

072 

1 265 

1 121 

1 046 

3 082 

1 892 

1 352 

7 ROOMS. 

1 

254 


917 


471 

1 

641 

1 487 


544 

626 

586 

618 

1 670 

1 166 

640 

B ROOMS OR MORE.. 

1 

190 


853 


390 

2 

115 

1 044 


415 

618 

554 

666 

1 395 

925 

536 

median* 


















ALL UNITS. 


5.0 


5.5 


5.2 


5.e 

5.2 


5.1 

4.7 

5.3 

5.4 

5.3 

5.2 

4#6 

OWNER OCCUPIED . 


5.6 


5.6 


5.6 


6.1 

5.6 


5.6 

5.3 

5.8 

5.B 

5.6 

5.6 

5w6 

RENTER OCCUPIED. 


4.4 


4.3 


4.9 


4.6 

4.5 


4.5 

4.2 

4.5 

4.8 

4.7 

4.4 


YEAR structure BUILT 


















1955 TO MARCH 1960 . 

2 

901 

2 

725 


403 

3 

177 

4 132 


649 

1 517 

223 

502 

2 270 

1 694 

1 434 


3 

356 

1 

109 


550 

2 

356 

2 411 


612 

1 452 

395 

624 

1 636 

1 378 

712 

1940 TO 1949 . 

2 

559 


979 


515 

1 

923 

2 463 


623 

2 095 

ssv 

617 

1 709 

1 382 

1 066 

1930 TO 1939 . 

1 

195 


623 


286 

1 

175 

1 558 


422 

946 

823 

394 

1 044 

1 076 

786 

1929 OR EARLIER. ... . 

3 

632 

2 

248 

2 

119 

3 

251 

2 432 

2 

597 

1 802 

2 993 

2 712 

6 652 

3 616 

3 284 
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State and Small Areas 


Table 32.—Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 


[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment Value 

Persons Gross Rent 

Persons per Room Contract Rent 

Year Moved into Unit Acres in the 

Home Food Freezer Place 


SUBJECT 


ALLEGANY ANNE BALTIMORE CALVERT CAROLINE CARROLL CECIL 
ARUNDEL 


CHARLES DOR- FRED- GARRETT 
CHESTER ERICK 


ALL HOUSING UNITS. . . . 

heating equipment 
steam or hot water . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

other means WITH FLUE. . . . 

Other means without flue . . 

NONE. 



11 946 


a 640 

2 732 
929 

3 893 
662 
690 


8 0B4 


1 507 
1 637 
770 
3 921 
156 
93 


5 367 11 097 5 979 


483 3 405 916 

220 2 352 1 675 

583 788 316 

3 738 4 305 2 926 

53 115 96 

290 132 50 


ALL OCCUPIED UNITS ......... 

PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

6 PERSONS OR MORE. 

MEDIAN I 

ALL OCCUPIED . 

OWNER. 

RENTER . 

PERSONS PER ROOM 

1.00 OR LESS.. . . . . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1956 TO march 1960 . 

1954 TO 1957 . 

1940 TO 1953 .. 

1939 OR EARLIER. 

HOME FOOD FREEZER 

1 OR MORE. 

NONE. 

VALUE 

OWNER OCCUPIED . 

LESS THAN SSiOOO . 

SSfOOD TO S7.400 . 

S7»500 TO $91900 . 

SlOiOOO TO $12i400 . 

Sl2tS00 TO S14i900 . 

SlSiOOO TO $19i900 ... 

520.000 TO $24,900 . 

$25,000 OR MORE. 

MEDIAN.DOLURS . 

VACANT AVAILABLE FOR SALE. ...... 

MEDIAN PRICE ASKED . DOLLARS . 

GROSS RENT 

RENTER OCCUPIED. 

LESS THAN .. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$eO TO $99 . 

$100 TO $119 . 

$120 OR MORE. 

NO CASH RENT . 


MEDIAN . dollars . 

CONTRACT RENT 

RENTER OCCUPIED. 

median . dollars . 

VACANT AVAILABLE FOR RENT. ...... 

ME6IAN RENT ASKED.DOLLARS . 


ACRES IN THE PLACE 

ALL VACANT UNITS . . . . 

10 ACRES OR more . 

LESS THAN 10 ACRES . 

AVAILABLE VACANT UNITS . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 


10 129 I 23 0921 17 103 



2 806 


319 

702 

447 

462 

291 

174 

142 

269 

3.4 

3.1 

3.9 


2 185 
621 


1 857 
413 
392 
646 
406 

949 

498 

228 

165 

58 


575 
2 172 


1 539 
310 
278 
276 
255 
152 
110 
88 
70 
9 100 

39 


4 752 I 10 220 


777 918 

1 488 2 955 

809 2 207 

653 1 850 

479 1 045 

272 729 

97 253 

177 263 

2.6 3.1 

2.5 3.1 

2.B 3.0 


4 278 9 425 

474 795 


2 921 7 211 

367 1 542 

600 1 918 

1 255 2 461 

699 1 290 

1 831 3 009 

872 1 210 

468 913 

366 665 


1 095 3 416 

3 703 6 929 


2 445 6 037 

849 644 

608 893 

341 1 005 

284 1 137 

134 791 

141 958 

60 315 

28 294 

6 500 11 000 

46 121 


9 329 


767 
2 139 
1 981 
1 751 
1 245 
722 
362 
362 

3.4 

3.3 

3.6 


7 939 
1 390 


6 015 
1 323 

1 636 

2 050 
1 006 

3 314 
2 017 

699 

433 


1 B29 
7 267 


4 581 
735 
810 
852 
812 
512 
532 
188 
140 
9 700 

122 


6 538 



3.8 


5 078 
1 460 


4 391 
1 130 
1 142 
1 498 


2 147 
1 259 
413 
301 
174 


1 489 
4 898 


3 384 
854 
516 
356 
540 
345 
491 
170 
112 
9 800 

58 


949 

1 831 

9 

52 

137 

318 

141 

546 

166 

434 

118 

147 

35 

23 

25 

20 

318 

291 

64 

55 

631 

1 540 

39 

32 

34 

186 


3 009 3 314 

88 13 

416 204 

850 758 

835 1 011 

309 679 

103 160 

33 94 

375 375 

59 70 


2 634 a 939 
40 5i 

84 . 345 

65 


2 147 
30 
220 
238 
450 
529 
ISO 
130 
370 
78 


1' 777 
57 

371 

37 


2 201 678 656 2 617 1 546 

239 119 152 85 219 

1 962 559 504 2 532 1 327 

109 260 254 .496 472 

36 28 49 12 . 43 

73 232 205 484 429 


4 0921 10 0321 4 302 
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Table 32.—Occupancy and Financial Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960— Con. 

[Based on sample; see text Median not shown where base is less than 200; plus (-|-) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment Value 

Persons Gross Rent 

Persons per Room Contract Rent 

Year Moved into Unit Acres in the 

Home Food Freezer Place 



ALL HOUSING UNITS. . . 

HEATING EQUIPMENT 

steam or hot water . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. . . . 
OTHER MEANS WITHOUT FLUE . . 
NONE. 


L PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . . 

8 PERSONS OR MORE 
MED IAN I 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


HARFORD HOWARD KENT MONT- PRINCE QUEEN ST MARYS SOMERSET TALBOT WASH- WICOMICO WORCES- 
GOHERY GEORGES ANNES INGTON TER 


643 7 684 3 8731 11 882I 13 OI9I 4 9031 7 8121 4 9881 4 849 | 13 31 l| 9 146 | 



1.00 OR LESS 
1.01 OR MORE 


OWNER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . • . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


1 OR MORE 
NONE . . 


OWNER OCCUPIED . 

LESS than $5,000 . 

$5,000 TO $7,400 . 

$7,500 TO $9,900 . 

$10,000 TO $12,400 . 

$12,500 TO $14,900 . 

$15,000 TO $19,900 • . 

$20,000 TO $24,900 . 

$25,000 OR MORE. 

MEDIAN . dollars 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 


renter OCCUPIED. 

LESS THAN $20.. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT.. 

MEDIAN . DOLLARS 


RENTER OCCUPIED. 

MEDIAN . DOLLARS 

VACANT AVAILABLE FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 


ALL VACANT UNITS . . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . . . . 

AVAILABLE VACANT UNITS 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . . . • 
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State and Small Areas 


Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties; 1960 
[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating E^ipmcnt 
Source of Water 
Sewage Disposal 
Home Food Freezer 


SUBJECT 

At-LEGANY 

ANNE 

ARUNOEL 

BALTIMORE 

CALVERT 

CAROLINE 

CARROLL 

CECIL 

CHARLES 

DOR¬ 

CHESTER 

FRED¬ 

ERICK 

GARRETT 

TENURE AND COLOR 



















ALL OCCUPIED UNITS . 

364 

1 

470 

1 

720 

971 

1 

278 

2 

073 

953 

1 

202 

961 

2 

301 

1 

218 

OWNER OCCUPIED . 

315 

1 

143 

1 

346 

633 

1 

094 

1 

606 

660 


760 

709 


R;: 

1 

065 

WHITE.. . . . 

315 

1 

077 

1 

322 

466 

1 

017 

1 

598 

676 


631 

647 


pS r 

1 

065 

nonwhite . 

* • f 


66 


24 

165 


77 


B 

4 


129 

62 


B 


. • 

RENTER OCCUPIED. 

49 


327 


374 

338 


184 


467 

273 


442 

252 


wi ^ 


153 

WHITE. 

49 


166 


347 

111 


144 


449 

273 


223 

148 


691 


153 

NONWHITE ................ 



161 


27 

227 


40 


18 

... 


219 

104 


21 


... 

CONDITION ANO PLUMBING 



















ALL OCCUPIED UNITS . 


1 

470 

1 

720 

971 

1 

278 

2 

073 

953 

1 

202 

961 

2 

301 

1 

218 

SOUND. 


1 

151 

1 

403 

699 


795 

1 

706 

766 


849 

752 

1 

665 


692 

WITH ALL PLUMBING FACILITIES . 


1 

007 

1 

233 

410 


635 

1 

340 

680 


566 

566 

1 

342 


546 

LACKING only HOT WATER . 



29 


16 

24 


16 


23 

9 


24 

4 


16 


12 

LACKING OTHER PLUMBING FACILITIES, . . . 



115 


154 

265 


144 


343 

77 


259 

182 


307 


134 

DETERIORATING. 



192 


255 

224 


365 


320 

151 


243 

147 


523 


458 

WITH ALL PLUMBING FACILITIES . 



75 


152 

33 


209 


153 

84 


41 

60 


293 


220 

LACKING ONLY HOT WATER . 



16 


16 

• • • 


a 


23 

• • • 


4 

4 


12 


29 

LACKING OTHER PLUMBING FACILITIES. . . . 

63 


101 


87 

191 


148 


144 

67 


198 

83 


218 


209 

DILAPIDATED. 

24 


127 


62 

48 


118 


47 

36 


110 

62 


113 


68 

RENTER OCCUPIED. 

49 


327 


374 

338 


184 


467 

273 


442 

252 


712 


153 

SOUND. 

21 


160 


269 

175 


104 


373 

194 


■205 

139 


484 


78 

WITH ALL PLUMBING FACILITIES ...... 

13 


eo 


211 

44 


74 


223 

164 


60 

68 


353 


48 

LACKING SOME OR ALL FACILITIES . 

S 


eo 


58 

131 


30 


150 

30 


145 

71 


131 


30 

DETERIORATING. 

24 


78 


83 

127 


44 


94 

71 


138 

75 


187 


55 

WITH ALL PLUMBING FACILITIES . 

9 


21 


37 

9 


17 


41 

40 


10 

20 


113 


27 

LACKING SOME OR ALL FACILITIES . 

15 


57 


46 

118 


27 


53 

31 


128 

55 


74 


28 

dilapidated. .... . 

4 


B9 


22 

36 


36 


... 

8 


99 

38 


41 


20 

ALL OCCUPIED UNITS . 

364 

1 

470 

1 

720 

971 

1 

278 

2 

073 

953 

1 

202 

961 

2 

301 

1 

218 

water supply 



















HOT AND COLD PIPED WATER INSIOE STRUCTURE. 

259 

1 

135 

1 

492 

459 


962 

1 

706 



655 

671 

1 

882 


879 

only COLD PIPED WATER INSIOE STRUCTURE . . 

49 


77 


131 

48 


138 


252 



59 

100 


230 


169 

PIPED WATER OUTSIDE STRUCTURE. 

e 


7 


14 

13 


21 


37 




12 


20 


45 

NO PIPED WATER . 

46 


251 


83 

451 


157 


78 

29 


488 

178 


169 


125 

TOILET facilities 



















FLUSH TOILETi EXCLUSIVE USE. 

235 

1 

142 

1 

449 

471 


921 

1 

566 

805 


646 

638 

1 

724 


869 

flush TOILETi SHARED.. 

13 


16 


13 

f • • 


4 


42 

4 


til 

8 


16 


27 

other toilet facilities or none. 

116 


310 


258 

500 


353 


465 

144 


556 

315 


561 


322 

BATHING Facilities 



















bathtub or SHOWER I EXCLUSIVE USE. 

239 

1 

142 

1 

445 

467 


892 

1 

554 

793 


642 

638 

1 

712 


815 

bathtub or SHOWERi SHARED. 

13 


18 


18 

• • • 


4 


42 

4 


- - - 

4 


24 


32 

NO BATHTUB OR SHOWER.. . 

112 


310 


257 

504 


382 


477 

156 


560 

319 


565 


371 

ROOMS 



















1 ROOM . 

• • • 


20 


■ • • 

5 


8 


4 



4 

12 


4 


• « a 

2 ROOMS. 

• • • 


20 


18 

12 


• • . 


8 

12 


13 

20 


a 


12 

3 ROOMS. 

4 


21 


45 

67 


25 


36 

12 


54 

12 


32 


47 

4 ROOMS . 

22 


179 


137 

160 


142 


115 

68 


140 

87 


121 


139 

5 ROOMS .. 

81 


405 


203 

192 


160 


134 

112 


190 

139 


220 


111 

6 ROOMS . 

120 


385 


367 

219 


305 


490 

162 


322 

265 


389 


352 

7 ROOMS. ................. 

57 


202 


307 

170 


280 


574 

184 


214 

164 


403 


179 

S ROOMS OR MORE. 

60 


238 


643 

146 


358 


712 

403 


265 

262 

1 

124 


378 

MEDIANI 



















ALL OCCUPIED . 

6.1 


5.7 


6.8 

5.7 


6.5 


E 3 



6.1 

6.3 


7.4 


6.4 

owner. 

6.1 


5.9 


7,2 



6.5 


E 3 



6.5 

6.4 


7.5 


6.4 

RENTER . 

... 


5.3 


5.8 

4.8 


... 


Ell 

■31 


5.6 

5.B 


7.2 


... 

YEAR structure BUILT 



















1955 TO MARCH 1960 . 

11 


226 


101 

59 


46 


69 

40 


114 

28 


76 


41 

1950 TO 1954 .. 

7 


222 


64 

87 


63 


61 

52 


104 

50 


68 


69 

1940 TO 1949 . 

46 


193 


131 

240 


83 


64 

56 


209 

49 


89 


132 

1930 TO 1939 . 

32 


229 


103 

110 


103 


48 

61 


lie 

101 


68 


118 

1929 OR EARLIER. 

266 


598 

1 

301 

475 


983 

1 

831 

744 


657 

733 

2 

000 


858 

HEATING equipment 



















steam OR HOT WATER . 

56 


351 


776 

89 


103 


687 

240 


172 

105 


643 


140 

Warm air furnace . 

17B 


475 


381 

105 


63 


308 

220 


100 

41 


221 


456 

built-in ROOM UNITS . 

16 


162 


136 

119 


154 


200 

113 


46 

105 


191 


127 

OTHER MEANS WITH FLUE . 

114 


451 


392 

654 


945 


B40 

368 


636 

693 

1 

200 


491 

OTHER MEANS WITHOUT FLUE . 

• • • 


12 


24 

4 


13 


31 

8 


34 

12 


24 


4 


... 


19 


11 

... 


... 


7 

4 


12 

5 


22 


... 

SOURCE OF WATER 



















PUBLIC SYSTEM OR PRIVATE COMPANY . 

40 


10 


63 

5 


35 


42 

5 



20 


32 


26 

INDIVIDUAL WELL . 

243 

1 

42B 

1 

432 

853 

1 

213 

1 

726 

825 

1 

115 

84? 

1 

772 


744 

OTHER. 

65 


61 


184 

90 


36 


336 

75 


49 

70 


477 


483 

SEWAGE disposal 



















PUBLIC SEWER . 

5 


6 


5 



35 


5 




5 


11 


21 

SEPTIC tank OR CESSPOOL. 

226 

1 

178 

1 

353 

461 


932 

1 

590 

758 


654 

641 

1 

693 


722 

OTHER OR NONE. 

115 


315 


321 

487 


317 


509 

147 


510 

286 


577 


510 

HOME FOOD FREEZER 



















1 OR MORE... 

196 


488 

1 

121 

361 


674 

1 

291 

731 


603 

362 

1 

747 


495 


221 


801 


657 

669 


558 


657 

455 


750 

698 


625j 


571 
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Table 33. Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: I960—Con. 

[Based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac 
Bathing Fac. 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Foodf Freeaer 



bathtub or SHOWERi exclusive use 
bathtub or SHOWERi shared. . . . 

NO 8ATHTUB OR SHOWER . 


1 ROOH .... 

2 ROOMS. . . . 

3 ROOMS. . . . 
a ROOMS. . . . 

5 ROOMS. . . , 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN I 

ALL OCCUPIED 
OWNER. . . 
RENTER . . 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE . . . . 
BUILT-IN ROOM UNITS. . . 
OTHER means WITH FLUE. , 
OTHER MEANS WITHOUT FLUE 
NONE. 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL WELL. . . . 

OTHER. .... . 


PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


HOME FOOD freezer 


1 OR MORE 
NONE . . 

























































































22-66 


State and Small Areas 


Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


subject 

ALLEGANY 

ANNE 


BALTIMORE 

CALVERT 

CAROLINE 

CARROLL 

CECIL 

CHARLES 


DOR- 

FRED- 

GARRETT 




ARUNDEL 











L 



CHESTER 

ERICK 


ALL OCCUPIED UNITS . 

364 

1 470 

1 720 

971 


278 

2 073 

953 

1 202 

961 

2 301 

1 218 

PERSONS 

■■ 






■ 






r 








1 PERSON . 


95 

101 




102 


85 


37 


68 


104 

74 

67 

2 PERSONS. 


346 

501 




413 


546 


252 


220 


327 

445 

276 

3 PERSONS. 


260 

324 




271 




216 


226 


223 

452 

245 

4 PERSONS. 


266 

342 




196 




158 


175 


109 

474 

216 

5 PERSONS. .... . 


196 

165 




94 


BSl 


145 


135 


61 

355 

130 

6 PERSONS. 


105 

147 


lie 


104 




81 


139 


56 

272 

123 

7 PERSONS. 


60 


52 


36 


62 


^BB*1 


44 


67 


12 

127 

73 

S PERSONS OR MORE... 

16 

120 


66 


114 


36 


^kII 


20 


172 


49 

102 

66 

NEDIAN1 





















ALL OCCUPIED . 



□ 

3.3 




3.0 




3.4 


4.0 


2.7 

3.9 

3.6 

OWNER. ........... . 



□ 


.1 




2.6 




3.1 


3.7 


2.7 

3.7 

3.6 

RENTER... 




y 

3.6 




... 


3.6 


4.6 


4.6 


2.6 

4.2 

« « • 

persons per room 





















1.00 OR LESS . 

341 

1 277 

1 601 


744 


212 


1 969 


909 


936 


692 

2 164 

1 099 

1.01 OR MORE., . . . . 

23 

193 

119 


227 


66 


104 


44 


264 


69 

137 

119 

YEAR moved into UNIT 










■ 











OWNER OCCUPIED . 

315 

1 143 

1 346 


633 


094 


1 606 


680 


760 


709 

1 569 

1 06S 

1956 TO MARCH 1960 . 

4 

179 

151 


55 


73 


153 


76 


107 


45 

171 

72 

1954 TO 1957 . 

35 

223 

171 


72 


191 


261 


100 


lie 


93 

227 

145 

1940 TO 1953 . 

131 

477 

479 


287 


421 


591 


272 


293 


266 

544 

361 

1939 OR EARLIER. 

145 

264 

545 


219 


409 


601 


232 


242 


265 

647 

467 

RENTER OCCUPIED. 

49 

327 

374 


338 


164 


467 


273 


442 


252 

712 

153 

1956 TO MARCH 1960 . 

15 

77 

109 


105 


25 


103 


102 


109 


46 


33 

1954 TO 1957 . 

17 

56 


86 


102 


5B 


103 


57 


103 


36 


41 

1940 TO 1953 . 

9 

126 

131 


101 


74 


142 


85 


173 


112 


30 

1939 OR EARLIER. 

6 

64 


46 


30 


27 


119 


29 


57 


56 

lie 

49 

RENT STATUS 





















RENTER OCCUPIED. 

49 

327 

374 


336 


164 


467 


273 


442 


252 

712 

153 

RENT PAID. 

17 

34 


67 


4 


30 


140 


49 


44 


6 

389 

22 

NO CASH RENT... 

32 

293 

307 


334 


154 


327 


224 


398 


244 

323 

131 

SU6JECT 

HARFORD 


HOWARD 

r 

KENT 

MONT- 

PRINCE 

queen 

ST MARYS 

SOMERSET 

TALBOT 


WASH- 

WICOMICO 

WORCES- 







QOMERY 

GEORGES 

ANNES 







INQTON 


TER 

ALL OCCUPIED UNITS . 

1 756 

646 

764 

1 101 

1 666 

998 

1 256 

691 

802 

1 464 

1 314 

1 221 

PERSONS 








■ 

!■ 





■■ 




■1 



1 PERSON . 

96 


35 


61 


63 

■ 



69 


67 


52 


69 

96 

2 PERSONS.. 

476 


230 


195 


276 


BlN:! 


284 

322 


237 


439 

417 

3 PERSONS.. 

32B 


167 


130 


164 


Btl*] 


147 

153 


158 


256 

230 

4 PERSONS. 

315 


165 


136 


IBO 




174 

192 


110 


221 

204 

5 PERSONS. 

255 


111 


100 


157 




126 

140 

120 

120 


165 

122 

6 PERSONS. .. 

157 


52 


56 


126 


115 


87 

126 

43 

64 

175 

74 

54 

7 PERSONS. 

6B 


43 


56 


64 


103 


52 


66 

12 

29 

99 

36 

27 

6 PERSONS OR MORE. 

59 


45 


26 


71 


225 


59 

172 

39 

32 

101 

34 

69 

MEOIANI 





















ALL OCCUPIED . 

3.4 


3.5 

I 



3.6 


3.6 


3.5 

3.8 

3. 

6 

3. 

1 

3.6 

3.0 

2.9 

OWNER. 

3.3 


3.2 




3.3 


3.0 


2.9 


3.6 

2.6 


2.6 

2.7 

RENTER . 

3.6 


4.5 

1 



4.B 


5.0 


4.0 

5.1 

• 

• 

3.8 


4.2 

3.9 

PERSONS PER ROOM 





















1.00 OR LESS . 

1 61B 


773 


717 


969 


327 


909 

1 011 

627 

761 

1 352 

1 216 

1 115 

1.01 OR MORE . 

138 


75 


47 


112 


359 


69 

247 

64 

41 

132 

96 

106 

YEAR MOVED INTO UNIT 





















OWNER OCCUPIED.'. . . 

1 277 


632 


472 


762 


120 


543 

640 

, 553. 

503 

1 005 

1 069 

942 

1956 TO MARCH 1960 . 

100 


66 


64 


95 


200 


60 


60 

20, 

64 

95 

55 

56 

1954 TO 1957 . . .. 

259 


76 


100 


126 


242 


125 


96 

48 

52 

134 

151 

102 

1940 TO 1953 . 

470 


255 


164 


266 


311 


206 

380 

.224 

231 

391 

399 

294 

1939 OR EARLIER. 

44B 


213 


124 


291 


367 


132 

304 

261 

156 

365 

484 

490 

RENTER OCCUPIED. 

479 


216 


292 


319 


566 


455 

416 

136 

299 

479 

225 

279 

1956 TO MARCH 1960 ... . 

160 


53 


96 


109 


127 


156 

104 

• .38 

85 

1'49 

63 

69 

1954 TO 1957 .. 

100 


47 


58 


100 


150 


113 

114 

. .34 

62 

1.09 

49 

48 

1940 TO 1953 . 

144 


62 


60 


75 


196 


140 

125 

,42 

. 116 

152 

61 

114 

1939 OR EARLIER. 

75 


34 


56 


35 


91 


44 


75 

24 

36 

69 

32 

48 

RENT STATUS 





















RENTER OCCUPIED. 

479 


216 


292 


319 


566 


455 

416 

136 

299 

479 

225 

279 

RENT Paid. 

46 


32 


17 


90 


30 


4 


66 


n 

12. 

164 

4 

37 

NO CASH RENT . 

431 


164 


275 

_ 

229 


536 


451 

332 

BBSI 

287 

315 

221 

242 
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Table 35. —Source of Water and Sewage Disposal, for Counties; 1960 

[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

UNITS 

TOTAL^ 


SOURCE OF 

WATER 


SEWAGE DISPOSAL 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

SEWER 

SEPTIC 

TANK 

OR 

CESSPOOL 

other 

OR 

NONE 

THE STATE. 

934 

552 

644 

255 

439 

974 

177 

529 

26 

752 

377 

063 

199 

564 

67 

608 

ALLEGANY. 

27 

165 

27 

165 

21 

260 

4 

890 

1 

015 

17 

246 

6 

614 

3 

305 

ANNE ARUNDEL. . . . '. 

61 

278 

61 

266 

33 

255 

26 

044 

1 

967 

23 

737 

32 

902 

4 

627 

BALTIMORE . 

142 

949 

142 

884 

122 

789 

17 

910 

2 

185 

106 

155 

31 

214 

5 

515 

BALTIMORE CITY. 

290 

155 


. • . 


• 


« • • 


• t • 


• • • 


t • • 


• • 

CALVERT . 

5 

978 

5 

978 

1 

156 




752 


566 

3 

452 

1 

940 

CAROLINE. 

6 

708 

6 

70B 

2 

476 




580 

2 

054 

2 

659 

1 

995 

CARROLL . 

15 

002 

14 

957 

5 

391 




964 

2 

817 

9 

809 

2 

331 

CECIL . 

14 

730 

14 

730 

5 

644 

7 

965 

1 

121 

4 

629 

7 

716 

2 

385 

CHARLES . 

9 

286 

9 

286 

2 

451 

6 

521 


314 

1 

979 

4 

758 

2 

549 

Dorchester. 

10 

519 

10 

519 

5 

294 

4 

208 

1 

017 

4 

756 

2 

826 

2 

935 

FREDERICK . 

21 

443 

21 

443 

11 

229 

a 

579 

1 

635 

9 

748 

7 

711 

3 

984 

GARRETT . 

7 

197 

7 

197 

1 

836 

3 

360 

2 

001 

1 

582 

3 

008 

2 

607 

HARFORD . 

22 

489 

22 

489 

10 

305 

10 

746 

1 

436 

9 

489 

10 

171 

2 

629 

HOWARD. 

10 

156 

10 

156 

2 

751 

6 

eo3 


602 


562 

7 

809 

1 

785 

KENT. 

5 

776 

5 

776 

1 

774 

3 

618 


384 

1 

155 

3 

034 

1 

587 

MONTGOMERY. 

97 

141 

97 

131 

84 

236 

11 

965 


930 

81 

887 

12 

387 

2 

857 

PRINCE GEORGES.. 

99 

617 

99 

607 

87 

925 

10 

371 

1 

311 

78 

200 

17 

086 

4 

321 

queen annes . 

5 

901 

5 

901 


797 

4 

517 


587 


467 

3 

370 

2 

064 

ST MARYS. 

11 

218 

11 

218 

3 

528 

7 

103 


587 

2 

969 

5 

558 

2 

691 

SOMERSET. 

6 

964 

6 

964 

1 

964 

3 

879 

1 

121 


551 

3 

042 

3 

371 

TALBOT. 

7 

917 

7 

917 

3 

615 

4 

023 


279 

2 

857 

3 

447 

1 

613 

WASHINGTON. 

29 

091 

29 

091 

20 

156 

4 

606 

4 

329 

14 

123 

10 

564 

4 

404 

WICOMICO. 

16 

020 

16 

020 

6 

922 

8 

416 


682 

6 

508 

6 

443 

3 

069 

WORCESTER . 

9 

852 

9 

652 

3 

220 

5 

681 


951 

3 

006 

4 

002 

2 

844 


^ EXCLUDES UNITS IN PLACES OF 50,000 INHABITANTS OR MOREI SEE TEXT. 
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Table 36. —Character:stics of Housing Units With Nonwhite Household Heads, 
FOR Places With 100 to 400 Such Units; 1960 

[Data shown for places of 2,600 inhabitants or more. “U” denotes an unincorporated place] 


Tenure Rooms 

Condition and Persons 

Plumbing Persons pet Room 


SUBJECT 


ALL OCCUPIED UNITS . . . . 

tenure 

OWNER OCCUPIED . 

RENTER OCCUPIED. 

CONDITION ANO PLUMBING 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL plumbing FACILITIES . 
LACKING SOME OR ALL FACILITIES 

dilapidated. 

ROOMS 

1 ROOM.. . • . . 

2 ROOMS.. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

S ROOMS OR MORE. 

MEDIAN . 

PERSONS 

1 PERSON . 

Z PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS OR MORE. ....... 

MEDIAN . 

PERSONS PER ROOM 

0.50 OR LESS . 

0.51 TO 0.75 . 

0.76 TO 1.00 . 

1.01 TO 1.50 . 

1.51 OR MORE . 


SUBJECT 


ABERDEEN 

ARBUTUS- 

halethorpe- 

RELAY (U) 

BEL AIR 

BETHESDA 

(U) 

CHESTER- 

TOWN 

COLLEGE 

park 

CRISFIELO 

CUMBERLAND 

374 

108 

108 

13B 

293 

180 

319 

248 


HAVRE DE 

ELKTON GRACE 

140 339 




ALL OCCUPIED UNITS. 101 


TENURE 

OWNER OCCUPIED. 42 

RENTER occupied. 59 

CONDITION AND PLUMBING 

SOUND. 64 

WITH ALL PLUMBING FACILITIES ... 59 


LACKING SOME OR ALL FACILITIES 


DETERIORATING. 22 

WITH ALL PLUMBING FACILITIES ... 14 

LACKING SOME OR ALL FACILITIES . . 8 

dilapidated. 15 

ROOMS 

1 ROOM.... . ... 

2 ROOMS. 2 


3 ROOMS. 33 

4 ROOMS. 22 

5 ROOMS. IS 

6 ROOMS. 14 

7 ROOMS. 9 


6 ROOMS OR MORE. 3 


MEDIAN 


PERSONS 

1 PERSON . 3 

2 PERSONS. 21 

3 PERSONS. 16 

4 PERSONS. 21 

5 PERSONS. 14 

6 PERSONS OR MORE. ......... 24 

MEDIAN. 3.9 



116 


29 


78 

76 

2 

12 

4 

8 

26 


5 

1 

9 

12 

25 

23 

37 

4 

5.8 


146 183 


79 80 

67 103 


107 55 

102 47 

5 8 

29 84 

23 50 

6 34 

10 44 


17 11 

38 33 

23 53 

24 59 

16 8 

13 15 

4.6 5.3 



11 14 

31 37 

19 32 

22 22 

15 11 

18 30 

3.3 3.2 


24 14 

44 40 

39 33 

24 26 

20 27 

32 37 

3.1 3.6 


PERSONS PER ROOM 


0.50 OR LESS. 17 45 114 100 28 63 96 47 42 83 55 

0.51 TO 0.75 . 26 35 40 86 14 42 45 25 40 36 40 

0.76 TO 1.00. 19 61 39 115 26 65 57 28 37 30 47 

1.01 TO 1.50 . 25 31 32 67 39 30 32 6 20 19 19 

1.51 OR MORE. 14 47 17 20 5 27 15 8 7 15 18 
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Tabic 37. —Characteristics of Housing Units With Nonwhite Household Heads, 

FOR Places With -400 to 2,000 Such Units; 1960 

[Data shown for places of 2,600 inhabitants or more. Some data based on sample; see text. “U” denotes an unincorporated place] 


Tenure 

Ojndition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons pet Room 

Value 

Gross Rent 



ANNAPOLIS 

CAMBRIDGE 

CATONSVILLE 

(U) 

DUNDALK (U) 

EASTON 

FREDERICK 

HAGERSTOWN 

SALISBURY 

ALL OCCUPIED UNITS . 

1 777 

1 309 

743 

1 532 

417 

590 

497 

689 

TENURE 









OWNER OCCUPIED . 

760 

365 

308 

462 

111 

113 

103 

189 

RENTER OCCUPIED.. . 

1 017 

944 

435- 

1 070 

306 

477 

394 

500 

CONDITION AND PLUMBING 









SOUND. 

1 091 

664 

663 

1 213 

256 

411 

307 

342 

WITH ALL PLUMBING FACILITIES . 

941 

246 

626 

1 196 

lei 

286 

174 

229 

LACKING Some or all facilities . . • • • 


418 

55 

17 

75 

125 

133 

113 

deteriorating. 


537 

34 

31 

126 

116 

92 

158 

WITH all plumbing FACILITIES . 


28 

26 

20 

17 

24 

43 

68 

LACKING SOME OR ALL FACILITIES . 

177 

509 

a 

11 

111 

92 

49 

90 

dilapidated. 

26B 

108 

29 

265 

33 

63 

95 

189 

WATER supply 









HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

1 338 

350 

697 

1 471 

210 

337 

279 

341 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

369 

939 

33 

32 

203 

253 

207 

307 

PIPED WATER OUTSIDE STRUCTURE. ...... 

32 

4 

4 

3 

4 

• • • 

• • • 

4 

NO PIPED WATER... 

36 

16 

12 

3 

... 


8 

37 

TOILET FACILITI-ES 









FLUSH TOILETi EXCLUSIVE USE. 

1 568 

1 113 

703 

1 499 

338 

547 

414 

583 

FLUSH TOILETi SHARED . 

104 

148 

• • • 

• • • 

41 

6 

46 

53 

OTHER TOILEt FACILITIES OR NONE. 

103 

48 

43 

10 

36 

35 

34 

53 

BATHING FACILITIES 









bathtub or showerI EXCLUSIVE USE . 

1 390 

362 

690 

1 483 

221 

357 

254 

362 

BATHTUB OR SHOWERi SHARED. ........ 

71 

28 

» • • 

4 

4 

12 

38 

34 

NO BATHTUB OR SHOWER.. . . 

314 

919 

56 

22 

192 

221 

202 

293 

ROOMS 









1 ROOM . 

88 

72 

• • • 

3 

4' 

■4 

26 

11 

2 ROOMS. 

60 

60 

7 

m f 

25 

12 

4 

38 

3 ROOMS. . . . . . 

266 

140 

24 

168 

79 

107 

57 

106 

4 ROOMS .. . . 

447 

603 

363 

908 

161 

166 

160 

215 

5 ROOMS .... . . . 

383 

253 

102 

340 

52 

154 

92 

64 

6 ROOMS . 

368 

104 

137 

137 

49 

88 

105 

148 

7 ROOMS ... 

93 

33 

36 

22 

27 

15 

31 

53 

S ROOMS OR MORE .. . . 

70 

44 

77 

31 

20 

24 

19 

34 

UNITS IN STRUCTURE 









It INCL. TRAILER . 

1 393 

971 

398 

1 236 

346 

337 

420 

579 


121 

146 

314 

15 

41 

45 

35 

46 

3 AND 4. . « . 

105 

96 

29 

156 

5 

25 

21 

32 

5 OR MORE. ... . 

162 

96 

... 

96 

25 

183 

15 

32 

YEAR STRUCTURE BUILT 









1955 TO MARCH 1960 . 

138 

64 

35 

12 

• « • 

70 

29 

28 

1950 TO 1954 . 

1S4. 

148 

319 

24 

30 

64 

41 

16 

1940 TO 1949 . . « . 

202 

173 

68 

1 239 

44 

47 

• • • 

82 

1939 OR earlier. 

1 281 

924 

324 

234 

343 

409 

424 

563 

PERSONS 









1 PERSON . ... 

201 

300 

67 

63 

89 

66 

122 

94 

2 PERSONS. 

386 

355 

lei 

263 

135 

176 

122 

199 

3 PERSONS. ... . 

266 

210 

155 

293 

72, 

106 

62 

120 

4 PERSONS.. 

233 

132 

137 

219 

49 

66 

44 

91 

5 PERSONS.■. 

191 

112 

87 

216 

25 

56 

65 

86 

6 PERSONS... 

166 

96 

30 

169 

11 

36 

47 

39 

7 PERSONS. ..' 

127 

32 

20 

101 

12 

34 

20 

24 

e PERSONS OR MORE. 

183 

72 

69 

185 

24 

48 

12 

36 

persons per RO’OM 

0.50 OR LESS . 

498 

592 

269 

353 

207 

233 

229 

276 

0.51 TO 0.75 . 

316 

197 

161 

297 

79 

115 

78 

132 

0.76 TO 1.00 . . . 

438 

228 

156 

262 

62 

112 

103 

140 

1.01 TO 1.50 . 

26B 

172 

93 

386 

41 

74 

64 

69 

1.51 OR MORE.. . 

255 

120 

45 

211 

26 

56 

20 

52 

VALUE 









OWNER OCCUPIED . i. ........... . 

744 

349 

324 

427 

103 

no 

102 

179 

LESS THAN SSiOOU.. 

27 

163 

41 

32 

47 

23 

46 

81 

$51000 TO S9i900 .. 

288 

136 

172 

329 

52 

45 

39 

84 

SlOiOOO TO S14i900 ... . 

270 

41 

79 

57 

4 

22 

14 

5 

SlSiOOO TO S19i900 . 

111 

• • • 

20 

• • • 

• • • 

12 

3 

9 

$201000 TO $241900 '.. . . 

33 

9 

5 

9 

• • • 

4 

• • $ 

• • • 

$251000 OR MORE.. . . 

15 

... 

7 

... 

.... 

4 

... 

... 

GROSS Rent 









renter OCCUPIED. . 

1 015 

944 

414 

1 069 

306 

477 

392 

500 

LESS than $20. .. 

• •• 

4 

• « • 

• • • 

« • • 

4 

• • • 

3 

$20 TO $29 . s . 

34 

ea 

• • • 

3 

4 

43 

68 

11 

$30 TO $39 . ... 

89 

120 

7 

15 

36 

168 

125 

38 

$40 TO $<49 ... . 

140 

224 

24 

10 

65 

123 

116 

64 

$50 TO $59 .. 

150 

212 

• • f 

27 

66 

48 

45 

72 

$60 TO $79 .. 

331 

240 

55 

470 

57 

63 

21 

181 

$eO TO $99 .... 

207 

32 

273 

456 

17 

20 

« $ • 

75 

$100 OR more . . . . . . . 

44 

4 

51 

82 

5 

4 

• • • 

e 

NO CASH RENT ... . 

20 

20 

_ 

4 

4 

16 

4 

17 

28 
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Table 38 .—Characteristics of Housing Units With Nonwhite Household Heads, for SMSAs 
AND Places With 2,000 or More Such Units: 1960 

[Some data based on sample; see text “TJ” denotes an unincorporated place]' 


Tenure Units in Sttuctute 

Gonditiqp & Plumb. Trailer 
Water Supply Year Structure 

Toilet Facilities Built 

Bathing Facilities Persons 

Rooms Persons per Room 


SUBJECT 


washinq- 

BALTIMORE TON.D.C.- 
C ITY MD. -VA. 


BALTIMORE 

CITY 


SUBJECT 


SMSA'S 


WASHINQ- 
BALTIMORE TON.D.C.- 
C I TY MD.-VA. 


BALT I MORE 
CITY 




9 878 20 

54 328 47 

9 596 10 

11 150 15 

3 297 11 

2 767 21 

137 


91 095 127 

873 2 

2 272 5 

3 858 12 

11 167 ?4 

7 519 19 

65 386 63 

32 834 44 

989 2 

1 975 4 

4 236 8 

25 634 29 


10 737 18 

19 808 29 

16 023 22 

12 835 18 

10 145 13 

7 832 9 

4 995 5 

8 720 9 

3.4 


31 614 39 

19 444 28 

20 382 31 

13 515 18 

6 l40 10 


727 3 036 

288 52 192 

457 8 978 

522 10 729 

336 2 924 

599 2 630 

69 6 


003 SO 456 
047 588 
192 1 618 
331 2 527 
971 8 436 
069 6 281 
393 61 006 

555 27 628 
164 349 
077 1 296 
811 3 018 
503 22 965 


447 9 776 
392 17 572 
361 14 274 
468 11 257 
639 8 938 
453 6 892 
715 4 337 
528 7 410 
3.2 3.4 


035 28 383 
007 17 546 
246 18 039 
093 11 717 
622 4 771 


Table 39. —Financial Characteristics of Housing Units With Nonwhite Household Heads, 
FOR SMSA’s AND Places With 2,000 or More Such Units; I960 
[Based on sample; see text. “U” denotes an unincorporated place. Minus (—) after number indicates median below that number] 


Value 
Gross Rent 


SUBJECT 


I 


SMSA'S 



BALTIMORE 

CITY 


SUBJECT 


SMSA'S. , 

WASHING- 
8ALTIM0RE TON.D.C.-; 
CITY MD.-VA. 


BALTIMORE 

OITY 


ALL OCCUPIED UNITS 



GROSS RENT 


VALUE 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
$5I000 TO $7,400 . 
$7,500 TO $9,900 . 
$10,000 TO $12,400 


$12,500 TO $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 


. 


30 491 
3 817 

8 900 

9 608 
5 491 
1 337 

601 

259 


42 067 25 667 

1 341 2 839 

2 157 7 583 

3 994 8 725 

8 312 4 756 

12 271 986 

8 225 334 

2 919 144 

1 769 153 

785 88 

294 59 


RENTER OCCUPIED 
LESS THAN $20. . . 

$20 TO $29 ... . 

$30 TO $39 ... , 
$40 TO $49 ... . 
$50 TO $59 ... , 
$60 TO $69 .... 
$70 TO $79 .... 
$80 TO $99 ... . 
$100 TO $119 . . . 
$120 TO $149 . . . 
$150 TO $199 . . . 
$200 OR MORE . . . 
NO CASH RENT . . . 


. 58 261 
215 

1 369 
3 073 
5 306 
7 122 
9 057 

. 9 076 
12 835 
5 967 

2 614 
519 

. 1 108 


82 448 
. 165 
911 

2 485 
5 168 

f 7 531 
13 440 
17 051 
21 028 
. 6 519 

3 941 


3 093 


52 828 
84 

1 173 

2 710 

4 800 
6 597 
8 538 
8 298 

11 519; 

5 728 
2 538 

503 

34P 


median 


DOLLARS . 


13 600 S 200 


median 


DOLLARS . 


73 ' 76 ■ 73 








































































































































APPENDIX 


Tabic A-1. —Percent of Allocation for Nonresponse or Inconsistency, for the State, by Si 2 e of Place: 1960 


[Leaders (• •) indicate that the item is not applicable or that it is not published in this report for the given areas. The base on which the percentage is computed is expressed as a code whioh appears in 

the first column. The legend for the codes follows the table] 





I INSIDE SMSA 

'S 


PLACES OF 1,000 TO 50,000 INHABITANTS 

SUBJECT 

BASE 

(code) 

THE 

STATE 

TOTAL 

PLACES OF 
50,000 

1NHAB1T- 
ANTS 

OR MORE 

BALANCE 

OUTSIDE 

SMSA’S 

25,000 

TO 

50,000 

10,000 

TO 

25,000 

2,500 

TO 

10,000 

1,000 

TO 

2,500 

OCCUPANCY CHARACTER 1 ST 1OS 

■ 










tenure. 

H 

1.8 

1.9 

2.7 

1.1 

1.3 

1.2 

1.0 

1.1 

1.2 

YEAR MOVED INTO UNIT. 

2 

3.3 


4.1 

2.9 

2.4 

3.2 


2.6 

... 

VACANCY STATUS* 



HR 








FOR SALE ONLY . 


9.8 


15.1 

4.4 

20.0 

7.9 


4.3 


FOR RENT. 




14.0 

4.3 

4.7 

9.6 

6.1 

3.0 


OTHER . 




9.3 

1.9 

1.9 

7.1 

1.9 

3.3 

• • • 

DURATION OF VACANCY . 

3 

25.2 


31.9 

19.3 

22.4 

23.0 

• • • 

• • « 

»•« 

STRUCTURAL CHARACTERISTICS 











BASEMENT. 

1 

3.6 

3.7 

4.9 

2.5 

3.4 

2.7 

2,0 



BEDROOMS. 

1 

6.2 

6.3 

7.6 

4.9 

6,1 

6.0 

5.2 

• • • 

• • • 

ROOMS. 

1 

I.H 

1.3 

2.0 

0.7 

1.7 

0.7 

0.6 

1.2 

1.6 

TRAILERS) ON PERMANENT FOUNDATION OR MOBILE . 


16.1 

11.6 

10.5 

11.7 

20.3 

• • • 

• • • 


• « • 

UNITS IN STRUCTURE. 


3.6 

3.9 

5.8 

1.9 

2.5 

2.5 

1.7 


• • • 

YEAR STRUCTURE BUILT. 

H 

3.8 

3.9 


2.8 

3.7 

3.0 

2.3 


• • « 

CONDITION AND PLUMBING FACILITIES 

■ 










BATHING FACILITIES. . . . 



1.4 


0.8 

1.5 

0.8 

0.7 

1.4 

• • « 

BATHROOMS.... 

1 

6.9 



4.7 

8.4 

5.9 

4.3 

5.4 

• •• 

CONDITION OF UNIT . ........ 


o.e 



0.5 

0.5 

0.5 

0.5 

1.7 

1.9 

SEWAGE DISPOSAL .. 


2.4 



• • • 

• « • 

2.6 

1.6 

2.1 

• • • 

SOURCE OF WATER.. 


2.3 



t - t 

• ♦ • 

2.6 

1.7 

2.1 

• • « 

TOILET FACILITIES . 


1.2 

1.2 

1.6 

0.7 

1.4 

0.7 


1.2 

• • • 

WATER SUPPLY .. 

■ 

1.2 

1.1 

1.6 

0.6 

1.5 

0.6 


1.5 


EQU1 PM^NT.. 

■ 










AIR CONDITIONING. . . . . 


3.6 


5.1 

2.6 

2.4 

2.6 


• • • 

• 1 • 

AUTOMOBILES AVAILABLE . , , 


7.9 



7.9 

8.6 

9.0 


• • t 


CLOTHES DRYER ..... . 


4.2 


1 

3.5 

3.4 

* » • 


« • • 

• • • 

.CLOTHES WASHING MACHINE . 

2 

3.6 



2.5 

2.9 

• • • 


« • • 


HEATING equipment . 


3.7 


9 

2.5 

3.4 

2.9 

2.1 

V • b 

« • • 

HOME FOOD FREEZER . 


4.0 


5.8 

2.9 

2.6 

* • • 

• • • 

«f • 

• • • 

RADIO SETS. 


3.5 

3.8 


2.6 

2.6 

• • • 

» • * 

• • • 


TELEPHONE AVAILABLE v . 

2 

3.3 

3.5 


2.5 

2.7 

• •• 

• • • 

• • • 


TELEVISION SEfs . 

2 

4.1 

4.4 


3.3 

3.1 

« • • 

... 



FUELS 











COOKING FUEL. 

2 

3.7 

4.0 

5.4 

2.4 

2.9 




... 

HEATING FUEL. 

2 

4.1 

4.4 

5.9 

2.8 


• • • 

• • • 

• • • 

• • • 

WATER HEATING FUEL. 

■ 


6.7 

6.8 

6.7 

17.7 


... 

• • • 

• • • 

FINANCIAL characteristics 

■ 

■ 









CONTRACT RENT ... 



9.0 

9.6 

8.1 

9.8 

7.7 

6.4 

6.8 


VALUE .. i ....... . 


HbmI 

3.4 

4.1 

2.8 

3.6 

2.7 

2.3 

3.3 

3.4 


" y 

CODE base 

’1 ALL HOUSING UNITS 

a2 OCCUPIED HOUSING UNITS. 

3 ... -"v'AG'ANT AVA’l’LAB’C^TOR'"lt'ENT^ Or«SAt'E"’ 
t VACANT AVAI LABLE FOR SALE 0|i|LY 

5 VACANT AVAILABLE FOR RENT 

6 VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 

7 OCCUPIED TRAILERS 

8 RENTER-OCCUPIED AND VACANT AVA ILABLE-FOR-RENT UNITS OF THE TYPE FOR WHICH RENT DATA ARE PRESENTED 

9 OWNER-OCCUPIED AND VACANT AVAILABLC-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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STANDARD METROPOLITAN STATISTICAL AREAS AND THEIR CONSTITUENT PARTS 


Boston, Mass.; All of Suffolk County, Mass. (Boston, Chelsea, and Revere 
cities; and Winthrop town); Cambridge, Everett, Malden, Medford, Mel¬ 
rose, Newton, Somerville, Waltham, and Woburn cities; Arlington, Ash¬ 
land, Bedford, Belmont, Burlington, Concord, Framingham, Lexington, 
Lincoln, Natick, North Reading, Reading, Stoneham, Sudbury, Wakefidd, 
Watertown, Wayland, Weston, Wilmington, and Winchester towns in 
Middlesex County, Mass.; Beverly, Lynn, Peabody, and Salem cities; Danvers, 
Hamilton, Lynnfleld, Manchester, l^rblehead, Middleton, Nahant, Saugus, 
Swampscott, Topsfield, and Wenham towns in Essex County, Mass.; Quincy 
city; Braintree, Brookline, Canton, Cohasset, Dedham, Dover, Holbrook, Med- 
fleld, Milton, Needham, Norfolk, Norwood, Randolph, Sharon, Walpole, 
Wellesley, Westwood, and Weymouth towns in Norfolk County, Mass.; Dux- 
bury, Hanover, Hingham, Hull, Marshffeld, Norwell, Pembroke, Rockland, 
and Scituate to^s in Plymouth County, Maas. 

Brockton, Mass.: Brockton city; Abington, Bridgewater, East Bridgewater, 
Hanson, West Bridgewater, and Whitman towns in Plymouth County, Mass.; 
Avon and Stoughton towns in Norfolk County, Mass.; Easton town in Bristol 
County, Mass. 

Fall River, Mass.-R.I.: Fall River city; Somerset, Swansea, and Westport 
towns in Bristol County, Mass.; Tiverton town in Newport County, R.I. 

Fitchbur^Leominster, Mass.: Fitchburg and Leominster cities; Lunenburg 
town m Worcester County, Mass.; Shirley town in Middlesex County, Mass. 

Lawrence-Havethill, Mass.-N.H.: Lawrence and Haverhill cities; Andover, 
Groveland, Methuen, and North Andover towns in Essex County, Mass.: 
Plaistow and Salem towns in Rockingham County, N.H. 

Lowell, Mass.: Lowdl city; Billerica, Chelmsford, Dracut, Tewksbury, and 
Tjmgaborougb towns in Middlesex County, Mass. 


New Bedford, Mass.: New Bedford city; Acushnet, Dartmouth, and Fair- 
haven towns in Bristol County, Mass.; Marion and Mattapoisett towns in 
Plymouth (bounty. Mass. 

Pittsfield, Mass.: Pittsfield city; Dalton, Lenox, and Lee towns in Berkshire 
County, Mass. 

Providence-Pawtucket, R.I.-Mass.: Central Falls, Cranston, East Providence, 
Pawtucket, Providence and Woonsocket dties; Burrillville, Cumberland, Johns¬ 
ton, Lincoln, North Providence, North Smlthflel^ and Smlthfleld towns in 
Providence County, R.I.; Narragansett and North Kingstown towns In Washing¬ 
ton County, R.I.; Warwick city, Coventry, East Greenwich, and West Warwick 
towns in Kent County, R.I.; all of Bristol County, R.I. (Barrington, Bristol, and 
Warren towns), and Jamestown town In Newport County, R.I. 

Attleboro oltyr North Attleborough and Seekonk towns In Bristol County, Maas,; 
Bellingham, Franklin, PlainvUle, and Wrentham towns In Norfojk County, 
Mass.; and Blackstone and Millville towns In Worcester County, Maas. 

Springfield-Chicopee-Holyoke, Mass.: Ohloopee, Holyoke, Springfield, and West- 
field cities; Agawam, East Longmeaduw, Loncmeadow, Ludlow, Monaon, 
Palmer, West Springfield, and Wllbrafaam towns In Hampden County, Mass.; 
Northampton city; Bastba^ton, Hadley, and South Hadley towns In 
Hampshire County, Mass.Ji Warren town In Worcester County, Mass. 

Worcester, Mass.: Worcester city; Auburn, Berlin, BoylstOu, Brookfield, East 
Brookfield, Grafton, Holden, Leicester, Mlllbury, Northborough, Northbrldge, 
North Brookfield, Oxford, Shrewsbury, Spencer, Sutton, Upton, Westbor- 
ough, and West Boylston towns In Worcester County, Mass,. 


URBANIZED AREAS AND COUNTIES IN WHICH THEY ARE LOCATED 


Boston, Mass.; Suffolk County, Mass.; parts of Middlesex, Essex, Norfolk, and 
Plymouth Counties, Mass. 

Brockton, Mass.: Parts of Plymouth, Norfolk, and Bristol Counties, Mass. 

Fall River, Mass.-R.I.: Parts of Bristol County, Mass.; of Newport County, R.I. 
Fitchburg-Leominster, Mass.; Part of Worcester County, Mass. 
Lawrence-Havethill, Mass.-N.H.: Parts of Essex County, Mass.: of Rocking¬ 
ham County, N.H, 

Lowell, Mass.: Part of Middlesex County, Mass. 


New Bedford, Mass.: Part of Bristol County, Mass. 

Pinsfield, Mass.: Part of Berkshire County, Mass. 

Providence-Pawtucket, R.I.-Mass.; Parts of Bristol, Kent, Providence, and 
Washington Counties, R.I.; of Bristol and Norfolk Counties, Mass. 

Springfield-Chicopee-Holyoke, Mass.-Conn,: Parts of Hampden and Hamp¬ 
shire Counties, Mass.; of Hartford County, Conn. 

Worcester, Mass.; Part of Worcester County, Mass. 
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State and Small Areas 


[Some data based on sample 


Table 1. —Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places op 10,000 Inhabitants or More: 1960 

s; see text. “U” denotes an umncorporated place. “UT” denotes an virban to'wn. Plus (-t-) or minus (—) after number indicates median above or below that 

number. Percent not shown where less than 0.1] 


ALL HOUSINS UNITS 


OCCUPIED HOUSING UNITS 


MEDIAN I HOME- 



VACANCY RATE 


GROSS OWNER RENTAL 

rent 


THE STATE. . 

urban. . , . . . 

RURAL. 

NONFARM. . . . 
OCCUPIED FARM. 


INSIDE .. 

In central CITIES. . 
NOT IN CENTRAL CITIES 
OUTSIDE SMSA'S .... 


STANDARD METROPOLITAN 
STATISTICAL AREAS 


BOSTON . 

Brockton . 

FALL RIVER ...... 

state PORTION. . . 
FITCHBUR6-LE0M1NSTER 
LAWRENCE-HAVERHILL.. 

STATE PORTION. . . . 
LOWELL . 


NEW BEDFORD. 

PITTSFIELD . . . , . 

provioence-pawtucket 

STATE PORTION. . . 
SPRINGFIELD-CHICOPEE- 

HOLYOKE . 

WORCESTER.■ . 


ADAMS (U). . . 
AMHERST .(Ul. . 
ARLINGTON (UT) 
ATHOL (U). . . 
ATTLEBORO. . 
BELMONT (UT) . 
BEVERLY. , . . 
BOSTON .... 
BRAINTREE (UT) 
BROCKTON . . . 



BROOKLINE (UT) 
CAMBRIDGE. . . 
CHELSEA. . . . 
CHICOPEE . . . 
CLINTON (UT) . 
DANVERS (UT) . 
DEDHAM (UT). . 
EVERETT. . . . 
FALL RIVER . . 
FITCHBURG. . . 


FRAMINGHAM (UT) 
GARDNER. . . . 
GLOUCESTER . . 
GREENFIELD (U) 
HAVERHILL. . . 
HOLYOKE. . . . 
LAWRENCE . . . 
LEOMINSTER . . 
LEXINGTON (UT) 
LOWELL .... 


MALDEN .... 
MARBLEHEAD (UT) 
MARLBOROUGH. • 
MEDFORD. , . . 
MELROSE. . . . 
METHUEN (UT) . 
MILFORD (U). . 
MILtON (UT). . 
NATICK (UT). . 

NEEDHAM (UT) .. 
NEW BEOFORO. . . 
NeWBURYPORT. . 

newton .... 

NORTH ADAMS. . 
NORTHAMPTON. . 
NORWOOD (UT) . 
PEABODY. . . . 
PITTSFIELD . . 
OUlNCY .... 

RANDOLPH (UT). 
reading (UT) . 
REVERE .... 


S 


1 690 998 
1 37B 908 
312 090 
302 110 


1 390 

326 

599 

440 

790 

886 

300 

672 

814 

090 

45 

9B3 

47 

368 

44 

253 

26 

408 

63 

039 

58 

323 

48 

856 

51 

570 

23 

464 

269 

633 

25 

953 

151 

626 

99 

eoo 

4 

023 

2 

115 

15 

080 

3 

704 

8 

643 

8 

787 

11 

024 

238 

802 

8 

608 

24 

090 

19 

646 

35 

330 

10 

648 

17 

747 

4 

068 

5 

899 

6 

773 

13 

546 

34 

362 

13 

875 

12 

813 

6 

168 

10 

148 

5 

179 

15 

967 

18 

640 

24 

407 

8 

699 

7 

162 

29 

952 

32 

571 

18 

138 

6 

511 

5 

983 

18 

756 

8 

909 

8 

714 

4 

438 

7 

531 

7 

993 

7 

437 

36 

731 

4 

986 

26 

117 

6 

743 

a 

561 

6 

991 

9 

907 

18 

469 

27 

359 

4 

948 

5 

387 

12 

854 

13 

llB 


5.2 49.5 16 

4.9 28.4 9 

5.5 65.4 22 

5.2 76.4 24 


1 534 985 
1 306 072 
228 913 
218 933 
9 980 

1 310 883 
566 367 
744 516 
224 102 


770 468 
43 629 
43 715 
40 955 
24 7B0 
58 655 
55 106 

45 256 

46 742 
22 246 

247 B22 
24 15B 

142 861 
94 680 


3 819 
1 963 
14 754 
3 376 
8 252 
B 677 
10 444 
224 687 
8 449 
22 877 
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Table 1. —Selected Characteristics, for the State, Standard Metropolitan Statistical Areas, 

AND Places of 10,000 Inhabitants or More: 1960— Con. 

[Some data based on sample; see text. “U” denotes an unincoiporated place. “UT” denotes an urban town. Plus (-1-) or minus (—) after number indicates median above or below that 

number, Percent not shown where less than 0.1] 


AUL HOUSINS UNITS 


OCCUPIED HOUSING UNITS 


VACANCY RATE 


OWNER renter 

median median home- 

gross owner rental 
rent 

(DOL¬ 
LARS) 
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State and Small Areas 


Table 2.—^Tenure, Vacancy Status, and Condition and Plumbing FAauTiES, for the State, 
Inside and Outside SMSA’s, Urban and Rural: 1960 
[Some data based on sample; see text] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


SUBJECT 


ALL HOUSING UNITS 


TENUREI COLOR* AND VACANCY 
STATUS 


OCCUPIED... 

OWNER OCCUPIED.| . 

PERCENT OF ALL OCCUPIED . 

WHITE . 

nonwhite. 

RENTER OCCUPIED . 

WHITE . 

nonwhite... 

VACANT. 

year Round.. . . , . 

sound or deteriorating. 

AVAILABLE . 

FOR SALE ONLY... 

HOMEOWNER VACANCY RATE. 

FOR RENT. . 

rental vacancy rate . 

RENTED OR SOLOt AWAITING OCCUPANCY. . 

HELD FOR OCCASIONAL USE . 

HELD FOR OTHER REASONS. 

DILAPIDATED . 

SEASONAL.. 


CONDITION AND PLUMBING 


ALL UNITS . 

SOUND . 

WITH ALL PLUMBING FACILITIES. . . 

LACKING ONLY HOT WATER. 

LACKING OTHER PLUMBING FACILITIES 

deteriorating . 

WITH ALL PLUMBING FACILITIES. . . 

LACKING ONLY HOT WATER. 

lacking OTHER PLUMBING FACILITIES 
DILAPIDATED . 

OWNER OCCUPIED. 

SOUND . 

WITH ALL PLUMBING FACILITIES. . . 

LACKING SOME OR ALL FACILITIES. . 

DETERIORATING . 

WITH ALL plumbing FACILITIES. . . 

LACKING SOME OR ALL FACILITIES. , 
DILAPIDATED . 

RENTER OCCUPIED . 

SOUND ... . 

WITH ALL PLUMBING FACILITIES. . . 

LACKING SOME OR ALL FACILITIES. . 

deteriorating . 

WITH ALL PLUMBING FACILITIES. . . 

LACKING SOME OR ALL FACILITIES. . 
DILAPIDATED . 

VACANT AVAILABLE FOR SALE . 

WITH ALL PLUMBING FACILITIES. 

LACKING SOME OR ALL FACILITIES. 

VACANT AVAILABLE FOR RENT . 

WITH ALL PLUMBING FACILITIES. 

LACKING SOME OR ALL FACILITIES. 


ALL HOUSING UNITS 


WATER supply 


HOT AND COLD PIPED WATER INSIDE STRUCTURE . . 
ONLY COLD PIPED WATER INSIDE STRUCTURE. . . . 

PIPED WATER OUTSIDE STRUCTURE . 

NO PIPED WATER. 


toilet FACILITIES 


FLUSH TOILET* EXCLUSIVE USE . . 

FLUSH TOILET* SHARED. 

OTHER TOILET FACILITIES OR NONE 


BATHING FACILITIES 


BATHTUB OR SHOWER* EXCLUSIVE USE. 

BATHTUB OR SHOWER. SHARED . 

NO BATHTUB OR SHOWER.. 


THE STATE 

URBAN* 

TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 
SMSA' S 

TOTAL 

. 1 690 998 

1 390 326 

300 672 

1 378 908 

« 1 534 985 

1 310 883 

224 102 

1 306 072 

* 857 436 

• 705 373 

152 063 

671 972 

. 55.9 

53.8 

67.9 

51.4 

. 848 570 

697 516 

151 054 

664 279 

. 6 866 

7 857 

1 009 

7 693 

. 677 549 

605 SIO 

72 039 

634 100 

• 651 071 

580 037 

71 034 

608 561 

. 26 478 

25 473 

1 005 

25 539 

. 156 013 

79 443 

76 570 

72 836 

. 75 488 

56 437 

19 051 

56 373 

. 67 583 

49 971 

17 612 

49 930 

. 45 B49 

37 044 

B BOS 

38 135 

. 10 2B3 

7 572 

2 711 

6 326 

. 1.2 

1.1 

1.8 

0.9 

. 35 566 

29 472 

6 094 

31 809 

. 5.0 

4.6 

7.8 

4.8 

. 6 261 

5 000 

1 261 

4 318 

. 6 494 

1 704 

4 790 

1 409 

• 8 979 

6 223 

2 756 

6 068 

* 7 905 

6 466 

1 439 

6 443 ■ 

. BO 525 

23 006 

57 519 

16 463 

1 690 950 

1 390 266 

300 664 

1 378 874 

1 469 521 

1 209 859 

259 662 

1 196 908 

1 370 811 

1 136 661 

234 150 

1 123 386 

31 9B9 

23 558 

8 431 

22 329 

66 721 

49 640 

17 081 

51 191 

IBO 219 

146 842 

33 377 

148 782 

134 561 

111 914 

22 647 

112 943 

13 745 

10 909 

2 836 

10 933 

31 913 

24 019 

7 894 

24 906 

41 210 

33 585 

7 625 

33 184 

857 436 

705 373 

152 063 

671 972 

796 463 

659 500 

136 963 

628 277 

781 098 

649 396 

131 700 

61B 909 

15 365 

10 102 

5 263 

9 368 

52 057 

39 479 

12 578 

37 929 

44 965 

35 253 

9 712 

34 324 

7 092 

4 226 

2 866 

3 605 

a 916 

6 394 

2 522 

5 766 

677 549 

605 510 

72 039 

634 lOO 

553 896 

495 768 

58 128 

519 3S2 

494 856 

443 459 

51 397 

463 859 

59 040 

52 309 

6 731 

55 523 

102 310 

90 749 

11 561 

94 955 

74 978 

67 038 

7 940 

69 689 

27 332 

23 711 

3 621 

25 266 

21 343 

18 993 

2 350 

19 763 

10 283 

7 572 

2 711 

6 326 

9 460 

7 087 

2 373 

5 BB6 

823 

485 

338 

440 

35 566 

29 472 

6 094 

31 B09 

25 029 

20 464 

4 565 

21 991 

10 537 

9 008 

1 529 

9 81B 

1 690 998 

1 390 326 

300 672 

1 378 908 

1 589 307 

1 320 396 

268 911 

1 311 370 

94 072 

67 125 

26 947 

65 969 

862 

313 

549 

201 

6 709 

2 452 

4 257 

1 334 

1 623 869 

1 338 173 

285 716 

1 326 555 

51 717 

45 964 

5 753 

48 915 

15 344 

6 149 

9 195 

3 404 

1 580 783 

1 307 896 

272 887 

1 294 296 

51 426 

45 490 

5 936 

48 450 

58 741 

36 900 

21 841 

36 128 


rural 


TOTAL 


312 090 


228 913 
IBS 464 
Bl.O 
164 291 
1 173 
43 449 
42 510 
939 

83 177 
19 115 
17 653 
7 714 
3 957 
2.1 
3 757 
8.0 

1 943 
5 DBS 

2 911 
1 462 

64 062 


312 076 
272 613 
247 423 
9 660 
15 530 
31 437 
21 61B 

2 B12 

7 007 

8 026 

185 464 
168 186 
162 169 
5 997 
14 128 
10 641 

3 487 
3 150 

43 449 
34 514 
30 997 
3 517 
7 355 
5 289 
2 066 
1 580 

3 957 
3 574 
383 

3 757 
3 038 
719 


312 090 


277 937 
2b 103 
661 
5 375 


297 334 
2 802 
11 940 


NONFARM 


302 110 


218 933 
176 697 
80.7 
175 561 
1 136 
42 236 
41 309 
927 

83 177 
19 115 
17 653 
7 714 
3 957 
2.2 
* 3 757 
8.2 

1 943 
5 085 

2 911 
1 462 

64 062 


302 096 
264 499 
239 871 
9 495 
15 133 

29 898 
20 447 

2 681 

6 770 

7 699 

176 697 
160 977 
155 417 
5 560 
12 842 
9 649 
3 193 

2 878 

42 236 
33 609 

30 217 

3 392 
7 102 
5 110 
1 992 
1 525 

3 957 
3 574 
383 

3 757 
3 038 
719 


302 110 


268 871 
27 384 
613 
5 228 


2B7 965 
2 696 
11 i<35 


OCCUPIED 

FARM 


9 980 


9 9B0 
8 767 
87.8 
B 730 
37 
1 213 
1 201 
12 


9 980 
8 114 

7 552 
165 
397 

1 539 
1 171 
131 
237 
327 

8 767 
7 209 
6 772 

437 
1 286 
992 
294 
272 

1 213 
905 
780 
125 
253 
179 
74 
55 


9 980 


9 066 
719 
48 
147 


9 369 
106 
505 


286 487 
2 976 
22 613 


277 239 

9 248 

2 662 

114 

21 995 

618 
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Table 3. Bathrooms, Rooms, and Bedrooms, for the State, Inside and Outside SMSA’s, Bathrooms Bedrooms 

Urban and Rural; 1960 Rooms 

[Some data based on sample; see text] 


THE state 


SUBJECT 


TOTAL 


INSIDE 

SHSA'S 


BATHROOMS 


ALL UNITS 
1 . 

1 PLUS PARTIAL. 

2 OR MORE . . . 
SHARED OR NONE. 


1 690 860 
1 309 250 
122 676 
97 111 
161 823 


1 390 206 
1 082 931 
105 346 
80 117 
121 814 


OWNER OCCUPIED 

1 . 

MORE THAN 1 . . . , 
SHARED OR NONE. . , 


857 427 
636 509 
195 303 
25 615 


70S 348 
523 057 
166 078 
16 213 


renter occupied 

1 . 

more than 1 . . . . 

SHARED OR NONE. . . 


677 562 
564 993 
18 150 
94 419 


605 539 
507 465 
15 037 
83 037 


ROOMS 


ALL UNITS 

1 ROOM. 

2 ROOMS .... 

3 ROOMS .... 

4 ROOMS .... 

5 ROOMS .... 

6 ROOMS .... 

7 ROOMS .... 

8 ROOMS OR MORE 

median. 


1 690 950 
46 006 
44 405 
13B 690 
309 24l 
431 352 
374 031 
178 553 
168 672 
5.2 


1 390 266 
39 739 
36 711 
114 905 
247 294 
360 292 
314 943 
145 721 
130 681 
5.2 


OWNER OCCUPIED 

1 ROOM...... 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

6 ROOMS OR MORE . 

median. 


857 436 
689 
2 506 
15 240 
96 953 
205 721 
253 310 
142 014 
141 003 
5.9 


705 373 
469 
1 752 
10 965 
75 617 
170 758 
214 731 
117 973 
113 108 
5.9 


RENTER OCCUPIED 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

8 ROOMS OR MORE . . 
MEDIAN. ...... 


677 549 
34 682 
33 807 
102 969 
173 611 
190 200 
100 190 
26 598 
15 492 
4.5 


605 510 
32 463 
30 833 
93 109 
153 493 
171 692 
88 979 
22 834 
12 107 
4.5 


VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS. 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS OR MORE . 

MEDIAN. 


10 283 
368 

1 271 
3 084 

2 653 
2 907 

5.7 


7 572 
225 
866 
2 301 
2 068 
2 112 
5.7 


VACANT AVAILABLE FOR RENT 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS OR MORE . 

median. 


35 566 

5 839 
2 353 

6 746 
9 175 

11 453 
3.8 


29 472 

4 679 
1 977 

5 682 
7 525 
9 609 

3.8 


BEDROOMS 


ALL UNITS 

NONE. 

1 . 

2 . 

3 . 

4 OR MORE . . . 


1 687 759 
57 521 
232 841 
552 607 
573 025 
271 765 


1 387 137 
49 680 
195 680 
458 047 
474 680 
209 050 


- owner OCCUPIED 

0 ANO 1.. 

2 .. 

3 .. 

4 OR MORE . . . . , 


859 447 
41 747 
235 469 
381 111 
201 120 


707 387 
33 503 
193 118 
318 837 
161 929 


renter OCCUPIED 

none. 

1 . 

2 . 

3 OR MORE . 


675 512 
44 460 
162 843 
269 173 
199 036 


603 470 
41 463 
146 920 
240 957 
174 130 


rural 


OUTSIDE 

5MSA>S 

TOTAL 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

300 652 

1 378 799 

312 061 

301 932 

10 129 

226 319 

1 083 889 

225 361 

21B B7B 

'6 483 

17 330 

99 230 

23 446 

22 344 

1 102 

16 994 

73 284 

23 827 

22 401 

1 426 

40 009 

122 396 

39 427 

38 309 

1 118 

152 079 

672 011 

185 416 

176 487 

8 929 

113 452 

503 551 

132 958 

127 278 

5 680 

29 225 

154 067 

41 236 

38 872 

2 364 

9 402 

14 393 

11 222 

10 337 

885 

72 023 

634 065 

43 497 

42 297 

1 200 

57 528 

531 119 

33 874 

33 071 

803 

3 113 

14 860 

3 290 

3 126 

164 

11 382 

88 086 

6 333 

6 100 

233 

300 664 

1 378 874 

312 076 

302 096 

9 980 

6 267 

42 126 

3 880 

3 817 

63 

7 694 

37 899 

6 506 

6 419 

87 

23 785 

lie 308 

20 382 

20 168 

214 

61 947 

248 447 

60 794 

60 019 

775 

71 060 

355 746 

75 606 

74 153 

1 453 

59 088 

308 818 

65 213 

63 409 

1 804 

32 832 

141 659 

36 894 

35 110 

1 784 

37 991 

125 871 

42 801 

39 001 

3 800 

5.2 

5.2 

5.4 

5.3 

6.8 

152 063 

671 972 

185 464 

176 697 

8 767 

220 

412 

277 

257 

20 

754 

1 500 

1 006 

948 

58 

4 275 

9 821 

5 419 

5 277 

142 

21 336 

69 918 

27 035 

26 447 

588 

34 963 

160 693 

45 028 

43 810 

1 218 

38 579 

206 216 

47 094 

45 483 

1 611 

24 041 

114 477 

27 537 

25 955 

1 582 

27 895 

108 935 

32 068 

28 520 

3 548 

5.9 

6.0 

5.8 

5.8 

7.0 

72 039 

634 100 

43 449 

42 236 

1 213 

2 219 

33 905 

777 

734 

43 

2 974 

32 402 

1 405 

1 376 

29 

9 860 

97 710 

5 259 

5 187 

72 

20 118 

162 029 

11 582 

11 395 

187 

18 508 

179 442 

10 758 

10 523 

235 

11 211 

93 050 

7 140 

6 947 

193 

3 764 

23 428 

3 170 

2 968 

202 

3 385 

12 134 

3 358 

3 106 

252 

4.5 

4.4 

4.8 

4.7 

5.7 

2 711 

6 326 

3 957 

3 957 


143 

191 

177 

177 


405 

755 

516 

516 


763 

1 937 

1 147 

1 147 


585 

1 650 

1 003 

1 003 


795 

1 793 

1 114 

1 114 


5.5 

5.7 

5.6 

5.6 

• 88 

6 094 

31 809 

3 757 

3 757 


1 160 

5 287 

552 

552 


376 

2 131 

222 

222 


1 064 

6 110 

636 

636 


1 650 

B 084 

1 091 

1 091 


1 644 

10 197 

1 256 

1 256 


3.8 

3.8 

3.9 

3.9 

8 • 8 

300 622 

1 375 909 

311 850 

302 566 

9 284 

7 841 

52 470 

5 051 

5 010 

41 

37 161 

201 151 

31 690 

31 291 

399 

94 560 

459 568 

93 039 

91 254 

1 785 

98 345 

460 617 

112 408 

109 723 

2 685 

62 715 

202 103 

69 662 

65 288 

4 374 

152 060 

673 296 

186 151 

178 110 

8 041 

8 244 

31 304 

10 443 

10 205 

238 

42 351 

183 880 

51 589 

50 092 

1 497 

62 274 

301 830 

79 281 

76 927 

2 354 

39 191 

156 282 

44 838 

40 886 

3 952 

72 042 

632 750 

42 762 

41 519 

1 243 

2 997 

43 275 

1 185 

1 144 

41 

15 923 

154 428 

8 415 

8 254 

161 

28 216 

253 521 

15 652 

15 364 

2B6 

24 906 

181 526 

17 510 

16 757 

753 


i 
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State and Small Areas 


Table 4. —Structural Characteristics and Heating Equipment, for the State, Inside and 
Outside SMSA’s, Urban and Rural: 1960 

[Based on sample; see text] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 
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Table 5. —Occupancy Characteristics, tor the State, Inside and Outside SMSA’s, 
Urban and Rural: I960 

[Based on sample; see text] 


Population Persons per Room 

Persons Year Moved into Unir 


SUBJECT 





THE STATE 

URBAN) 

RURAL 


TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

total 

NONFARM 

OCCUPIED 

FARM 

population 















POPULATION IN HOUSING 

UNITSi 

1960 . 




4 

982 

326 

4 250 867 

731 

459 

4 174 523 

807 803 

771 677 

36 126 

PER OCCUPIEO UNIT . 

• • • 

• • • ■ 






3.2 

3.2 


3.3 

3.2 

3.5 

3.5 

3.6 

OWNER . 

. . . 

• t • • 






3.6 

3.6 


3.4 

3.5 

3.6 

3.6 

3.6 

RENTER. 

• ■ • 

• • • ■ 






2.9 

2.8 


3.0 

2.B 

3.3 

3.2 

3.7 

POPULATION IN DWELLING 

UNITS 

1 1950. 

9 9 



4 

453 

319 

3 840 863 

612 

456 

3 768 866 

684 453 

605 648 

78 805 

, PER OCCUPIED UNIT . 

. . . 

. . . . 

9 9 

• 9 




3.4 

3.4 


3.3 

3.4 

3.5 

3,5 

3.7 

ALL OCCUPIED UNITS. . 





1 

534 

985 

1 310 883 

224 

102 

1 306 072 

228 913 

218 933 

9 980 

PERSONS 















. OWNER OCCUPIED. . 


• « • • 

9 9 

9 9 



857 

436 

705 373 

152 

063 

671 972 

185 464 

176 697 

8 767 

1 PERSON. 


• • • • 


9 9 



65 

295 

50 842 

14 

453 

51 829 

13 466 

12 957 

509 

2 PERSONS . 


• • • • 


9 9 



222 

820 

179 010 

43 

810 

174 727 

48 093 

45 576 

2 517 

3 PERSONS . 


■ • • • 


9 9 



169 

739 

140 501 

29 

238 

134 717 

35 022 

33 156 

1 866 

4 PERSONS . 


• • • 9 


9 9 



168 

167 

140 644 

27 

523 

131 561 

36 606 

35 207 

1 399 

5 PERSONS . 


. • . . 


9 9 



120 

012 

lOO 700 

19 

312 

92 672 

27 34D 

26 146 

1 194 

6 PERSONS . 


• • • • 


9 9 



63 

128 

53 037 

10 

091 

48 982 

14 146 

13 516 

630 

7 PERSONS . 


■ • • • 


9 9 



27 

251 

22 970 

4 

281 

21 138 

6 113 

5 799 

314 

8 PERSONS OR MORE . . 


. . . . 


9 9 



21 

024 

17 669 

3 

355 

16 346 

4 678 

4 340 

338 

MEDIAN . 


. . . . 



• 



3.3 

3.4 


3.1 

3.3 

3.4 

3.4 

3.2 

RENTER OCCUPIEO . 




9 9 



677 

549 

605 510 

72 

039 

634 100 

43 449 

42 236 

1 213 

I PERSON . 


‘ “ 1 “ 





152 

812 

138 998 

13 

814 

146 407 

6 405 

6 251 

154 

2 PERSONS . 


. . - . 





191 

778 

171 781 

19 

997 

180 777 

11 001 

10 730 

271 

3 PERSONS . 


a . . . 





127 

527 

113 478 

14 

049 

118 823 

8 704 

8 517 

187 

4 PERSONS . 


- * t t 





99 

013 

87 460 

11 

553 

90 962 

a 051 

7 815 

236 

S PERSONS . 


• • • • 


9 9 



57 

140 

50 288 

6 

852 

52 390 

4 750 

4 588 

162 

6 PERSONS . 


. • • a 


9 9 



27 

753 

24 362 

3 

391 

25 176 

2 577 

2 480 

97 

7 PERSONS . 

• • 9 

• • . a 


9 9 



11 

556 

10 264 

1 

292 

10 583 

973 

953 

20 

a PERSONS OR MORE . . 

• • • 

. . . . 


9 9 



9 

970 

8 879 

1 

091 

8 982 

988 

902 

86 

MEDIAN . 

. . . 

. . . . 

• • 

• • 

• 



2.5 

2.5 


2.7 

2.4 

3.0 

3.0 

3.5 

PERSONS 

PER ROOM 














OWNER OCCUPIED. . 


« • • t 


9 9 



B57 

436 

705 373 

152 

063 

671 972 

185 464 

176 697 

8 767 

0.50 OR less . 


« • • « 


9 9 



409 

166 

330 994 

78 

172 

325 188 

83 978 

78 882 

5 096 

0.51 TO 0.75 . 


• • • • 


9 9 



219 

583 

184 174 

35 

409 

173 097 

46 486 

44 508 

1 978 

0.76 TO 1.00 . 







179 

758 

150 085 

29 

673 

138 062 

41 696 

40 420 

1 276 

l.Ol TO 1.50 . 







43 

865 

36 138 

7 

727 

32 316 

11 549 

11 182 

367 

1.51 OR MORE . 


• • • • 


9 9 



5 

064 

3 982 

1 

082 

3 309 

1 755 

1 705 

50 

RENTER OCCUPIED . 







677 

549 

605 510 

72 

039 

634 100 

43 449 

42 236 

1 213 

0.50 OR LESS . 







292 

858 

261 899 

>0 

959 

275 729 

17 129 

16 625 

504 

0.51 TO 0.75. 







162 

224 

144 808 

17 

416 

151 199 

11 025 

10 739 

286 

0.76 TO 1.00. 







168 

324 

150 900 

17 

424 

157 470 

10 854 

10 580 

274 

1.01 TO 1.50. 







43 

734 

38 562 

5 

172 

40 149 

3 585 

3 481 

104 

1.51 OR MORE. 


• • 9 « 


9 9 



10 

409 

9 341 

1 

068 

9 553 

856 

811 

45 

YEAR MOVED INTO 

UNIT 














OWNER OCCUPIED. . 







857 

436 

705 373 

152 

063 

671 972 

185 464 

176 697 

8 767 

1959 TO MARCH 1960. . 







76 

397 

61 890 

14 

507 

54 323 

22 074 

21 667 

407 








54 

290 

45 023 

9 

267 

39 644 

14 646 

14 280 

366 








52 

504 

43 288 

9 

216 

38 909 

13 595 

13 329 

266 

1954 TO 1956. 







151 

258 

126 796 

24 

462 

113 984 

37 274 

36 267 

1 007 

1950 TO 1953. 







141 

969 

117 669 

24 

300 

110 863 

31 106 

29 969 

1 137 

1940 To 1949. 







177 

493 

145 329 

32 

164 

143 898 

33 595 

31 628 

1 967 

1939 OR EARLIER . . . 


9 9 9 9 


9 9 



203 

525 

165 378 

38 

147 

170 351 

33 174 

29 557 

3 617 

RENTER OCCUPIEO . 







677 

549 

605 510 

72 

039 

634 100 

43 449 

42 236 

1 213 

1959 TO MARCH 1960. . 







177 

384 

155 187 

22 

197 

161 647 

15 737 

15 539 

198 

1956. 







83 

584 

74 688 

8 

896 

77 878 

5 706 

5 624 

82 

1957. 







64 

426 

57 930 

6 

496 

60 619 

3 807 

3 705 

102 

1954 TO 1956. 







116 

398 

105 543 

10 

855 

110 487 

5 911 

5 701 

210 

1950 TO 1953. 







77 

376 

69 513 

7 

863 

73 263 

4 113 

3 948 

165 

1940 TO 1949. 







83 

318 

75 182 

8 

136 

78 886 

4 432 

4 283 

1 149 

1939 OR EARLIER . . . 




9 9 



75 

063 

67 467 

7 

596 

71 320 

3 743 

3 436 

1 307 
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State and Small Areas 


Table 6.—^Type of Fuel and Selected Equipment, for the State, Inside and Outside SMSAs, 

Urban and Rural: 1960 

[Based on sample; see text] 


Heating Fuel 
Watcif‘Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


subject 




THE 

STATE 



URBAN* 

TOTAL 

RURAL 

total 

INSIOE 

SMSA*S 

OUTSIDE 

SMSA'S 

TOTAL 

NONFARM 

OCCUPIED 

FARM 

ALL OCCUPIED UNITS. 

1 

534 

985 

1 

310 

883 

224 

102 

1 

306 

072 

228 

913 

218 

933 

9 

980 

heating fuel 


















UTILITY GAS . 


239 

305 


216 

944 

22 

361 


222 

831 

16 

474 

16 

275 


199 

FUEL OlLi KEROSENE 1 ETC. 

1 

157 

556 


982 

250 

175 

306 


969 

475 

188 

081 

180 

933 

7 

148 

COAL OR COKE... 


100 

593 


84 

747 

15 

846 


87 

817 

12 

776 

11 

572 

1 

204 

WOOD. 


4 

403 


1 

713 

2 

690 


1 

264 

3 

139 

2 

668 


471 

ELECTRICITY . 


2 

276 


1 

896 


380 


1 

900 


376 


357 


19 

eoTTLEOt Tank* or lp gas. 


21 

627 


15 

149 

6 

478 


14 

123 

7 

504 

7 

302 


202 

OTHER FUEL. 


5 

292 


4 

689 


603 


4 

929 


363 


343 


20 

NONE. 


3 

907 


3 

469 


438 


3 

707 


200 


179 


21 

WATER HEATING FUEL 


















UTILITY GAS . 


498 

838 


460 

227 

38 

611 


475 

019 

23 

819 

23 

451 


368 

ELECTRICITY . 


143 

683 


110 

263 

33 

420 


96 

329 

47 

354 

45 

056 

2 

298 

COAL OR COKE. 


30 

545 


26 

000 

4 

545 


27 

703 

2 

842 

2 

509 


333 

WOOD. 


2 

657 


1 

434 

1 

223 


1 

138 

1 

519 

1 

046 


473 

BOTTLED* TANK* OR LP GAS. 


77 

008 


50 

727 

26 

281 


46 

495 

30 

513 

29 

269 

1 

244 

FUEL OIL* KEROSENE* ETC . 


707 

166 


603 

ilo 

104 

056 


599 

254 

107 

912 

104 

322 

3 

590 

other fuel. 


■ 4 

430 


3 

834 


596 


3 

949 


481 


434 


47 

NONE. 


70 

632 


55 

262 

15 

370 


56 

159 

14 

473 

13 

542 


931 

COOKING FUEL 


















UTILITY GAS . 


847 

784 


786 

298 

61 

486 


817 

913 

29 

871 

29 

456 


415 

ELECTRICITY . 


461 

963 


376 

040 

85 

923 


345 

944 

116 

019 

111 

528 

4 

491 

BOTTLED* TANK* OR LP GAS. 


156 

135 


98 

450 

57 

685 


88 

276 

67 

859 

64 

852 

3 

007 

fuel oil* kerosene* etc . 


45 

761 


31 

106 

14 

655 


34 

354 

11 

407 

10 

893 


514 

COAL OR COKE. 


7 

775 


6 

482 

1 

293 


6 

765 

1 

010 


835 


175 

WOOD. 


4 

774 


2 

678 

2 

096 


2 

357 

2 

417 

1 

759 


658 

other fuel. 



981 



839 


142 



857 


124 


100 


24 

NONE. 


9 

786 


8 

964 


822 


9 

580 


206 


206 


... 

CLOTHES WASHING MACHINE 


















WRINGER OR SPINNER. 


345 

760 


273 

703 

72 

057 


278 

813 

66 

947 

63 

360 

3 

587 

AUTOMATIC OR SEMI-AUTOMATIC . ... 


750 

531 


645 

450 

105 

081 


629 

130 

121 

401 

116 

841 

4 

560 

WASHER-DRYER COMBINATION. 


23 

270 


19 

227 

4 

043 


18 

850 

4 

420 

4 

342 


78 

none. 


415 

398 


372 

477 

42 

921 


379 

253 

36 

145 

35 

086 

1 

059 

CLOTHES dryer 


















GAS heated. 


33 

540 


30 

044 

3 

496 


29 

016 

4 

524 

4 

340 


184 

ELECTRICALLY HEATED . 


136 

185 


111 

370 

24 

815 


101 

095 

35 

090 

33 

560 

1 

530 

NONE. 

1 

365 

234 

1 

169 

443 

195 

791 

1 

175 

935 

189 

299 

181 

729 

7 

570 

HOME FOOD FREEZER 


















1 OR MORE . 


112 

287 


84 

714 

27 

573 


74 

361 

37 

926 

33 

829 

4 

097 

NONE. 

1 

422 

672 

1 

226 

143 

196 

529 

1 

231 

685 

190 

987 

185 

800 

5 

187 

TELEPHONE AVAILABLE 


















YES.. 

1 

340 

000 

1 

143 

144 

196 

856 

1 

133 

638 

206 

362 

197 

045 

9 

317 



194 

985 


167 

739 

27 

246 


172 

434 

22 

551 

21 

888 


663 

AUTOMOBILES AVAILABLE 




















920 

346 


778 

989 

141 

357 


773 

71B 

146 

628 

141 

139 

5 

489 



220 

740 


179 

134 

41 

606 


163 

867 

56 

873 

54 

080 

2 

793 

3 OR MORE . 


31 

059 


25 

534 

5 

525 


24 

133 

6 

926 

6 

483 


443 

NONE. 


362 

937 


327 

323 • 

35 

614 


344 

451 

18 

486 

17 

927 


559 

AIR CONDITIONING 


















ROOM UNIT! 


















1. 


55 

767 


50 

671 

5 

096 


49 

303 

6 

464 

6 

171 


293 

2 OR MORE . 


13 

415 


11 

867 

1 

548 


11 

456 

1 

959 

1 

801 


158 

CENTRAL SYSTEM. 


7 

491 


6 

746 


745 


5 

832 

1 

659 

1 

639 


20 

NONE... 

1 

458 

286 

1 

241 

573 

216 

713 

1 

239 

455 

218 

831 

210 

018 

8 

813 

TELEVISION SETS 



















1 

219 

013 

1 

034 

244 

184 

769 

1 

032 

815 

186 

198 

• 179 

106 

7 

092 

2 OR MORE . 


200 

219 


180 

233 

19 

986 


172 

688 

27 

531 

26 

368 

1 

163 

NONE. 


115 

727 


96 

380 

19 

347 


100 

543 

15 

184 

14 

155 

1 

029 

RADIO SETS 




















798 

266 


674 

714 

123 

552 


683 

042 

115 

224 

111 

329 

3 

895 

2 OR MORE . 


659 

009 


571 

228' 

87 

781 


556 

749 

102 

260 

97 

268 

4 

992 

NONE. 


77 

684 


64 

915 

12 

769 


66 

255 

11 

429 

11 

032 


397 
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Table 7.—Financial Characteristics and Duration of Vacancy, for the State, Inside and 
Outside SMSA’s, Urban and Rural Nonfarm: i960 
[Some data based on sample; see text. Plus (-I-) or minus (—) after number indicates median above or below that number] 


Value Contract Rent 

Gross Rent Duration of Vacancy 


subject 


TOTAL 


VALUE 


OWNER OCCUPIED. 

LESS THAN S5,000. 

$9,000 TO $7,400. 

$7,500 TO $9,900. 

$10,000 TO $12,400. 

$12,500 TO $14,900. 

$15,000 TO $17,400. 

$17,500 TO $19,900. 

$20,000 TO $24,90ar.. 

$25,000 TO $34,9001 . 

$35,000 OR MORE . 

MEDIAN.DOLLARS . 


VACANT AVAILABLE FOR SALE . 

LESS THAN $9,000. 

$5,000 TO $9,900. 

$10,000 TO $14,900. 

$15,000 TO $19,900. 

$20,000 TO $24,900. 

$25,000 OR MORE . 

MEDIAN PRICE ASKED. ........ DOLLARS . 


QROSS RENT 


RENTER OCCUPIED . 

LESS THAN $20 . 

$20 TO $29. 

$30 TO $39.. . . . 

$40 TO .. 

$50 TO $99. 

$60 TO $69. 

$70 TO $79. 

$80 TO .. 

$100 TO $119. 

$120 TO $149. .... . 

$150 TO $199. 

$200 OR MORE. 

NO CASH RENT. 

MEDIAN.DOLLARS . 


CONTRACT RENT 


RENTER OCCUPIED . 

LESS THAN $20 . 

$20 TO $29. 

$30 TO .. 

$40 TO .. 

$60 TO $79. 

$80 TO $99. 

$100 TO $149. 

$150 OR MORE. 

NO CASH RENT. 

MEDIAN.DOLLARS . 


VACANT AVAILABLE FOR RENT . 

LESS THAN $30 . 

$30 TO $39. 

$40 TO $59. 

$60 TO $79. 

$80 TO $99. 

$100 TO $119. 

$120 OR MORE. 

MEDIAN RENT ASKED (DOLLARS)I 

VACANT AVAILABLE FOR RENT . 

WITH ALL utilities IN RENT. 

WITH SOME OR NO UTILITIES IN RENT . . . . 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE 

LESS THAN 4 MONTHS. 

4 UP TO 6 MONTHS. 

6 MONTHS OR MORE. 

VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH . 

1 UP TO 4 months. 

4 UP TO 6 MONTHS. 

6 MONTHS OR MORE. 


THE STATE 

URBAN, 

TOTAL 

RURAL 

nonfarm, 

TOTAL 


INSIDE 

SMSA'S 

OUTSIDE 

SMSA’S 

670 572 

550 376 

120 196 

519 278 

151 294 

20 813 

13 375 

7 438 

12 759 

8 054 

44 659 

30 127 

14 532 

30 847 

13 812 

78 827 

57 182 

21 645 

57 757 

21 070 

124 213 

97 556 

26 657 

95 728 

28 485 

129 441 

109 935 

19 506 

102 554 

26 887 

101 446 

88 466 

12 980 

62 066 

19 360 

60 084 

93 752 

6 332 

49 317 

10 767 

57 536 

51 351 

6 185 

46 444 

11 092 

35 318 

31 861 

3 457 

27 762 

7 556 

18 235 

16 771 

1 464 

14 024 

4 211 

13 800 

14 200 

11 500 

14 OOO 

12 900 

9 516 

7 211 

2 305 

6 009 

3 507 

539 

298 

241 

300 

239 

■EsS 

908 

448 

861 

495 


2 225 

837 

1 897 

1 165 


1 984 

488 

1 547 

925 

892 

796 

96 

604 

288 

1 195 

1 000 

195 

800 

395 

14 700 

15 400 

12 500 

14 900 

14 400 

676 336 

609 044 

71 292 

634 100 

42 236 

1 706 

1 478 

228 

1 492 

214 

10 496 

9 103 

1 393 

9 974 

482 

29 783 

26 438 

3 345 

28 323 

1 460 

56 831 

49 571 

7 260 

53 420 

3 411 

81 879 

70 973 

10 906 

77 347 

4 532 

100 308 

88 055 

12 253 

95 124 

5 184 

104 194 

92 738 

11 416 

98 593 

5 561 

196 582 

144 105 

12 477 

148 607 

7 975 

69 903 

65 157 

4 346 

65 250 

4 253 

31 386 

29 550 

1 836 

29 184 

2 202 

10 724 

10 190 

574 

9 793 

931 

3 939 

3 434 

109 

3 203 

336 

19 489 

14 292 

5 193 

13 790 

5 695 

75 

75 

68 

75 

75 

676 336 

605 044 

71 292 

634 100 

42 236 

11 506 

9 403 

2 103 

10 200 

1 306 

56 695 

47 727 

8 968 

92 499 

4 196 

104 987 

91 903 

13 484 

99 665 

5 322 

208 801 

185 640 

23 161 

198 076 

10 725 

166 442 

193 897 

12 545 

158 172 

8 270 

63 606 

59 798 

3 BOB 

59 911 

3 695 

36 495 

34 622 

1 873 

33 988 

2 507 

8 319 

8 162 

197 

7 799 

520 

19 485 

14 292 

5 193 

13 790 

5 695 

55 

56 

46 

55 

53 

35 035 

29 390 

5 645 

31 427 

3 608 

5 760 

4 977 

783 

5 358 

402 

6 607 

5 940 

1 067 

6 205 

402 

9 872 

8 208 

1 664 

e 903 

969 

7 462 

6 068 

1 394 

6 280 

1 182 

2 571 

2 237 

334 

2 281 

290 

1 054 

901 

153 

915 

139 

1 709 

1 459 

250 

1 485 

224 

49 

49 

50 

48 

60 

48 

48 

63 

47 

76 

49 

49 

49 

48 

57 

9 978 

7 313 

2 665 

6 141 

3 837 

4 726 

3 835 

891 

3 253 

1 473 

1 302 

996 

306 

882 

420 

3 950 

2 482 

1 468 

2 006 

1 944 

35 495 

29 723 

5 772 

31 720 

3 775 

7 408 

6 754 

654 

7 095 

313 

15 497 

13 830 

1 667 

14 685 

812 

4 196 

3 486 

710 

3 770 

426 

8 394 

5 653 

2 741 

6 170 

2 224 














































































Table 8. —Selected Characteristics of Housing Units With Nonwhitb Household Heads, for the State, SMSAs, 

AND Places of 10,000 Inhabitants or More: 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. 'U” denotes an unincorporated place. "UT diraotea an urban town. 
Median not shown where base is less than 200; minus (—) after number indicates median below that nunjber. Percent not shown where less than O.lJ 


AREA 

TOTAL 

OCCUPIED 

UNITS 

MEDIAN 

NUMBER 

OF 

ROOMS 

MEDIAN 

NUMBER 

OF 

persons 

PERCENT OF ALL OCCUPIED— 

OWNER 

MEDIAN 

VALUE 

(DOL¬ 

LARS) 

RENTER 

MEDIAN 

GROSS 

RENT 

(DOL¬ 

LARS) 


IN STRUC¬ 
TURES 
BUILT 
1950-1960 

SOUNDt 
WITH ALL 
PLUMBING 
FACIL¬ 
ITIES 

WITH 1.01 
OR MORE 
PERSONS 
PER 
ROOM 

MOVED IN 
DURING 
1958- 
1960 

OWNER 

OCCU¬ 

PIED 

RENTER 

OCCU¬ 

PIED 

THE STATE . 

35 31W 

4.7 

2. 8 

22.9 

■R 

51.2 

13.9 

■n 

25.1 

74.9 

9 300 

71 

URBAN ..... . 

33 232 

4.7 

2.8 

19.4 


50.6 

13.7 


23.1 

76.9 

9 600 

71 

RURAL . 

2 112 

5.0 

3.4 

77.7 

26.2 

59.2 

17.4 


55.5 

44.5 

8 100 

71 

NONFARM . 

2 063 

4.9 

3.5 

76.9 

26.6 

59.8 

17.7 


55.1 

44.9 

8 100 

71 

FARM. 

49 

... 

... 

... 

Ha 

... 

... 

■n 

... 


... 

... 

INSIDE SMSA'S . 

33 330 

4.7 

2.8 

19.9 


50.5 

13.8 

40.1 

23.6 


9 600 

71 

IN CENTRAL CITIES ...... 

27 846 

4.6 

2.7 

15.4 


46.7 

14.1 

41.^ 

19.0 

Ksl 

8 600 

71 

NOT IN central CITIES .... 

5 484 

5.1 

3.2 

42.8 


■ 69.9 

12,4 

30.6 

46.9 


11 300 

71 

OUTSIDE SMSA'S. 

2 014 

5.0 

3.1 

71.9 

23.1 

61.3 

15.4 

40.5 

50.1 

49.9 

7 800 

72 

STANDARD metropolitan 













STATISTICAL AREAS 













BOSTON. 

26 143 

4.6 

2.6 

17.2 

6.6 

52.3 

12.9 

40.2 

21.2 

78.8 

10 100 

71 

BROCKTON. 

461 

4.9 

3.5 

53.1 

6.7 

58.8 

15,4 

34.3 

49.2 

50.8 

• f • 

65 

NEW BEDFORD . 

1 124 

5.1 


41,5 

9.8 

54.6 

15.1 

28.0 

39.2 

60.8 

7 500 

58 

providence-pawtucket. . 

4 133 



26.7 


48.5 

18.4 

42.0 

21.3 

78.7 

a 500 

57 

SPRINGFIELD-CHICOPEE-HOLYOKE. . 

3 768 



25.4 


41,0 

17.8 

42.3 

30,2 

69.8 

9 400 

75 

WORCESTER . 

692 

■1 

2.8 

17.6 


35.5 

11.4 

43.4 

23,8 

76.2 

... 

70 

PLACES 













BOSTON. 

21 461 

4.5 

2.5 

12.6 


47.6 

13.3 

42.4 

16.1 

83.9 

8 300 

71 

CAMBRIDGE . 

2 023 



10.2 


72,9 

8.7 

32.6 

29.1 

70.9 

10 700 

74 

LYNN. 

402 

SI 


48.S 

16.9 

63.2 

20.4 

33,8 

34.8 

65.2 

t • • 

65 

NEW BEDFORD . 

945 

S| 


30.3 

8.1 

53.0 

12.5 

30.5 

31.4 

68.6 

t • • 

57 

SPRINGFIELD . 

3 491 



24.5 

1.9 

39.4 

17.6 

41,5 

30.8 

69.2 

9 300 

75 

WORCESTER . 

630 


2.8 

12.1 

5.1 

32.5 

12.1 

44.6 

19.4 

80.6 

... 

70 
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Table 9. Tenure, Condition and Plumbing Facilities, and Structural Characteristics of Housing 
Units With Nonwhite Household Heads, for the State, Inside and Outside SMSA's, Urban and 
Rural: I960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 

where base is less than 200] 


Tenure 

Condition and Plumb. 
Water Supply 
Toilet Facilities 


Baching Fac. 
Bathrooms 
Rooms 
Bedrooms 


SUBJECT 


ALL OCCUPIED UNITS. 

TENURE 


OWNER OCCUPIED. 

RENTER OCCUPIED . 

CONDITION AND PLUMBING 

OWNER OCCUPIED. 

SOUND . 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 

DETERIORATING . 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 
DILAPIDATED . 

renter OCCUPIED . 

SOUND.. 

WITH ALL PLUMBING FACILITIES. . 
lacking SOME OR ALL FACILITIES. 

deteriorating . 

WITH ALL PLUMBING FACILITIES. . 
LACKING SOME OR ALL FACILITIES. 
DILAPIDATED . 


ALL OCCUPIED UNITS. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE, . 

PIPED WATER OUTSIDE STRUCTURE . 

NO PIPED WATER. 


TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE . . 

FLUSH TOILET* SHARED. 

other TOILET FACILITIES OR NONE 

BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE. 
BATHTUB OR SHOWER* SHARED • • . . 
NO BATHTUB OR SHOWER. ...... 

BATHROOMS 


OWNER OCCUPIED. 

1 . 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 

renter OCCUPIED 

1 . 

MORE THAN 1 . . . . 
SHARED OR NONE. . . 


ROOMS 


OWNER OCCUPIED. 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS ...... 

7 ROOMS . 

8 ROOMS OR MORE . . 

MEDIAN. 

renter OCCUPIED 

1 ROOM. 

2 ROOMS . 

3 ROOMS . 

4 ROOMS . 

5 ROOMS . 

6 ROOMS . 

7 ROOMS . 

8 ROOMS OR MORE . , 

MEDIAN. 


BEDROOMS 


OWNER OCCUPIED. 

0 AND 1 . 

2 . 

3 . 

4 OR more . 

renter occupied 

NONE. 

1 . 

2 . 

3 or more . 



THE state 

URBAN* 

RURAL 

total 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

TOTAL 

NONFARM 

FARM 

35 344 

33 330 

2 014 

33 232 

2 112 

2 063 

49 

8 866 

7 857 

1 009 

7 693 

1 173 

1 136 


26 478 

25 473 

1 005 

25 539 

939 

927 

... 

8 666 

7 857 


7 693 

1 173 

1 136 


6 349 

5 568 


5 405 

944 

927 


6 042 

5 377 


5 245 

797 

780 

• • < 

307 

191 

116 

160 

147 

147 

• • 8 

2 118 

1 955 

163 

1 955 

163 

151 


1 616 

1 720 

96 

1 736 

eo 

76 


302 

235 

67 

219 

83 

75 


399 

334 

65 

333 

66 

SB 

... 

26 476 

25 473 

1 005 

25 539 

939 

927 


13 526 

12 857 

671 

12 975 

553 

548 


12 040 

11 470 

570 

11 587 

453 

453 


1 486 

1 387 

101 

1 388 

100 

95 

• • « 

9 847 

9 623 

224 

9 506 

341 

334 

• • • 

7 331 

7 242 

89 

7 096 

235 

232 


2 516 

2 361 

135 

2 410 

106 

102 


3 103 

2 993 

110 

3 058 

45 

45 

... 

35 344 

33 330 

Z 014 

33 232 

2 112 

2 063 

49 

32 418 

30 880 

1 538 

30 798 

1 620 

1 596 


2 764 

2 417 

347 

2 422 

342 

326 

• • • 

25 

4 

21 

4 

21 

12 

• • • 

137 

29 

108 

8 

129 

129 

... 

32 338 

30 658 

1 680 

30 565 

1 773 

1 733 


2 621 

2 560 

61 

2 600 

21 

21 


385 

112 

273 

67 

318 

309 

... 

31 634 

30 033 

1 601 

29 914 

1 720 

1 680 


2 638 

2 577 

61 

2 617 

21 

21 


1 072 

720 

352 

701 

371 

362 

... 

8 719 

7 741 

978 

7 537 

1 182 

1 139 


6 792 

6 092 

700 

6 004 

788 

777 


1 230 

1 176 

54 

1 131 

99 

88 


697 

473 

224 

402 

295 

274 

... 

26 616 

25 567 

1 049 

25 688 

928 

911 


21 414 

20 690 

724 

20 719 

695 

690 

• • • 

424 

413 

11 

420 

4 

4 

• • • 

4 778 

4 464 

314 

4 549 

229 

217 

... 

8 866 

7 857 

1 009 

7 693 

1 173 

1 136 


26 

23 

3 

19 

7 

7 

• •• 

73 

52 

21 

52 

21 

21 


281 

251 

30 

216 

65 

65 

8 8 1 

1 001 

824 

177 

821 

180 

167 

• • • 

2 079 

1 816 

263 

1 751 

32B 

328 

• • • 

2 305 

2 081 

224 

2 005 

300 

292 


X 387 

1 203 

184 

1 223 

164 

156 

. ^ . 

1 714 

1 607 

107 

1 606 

108 

100 

y ^ ^ 

5t9 

6.0 


6.0 

5.5 

5.4 

... 

26 478 

25 473 


25 539 

939 

927 


1 749 

1 715 

34 

1 730 

19 

14 


1 468 

1 425 


1 426 

42 

42 

MM 

4 056 

3 921 


3 868 

188 

188 


6 878 

6 570 


6 610 

268 

268 


7 512 

7 230 


7 260 

252 

249 


3 42S 

3 284 


3 314 

114 

110 


939 

905 


905 

34 

34 

MM 

448 

423 


426 

22 

22 

• • 8 

4.4 

4.4 


4.4 

4.3 

4.3 

... 

9 24S 

8 006 

1 242 

8 017 

1 231 

1 212 


855 

771 

84 

761 

94 

94 


2 747 

2 405 

342 

2 398 

349 

349 

• 8 8 

3 029 

2 545 

4B4 

2 525 

504 

485 

8 8 8 

2 617 

2 285 

332 

2 333 

284 

284 

... 

25 717 

24 963 

754 

24 835 

882 

SB2 


X 90X 

1 859 

42 

1 840 

61 

61 


5 383 

5 290 

93 

5 181 

202 

202 


9 826 

9 388 

438 

9 435 

391 

391 


8 607 

8 426 

18X 

8 379 

228 

228 

8 8 8 
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State and Small Areas 


Table 10. —Occupancy Characteristics, Units in Structure, and Year Structure Built tor Housing 
Units With Nonwhite Household Heads, tor the State, Inside and Outside SMSAs, Urban and 
Rural; 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with non white household heads. Median not shovim 

where base is less than 200] 


Units in Structure 
Trailer 

Year Structure 
Built 


Persons 

Persons per Room 
Year Moved into 
Unit 


SUBJECT 






” 

THE state 

URBAN t 


RURAL 


TOTAL 

INSIDE 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

TOTAL 

NONFARM 

ALL OCCUPIED UNITS. 

35 344 

33 330 

2 014 

33 232 

2 112 

2 063 

UNITS IN STRUCTURE 












Hpi 

OWNER OCCUPIED. 







a 719 

7 741 

978 

7 537 

1 1B2 


1) DETACHED . 







4 273 

3 >77 

896 

3 153 

1 120 


ii attached . 







530 

514 

16 

505 

25 









1 590 

1 562 

28 

1 583 

7 


3 AND 4 ... .. 







1 819 

1 794 

25 

1 809 

10 


5 OR MORE . 







474 

474 

• • t 

474 

• • f 


TRAILER . 







33 

20 

13 

13 

20 

20 

renter OCCUPIED . . . 







26 616 

25 567 

1 049 

25 688 

928 

911 

If DETACHED . 







1 717 

1 250 

467 

1 259 

458 

448 

It ATTACHED . 







1 536 

1 479 

57 

1 519 

17 

17 








3 437 

3 209 

228 

3 284 

153 

153 

3 and 4 . 







11 027 

10 833 

194 

10 917 

110 

110 

5 TO 9 . 







5 060 

5 003 

57 

4 877 

183 

183 

10 TO .. 







1 992 

1 955 

37 

1 985 

7 

• • • 

20 To 49. 







1 290 

1 290 

• • • 

1 290 

• • f 

• ft 

50 OR MORE. 







552 

543 

9 

552 

• • t 

• • • 

trailer . 







5 

5 

••• 

5 

• • # 

• • P 

YEAR STRUCTURE BUILT 













OWNER OCCUPIED . 







8 866 

7 857 

1 009 

7 693 

1 173 

1 136 

1955 TO MARCH 1960. . 







433 

290 

143 

209 

224 

219 

1950 TO 1954 . 







352 

261 

91 

224 

128 

128 

1940 TO 1949 . 







418 

301 

117 

241 

177 

173 

1939 OR EARLIER . 







7 663 

7 005 

658 

7 019 

644 

616 

RENTER OCCUPIED . 







26 478 

25 473 

1 005 

25 539 

939 

927 

1955 TO MARCH 1960 . 







426 

260 

166 

263 

163 

163 

1950 TO 1954 . 







1 427 

1 362 

65 

1 389 

38 

38 

1940 TO 1949 . 







1 313 

1 139 

174 

961 

352 

347 

1939 OR EARLIER . 







23 312 

22 712 

600 

22 926 

386 

379 

PERSONS 













OWNER OCCUPIED . 







8 866 

7 857 

1 009 

7 693 

1 173 

1 136 

1 PERSON . 







883 

748 

135 

782 

101 

97 

2 PERSONS . 







2 089 

1 BIS 

274 

1 776 

313 

300 

3 PERSONS . 







1 572 

1 406 

166 

1 402 

170 

154 

4 PERSONS . 







1 528 

1 412 

116 

1 346 

182 

182 

5 PERSONS . 







1 104 

963 

141 

935 

169 

169 

6 PERSONS . 







716 

672 

44 

625 

91 

87 

7 PERSONS . 







403 

341 

62 

343 

60 

60 

8 PERSONS OR MORE . 







571 

500 

71 

4 84 

87 

87 

median . 







3.4 

3.5 

3.1 

3.4 

3.5 

3*6 

RENTER OCCUPIED . 







26 478 

25 473 

1 005 

25 539 

939 

927 

1 PERSON. 







6 718 

6 591 

127 

6 621 

97 

92 

2 PERSONS . 







6 117 

5 879 

238 

5 909 

208 

208 

3 PERSONS . 







4 489 

4 295 

194 

4 299 

190 

190 

4 PERSONS .... . 







3 387 

3 235 

152 

3 241 

146 


5 PERSONS.. 







2 466 

2 353 

113 

2 354 

112 


6 PERSONS . 







1 460 

1 342. 

118 

1 352 

108 


7 PERSONS . 







797 

755 

42 

766 

31 


8 PERSONS OR MORE . 







1 044 

1 023 

21 

997 

47 


MEDIAN. 







2.6 

2.6 

3.2 

2.6 

3.4 


PERSONS PER ROOM 













OWNER OCCUPIED. 







8 866 

7 857 

1 009 

7 693 

1 173 

1 136 

0.50 OR LESS. 







4 043 

3 564 

479 

3 571 

472 

447 

0.51 TO 0.75. . i . 







2 014 

1 809 

205 

1 793 

221 

209 

0.76 TO 1.00. 







1 897 

1 701 

196 

1 584 

313 

313 

1.01 TO 1.50. 







735 

638 

97 

607 

128 

128 

1.51 OR MORE. 







177 

145 

32 

138 

39 

39 

RENTER OCCUPIED ....... 







26 478 

25 473 

1 005 

25 539 

939 

927 

0.50 OR LESS. 







10 430 

10 136 

294 

10 233 

197 

197 

0.51 TO 0.75. 







5 244 

5 007 

237 

4 990 

254 

254 

0.76 TO 1.00. 







6 811 

6 518 

293 

6 524 

287 

278 

1.01 TO 1.50. 







2 754 

2 622 

132 

2 623 

131 

131 

1.51 OR MORE. 







1 239 

1 190 

49 

1 169 

70 

67 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED. 







8 866 

7 857 

1 009 

7 693 

1 173 

1 136 

1959 TO MARCH 1960. 







946 

794 

152 

796 

150 

145 

1956.. 







559 

495 

64 

477 

82 

82 

1957. 







638 

608 

30 

557 

B1 

B1 

1954 TO 1956. 







1 742 

1 612 

130 

1 570 

172 

172 

1950 TO 1953. 







1 367 

1 256 

111 

1 234 

133 

125 

1940 TO 1949. .. 







1 907 

1 706 

201 

1 655 

252 

244 

19^9 OR EARLIER .. 







1 707 

1 386 

321 

1 404 

303 

287 

RENTER OCCUPIED . 







26 478 

25 473. 

1 005 

25 539 

939 

927 

1959 TO MARCH 1960. 







8 849 

8 420 

429 

8 41B 

431 

431' 

1958. 







3 820 

3 649 

171 

3 642 

178 

178 

1957. 







3 022 

2 929 

93 

2 9 IB 

104 

104 

1954 TO 1956. 







4 909 

4 832 

, 77 

4 843 

66 

63 

1950 To 1953. . ... 







2 091 

1 994 

97 

2 020 

71 

67 

1940 TO 1949. 







2 153 

2 095 

58 

2 116 

■ 37 

32 

1939 OR EARLIER .. 







1 634 

1 554 

80 

1 582 

52 

_s__J 

52' 


49 
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Table 11. —Selected Equipment and Financial Characteristics of Housing Units With Nonwhite 
Household Heads, for the State, Inside and Outside SMSA’s, Urban and Rural; 1960 

[Based on sample; see text. Data shown for areas having 400 or more housing units with nonwhite household heads. Median not shown 
where base is less than 200; minus (—) after number indicates median below that number] 


Heating Equip. 
Clothes Washing 
Machine 
Clothes Dryer 
Home Food 
Freezer 


Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 


SUBJECT 

THE state 

URBAN * 

RURAL 

total 

inside 

SMSA'S 

OUTSIDE 

SMSA'S 

TOTAL 

total 

NONFARM 

FARM 

ALL OCCUPIEO UNITS. 

35 344 

33 330 

2 014 

33 232 

2 112 

2 063 

49 

HEATING EQUIPMENT 





wmm 



STEAM OR HOT WATER. 

20 069 

19 571 

498 

19 425 


636 


WARM AIR FURNACE. 

5 259 

4 645 

614 

4 591 


648 

t 1 # 

FLOORi WALL* OR PIPELESS FURNACE. 

555 

389 

166 

390 


161 

• • « 

aUlLT-IN ELECTRIC UNITS . 

60 

60 

» • • 

60 



. 

other MEANS WITH FLUE . 

8 152 

7 439 

713 

7 556 

596 

579 

# • t 

OTHER MEANS WITHOUT FLUE. 

994 

9B3 

11 

955 

39 

39 

t • • 

NONE. 

255 

243 

12 

255 


... 

... 

CLOTHES WASHING MACHINE 








WRINGER OR spinner. 

6 246 

5 722 

524 

5 754 

492 

492 

• • t 

AUTOMATIC OR SEMI-AUTOMATIC . 

10 791 

10 059 

732 

9 986 

805 

805 

• • • 

WASHER-DRYER COMBINATION. 

555 

512 

43 

514 

41 

41 

• • • 

NONE. 

17 373 

16 676 

697 

16 598 

775 

756 

... 

CLOTHES DRYER 








GAS HEATED. 

149 

149 

• • • 

149 



* » * 

ELECTRICALLY HEATED . 

616 

502 

114 

468 

148 

148 

• • t 

NONE. 

34 200 

32 318 

1 882 

32 235 

1 965 

1 946 

... 

HOME FOOD FREEZER 








1 OR MORE . 

1 771 

1 525 

246 

1 487 

264 

284 

• • • 

NONE. 

33 194 

31 444 

1 750 

31 365 

1 829 

1 810 

... 

AUTOMOBILES AVAILABLE 









14 229 

13 028 

1 201 

12 964 

1 265 

1 246 

• t f 


1 608 

1 400 

208 

1 294 

314 

314 

• • • 

3 OR MORE . 

332 

312 

20 

292 

40 

40 

• « t 

NONE. 

18 967 

18 400 

567 

18 473 

494 

494 

... 

AIR CONDITIONING 








room UNIT! 








1... 

458 

458 

• • • 

458 

• • • 


• • • 

2 OR MORE.. 

186 

166 

20 

166 

20 

20 

• • • 

CENTRAL SYSTEM. 

119 

119 

• • • 

119 

• • • 

• • « 

• ft 

NONE.. 

34 202 

32 226 

1 976 

32 109 

2 093 

2 074 

... 

TELEVISION SETS 









25 982 

24 458 

1 524 

24 470 

1 512 

1 493 

• • t 

2 OR MORE.. . 

4 011 

3 787 

224 

3 669 

>42 

342 

• ■ « 

NONE. 

4 972 

4 724 

248 

4 713 

259 

259 

... 

RADIO SETS 









19 414 

18 131 

1 283 

18 066 

1 348 

1 348 

• • t 

2 OR MORE ... ... 

12 389 

11 892 

497 

11 893 

496 

477 

• t < 

none. 

3 162 

2 946 

216 

2 893 

269 

269 

• ti 

VALUE 








OWNER OCCUPIEO. 

5 213 

4 367 

846 

4 253 

960 

960 


LESS THAN SStOOO. .... 

727 

540 

187 

525 

202 

202 


SSfOOO TO S7f400. 

1 047 

828 

219 

817 

230 

230 


STtSOO TO .. 

1 130 

975 

155 

943 

187 

187 


siotooo TO siztaoo. 

1 024 

872 

152 

886 

138 

138 


S12«500 TO $14*900. 

549 

473 

76 

479 

70 

70 


SIS*000 TO S17*400. 

388 

344 

44 

303 

85 

65 


S17*500 TO 519*900. 

150 

145 

5 

129 

21 

21 


S20*000 TO 524*900. 

118 

113 

5 

102 

16 

16 


525*000 TO .. 

56 

53 

3 

49 

7 

7 


535*000 OR MORE . 

24 

24 

• • • 

20 

4 

4 


MEDIAN.dollars . 

9 300 

9 600 

7 BOO 

9 600 

8 100 

B 100 


GROSS RENT 








renter occupied . 

26 47 B 

■25 473 

1 005 

25 539 

939 

939 


LESS THAN 520 . 

91 

75 

16 

75 

16 

16 


520 TO 529. 

494 

467 

27 

468 

26 

26 


530 TO .. 

1 176 

1 136 

40 

1 150 

26 

26 


540 TO 549... 

2 755 

2 647 

108 

2 630 

125 

125 


550 TO 559. 

3 609 

3 502 

107 

3 512 

97 

97 


560 TO 569. 

4 581 

4 452 

129 

4 478 

103 

103 


570 TO 579. 

4 480 

4 281 

199 

4 305 

175 

175 


560 TO 599. 

6 172 

5 980 

192 

6 012 

160 

160 


$100 To $119.. 

1 90B 

1 809 

99 

1 819 

89 

89 


5120 TO $149. 

573 

564 

9 

560 

13 

13 


5150 TO $199.... . 

148 

148 

• f • 

148 

• • • 



$200 OR more. 

t • • 

• t • 

• • • 

• f • 

t • • 



NO CASH RENT. 

491 

412 

79 

382 

109 



MEDIAN.dollars . 

71 

71 

72 

71 

71 


HHHB 
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State and Small Areas 


Table 12, —^Tenure, Vacancy Status, and Condition and Plumbing Facilities, tor SMSA’s, Places ot 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 

[Some data based on sample; see text. “U” denotes an unincorporated place. “UT" denotes an urban town] 


Tenure by Cobr, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS 



ALL HOUSING UNITS. 


TENURE* COLOR* ANO VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWMITE . 

RENTER OCCUPIED. 

white. 

NONWHITE . 


VACANT . 

YEAR ROUND.. 

SOUND OR DETERIORATING . 

available. 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE .... 

FOR RENT . 

rental VACANCY RATE. 

RENTEO OR SOLD* AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . ........ 


CONDITION ANO PLUMBING 


ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES 

dilapidated. 


owner OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
OILAPIDATEO. 


RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 
OILAPIDATEO. 


VACANT AVAILABLE FOR SALE. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


VACANT AVAILABLE FOR RENT. 
WITH ALL PLUMBING FACILITIES . 
LACKING SOME OR ALL FACILITIES 


ALL HOUSING UNITS. 


water SUPPLY 

HOT ANO COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE.. 

NO PIPED WATER . 


TOILET FACILITIES 


FLUSH TOILET* EXCLUSIVE USE. . . 

FLUSH TOILET* SHARED . 

OTHER TOILET FACILITIES OR NONE. 


BATHING FACILITIES 

BATHTUB OR SHOWER* EXCLUSIVE USE, 
BATHTUB OR SHOWER* SHARED. . . . 
NO BATHTUB OR SHOWER . 


770 liSa 
402 74S 
52.3 
397 195 
5 550 
367 723 
347 130 
20 593 


814 085 
713 652 
6B2 729 
4 838 
26 085 
81 704 
65 015 
3 098 
13 591 

18 729 

402 745 
378 957 
375 630 
3 327 
20 712 

19 249 
1 463 
3 076 

367 723 
305 001 
281 921 
23 080 
51 608 
39 616 
11 992 
11 114 


793 910 
19 387 
68 
720 


783 480 
28 941 
1 664 


769 666 
28 830 
15 589 


238 

802 


224 

687 

61 

291 

27.3 

57 

838 

3 

453 

163 

396 

145 

368 

18 

008 

14 

115 

13 

164 

10 

868 

9 

288 


560 


0.9 

8 

708 


5,1 


311 


122 

1 

147 

2 

296 


951 

238 

845 

191 

252 

174 

935 

1 

621 

14 

696 

38 

334 

27 

100 

1 

539 

9 

695 

9 

259 

61 

291 

54 

850 

53 

706 

1 

144 

5 

675 

5 

105 


570 


766 

163 

396 

129 

022 

115 

565 

13 

457 

28 

293 

19 

576 

8 

717 

6 

081 


580 


485 


95 

8 

708 

5 

778 

2 

930 


238 

802 


230 

290 

8 

445 


3 


107 

219 

948 

18 

692 


205 

211 

872 

18 

202 

B 

771 



34 253 

30 712 

7 708 

13 644 

. 22.5 

44.4 

7 119 

13 504 

589 

140 

26 545 

17 068 

25 111 

16 806 

1 434 

262 

1 077 

1 859 

980 

1 546 

871 

1 361 

659 

1 176 

24 

147 

0.3 

1.1 

63S 

1 029 

2.3 

5.7 

57 

47 

14 

19 

141 

119 

109 

185 

97 

313 

35 319 

32 555 

30 487 

‘ 27 968 

27 870 

26 705 

353 

210 

2 264 

1 053 

3 778 

3 873 

3 114 

3 3B5 

167 

135 

497 

353 

1 054 

714 

7 708 

13 644 

6 975 

12 809 

6 769 

12 737 

206 

72 

616 

759 

576 

728 

40 

31 

117 

76 

26 545 

17 068 

22 815 

14 018 

20 550 

13 027 

2 265 

991 

2 874 

2 659 

2 308 

2 326 

566 

333 

856 

391 

24 

147 

22 

138 

2 

9 

635 

1 029 

473 

863 

162 

166 

35 330 

32 571 












































































































Massachusetts 


23-17 


Table 12 .—Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Places of 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960— Con. 
[Some data based on sample | see text. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


SUBJECT 


ALL HOUSING UNITS,. 

tenure* color, and vacancy 
STATUS 


OCCUPIED . 

OWNER OCCUPIED ... . 

percent of all OCCUPIED. . . 

WHITE. 

nonwhite . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE.. . . . . 

VACANT . 

YEAR ROUND ... , . , . 

SOUND OR deteriorating. 

AVAILABLE. 

FOR SALE ONLY. 

homeowner vacancy Rate . 

FOR RENT.. . . . . 

RENTAL VACANCY RATE. 

rented or solo* awaiting OCCUPANCY . 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS... 

SOUND... 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. , . . 

DETERIORATING... . . . . 

WITH All PLUMBING FACILITIES . 

LACKING ONLY HOT WATER 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

OWNER OCCUPIED . 

SOUND. ... . . . . 

WITH ALL PLUMBING FACILITIES . 

lacking SOME OR ALL FACILITIES . . . • . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

lacking SOME OR ALL FACILITIES . 

DILAPIDATED. 

RENTER OCCUPIED. 

SOUND... 

WITH ALL PLUMBING FACILITIES ...... 

lacking SOME OR ALL FACILITIES . . . . . 

DETERIORATING.. . . . 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. .... . 

VACANT AVAILABLE FOR SALE. ...... 

WITH ALL PLUMBING FACILITIES ....... 

LACKING SOME OR ALL FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH all plumbing FACILITIES . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING UNITS.. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE.- 

NO PIPED water . 


TOILET facilities 

FLUSH TOILET* EXCLUSIVE USE. . . 

FLUSH TOILET* SHARED . 

other TOILET FACILITIES OR NONE. 


BATHING facilities 

BATHTUB OR SHOWER* EXCLUSIVE USE ... . 

BATHTUB OR SHOWER* SHARED. 

NO BATHTUB OR SHOWER . 


STANDARD METROPOLITAN STATISTICAL AREAS--C0N. 


BOSTON—CON. 1 

PLACES—CON. 1 






URBAN 

RURAL 

QUINCY 

SOMER- 

WALTHAM 

BALANCE 



VILLE 




27 >59 

29 219 

15 041 

305 053 

48 058 

26 468 

28 323 

14 733 

291 225 

39 341 

15 944 

10 130 

8 117 

206 678 

34 266 

60.2 

35.8 

55.1 

71.0 

87.1 

15 928 

10 074 

B 110 

205 968 

34 101 

16 

56 

7 

710 

165 

10 524 

18 193 

6 616 

84 547 

5 075 

10 508 

18 142 

6 604 

84 191 

5 029 

16 

51 

12 

356 

46 

891 

896 

30B 

13 828 

8 717 

617 

863 

285 

8 581 

2 356 

562 

783 

275 

7 882 

2 217 

377 

616 

202 

4 764 

1 107 

96 

44 

46 

1 847 

864 

0.6 

0.4 

0.6 

0.9 

2.5 

281 

572 

156 

2 917 

243 

2.6 

3.0 

2.3 

3.3 

4.6 

77 

77 

31 

1 623 

465 

25' 

13 

10 

344 

232 

83 

77 

32 

1 151 

413 

55 

80 

10 

699 

139 

274 

33 

23 

5 247 

6 361 

27 359 

29 219 

15 041 

305 041 

48 058 

25 OOl 

25 115 

13 957 

279 784 

43 134 

24 432 

24 200 

13 521 

275 021 

41 055 

56 

154 

24 

1 252 

1 026 

513 

761 

412 

3 511 

1 053 

2 059 

3 637 

1 014 

19 929 

4 174 

1 819 

3 347 

892 

17 608 

3 381 

47 

65 

31 

820 

191 

193 

225 

91 

1 501 

602 

299 

467 

70 

5 328 

750 

15 944 

10 130 

8 117 

206 678 

34 266 

15 026 

9 132 

7 733 

197 372 

32 107 

14 922 

9 032 

7 661 

196 301 

31 713 

104 

100 

72 

1 071 

394 

815 

930 

35B 

7 933 

1 803 

791 

902 

354 

7 456 

1 559 

24 

28 

4 

477 

244 

103 

68 

26 

1 373 

356 

10 524 

16 193 

6 616 

84 547 

5 075 

9 389 

15 391 

5 957 

71 864 

4 202 

8 962 

14 652 

5 612 

68 907 

3 987 

427 

739 

345 

2 957 

215 

1 012 

2 460 

615 

10 040 

743 

882 

2 258 

512 

8 677 

■ 631 

130 

202 

103 

1 363 

112 

123 

342 

44 

2 643 

130 

96 

44 

46 

1 847 

864 

91 

40 

45 

1 791 

822 

5 

4 

1 

56 

42 

281 

572 

156 

2 917 

243 

254 

487 

134 

2 572 

208 

27 

85 

22 

345 

35 

27 359 

29 219 

15 041 

305 053 

48 058 

27 025 

28 741 

14 889 

300 128 

45 434 

329 

474 

152 

4 597 

2 286 



• • • 

3J 

30 

5 

4 

• • • 

2BS 

308 

26 914 

28 443 

14 672 

301 26J 

47 055 

i 436 

768 

365 

3 157 

251 

9 

8 

‘1 

62: 

752 

26 607 

28 17« 

14 535 

298 84: 

46 174 

i 444 

821 

see 

3 31« 

286 

. 308 

222 

lit 

2 885 

1 598 


BROCKTON 


THE 

AREA 


BROCKTON 


URBAN 

BALANCE 


RURAL 


45 983 


24 090 


12 537 


9 356 


43 629 

22 877 

29 144 

12 427 

66.8 

54.3 

28 917 

12 312 

227 

115 

14 485 

10 450 

14 251 

10 232 

234 

218 


12 066 
9 174 
76.0 
9 147 
27 
2 892 
2 888 
4 


8 686 
7 543 
86.8 
7 458 
85 
1 143 
1 131 
12 


2 354 
1 966 
1 803 
1 279 
445 
1.5 
834 
5.4 
168 
59 
297 
163 
388 


1 213 
1 186 
1 104 
904 
232 
1.8 
672 
6.0 
48 
11 
141 
82 
27 


471 

431 

388 

219 

100 

1.1 

119 

4.0 

58 

17 

94 

43 

40 


670 

349 

311 

156 

113 

1.5 

43 

3.6 
62 
31 
62 
38 

321 


45 

983 

40 

509 

38 

362 


841 

1 

306 

4 

385 

3 

275 


396 


714 

1 

089 

29 

144 

26 

931 

26 

437 


494 

1 

834 

1 

592 


242 


379 

14 

485 

11 

761 

10 

nin 

1 

337 

2 

199 

1 

501 


698 


525 


445 


425 


20 


834 


536 


298 

45 

983 


43 759 
2 137 
4 
83 


44 282 
■ 1 446 
25S 


43 703 
1 527 
753 


24 090 
21 115 
19 664 
564 
887 
2 SOI 
1 737 
232 
532 
474 

12 427 
11 703 
11 528 
175 
640 
572 
68 
84 

10 450 
B 534 
7 469 
1 065 
1 606 
1 052 
554 
310 

232 

223 

9 

672 

398 

274 


24 090 


22 867 
1 201 ! 

*22 


22 745 
1 296 
49 


22 576 
1 336 
178 


12 

537 

11 

116 

10 

752 


132 


232 

1 

088 


944 


80 


64 


333 

9 

174 

8 

393 

8 

249 


144 


651 


584 


67 


130 

2 

892 

2 

338 

2 

163 


175 


396 


319 


77 


ise 


100 


98 


2 

119 

99 

20 


12 537 


12 090 
439 

8 


12 402 
100 
35 


12 168 
113 
256 


9 356 
8 278 
7 946 
145 
187 
796 
594 
B4 

lie 

282 

7 543 
6 835 
6 660 
175 
543 
436 
107 
165 

1 143 
889 
792 
97 
197 
130 
67 
57 

113 

104 

9 

43 

39 

4 


9 356 


B 802 
497 
4 
53 


9 135 
50 
171 


8 959 
78 
319 































































































23-18 


State and Small Areas 


Table 12. —^Tenure, Vacancy Status, and Condition and Plumbing Facilities, foe SMSA’s, Places of 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; see text. “U” denotes an unincorporated place. “UT" denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac 
Bathing Fac. 




STANDARD METROPOLITAN STATISTICAL AREAS- 


FALL RIVER 


•CON. 

FITCHBURG-LEOMINSTER 


SUBJECT 


MASSACHUSETTS PORTION 


RHODE ISLAND PORTION 



THE 

AREA 

TOTAL 

FALL 

RIVER 

urban 

BALANCE 

RURAL 

TOTAL 

URBAN 

RURAL 

THE 

AREA 

URBAN 

RURAL 

ALL HOUSING UNITS. 

47 

368 

44 

253 

34 

362 

5 

730 

4 

161 

3 

115 

1 

975 

1 140 

26 

408 

23 

005 

3 403 

TENURE. COLOR. AND VACANCY 













■ 








STATUS 













■ 








OCCUPIED . 

43 

715 

40 

955 

32 

547 

5 

228 

3 

180 

2 

760 

n 

854 

906 

24 

780 

21 

992 

2 788 

OWNER OCCUPIED . 

19 

0'26 

16 

872 

9 

908 

4 

322 

2 

642 

2 

156 


412 

744 

13 

695 

11 

862 

1 833 

PERCENT OF ALL OCCUPIED. 

43.5 

41.2 

30.4 

82.7 

• 83.1 

78.1 


82.1 

55.3 

53.9 

65.7 

white. 

18 

965 

16 

833 

9 

893 

4 

306 

2 

634 

2 

152 

1 

408 

744 

13 

646 

11 

830 

1 816 

NONWHITE.. . . . . 


43 


39 


15 


16 


8 


4 


4 

• • • 


49 


32 

17 

RENTER OCCUPIED.. . . . . 

24 

6B7 

24 

083 

22 

639 


906 


538 


604 


442 

162 

11 

085 

10 

130 

955 

WHITE. . . .. 

24 

563 

23 

959 

22 

515 


906 


538 


604 


442 

162 

10 

813 

10 

032 

781 

nonwhite . 


124 


124 


124 


... 


... 


... 


... 

... 


272 


98 

174 

VACANT.. 

3 

653 

3 

296 

1 

815 


502 


981 


355 


121 

234 

1 

628 

1 

013 

615 

YEAR ROUND . 

2 

074 

1 

958 

1 

530 


219 


209 


116 


66 

SO 

1 

061 


910 

151 

SOUND OR DETERIORATING . 

1 

641 

1 

731 

1 

335 


209 


1B7 


110 


63 

47 


684 


771 

113 

AVAILABLE. ............. 

1 

366 

1 

311 

1 

145 


118 


48 


55 


31 

24 


675 


603 

72 

FOR SALE ONLY. 


163 


135 


66 


47 


22 


28 


18 

10 


103 


83 

20 

homeowner VACANCY RATE . 


0.8 


0.8 


0.7 


1.1 


0.8 


1.3 


1.3 

1.3 


0.7 


0.7 

1.1 

FOR RENT.. 

1 

203 

1 

176 

1 

079 


71 


26 


27 


13 

14 


572 


520 

52 

RENTAL VACANCY RATE. ...... 


4.6 


4.7 


4.5 


7.3 


4.6 


4.3 



• • • 


4.9 


4.9 

5.2 

RENTED OR SOLD* AWAITING OCCUPANCY . 


107 


85 


45 


22 


18 


22 


Ifei 

9 


93 


69 

24 

HELD FOR OCCASIONAL USE. 


141 


127 


30 


37 


60 


14 


ID 

10 


22 


18 

4 

HELD FOR OTHER REASONS . 


227 


208 


115 


32 


61 


19 


15 

4 


94 


81 

13 

01LAPIDATED. 


233 


227 


195 


10 


22 


6 


3' 

3 


177 


139 

>8 

SEASONAL . 

1 

579 

1 

340 


285 


263 


772 


239 


55 

164 


567 


103 

464 

CONDITION AND PLUMBING 





















ALL UNITS. 

47 

361 

44 

253 

34 

362 

5 

730 

4 

161 

3 

108 

1 

975 

1 133 

26 

406 

23 

005 

3 403 

SOUND. .... . 

40 

747 

37 

962 

28 

628 

5 

526 

3 

806 

2 

785 

1 

815 

970 

21 

254 

18 

639 

2 615 

WITH ALL PLUMBING FACILITIES . 

32 

7B6 

30 

392 

‘ 21 

776 

5 

238 

3 

378 

2 

394 

1 

691 

703 

19 

800 

17 

503 

2 297 

LACKING ONLY HOT WATER . 

4 

038 

3 

876 

3 

527 


120 


229 


162 


70 

92 


410 


366 

44 

LACKING OTHER PLUMBING FACILITIES. . . . 

3 

923 

3 

694 

3 

325 


168 


201 


229 


54 

175 

1 

044 


770 

274 

DETERIORATING. 

5 

576 

5 

301 

4 

871 


139 


291 


275 


•144 

131 

3 

910 

3 

299 

611 

WITH ALL PLUMBING FACILITIES ....... 

2 

288 

2 

210 

1 

964 


92 


154 


78 


28 

50 

3 

203 

2 

641 

562 

LACKING only HOT WATER . 

1 

171 

1 

123 

1 

063 


8 


S2 


48 


28 

20 


268 


256 

12 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 

117 

1 

966 

1 

844 


39 


85 


149 


88 

61 


439 


402 

37 

DILAPIDATED. 

1 

038 


990 


863 


65 


62 


48 


16 

32 

1 

244 

1 

067 

177 

OWNER OCCUPIED . 

19 

028 

16 

872 

9 

906 

4 

322 

2 

642 

2 

156 

1 

412 

744 

13 

695 

11 

862 

1 833 

SOUND. 

17 

875 

15 

859 

9 

196 

4 

206 

2 

457 

2 

016 

1 

367 

649 

12 

207 

10 

582 

1 625 

■WITH ALL PLUMBING FACILITIES ...... 

16. 

685 

14 

805 

8 

462 

4 

138 

2 

205 

1 

880 

1 

343 

537 

11 

969 

10 

413 

1 556 

LACKING SOME OR ALL FACILITIES ..... 

1 

190 

1 

054 


734 


68 


252 


136 


24 

112 


236 


169 

69 

deteriorating. .............. 


995 


883 


630 


80 


173 


112 


37 

75 

1 

193 

1 

072 

121 

WITH ALL PLUMBING FACILITIES . 


638 


583 


434 


60 


89 


55 


17 

38 

1 

037 


948 


lacking some or ALL FACILITIES . 


357 


300 


196 


20 


84 


57 


20 

37 


156 


124 


DILAPIDATED.. 


158 


130 


82 


36 


12 


28 


8 

20 


295 


208 


RENTER OCCUPIED. 

24 

687 

24 

083. 

22 

639 


906 


536 


604 


442 

162 

11 

085 

10 

130 


SOUND. .................. 

20 

277 

19 

780 

18 

483 


865 


432 


497 


368 

129 

7 

926 

7 

471 


WITH ALL PLUMBING FACILITIES . 

14 

347 

13 

957 

12 

794 


804 


359 


390 


284 

106 

7 

017 

6 

604 


LACKING SOME OR ALL FACILITIES . 

5 

930 

5 

823 

5 

689 


61 


73 


107 


84 

23 


909 


867 


DETERIORATING.. . . . . 

3 

797 

3 

707 

3 

599 


29 


79 


90 


66 

24 

2 

399 

1 

953 

446 

WITH ALL PLUMBING FACILITIES . 

1 

408 

1 

397 

1 

340 


21 


36 


11 



4 

1 

949 

1 

512 

437 

LACKING SOME OR ALL FACILITIES . 

2 

389 

2 

310 

2 

259 


8 


43 


79 



20 


450 


441 

9' 

DILAPIDATED. 


613 


596 


557 


12 


27 


17 


m 

9 


760 


706 

54 

VACANT available FOR SALE. 


163 


135 


66 


47 


22 


28 


n 

10 


103 


83 

20 

WITH ALL PLUMBING FACILITIES . 


143 


118 


55 


43 


20 


25 


Is 

B 


94 


77 

17 

LACKING S.OME OR ALL FACILITIES. 


20 


17 


11 


4 


2 


3 


■ 

2 


9 



3 

VACANT AVAILABLE FOR RENT. 

1 

203 

1 

176 

1 

079 


71 


26 


27 


13 

14 


572 


520 

52 

WITH ALL PLUMBING FACILITIES . 


491 


477 


392 


63 


22 


14 


8 

6 


441 


395- 

46 

LACKING SOME OR ALL FACILITIES . 


712 


699 


687 


8 




13 


5 

B 


131 


125 

6 

all HOUSING UNITS. 

47 

368 

44 

253 

34 

362 

5 

730 

4 

161 

3 

115 

1 

975 

1 140 

26 

408 

23 

005 

3 403 

WATER SUPPLY 





















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

36 

668 

34 

123 

25 

110 



3 

619 

2 

545 

1 

751 

794 

24 

649 

21 

610 

3 039 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

10 

3B7 

9 

912 

9 

133 




472 


475 


216 

259 

1 

718 

1 

385 

333 

PIPED WATER OUTSIDE STRUCTURE. 


47 


47 


35 




8 


• • • 


t • t 

t t • 


4 


• • t 

4 

NO PIPED WATER . 


259 


171 


84 




62 


88 


8 

BO 


37 


10 

27 

TOILET FACILITIES 





















FLUSH TOILET, EXCLUSIVE USE. 

46 

114 

43 

198 

33 

542 

5 

669 

3 

987 

2 

916 

1 

947 

969 

25 

561 

. 22 

321 

3 .240 

FLUSH TOILET, SHARED . 


637 


625 


610 


4 


11 


12 


6 

4 


670 


619 

51 

OTHER TOILET FACILITIES OR NONE. , . . . . 


610 


430 


210 


57 


163 


180 


20 

160 


177 

' 

65 

112 

BATHING FACILITIES 





















BATHTUB OR SHOWER, EXCLUSIVE USE , . . 

40 

805 

36 

103 

28 

749 

5 

495 

3 

859 

2 

702 

1 

.829 

873 

24 

541 

21 

533 

3 008 

BATHTUB OR SHOWER, SHARED. ........ 


649 


645 


618 


4 


23 


■ 4 


. a • 

4 


707 


.649 

58 

NO BATHTUB OR SHOWER . 

5 

907 

5 

505 

4 

995 


231 


279 


402 


146 

256 

1 

160J 


823 

337 

































































































































Massachusetts 


23-19 


Tabic 12 . —Tenure, Vacancy Status, and CoNnr'rToxT t- 

50,000 Inhabitants or More, Urban Balance Rurai Facilities, for SMSA’s, Places of 

, -dalance, Kural Total, and Urbanized Areas: 1960-~Con. 

"U" denotes an unincon)a™tedplaoe. «Ur* denotes an urban town] 


—____STANOARD METROPOLITAN STATISTICAL AREAS- 


—-__ . _ LAWRE NCE-HAVERHILL 

MASSACHUSETTS PORTION’ I 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac 
Bathing Fac 


NEW HAMPSHIRE PORTION 


LAWRENCE 


URBAN 

BALANCE 


TOTAL URBAN 



ALL HOUSING UNITS. 

TENURE) COLOR) AND VACANCY 
STATUS 

OCCUPIED . 

OWNER OCCUPIED.. 

percent of ALL OCCUPIED. . , , , , 

WHITE. 

NONWHITE ..... . 

RENTER OCCUPIED. 

white. 

NONWHITE . 

VACANT... 

YEAR ROUND.. , . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE . . . . 

FOR RENT... 

RENTAL VACANCY RATE. 

rented or SOLD) AWAITING OCCUPANCY 
HELD FOR OCCASIONAL USE. . . . , . 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND, ... . . . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . ... 

other plumbing facilities. , , 

DETERIORATING., 

WITH ALL PLUMBING FACILITIES . 

lacking only HOT WATER. . 

LACKING OTHER PLUMBING FACILITIES. , , 

DILAPIDATED.. 

SOUND. . * 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES , . . . 

DETERIORATING.. 

WITH ALL PLUMBING FACILITIES . 

lacking some or ALL FACILITIES . . . . 
DILAPIDATED. 

renter occupied.. . , . . 

SOUND.! . . . 

WITH ALL PLUMBING FACILITIES . ! ! ! ! 
LACKING SOME OR ALL FACILITIES . . . . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . ■ . 
DILAPIDATED. 

VACANT AVAILABLE FOR SALE. 

WITH all PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES ..... 


ALL HOUSING UNITS. 

water supply 

hot ANO cold piped water inside STRUCTURE 
only cold PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO piped WATER . 


TOILET facilities 

FLUSH TOILET. EXCLUSIVE USE. . . 
flush toilet, SHARED ...... 

OTHER toilet FACILITIES OR NONE. 

BATHING FACILITIES 

bathtub or SHOWER, EXCLUSIVE USE 
bathtub or SHOWER, SHARED** . . . 
NO BATHTUB OR SHOWER . 
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State and Small Areas 


Tabic 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Places of "^'vawncy Status 

50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Ajibas: 1960—Coa Condition and Plumb. Bathing Fac. 

[Some data based on sample; see text “U’’ denotes an unincorporated place. “UT” denotes an urban town] 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS—CON. 

LOWELL 

NEW BEDFORD 


THE AREA 

LOWELL 

URBAN 

BALANCE 

RURAL 

THE AREA 

NEW 

BEDFORD 

URBAN 

BALANCE 

rural 

ALL HOUSING UNITS. . . . 

AB 856 

29 952 

8 542 

10 362 

51 570 

36 731 

7 890 

6 949 

TENUREt COLORt AND VACANCY 









STATUS 









OCCUPIED ... . . . . 

45 256 

28 454 

7 707 

9 097 

46 742 

34 569 

7 329 

4 644 

OWNER OCCUPIED . 

26 966 

12 615 

6 302 

8 049 

22 872 

13 513 

5 523 

3 836 

PERCENT OF ALL OCCUPIED. 

59.6 


81.8 

86.5 

46.9 

39.1 

75.4 

79.2 

WHITE.. . . . 

26 922 

12 S91 

6 298 

8 033 

22 431 

13 216 

5 463 

3 752 

NONWMITE . 

44 

24 

4 

16 

441 

297 

60 

84 

RENTER OCCUPIED. 

IB 292 

15 839 

1 405 

1 048 

23 870 

21 056 

1 B06 

1 008 

WHITE. 

18 210 

15 757 

1 405 

1 048 

23 187 

20 408 

1 806 

973 

NONWHITE . 

B2 

62 

... 

... 

663 

648 

... 

35 

VACANT . 

5 596 

1 49B 

B35 

1 265 

4 626 

2 162 

561 

2 105 

YEAR ROUND . 

2 404 

1 407 

347 

650 

2 733 

2 056 

294 

383 

SOUND OR DETERIORATING . 

2 129 

1 211 

318 

600 

2 392 

1 778 

273 

341 

available. 

1 487 

1 026 

195 

264 

1 770 

1 466 

150 

152 

FOR SALE ONLY. 

471 

135 

130 

206 

252 

115 

61 

76 

HOMEOWNER VACANCY RATE . 

1.7 

1.1 

2.0 

2.5 

1.1 

0.8 

1.1 

1.9 

FOR RENT . 

1 016 

893 

65 

58 

1 518 

1 353 

69 

76 

RENTAL VACANCY RATE. 

5.3 

5.3 

4.4 

5.2 

6.0 

6.0 

4.7 

7.0 

RENTED OR SOLDI AWAITING OCCUPANCY . 

266 

70 

41 

155 

149 

71 

42 

36 

MELD FOR OCCASIONAL USE. 

121 

9 

43 

69 

154 

36 

27 

91 

HELD FOR OTHER REASONS . 

255 

104 

39 

112 

319 

203 

54 

62 

dilapidated. 

275 

196 

29 

50 

341 

278 

21 

42 

SEASONAL. . . . 

1 194 

91 

466 

615 

2 095 

106 

267 

1 722 

CONDITION AND PLUMBING 









ALL UNITS. 

48 656 

29 952 

8 542 

10 362 

51 570 

36 731 

7 890 

6 949 

SOUND. 

41 625 

25 519 

7 349 

8 957 

45 373 

32 269 

6 997 

6 087 

WITH ALL PLUMBING FACILITIES ...... 

37 627 

22 311 

6 856 

8 460 

36 358 

24 797 

6 406 

5 155 

LACKING only hot WATER . 

1 351 

938 

198 

215 

6 215 

5 217 

450 

548 

LACKING OTHER PLUMBING FACILITIES. . . . 

2 847 

2 270 

295 

262 

2 800 

2 275 

141 

384 

DETERIORATING. 

5 590 

3 684 

665 

1 041 

4 897 

3 512 

784 

601 

WITH ALL PLUMBING FACILITIES . . 

3 644 

2 423 

657 

764 

2 392 

1 522 

sie 

352 

LACKING ONLY HOT WATER ... . 

638 

462 

74 

102 

1 636 

1 315 

171 

150 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 108 

799 

134 

175 

869 

675 

95 

99 

dilapidated. . . . . 

1 441 

749 

328 

364 

1 300 

930 

109 

261 

OWNER OCCUPIED ..... . 

26 966 

12 615 

6 302 

8 049 

22 872 

13 513 

5 523 

3 B36 

SOUND. 

24 821 

11 779 

5 769 

7 273 

21 319 

12 830 

5 029 

3 460 

WITH ALL PLUMBING FACILITIES . 

24 224 

11 551 

5 591 

7 082 

19 616 

11 790 

4 714 

3 112 

LACKING SOME OR ALL FACILITIES . 

597 

228 

178 

191 

1 703 

1 040 

315 

346 

DETERIORATING... 

1 837 

765 

426 

644 

1 298 

576 

430 

292 

WITH ALL PLUMBING FACILITIES . 

1 594 

706 

368 

520 

833 

364 

297 

172 

LACKING SOME OR ALL FACILITIES . 

243 

59 

60 

124 

465 

212 

133 

120 

DILAPIDATED. 

308 

71 

105 

132 

255 

107 

64 

84 

RENTER OCCUPIED. 

18 292 

15 839 

1 405 

1 048 

23 870 

21 056 

1 eo6 

1 ooe 

SOUND. 

14 708 

12 652 

1 080 

776 

20 427 

18 112 

1 453 

662 

WITH ALL PLUMBING FACILITIES ...... 

11 843 

10*150 

970 

723 

14 IBS 

12 293 

1 193 

702 

LACKING SOME OR ALL FACILITIES . 

2 865 

2 702 

110 

53 

6 239 

5 819 

260 

160 

DETERIORATING. 

2 995 

2 499 

277 

219 

2 902 

2 478 

320 

104 

WITH ALL PLUMBING FACILITIES . 

2 007 

1 580 

232 

195 

1 325 

1 065 

199 

61 

LACKING SOME OR ALL FACILITIES . 

988 

919 

45 

24 

1 577 

1 413 

121 

43 

DILAPIDATED. 

589 

4B8 

48 

53 

541 

466 

33 

42 

VACANT AVAILABLE FOR SALE. 

471 

135 

130 

206 

252 

115 

61 

76 

WITH ALL PLUMBING FACILITIES ....... 

438 

124 

118 

196 

205 

91 

49 

65 

LACKING SOME OR ALL FACILITIES . 

33 

11 

12 

10 

47 

24 

12 

11 

VACANT AVAILABLE FOR RENT. 

1 016 

893 

65 

56 

1 518 

1 353 

89 

76 

WITH all PLUMBING FACILITIES . 

540 

448 

46 

46 

656 

539 

60 

57 

LACKING SOME OR ALL FACILITIES . 

476 

445 

19 

12 

662 

B14 

29 

19 

ALL MOUSING UNITS. '. 

48 856 

29 952 


10 362 

51 570 

36 731 

7 890 

6 949 

water SUPPLY 









HOT AND COLO PIPED WATER INSIDE STRUCTURE. 

43 832 

26 755 

7 694 

9 383 

40 313 

27 593 

7 017 

5 703 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

4 662 

3 197 

. 737 

748 

11 110 

9 107 

856 

1 147 

PIPED WATER OUTSIDE STRUCTURE. 

15 

• • • 

4 

11 

12 

4 


8 

NO PIPED WATER . 

327 

... 

107 

220 

135 

27 

17 

91 

TOILET FACILITIES 









FLUSH TOILETi EXCLUSIVE USE.. 

46 567 

26 339 

B 264 

9 964 

49 617 

35 236 

7 813 

6 568 

FLUSH TOILET. SHARED . 

1 679 

1 597 

67 

15 

1 455 

1 411 


20 

other toilet FACILITIES OR NONE. 

610 

16 

211 

383 

• 498 

84 

53 

361 

BATHING FACILITIES 









BATHTUB OR SHOWERi EXCLUSIVE USE . 

44 270 

26 595 

7 950 

9 725 

47 429 

33 336 

7 610 

6 483 

BATHTUB OR SHOWERi SHARED. ........ 

1 679 

1 602 

66 

11 

1 163 

1 123 

20 

20 

NO BATHTUB OR SHOWER . 

2 907 

1 755 

526 

626 

2 978 

2 272 

260 

446 
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Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Places of 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 
[Some data based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color, 
Vacanqr Status 
Condition and Plumb. 


Water Supply 
Toilet Fac 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 

PITTSFIELD 

PROVIDENCE-PAWTUCKET 

THE 

AREA 

PITTS¬ 

FIELD 

URBAN 

BALANCE 

RURAL 

THE 

AREA 


MASSACHUSETTS PORTION 

ISLAND 

PORTION 

TOTAL 

URBAN 

RURAL 

ALL HOUSING UNITS. 

23 464 

18 469 

2 188 

2 807 

269 633 

243 680 

25 953 

15 794 

10 159 

TENURE* COLOR* AND VACANCY 










STATUS 










OCCUPIED . 

22 246 

17 632 

2 082 

2 532 

247 822 

223 664 

24 158 

15 027 

9 131 

OWNER OCCUPIED.. . . . . 

13 548 

10 267 

1 360 

1 921 

137 354 

120 617 

16 737 

9 431 

7 306 

PERCENT OF ALL OCCUPIED. 

60.9 

58.2 

65.3 

75.9 

55.4 

53,9 

69.3 

62.8 

80.0 


13 455 

10 186 

1 356 

1 913 

136 472 

119 776 

16 696 

9 406 

7 290 

NONWHITE . 

93 

81 

4 

8 

882 

841 

41 

25 

16 

RENTER OCCUPIED. 

e 698 

7 365 

722 

611 

110 468 

103 047 

7 421 

5 596 

1 825 

WHITE.. . . . . 

a 539 

7 206 

722 

611 

107 217 

99 823 

7 394 

5 577 

1 817 

NONWHITE . 

159 

159 

... 

... 

3 251 

3 224 

27 

19 

6 

VACANT . 

1 218 

B37 

106 

275 

21 811 

20 016 

1 795 

767 

1 028 

YEAR ROUND . 

833 

617 

89 

127 

14 070 

12 928 

1 142 

636 

506 

SOUND OR DETERIORATING . 

737 

555 

77 

105 

12 619 

11 640 

979 

573 

406 

AVAILABLE. 

542 

431 

53 

58 

9 ?57 

8 651 

606 

381 

225 

FOR SALE ONLY. 

143 

91 

18 

34 

1 714 

1 478 

236 

113 

123 

HOMEOWNER VACANCY RATE . 

1.0 

0.9 

1.3 

1.7 

1.2 

1.2 

1.4 

1.2 

1.7 

FOR RENT . 

399 

340 

35 

24 

7 543 

7 173 

370 

268 

102 

RENTAL VACANCY RATE. 

4.4 

4.4 

4.6 

3.8 

6.4 

6.5 

4.7 

4.6 

5.3 

RENTED OR SOLD* AWAITING OCCUPANCY . 

79 

57 

7 

15 

1 166 

1 002 

164 

75 

89 

HELD FOR OCCASIONAL USE. 

17 

11 

2 

4 

562 

525 

37 

17 

20 

HELD FOR OTHER REASONS . 

99 

56 

15 

28 

1 634 

1 462 

172 

100 

72 

DILAPIDATED. 

96 

62 

12 

22 

1 451 

1 2B8 

163 

63 

100 

SEASONAL . 

385 

220 

17 

148 

7 741 

7 088 

653 

131 

522 

CONDITION AND PLUMBING 










ALL UNITS. 

23 464 

18 469 

2 IBS 

2 807 

269 625 

243 672 

25 953 

15 794 

10 159 

SOUND. 

20 239 

15 907 

1 847 

2 485 

236 401 

213 600 

22 801 

14 350 

8 451 

WITH ALL PLUMBING FACILITIES ...... 

19 470 

15 254 

1 795 

2 421 

214 369 

192 997 

21 372 

13 540 

7 832 

LACKING ONLY HOT WATER . 

105 

78 

15 

12 

9 947 

9 147 

800 

432 

368 

LACKING OTHER PLUMBING FACILITIES. . . . 

664 

575 

37 

52 

12 085 

11 456 

629 

378 

251 

deteriorating. 

2 672 

2 132 

274 

266 

26 494 

24 209 

2 265 

1 085 

1 200 

WITH ALL PLUMBING FACILITIES . 

2 391 

1 895 

262 

234 

17 347 

15 977 

1 370 

695 

675 

LACKING ONLY HOT WATER . 

55 

36 

8 

11 

4 274 

3 B68 

406 

194 

212 

LACKING OTHER PLUMBING FACILITIES. . . . 

226 

201 

4 

21 

4 873 

4 364 

509 

196 

313 

dilapidated. 

553 

430 

67 

56 

6 730 

5 863 

867 

359 

508 

OWNER OCCUPIED . 

13 548 

10 267 

1 360 

1 921 

137 354 

120 617 

16 737 

9 431 

7 306 

SOUND. 

12 628 

9 626 

1 233 

1 769 

128 505 

113 147 

15 358 

8 860 

6 498 

WITH ALL PLUMBING FACILITIES . 

12 535 

9 582 

1 217 

1 736 

124 963 

110 083 

14 880 

8 623 

6 257 

lacking SOME OR ALL FACILITIES . 

93 

44 

16 

33 

3 542 

3 064 

47 B 

237 

241 

deteriorating. 

B04 

576 

9B 

130 

7 314 

6 280 

1 034 

427 

607 

WITH ALL PLUMBING FACILITIES . 

758 

546 

94 

118 

5 873 

5 127 

746 

334 

412 

LACKING SOME OR ALL FACILITIES . 

46 

30 

4 

12 

1 441 

1 153 

288 

93 

195 

DILAPIDATED. 

116 

65 

29 

22 

1 535 

1 190 

345 

144 

201 

RENTER OCCUPIED. 

8 698 

7 365 

722 

611 

110 468 

103 047 

7 421 

5 596 

1 825 

SOUND. 

6 744 

5 723 

522 

499 

91 641 

85 340 

6 301 

4 891 

1 410 

WITH ALL PLUMBING FACILITIES . 

6 198 

5 207 

504 

487 

78 068 

72 502 

5 566 

4 418 

1 148 

LACKING SOME OR ALL FACILITIES ..... 

546 

516 

18 

12 

13 573 

12 838 

735 

473 

262 

DETERIORATING. 

1 617 

1 352 

169 

96 

15 334 

14 475 

859 

541 

318 

WITH ALL PLUMBING FACILITIES . 

1 443 

1 193 

161 

89 

9 814 

9 296 

51B 

327 

191 

LACKING SOME OR ALL FACILITIES ..... 

174 

159 

8 


5 520 

5 179 

341 

214 

127 

DILAPIDATED. .. 

337 

290 

31 


3 493 

3 232 

261 

164 

97 

VACANT AVAILABLE FOR SALE. 

143 

91 

18 

34 

1 714 

1 478 

236 

113 

123 

WITH All plumbing facilities . 

140 

90 

18 


1 570 

1 347 

223 

108 


LACKING SOME OR ALL FACILITIES . 

3 

1 

... 


144 

131 

13 

5 

8 

VACANT AVAILABLE FOR RENT. 

399 

340 

35 

.24 

7 543 

7 173 

370 

268 

102 

WITH all plumbing FACILITIES . 

273 

221 

29 

23 

4 519 

4 249 

270 

196 

74 

LACKING SOME OR ALL FACILITIES . 

126 

119 

6 

1 

3 024 

2 924 

100 

72 

28 

ALL HOUSING UNITS. 

23 464 

18 469 

2 188 

2 807 

269 633 

243 680 

25 953 

15 794 

10 159 

WATER SUPPLY 










HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

22 B81 

18 016 

2 142 

2 723 

242 347 

218 S25 

23 522 

14 726 

8 796 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

563 

445 

46 

72 

26 237 

23 945 

2 292 

1 038 

1 254 

PIFED water outside STRUCTURE. 

t f t 

t f t 

t * # 

t t 1 

134 

122 

12 

3 

9 

NO PIPED WATER . 

20 

8 

... 

12 

907 

780 

127 

27 

100 

TOILET FACILITIES 










FLUSH TOILET* EXCLUSIVE USE. 

22 668 

17 766 

2 154 

2 748 

261 440 

236 308 

25 132 

15 442 

9 690 

FLUSH TOILET* SHARED . 

721 

675 

30 

16 

5 702 

5 394 

■ 308 

263 

45 

OTHER toilet FACILITIES OR NONE. 

75 

28 

4 

43 

2 483 

1 970 

513 

89 

424 

BATHING FACILITIES 










bathtub or shower* EXCLUSIVE USE . 

22 484 

17 635 

2 136 

2 713 

250 347 

225 835 

24 512 

15 130 

9 382 

bathtub or shower* SHARED. 

697 

651 

30 

16 

5 840 

5 559 

281 

237 

44 

NO bathtub or shower . 

283 

183 

22 

78 

13 438 

12 27B 

1 160 

427 

733 
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State and Small Areas 


Table 12 . —Tenure, Vacancy Status, and Condition and Plumbing Facilities, por SMSA’s, Places of 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 
[Some data baaed on sample; see text “U” denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac. 
Bathing Fac. 


STANDARD METROPOLITAN STATISTICAL AREAS—CON, 
SPRINSFIELD-CHICOPEE-HOLYOKE I 


WORCESTER 


SUBJECT 


ALL HOUSING UNITS. 

TENUREt COLOR* AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . . . . , . 

PERCENT OF ALL OCCUPIED. 

white. 

nonwhite'. 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . . . 

SOUND OR deteriorating . 

AVAILABLE. 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE . . . , 

FOR RENT . 

RENTAL VACANCY RATE. 

RENTED OR SOLO* AWAITING OCCUPANCY 
HELD FOR OCCASIONAL USE. • , . . . 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION and PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES, . . 

DETERIORATING... 

WITH ALL PLUMBING FACILITIES > . . , . 

LACKING ONUY HOT WATER.• . , . 

LACKING OTHER PLUMBING FACILITIES. . . 
DILAPIDATED. 

OWNER OCCUPIED . 

SOUND. 

WITH ALL plumbing FACILITIES . 

LACKING SOME OR ALL FACILITIES . . , . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . 

DILAPIDATED.. , 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . 
DILAPIOATED. 

vacant available for sale. 

WITH all PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

VACANT AVAILABLE FOR RENT. . . . . . 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING UNITS.. 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . . 


TOILET FACILITIES 

FLUSH TOILET* EXCLUSIVE USE. . 

FLySH TOILET* SHARED . 

OTHER toilet FACILITIES OR NONE 


bathing facilities 

BATHTUB OR SH'oWER* EXCLUSIVE USE ... , 

BATHTUB OR SROWER* SHARED. 

NO BATHTUB OR SHOWER . 


THE 

AREA 

PLACES 


RURAL 

THE 

AREA 

WORCESTER 

URBAN 

BALANCE 

rural 

CHICOPEE 

HOLYOKE 

SPRING- 

FIELD 

URBAN 

BALANCE 

. 151 626 

17 747 

18 640 

58 713 

41 078 

15 448 

99 600 

58 966 

20 062 

20 752 

142 B61 

16 886 

17 432 

55 020 

39 073 

14 450 

94 680 

56 708 

19 251 

18 721 

81 549 

9 308 

5 396 

27 649 

26 928 

12 268 

53 636 

25 154 

13 930 

14 552 

57.1 

55.1 

31.0 

50.3 

68.9 

64.9 

56.6 

44.4 

72.4 

77 8? 

80 410 

9 301 

5 371 

26 574 

26 906 

12 256 

53 471 

25 032 

13 910 

14 529 

1 139 

7 

25 

1 075 

20 

12 

165 

122 

20 

23 

61 312 

7 578 

12 036 

27 371 

12 145 

2 182 

41 044 

31 554 

5 321 

4 169 

58 683 

7 496 

11 947 

24 955 

12 115 

2 170 

40 517 

31 046 

5 306 

4 165 

2 629 

82 

89 

2 416 

30 

12 

527 

508 

15 

4 

8 765 

B61 

1 206 

3 693 

2 005 

998 

5 120 

2 278 

811 

2 031 

7 728 

628 

1 126 

3 578 

1 578 

618 

3 642 

2 106 

661 

873 

7 196 

774 

1 064 

3 278 

1 471 

569 

3 234 

1 642 

608 

784 

5 887 

489 

996 

2 996 

1 043 

363 

2 350 

1 526 

390 

434 

1 101 

82 

76 

421 

282 

240 

508 

160 

115 

213 

1.3 

0.9 

1.4 

1.5 

1.0 

1.9 

0,9 

0.7 

0.8 

1*4 

4 786 

407 

920 

2 575 

761 

123 

1 642 

1 346 

275 

221 

7.2 

5.1 

7,1 

6.6 

5,9 

5.3 

4.3 

4.1 

4»9 

5.0 

SlO 

64 

19 

132 

192 

103 

337 

112 

98 

127 

126 

16 

27 

26 

35 

22 

140 

26 

17 

95 

671 

205 

42 

122 

201 

101 

407 

176 

103 

128 

532 

54 

42 

300 

107 

29 

408 

266 

53 

89 

1 037 

33 

B2 

115 

427 

360 

1 478 

170 

150 

1 158 

151 610 

17 747 

18 640 

58 697 

41 078 

15 448 

99 782 

58 985 

20 058 

20 739 

131 656 

16 367 

16 896 

47 541 

36 918 

13 934 

86 446 

49 827 

16 200 

16 419 

125 365 

15 606 

15 053 

45 662 

35 495 

13 349 

79 683 

45 663 

17 209 

16 611 

1 545 

216 

633 

222 

296 

178 

2 371 

1 361 

408 

562 

4 746 

345 

1 210 

1 657 

1 

407 

4 392 

2 563 

583 

1 226 

16 843 

1 077 

1 669 

9 334 

3 414 

1 349 

10 863 

7 420 

1 561 

1 882 

13 604 

649 

1 312 

7 405 

2 957 

1 081 

7 899 

5 707 

1 089 

1 103 

799 

62 

74 

465 

111 

67 

1 740 

1 216 

233 

291 

2 440 

146 

263 

1 464 

346- 

201 

1 244 

497 

259 

488 

3 111 

303 

75 

1 822 

746 

165 

2 453 

1 738 

277 

438 

81 549 

9 308 

5 396 

27 649 

26 928 

12 268 

53 636 

25 154 

13 930 

14 552 

76 099 

e 656 

5 125 

25 427 

25 257 

11 434 

50 054 

23 264 

13 276 

13 514 

75 432 

8 762 

5 093 

25 332 

25 044 

11 201 

49 072 

22 991 

13 020 

13 061 

667 

94 

32 

95 

213 

233 

982 

273 

256 

453 

4 776 

360 

266 

1 957 

1 414 

757 

3 069 

1 635 

593 

841 

4 436 

350 

260 

1 893 

1 299 

634 

2 577 

1 484 

482 

611 

340 

30 

e 

6.4 

115 

123 

492 

151 

111 

230 

674 

72 

3 

265 

257 

77 

513 

255 

61 

197 

61 312 

7 578 

12 036 

27 371 

12 145 

2 182 

41 044 

31 554 

5 321 

4 169 

49 252 

6 764 

10 878 

19 820 

10 078 

1 712 

32 839 

25 096 

4 410 

3 333 

44 780 

6 349 

9 312 

18 445 

9 143 

1 531 

26 246 

21 664 

3 805 

2 779 

4 472 

415 

1 566 

1 375 

935 

181 

4 591 

3 432 

605 

554 

10 216 

625 

1 117 

6 294 

1 743 

437 

6 761 

5 255 

783 

723 

8 108 

463 

906 

4 877 

1 464 

378 

4 802 

3 660 

542 

400 

2 108 

162 

211 

1 417 

259 

59 

1 959 

1 395 

241 

323 

1 844 

169 

: 

1 257 

324 

33 

1 444 

1 203 

128 

113 

1 101 

82 

76 

421 

262 

240 

508 

180 

115 

213 

1 054 

70 

74 

412 

274 

224 

459 

168 

105 

166 

47 

12 

2 

9 

e 

16 

49 

12 

10 

27 

4 786 

407 

920 

2 575 

761 

123 

1 842 

1 346 

275 

221 

3 322 

343 

566 

1 726 

583 

84 

1 301 

976 

170 

155 

1 464 

64 

334 

849 

178 

39 

541 

370 

105 

66 

151 626 

17 747 

18 640 

58 713 

41 078 

15 448 

99 600 

58 986 

20 062 

20 752 

146 570 

17 195 

17 467 

57 364 

39 847 

14 697 

92.011 

55 010 

18 770 

16 231 

4 748 

539 

1 165 

1 322 

1 106 

616 

7 399 

3 952 

1 237 

2 210 

48 

‘4 

• t • 

4 

25 

15 

59 

♦ « • 

12 

47 

244 

9 

e 

7 

100 

120 

313 

23 

39 

251 

145 330 

17 426 

17 318 

55 737 

39 839 

15 010 

95 986 

56 299 

19 705 

19 982 

5 616 

292 

1 311 

2 918 

969 

126 

3 030 

2 651 

232 

147 

664 

29 

11 

42 

276 

312 

766 

35 

121 

610 

144 004 

17 218 

17 135 

55 440 

39 426 

' 14 785 

93 612 

55 670 

19 136 

18 606 

5 406 

254 

1 085 

3 008 

959 

lOp 

3 045 

* 2 656 

225 

164 

2 200 

275 

420 

249 

693 

563 

3 125 

659 

697 

1 769 

























































Massachusetts 


23-23 


Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, eor SMSA’s, Places of 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 — Con, 
[Some data based on sample; see text, “U” denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac 
Bathing Fac. 


URBANIZED AREAS 


SUBJECT 

BOSTON 

BROCKTON 

fall river 


LAWRENCE- 

HAVERHILL 

TOTAL 

MASSACHUSETTS 

PORTION 

FITCHBURG” 

LEOMINSTER 

TOTAL 

MASSACHUSETTS 

PORTION 

ALL HOUSING UNITS. 

759 563 

35 394 

42 067 

40 092 

23 005 

55 540 

55 269 

TENURE, COLOR, AND VACANCY 








STATUS 








OCCUPIED . 

725 366 

33 749 

39 629 

37 775 

21 992 

52 587 

52 328 

OWNER OCCUPIED . 

363 754 

20 821 

15 642 

14 230 

11 862 

25 309 

25 104 

PERCENT OF ALL OCCUPIED. 

50.1 

61.7 

39.5 

37.7 

53.9 

48.1 

48.0 

WHITE. . 

358 381 

20 662 

15 607 

14 199 

11 830 

25 248 

25 043 

NONWHITE . 

5 373 

139 

35 

31 

32 

61 

61 

RENTER OCCUPIED. 

361 612 

12 928 

23 987 

23 545 

10 130 

27 278 

27 224 

WHITE.. . . . . 

341 065 

12 710 

23 863 

23 421 

10 032 

27 135 

27 081 

NONWHITE . 

20 547 

218 

124 

124 

98 

143 

143 

VACANT. 

34 197 

1 645 

2 438 

2 317 

1 013 

2 953 

2 941 

YEAR ROUND . 

27 475 

1 583 

1 815 

1 749 

910 

2 684 

2 678 

SOUND OR DETERIORATING . ... 

23 994 

1 459 

1 607 

1 544 

771 

2 259 

2 253 

AVAILABLE. 

18 164 

1 103 

1 294 

1 263 

603 

1 690 

1 685 

POR SALE only. 

2 992 

325 

131 

113 

83 

215 

213 

HOMEOWNER VACANCY RATE . 

O.B 

1.5 

O.B 

o.e 

0.7 


0.8 

FOR RENT . 

15 172 

778 

1 163 

1 150 

520 


1 472 

RENTAL VACANCY RATE. 

4,0 

5.7 

4.6 

4.7 

4,9 


5.1 

RENTED OR SOLD, AWAITING OCCUPANCY . 

2 343 

104 

eo 

67 

69 

231 

231 

held for OCCASIONAL USE. 

556 

25 

71 

67 

18 

73 

73 

HELD FOR OTHER REASONS . 

2 931 

227 

162 

147 

81 

265 

264 

DILAPIDATED. 

3 481 

124 

208 

205 

139 

425 

425 

SEASONAL . 

6 722 

62 

623 

566 

103 

269 

263 

CONDITION AND PLUMBING 








ALL UNITS.. 

759 558 

35 394 

42 067 

40 092 

.23 005 

55 540 

55 269 

SOUND. 

664 752 

31 116 

35 969 

34 154 

16 639 

45 643 

45 380 

WITH ALL PLUMBING FACILITIES . 

636 082 

29 352 

28 705 

27 014 

17 503 

43 098 

42 848 

lacking only hot WATER . 

3 BOO 

665 

3 717 

3 647 

366 

1 177 

1 173 

lacking other PLUMBING FACILITIES. . . . 

24 870 

1 099 

3 547 

3 493 

770 

1 366 

1 359 

deteriorating. . . . 

76 950 

3 479 

5 154 

5 010 

3 299 

8 ISO 

6 142 

WITH ALL PLUMBING FACILITIES . 

61 104 

2 603 

2 064 

2 056 

2 641 

6 534 

6 534 

LACKING ONLY HOT WATER . 

2 864 

304 

1 099 

1 071 

256 

746 

746 

lacking other PLUMBING FACILITIES. . . . 

12 962 

572 

1 971 

1 863 

402 

870 

862 

dilapidated. 

17 856 

799 

944 

926 

1 067 

1 747 

1 747 

OWNER OCCUPIED . 

363 754 

20 621 

15 642 

14 230 

11 662 

25 309 

25 104 

SOUND. 

342 503 

19 362 

14 769 

13 402 

10 582 

23 119 

22 914 

WITH ALL PLUMBING FACILITIES . 

339 614 

19 091 

13 943 

12 600 

10 413 

22 656 

22 459 

lacking some or all FACILITIES . 

2 669 

291 

826 

602 

169 

463 

455 

DETERIORATING. 

18 567 

1 225 

747 

710 

1 072 

1 906 

1 906 

WITH ALL PLUMBING FACILITIES ...... 

17 380 

1 102 

511 

494 

948 

1 734 

1 734 

Lacking some or all facilities . 

1 187 

123 

236 

216 

124 

172 

172 

DILAPIDATED. 

2 664 

214 

126 

116 

208 

284 

284 

RENTER OCCUPIED. 

361 612 

12 928 

23 987 

23 545 

10 130 

27 278 

27 224 

SOUND. . ... 

299 959 

10 510 

19 716 

19 348 

7 471 

20 690 

20 844 

WITH ALL PLUMBING FACILITIES . 

277 140 

9 293 

13 882 

13 598 

6 604 

19 179 

19 138 

LACKING SOME OR ALL FACILITIES . 

22 619 

1 217 

5 B34 

5 750 

867 

1 711 

1 706 

DETERIORATING.. 

50 691 

1 958 

3 694 

3 628 

1 953 

5 426 

5 420 

WITH ALL PLUMBING FACILITIES . 

36 629 

1 347 

1 368 

1 361 

1 512 

4 310 

4 310 

LACKING SOME OR ALL FACILITIES . 

11 662 

611 

2 326 

2 267 

441 

1 116 

1 110 

DILAPIDATED. 

10 962 

460 

577 

569 

706 

960 

960 

VACANT AVAILABLE FOR SALE. 

2 992 

325 

131 

113 

83 

215 

213 

WITH ALL PLUMBING FACILITIES . 

2 616 

314 

115 

98 

77 

192 

190 

LACKING SOME OR ALL FACILITIES . 

176 

11 

16 

15 

6 

23 

23 

VACANT AVAILABLE FOR RENT. 

15 172 

778 

1 163 

1 150 

520 

1 475 

1 472 

WITH ALL PLUMBING FACILITIES . 

11 344 

487 

463 

455 

395 

1 031 

1 028 

LACKING SOME OR ALL FACILITIES . 

3 626 

291 

700 

695 

125 

444 

444 

ALL HOUSING UNITS. 

759 563 

35 394 

42 067 

40 092 

23 005 

55 540 

55 269 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

742 218 

33 787 

32 255 

30 504 

21 610 

52 209 

51 950 

ONLY COLO PIPED WATER INSIDE STRUCTURE . . 

16 919 

1 577 

9 656 

9 440 

1 385 

3 107 

3 099 

PIFED WATER OUTSIDE STRUCTURE. 

36 

« • • 

39 

39 

• • • 

44 

44 

NO PIPED WATER . 

383 

30 

117 

109 

10 

lao 

176 

TOILET facilities 








FLUSH toilet, exclusive USE. 

730 072 

33 942 

41 158 

39 211 

22 321 

53 712 

53 453 

FLUSH toilet, SHARED.. 

26 646 

1 376 

622 

614 

619 

1 472 

1 464 

other toilet FACILITIES OR NONE. 

B3B 

76 

287 

267 

65 

356 

352 

bathing facilities 








bathtub or shower, exclusive use . 

717 271 

33 559 

36 073 

34 244 

21 533 

52 927 

52 673 

bathtub or shower,-shared. 

26 494 

1 429 

622 

622 

649 

1 502 

1 489 

NO bathtub or shower.. 

13 793 

406 

5 372 

5 226 

823 

1 Ui 

1 107 




































































































23-24 


State and Small Areas 


Table 12. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for SMSA’s, Places of 
50,000 Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Some data based on sample; see text "U” denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color. 

Vacancy Status 
Condition and Plumb. 


Water Supply 
Toilet Fac 
Bathing Fac. 


URBANIZED AREAS—CON. 


SUBJECT 


ALL HOUSING UNITS. 

TENURE* COLOR. AND VACANCY 
STATUS 


OCCUPIED . 

OWNER OCCUPIED . 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWHITE . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE . 

FOR RENT . 

RENTAL VACANCY RATE. 

RENTED OR SOLD* AWAITING OCCUPANCY . 
HELD FOR OCCASIONAL USE. ...... 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL . 


CONDITION AND PLUMBING 

ALL UNITS.* . . . . 

SOUND.. . . , . 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 

DETERIORATING. 

WITH ALL plumbing FACILITIES ..'.... 

LACKING only HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . . 

dilapidated. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH all plumbing FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 

VACANT AVAILABLE FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

VACANT AVAILABLE FOR RENT. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 


ALL HOUSING UNITS. . . . 

WATER supply 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
only COLO PIPED WATER INSIOE STRUCTURE . . 

piped water outside structure. 

NO PIPED WATER . 


TOILET FACILITIES 
FLUSH TOILET* EXCLUSIVE USE. . ^ 

flush toilet* shared . 

OTHER TOILET FACILITIES OR NONE 


BATHING facilities 

BATHTUB OR SHOWER. EXCLUSIVE USE . 

bathtub OR SHOWER* SHARED. 

NO BATHTUB OR SHOWER . 


LOWELL 

NEW 8EDF0R0 


sprinqfield-chicopee-holyoke 

WORCESTER 

PITTSFIELD 

TOTAL 

MASSACHUSETTS 

PORTION 

37 870 

44 621 

19 875 

142 845 

133 973 

70 543 

35 636 

41 898 

18 943 

134.735 

126 272 

67 873 

18 467 

19 036 

11 117 

74 444 

67 933 

34 290 

51.8 

45.4 

58.7 

55.3 

53.8 

50.5 

18 443 

18 679 

11 032 

73 300 

66 810 

34 164 

24 

357 

85 

1 144 

1 123 

126 

17 169 

22 862 

7 826 

60 291 

58 339 

33 583 

17 087 

22 214 

7 667 

57 667 

55 726 

33 063 

82 

648 

159 

2 624 

2 613 

520 

2 234 

2 723 

932 

8 110 

7 701 

2 670 

1 724 

2 350 

658 

7 372 

7 046 

2 383 

1 500 

2 051 

585 

6 829 

6 545 

2 088 

1 214 

1 618 

451 

5 695 

5 482 

1 676 

261 

176 

97 

992 

847 

252 

1.4 

0.9 

0.9 

1.3 

1.2 

0.7 

953 

1 442 

354 

4 703 

4 635 

1 424 

5.3 

S.9 

4.3 

7.2 

7.4 

4.1 

108 

113 

60 

445 

400 

151 

40 

63 

13 

106 

105 

37 

138 

257 

61 

583 

558 

224 

224 

299 

73 

543 

501 

295 

510 

373 

274 

73B 

655 

287 

37 870 

44 621 

19 875 

142 829 

133 957 

70 538 

32 272 

39 286 

17 019 

123 851 

115 673 

60 650 

28 703 

31 203 

16 336 

118 122 

110 082 

56 232 

1 070 

5 667 

91 

1 334 

1 299 

1 634 

2 499 

2 416 

592 

4 395 

4 292 

2 784 

4 525 

4 296 

2 375 

15 850 

15 366 

8 02B 

3 072 

2 040 

2 122 

12 764 

12 403 

6 077 

528 

1 486 

44 

766 

728 

1 327 

925 

■ 770 

209 

2 320 

2 235 

624 

1 073 

1 039 

481 

3 128 

2 918 

1 860 

18 467 

19 036 

11 117 

74 444 

67 933 

34 290 

17 106 

17 859 

10 372 

69 717 

63 391 

32 075 

16 743 

16 504 

10 312 

69 263 

62 969 

31 640 

363 

1 355 

60 

454 

422 

435 

1 185 

1 006 

664 

4 097 

3 964 

1 924 

1 066 

661 

630 

3 868 

3 747 

1 720 

119 

345 

34 

229 

217 

204 

176 

171 

81 

630 

578 

291 

17 169 

22 862 

7 826 

60 291 

58 339 

33 583 

13 857 

19 565 

6 013 

48 368 

46 831 

26 855 

11 072 

13 486 

5 493 

44 083 

42 643 

23 186 

2 785 

6 079 

520 

4 285 

4 1B8 

3 669 

2 776 

2 798 

1 495 

10 008 

9 706 

5 497 

1 812 

1 264 

1 324 

7 869 

7 665 

3 981 

964 

1 534 

171 

2 139 

2 041 

1 516 

536 

499 

31B 

1 915 

1 802 

1 231 

261 

176 

97 

992 

847 

252 

239 

140 

96 

960 

817 

233 

22 

36 

1 

32 

30 

19 

953 

1 442 

354 

4 703 

4 635 

1 424 

491 

599 

234 

3 277 

3 218 

1 024 

462 

843 

120 

1 426 

1 417 

400 

37 870 

44 621 

19 875 

142 845 

133 973 

70 543 

33 965 

34 610 

19 373 

138 410 

129 772 

65 866 

3 810 

9 963 

489 

4 247 

4 028 

4 623 

t « • 

4 

• t • 

37 

33 

• • • 

95 

44 

13 

135 

124 

49 

36 021 

43 049 

19 151 

136 877 

128 146 

67 736 

1 660 

1 435 

691 

5 547 

5 463 

2 684 

189 

137 

33 

405 

348 

lie 

33 999 

40 946 

19 005 

135 704 

127 082 

66 855 

1 664 

1 143 

667 

5 352 

5 279 

2 690 

2 207 

2 532 

203 

1 773 

1 596 

993 



























































































Massachusetts 

Table 13.— Bathrooms, Rooms, and Bedrooms, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas; I960 

[Some data based on sample; medi^ not showm where base is insufficient; see text “U” denotes an unincoiiwrated place. “UT” denotes 
an urban town. Plus (+) after number indicates median above that number] 


Bathrooms 

Rooms 


STANDARD METROPOLITAN STATISTICAL AREAS 









































































































23-26 


State and Small Areas 


Table 13.—Bathrooms, Rooms, and Bedrooms, for SMSA’s, Places of 50,000 Inhabitants Bedrooms 

OR More, Urban Balance, Rural Total, and Urbanized Areas: I960— Con. °° ® 

[Some data based on ssmple; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. “UT" denotes 
an urban town. Plus (-f-) after number indicates median above that number] 


standard metropolitan statistical areas—con. 


SUBJECT 

BOSTON—CON. 

BROCKTON 

PLACES—CON. 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

BROCKTON 

URBAN 

BALANCE 

rural 

QUINCY 

SOMER¬ 

VILLE 

WALTHAM 

BATHROOMS 



















ALL UNITS.. . . 

27 

359 

29 

219 

15 

041 

305 

026 

48 

058 

45 

983 

24 

090 

12 

537 

9 

356 


22 

925 

26 

659 

12 

681 

229 

716 

31 

341 

37 

140 

19 

096 

10 

519 

7 

525 

1 PLUS PARTIAL . 

2 

514 


662 

1 

148 

40 

320 

6 

098 

3 

332 

1 

688 


812 


832 

2 OR MORE. 


992 


540 


633 

26 

365 

7 

286 

1 

912 


906 


633 


373 

SHARED OR NONE! .............. 


928 

1 

358 


579 

8 

625 

3 

333 

3 

599 

2 

400 


573 


626 

OWNER OCCUPIED.. 

15 

944 

10 

130 

8 

113 

206 

693 

34 

259 

29 

125 

12 

427 

9 

174 

7 

524 


12 

556 

9 

063 

6 

436 

143 

073 

21 

400 

23 

371 

9 

742 


P u : 

6 

050 

MORE THAN 1.. 

3 

227 


943 

1 

598 

61 

757 

11 

995 

4 

916 

2 

410 


t M - 

1 

151 

SHARED OR NONE . 


161 


124 


79 

1 

863 


864 


838 


275 


b j: 


323 

RENTER OCCUPIED. 

10 

524 

18 

193 

6 

620 

84 

532 

5 

082 

14 

504 

10 

450 

2 

892 

1 

162 


9 

695 

16 

843 

5 

970 

76 

531 

3 

894 

12 

1)8 

8 

622 

2 

564 


952 

MORE THAN 1. 


224 


259 


183 

3 

040 


799 


210 


104 


74 


32 

SHARED OR NONE . 


605 

1 

091 


467 

4 

961 


389 

2 

156 

1 

724 


254 


178 

ROOMS 



















ALL UNITS. 

27 

359 

29 

219 

15 

041 

305 

041 

48 

058 

45 

983 

24 

090 

12 

537 

9 

356 

1 ROOM . 


358 


376 


116 

2 

146 


338 


996 


896 


62 


38 

2 ROOMS. 


522 


r hI 


411 

3 

691 


450 


986 


732 


107 


147 

3 ROOMS. 

2 

393 



1 

636 

15 

360 

1 

670 

3 

416 

2 

153 


740 


523 

L ROOMS. 

4 

436 



2 

928 

42 

590 

6 

240 

8 

661 

4 

835 

2 

200 

1 

626 

5 ROOMS. 

6 

675 

8 

886 

3 

685 

71 

414 

11 

154 

13 

399 

7 

870 

3 

2B0 

2 

249 

6 ROOMS. 

7 

126 

5 

622 

3 

654 

85 

820 

12 

674 

9 

761 

4 

307 

3 

084 

2 

370 

7 ROOMS. 

3 

627 

2 

496 

1 

593 

45 

570 

7 

413 

4 

812 

1 

877 

1 

674 

1 

261 

e ROOMS OR MORE. 

2 

222 

2 

320 

1 

018 

38 

450 

8 

119 

3 

952 

1 

420 

1 

390 

1 

142 

MEDIAN . 


5.4 


5.0 


5.2 


5.7 


5.8 


5.2 


4.9 


5.5 


5.5 

OWNER OCCUPIED . 

15 

944 

10 

130 

8 

117 

206 

678 

34 

266 

29 

144 

12 

427 

9 

174 

7 

543 

1 ROOM.. 


4 


12 


. • a 


71 


49 


32 


16 


t 


16 

2 ROOMS. 


12 


9 


20 


271 


109 


59 


16 


• « « 


43 

3 ROOMS.. . . 


150 


190 


96 

2 

099 


609 


643 


213 


134 


296 

4 ROOMS. 

1 

237 


912 


862 

17 

674 

3 

6B2 

3 

910 

1 

593 

1 

223 

1 

094 

5 ROOMS. 

3 

404 

2 

610 

2 

081 

42 

977 

7 

517 

8 

453 

4 

331 

2 

319 

1 

B03 

6 ROOMS. 

5 

824 

2 

715 

2 

845 

69 

709 

10 

040 

8 

049 

3 

280 

2 

674 

2 

095 

7 ROOMS. 

3 

264 

1 

785 

1 

385 

39 

B43 

5 

825 

4 

390 

1 

690 

1 

555 

1 

145 

B ROOMS OR MORE. 

2 

049 

1 

897 


828 

34 

034 

6 

435 

3 

608 

1 

288 

1 

269 

1 

051 

MEDIAN . 


6.0 


6.0 


5.9 


6.1 


6.0 


5.7 


5.5 


5.8 


5.7 

RENTER OCCUPIED. 

10 

524 

18 

193 

6 

616 

84 

547 

5 

075 

14 

4B5 

10 

450 

2 

892 

1 

143 

1 ROOM . 


341 


311 


101 

1 

741 


51 


746 


686 


45 


15 

2 ROOMS. 


486 


912 


372 

2 

927 


•IBl 


818 


653 


103 


62 

3 ROOMS. 

2 

075 

2 

264 

1 

472 

11 

846 


582 

2 

471 

1 

789 


534 


148 

4 ROOMS. 

2 

943 

4 

726 

2 

027 

22 

431 

1 

169 

4 

148 

2 

986 


888 


r f, il 

5 ROOMS. 

3 

066 

6 

073 

1 

523 

25 

479 

1 

144 

4 

389 

3 

233 


794 


Ik - 4 

6 ROOMS. 

1 

162 

2 

842 


739 

13 

372 


884 

1 

•343 


872 


322 


ii j 5 

7 ROOMS. 


321 


677 


208 

4 

063 


538 


307 


133 


104 


1 r, *1 

e ROOMS OR MORE. 


130 


388 


174 

2 

688 


526 


263 


98 


102 


63 

MEDIAN . 


4.3 


4.6 


4.2 


4.6 


5.0 


4.3 


4.2 


4.4 


4.7 

VACANT AVAILABLE FOR SALE. 


96 


44 


46 

1 

847 


864 


445 


232 


100 


113 

1 TO 3 ROOMS . 


4 


3 


3 


22 


27 


9 


1 


4 


4 

4 ROOMS. 


7 


4 


8 


141 


65 


54 


24 


21 


9 

5 ROOMS. 


33 


8 


11 


399 


185 


212 


125 


47 


40 

6 ROOMS. 


22 


7 


8 


610 


281 


100 


55 


13 


32 

7 ROOMS OR MORE. 


30 


22 


16 


675 


306 


70 


27 


15 


28 

MEDIAN . . 


5.7 


... 


... 


6.1 


6.1 


5.3 


5.2 


5.0 


5.6 

VACANT AVAILABLE FOR RENT. 


281 


572 


156 

2 

917 


243 


834 


672 


119 


43 

1 ROOM . 


24 


31 


4 


119 


22 


167 


163 


4 


« t « 

2 ROOMS.. 


18 


49 


4 


155 


10 


65 


56 


8 


1 

3 ROOMS. 


80 


124 


53 


599 


39 


178 


133 


33 


12 

4 ROOMS.. 


91 


152 


46 


830 


56 


179 


141 


28 


10 

5 ROOMS OR MORE. 


68 


216 


49 

1 

214 


116 


245 


179 


46 


20 

MEDIAN . 


3.7 


4.0 


3.9 


4.2 


4.4 


3.5 


3.4 


4.0 


... 

BEDROOMS 



















ALL UNITS.'. 

27 

359 

29 

087 

14 

982 

304 

312 

48 

050 

45 

946 

24 

090 

12 

500 

9 

356 

NONE ........ . 


553 


438 


220 

3 

289 


335 

1 

304 

1 

090 


129 


85 


4 

432 

5 

227 

2 

024 

2B 

747 

3 

107 

6 

291 

4 

156 

1 

367 


768 


9 

119 

11 

562 

5 

149 

90 

439 

11 

'377 

15 

906 

9 

192 

3 

886 

2 

828 


9 

330 

7 

894 

5 

478 

120 

727 

21 

227 

17 

144 

7 

771 

5 

487 

3 

886 

4 OR MORE.. . 

3 

925 

3 

966 

2 

111 

61 

110 

12 

004 

■5 

301 

1 

881 

1 

631 

1 

789 

OWNER OCCUPIED ... . 

15 

957 

10 

126 

8 

130 

206 

744 

' 34 

294 

29 

192 

12 

463 

9 

181 

7 

548 

0 AND .... 


804 


572 


272 

7 

774 

1 

297 

1 

583 


•795 


337 


451 


4 

349 

3 

078 

2 

269 

50 

276 

7 

757 

9 

041 

4 

211 

2 

707 

2 

123 


7 

363 

3 

611 

3 

929 

97 

737 

16 

787 

13 

898 

5 

792 

4 

681 

3 

425 

4 OR MORE. 

3 

441 

2 

865 

1 

660 

50 

957 

■ 8 

453 

4 

670 

1 

665 

1 

456 

1 

549 

■ renter occupied . 

10 

511 

18 

197 

6 

603 

84 

471 

5 

047 

14 

437 

10 

414 

2 

885 

1 

13B 

NONE . . . . .. 


534 


348 


220 

2 

702 


93 


931 


‘758 


129 


44 


3 

324 

4 

366 

1 

675 

19 

094 

1 

112 

4 

318 

3 

197 


876 


245 


4 

520 

8 

240 

2 

805 

37 

084 

1 

664 

6 

156 

4 

620 

1 

121 


415 

3 OR MORE.. . , 

2 

133 

5 

243 

1 

903 

25 

591 

2 

178 

3 

032 

1 

839 


759 


434 













































































































Massachusetts 


23-27 


Table 13 .—Bathrooms, Rooms, and Bedrooms, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Arpas: I960—Con. 

[Some data based on sample; medi^ not shovm where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (+) after number indicates median above that number] 


Bathrooms 

Rooms 


STANDARD METROPOLITAN STATISTICAL AREAS—CONi 


FALL RIVER 


MASSACHUSETTS PORTION ( RHODE ISLAND PORTION 


FITCHBURS-LEOMINSTER 



1 PLUS PARTIAL 
a OR MORE. . . 
SHARED OR NONE 


MORE THAN 1. . 
SHARED OR NONE 


MORE THAN 1. . 
SHARED OR NONE 


ALL UNITS. . 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 

MEDIAN. 

OWNER OCCUPIED 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. . . . . . 

6 ROOMS. 

7 ROOMS. . . . . . 

8 ROOMS OR MORE, . 

median . 


RENTER OCCUPIED. 

1 ROOM.. 

2 ROOMS. 

3 ROOMS. .... . 

4 ROOMS. 

5 ROOMS.. . 

6 ROOMS. .... . 

7 ROOMS. 

B ROOMS OR MORE. ...... 

MEDIAN . 

VACANT AVAILABLE FOR SALE 

1 TO 3 ROOMS . 

4. ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. 

median ... . 

VACANT AVAILABLE FOR RENT 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

MEDIAN . 


' renter OCCUPIED 

none 

1 *.■ . 

2 . '... . . 

3'OR more. 


URBAN 

RURAL 


1 975 

1 133 

1 524 

665 

108 

40 

86 

83 

257 

345 

1 412 

743 

1 185 

479 

176 

110 

51 

154 

442 

163 

282 

117 

10 

13 

150 

33 

1 975 

1 133 

4 

7 

16 

39 

86 

95 

462 

237 

684 

243 

435 

169 

142 

160 

146 

183 

5.1 

5.3 

1 412 

744 

... 

4 

4 

4 

16 

33 

275 

153 

544 

163 

321 

137 

122 

112 

130 

138 

5.3 

5.6 

442 

162 


12 

5 

62 

16 

162 

39 

84 

50 

102 

'32 

8 

8 

12 

12 

4.4 

... 

le 

10 

2 

2 

13 

6 

2 

... 

1 

2 

13 

14 

2 

3 

6 

6 

5 

5 

1 975 

1 133 

... 

21 

86 

162 

669 

456 

728 

377 

292 


1 412 

667 

39 

39 

583 

255 

559 

276 

231 

97 

442 

239 


47 

20 

256 

160 

139 

59 






























































































































23-28 


State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Places of 50,000 Inhabitants Bedrooms 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960— Con. 

[Some data based on sample; median not shown where base is insufficient; see text, “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (-p) after number indicates median above that number] 


STAMDARD METROPOLITAN STATISTICAL AREAS—CON. 


LAWRENCE-HAVERHILL 


SUBJECT 

THE AREA 

1 MASSACHUSETTS PORTION 

NEW 

HAMPSHIRE PORTION 

TOTAL 

LAWRENCE 

URBAN 

BALANCE 

RURAL 

TOTAL 

URBAN 

rural 

BATHROOMS 









ALL UNITS. 

63 038 

58 322 

24 407 

30 261 

3 654 

4 716 

1 065 

3 651 


51 430 

46 082 

20 680 

24 949 

2 453 


910 

2 438 

1 PLUS PARTIAL . 

3 303 

3 110 

575 

2 075 

460 


64 

129 

2 OR MORE. 

2 2ie 

2 089 

316 

1 265 

506 


38 

91 

SHARED OR NONE . 

6 OB7 

5 041 

2 834 

1 972 

235 

1 046 

53 

993 

OWNER OCCUPIED . 

30 627 

27 605 

7 262 

17 456 

2 687 

3 022 

799 



24 835 

22 307 

6 331 

14 009 

1 967 

2 526 

682 


MORE THAN I. 

4 874 

4 586 

740 

2 996 

850 

26B 

91 


SHARED OR NONE . 

918 

712 

191 

451 

70 

206 

26 


RENTER OCCUPIED. 

2e 026 

27 501 

15 660 

11 383 

456 

527 

210 



24 293 

23 866 

13 475 

10 004 

389 

425 

181 


MORE THAN 1. 

514 

480 

149 

297 

34 

34 

11 


SHARED OR NONE . 

3 221 

3 153 

2 036 

1 082 

35 

66 

16 


ROOMS 









ALL UNITS. 

63 036 

56 322 

24 407 

30 261 

3 654 

4 716 

1 065 

3 651 

1 ROOM... 

1 124 

1 076 

543 

505 

26 

46 

6 

40 

2 ROOMS. 

1 393 

1 262 

429 

738 

95 

131 

46 

65 

3 ROOMS. 

4 444 

3 956 

1 647 

2 204 

105 

466 

100 


4 ROOMS. 

12 121 

10 877 

5 192 

5 169 

496 

1 244 

224 


5 ROOMS. 

17 993 

16 768 

8 137 

7 900 

731 

1 225 

221 


6 ROOMS. 

15 496 

14 572 

6 065 

r 526 

961 

924 

254 


7 ROOMS. 

6 006 

5 676 

1 524 

3 462 

670 

332 

106 

224 

B ROOMS OR MORE.; . . . . 

4 459 

4 135 

850 

2 717 

568 

324 

104 

220 

MEDIAN . 

5.2 

5.2 

5.0 

5.3 

5.9 

4.9 

5.2 

4.6 

OWNER OCCUPIED . 

30 635 

27 609 

7 257 

17 458 

2 694 

3 026 

603 

2 223 

1 ROOM . 

24 

8 

• • • 

6 

• 8 • 

16 

• • • 

16 

2 ROOMS. .... 

124 

86 

12 

56 

20 

36 

24 

12 

3 ROOMS. 

497 

347 

lOB 

215 

24 

150 

50 

100 

4 ROOMS. 

3 636 

3 238 

696 

1 992 

346 

600 

153 

447 

5 ROOMS. 

8 024 

7 181 

2 193 

4 380 

608 

643 

170 

673 

6 ROOMS. 

9 420 

e 62B 

2 359 

5 460 

609 

792 

213 

579 

7 ROOMS. 

4 663 

4 571 

1 024 

2 972 

575 

312 

lOe 

204 

e ROOMS OR MORE. 

3 825 

3 548 

663 

2 375 

510 

277 

85 

192 

MEDIAN . 

5.8 

5.6 

5.7 

5.9 

6.1 

5.3 

5.5 

5.3 

RENTER OCCUPIED. 

28 020 

27 497 

15 665 

11 361 

451 

523 

206 

317 

I ROOM . 

621 

813 

440 

356 

17 

6 

4 

4 

2 ROOMS. 

973 

950 

361 

549 

20 

23 

15 

6 

3 ROOMS. 

3 253 

3 158 

1 387 

1 721 

50 

95 

43 

52 

4 ROOMS. 

7 045 

6 874 

3 686 

2 904 

62 

171 

61 

110 

5 ROOMS. 

8 764 

B 643 

5 387 

3 177 

79 

121 

32 

89 

6 ROOMS. 

5 605 

5 543 

3 534 

1 897 

112 

62 

32 

30 

7 ROOMS . 

1 006 

998 

460 

470 

46 

6 

• 8 • 

6 

e ROOMS OR more . 

553 

518 

166 

307 

43 

35 

19 

16 

MEDIAN . 

4.7 

4.7 

4.6 

4.6 

5.2 

4.3 

4.2 

4.4 

VACANT AVAILABLE FOR SALE. 

357 

264 

52 

152 

60 

93 

23 

70 

1 TO 3 ROOMS . 

13 

10 

6 

4 

• t • 

3 

8 8 8 

3 

4 ROOMS. 

56 

40 

10 

27 

3 

16 

4 

12 

5 ROOMS. .... . 

145 

99 

18 

69 

12 

46 

13 

33 

6 ROOMS. . 

BO 

55 

12 

27 

16 

25 

5 

20 

7 ROOMS OR MORE. 

63 

60 

6 

25 

29 

3 

1 

2 

MEDIAN . 

5.3 

5.3 

5.1 

5.2 

6.4 

5.1 

... 

5.1 

VACANT AVAILABLE FOR RENT . 

1 494 

1 482 

903 

561 

16 

12 

6 

4 

1 ROOM . 

166 

166 

67 

101 

t • • 

• « • 

8 8 • 

8 8 8 

2 ROOMS . 

71 

69 

23 

46 

t • t 

2 

2 

8 8 8 

3 ROOMS . 

211 

208 

95 

112 

1 

3 

1 

2 

4 ROOMS. . . . ...... 

419 

416 

269 

144 

5 

1 

1 

8 8 8 

S ROOMS OR MORE . 

625 

619 

449 

158 

12 

6 

4 

2 

MEDIAN . 

4.2 

4.2 

4.5 

3.6 

... 

... 

... 

8 8 8 

BEDROOMS 









ALL UNITS. 

63 001 

58 297 

24 407 

30 236 

3 654 

4 704 

1 053 

3 651 

NONE. 

1 150 

1 135 

624 

493 

16 

15 

15 

8 8 8 


7 690 

6 987 

2 790 

4 051 

146 

703 

102 

601 


24 019 

22 107 

10 341 

10 649 

1 117 

1 912 

337 

1 575 


22 719 

21 109 

8 598 

10 706 

1 803 

1 610 

424 

1 186 

4 OR MORE. 

7 423 

6 959 

2 054 

4 335 

570 

464 

175 

269 

OWNER OCCUPIED . 

30 936 

27 646 

7 218 

17 641 

2 989 

3 068 

665 

2 223 

0 AND 1. 

1 310 

1 149 

322 

787 

- 40 

161 

60 

101 


9 877 

8 575 

2 364 

5 331 

860 

1 302 

262 

1 020 


14 061 

12 772 

3 256 

7 976 

1 538 

1 2B9 

366 

921 

4 OR MORE. 

5 6BB 

5 352 

1 274 

3 547 

531 

336 

155 

181 

renter occupied . 

27 719 

27 258 

15 704 

11 198 

356 

461 

144 

317 

NONE. 

681 

866 

475 

373 

16 

15 

15 

8 8 8 


5 17B 

5 085 

2 264 

2 781 

40 

93 

20 

73 


12 414 

12 166 

7 252 

4 835 

101 

226 

55 

171 

3 OR MORE. 

9 246 

9 119 

5 713 

3 209 

197 

• ■ 127 

54 

73 
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23-29 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Places of 50,000 Inhabitants Bathrooms Bedrooms 

OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (-f) after number indicates median above that number] 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


NEW BEDFORD 



















































































































23-30 


State and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Peaces of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. “UT” denotes 
an urban town. Plus (+) after number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 


SUBJECT 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


PITTSFIELD 

PROVIdence-pawtucket 







MASSACHUSETTS PORTION 






RHODE 




THE 

PITTS- 

URBAN 

RURAL 

THE 

ISLAND 




AREA 

FIELD 

BALANCE 


AREA 

PORTION 

total 

urban 

rural 

23 464 

18 469 

2 188 


269 629 

243 676 

25 953 

15 794 

10 159 

19 049 

15 274 

1 681 


205 437 

185 290 

20 147 

12 627 

7 520 

1 809 

1 237 

284 


17 647 

15 906 

1 741 

1 024 

717 

1 389 

944 

131 

314 

11 438 

10 175 

1 263 

769 

494 

1 217 

1 014 

92 

111 

35 107 

32 305 

2 802 

1 374 

1 428 

13 548 

10 267 

1 360 

1 921 

137 331 

120 613 

16 718 

9 431 

7 287 

10 577 

8 191 

982 

1 404 

105 925 

92 890 

13 035 

7 414 

5 621 

2 786 

1 974 

348 

464 

25 ,691 

22 951 

2 740 

1 609 

1 131 

185 

102 

30 

53 

5 715 

4 772 

943 

408 

535 

8 698 

7 365 

722 

611 

110 491 

103 051 

7 440 

5 596 

1 844 

7 610 

6 455 

631 

524 

86 957 

80 842 

6 115 

4 711 

1 404 

270 

162 

54 

54 

2 579 

2 393 

186 

138 

48 

818 

748 

37 

33 

20 955 

19 816 

1 139 

747 

392 

23 464 

18 469 

2 188 

2 807 

269 625 

243 672 

25 953 

15 794 

10 159 

578 

520 

32 

26 

4 913 

4 629 

284 

227 

57 

534 

466 

11 

57 

5 651 

5 187 

464 

336 

128 

1 537 

1 245 

131 

161 

22 083 

20 223 

1 860 

1 165 

695 

4 277 

3 555 

326 

396 

62 637 

57 184 

5 453 

3 276 

2 177 

5 425 

4 288 

469 

668 

76 515 

69 561 

6 954 

4 290 

2 664 

5 970 

4 812 

519 

639 

55 174 

49 613 

5 561 

3 372 

2 189 

2 787 

2 060 

352 

375 

21 518 

18 752 

2 766 

1 675 

1 091 

2 356 

1 52i 

348 

485 

21 134 

18 523 

2 611 

1 453 

1 158 

5.4 

5.3 

5.7 

5.6 

5.0 

5.0 

5.2 

5.2 

5.3 

13 548 

10 267 

1 360 

1 921 

137 354 

120 617 

16 737 

9 431 

7 306 

• t » 

• t » 

» * * 

*99 

105 

102 

3 

' 3 

« 9 9 

40 

16 

• • 1 

24 

331 

276 

55 

31 

24 

183 

112 

21 

50 

3 020 

2 582 

438 

222 

216 

1 606 

1 245 

151 

210 

22 235 

19 463 

2 772 

1 484 

1 288 

3 318 

2 515 

263 

540 

40 179 

35 637 

4 542 

2 513 

2 029 

4 348 

3 505 

359 

434 

36 900 

32 598 

4 302 

2 491 

1 811 

2 095 

1 562 

275 

258 

17 253 

14 912 

2 341 

1 420 

921 

1 958 

1 312 

291 

355 

17 331 

15 047 

2 284 

1 '267 

1 017 

5.9 

5.9 

6.2 

5.8 

5.6 

5.6 

5.6 

5.7 

5.6 

8 698 

7 365 

722 

611 

no 468 

103 047 

7 421 

5 596 

1 825 

458 

428 

14 

16 

3 702 

3 478 

224 

188 

36 

409 

377 

8 

24 

4 209 

3 927 

282 

238 

44 

1 227 

1 051 

102 

74 

15 706 

14 600 

1 106 

844 

262 

2 391 

2 095 

157 

139 

33 744 

31 534 

2 210 

1 625 

585 

1 913 

1 615 

193 

105 

,31 632 

29 631 

2 001 

1 552 

449 

1 467 

1 204 

142 

121 

15 629 

14 619 

1 010 

773 

237 

589 

432 

73 

84 

3 371 

3 037 

334 

214 

120 

244 

163 

33 

48 

2 475 

2 221 

aS4 

162 

92 

4.4 

4.4 

4.9 

5.0 

4.4 


4.4 


4.5 

143 

91 

18 

34 

1 714 


236 


123 

1 

1 

• • « 

• t • 

72 


7 


4 

10 

6 

• • « 

4 

262 


44 


23 

46 

32 

3 

11 

633 


98 


43 

38 

25 

4 

9 

385 


44 


23 

48 

27 

11 

10 

362 


43 


30 

5.9 

5.8 

... 

... 

5.3 


5.2 


5.3 

399 

340 

35 

24 

7 543 

7 173 

370 

26B 

102 

107 

93 

8 

6 

503 

492 

11 

11 

t • • 

24 

19 

2 

3 

431 

409 

22 

17 

5 

66 

55 

7 

4 

1 503 

1 417 

86 

66 

20 

90 

79 

6 

5 

2 403 

2 291 

112 

76 

36 

112 

94 

12 

6 

2 703 

2 564 

139 

98 

41 

3.5 

3.5 



4.1 

4.1 

4.1 

4.0 

4.2 

23 464 

18 469 

2 188 

2 807 

269 245 

243 316 

25 929 

15 770 

10 159 

654 

554 

36 

64 

5 .662 

5 343 

319 

257 

62 

2 703 

2 344 

159 

200 

36 -.452 

33 245 

3 207 

2 080 

1 127 

6 945 

5 647 

692 

606 

105 639 

96 464 

9 175 

5 828 

3 347 

9 093 

7 103 

875 

1 115 

’ 87 995 

79 074 

8 9^1 

5 194 

3 727 

4 069 

2 821 

426 

822 

33 497 

■?9 190 

.4 307 

2 411 

1 896 

13 582 

10 298 

1 360 

1 924 

137 845 

120 652 

17 193 

9 864 

7 329 

611 

454 

72 

85 

7 929 

6 '862 

1 0^7 

576 

491 

3 123 

2 494 

316 

313 

, 47 270 

41 732 

5 558 

3 306 

2 232 

6 503 

5 076 

565 

862 

57 996 

51 091 

6 90’5 

3 888 

3 017 

3 345 

2 274 

407 

664 

24 650 

20 967 

3 683 

2 094 

1 589 

8 664 

7 334 

722 

608 

109 960 

102 995 

6 965 

5 163 

1 802 

511 

440 

19 

52 

4 S60 

4 118 

'242 

212 

30 

1 880 

1 754 

55 

71 

, 872 

22 197 

*1 675 

1 259 

416 

3 507 

2 935 

336 

236 

49 065 

46 008 

*3 ‘057 

2 263 

794 

2 766 

2 205 

312 

249 

32 663 

30 672 

‘l 991 

1 429 

562 


BATHROOMS 


ALL UNITS. 


1 PLUS PARTIAL 

2 OR MORE. . . 
SHARED OR NONE' 


OWNER OCCUPIED 


MORE than 1. . 
SHARED OR NONE 


RENTER OCCUPIED. 


MORE THAN 1. . 
SHARED OR NONE 


ROOMS 


ALL UNITS 

1 ROOM .... 

2 ROOMS. . . . 
3.ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

8 ROOMS OR MORE 
MEDIAN .... 


OWNER OCCUPIED 
ROOM. 

ROOMS. ...... 

ROOMS. 

.ROOMS. 

ROOMS. 

ROOMS. ..... 

ROOMS. 

8 ROOMS OR MORE.. . 

median . 


RENTER OCCUPIED. 
ROOM ....... 

ROOMS. ...... 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS. 

ROOMS.' . . 

8 ROOMS OR MORE. . . 
MEDIAN . 


VACANT AVAILA8LE FOR SALE. 
1 TO 3 ROOMS .’. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. 

median.. 

VACANT AVAILA8LE FOR RENT. 

1 ROOM . 

2 ROOMS. . . . '. 

3 ROOMS. 

4 ROOMS. 

5 .'ROOMS OR more. 

MEDIAN . 


BEDROOMS 


ALL UNITS. . 

NONE 

1 . .... . . 

2 . 

3 . 

4 OR MORE. .... 

A . OWNER OCCUPIED 

0 AND 1. 

2 .. 

3... 

4 OR MORE. .... 

RENTER OCOUPIEO 
NONE. 

t: 

3 OR MORE. .... 


















































































































Massachusetts 


23-31 


Table 13. —Bathrooms, Rooms, akd Bedrooms, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text “U” denotes an unincorporated pigw "UT” denotes 
an urban town. Plus (+) after number indicates median above that’number] 


Bathrooms 

Rooms 


Bedrooms 
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State-and Small Areas 


Table 13. —Bathrooms, Rooms, and Bedrooms, for SMSA’s, Places of 50,000 Inhabitants Bathrooms Bedrooms 

OR More, Urban Balance, Rural Total, and Urbanized Areas; I960 — Con. Rooms 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (+) alter number indicates median above that number] 



URBAN!ZEO AREAS 


SUBJECT 

BOSTON 

BROCKTON 

fall RIVER 

FITCH8URG- 

LEOMINSTER 

LAWRENCE- 

HAVERHILL 

TOTAL 

MASSACHUSETTS 

PORTION 

TOTAL 

MASSACHUSETTS 

PORTION 

BATHROOMS 








ALL UNITS. 

759 508 

35 394 

42 067 

40 092 

23 005 

55 540 

55 269 


598 795 

28 658 

28 547 

27 023 

18 560 

46 320 

46 107 

1 PLUS PARTIAL . 

62 089 

2 420 

1 487 

1 379 

1 156 

2 715 

2 692 

2 OR MORE. 

48 1B6 

1 433 

968 

882 

973 

1 621 

1 609 

SHAREO OR NONE . 

50 438 

2 883 

11 065 

10 808 

2 316 

4 884 

4 861 

OWNER OCCUPIED... 

363 715 

20 821 

15 655 

14 243 

11 852 

25 308 

25 107 


260 769 

16 751 

12 390 

11 205 

9 543 

20 802 

20 641 

MORE THAN .. 

98 424 

3 600 

2 140 

1 964 

1 954 

3 828 

3 799 

SHARED OR NONE . 

4 522 

470 

1 125 

1 074 

355 

678 

667 

RENTER OCCUPIED. 

361 655 

12 928 

23 974 

23 532 

10 140 

27 279 

27 221 


313 676 

10 838 

15 123 

14 841 

8 256 

23 665 

23 625 

MORE than 1... 

9 686 

157 

274 

264 

171 

457 

451 

SHAREO OR NONE . 

38 293 

1 933 

8 577 

8 427 

1 713 

3 157 

3 145 

ROOMS 








ALL UNITS. 

759 558 

35 394 

42 067 

40 092 

23 005 

55 540 

55 269 

1 ROOM... 

25 025 

958 

550 

546 

465 

1 058 

1 054 

2 ROOMS. 

24 759 

824 

479 

463 

610 

1 180 

1 180 

7 ROOMS.. 

72 029 

2 841 

4 410 

4 324 

2 243 

3 885 

3 881 

4 ROOMS. 

126 646 

6 794 

10 160 

9 698 

5 069 

10 523 

10 490 

5 ROOMS. 

181 791 

10 855 

12 314 

11 630 

6 716 

16 196 

16 141 

6 ROOMS. 

170 299 

7 168 

8 703 

8 268 

4 626 

13 868 

13 751 

7 ROOMS. 

82 570 

3 361 

3 190 

3 048 

1 747 

5 141 

5 109 

a ROOMS OR MORE. 

76 439 

2 573 

2 261 

2 115 

1 529 

3 689 

3 663 

MEDIAN . 

5.2 

5.1 


4.9 

5.0 

5.2 

5.2 

OWNER OCCUPIED . 

363 754 

20 821 


14 230 

11 862 

25 309 

25 104 

1 ROOM . 

212 

16 


5 

• • • 

8 

8 

2 ROOMS.. 

798 

16 


22 

32 

73 

73 

3 ROOMS. 

■ 4 591 

335 


361 

316 

335 

335 

4 ROOMS. 

30 473 

2 738 


1 900 

1 854 

2 946 

2 932 

5 ROOMS.. 

76 963 

6 520 


4 114 

3 306 

6 670 

6 632 

6 ROOMS. 

116 646 

5 773 


4 087 

3 447 

8 023 

7 924 

7 ROOMS.'. 

67 274 

3 083 


1 981 

1 551 

4 110 

4 078 

a ROOMS OR MORE. 

66 797 

2 340 

r S 

1 760 

1 356 

3 144 

3 122 

MEDIAN . 

6.1 

5,6 


5.7 

5.6 

5.8 

5.8 

renter OCCUPIED. 

361 612 

12 928 

23 987 

23 545 

10 130 

27 278 

27 224 

1 ROOM... 

21 551 

731 

466 

466 

435 

800 

796 

2 ROOMS. 

21 974 

741 

330 

318 

488 

938 

938 

3 ROOMS. 

62 160 

2 283 

3 588 

3 526 

1 731 

3 130 

3 126 

4 ROOMS. 

88 922 

3 719 

7 218 

7 056 

2 930 

6 866 

6 853 

5 ROOMS. 

97 766 

3 893 

7 063 

6 979 

3 189 

8 620 

8 603 

6 ROOMS. 

48 968 

1 152 

4 043 

3 941 

1 031 

5 475 

5 463 

7 ROOMS. 

13 097 

229 

970 

962 

173 

964 

964 

8 rooms or MORE. 

7 174 

180 

309 

297 

153 

485 

481 

MEDIAN . 

4.3 

4.2 

4.6 

4.6 

4,3 

4.7 

4,7 

VACANT AVAILABLE FOR SALE. 

2 992 

325 

131 

113 

83 

215 

213 

1 TO 3 ROOMS . 

93 

5 

4 

4 

2 

10 

10 

4 ROOMS. 

286 

45 

16 

14 

14 

39 

37 

5 ROOMS. 

692 

168 

46 

33 

42 

87 

87 

6 ROOMS. 

871 

67 

40 

38 

14 

43 

43 

7 ROOMS OR MORE. 

1 050 

40 

25 

24 

11 

36 

36 

MEDIAN . 

6.0 

5.2 

5.5 

5.6 

5.1 

5.2 

5.2 

VACANT AVAILABLE FOR RENT. 

15 172 

778 

1 163 

1 150 

520 

1 475 

1 472 

1 ROOM . 

2 240 

167 

45 

45 

29 

168 

168 

2 ROOMS. 

1 283 

63 

29 

29 

49 

69 

69 

3 ROOMS... 

3 153 

166 

330 

328 

133 

207 

207 

4 ROOMS. 

3 795 

164 

391 

385 

152 

417 

417 

5 ROOMS OR MORE... 

4 701 

218 

368 

363 

157 

614 

611 

median.. 

3.7 

3.5 

4.0 

3.9 

3.8 

4,2 

4.2 

BEDROOMS 








ALL UNITS. 

757 697 

35 357 

41 961 

39 986 

23 005 

55 503 

55 244 

NONE. 

33 094 

1. 219 

736 

736 

354 

1 132 

1 117 


121 995 

5 419 

4 302 

4 216 

3 874 

6 923 

6 923 


240 589 

12 694 

18 863 

17 994 

8 871 

21 229 

21 168 


241 610 

12 671 

14 213 

13 485 

7 119 

19 574 

19 467 

4 OR MORE. 

120 409 

3 354 

3 847 

3 555 

2 787 

6 645 

6 569 

OWNER OCCUPIED . 

364 215 

20 864 

15 641 

14 229 

11 876 

25 437 

25 223 

0 AND 1.. . . . . 

16 758 

1 097 

772 

733 

759 

1 150 

1 150 


92 417 

6 742 

5 605 

5 022 

3 907 

7 842 

7 796 


161 982 

10 010 

6 762 

6 203 

4 934 

11 426 

11 334 

4 OR MORE. 

93 058 

3 015 

2 502 

2 271 

2 276 

5 019 

4 943 

RENTER OCCUPIED. 

361 125 

12 885 

23 988 

23 546 

10 116 

27 150 

27 105 

NONE. 

29 029 

887 

625 

625 

332 

863 

848 


97 631 

4 004 

3 185 

3 138 

2 693 

5 086 

5 086 


139 224 

5 533 

12 004 

11 748 

4 536 

12 162 

12 147 

3 OR MORE. 

95 241 

2 461 

8 174 

8 035 

2 555 

9 039 

9 024 
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Table 13. —Bathrooms,, Rxoms, and Bedrooms, tor SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (+) after number indicates median above that number] 


Bathrooms 

Rooms 


Bedrooms 



URBANIZED AREAS—CON. 

SUBJECT 

LOWELL 

NEW BEDFORD 


springfielo-chicopee-holyoke 

WORCESTER 

PITTSFIELD 

TOTAL 

MASSACHUSETTS 

PORTION 

BATHROOMS 







ALL UNITS. 

37 S60 

44 621 

19 875 

142 829 

133 957 

70 538 


29 523 

30 731 

16 379 

116 910 

109 533 

55 09B 

1 PLUS PARTIAL. . , , , . 

1 659 

1 671 

1 375 

9 958 

9 192 

5 311 

2 OR MORE. 

1 025 

1 093 

1 037 

6 095 

5 720 

2 873 

SHARED OR NONE .... 

5 653 

11 126 

1 084 

9 866 

9 512 

7 256 

OWNER OCCUPIED . 

18 456 

19 040 

11 119 

74 463 

67 952 

34 348 


15 469 

14 745 

8 830 

59 263 

53 865 

26 101 

MORE THAN 1. 

2 415 

2 529 

2 157 

14 356 

13 316 

7 505 

SHARED OR NONE . 

572 

1 766 

132 

844 

771 

742 

renter occupied. 

17 180 

22 aSB 

7 824 

60 272 

58 320 

33 525 


13 023 

14 640 

6 850 

51 968 

50 301 

27 200 

MORE THAN 1. 

181 

235 

202 

1 336 

1 288 

540 

SHARED OR NONE . 

3 976 

7 983 

772 

6 968 

6 731 

5 785 

ROOMS 







ALL UNITS. . . 

37 870 

44 621 

19 875 

142 B29 

133 957 

70 538 

1 ROOM... 

1 126 

1 029 

525 

5 774 

5 655 

1 923 

2 ROOMS. 

958 

755 

474 

2 992 

2 905 

1 301 

3 ROOMS.. 

2 913 

2 742 

1 329 

10 130 

9 899 

3 743 

4 ROOMS. 

7 303 

9 126 

3 802 

29 233 

27 670 

11 653 

5 ROOMS. 

9 513 

13 165 

4 629 

45 773 

41 943 

21 266 

6 ROOMS. 

8 042 

10 209 

5 157 

28 915 

27 034 

19 932 

7 ROOMS. 

4 472 

4 333 

2 227 

11 036 

10 383 

6 502 

a ROOMS OR more. 

3 543 

3 262 

1 732 

8 976 

a 468 

4 21B 

MEOIAN . 

5.2 

5.2 

5.3 

5,0 

5.0 

5.3 

OWNER OCCUPIED . 

18 467 

19 036 

11 117 

74 444 

67 933 

34 290 

1 ROOM . 

12 

17 

• • • 

56 

52 

27 

2 ROOMS.. . . 

35 

54 

16 

176 

160 

57 

3 ROOVIS.. 

281 

260 

143 

1 108 

1 075 

490 

4 ROOMS. 

2 201 

2 538 

1 362 

10 574 

9 678 

3 750 

5 ROOMS. 

3 961 

5 069 

2 702 

24 8B4 

21 744 

9 778 

6 ROOMS. . . 

5 197 

5 346 

3 735 

20 538 

19 045 

11 451 

7 ROOMS.... 

3 638 

2 942 

1 669 

9 257 

8 756 

4 977 

S ROOMS OR MORE. 

3 142 

2 BID 

1 490 

7 851 

7 423 

3 760 

MEDIAN .... . ......... 

6.0 

5.B 

5.9 

5,5 

5.6 

5.B 

RENTER OCCUPIED. ...... . 

17 169 

22 B62 

7 826 

60 291 

58 339 

33 583 

1 ROOM... 

970 

785 

428 

4 003 

3 905 

1 728 

2 ROOMS.. 

784 

605 

385 

2 520 

2 461 

1 164 

3 ROOMS. 

2 330 

2 091 

1 104 

8 010 

7 853 

2 908 

4 ROOMS. 

4 356 

5 812 

2 192 

16 858 

16 255 

7 312 

5 ROOMS. 

5 090 

7 392 

1 745 

18 939 

18 439 

10 732 

6 ROOMS. 

2 531 

4 499 

1 301 

7 544 

7 203 

7 963 

7 ROOMS. 

738 

1 301 

484 

1 549 

1 408 

1 399 

8 ROOMS OR MORE. 

320 

377 

187 

S6B 

615 

377 

MEOIAN . 

4.5 

4.8 

4.4 

4.4 

4.4 

4.8 

VACANT AVAILABLE FOR SALE. 

261 

176 

97 

992 

847 

252 

1 TO 3 ROOMS . 

6 

4 

1 

24 

22 

5 

4 ROOMS.. 

55 

28 

6 

140 

113 

28 

5 ROOMS. 

87 

57 

35 

454 

36B 

80 

6 ROOMS. .... 

58 

46 

26 

202 

IBl 

83 

7 ROOMS OR MORE. 

55 

41 

29 

172 

163 

56 

MEDIAN... 

5.3 

5.5 

5.B 

5.2 

5,3 

5.7 

VACANT AVAILABLE FOR RENT. . . 

953 

1 442 

354 

4 703 

4 635 

1 424 

J. ROOM.. 

82 

122 

94 

, 1 556 

1 555 

71 

2 ROOMS. . . . ...... 

101 

48 

19 

167 

165 

65 

3 ROOMS. ..... . ..... 

170 

265 

58 

697 

68B 

184 

4 ROOMS.... 

259 

442 

83 

1 068 

1 042 

361 

5 ROOMS OR MORE. ..... . 

341 

565- 

100 

1 215 

1 ISS 

743 

median ......... ......... 

4.0 

4.1 

3.6 

3.4 

3'. 4 

4.6 

■BEDROOMS 







ALL UNITS. 

37 663 

44 443 

19 875 

142 827 

133 655 

70 465 

none ................... 

1 271 

1 235 

554 

6 475 

6 342 

2 145 


4 998 

5 537 

2 441- 

17 847 

17 286 

7 449 


12 309 

15 645 

6 ^46 

50 552 

48 064 

24 761 


13 106 

16 SOI 

7 581 

51 040 

46 65B 

28 042 

4 OR^ MORE. 

5 979 

5 225 

3 053 

16 613 

15 305 

a 06B 

OWNER OCCUPIED ............ 

18 758 

le 979 

11 138 

' 74 403 

87 894 

34 324 

0 AND 1.. ......... 

773 

1 103 

551 

3 184 

2 960 

1 630 


4 6SB 

5 645 

2 713 

22 494 

20 B42 

ID 530 


.8 415 

8 581 

5 379 

35 108 

31 571 

16 

4 OR MORE. 

4 682 

3 650 

2 495 

13 619 

12 521 

6 039 

RENTER OCCUPIED. ........... 

16 878 

22 919 

7 805 

60 330 

5e 378 

33 549 

•NONE 

1 061 

842 

440 

4 712 

4 596 

1 943 

. ^ ^ ^ 

3 874 

3 919 

1 754 

13 169 

12 897 

5 377 

2.* 

6 407 

9 185 

3 242 

25 257 

24 601 

13 268 

3 OR MORE. ................ 

5 536- 

8 973 

2 369 

17 192 

16 284 

12 961 
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State and Small Areas 


Table 14. —Structural Characteristics and Heating Equipment, tor SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 
[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS 


SUBJECT 


UNITS IN structure 


ALL UNITS. 

I> DETACHED. 

li ATTACHED. 

2 .. 

3 AND 4. . . .. 

5 OR MORE. 

trailer I 

ON PERMANENT FOUNDATION 
MOBILE . 


OWNER OCCUPIED 
It DETACHED. , . . 
If ATTACHED. . . . 

a......... 

3 AND 4. 

5 OR MORE. 

TRAILER. 


RENTER OCCUPIED 
It DETACHEO. . . . 
It ATTACHED. . . . 
a......... 

3 AND 4. 

5 TO 9 . 

10 TO 19 . 

20 TO 49 . 

50 OR MORE .... 

trailer. 


VACANT AVAILABLE FOR RENT 

1 . 

2 TO 4 ... . . 

5 TO 9. 

10 OR MORE . 


YEAR STRUCTURE BUILT 


ALL UNITS. , 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


owner OCCUPIED 
1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


ALL HOUSING UNITS 


BASEMENT 


basement . . 

CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR, WALL, OR PIPELESS FURNACE . . . . . 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE.. 

OTHER MEANS WITHOUT FLUE . 

NONE. 


BOSTON 


PLACES 


E AREA 

BOSTON 

BROOKLINE 

(UT) 

CAMBRIDGE 

LYNN 

MALDEN 

MEDFORD 

NEWTON 

814 035 

238 838 

19 637 

35 307 

32 539 

IB 138 

18 756 

26 117 

349 070 

27 926 

4 503 

3 000 

12 723 

6 206 

7 637 

17 683 

34 524 

11 101 

1 475 

1 706 

705 

989 

860 

740 

147 699 

37 108 

2 478 

7 495 

5 885 

6 383 

7 683 

5 358 

149 799 

81 556 

4 366 

10 037 

6 546 

2 633 

1 666 

1 242 

131 587 

81 016 

6 815 

13 061 

6 680 

1 923 

910 

1 090 

87 

* • • 

• • • 

• • » 

• • • 

4 

• • • 

• « t 

1 269 

131 

... 

8 

... 

... 

... 

4 

402 699 

61 241 

6 187 

7 708 

13 644 

8 510 

11 143 

19 127 

296 332 

23 661 

3 986 

2 315 

9 971 


6 867 

16 328 

11 794 

4 028 

279 

560 

138 


- r 

240 

60 411 

14 889 

1 075 

2 771 

a 269 



2 276 

28 609 

15 975 

697 

1 652 

1 160 

533 


265 

4 256 

2 557 

150 

406 

106 

76 


14 

1 297 

131 

... 

4 

... 

4 

... 

4 

367 773 

163 450 

12 757 

26 545 

17 068 

9 157 

7 284 

6 561 

33 256 

3 714 

464 

600 

2 476 

1 257 

657 

1 161 

21 490 

6 409 

1 158 

1 127 

551 

655 

483 

496 

82 3B6 

20 831 

1 347 

4 510 

3 323 

3 511 

4 069 

2 966 

112 302 

60 066 

3 511 

8 016 

4 832 

1 993 

1 194 

940 

50 140 

27 435 

3 634 

4 766 

a 585 

624 

499 

513 

31 040 

21 674 

803 

2 724 

1 210 

247 

115 

161 

25 B66 

17 058 

851 

2 477 

1 629 

603 

267 

272 

11 210 

6 263 

989 

2 321 

462 

267 

• • • 

52 

59 

... 

... 

4 

... 

... 

... 

... 

15 640 

8 944 

390 

648 

1 024 

207 

126 

149 

1 710 

497 

39 

35 

99 

33 

17 

25 

7 849 

4 076 

114 

362 

564 

106 

106 

70 

2 817 

1 972 

92 

78 

192 

18 

3 

8 

3 264 

2 399 

145 

173 

169 

50 


46 

814 085 

238 845 

19 637 

35 319 

32 555 

18 138 

16 756 

26 117 

14 286 

774 

186 

25 

220 

86 

90 

311 

45 587 

a 600 

405 

177 

832 

374 

389 

1 146 

69 639 

9 441 

1 050 

1 229 

1 596 

724 

956 

2 629 

51 385 

9 325 

1 543 

1 102 

926 

712 

603 

2 628 

67 lie 

15 210 

2 169 

2 034 

1 804 

1 369 

2 237 

3 773 

566 070 

201 495 

14 284 

30 752 

27 177 

14 873 

14 481 

15 630 

402 745 

61 291 

6 187 

7 708 

13 644 

8 510 

11 143 

19 127 

48 583 

a 466 

257 

35 

BOB 

380 

448 

1 143 

50 297 

1 920 

361 

71 

892 

354 

614 

2 317 

33 936 

2 237 

515 

86 

667 

• 385 

513 

2 235 

269 929 

54 668 

5 054 

7 516 

U 277 

7 391 

9 568 

13 432 

814 090 

238 802 

19 646 

35 330 

32 571 

18 138 

18 756 

26 117 

777 792 

233 782 

19 333 

34 459 

31 619 

17 690 

18 285 

25 305 

18 707 

2 712 

212 

473 

519 

269 

362 

615 

17 536 

2 344 

92 

375 

401 

179 

109 

197 

541 748 

163 532 

16 630 

22 992 

20 351 

11 352 

15 296 

19 720 

175 623 

30 957 

1 711 

4 652 

9 770 

5 663 

3 051 

5 333 

11 614 

1 105 

381 

167 

267 

105 

60 

348 

887 

274 

26 

75 

' 20 

8 

13 

8 

71 026 

37 377 

799 

• 6 731 

1 766 

762 

299 

570 

7 114 

3 911 

82 

548 

184 

230 

25 

103 

6 073 

1 689 

8 

154 

197 

18 

12 

35 
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23-35 


Table 14. —Structural Characteristics and Heating Equipment, for SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960—Con. 
[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS—CON, 



BOSTON—CON. 1 

BROCKTON 

SU8JECT 

PLACES—CON. 

UR8AN 

BALANCE 

RURAL 

THE 

AREA 

BROCKTON 

URBAN 

BALANCE 

RURAL 


QUINCY 

SOMER¬ 

VILLE 

WALTHAM 

UNITS IN STRUCTURE 










ALL UNITS. 

27 359 

29 219 

15 041 

305 026 

48 058 

45 983 

24 090 

12 537 

9 356 

1, DETACHED. 

14 310 

2 857 

7 596 

199 371 

45 258 

28 105 

10 501 

9 258 

8 346 

1, ATTACHED. 

1 536 

685 

1 134 

12 688 

905 

1 045 

413 

492 

140 


5 746 

12 962 

2 659 

52 989 

953 

6 784 

4 543 

1 669 

572 

3 AND 4. . ... 

4 363 

8 487 

2 443 

26 044 

416 

6 ISO 

5 364 

717 

99 

5 OR MORE. 

1 396 

4 228 

1 209 

13 060 

199 

3 591 

3 249 

330 

12 

TRAILERl 










ON PERMANENT FOUNDATION. ........ 

4 

t « • 

« • • 

51 

28 

48 

« • t 

16 

32 

M06ILE . 

4 

... 

... 

823 

299 

230 

20 

,55 

155 

OWNER OCCUPIED . 

15 944 

10 130 

8 113 

206 693 

34 259 

29 125 

12 427 

9 174 

7 524 

1, DETACHED. 

12 471 

2 185 

6 490 

174 045 

33 173 

24 079 

a 900 

8 119 

7 060 

1, ATTACHED. 

639 

279 

325 

4 282 

343 

436 

189 

171 

76 


2 329 

5 371 

979 

21 936 

325 

2 772 

1 939 

656 

177 

3 AND 4. 

452 

2 095 

267 

4 990 

82 

1 408 

1 230 

150 

28 

5 OR MORE. 

45 

200 

52 

605 

25 

164 

149 

15 

» f • 

TRAILER.. 

8 

... 

... 

835 

311 

266 

20 

63 

183 

RENTER OCCUPIED. 

10 524 

18 193 

6 620 

84 532 

5 082 

14 504 

10 450 

2 892 

1 162 

1, DETACHED. 

1 414 

642 

993 

16 313 

3 567 

2 716 

1 198 

817 

701 

1, ATTACHED. 

850 

403 

776 

8 092 

490 

5 ' 6 Z 

214 

293 

55 


3 261 

7 265 

1 619 

29 148 

536 

3 720 

2 434 

951 

335 

3 AND 4. 

3 703 

6 071 

2 129 

19 537 

310 

4 433 

3 838 

540 

55 

5 TO 9. 

643 

1 823 

851 

6 647 

120 

1 817 

1 566 

244 

7 

10 TO 19 . 

230 

658 

246 

2 934 

38 

640 

596 

39 

5 

20 TO 49 . 

355 

1 033 

6 

1 332 

5 

410 

410 

» • • 

• t • 

50 OR MORE.'. 

68 

298 

• • » 

490 

• « • 

194 

194 

• • • 

9 9 9 

TRAILER. 

... 

... 

... 

39 

16 

12 

... 

a 

4 

VACANT available FOR RENT. 

264 

599 

lao 

Z 642 

267 

895 

703 

139 

53 


38 

5 

65 

632 

225 

179 

90 

56 

33 

2 TO .. 

182 

451 

73 

1 714 

31 

413 

336 

57 

20 

5 TO 9 . 

25 

75 

42 

307 

5 

95 

69 

26 

• • • 

10 OR MORE . 

19 

68 


189 

6 

208 

208 

• • • 


YEAR STRUCTURE BUILT 










ALL UNITS. 

27 359 

29 219 

15 041 

305 041 

48 058 

45 983 

24 090 

12 537 

9 356 

1959 TO MARCH i960 . 

2B5 

74 

333 

a 696 

3 206 

1 529 

880 

329 

320 

1955 TO 1958 . 

670 

98 

1 077 

28 180 

9 639 

3 863 

1 684 

918 

1 261 

1950 TO 1954 . 

1 920 

668 

1 903 

38 929 

8 594 

4 280 

1 261 

1 691 

1 328 

1940 TO 1949 . 

1 986 

154 

1 475 

25 993 

4 938 

2 662 

691 

1 015 

956 

1930 TO 1939 .. • 

3 565 

1 042 

1 403 

2B 404 

4 108 

2 391 

1 191 

576 

624 

1929 OR EARLIER. 

18 933 

27 183 

6 650 

174 839 

17 573 

31 258 

IB 383 

8 008 

4 867 

OWNER OCCUPIED . 

15 944 

10 130 

8 117 

206 678 

34 266 

29 144 

12 427 

9 174 

7 543 

1955 TO MARCH 1960 . 

664 

39 

1 076 

31 092 

10 175 

4 728 

2 162 

1 136 

1 430 

1950 TO 1954 . 

1 097 

25 

1 393 

33 619 

7 634 

3 901 

1 019 

1 635 

1 247 

1940 TO 1949 . 

1 262 

43 

937 

21 631 

3 425 

2 156 

485 

857 

814 

1939 OR EARLIER . 

12 921 

10 023 

4 711 

120 336 

13 032 

18 359 

8 761 

5 546 

4 052 

ALL HOUSING UNITS . 

27 359 

29 219 

15 041 

305 053 

48 058 

45 983 

24 090 

12 537 

9 356 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. ... 


26 5S0 
219 
560 


2S 823 
261 
135 


14 751 
147 
143 


286 753 
10 328 
7 945 


40 412 
2 590 
5 056 


42 231 
2 167 
1 585 


22 211 
1 563 
316 


U 740 
453 
344 


S 280 
151 
925 


HEATING EQUIPMENT 


steam or hot water '. 

WARM AIR FURNACE . 

FLOOR, WALL, OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER M^ANS WITH FLUE. 

OTHER means WITHOUT FLUE . . . . 
NONE. 


19 016 
6 751 
267 

I 084 
90 
151 


18 223 
7 406 
282 
43 
2 902 
240 
123 


10 342 
3 812 
165 
4 

582 

93 


200 584 23 

SO 134 16 

5 090 3 

385 

15 391 2 

1 409 

2 048 1 


710 

383 

377 

31 

763 

199 

595 


29 

6 

1 

7 


927 

839 

545 

36 

104 

326 

206 


16 

1 


4 


776 

828 

738 

29 

460 

151 

108 


7 

2 


1 


919 

585 

424 

7 

444 

86 

72 


5 232 
2 426 
383 

1 200 
89 
26 
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State and Small Aieas 


Table 14. —Structural Characteristics and Heating Equipment, for SMSA s. Places of 50,00 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 Con. 
[Based on sample; see text. "U” denotes an unincorporated place. “UT” denotes an urban town] 


Units in Stnicture Basement 
Trailer Heating Equipment 

Year Structure Built 


subject 


UNITS IN STRUCTURE 


ALL UNITS. 

1. DETACHED. . . 

1. ATTACHED. 

2 . ........... . 

3 AND 4. . . . 

5 OR MORE. 

TRAILER I 

ON PERMANENT FOUNDATION. 
MOBILE . 


OWNER OCCUPIED 
1. DETACHED. . • . 
1. ATTACHED. . . . 
•«•••••• 

3 ANO .. 

5 OR .. 

TRAILER* • • • ♦ • 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


RENTER OCCUPIED 
1. DETACHED. . • . 
It ATTACHED. . • . 

... 

3 ANO 4. .... . 

5 TO .. 

10 TO 19..... 

20 TO 49 . 

50 OR MORE .... 
trailer. 


VACANT AVAILABLE FOR RENT. 


2 TO 4 . . 
5 TO 9 . . 
10 OR MORE 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 

OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


ALL HOUSING UNITS. . 

BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . . . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE ........ 

FLOORt WALLi OR PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS. . . . . 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . . . . 
NONE ... • 


fall river 


MASSACHUSETTS PORTION 


RHODE ISLAND PORTION 


THE 

AREA 

TOTAL 

FALL 

RIVER 

URBAN 

BALANCE 

RURAL 

TOTAL 

47 361 

44 253 

34 362 

5 730 

4 161 

3 108 

17 906 

15 369 

6 519 

4 929 

3 921 

2 537 

640 

583 

457 

46 

60 

57 

6 536 

6 229 

5 710 

406 

111 

307 

15 729 

15 606 

15 239 

334 

35 

121 

6 478 

6 436 

6 424 

5 

9 

40 

4 

4 


4 

. . • 

• * • 

68 

22 

13 

4 

5 

46 

19 040 

16 885 

9 914 

4 329 

2 642 

2 155 

13 383 

11 480 

4 810 

4 069 

2 601 

1 903 

212 

186 

137 

29 

20 

26 

2 394 

2 262 

2 042 

204 

16 

132 

2 582 

2 534 

2 516 

18 

• 1 • 

46 

406 

401 

396 

5 

• • • 

5 

63 

22 

13 

4 

5 

41 

24 675 

24 070 

22 633 

899 

53B 

605 

2 412 

2 096 

1 2B1 

424 

391 

316 

413 

387 

310 

17 

60 

26 

3 825 

3 660 

3 441 

171 

4B 

165 

12 457 

12 389 

12 076 

263 

30 

66 

4 441 

4 416 

4 407 

• • t 


25 

834 

834 

834 

« • * 


• • • 

279 

279 

279 

• • • 


• • • 

5 

5 

5 

« • « 


• ■ • 

9 

4 

... 

4 


5 

1 247 

1 210 

1 073 

75 

62 

37 

141 

114 

73 

15 

26 

27 

702 

692 

596 

60 

36 

10 

327 

327 

327 

• • • 

« • • 

* • » 

77 

77 

77 




47 361 

44 253 

34 362 

5 730 

4 161 

3 108 

394 

314 

62 

130 

102 

80 

1 920 

1 563 

447 

713 

403 

357 

3 363 

2 717 

1 139 

1 026 

550 

646 

3 527 

3 096 

1 443 

1 113 

540 

431 

2 561 

2 332 

1 222 

581 

529 

229 

35 596 

34 231 

30 029 

2 165 

2 037 

1 365 

19 028 

16 872 

9 906 

4 322 

2 642 

2 156 

1 978 

1 609 

425 

753 

431 

369 

2 345 

1 660 

486 

936 

436 

485 

1 960 

1 622 

505 

746 

371 

338 

12 745 

11 781 

8 490 

1 887 

1 404 

964 

47 368 

44 253 

34 362 

5 730 

4 161 

3 115 

44 709 

42 058 

33 504 

5 289 

3 265 

2 651 

817 

716 

33! 

174 

211 

101 

1 835 

1 479 

527 

267 

685 

356 

18 254 

16 43Q 

11 272 

3 363 

1 794 

1 B24 

3 102 

2 794 

1 054 

876 

864 

308 

1 260 

1 194 

609 

331 

254 

66 

24 

24 

It 

e 

* f • 

• • • 

23 666 

23 038 

20 944 

66e 

1 226 

628 

570 

465 

36E 

8‘ 

12 

105 

485 

308 

9£ 

). 20S 


177 


1 975 
1 496 
45 
265 
121 
40 


412 

20S 

21 

122 

46 

5 

e 


442 

197 

19 

133 

66 

25 


1 133 
1 041 
12 
42 


743 

695 

5 

10 


163 

119 

7 

32 


1 975 
53 
221 
442 
260 
113 
666 


412 

236 

399 

214 

561 


1 975 


1 133 
27 
136 
204 
171 
116 
479 


744 

131 

66 

124 

403 


1 140 


845 

35 

95 


320 

178 

40 

350 

SI 

36 


806 

66 


504 

130 


54 


FITCHBURG-LEOMINSTER 


THE 

AREA 


26 408 
11 446 
859 
5 418 
4 926 
3 453 

38 

266 


13 685 
9 488 
210 
2 336 

1 lao 

179 

292 


11 095 

1 134 
605 

2 891 

3 418 
2 294 

512 

148 

81 

12 


611 

70 

372 

147 

22 


26 406 
483 

1 659 

2 019 
2 209 
1 527 

18 511 


13 695 
1 624 
1 603 
1 320 
9 148 


24 152 
754 
1 502 


13 394 

5 150 
350 

40 

6 910 
297 
267 


URBAN 


23 005 
9 072 
780 
5 226 
4 622 
2 975 

12 

116 


11 852 
7 967 
176 
2 275 
1 150 
164 
120 


10 140 
848 
565 

2 772 

3 348 
1 888 

462 

14B 

81 

8 


556 

52 

358 

124 

22 


23 005 
343 


081 

481 

381 

377 


17 342 


11 862 
1 217 
1 257 
1 029 
8 359 


23 005 


RURAL 


21 975 
432 
598 


11 933 
4 194 
250 
26 
6 205 
277 

lie 


403 

376 

79 

190 

104 

478 

26 

150 


833 

521 

34 

61 

30 

15 

172 


955 

266 

40 

119 

70 

406 

30 


55 

18 

14 

23 


3 403 
140 
578 
538 
628 
15Q 
1 169 


1 833 
407 
346 
291 
789 


2 177 
322 
904 


1 461 
956 
lOO 
12 
705 
20 
149 
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Table 14. —Structural Characteristics and Heating Equipment, for SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960—Con. 
[Based on sample; see text “IT’ denotes an unincorporated place. “UT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS. 

It DETACHED. 

It ATTACHED. ... 

2 . 

3 and 4. 

5 OR MORE. 

TRAILER! 

ON PERMANENT FOUNDATION 
MOBILE . , 


OWNER OCCUPIED 
It DETACHED. . . . 
It ATTACHED. . . . 

2 ......... 

3 AND 4. 

5 OR MORE. 

TRAILER. 


RENTER OCCUPIED 
It DETACHED. . . . 
It ATTACHED. . . . 

2 ......... 

3 AND 4. 

3 TO 9 ..... • 
10 TO 19 ..... 

20 TO 49 . 

50 OR MORE .... 
TRAILER. 


VACANT AVAILABLE FOR RENT 

1 .. 

2 TO 4. 

S TO 9. 

10 OR more .‘. 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
19S9 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . , . 
1940 TO 1949 . . . 
1930 TO 1939 . . , 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 ... . 
1939 OR EARLIER. . 


ALL HOUSING UNITS 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. ... 


HEATING EQUIPMENT 


STEAM OR HOT WATER . . . 

WARM AIR FURNACE ... . 

FLOOR. WALL. OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

other MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 

none. 


LAWRENCE-HAVERHILL 


MASSACHUSETTS PORTION 


THE AREA 

total 

LAWRENCE 

URBAN 

BALANCE 

RURAL 

63 038 

58 322 

24 407 

30 261 

3 654 

27 799 

23 642 

4 174 

16 151 

3 317 

3 073 

2 935 

650 

2 077 

206 

11 905 

11 625 

5 978 

5 760 

87 

13 250 

13 204 

9 450 

3 729 

25 

6 709 

6 6B0 

4 155 

2 516 


58 

20 


12 

6 

244 

16 

... 

16 

... 

30 627 

27 605 

7 262 

17 456 

2 887 

22 540 

19 810 

3 259 

13 810 

2 741 

957 

935 

156 

697 

62 

4 442 

4 412 

2 194 

2 167 

51 

2 169 

2 164 

1 515 

644 

5 

252 

252 

138 

114 

• • • 

267 

32 

... 

24 

6 

26 028 

27 501 

15 660 

11 383 

45B 

3 227 

2 936 

817 

1 832 

287 

2 026 

1 929 

471 

1 345 

113 

6 952 

6 907 

3 569 

3 309 

29 

10 100 

10 068 

7 266 

2 782 

20 

3 781 

3 752 

2 407 

1 341 

4 

1 044 

1 044 

473 

566 

5 

576 

576 

377 

199 

• • • 

285 

285 

280 

5 

» ■ • 

35 

4 

« • • 

4 

... 

1 500 

1 487 

902 

563 

22 

154 

ISO 

49 

79 

22 

ail 

802 

520 

262 

• • • 

297 

297 

179 

118 

» t • 

236 

238 

154 

84 


63 038 

58 322 

24 407 

30 261 

3 654 

1 435 

1 025 

192 

630 

203 

3 629 

2 620 


1 597 

651 

4 068 

3 295 


1 962 

472 

3 667 

3 011 


1 711 

357 

3 362 

3 039 

883 

1 923 

233 

46 857 

45 332 

21 156 

22 438 

1 738 

30 635 

27 609 

7 257 

17 458 

2 B94 

3 998 

3 120 

517 

1 852 

751 

2 985 

2 461 

310 

1 699 

452 

2 624 

2 218 

442 

1 466 

308 

21 028 

19 810 

5 988 

12 439 

1 383 

63 039 

58 323 

24 407 

30 261 

3 655 

59 598 

56 419 

23 910 

29 270 

3 239 

945 

805 

266 

366 

153 

2 495 

1 098 

231 

605 

262 

33 154 

31 430 

11 366 

17 666 

2 176 

9 961 

8 179 

1 283 

5 936 

960 

1 426 

1 127 

204 

818 

105 

93 

77 

40 

33 

4 

17 501 

16 831 

11 167 

5 297 

367 

452 

417 

241 

155 

21 

451 

261 

64 

156 

21 


NEW HAMPSHIRE PORTION 


TOTAL 


URBAN 


RURAL 


4 716 
4 157 
138 
60 
46 
29 


1 065 
760 
43 
70 
37 
29 


3 651 
3 397 
95 
10 
9 


38 

226 


18 20 
108 120 


3 022 
2 730 
22 
30 
5 


799 

642 

11 

30 

5 


2 223 
2 086 
11 


235 


111 124 


527 

291 

99 

45 

32 

29 


210 

79 

29 

35 

23 

29 


317 

212 

70 

10 

9 


31 


15 


16 


13 

4 

9 


13 

4 

9 


4 716 
410 
1 009 
773 
656 
343 
I 525 


3 026 
878 
524 
406 
1 216 


4 716 


3 179 
140 
1 397 


1 724 
1 782 
299 
16 
670 
35 
190 


1 065 
95 
144 
126 
lie 
58 
522 


803 

197 

113 

109 

384 


1 065 


884 

5 

176 


422 

457 

41 

130 

U 

4 


3 651 


645 
538 
285 
1 003 


2 223 
661 
411 
297 
834 


3 651 


2 295 
135 
1 221 


1 302 
I 325 
258 
16 
540 
24 
186 
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State and Small Areas 


Table 14. —Structural Characteristics and Heating Equipment, tor SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960—Con. 
[Based on sample; see text “U” denotes an unincorporated place. “tJT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS. 

It DETACHED. 

It ATTACHED. 

2 . 

3 AND 4. 

5 OR MORE, . ■. 

trailer I 

ON PERMANENT FOUNDATION 
MOBILE . 


OWNER OCCUPIED 
It DETACHED. . . . 

It attached. . . . 

3 AND 4. 

5 OR MORE. 

TRAILER. 


RENTER OCCUPIED 
It DETACHED. . . . 
It ATTACHED. . . . 

a..,....., 

3 ANO 4. 

5 TO 9 , • . « . • 

10 To 19 * . • • . 

20 TO 49 . 

50 OR MORE .... 
TRAILER. 


vacant available for rent 

1 . 

2 TO 4. 

5 TO 9. 

10 OR MORE . 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 • . . 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


ALL HOUSING UNITS 


BASEMENT 


BASEMENT . . 
CONCRETE SLAB, 
OTHER. . . . , 


heating EQUIPMENT 


STEAM OR HOT WATER . 

WARM Air FURNACE . 

FLOOR I WALL I OR PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS. 

other means with flue. 

OTHER MEANS WITHOUT FLUE .... 
NONE. 


LOWELL 

NEW BEDFORD 

THE AREA 

LOWELL 

URBAN 

RURAL 

THE AREA 

NEW 

URBAN 

rural 



BALANCE 



BEDFORD 

BALANCE 


48 831 

29 942 

8 542 

10 347 

51 570 

36 731 

7 890 

6 949 

27 483 

10 616 

7 264 

9 603 

22 617 

10 138 

6 131 

6 348 

2 824 

2 332 

318 

174 

1 129 

964 

72 

93 

7 291 

6 409 

590 

292 

9 475 

B OIB 

1 184 

273 

4 289 

3 998 

195 

96 

12 973 

12 528 

361 

84 

6 732 

6 567 

150 

15 

5 223 

5 051 

114 

58 

39 

B 

12 

19 

28 

• • • 

4 

24 

173 

12 

13 

148 

125 

32 

24 

69 

26 941 

12 597 

6 309 

8 035 

22 876 

13 517 

5 523 

3 836 

22 566 

9 043 

5 864 

7 659 

16 689 

8 155 

4 943 

3 591 

949 

758 

• ri 

82 

320 

259 

11 

50 

2 526 

2 169 


125 

3 377 

2 835 

472 

70 

476 

429 


5 

2 064 

1 956 

73 

35 

220 

178 

42 

« • t 

290 

280 


10 

204 

20 

20 

164 

136 

32 

24 

30 

18 317 

15 857 

1 398 

1 062 

23 B66 

21 052 

1 B06 

1 008 

2 699 

1 338 

637 

724 

2 983 

1 636 

656 

691 

1 773 

1 464 

202 

87 

798 

705 

61 

32 

4 474 

3 993 

336 

145 

5 679 

4 816 

6B8 

175 

3 530 

3 295 

147 

BB 

10 094 

9 757 

288 

49 

2 967 

2 910 

42 

15 

3 424 

3 314 

83 

27 

1 139 

1 110 

29 

* • • 

516 

480 

26 

10 

1 216 

1 216 

• • • 

• • • 

277 

266 

• • • 

11 

511 

511 

• • • 

• • • 

78 

78 

• t • 


8 


5 

3 

17 

... 

4 

13 

1 000 

895 

78 

27 

1 566 

1 437 

B2 

47 

163 

113 

28 

22 

161 

73 

53 

35 

341 

316 

20 

5 

B94 

B5B 

24 

12 

211 

198 

13 

• « • 

336 

331 

5 

* t • 

285 

268 

17 


175 

175 



48 856 

29 952 

8 542 

10 362 

51 570 

36 731 

7 890 

6 949 

1 288 

342 

279 

667 

491 

218 

153 

120 

4 609 

1 468 

931 

2 210 

2 507 

926 

654 

927 

4 474 

902 

1 372 

2 200 

3 550 

1 732 

1 066 

752 

3 157 

1 114 

968 

1 075 

3 327 

1 343 

699 

1 285 

3 093 

1 083 

985 

1 025 

2 720 

1 342 

752 

626 

32 235 

25 043 

4 007 

3 185 

38 975 

31 170 

4 566 

3 239 

26 966 

12 615 

6 302 

8 049 

22 872 

13 513 

5 523 

3 836 

4 554 

1 027 

1 062 

2 465 

2 333 

995 

706 

632 

3 852 

683 

1 243 

1 926 

2 357 

987 

810 

560 

1 867 

276 

767 

824 

1 555 

563 

572 

420 

16 693 

10 629 

3 230 

2 834 

16 627 

10 968 

3 435 

2 224 

48 B56 

29 952 

m 

10 362 

51 570 

36 731 

7 890 

6 949 

44 596 

2B 309 

7 635 

8 652 

48 239 

35 607 

7 071 

5 561 

1 580 

793 

206 

581 

1 240 

652 

346 

242 

2 655 

840 

701 

1 114 

2 091 

472 

473 

1 146 

26 411 

16 572 

4 347 

5 492 

20 517 

13 676 

4 193 

2 648 

B 062 

2 995 

2 219 

2 848 

6 641 

3 364 

1 441 

1 836 

1 753 

792 

522 

439 

1 191 

381 

264 

546 

39 

17 

B 

14 

24 

12 

8 

4 

11 415 


1 202 

1 174 

22 581 

18 775 


1 B62 

436 


44 

97 

421 

336 


45 

740 

■HlHBy 

200 

298 

195 

187 


8 
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Table 14. —Structural Characteristics and Heating Equipment, tor SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 
[Based on sample; see text “U” denotes an unincotporated place. “UT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 

STANDARD METROPOLITAN STATISTICAL AREAS—CON. 

PITTSFIELD 




PROVIDENCE- 

PAWTUCKET 



THE 

AREA 

PITTS¬ 

FIELD 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

RHODE 

ISLAND 

PORTION 

MASSACHUSETTS PORTION 

TOTAL 

URBAN 

rural 

UNITS IN STRUCTURE 

















f 

ALL UNITS. 

23 

464 

18 

469 

2 

188 

2 

807 

269 

629 

243 

676 

25 

953 


15 794 

10 159 

!• DETACHED. 

12 

430 

8 

846 

1 

328 

2 

256 

131 

111 

114 

236 

16 

875 


8 600 

8 275 


1 

212 

1 

041 


64 


107 

6 

791 

5 

846 


945 


705 

240 


4 

827 

4 

091 


510 


226 

52 

394 

48 

415 


E 3 


3 015 

964 


2 

877 

2 

565 


204 


108 

52 

796 

49 

991 


E a 


2 201 

524 

TRAILERI 

2 

042 

1 

914 


71 


57 

25 

448 

24 

351 


hi 


1 029 

68 

ON PERMANENT FOUNDATION. 


24 


• • • 


3 


21 


87 


64 


23 


3 

20 

MOBILE .•••••• . , , 


52 


12 


8 


32 

1 

002 


773 


229 


161 


OWNER OCCUPIED . 

13 

548 

10 

267 

1 

360 

1 

921 

137 

331 

120 

613 

16 

7lB 


9 431 

7 287 

1< DETACHED.. 

10 

627 

7 

786 

1 

079 

1 

762 

104 

347 

90 

393 

13 

954 


7 389 

6 565 



423 


373 


30 


20 

2 

596 

2 

149 


447 


355 

92 


1 

866 

1 

573 


212 


81 

18 

699 

17 

125 

1 

574 


1 lie 

456 



484 


453 


26 


5 

9 

510 

9 

050 


460 


362 

98 

5 OR MORE.. 


75 


70 


5 


a • • 

1 

155 

1 

109 


46 


46 


TRAILER.. . . . . 


73 


12 


e 


53 

1 

024 


787 


237 


161 

76 

RENTER OCCUPIED. 

8 

698 

7 

365 


722 


611 

110 

491 

103 

051 

7 

440 


5 596 

^ ; 

1 B44 

!• DETACHED. . . ......... 

1 

108 


645 


203 


260 

15 

238 

13 

525 

1 

713 


907 

806 ; 

!• ATTACHED.. . . . . 


773 


652 


34 


07 

3 

091 

3 

440 


451 


314 

137 1" 


2 

801 

2 

400 


272 


129 

30 

774 

28 

503 

2 

191 


1 751 

440 


2 

253 

1 

995 


170 


88 

38 

913 

36 

801 

2 

112 


1 717 

395 



932 


864 


40 


28 

13 

723 

13 

119 


604 


556 

48 

10 TO 19 . 


392 


392 


• • » 


• * « 

5 

518 

5 

274 


244 


238 

6 i'f 

20 TO ... 


249 


230 


- • T 


19 

1 

442 

1 

347 


95 


95 

t •» M 

50 OR MORE . . 


167 


187 


- • t 


T “ - 


927 


912 


15 


15 

• •» ’ ^ 

TRAILER. 


3 


... 


3 


... 


65 


50 


15 


3 

12 .j 

VACANT AVAILABLE FOR RENT . 


398 


329 


30 


39 

7 

496 

7 

099 


397 


282 

115 1 



54 


37 


• • • 


17 


763 


677 


86 


28 

58 i 

2 TO 4.................. 


167 


138 


17 


12 

4 

677 

4 

442 


235 


183 

52 j 

5 TO 9 . 


33 


29 


4 


• . • 

1 

358 

1 

314 


44 


39 

5 

10 OR MORE . 


144 


125 


9 


10 


698 


666 


32 


32 

; 

YEAR STRUCTURE BUILT 

















i 

, 

ALL UNITS . 

23 

464 

18 

469 

2 

188 

2 

807 

269 

625 

243 

672 

25 

953 


15 794 

10 159 

1959 TO MARCH 1960 . 


440 


279 


35 


126 

5 

174 

4 

267 


907 


385 

522 

1955 TO 1958 ... 

1 

489 


956 


122 


409 

17 

511 

14 

836 

2 

675 


1 139 

1 536 

1950 TO 1954 . 

2 

015 

1 

413 


195 


407 

25 

974 

23 

179 

2 

795 


1 399 

1 396 ! 

1940 TO 1949 .. . . . 

1 

969 

1 

665 


138 


166 

23 

715 

21 

449 

2 

266 


1 222 

1 044 

1930 TO 1939 . 

1 

555 

1 

261 


117 


177 

23 

240 

21 

345 

1 

895 


1 073 

822 

1929 OR EARLIER. 

15 

996 

12 

893 

1 

501 

1 

522 

174 

Oil 

158 

596 

15 

415 


10 576 

4 839 ) 

OWNER OCCUPIED . 

13 

548 

10 

267 

1 

360 

1 

921 

137 

354 

120 

617 

16 

737 


9 431 

7 306 i 

1955 TO MARCH 1960 . 

1 

736 

1 

131 


137 


470 

18 

663 

15 

609 

3 

054 


1 317 

1 737 

1950 TO 1954 . 

1 

824 

1 

316 


151 


357 

20 

663 

18 

276 

2 

387 


1 203 

1 1B4 1 

1940 TO 1949 .. 

1 

468 

1 

214 


108 


146 

16 

065 

14 

279 

1 

706 


964 

822 1 

1939 OR EARLIER.. 

8 

518 

6 

606 


964 


940 

81 

963 

72 

453 

9 

510 


5 947 

3 563 1 

ALL HOUSING UNITS. 

23 

464 

18 

469 

2 

IBB 

2 

007 

269 

633 

243 

680 

25 

953 

15 794 

1 

10 159 

BASEMENT 


















BASEMENT..'. 

22 

175 

17 

672 

2 

109 

2 

394 

251 

049 

226 

896 

24 

153 


15 126 

9 027 

CONCRETE SLAB. 


592 


319 


27 


246 

7 

562 

6 

906 


656 


176 

480 

OTHER. 


697 


47B 


52 


167 

11 

018 

9 

874 

1 

144 


492 

652 

HEATING EQUIPMENT 


















STEAM OR HOT WATER ......; . 

17 

6BB 

14 

294 

1 

577 

1 

817 

160 

056 

144 

894 

15 

162 


10 360 

4 802 

WARM AIR FURNACE . 

2 

765 

1 

971 


292 


502 

29 

340 

24 

175 

5 

165 


2 511 

2 654 

FLOOR. WALtt OR PIPELESS FURNACE . 


406 


207 


68 


131 

5 

750 

5 

112 


638 


268 

370 

BUILT-IN electric UNITS.'. 


58 


30 


16 


12 


262 


238 


24 


e 

16 

OTHER MEANS WITH FLUE. . . 

2 

257 

1 

768 


176 


Flf] 

67 

431 

63 

057 

4 

374 


2 398 

1 976 

OTHER MEANS WITHOUT FLUE . 


203 


156 


32 


IQ 

2 

926 

2 

632 


294 


183 

111 

NONE... 


87 


43 


27 


la 

3 

860 

3 

564 


296 


66 

230 






































































































23-40 


State and Small Areas 


Table 14. —Structuhai, Characteristics and Heating Equipment, for SMSAs, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas; 1960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 


UNITS IN STRUCTURE 


ALL UNITS. .... 
li DETACHED. ...... 

It attached. 

2 . 

3 AND 4. 

5 OR MORE. 

TRAILERI 

ON PERMANENT FOUNDATION 
MOBILE . 


OWNER occupied 
I t DETACHED. . . . 

1. ATTACHED. . . . 

2. a. 

3 AND 4. 

5 OR MORE. 

TRAILER. 


renter occupied 

It DETACHED. . . . 

It ATTACHED. . . . 

2 ......... 

3 AND 4. 

5 TO 9. 

10 TO 19 . 

20 TO 49 . 

SO OR MORE .... 

trailer.. 


VACANT AVAILABLE FOR RENT. 

1 .. 

2 TO 4. 

5 TO 9 ... 

10 OR MORE .... . 


YEAR STRUCTURE BUILT 


ALL UNITS. . 
1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . . 
1929 OR EARLIER. . 


OWNER OCCUPIED . 

1955 TO MARCH 1960 . 

1950 TO 1954 ..... . 

1940 TO 1949 . 

1939 OR earlier. 


ALL HPUSINS UNITS. . . . . 


BASEMENT 


BASEMENT . . . 
CONCRETE SLAB, 
OTHER. . 


HEATING EQUIPMENT 


STEAM OR HOT WATER.. . 

WARM AIR FURNACE ........ 

FLOORt WALLi OR PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS. . . . . 
■OTHER MEANS WITH FLUE. . . . . . 
OTHER MEANS WITHOUT FLUE .... 

NONE .............. 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 



SPRINGFIELD-CHICOPEE-HOLYOKE 


WORCES 

TER 




PLACES 








THE 




URBAN 

RURAL 

THE 

WORCESTER 

urban 

rural 


AREA 

CHICOPEE 

HOLYOKE 

SPRING- 

BALANCE 


AREA 


BALANCE 






FIELD 








151 610 

17 747 

18 640 

58 697 

41 078 

15 448 

99 779 

58 985 

20 055 

20 739 


72 951 

7 627 

3 904 

22 079 

26 137 

13 204 

48 640 

18 548 

13 759 

16 333 


5 821 

913 

672 

1 609 

1 942 

685 

2 791 

1 426 

762 

603 


27 192 

3 558 

2 827 

13 358 

6 527 

922 

12 093 

7 096 

2 888 

2 109 


15 829 

3 291 

2 045 

6 ail 

3 414 

268 

25 580 

22 938 

1 710 

932 


28 772 

2 227 

9 192 

14 435 

2 785 

133 

10 129 

8 894 

861 

374 


89 



24 

46 

19 

94 

23 

20 

51 


956 

131 

... 

381 

227 

217 

452 

60 

55 

337 


81 565 

9 311 

5 396 

27 665 

26 928 

12 265 

53 701 

25 190 

13 952 

14 559 


64 128 

6 808 

3 543 

20 017 

22 496 

11 264 

41 592 

16 479 

12 148 

12 965 


1 771 

115 

177 

438 

723 

318 

1 087 

576 

285 

226 


11 067 

1 524 

1 284 

5 252 

2 639 

368 

4 913 

2 953 

1 099 

861 


2 671 

519 

236 

1 241 

611 

64 

5 234 

4 816 

291 

127 


916 

217 

156 

320 

199 

24 

375 

290 

60 

25 


1 012 

128 

... 

397 

260 

227 

500 

76 

69 

355 


61 296 

7 575 

12 036 

27 355 

12 145 

2 185 

40 979 

31 518 

5 299 

4 162 


6 010 

575 

238 

1 511 

2 614 

1 072 

4 410 

1 645 

1 212 

1 553 


3 883 

793 

481 

1 117 

1 164 

328 

1 668 

830 

471 

367 


14 920 

1 885 

1 460 

7 480 

3 595 

500 

6 639 

3 913 

1 604 

1 122 


11 922 

2 429 

1 665 

5 061 

2 588 

179 

19 230 

17 178 

1 284 

768 


13 087 

1 295 

4 148 

6 274 

1 296 

74 

5 904 

5 100 

546 

258 


5 957 

449 

3 180 

1 735 

575 

18 

1 751 

1 603 

112 

36 


3 152 

126 

748 

2 089 

189 

• • • 

1 047 

1 014 

22 

11 


2 332 

20 

H'6 

2 080 

111 

5 

284 

228 

42 

14 


33 

3 


8 

13 

9 

46 

7 

6 

33 


4 727 

352 

922 

2 611 

741 

lOl 

1 802 

1 327 

265 

210 


313 

31 

22 

76 

131 

51 

173 

55 

30 

SB 


1 434 

231 

145 

755 

265 

38 

1 109 

833 

178 

98 


913 

56 

312 

348 

197 

t • • 

337 

279 

39 

19 


2 067 

34 

443 

1 430 

148 

12 

183 

160 

18 

5 


151 610 

17 747 

18 640 

58 697 

41 078 

15 448 

99 782 

58 985 

20 058 

20 739 


3 698 

834 

355 

687 

1 032 

790 

1 446 

325 

359 

762 


12 852 

1 817 

630 

4 125 

3 465 

2 815 

6 906 

1 839 

2 068 

2 999 


15 957 

2 634 

715 

4 845 

4 894 

2 869 

10 692 

3 875 

3 398 

3 419 


12 739 

1 883 

783 

4 190 

4 069 

1 814 

7 BBS 

3 449 

2 018 

2 421 


8 767 

943 

584 

3 752 

2 600 

888 

7 510 

4 357 

1 604 

1 549 


97 597 

9 636 

15 573 

41 098 

25 018 

6 272 

65 340 

45 140 

10 611 

9 589 


81 549 

9 308 

5 396 

27 649 

26 928 

12 268 

53 636 

25 154 

13 930 

14 552 


13 696 

1 794 

654 

4 060 

3 992 

3 196 

7 320 

1 781 

2 196 

3 343 


13 309 

1 662 

482 

4 148 

4 348 

2 669 

8 790 

2 680 

3 201 

2 909 


9 251 

984 

325 

3 128 

3 251 

1 563 

5 863 

2 433 

1 750 

1 680 


45 293 

4 868 

3 935 

16 313 

15 337 

4 840 

31 663 

18 260 

6 783 

6 620 


151 626 

17 747 

18 640 

58 713 

41 078 

15 448 

99 BOO 

58 986 

20 062 

20 752 


144 273 

15 518 

IB 002 

56 854 

39 575 

14 324 

92 735 

56 365 

18 626 

17 744 


3 609 

1 515 

207 

1 145 

483 

259 

2 678 

1 190 

664 

824 


3 728 

714 

431 

698 

1 020 

865 

4 366 

1 430 

765 

2 171 


90 015 

9 874 

10 826 

38 844 

22 731 

7 740 

56 618 

35 436 

11 269 

9 913 


35 073 

3 159 

1 .041 

13 60C 

11 930 

5 343 

13 782 

4 056 

4 662 

5 064 


2 297 

748 

74 

537 

6SB 

280 

1 657 

383 

554 

720 


362 

54 

t r t 

46 

I2i 

135 

48 

32 

4 

12 


21 747 

3 654 

6 327 

4 974 

5 108 

1 68* 

25 968 

18 424 

3 314 

4 230 


1 002 

186 

135 

41* 

185 

82 

663 

281 

152 

230 


1 114 

72 

237 

282 

339 

184 

1 046 

373 

1 1031 570 
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Table 14. —Structural Characteristics and Heating Equipment, for SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 
[Based on stunple; see text. “U” denotes an unincorporated place. “UT" denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


URBANIZED AREAS 


SUBJECT 

BOSTON 

BROCKTON 

FALL RIVER 


LAWRENCE- 

HAVERHILL 

TOTAL 

MASSACHUSETTS 

PORTION 

FITCHBURG- 

LEOMINSTER 

TOTAL 

MASSACHUSETTS 

PORTION 

UNITS IN STRUCTURE 








ALL UNITS. 

759 508 

35 394 

42 067 

40 092 

23 005 

55 540 

55 269 

1. DETACHED. 

298 298 

19 113 

12 944 

11 448 

9 072 

20 896 

20 679 

1. ATTACHED. 

33 446 

734 

548 

503 

780 

2 876 

2 844 


146 269 

5 911 

6 383 

6 IIB 

5 228 

11 807 

11 791 

3 ANO 4. 

149 271 

5 990 

15 694 

15 573 

4 822 

13 227 

13 227 

5 OR MORE.. 

131 203 

3 559 

6 469 

6 429 

2 975 

6 689 

6 683 

TRAILERI 








ON PERMANENT FOUNDATION. 

59 

16 

4 

4 

12 

16 

16 

MOBILE . 

962 

71 

25 

17 

116 

29 

29 

OWNER OCCUPIED . 

363 715 

20 821 

15 655 

14 243 

11 852 

25 308 

25 107 

1. DETACHED. 

258 645 

16 465 

10 087 

8 879 

7 967 

17 573 

17 383 

1. ATTACHED. 

11 396 

299 

187 

166 

176 

901 

895 


59 950 

2 459 

2 368 

2 246 


4 381 

4 376 

3 ANO .. 

28 516 

1 355 

2 5B2 

2 534 


2 164 

2 164 

5 OR MORE. 

4 226 

164 

406 

401 


252 

252 

TRAILER. 

9B2 

79 

25 

17 


37 

37 

RENTER OCCUPIED. 

361 655 

12 92B 

23 974 

23 532 


27 279 

27 221 

1. DETACHED. 

29 285 

1 923 

1 902 

1 705 


2 695 

2 677 

1. ATTACHED. 

20 894 

410 

346 

327 


1 910 

1 887 


81 570 

3 246 

3 745 

3 612 


6 927 

6 916 

3 AND 4. 

111 913 

4 312 

12 427 

12 359 

3 348 

10 076 

10 076 

5 TO 9. 

49 889 

1 790 

4 432 

4 407 

1 BBS 

3 763 

3 757 

10 TO 19 . 

31 002 

635 

B34 

B34 

482 

1 039 

1 039 

20 TO 49 . 

25 853 

410 

279 

279 

148 

576 

576 

50 OR MORE . 

11 210 

194 

5 

5 

81 

285 

2B5 

TRAILER. '...... 

39 

8 

4 

4 

8 

8 

8 

VACANT AVAILABLE FOR RENT. 

15 312 

829 

1 167 

1 148 

556 

1 476 

1 476 


1 478 

146 

97 

B8 

52 

132 

132 

2 TO 4. 

7 780 

380 

666 

656 

358 

809 

809 

5 TO 9. 

2 800 

95 

327 

327 

124 

297 

297 

10 OR MORE . 

3 254 

208 

77 

77 

22 

23B 

238 

YEAR structure BUILT 








ALL UNITS. 

759 55B 

35 394 

42 067 

40 092 

23 005 

55 540 

55 269 

1959 To MARCH 1960 . 

10 033 

1 201 

265 

212 

343 

B34 

827 

1955 TO 1958 . 

35 166 

2 556 

1 381 

1 160 

1 081 

2 015 

2 002 

1950 TO 1954 . 

60 018 

2 926 

2 609 

2 167 

1 481 

2 899 

2 853 

1940 TO 1949 . 

45 831 

1 683 

2 816 

2 556 

1 381 

2 693 

2 673 

1930 TO 1939 . 

62 591 

1 715 

1 916 

1 803 

1 377 

2 BS2 

2 829 

1929 OR EARLIER. 

545 119 

25 311 

33 080 

32 194 

17 342 

44 247 

44 085 

OWNER OCCUPIED ... . 

363 754 

20 821 

15 642 

14 230 

11 B62 

25 309 

25 104 

1955 TO MARCH 1960 . 

37 613 

3 254 

1 416 

1 178 

1 217 

2 412 

2 403 

1950 TO 1954 . 

41 716 

2 635 

1 823 

1 424 

1 257 

2 077 

2 035 

1940 TO 1949 . 

29 997 

1 326 

1 465 

1 251 

1 029 

1 946 

1 926 

1939 OR EARLIER. 

254 428 

13 606 

10 938 

10 377 

8 359 

18 874 

la 740 

ALL HOUSING UNITS. 

759 563 

35 394 

42 067 

40 092 

23 005 

55 540 

55 269 

BASEMENT 








BASEMENT . 

731 871 

32 743 

40 63B 

38 793 

21 975 

53 984 

53 719 

CONCRETE SLAB. 

15 928 

2 011 

540 

505 

432 

663 

663 

OTHER. 

11 709 

640 

889 

794 

598 

893 

887 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOORI WALL. OR PIPELESS FURNACE 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 

None. 


514 16B 
157 474 
B OBI 
B56 
67 877 
6 892 
4 210 


23 933 

4 223 
1 123 

36 

5 682 
221 
176 


15 956 
2 108 
980 
24 

22 160 
503 
336 


14 636 
1 930 
940 
24 

21 810 
452 
300 


11 

4 


6 


933 

194 

250 

2B 

205 

277 

IIB 


29 

7 

1 

16 


563 

590 

074 

73 

587 

409 

244 


29 

7 

1 

16 


463 

457 

055 

73 

572 

409 

240 
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State and Small Areas 


Table 14. —Structural Characteristics and Heating Equipment, for SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural- Total, and Urbanized Areas: I960 — Con. 
[Based on sample; see text. “U” denotes an unincorporated place. “IIT” denotes an urban town] 


Units in Structure Basement 
Trailer Heating Equipment 

Year Structure Built 


SUBJECT 


URBANIZED AREAS—CON. 


LOWELL 

NEW BEDFORO 

PITTSFIELD 

springfield-chicopee-holvoke 


TOTAL 

MASSACHUSETTS 

PORTION 

WORCESTER 

• 37 860 

44 621 

19 875 

142 829 

133 957 

70 538 

• 17 261 

16 269 

9 694 

65 310 

58 369 


. 2 650 

1 036 

1 086 

5 135 

4 969 


. 6 994 

9 202 

4 397 

26 995 

25 978 

6 060 

. 4 193 

12 889 

2 716 

15 921 

15 351 

23 352 

• 6 717 

5 165 

1 941 

20 713 

28 535 

a 998 

. 20 

4 


49 

49 

39 

25 

56 


706 

706 

99 

18 456 

19 040 


74 463 

67 952 

34 348 

14 462 

13 098 


57 749 

51 745 

24 962 

867 

270 


1 484 

1 411 

742 

2 396 

3 307 


10 975 

10 614 

3 327 

471 

2 029 


2 628 

2 555 

4 B96 

220 

280 

75 

892 

892 

296 

40 

56 

41 

735 

735 

125 

17 180 

22 858 

7 824 

60 272 

58 320 

33 525 

1 900 

2 292 

777 

5 313 

4 704 

2 423 

1 686 

766 

677 

3 514 

3 435 

1 135 

4 329 

5 504 

2 571 

14 861 

14 234 

4 437 

3 442 

10 045 

2 116 

12 070 

11 589 

17 479 

2 952 

3 397 

874 

13 053 

12 931 

5 160 

1 139 

506 

392 

5 943 

5 928 

1 622 

1 216 

266 

230 

3 171 

3 152 

1 028 

511 

78 

187 

2 327 

2 327 

228 

5 

4 

... 

20 

20 

13 

973 

1 519 

341 

4 653 

4 583 

1 411 

141 

126 

37 

293 

245 

80 

336 

882 

146 

1 405 

1 383 

887 

211 

336 

33 

910 

902 

284 

285 

175 

125 

2 055 

2 055 

160 

37 870 

44 621 

19 875 

142 829 

133 957 

70 538 

612 

371 

305 

3 689 

2 845 

626 

2 347 

1 580 

1 031 

12 380 

9 862 

3 306 

2 168 

2 798 

1 561 

14 214 

12 872 

6 405 

1 962 

2 042 

1 BOB 

11 477 

10 770 

4 953 

1 944 

2 094 

1 348 

8 279 

7 768 

5 593 

28 837 

35 736 

13 802 

92 790 

89 840 

49 655 

18 467 

19 036 

11 117 

74 444 

67 933 

34 290 

2 033 

1 701 

1 220 

13 342 

10 270 

3 363 

1 841 

1 797 

1 427 

11 602 

10 454 

5 075 

971 

1 135 

1 315 

8 110 

7 552 

3 757 

13 622 

14 403 

7 155 

41 390 

39 657 

22 095 

37 870 

44 621 

19 875 

142 845 

133 973 

70 543 


UNITS IN STRUCTURE 


ALL UNITS. 

1 . detached. 

It attached. 

2 . 

3 AND 4. . . ’. 

5 OR MORE. 

TRAILERI 

ON PERMANENT FOUNDATION. 
MOBILE . 


OWNER OCCUPIED 
i< DETACHED. . . . 
li ATTACHED. . . , 
2 . 

3 AND 4. .... . 
5 OR MORE..... 

trailer. 


renter occupied 

It DETACHED. . . . 
li ATTACHED. . . . 

a....a..., 

3 AND .. 

5 TO 9 ..... . 

10 TO .. 

20 TO 49 . •. . . . 
50 OR MORE .... 

trailer. 


VACANT available FOR RENT. 


2 TO 4 . . 
5 TO 9 . . 
10 OR MORE 


Year structure built 


ALL units. . 

1959 TO MARCH 1960 
1955 TO 1958 . . . 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1930 TO 1939 . . , 
1929 OR EARLIER. . 


OWNER OCCUPIED 
1955 TO MARCH 1960 
1950 TO 1954 . . , 
1940 TO 1949 . . , 
1939 OR EARLIER. . 


ALL HOUSING UNITS. . 

BASEMENT 


BASEMENT . . 
CONCRETE SLAB 
OTHER. . , . 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM-AIR FURNACE . 

floor, wall, or pipeless furnace 

BUILT-IN ELECTRIC UNITS. 

other means with flue. 

other MEANS WITHOUT FLUE . . . . 
NONE. 


35 473 
960 
1 427 


20 646 
5 036 
I 274 
25 

10 182 
339 
368 


42 678 
998 
945 


17 869 
4 805 
645 
20 

20 719 
376 
187 


18 979 
333 
563 


IS 225 
2 205 
239 
38 
I 927 
182 
59 


136 293 
3 612 
2 924 


06 933 
30 819 
2 243 
243 
20 669 
974 
948 


127 857 
3 331 
2 769 


81 181 
29 190 
I 978 
223 
19 547 
912 
926 


66 B88 
1 694 
1 956 


42 926 
6 234 
652 
36 
19 917 
334 
439 
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Table 15.—OccuPANcy Characteristics, tor SMSA's, Places of 50,000 Inhabitants or More, Populadan Persons per Room 

Urban Balance, Rural Total, and Urbanized Areas: I960 Year Moved mto Unit 

[Based on sample; see text “U” denotes an, unincorporated place. “UT” denotes an urban town] 


standard metropolitan statistical areas 

BOSTON 


SUBJECT 

THE AREA 

PLACES 

BOSTON 

BROOKLINE 

(UT) 

CAMBRIDGE 

LYNN 

MALDEN 

MEDFORD 

POPULATION 








POPULATION IN HOUSING UNITS. 1960. 

2 501 952 

662 042 

52 778 

95 435 

92 439 

56 419 

63 667 

PER OCCUPIED UNIT. 

3.2 

2.9 

2.8 

2.8 

3.0 

3.2 

3.5 

OWNER. 

3.6 

3.6 


3.4 

3.4 

3.5 

3.7 

RENTER . 

2.8 

2.7 


2.6 

2.7 

2.9 

3. 1 

POPULATION IN DWELLING UNITS. 1950 .... 

2 281 768 

738 894 


107 676 

95 643 

58 553 

65 013 

PER OCCUPIED UNIT. 

3.5 

3.4 


3.3 

3.3 

3.5 

3.7 

ALL OCCUPIED UNITS . 

770 468 

224 687 

18 944 

34 253 

30 712 

17 667 

18 427 

PERSONS 








OWNER OCCUPIED . 

402 745 

61 291 

6 187 

7 708 

13 644 

8 510 

11 143 

1 PERSON . 

27 745 

5 829 

466 

796 

1 253 

647 

761 

2 PERSONS. 

98 655 

15 738 

1 568 

2 258 

3 611 

2 109 

2 6B0 

3 PERSONS. 

79 551 

12 409 

1 283 

1 557 

2 724 

1 782 

2 280 

4 PERSONS. 

81 193 

10 191 

1 300 

1 083 

2 615 

1 755 

2 155 

5 PERSONS. 

59 670 

7 629 

837 

962 

1 861 

1 177 

1 625 

6 PERSONS. 

31 439 

4 492 

428 

517 

925 

553 

978 

7 PERSONS. 

13 712 

2 556 

190 

269 

398 

264 

357 

8 PERSONS OR MORE. 

10 700 

2 447 

115 

266 

257 

223 

307 

MEDIAN.. . . . . 

3.4 

3.2 

3.3 

3.0 

3.2 

3.3 

3.4 

RENTER OCCUPIED. 

367 723 

163 396 

12 757 

26 545 

17 068 

9 157 

7 284 

1 PERSON . 

67 358 

47 976 

3 572 

7 286 

4 696 

1 825 

896 

2 PERSONS. 

104 905 

44 511 

4 371 

8 359 

5 103 

2 796 

1 921 

3 PERSONS... . .. 

67 253 

26 572 

2 317 

4 501 

2 861 

1 783 

1 767 

4 PERSONS. 

51 786 

19 977 

1 473 

3 230 

2 153 

1 428 

1 456 

5 PERSONS. 

30 066 

12 311 

561 

1 603 

1 108 

734 

754 

6 PERSONS. 

14 716 

6 280 

269 

908 

627 

320 

295 

7 PERSONS.. 

6 208 

2 948 

88 

370 

286 

145 

107 

8 PERSONS OR MORE. 

5 431 

2 821 

86 

288 

234 

126 

88 

MEDIAN.. 

2.4 

2.3 

2.1 

2.2 

2.3 

2.5 

3.0 

PERSONS PER ROOM 








OWNER OCCUPIED . 

402 745 

61 291 

6 187 

7 708 

13 644 

8 510 

11 143 

0.50 OR LESS . 

191 627 

30 782 

4 018 

4 328 

6 810 

4 167 

5 373 

0.51 TO 0.75 . 

108 294 

14 233 

1 667 

1 735 

3 301 

2 233 

2 961 

0.76 TO 1.00.. . . . 

82 152 

12 327 

413 

1 151 

2 863 

1 735 

2 323 

1.01 TO 1.50 . 

18 754 

3 430 

77 

433 

627 

348 

448 

1.51 OR MORE . 

1 918 

519 

12 

61 

43 

27 

38 

RENTER OCCUPIED. 

367 723 

163 396 

12 757 

26 545 

17 068 

9 157 

7 284 

0.50 OR LESS . 

155 894 

68 974 

6 577 

12 015 

7 819 

3 726 

2 863 

0.51 TO 0.75 . 

89 334 

35 844 

3 266 

6 569 

3 987 

2 470 

1 999 

0.76 TO 1.00.. . . . 

92 857 

44 369 

2 473 

6 060 

4 004 

2 252 

1 967 

1.01 TO 1.50 . 

23 517 

10 790 

290 

1 465 

992 

550 

389 

1.51 OR MORE . 

6 121 

3 419 

151 

436 

266 

159 

66 

YEAR MOVED INTO UNIT 








OWNER OCCUPIED . 

402 745 

61 291 

6 187 

7 708 

13 644 

8 510 

11 143 

1959 TO MARCH 1960 . 

35 755 

4 444 

433 

327 

1 120 

579 

760 

1958 . 

26 297 

3 171 

309 

333 

795 

459 

505 

1957 . 

24 563 

3 054 

335 

382 

835 

417 

550 

1954 TO 1956 . 

72 954 

9 368 

891 

851 

2 118 

1 130 

1 521 

1950 TO 1953 ....... . 

66 927 

8 587 

1 145 

1 089 

2 214 

1 241 

1 684 

1940 TO 1949 ... 

82 639 

14 092 

1 642 

1 918 

2 868 

2 064 

2 988 

1939 OR EARLIER... 

93 610 

18 575 

1 432 

2 BOB 

3 694 

2 620 


RENTER OCCUPIED. . . . .. 

367 723 

163 396 

12 757 

26 545 

17 068 

9 157 


1959 TO MARCH 1960 . 

96 574 

41 578 

3 050 

7 126 

4 208 

2 237 


1958 .... 

46 354 

20 750 

1 550 

3 192 

1 909 

1 212 

743 

1957 . 

35 759 

15 969 

1 239 

2 483 

1 718 

789 

669 

1954 TO 1956 .... 

65 379 

30 043 

2 310 

4 191 

3 169 

1 553 

1 353 

1950 TO 1953 . 

41 857 

17 923 

1 662 

2 996 

2 132 

1 277 

1 138 

1940 TO 1949 . 

44 809 

20 003 

1 682 

3 625 

2 138 

1 217 

1 091 

1939 OR EARLIER. 

36 991 

17 130 

1 264 

2 932 

1 794 

872 

767 


NEWTON 


89 286 

3.5 
3.7 
2.9 

78 983 

3.6 


25 688 


19 127 
985 
4 684 

3 802 

4 196 
3 051 
1 402 

557 

430 


3.5 


6 561 

1 103 

2 018 
1 349 
1 081 


582 

269 

118 

41 


2.6 


19 127 
10 742 
5 800 
2 125 
412 
48 


6 561 
3 144 
1 795 
1 211 
287 
124 


19 127 
1 348 
1 008 
975 
3 398 

3 754 

4 440 
4 204 


6 561 
1 849 


1 


641 

149 


B2C 

50! 


* 




















































































































23-44 


State and Small Areas 


Table 15. —Occupancy Characteristics, for SMSA’s, Places of 50,000 Inhabitants or More, Population Person per Room 

UB3AN Balance, Rural Total, and Urbanized Areas: 1960-Con. Year Moved mto Umt 

[Based on sample; see text "U” denotes an unincorporated place. “UT” denotes an urban town] 


standard metropolitan statistical areas—con. 


SUBJECT 

boston—CON. 

BROCKTON 

PLACES—CON. 

URBAN 

BALANCE 

rural 

THE 

AREA 

BROCKTON 

URBAN 

BALANCE 

RURAL 

QUINCY 

SOMER¬ 

VILLE 

WALTHAM 

POPULATION 





■ 











POPULATION IN HOUSING UNITS. 1960. 

86 

659 

93 

266 

■ 


1 011 674 

147 

508 

145 002 

70 

179 

42 

107 

32 716 

PER OCCUPIED UNIT. 


3.3 


3.3 



3.5 


3.7 

3.3 


3.1 


3.5 

3.8 

OWNER. 


3.5 


3,7 



3.7 


3.B 

3.6 


3.4 


3.7 

3.B 

renter . 


2.9 


3.1 



3.0 


3.3 

2.8 


2.6 


2.8 

3.6 

POPULATION IN. DWELLING UNITS. 1950 .... 

82 

356 

100 

417 



9 • • 


• • • 

114 310 

60 

971 


9 • • 

• • ■ 

PER OCCUPIED UNIT. 


3.4 


3.6 



... 


... 

3.3 


3.2 


... 

... 

ALL OCCUPIED UNITS . 

26 

468 

28 

323 

. 

14 

733 

291 225 

39 

341 

43 629 

22 

877 

12 

066 

B 686 

PERSONS 















■ 

OWNER OCCUPIED .... . 

15 

944 

10 

130 

8 

117 

206 678 

34 

266 

29 144 

12 

427 

9 

174 


1 PERSON . 

1 

230 


843 


417 

12 841 

1 

677 

2 237 

1 

113 


5B1 


2 persons. 

4 

404 

2 

329 

1 

868 

49 793 

7 

613 

7 234 

3 

302 

2 

236 


3 PERSONS. . ........ 

3 

102 

2 

056 

1 

548 

40 662 

6 

346 

5 504 

2 

461 

1 

725 

1 318 

4 PERSONS.. 

2 

978 

1 

837 

1 

798 

43 788 

7 

497 

5 901 

2 

569 

1 

831 

1 501 

5 PERSONS. 

2 

061 

1 

402 

1 

195 

32 046 

5 

B24 

4 305 

1 

666 

1 

447 

1 192 

6 PERSONS. 

1 

233 


865 


745 

16 154 

3 

147 

2 163 


712 


737 

714 

7 PERSONS. 


502 


466 


288 

6 564 

1 

301 

1 101 


366 


407 

328 

B PERSONS OR MORE. 


434 


332 


258 

4 830 


861 

699 


238 


210 

261 

MEDIAN . 


3.3 


3.4 


3.6 

3.5 


3.7 

3.4 


3.2 


3.5 

3.6 

RENTER OCCUPIED.. . . . 

10 

524 

18 

193 

6 

616 

84 547 

5 

075 

14 485 

10 

450 

2 

892 

1 143 

1 PERSON . . 

1 

952 

2 

78B 


985 

13 648 


631 

3 675 

2 

972 


S4B 

155 

2 PERSONS. 

3 

374 

5 

055 

2 

126 

23 970 

1 

301 

4 039 

2 

954 


844 

241 

3 PERSONS. 

2 

078 

4 

051 

1 

398 

17 568 

1 

008 

2 746 

1 

B69 


653 

224 

4 PERSONS. 

1 

484 

3 

113 


913 

14 495 


983 

1 97l 

1 

317 


442 

212 

5 PERSONS. ... . . . 


901 

1 

720 


632 

8 562 


578 

1 109 


728 


263 

IIB 

6 PERSONS. 


402 


B68 


296 

3 840 


342 

521 


354 


78 

89 

7 PERSONS. 


166 


324 


136 

1 392 


12B 

245 


147 


45 

53 

B PERSONS OR MORE. 


167 


274 


130 

1 072 


104 

179 


109 


19 

51 

MEDIAN . 


2.5 


2.8 


2.6 

2.8 


3.1 

2.4 


2.3 


2.6 

3.3 

PERSONS PER ROOM 
















OWNER OCCUPIED . 

15 

944 

10 

130 

8 

117 

206 678 

34 

266 

29 144 

12 

427 

9 

174 

7 543 

0.50 OR LESS . 

7 

931 

4 

669 

3 

224 

95 346 

14 

237 

12 612 

S 

6B3 

4 

on 

2 918 

0.51 TO 0.75 . 

4 

168 

2 

715 

2 

225 

57 641 

9 

615 

7 328 

3 

174 

2 

IBl 

1 973 

0.76 TO 1.00 . 

3 

034 

2 

064 

2 

135 

43 654 

8 

328 

7 087 

2 

873 

2 

260 

1 954 

1.01 TO 1.50 .... . 


764 


613 


490 

9 286 

1 

826 

1 906 


629 


673 

604 

1.51 OR MORE . 


47 


69 


43 

751 


260 

211 


68 


49 

94 

RENTER OCCUPIED. 

10 

524 

18 

193 

6 

616 

84 547 

5 

075 

14 485 

10 

450 

2 

892 

1 143 

0.50 OR LESS . 

4 

245 

7 

317 

2 

373 

34 772 

2 

069 

6 291 

4 

703 

1 

247 

341 

O.Sl TO 0.75.. 

2 

866 

4 

792 

1 

978 

22 390 

1 

378 

3 403 

2 

312 


760 

331 

0.76 TO 1.00 . 

2 

538 

4 

544 

1 

512 

20 758 

1 

169 

3 599 

2 

622 


697 

280 

1.01 TO 1.50.. . . . . 


719 

1 

364 


625 

5 697 


349 

952 


643 


156 

153 

1.51 OR MORE . 


156 


176 


128 

930 


no 

240 


170 


32 

38 

YEAR MOVED INTO UNIT 
















OWNER OCCUPIED . 

15 

944 

10 

130 

8 

117 

206 678 

34 

266 

29 144 

12 

427 

9 

174 

7 543 

1959 TO MARCH 1960 ... 


935 


585 


725 

19 338 

5 

161 

3 362 

1 

493 

1 

032 

837 

1958 . 


872 


438 


686 

14 341 

3 

380 

2 110 


B61 


624 

625 

1957 . 


752 


399 


511 

13 532 

2 

821 

1 747 


BOO 


432 

515 

1954 TO 1956 . 

2 

565 

1 

270 

1 

411 

40 345 

8 

086 

5 217 

1 

749 

1 

893 

1 575 

1950 TO 1953 . 

2 

455 

1 

386 

1 

624 

35 760 

5 

988 

4 351 

1 

664 

1 

521 

1 166 

1940 TO 1949 . • . 

3 

799 

2 

723 

1 

589 

39 616 

4 

900 

5 392 

2 

422 

1 

584 

1 386 

1939 OR EARLIER. 

4 

566 

3 

329 

1 

571 

43 746 

3 

930 

6 965 

3 

438 

2 

088 

1 439 

RENTER OCCUPIED. 

10 

524 

IB 

193 

6 

616 

84 547 

5 

075 

14 485 

10 

450 

2 

B92 

1 143 

1959 TO MARCH 1960 . 

3 

019 

4 

296 

2 

050 

23 630 

2 

008 

3 906 

2 

715 


B65 

326 

1958 . 

1 

437 

2 

238 


764 

11 065 


654 

1 916 

1 

277 


478 

161 

1957 . 

1 

041 

1 

889 


820 

8 057 


43 B 

1 426 

1 

073 


265 

88 

1954 TO 1956 . 

1 

859 

3 

420 

1 

202 

14 466 


664 

2 324 

1 

708 


439 

177 

1950 TO 1953 . 

1 

163 

2 

Oil 


627 

9 760 


417 

1 612 

1 

235 


253 

124 

1940 TO 1949 . 

1 

162 

2 

387 


697 

9 467 


520 

1 738 

1 

26B 


327 

143 

1939 OR EARLIER. 


843 

1 



456 

8 102 


374 

1 5'63 

1 

174 


265 

124 


















































































































Massachusetts 


23-45 


Table 15. —Occupancy Characteuistics, for SMSA's, Places of 50,000 Inhabitants or More, 
Urban Balance, Rural Totax, and Urbanized Areas; I960 — Con. 

[Based on sample; see text “TJ" denotes an uidncoiporated place. “UT" denotes an urban town] 


Population Persons per Room 

Persons Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


subject 







FALL 

RIVER 






THE 

AREA 

MASSACHUSETTS PORTION 

RHODE 

ISLAND PORTION 


TOTAL 

FALL 

RIVER 

URBAN 

BALANCE 

RURAL 

total 

URBAN 

RURAL 

POPULATION 







■■ 





■ 

■ 

POPULATION IN HOUSING UNITS* 1960. 

137 

342 

128 

188 

98 

786 


11 

100 

9 154 


■ 

11 

PER OCCUPIED UNIT. 


3. 1 


3.1 


3.0 



3.5 

3.3 

3.2 



OWNER.. 


3.4 


3.4 


3.3 



3.5 

3.4 

3.3 


Er S 

RENTER.. 


2.9 


2.9 


2.9 



3.3 

3.0 

2.9 


pv 4 

POPULATION IN DWELLING UNITS* 1950 .... 

134 

363 

128 

720 


prog 



. • • 

5 643 



w¥ V 

PER OCCUPIED UNIT. 


3.4 


3.4 


3Q 



... 

3.7 



S1 

ALL OCCUPIED UNITS . .. 

43 

715 

40 

955 

32 

547 

5 228 

3 

180 

2 760 

1 854 

906 

PERSONS 












I 

■ 

OWNER OCCUPIED . 

19 

028 

16 

872 

9 

908 

4 322 

2 

642 

2 156 

1 412 

■ 

m 

1 PERSON... 

1 

578 

1 

452 

1 

014 

256 


182 

126 

61 



2 PERSONS... 

5 

171 

4 

584 

2 

723 

1 174 


687 

587 

390 


H-vJ 

3 PERSONS. 

4 

110 

3 

553 

2 

163 

833 


557 

557 

401 


lUl 

4 PERSONS. 

3 

737 

3 

292 

1 

892 

852 


548 

445 

299 


IcM 

5 PERSONS. 

2 

313 

2 

093 

1 

061 

678 


354 

220 

156 


64 

6 PERSONS. 

1 

203 

1 

081 


584 

323 


174 

122 

65 


57 

7 PERSONS. 


527 


448 


248 

132 


68 

79 

32 


47 

8 PERSONS OR MORE. .... . 


389 


369 


223 



72 

20 

8 


12 

MEDIAN... 


3.2 


3.2 


3.1 

3.4 


3.3 

3.2 

3.1 


3.2 

RENTER OCCUPIED. ... . 

24 

687 

24 

083 

22 

639 

906 


538 

604 

442 


162 

1 PERSON... 

4 

711 

4 

636 

4 

451 

99 


86 

75 

58 


17 

2 PERSONS. 

6 

837 

6 

625 

6 

258 

231 


136 

212 

156 


56 

3 PERSONS. . . ....... 

5 

430 

5 

328 

4 

982 

249 


97 

102 

82 


20 

4 PERSONS. 

4 

043 

3 

923 

3 

639 

173 


111 

120 

87 


33 

5 PERSONS. 

2 

017 

1 

954 

1 

834 

65 


55 

63 

36 


27 

6 PERSONS. ... 


rm 


891 



57 


29 

8 

8 


• • • 

7 PERSONS. 


L!«T«1 


381 


ki!ii 

29 


11 

19 

15 


4 

8 PERSONS OR MORE. 




345 



3 


13 

5 

... 


S 

MEDIAN.. 

■ 

m 


2.6 

m 

m 

3.0 


3.0 

2.6 

2.6 


... 

PERSONS PER ROOM’ 














OWNER OCCUPIED.. . 

19 

028 

16 

872 

9 

908 

4 322 

2 

642 

2 156 

1 412 


744 

0.50 OR LESS . 

8 

960 

8 

001 

5 

024 

1 810 

1 

167 

959 

605 


354 

0.51 TO 0.75.. . 

5 

025 

4 

424 

2 

635 

1 078 


711 

601 

409 


192 

0.76 TO 1.00 . 

3 

912 

3 

469 

1 

705 

1 161 


603 

443 

326 


117 

1.01 TO 1.50 . 

1 

027 


890 


480 

237 


153 

137 

68 


69 

1.51 OR more . 


104 


88 


64 

16 


8 

16 

4 


12 

RENTER OCCUPIED. 

24 

687 

24 

083 

22 

639 

906 


538 

604 

442 


162 

0.50 OR LESS.. . 

11 

159 

10 

887 

10 

345 

313 


229 

272 

204 


68 

0.51 TO 0.75 ....... . 

6 

154 

6 

027 

5 

624 

286 


117 

127 

99 


28 

0.76 To 1.00 ............... 

5 

452 

5 

287 

4 

915 

226 


146 

165 

112 


53 

1.01 TO 1.50. 

1 

549 

1 

521 

1 

414 

77 


30 

28 

20 


8 

1.51 OR MORE . 


373 


361 


341 

4 


16 

12 

7 


5 

YEAR MOVED INTO UNIT 














OWNER OCCUPIED . 

19 

028 

16 

872 

9 

908 

4 322 

2 

642 

. 2 156 

1 412 


744 

1959 TO MARCH 1960 . 

1 

343 

1 

185 


526 

413 


246 

158 

105 


53 

1958 . 


982 


875 


385 

335 


155 

107 

65 


42 

1957 . 

1 

099 


939 


4B7 

311 


141 

160 

100 


60 

1954 TO 1956 . 

3 

088 

2 

612 

1 

201 

923 


488 

476 

329 


147 

1950 TO 1953 . 

3 

272 

2 

901 

1 

568 

851 


482 

371 

302 


69 

1940 TO 1949 .. 

4 

188 

3 

742 

2 

386 

799 


557 

446 

267 


179 

1939 OR EARLIER. 

5 

056 

4 

618 

3 

355 

690 


573 

438 

244 


194 

RENTER OCCUPIED. 

24 

687 

24 

083 

22 

639 

906 


538 

604 

442 


162 

1959 TO MARCH I960.. 

4 

613 

4 

448 

4 

092 

243 


113 

165 

128 


37 

1958 .... 

2 

784 

2 

697 

2 

495 

116 


86 

87 

69 


18 

1957 .. 

2 

429 

2 

356 

2 

225 

09 


42 

73 

48 


25 

1954 TO 1956 . . .. 

4 

653 

4 

575 

4 

268 

17B 


129 

78 

45 


33 

1950 TO 1953 . 

3 

122 

3 

045 

2 

830 

148 


67 

77 

59 


18 

1940 TO 1949 ... 

3 

229 

3 

151 

3 

023 

82 


46 

78 

56 


22 

1939 OR EARLIER.. 

3 

857 

3 

811 

3 

706 

50 


55 

46 

37 


9 















FITCHBURG-LEOMINSTER 


THE 

AREA 



81 849 
3.3 

3.5 
3.1 

74 943 

3.5 


24 780 


13 695 
992 
3 862 
2 744 
2 490 
1 872 
940 
489 
306 

3.2 


71 699 
3.3 
3.5 
3.0 


21 992 


11 862 
895 
3 559 
2 397 
2 123 
I 617 
764 
446 
261 

3.2 


10 150 
3.6 

3.6 

3.7 


833 

97 

503 

347 

367 

255 

176 

43 

45 

3.4 


11 085 

1 925 
3 110 

2 235 
1 899 

929 

551 

234 

202 


10 130 

1 858 

2 862 
2 067 
1 688 

832 

452 

217 

154 


955 

67 

248 

168 

211 

97 

99 

17 

48 


2.7 2.7 3.5 


13 695 
6 181 
3 469 
3 019 
930 
961 


11 085| 
3 815 

2 754 

3 241i 
995 
280 


13 695 

1 298 
797 
718 

2 097 

2 215 

3 osa 

3 518 


11 085 
3 544 
1 332 
963 
1 615 
1 347 
1 167 
1 117 


11 862 
5 460 
3 007 
2 528 
790 
77 


10 130 
3 673 
2 483 
2 913 
840 
221 


11 862 
1 011 
680 
605 
1 765 

1 871 

2 671 

3 259 


10 130 
3 016 
1 234 
875 
1 516 
1 304 
1 121 
1 064 


1 833 
721 
462 
491 
140 
19 


955 

142 

271 

328 

155 

59 


1 833 
287 
117 
113 
332 
344 
381 
259 


955 

528 

98 
88 

99 
43 
46 
53 













































































































23-46 


State and Small Areas 


Table 15.—OccuPANcy Characteristics, for SMSA’s, Places of 50,000 Inhabitants or More, 
Urban Balance, Rural Total, and Urbanized Areas: I960—Con. 

[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Population Persons per Room 

Persons Year Moved into Unit 


standard metropolitan statistical areas—con. 


LAWRENCE-HAVERHILL 


SUBJECT 

THE AREA 

MASSACHUSETTS PORTION 

NEW 

HAMPSHIRE PORTION 

TOTAL 

LAWRENCE 

URBAN 

BALANCE 

RURAL 

TOTAL 

URBAN 

RURAL 

POPULATION 















POPULATION IN HOUSING UNITS. 1960. 





185 

379 

173 

428 

69 100 

92 542 

11 786 

a 951 

3 250 

0 701 

PER occupied unit . 






3.2 


3,1 

3.0 

3.2 

3.5 

3.4 

3.2 

3.4 

OWNER. 






3.4 


3.4 

3.3 

3.5 

3.6 

3.4 

3.4 

3.5 

RENTER . 






2.9 


2.9 

2.9 

2.8 

3.1 

2.9 

2.6 

3.1 

POPULATION IN DWELLING UNITS. 1950 





177 

175 

170 

288 

77 684 

• • • 

» % t 

6 087 

t t t 

t t • 

PER OCCUPIED UNIT. 






3.3 


3.3 

3,3 

• • • 

••• 

3t5 

•t t 

t t « 

ALL OCCUPIED UNITS ..... 





58 

655 

55 

106 

22 922 

28 B39 

3 345 

3 549 

1 009 

2 540 

PERSONS 















OWNER OCCUPIED . 





30 

635 

27 

609 

7 257 

17 458 

2 B94 

3 026 

803 

2 223 

1 PERSON . 





2 

482 

2 

268 

712 

1 373 

183 

214 

71 

143 

2 PERSONS. 





8 

506 

7 

659 

2 097 

4 770 

792 

847 

247 

600 

3 PERSONS. 





6 

481 

5 

851 

1 641 

3 674 

536 

630 

157 

473 

4 PERSONS. 





5 

820 

5 

202 

1 235 

3 390 

577 

618 

139 

479 

5 PERSONS. 





3 

721 

3 

342 

B14 

2 107 

421 

379 

109 

270 

6 PERSONS. 





2 

176 

1 

971 

441 

1 303 

227 

205 

32 

173 

7 PERSONS. 






817 


736 

173 

469 

94 

B1 

24 

57 

B PERSONS OR MORE. 






632 


580 

144 

372 

64 

52 

24 

26 

MEDIAN . 

• 

• 

• 

• 


3.2 


3.2 

3.0 

3.2 

3.4 

3.2 

3.0 

3.3 

RENTER OCCUPIED.. 





28 

020 

27 

497 

15 665 

11 381 

451 

523 

206 

317 

1 PERSON . 





5 

856 

5 

767 

3 128 

2 541 

9B 

89 

48 

41 

2 PERSONS. 





8 

322 

B 

IBO 

4 661 

3 423 

96 

142 

61 

B1 

3 PERSONS. 





5 

316 

5 

192 

3 009 

2 126 

57 

124 

39 

65 

4 PERSONS. 





4 

212 

4 

HO 

2 428 

1 579 

103 

102 

43 

59 

5 PERSONS. 





2 

329 

2 

2B3 

1 362 

B64 

57 

46 

10 

36 

6 PERSONS. 





1 

146 

1 

143 

642 

473 

2B 

3 

• t • 

3 

7 PERSONS. 






502 


489 

262 

219 

B 

13 

5 

6 

B PERSONS OR MORE. ........ 






337 


333 

173 

156 

4 

4 

... 

4 

MEDIAN . 

• 

• 

• 

• 


2.5 


2.5 

2.5 

2.4 

3.1 

2.7 

2.4 

2.9 

PERSONS PER ROOM 















OWNER OCCUPIED . 





30 

635 

27 

609 

7 257 

17 458 

2 894 

3 026 

803 

2 223 

0.50 OR less . 





14 

952 

13 

676 

3 753 

8 560 

1 363 

1 276 

376 

900 

0.51 TO 0.75 . 





7 

859 

7 

105 

1 717 

4 518 

870 

754 

178 

576 

0,76 TO 1.00 . 





6 

305 

5 

523 

1 441 

3 556 

526 

782 

220 

562 

1.01 TO 1.50 . 





1 

3B2 

1 

IBO 

32B 

745 

107 

202 

29 

173 

1.51 OR MORE . 


• 




137 


125 

IB 

79 

2B 

12 

• • • 

12 

RENTER OCCUPIED . 





2B 

020 

27 

497 

15 665 

11 381 

451 

523 

206 

317 

0.50 OR LESS . 


• 



13 

581 

13 

364 

7 654 

5 515 

195 

217 

103 

114 

0.51 TO 0.75 . 


• 



6 

226 

6 

081 

3 453 

2 532 

96 

145 

56 

89 

0.76 TO 1.00 . 


• 



6 

336 

6 

220 

3 535 

2 558 

127 

116 

37 

79 

1.01 TO 1.50 . 


• 



1 

633 

1 

592 

902 

657 

33 

41 

10 

31 

1.51 OR MORE . 


• 




244 


240 

121 

119 

tat 

4 

t t t 

4 

YEAR MOVED INTO UNIT 















OWNER OCCUPIED . 

• 




30 

635 

27 

609 

7 257 

17 458 

2 894 

3 026 

803 

2 223 

1959 TO march 1960 . 

• 




2 

805 

2 

238 

511 

1 369 

35B 

567 

164 

403 

1958 . 





1 

982 

1 

666 

373 

1 055 

23B 

316 

72 

244 

1957 . 





1 

948 

1 

720 

396 

1 078 

246 

22B 

48 

IBO 

1954 TO 1956 . ... 





5 

131 

4 

577 

973 

2 882 

722 

554 

131 

423 

1950 TO 1953 . 





4 

561 

4 

103 

923 

2 795 

385 

45B 

119 

339 

1940 TO 1949 . 





6 

259 

5 

739 

1 542 

3 734 

463 

520 

157 

363 

1939 OR EARLIER. 





7 

949 

7 

566 

2 539 

4 545 

482 

383 

112 

271 

renter OCCUPIED. 





28 

020 

27 

497 

15 665 

11 381 

451 

523 

206 

317 

1959 TO MARCH 1960 . 





5 

894 

5 

700 

2 917 

2 652 

131 

194 

47 

147 

1958 . 





3 

127 

3 

044 

1 591 

1 373 

80 

83 

34 

49 

1957 . 





2 

669 

2 

615 

1 437 

1 143 

35 

54 

39 

15 

1954 TO 1956 . 





4 

739 

4 

678 

2 674 

1 933 

71 

61 

22 

39 

1950 TO 1953 .. . 





3 

631 

3 

585 

2 147 

1 385 

53 

46 

35 

11 

1940 TO 1949 . 





4 

018 

3 

966 

2 259 

1 650 

57 

52 

19 

33 

1939 OR EARLIER. ... . 





3 

942 

3 

909 

2 640 

1 245 

24 

33 

10 

23 
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Table 15. —Occupancy CHARACTERisTtcs, for SMSA’s, Piaces of 50,000 Inhabitants or More, 
Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text “U” denotes an unincorporated place. “UT" denotes an urban town] 


Population 

Persons 


Persons per Room 
Year Moved into Unit 


SUBJECT 


POPULATION 


POPULATION IN HOUSING UNITSi 1960, 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITS* 1950 
PER OCCUPIED UNIT. 

ALL OCCUPIED UNITS . . . . . 


PERSONS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. .... 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 

RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 

RENTER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 

1958 . 

1957 . 

1954 TO 1956 . . . 
1950 TO 1953 . . . 
19.40 TO 1949 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 

1959 TO MARCH I960 

1958 . 

1957 . 

1954 TO 1956 . . . 
1950 TO 1953 ... 

1940 TO 1949 . . . 
1939 OR EARLIER. . 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


LOWELL 


THE AREA 

LOWELL 

URBAN 

BALANCE 

RURAL 

the AREA 

NEW 

BEDFORD 

urban 

BALANCE 

rural 

154 882 

91 004 

28 444 

35 434 

141 272 

100 977 


16 177 

3.4 

3.2 

3.7 

3.9 

3.0 

2.9 

3.3 

3.3’ 

3.8 

3.6 

3.8 

4.0 

3.2 

3.2 

3.4 

3.4 

2.9 

2.6 

3.3 

3.4 

2.8 

2.8 

3.1 

3.1 

129 237 

93 522 

• • • 

• • • 

139 170 

106 694 



3.5 

3.5 

... 

... 

3.3 

3.2 


••• 

45 258 

28 454 

7 707 

9 097 

46 742 

34 569 

7 329 

4 844 

26 966 

12 615 

6 302 

8 049 

22 872 

13 513 

5 523 

3 836 

1 898 

1 097 

397 

404 

2 344 

1 528 

488 

328 

6 164 

3 187 

1 394 

1 583 

7 034 

4 294 

1 600 

1 140 

5 022 

2 380 

1 242 

1 400 

4 647 

2 820 

1 107 

720 

5 299 

2 194 

1 305 

1 800 

4 150 

2 259 

1 107 

784 

4 059 

1 683 

935 

1 441 

2 505 

1 410 

643 

452 

2 436 

1 140 

532 

764 

1 304 

772 

324 

208 

1 129 

499 

267 

363 

489 

243 

126 

120 

959 

435 

230 

294 

399 

187 

128 

84 

3.6 

3.4 

3.6 

3.9 

2.9 

2.8 

3.1 

3.1 

18 292 

15 839 

1 405 

1 048 

23 870 

21 056 

1 806 

1 008 

4 245 

3 898 

216 

131 

5 536 

5 041 

305 

190 

4 959 

4 346 

362 

251 

6 701 

6 018 

452 

231 

3 264 

2 801 

268 

195 

4 810 

4 145 

445 

220 

2 682 

2 223 

233 

226 

3 392 

2 924 

301 

167 

1 616 

1 324 

163 

129 

1 836 

1 591 

156 

89 

855 

683 

99 

73 

876 

732 

66 

78 

344 

290 

36 

18 

355 

303 

40 

12 

327 

274 

28 

25 

364 

302 

41 

21 

2.5 

2.4 

3.0 

3.2 

2.5 

2.4 

2.8 

2.9 

26 966 

12 615 

6 302 

8 049 

22 872 

13 513 

5 523 

3 836 

11 252 

6 290 

2 399 

2 563 

12 326 

7 683 

2 727 

1 916 

6 610 

3 093 

1 566 

1 951 

5 574 

3 260 

1 406 

908 

6 746 

2 481 

1 748 

2 517 

3 970 

2 122 

1 096 

752 

2 062 

681 

498 

883 

872 

414 

242 

216 

296 

70 

91 

135 

130 

34 

52 

44 

18 292 

15 839 

1 405 

1 048 

23 870 

21 056 

1 806 

1 00a 

7 960 

7 019 

547 

394 

12 168 

10 918 

780 

470 

3 996 

3 454 

350 

192 

5 400 

4 633 

527 

240 

4 748 

4 066 

353 

329 

4 788 

4 205 

386 

197 

1 323 

1 079 

140 

104 

1 273 

1 099 

81 

93 

265 

221 

15 

29 

241 

201 

32 

8 

26 966 

12 615 

6 302 

8 049 

22 872 

13 513 

5 523 

3 836 

2 597 

936 

600 

1 061 

1 645 

844 

429 

372 

1 773 

690 

414 

669 

1 257 

678 

307 

272 

1 660 

624 

437 

599 

1 356 

776 

336 

244 

5 373 

1 773 

1 178 

2 422 

3 543 

1 871 

964 

700 

4 335 


1 302 

1 230 

3 637 

2 017 

972 

648 

5 157 


1 145 

1 005 

5 400 

3 378 

1 294 

728 

6 071 

3 782 

1 226 

1 063 

6 034 

3 949 

1 221 

864 

18 292 

15 839 

1 405 

1 048 

23 870 

21 056 

1 806 

1 008 

4 455 

3 610 

425 

420 

5 260 

4 470 

471 

319 

2 598 

2 313 

172 

113 

2 834 

2 428 

274 

132 

1 595 

1 388 

135 

72 

2 453 

2 198 

168 

87 

2 980 

2 587 

226 

167 

4 053 

3 628 

274 

151 

2 064 

1 812 

144 

108 

2 764 

2 391 

249 

124 

2 386 

2 087 

181 

118 

3 095 

2 775 

204 

116 

2 214 

2 042 

122 

50 

3 411 

3 166 

166 

79 


NEW BEDFORD 
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State and Small Areas 


Table 15. —Occupancy Characteristics, tor SMSA’s, Places of 50,000 Inhabitants or More, 
Urban Balance, Rural Total, and Urbanized Areas; I960 — Con. 

[Based on sample; see text “U” denotes an unincorporated place. “UT” denotes an urban town] 


Population 

Persons 


Pcisons per Room 
Year Moved into Unit 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SUBJECT 

.PITTSFIELD 1 

provioence-pawtucket 

THE 

AREA 

PITTS¬ 

FIELD 

URBAN 

BALANCE 

RURAL 

THE 

AREA 


MASSACHUSETTS PORTION 

RHODE 

ISLAND 

PORTION 

TOTAL 

urban 

rural 

POPULATION 




■■ 






population in HOUSING UNITSi I960. .... 

72 928 

56 994 

7 227 


791 064 

709 285 

81 779 

49 403 

32 376 

PER OCCUPIED UNIT. 

3.3 

3.2 

3.5 


3.2 

3.2 

3.4, 

3.3 

3.5 

OWNER. 

3.5 

3.5 

3.6 


3.4 

3.4 

3.6 

3.5 

3.7 

RENTER . 

3.0 

2.9 

3.2 


2.9 

2.9 

2.9 

2.9 

3.1 

population IN DWELLING UNITSt 1950 .... 


51 961 

• 9 « 


728 062 

662 931 

65 131 

• • • 

f • t 

PER OCCUPIED UNIT. 


3.4 



3.3 

3.3 

3.4 

... 

... 

ALL OCCUPIED UNITS . 

22 246 

17 632 

2 082 

2 532 

H 

223 664 

24 158 

15 027 

9 131 

PERSONS 










OWNER OCCUPIED . 

13 548 

10 267 

1 360 


137 354 

120 617 

16 737 

9 431 


1 PERSON . 

987 

728 

96 


11 156 

9 858 

1 298 

848 


2 PERSONS. 

3 745 

2 899 

338 


38 145 

33 829 

4 316 

2 476 


3 PERSONS. 

2 695 

2 100 

259 


28 029 

24 B19 

3 210 

1 689 

1 521 

4 PERSONS. 

2 621 

1 967 

267 


27 088 

23 893 

3 195 

1 853 

1 342 

5 PERSONS.... 

1 904 

1 441 

199 


17 607 

15 271 

2 '336 

1 292 

1 044 

6 PERSONS. 

947 

676- 



B 744 

7 423 

1 321 

681 

640 

7 PERSONS. 

396 

277 


76 

3 900 

3 250 

650 

381 

269 

B PERSONS OR MORE. 

253 

179 


45 

2 685 

2 274 

411 

211 

200 

MEDIAN . 

3.3 

3.2 


3.4 

3.2 

3.2 

3.4 

3.3 

3.4 

RENTER OCCUPIED. 

8 698 

7 365 

722 

611 

110 468 

103 047 

7 421 

5 596 

1 825 

1 PERSON . 

1 855 

1 670 

90 

95 

22 835 

21 265 

1 570 

1 250 

320 

2 PERSONS.. 

2 414 

2 007 

222 

185 

31 120 

29 138 

1 982 

1 500 

4B2 

3 PERSONS. 

1 575 

1 30B 

153 

114 

22 520 

20 915 

1 605 

1 21B 

387 

4 PERSONS.'. . . 

1 241 

1 036 

96 

109 

17 135 

16 022 

1 113 

767 

346 

5 PERSONS. 

895 

736 

97 

62 

AIM 

8 668 

596 

449 

147 

6 PERSONS. 

420 

354 

35 

31 

rjl 

3 822 

269 

210 

59 

7 PERSONS. 

158 

132 

19 

7 


1 673 

177 

145 

32 

B PERSONS OR MORE. 

140 

122 

10 

8 

1 653 

1 544 

109 

57 

52 

MEDIAN.. 

2.6 

2.5 

2.8 

2.7 

2.6 

2.6 

2.6 

2.5 

2.8 

PERSONS PER ROOM 










OWNER OCCUPIED ... . 

13 548 

10 267 

1 360 

1 921 

137 354 

120 617 

16 737 

9 431 

7 306 

0.50 OR LESS.. 

6 626 

5 019 

684 

923 

64 748 

57 364 

7 384 

4 273 

3 111 

0.51 TO 0.75 . 

3 309 

2 593 

312 

404 

33 701 

29 579 

4 122 

2 282 

1 840 

0.76 TO 1.00 . 

2 915 

2 169 

286 

460 

30 511 

26 629 

3 BB2 

2 224 

1 658 

1.01 TO 1.50 . 

658 

467 

74 

117 

7 483 

6 322 

1 161 

551 

610 

1.51 OR MORE . 

40 

19 

4 

17 

911 

723 

IBB 

101 

87 

RENTER OCCUPIED. 

a 698 

7 365 

722 

611 

110 46B 

103 047 

7 421 

5 596 

1 825 

0.50 OR LESS... 

3 647 

3 073 

281 

293 

48 173 

44 896 

3 277 

2 511 

766 

0.51 TO 0.75 . 

2 212 

1 807 

247 

158 

27 378 

25 534 

1 844 

1 413 

431 

0.76 TO 1.00 . 

2 139 

1 887 

123 

129 

26 350 

24 589 

1 761 

1 270 

491 

1.01 TO 1.50. 

597 

517 

61 

19 

6 988 

6 546 

442 

344 

98 

1.51 OR MORE . 

103 

81 

10 

12 

1 579 

1 4B2 

97 

58 

39 

YEAR MOVED INTO UNIT 










OWNER OCCUPIED . 

13 548 

10 267 

1 360 

1 921 

137 354 

120 617 

16 737 

9 431 

7 306 

1959 TO MARCH 1960 . 

1 240 

857 

115 

268 

11 .875 

10 210 

1 665 

758 

907 

1958 . 

892 

665 

73 

154 

8 102 

7 033 

1 069 

537 

532 

1957 . ......... 

795 

564 

96 

135 

8 648 

7 450 

1 198 

603 

595 

1954 TO 1956 . 

2 393 

1 772 

192 

429 

22 291 

19 321 

a 970 

1 576 

1 394 

1950 TO 1953 ... 

2 262 

1 796 

250 

236 

23 926 

21 327 

2 599 

1 483 

1 116 

1940 TO 1949 . 

2 842 

2 182 

302 

358 

29 307 

25 777 

3 530 

2 117 

1 413 

1939 OR EARLIER. 

3 124 

2 431 

352 

341 

33 205 

29 499 

3 706 

2 357 

1 349 

renter OCCUPIED. 

B 698 

7 365 

722 

611 

110 468 

103 047 

7 421 

5 596 

1 825 

1959 TO MARCH I960 . 

2 333 

1 959 

205 

171 

27 465 

25 466 

1 999 

1 454 

545 

1958 . 

1 055 

915 

69 

71 

13 693 

12 780 

913 

684 

229 

1957 .... 

797 

663 

67 

67 

11 048 

10 324 

724 

523 

201 

1954 TO 1956 . 

1 576 

1 374 

110 

92 

19 281 

17 977 

1 304 

1 008 

296 

1950 TO 1953 ... 

1 098 

922 

112 

64 

12 862 

12 074 

7B8 

649 

139 

1940 TO 1949 .. 

1 021 

842 

90 

89 

13 243 

12 407 

B36 

634 

202 

1939 OR EARLIER. ... 

_i 

816 

690 

69 

57 

12 876 

12 01^ 

•as7 

«44 

213 
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Table 15. —Occupancy Characteristics, tor SMSA’s, Places ot 50,000 Inhabitants or More, 
Urban Balance, Rural Total, and Urbanized Areas: I960— Con. 

[Based on sample; see text. "U” denotes an unincorporated place. “UT” denotes an urban town] 


Population Persons per Room 

Persons Year Moved into Unit 


subject 


population 

population in HOUSINQ UNlTSt 1960. 

PER OCCUPIEO UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITS. 1950 
PER OCCUPIED UNIT. 

ALL OCCUPIED UNITS . 

PERSONS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

T PERSONS. .... 
a PERSONS OR MORE. 

MEDIAN . 

RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. ..... 

5 PERSONS. 

5 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 


PERSONS per room 


OWNER OCCUPIED 
0.50 OR LESS . , . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
1.01 TO 1.50 . . . 
1.51 OR MORE . . . 

RENTER OCCUPIEO 
0.50 OR LESS . . . 
0.51 TO 0.75 . . . 
0.76 TO 1.00 . . . 
■1.01 TO 1.50 . . . 
1.51 OR more . . . 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1959 TO MARCH 1960 
195S. 

1957 .. . 

1954 TO 1956 . . . 
1950 TO 1953 . . . 
1940 TO 1949 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIEO 
1959 TO MARCH i960 

1958 .. . 

1957 . 

1954,TO 1956 . . . 
1950 TO 1953 . . , 

1940 TO 1949 ... 
1939 Oft eARLlER. . 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SPRINQFIELD-CHICOPEE-HOLYOKE 


THE 

AREA 

PLACES 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

WORCESTER 

URBAN 

BALANCE 

rural 

CHICOPEE 

HOLYOKE 

SPRING- 

FIELD 

460 

128 

58 

044 

50 

975 

171 

653 

128 

555 

50 

901 

309 

459 

176 845 

65 429 

67 185 


3.2 


3.4 


2.9 


3,1 


3.3 


3.5 


3.3 

3.1 

3.4 

3.6 


3.5 


3.6 


3.4 


3.5 


3.5 


3.6 


3.5 

3.4 

3.6 

3.7 


2.8 


3.2 


2.7 


2.8 


2.8 


3.1 


2.9 

2.9 

3.0 

3.2 

389 

630 

45 

391 

52 

622 

154 

633 


• • • 


. • • 

282 

77D 

188 723 

t t - 

• • • 


3.4 


3.6 


3.2 


3.3 


... 


... 


3.4 

3.4 

.. .• 

... 

142 

861 

16 

8B6 

17 

432 

55 

020 

39 

073 

14 

450 

94 

680 

56 708 

19 251 

18 721 

81 

549 

9 

308 

5 

396 

27 

649 

26 

928 

12 

268 

53 

636 

25 154 

13 930 

14 552 

5 

804 


SB2 


467 

2 

059 

2 

020 


676 

3 

817 

2 032 

988 

797 

21 

379 

2 

068 

1 

588 

7 

537 

7 

129 

3 

057 

14 

378 

7 399 

3 432 

3 547 

16 

812 

2 

022 

1 

104 

5 

676 

5 

414 

2 

596 

10 

912 

5 149 

2 852 

2 911 

16 

753 

2 

093 

1 

102 

5 

473 

5 

470 

2 

615 

10 

548 

4 672 

2 799 

3 077 

11 

344 

1 

440 


586 

3 

603 

3 

761 

1 

954 

7 

270 

2 947 

2 162 

2 161 

5 

527 


686 


266 

1 

911 

1 

930 


734 

3 

908 

1 722 

1 018 

1 168 

2 

193 


233 


168 


749 


710 


333 

1 

627 

689 

434 

504 

1 

737 


184 


115 


641 


494 


303 

1 

176 

544 

245 

387 


3.3 


3.5 


3.1 


3.2 


3.3 


3.4 


3.3 

3.1 

3.4 

3.5 

61 

312 

7 

578 

12 

036 

27 

371 

12 

145 

2 

182 

41 

044 

31 554 

5 321 

4 169 

14 

111 


881 

2 

999 

7 

225 

2 

648 


358 

a 

320 

6 744 

971 

605 

17 

235 

2 

013 

3 

474 

7 

924 

3 

310 


514 

11 

631 

9 005 

1 520 

1 106 

11 

471 

1 

721 

2 

251 

4 

427 

2 

504 


568 

7 

999 

6 082 

1 084 

833 

9 

104 

1 

502 

1 

626 

3 

704 

1 

902 


370 

6 

239 

4 604 

901 

734 

5 

176 




882 

2 

187 

1 

041 


201 

3 

828 

2 859 

483 

486 

2 

474 




523 


997 


474 


115 

1 

646 

1 244 

205 

197 


940 




170 


454 


161 


27 


733 

562 

85 

86 


801 




111 


453 


105 


29 


648 

454 

72 

122 


2.5 




2.4 


2.3 


2.5 


2.9 


2.6 

2.5 

2.7 

2.9 

81 

549 

9 

308 

5 

396 

27 

649 

26 

928 

12 

268 

53 

636 

25 154 

13 930 

14 552 

36 

322 

3 

319 

2 

885 

12 

475 

12 

390 

5 

253 

24 

987 

12 984 

5 948 

6 055 

20 

467 

2 

253 

1 

347 

6 

909 

6 

691 

3 

267 

13 

472 

5 948 

3 686 

3 838 

19 

490 

2 

844 


941 

6 

519 

6 

221 

2 

965 

11 

832 

4 913 

3 463 

3 456 

4 

762 


824 


195 

1 

584 

1 

460 


699 

2 

963 

1 182 

756 

1 025 


508 


68 


28 


162 


166 


84 


382 

127 

77 

178 

61 

312 

7 

578 

12 

036 

27 

371 

12 

145 

2 

182 

41 

044 

31 554 

5 321 

4 169 

25 

748 

2 

414 

5 

403 

11 

872 

5 

135 


924 

10 

848 

14 817 

2 361 

1 670 

14 

279 

2 

009 

2 

636 

. 6 

054 

2 

982 


598 

9 

478 

7 031 

1 327 

1 120 

16 

313 

2 

321 

2 

988 

7 

304 

3 

197 


503 

9 

947 

7 690 

1 236 

1 021 

4 

085 


727 


877 

1 

666 


689 


126 

2 

265 

1 636 

343 

286 


887 


107 


132 


475 


142 


31 


506 

380 

54 

72 

81 

549 

9 

308 

5 

396 

27 

649 

26 

928 

12 

268 

53 

636 

25 154 

13 930 

14 552 

6 

968 


803 


383 

2 

216 

2 

230 

1 

336 

3 

937 

1 383 

1 123 

1 431 

5 

094 


562 


319 

1 

619 

1 

623 


971 

3 

193 

1 245 

781 

1 167 

5 

375 


599. 


328 

1 

884 

1 

580 


984 

3 

217 

1 283 

838 

1 096 

15 

371 

1 

728 


888 

5 

816 

4 

520 

2 

419 

9 

689 

3 680 

2 918 

3 091 

14 

568 

1 

516 


761 

5 

027 

4 

987 

2 

277 

9 

771 

4 392 

2 089 

2 490 

16 

529 

2 

000 

1 

026 

5 

687 

5 

696 

2 

120 

11 

307 

6 021 

2 600 

2 686 

17 

644 

2 

100 

1 

691 

5 

400 

6 

292 

2 

161 

12 

522 

7 150 

2 781 

2 591 

61 

312 

7 

578 

12 

036 

27 

371 

12 

145 

2 

182 

41 

044 

31 554 

5 321 

4 169 

16 

791 

2 

423 

2 

729 

7 

672 

3 

304 


663 

10 

175 

7 801 

1 407 

967 

6 

989 


796 

1 

283 

3 

166 

1 

396 


348 

4 

956 

3 659 

709 

588 

5 

506 


730 

1 

019 

2 

496 

1 

122 


131 

3 

736 

2 961 

456 

319 

9 

880 

1 

021 

1 

998 

4 

608 

1 

962 


291 

7 

179 

5 383 

1 016 

780 

6 

551 


747 

1 

050 

3 

052 

1 

452 


250 

4 

802 

3 722 

613 

467 

7 

945 

1 

009 

I 

613 

3 

405 

1 

611 


307 

5 

068 

3 923 

619 

526 

7 

650 


844 

2 

344 

2 

972 

1 

298 


192 

5 

128 

4 105 

501 

522 


WORCESTER 







































































































23-50 


State and Small Areas 


Table 15. —Occupancy Characteristics, for SMSA’s, Places of 50,000 Inhabitants or More, Population Person p« Room 

Umak Bala^^cb, Rukal Totai.. and UMANI2ED Ahbab: 1960-Cod 
[Based on sample; see text “U" denotes an unincorporated place. “UT” denotes an urban town] 


URBANIZED AREAS 


SUBJECT 

BOSTON 


FALL RIVER 


LAWRENCE- 

HAVERHILL 

BROCKTON 

TOTAL 

MASSACHUSETTS 

PORTION 

FITCHBURG- 

LEOMINSTER 

TOTAL 

MASSACHUSETTS 

PORTION 

POPULATION 









POPULATION IN HOUSING UNITS. 1960. 

2 333 

641 

108 251 

123 095 

117 088 

71 699 

164 351 

163 429 

PER OCCUPIED UNIT. 


3.2 

3.2 

3.1 

3.1 

3*3 

3t 1 

3.1 

OWNER. 


3.6 

3.5 

3.4 

3.4 

3.5 

3.4 

3.4 

RENTER . 


2.8 

2.7 

2.9 

2.9 

3.0 

2.9 

2.9 

POPULATION IN DWELLING UNITS. 1950 .... 

2 116 

329 

89 746 

115 352 

• % « 

• • 8 

« t • 

* % * 

PER OCCUPIED UNIT. 


3.5 

3.2 

3.4 

• • • 

... 

• • • 

... 

ALL OCCUPIED UNITS . 

725 

366 

33 749 

39 629 

37 775 

21 992 

52 587 

52 328 

PERSONS 









OWNER OCCUPIED . 

363 

754 

20 821 

15 642 

14 230 

11 862 

25 309 

25 104 

1 PERSON . 

25 

731 

1 635 

1 331 

1 270 

895 

2 150 

2 150 

2 PERSONS. 

90 

014 

5 349 

4 287 

3 897 

3 359 

7 068 

6 988 

3 PERSONS. 

72 

488 

4 016 

3 397 

2 996 

2 397 

5 390 

5 355 

4 PERSONS. 

72 

637 

4 241 

3 043 

2 744 

2 123 

4 714 

4 690 

5 PERSONS. 

52 

962 

3 006 

1 895 

1 739 

1 617 

3 009 

2 976 

6 PERSONS. 

27 

887 

1 397 

972 

907 

764 

1 774 

1 766 

7 PERSONS. 

12 

243 

741 

412 

380 

446 

662 

650 

a PERSONS OR MORE. 

9 

792 

436 

305 

297 

261 

542 

529 

MEDIAN . . 


3.4 

3.4 

3.1 

3.2 

3.2 

3.1 

3.1 

renter OCCUPIED. 

361 

612 

12 928 

23 987 

23 545 

10 130 

27 278 

27 224 

1 PERSON . 

86 

459 

3 456 

4 608 

4 550 

1 858 

5 692 

5 688 

2 PERSONS.. 

103 

331 

3 698 

6 645 

6 489 

2 862 

8 167 

8 151 

3 PERSONS.. 

66 

008 


5 313 

5 231 

2 067 

5 193 

5 172 

'4 PERSONS.. 

50 

702 


3 899 

3 812 

1 688 

4 060 

4 047 

5 PERSONS.. . . . 

29 

399 

936 

1 935 

1 899 

832 

2 230 

2 230 

6 PERSONS. 

14 

345 

416 

870 

862 

452 

1 115 

1 llS 

7 PERSONS. 

6 

057 

184 

385 

370 

217 

488 

483 

8 PERSONS OR MORE. 

5 

311 

128 

332 

332 

154 

333 

333 

MEDIAN. 


2.4 

2.3 

2.6 

2.6 

2.7 

2.5 

2.5 

PERSONS PER ROOM 









OWNER OCCUPIED . 

363 

754 

20 821 

15 642 

14 230 

11 862 

25 309 

25 104 

0.50 OR LESS . 

175 

386 

9 268 

7 439 

6 834 

5 460 

12 628 

12 526 

0.51 TO 0.75 . 

97 

257 

5 179 

4 122 

3 713 

3 007 

6 354 

6 317 

0.76 TO 1.00... 

72 

799 

4 983 

3 192 

2 866 

2 528 

5 121 

5 068 

1.01 TO 1.50 . 

16 

682 

1 274 

805 

737 

790 

1 109 

1 096 

1.51 OR MORE . 

1 

630 

117 

84 

80 

77 

97 

97 

RENTER OCCUPIED. 

361 

612 

12 928 

23 987 

23 545 

10 130 

27 278 

27 224 

0.50 OR LESS . 

153 

338 

5 779 

10 862 

10 658 

3 673 

13 276 

15 252 

0.51 TO 0.75 . 

87 

661 

2 976 

6 009 

5 910 

2 483 

6 046 

6 029 

0.76 TO 1.00.. . . . . 

91 

488 

3 215 

5 253 

5 141 

2 913 

6 149 

6 136 

1.01 TO 1.50 . 

23 

125 

760 

1 511 

1 491 

840 

1 563 

1 563 

1.51 OR MORE . 

6 

000 

198 

352 

345 

221 

244 

244 

YEAR MOVED INTO UNIT 









OWNER OCCUPIED . 

363 

754 

20 821 

15 642 

14 230 

11 862 

25 309 

25 104 

1959 TO MARCH 1960 . 

30 

134 

2 470 

1 044 

939 

1 on 

1 927 

1 910 

1958 .. . . . . 

22 

463 

1 461 

785 

720 

680 

1 465 

1 461 

1957 . 

21 

392 

1 180 

898 

798 

605 

1 495 

1 487 

1954 TO 1956 ..... . 

63 

916 

3 520 

2 453 

2 124 

1 765 

3 958 

3 918 

1950 TO 1953 . 

59 

974 

3 071 

2 721 

2 419 

1 871 

3 814 

3 767 

1940 TO 1949 . 

76 

971 

3 865 

3 452 

3 185 

2 671 

5 421 

5 372 

1939 OR earlier. 

88 

904 

5 254 

4 289 

4 045 

3 259 

7 229 

7 189 

RENTER OCCUPIED. 

361 

612 

12 928 

23 987 

23 545 

10 130 

27 278 

27 Z24 

1959 TO MARCH 1960 . 

94 

145 

3 485 

4 463 

4 335 

3 016 

5 625 

5 613 

1958 ... . 

45 

518 

, 1 700 

2 680 

2 611 

' 1 234 

3 oo6 

2 999 

1957 . 

35 

209 

1 292 

2 362 

2 314 

875 

2 584 

2 584 

1954 TO 1956 .. 

64 

576 

2 073 

4 491 

4 446 

1 516 

4 665 

4 657 

1950 TO 1953 .. . . . . 

41 

350 

1 452 

3 037 

2 978 

1 304 

3 572 

3 547 

1940 TO 1949 . 

44 

239 

1 535 

3 161 

3 105 

1 121 

3 932 

3 932 

1939 OR EARLIER. 

36 

575 

1 391 

3 793 

3 756 

1 064 

3 892 

3 892 































































































Massachusetts 


23-51 


I 


Table 15. —Occupancy Characteristics, for SMSA’s, Places of 50,000 Inhabitants or More, Population Persons per Room 

Urban Balance, Rural Total, and Urbanized Areas; 1960—Con. Persons Year Moved into Unit 

[Based on sample; see text. "U” denotes an unincorporated place. “UT" denotes an urban town] 


URBANIZED AREAS—CON. 


subject 

LOWELL 

NEW BEDFORD 


SPRINGFIELD-CHICOPEE-HOLYOKE 

WORCESTER 

1 

PITTSFIELD 

TOTAL 

MASSACHUSETTS 

PORTION 

POPULATION 







i: 

POPULATION IN HOUSING UNlTSt 1960. .... 

117 320 

125 095 

61 276 

433 591 

402 374 

215 383 


PER OCCUPIED UNIT. 

3,3 

3.0 

3.2 

3,2 

3.2 

3.2 


OWNER.. . . . . 

3.7 

3.2 

3.4 

3.5 

3.5 

3.4 


renter.. 

2.9 

2.8 

2.9 

2.8 

2.8 

2.9 

i ; ^ 

population IN OWELLING UNITS. 1950 .... 

102 914 

122 812 

• t • 

• • t 

• • # 

204 488 


PER OCCUPIED UNIT . 

3.5 

3.2 

... 

... 

... 

3.4 

y 

ALL OCCUPIED UNITS . 

35 636 

41 898 

18 943 

134 735 

126 272 

67 873 

'1 

r i' 

PERSONS 







; 

OWNER OCCUPIED .. . 

18 467 

19 036 

11 117 

74 444 

67 933 

34 290 

1 

1 PERSON . 

1 475 

2 016 

all 

5 220 

4 989 

2 584 

1 

2 PERSONS. ... 

4 494 

5 894 

3 150 

19 124 

17 934 

9 626 


3 PERSONS. 

3 539 

3 927 

2 246 

15 287 

13 968 

7 126 


a PERSONS. 

3 421 

3 366 

2 136 

15 653 

13 882 

6 586 


5 PERSONS. 

2 511 

2 053 

1 564 

10 490 

9 241 

4 362 


6 PERSONS. . ... . 

1 640 

1 096 

731 

5 132 

4 683 

2 406 


T PERSONS . 

758 

369 

293 

2 007 

1 831 

924 


a PERSONS OR MORE . 

629 

315 

186 

1 531 

1 405 

676 


MEDIAN . . 

3.4 

2.9 

3.2 

3.3 

3.3 

3.2 


RENTER OCCUPIED . 

17 169 

22 862 

7 826 

60 291 

58 339 

33 583 

j 

1 PERSON . 

4 107 

5 346 

1 718 

13 929 

13 635 

7 066 

1 

2 PERSONS . 

4 68a 

6 470 

2 159 

16 950 

16 476 

9 589 

< * 

3 PERSONS . 

3 057 

4 590 

1 402 

11 163 

10 727 

6 581 

\ 

A PERSONS . 

2 436 

3 225 

1 099 

8 918 

8 581 

4 949 


5 PERSONS . 

1 487 

1 747 

800 

5 124 

4 931 

2 996 


6 PERSONS . 

774 

798 

374 

2 423 

2 316 

1 330 

^ 1 

7 PERSONS . 

318 

343 

148 

977 

90S 

595 

r i 

a PERSONS OR MORE. 

302 

343 

126 

807 

768 

477 

;1 

MEDIAN . 

2.5 

2.4 

2.5 

2.5 

2.4 

2.5 

^ 1 

PERSONS PER ROOM 







; 


OWNER OCCUPIED.. . 

18 467 

19 036 

11 117 

74 444 

67 933 

34 290 

1 

! 

0.50 OR LESS . 

8 351 

10 410 

5 476 

32 325 

30 384 

16 702 

1 


0.51 TO 0.75 . 

4 562 

4 666 

2 778 

18 411 

16 884 

8 432 


1 

0.76 TO 1.00 . 

4 086 

3 218 

2 353 

18 681 

16 246 

7 295 


r 

1.01 TO 1.50 .. 

1 119 

656 

491 

4 562 

4 015 

1 697 

1 

r 

1.51 OR MORE ... 

149 

86 

19 

465 

404 

164 

i 

1 

RENTER OCCUPIED . 

17 169 

22 862 

7 826 

60 291 

58 339 

33 583 

L. 1 

1 

0.50 OR LESS . . 

7 543 

11 698 

3 256 

25 232 

24 507 

15 643 

i- 

1 

I 

0.51 TO 0.75 . 

3 784 

5 160 

1 970 

13 880 

13 435 

7 663 

L 

1 

0.76 TO 1.00 . 

4 395 

4 591 

1 962 

16 186 

IS 630 

8 088 


f 

1.01 TO 1.50 . 

1 211 

1 180 

553 

4 098 

3 915 

1 793 

ii 

t 

1.51 OR MORE . 

236 

233 

85 

895 

852 

396 

If 

\ 1 

YEAR MOVED INTO UNIT 







1 ■ 

OWNER OCCJPIED . 

18 467 

19 036 

11 117 

74 444 

67 933 

34 290 

1' 

1959 TO MARCH 1960 . 

1 489 

1 273 

936 

6 635 

5 513 

2 138 

11 

195S . 

1 072 

985 

704 

4 859 

4 055 

1 790 

11 

1957 .. 

1 022 

1 112 

620 

4 912 

4 286 

1 862 

11 

1954 TO 1956 . 

2 868 

2 835 

1 909 

14 297 

12 781 

5 691 

il 

1950 TO 1953 . 

3 004 

2 989 

1 961 

12 993 

12 116 

6 408 

lj 

1940 TO 1949 . 

4 072 

4 672 

2 365 

14 840 

14 073 

7 680 1 


1939 OR EARLIER . 

4 940 

5 170 

2 622 

15 908 

15 109 

8 721 


RENTER OCCUPIED . 

17 169 

22 862 

7 826 

60 291 

58 339 

33 583 1 


1959 TO MARCH i960 . 

4 007 

4 941 

2 095 

16 557 

15 950 

8 377 1 


195S . 

2 477 

2 702 

954 

6 848 

6 567 

3 936 1 


1957 . 

1 515 

2 366 

700 

5 427 

S 284 

3 154 


1954 TO 1956 .... 

2 809 

3 902 

1 451 

9 775 

9 488 

S 736 

i i 

1950 TO 1953 . 

1 941 

2 640 

983 

6 3T7 

6 188 

3 918 


1940 TO 1949 .. 

2 260 

2 979 

917 

7 746 

7 510 

4 168 

I' 

1939 OR EARLIER. 

2 160 

3 332 

726 

7 561 

7 352 

4 294 

I; 






























































23-52 


State and Small Areas 


Table 16. —Type of Fuel and Selected Equipment, fob. SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas; I960 

[Based on sample; see text. "U” denotes an unincorporated place. “UT” denotes an urban tom] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail 
Automobiles Avail 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS 
BOSTON 


SUBJECT 


PLACES 



THE AREA 

BOSTON 

BROOKLINE 

(UT) 

CAMBRIDGE 

LYNN 

MALDEN 

MEDFORD 

NEWTON 

ALL OCCUPIED UNITS . 

770 46B 

224 687 

18 944 

34 253 

30 712 

17 667 

18 427 

25 668 

HEATINQ FUEL 









UTILITY SAS. •. 

92 029 

25 235 

1 603 

8 754 

2 552 

2 391 

2 134 

3 621 

FUEL OlLi KEROSENEi ETC. 

612 636 

173 571 

16 037 

21 998 

24 586 

13 195 

14 761 

21 131 

COAL OR COKE . 

52 699 

20 965 

1 053 

2 455 

2 868 

1 893 

1 468 

700 

ELECTRICITY. 

B95 

263 

• • t 

94 

39 

• t t 

• f • 

23 

BOTTLED! TANKi OR LP GAS . 

6 35S 

1 716 

41 

696 

337 

104 

42 

103 

OTHER FUEL.. 

3 BIB 

1 711 

210 

135 

198 

44 

22 

68 

NONE. 

2 010 

1 190 

... 

119 

132 

40 

... 

42 

WATER HEATINQ FUEL 









UTILITY GAS. 

2B3 6B3 

86 442 

4 546 

16 066 

12 462 

a 601 

7 276 

12 048 

ELECTRICITY. 

62 776 

6 015 

493 

437 

798 

594 

349 

2 424 

COAL OR COKE . 

in 926 

B 106 

771 

681 

582 

354 

285 

244 

BOTTLED! TANK! OR LP GAS . 

26 192 

6 693 

222 

1 151 

1 396 

558 

405 

759 

FUEL OIL! KEROSENE! ETC. 

365 096 

109 711 

12 255 

14 459 

14 581 

7 374 

9 964 

9 781 

OTHER FUEL . 

3 135 

1 325 

146 

102 

118 

44 

80 

165 

NONE. 

14 634 

6 379 

511 

1 357 

775 

142 

68 

267 

COOKING FUEL 









UTILITY GAS. 

500 196 

lai 869 

13 071 

28 994 

22 786 

14 445 

14 460 

15 329 

ELECTRICITY. 

196 696 

17 584 

4 442 

2 038 

4 770 

1 799 

3 000 

8 902 

BOTTLED! TANKi OR LP GAS . 

45 B42 

12 178 

957 

1 827 

1 700 

920 

721 

932 

FUEL OILi KEROSENE! ETC.. 

17 4B1 

7 412 

64 

881 

944 

332 

72 

161 

COAL OR COKE . 

4 117 

2 115 

198 

277 

53 

20 

80 

244 

OTHER FUEL . 

1 54B 

710 

38 

59 

40 

86 

54 

56 

NONE. 

4 562 

2 783 

174 

177 

419 

65 

40 

64 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER . 

121 550 

28 913 

1 441 

5 894 

4 783 

2 926 

2 836 

3 179 

AUTOMATIC OR SEMI-AUTOMATIC. 

3B9 414 

82 757 

7 820 

11 250 

12 840 

a 998 

11 470 

16 656 

WASHER-DRYER COMBINATION . 

12 455 

2 310 

325 

418 

295 

138 

223 

1 059 

NONE... 

247 023 

110 691 

9 358 

16 691 

12 794 

5 605 

3 896 

4 794 

CLOTHES DRYER 









GAS heated . 

19 17B 

3 081 

822 

562 

285 

468 

350 

1 984 

ELECTRICALLY HEATED. 

61 250 

3 501 

1 446 

899 

1 191 

601 

851 

5 095 

NONE. 

690 014 

218 069 

16 676 

32 792 

29 236 

16 598 

17 226 

16 609 

HOME FOOD FREEZER 









1 OR MORE.. 

47 764 

5 442 

2 137 

B72 

992 

727 

822 

4 672 

NONE. 

722 67B 

219 229 

16 807 

33 381 

29 720 

16 940 

17 605 

21 016 

TELEPHONE AVAILABLE 










674 339 

174 735 

17 617 

28 384 

25 342 

15 760 

17 164 

24 763 


96 129 

49 952 

1 327 

5 869 

5 370 

1 907 

1 263 

925 

AUTOMOBILES AVAILABLE 










439 2B9 

102 127 

10 028 

17 791 

18 054 

10 690 

12 087 

14 125 


107 44B 

12 737 

2 950 

2 295 

2 553 

1 576 

2 300 

7 968 

3 OR MORE. 

16 1B2 

2 691 

664 

651 

496 

297 

320 

1 115 

NONE. 

207 646 

107 136 

5 302 

13 516 

9 607 

5 104 

3 720 

2 480 

AIR CONDITIONING 









ROOM UNIT! 










32 996 

7 137 

2 221 

1 321 

1 035 

549 

912 

2 816 

2 OR MORE. 

7 773 

1 291 

423 

283 

193 

194 

123 

1 183 

CENTRAL SYSTEM . 

3 BB4 

305 

217 

24 

190 

107 

21 

455 

NONE. 

725 7B9 

215 938 

16 063 

32 625 

29 294 

16 817 

17 371 

21 234 

TELEVISION SETS 










5B5 502 

170 842 

12 435 

24 685 

24 941 

14 221 

14 540 

16 064 

2 OR MORE. 

125 230 

23 704 

4 423 

3 364 

4 053 

2 5U0 

3 348 

6 431 

NONE.. 

59 710 

30 125 

2 066 

6 204 

1 718 

936 

539 

L 193 

RADIO SETS 










374 235 

127 424 

7 510 

18 783 

17 908 

9 224 

9 174 

6 101 

2 OR more. 

361 5B4 

82 561 

10 810 

13 616 

11 242 

7 862 

8 782 

16 916 

NONE...' 

34 623 

14 666 

62M 

1 -654 

1 562 

' 581 

471 

671. 
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Massachusetts 


Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Ait Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 



ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS. 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


utility gas. 

ELECTRICITY. 

COAL OR COKE . 

BOTTLED. TANK. OR LP GAS 

fuel oil. kerosene, etc. 

OTHER fuel . 

none. 


COOKING FUEL 


UTILITY GAS. 

electricity. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

OTHER FUEL . 

NONE. 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 
WASHER-DRYER COMBINATION . . 
NONE. 


CLOTHES ORYER 


GAS HEATED . 

ELECTRICALLY HEATED. 
NONE. 


HOME FOOD freezer 


1 OR MORE. 

none . . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


room UNITi 

1 . 

2 OR MORE. . 

CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


32 914 
241 007 
13 806 
419 
1 684 
1 000 
385 


98 027 
37 217 

2 852 
8 962 

139 555 
860 

3 742 


151 632 
115 633 
16 232 
5 865 
822 
349 
682 


50 685 
174 354 
5 755 
60 421 


8 653 
36 183 
246 379 


22 688 
268 527 


272 094 
19 131 


187 836 
54 547 

7 no 

41 825 


13 110 
3 170 
1 755 
273 180 


220 917 
57 723 
12 575 


125 735 
155 075 
10 405 






















































































}-54 State and Small Areas 

Table 16.—Type of Fuel and Selected Equipment, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960— Con. 

[Based on sample; see text. “U” denotes an unincorporated place. “TIT’’ denotes an urban town] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


COOKING FUEL 


CLOTHES WASHING MACHINE 


CLOTHES DRYER 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


MASSACHUSETTS PORTION 


FALL URBAN 

RIVER BALANCE 


RHODE ISLAND PORTION 


FITCHBURQ-LEOMINSTER 


THE URBAN RURAL 

AREA 


ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS. 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 

OTHER fuel . 

NONE. 


16 202 

16 113 

14 336 

1 494 

263 

89 

69 

... 

4 878 

4 852 

26 

25 755 

23 264 

16 971 

3 590 

2 703 

2 491 

1 725 

766 

17 644 

15 527 

2 117 

772 

712 

558 

42 

112 

60 

20 

40 

1 596 

1 068 

506 

41 

41 

41 

•. . 

.. . 

... 

... 

... 

17 

... 

17 

795 

695 

547 

102 

46 

100 

20 

80 

466 

361 

85 

112 

92 

56 

.. . 

36 

20 

... 

20 

119 

64 

35 

3B 

38 

38 

... 

... 

... 

... 

... 

60 

60 

... 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

BOTTLEOi TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER fuel . 

NONE. 


17 512 

17 310 

15 041 

1 999 

270 

202 

202 

... 

8 529 

8 O9O 

439 

1 788 

1 392 

656 

369 

367 

396 

179 

217 

1 992 

1 372 

620 

137 

117 

80 

.. . 

37 

20 

20 

... 

158 

158 

... 

1 345 

1 243 

756 

204 

283 

102 

62 

40 

1 534 

1 075 

459 

13 148 

11 568 

7 396 

2 452 

1 720 

1 580 

1 231 

349 

11 295 

10 259 

1 036 

152 

152 

133 

.. . 

19 

... 

... 

... 

139 

105 

34 

9 633 

9 173 

8 465 

204 

464 

460 

160 

300 

1 133 

933 

200 


UTILITY GAS. 

. . . . 30 940 

30 481 

27 308 

2 730 

443 

459 

443 

16 

13 352 

12 969 

383 

ELECTRICITY... 

. . . . 7 778 

6 553 

3 135 

1 861 

1 557 

1 225 

871 

354 

6 808 

5 650 

1 158 

BOTTLEO. TANK. OR LP GAS .... . 

. > . . 4 O 'Ol 

3 064 

1 442 

537 

1 085 

937 

521 

416 

3 396 

2 355 

1 041 

FUEL OIL. KEROSENE. ETC. 

. . . . 462 

362 

186 

100 

76 

100 

« • 

100 

996 

851 

145 

COAL OR COKE . 

. . . . 123 

123 

123 

• • • 

• • • 

t • t 

• • 

• t t 

100 

65 

35 

OTHER FUEL . 

• t t t 80 

60 

41 

# ♦ t 

19 

20 

• • • 

20 

64 

64 

• • t 

NONE. 

. . . • 331 

312 

312 

• •• 

• •• 

19 

19 

• •• 

64 

38 

26 


WRINGER OR SPINNER.. 

... 12 228 

11 347 

9 207 

1 

116 

1 024 

881 

464 

417 

7 

597 

6 714 

883 

AUTOMATIC OR SEMI-AUTOMATIC. 

. . . 11 632 

10 732 

7 107 

2 

407 

1 218 

900 

646 

254 

12 

130 

10 935 

1 195 

WASHER-DRYER COMBINATION . 

... 307 

268 

188 


61 

19 

39 

39 

• • • 


385 

316 

69 

NONE. 

... 19 548 

18 608 

16 045 

1 

644 

919 

940 

705 

235 

4 

668 

4 027 

641 


GAS HEATED . 

ELECTRICALLY HEATED. 
NONE. 


HOME FOOD FREEZER 


i OR MORE. 
NONE . . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 




3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNIT I 

1 . 

2 OR MORE. . 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


2 OR-MORE. 
NONE . . . 


2 OR MORE. 
NONE . . . 


673 

653 

478 

101 

74 

20 

• • t 

20 

633 

599 

34 

241 

241 

200 

41 

• • 

• • • 

• • • 

• • • 

174 

141 

33 

133 

133 

112 

21 

• • • 

• • • 

• • f 

• • • 

■ 140 

122 

18 

42 668 

39 928 

31 757 

5 065 

3 106 

2-740 

1 854 

886 

23 833 

21 130 

2 703 


37 

336 

35 075 

27 865 

4 590 

2 620 

2 261 

1 548 

713 

20 455 

18 264 

2 191 

4 

2Tl 

3 898 

2 913 

555 

430 

373 

239 

134 

2 661 

2 252 

409 

2 

106 

1 962 

1 769 

83 

130 

126 

67 

59 

1 664 

1 476 

186 


14 12B 12 577 

9 427 a 267 
1 225 -1 14B 





















































Massachusetts 


23-55 


Table 16.— Type of Fuel and Selected Equipment, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas; i960 —Con. 

[Bas6d on sample; see text. “U” denotes an unincorporated place. “UT" denotes an urban town] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


LAWRENCE-HAVERHILL 


subject 

THE AREA 

MASSACHUSETTS PORTION 

NEW 

HAMPSHIRE PORTION 

TOTAL 

LAWRENCE 

URBAN 

BALANCE 

rural 

TOTAL 

urban 

RURAL 

ALL OCCUPIED UNITS ... . 

58 6SS 

55 106 

22 922 

as 839 

3 345 

3 549 

1 009 

2 540 

HEATING FUEL 









UTILITY GAS. 

12 640 

12 640 

6 125 

6 231 

264 




FUEL OIL. KEROSENE. ETC. 

40 789 

37 579 

14 946 

19 909 

2 724 

3 210 

974 

2 236 

COAL OR COKE . 

4 065 

3 845 

1 443 

2 147 

255 

220 

20 

200 

ELECTRICITY. 

57 

57 

21 

36 





BOTTLEO. TANK. OR LP GAS . 

661 

577 

205 

290 

82 

84 

• • • 

84 

OTHER FUEL . 

302 

267 

146 

121 


35 

15 

20 


141 

141 

36 

105 

... 



... 

WATER HEATING FUEL 









UTILITY GAS. 

24 815 

24 BIS 

11 669 

12 789 

357 




ELECTRICITY. 

3 799 

2 778 

335 

1 999 

444 

1 021 

376 

645 

COAL OR COKE . 

906 

646 

323 

426 

97 

60 


60 

BOTTLED. TANK. OR LP GAS . 

2 766 

2 294 

444 

1 562 

288 

472 

136 

336 

FUEL OIL. KEROSENE. ETC. 

23 262 

21 492 

8 375 

11 096 

2 021 

1 770 

457 

1 313 

OTHER FUEL . 

165 

165 

43 

62 

40 

20 


20 


2 922 

2 716 

1 733 

885 

98 

206 

40 

166 

COOKING FUEL 









UTILITY GAS. 

38 BOB 

38 788 

19 792 

18 372 

624 

20 

20 

... 

ELECTRICITY. 

11 719 

10 110 

1 564 

6 602 

1 944 

1 609 

446 

1 163 

BOTTLED. TANK. OR LP GAS . 

6 232 

4 477 

1 066 

2 691 

720 

1 755 

523 

1 232 

FUEL OIL. kerosene. ETC. 

1 3B0 

1 255 

416 

801 

38 

125 

20 

105 

COAL OR COKE . 

200 

ISO 

84 

96 

« « • 

20 

• • • 

20 

OTHER FUEL... 

1B7 

167 


148 

19 

20 

ft# 

20 

NONE.. . 

129 

129 

... 

129 



... 

... 

CLOTHES WASHING MACHINE 









WRINGER OR SPINNER . 

15 627 

14 400 

5 994 

7 648 

758 

1 227 

319 

908 

automatic OR SEMI-AUTOMATIC. 

25 055 

23 446 

8 149 

13 373 

1 924 

1 609 

427 

1 182 

WASHER-DRYER COMBINATION . 


504 

174 

231 

99 

55 

15 

40 



16 756 

8 605 

7 587 

564 

658 

248 

410 

CLOTHES DRYER 









GAS HEATED . 


1 207 

398 

749 

60 

40 

... 

40 

ELECTRICALLY HEATEO. 


4 053 

639 

2 588 

826 

497 

73 

424 

NONE. 


49 S46 

21 885 

25 502 

2 459 

3 012 

936 

2 076 

HOME FOOD FREEZER 









1 OR MORE. 

3 840 

3 327 

60S 

2 139 

583 

513 

88 

425 

NONE... 


51 779 

22 317 

26 700 

2 762 

3 036 

921 

2 115 

TELEPHONE AVAILABLE 











48 077 

19 278 

25 664 

3 135 

2 920 

877 

2 043 



7 029 

3 644 

3 175 

210 

629 

132 

497 

AUTOMOBILES AVAILABLE 











34 980 

13 525 

18 971 

2 484 

2 510 

663 

1 847 



5 971 

1 487 

3 797 

687 

752 

247 

505 

3 OR MORE. 


769 

321 

331 

117 

64 

40 

24 

NONE.... 


13 386 

7 589 

5 740 

57 

223 

59 

164 

AIR CONDITIONING 









room unit I 










2 177 

2 096 

1 070 

787 

239 

81 

20 

61 

2 OR MORE. 

429 

409 

87 

302 

20 

20 

• t ■ 

20 

CENTRAL system . 

252 

252 


169 

83 

• • • 

• • • 

• • • 

NONE. 


52 349 

21 765 

27 581 

3 003 

3 448 

989 

2 459 

TELEVISION SETS 











45 170 

la 865 

23 582 

2 723 

3 003 

827 

2 176 

2 OR MORE. 


6 925 

a 474 

3 905 

546 

451 

147 

30‘ 

NONE. 


i Oil 

1 563 

1 352 

76 

95 

35 

6C 

RADIO SETS 











31 614 

14 519 

15 585 

1 510 

2 074 

484 

1 S9C 

2 OR MORE. 


20 069 

6 606 

11 569 

1 <S94 

1 304 

474 

83C 

NONE... 

3 5941 

3 423 

1 597 

1 685 

141 

171 

51 

12( 




































































































23-56 


State and Small Areas 


Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. "U” denotes an unincorporated place. “UT" denotes an urban town] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail, 
Air Conditioning 
Television Sets 
Radio Sets 


! 

( 

! 


subject 


ALL OCCUPIED UNITS 


HEATING FUEL 


utility gas. 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

bottled, tank, or LP GAS 
FUEL OIL. KEROSENE. ETC, 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

OTHER FUEL . 

NONE. 


clothes washing MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION .... 
NONE. 


CLOTHES DRYER 


GAS HEATED .... 
ELECTRICALLY HEATED 
NONE. 


HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1. . . . 

2 . . . . 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNIT! 

1 . 

2 OR MORE. . 

CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


I. . . . 

2 OR MORE 
NONE . . 


RADIO sets 


I. . . . 

2 OR MORE 
NONE . . 


STANDARD METROPOLITAN STATISTICAL AREAS' 


LOWELL 


•CON. 

NEW BEDFORD 



LOWELL 

urban 

balance 

rural 

THE AREA 

— 

NEW 

BEDFORD 

URBAN 

BALANCE 

RURAL 

45 258 

28 454 

7 707 

9 097 

46 742 

34 569 

7 329 

4 844 

12 399 

9 940 

1 419 

1 040 

17 694 

15 274 

1 909 

511 

28 682 

15 809 

5 420 

7 453 

26 436 

17 575 

5 066 

3 795 

2 343 

1 516 

496 

331 

1 103 

791 

136 

176 

20 

20 

• • • 

• • I 

37 

18 

19 


1 242 

778 

264 

200 

1 144 

758 

161 

225 

246 

100 

73 

73 

271 

96 

38 

137 

326 

291 

35 

• • • 

57 

57 

• • • 

• ■ t 

15 320 

12 145 

1 813 

1 362 

21 085 

17 175 

3 275 

635 

3 378 

1 174 

eel 

1 323 

1 119 

394 

174 

551 

717 

527 

73 

117 

360 

303 

57 

• • • 

3 137 

1 227 

725 

1 185 

2 100 

1 109 

357 

634 

19 289 

10 713 

3 841 

4 735 

11 882 

7 221 

2 534 

2 127 

200 

168 

16 

16 

139 

80 

• • • 

59 

3 217 

2 500 

358 

359 

10 057 

8 287 

932 

838 

23 065 

19 346 

2 124 

1 595 

35 566 

29 300 

4 926 

1 340 

14 070 

5 495 

3 563 

5 012 

4 869 

2 340 

1 303 

1 226 

5 767 

1 791 

1 792 

2 184 

4 664 

1 954 

920 

1 790 

1 406 

947 

191 

268 

805 

290 

142 

373 

480 

459 

21 

• • • 

302 

245 

19 

38 

178 

124 

16 

38 

137 

41 

• 19 

77 

292 

292 

• • • 

• • • 

399 

399 

t t • 

• • • 

15 495 

10 364 

2 723 

2 408 

12 867 

9 518 

2 015 

1 334 

21 946 

12 166 

4 082 

5 698 

13 022 

8 707 

2 711 

1 604 

551 

359 

137 

55 

438 

262 

57 

119 

7 266 

5 565 

765 

936 

20 415 

16 082 

2 546 

1 787 

915 

513 

159 

243 

1 405 

1 096 

228 

81 

3 439 

1 493 

928 

1 018 

2 231 

1 216 

556 

459 

40 904 

26 448 

6 620 

7 836 

43 106 

32 257 

6 545 

4 304 

2 388 

777 

780 

831 

1 827 

953 

391 

483 

42 870 

27 677 

6 927 

a 266 

44 915 

33 616 

6 938 

4 361 

39 132 

23 844 

7 027 

8 261 

39 322 

28 216 

6 774 

4 332 

6 126 

4 610 

680 

836 

7 420 

6 353 

555 

512 

28 186 

16 034 

5 128 

7 024 

27 038 

19 311 

4 768 

2 959 

5 145 

2 166 

1 461 

1 518 

5 282 

2 940 

1 213 

1 129 

652 

339 

164 

149 

747 

437 

174 

136 

11 273 

9 915 

954 

406 

13 675 

11 881 

1 174 

620 

1 164 

702 

179 

283 

705 

548 

117 

40 

300 

175 

21 

104 

245 

186 

19 

40 

64 

• • • 

t t • 

64 

235 

159 

76 

• • 9 

43 730 

27 577 

7 507 

8 646 

45 557 

33 676 

7 117 

4 764 

37 293 

23 293 

6 398 

7 602 

39 443 

29 331 

6 223 

3 889 

5 464 

2 951 

1 131 

1 382 

3 917 

2 520 

733 

664 

2 501 

2 210 

178 

113 

3 382 

2 718 

373 

291 

25 466 

16 858 

4 052 

4 556 

27 314 

20 971 


2 504 

17 237 

9 700 

3 444 

4 093 

15 838 

10 729 


2 030 

2 553 

1 896 

211 

448 

3 590 

2 869 


310 























































































Massachusetts 


23-57 


Table 16. Type of Fuel and Selected Equipment, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Based on sample; see text. "U” denotes an unincorporated place. “UT” denotes an urban town] 


Heating Fuel 
Water He.at. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 

STANOARD METROPOLITAN STATISTICAL AREAS—CON. 

PITTSFIELD 

PROVIDENCE-PAWTUCKET 

THE 

AREA 

PITTS¬ 

FIELD 

URBAN 

balance 

RURAL 

THE 

AREA 

RHODE 

ISLANO 

PORTION 

MASSACHUSETTS PORTION ! 

TOTAL 

URBAN 

RURAL j 

\ 

ALL OCCUPIEO UNITS . 


■1 

2 082 

2 532 

247 822 

223 664 

24 158 

15 027 

i 

9 131 1 

heating fuel 









! 

UTILITY GAS. 

3 370 

2 622 


404 

40 657 

38 851 

1 806 

1 405 

401 1 

fuel oil, kerosene, etc. 

15 931 

12 621 


1 773 

195 384 

174 347 

21 037 

12 931 

8 106 1 

COAL OR COKE . 

2 470 

2 118 


208 

6 359 


910 

592 

318 i 

ELECTRICITY. 

S3 

• • • 


26 

246 


39 


39 

BOTTLEO, TANK, OR LP GAS . 

254 

213 


41 

3 454 


231 

63 

168 ^ 

OTHER FUEL . 

117 

37 


80 

1 034 


99 


99 


21 

21 


... 

671 

635 

36 

36 

... ; 

WATER HEATING FUEL 










UTILITY GAS. 

4 B62 

3 935 

447 

480 

59 074 

55 779 

3 295 

2 552 

743 

ELECTRICITY.. • 

1 961 

1 275 

338 

348 

16 229 

13 048 

3 181 

1 442 

1 739 

COAL OR COKE.. . . • . 

1 214 

1 113 

40 

61 

2 515 

2 259 

256 

194 

62 

BOTTLED, TANK, OR LP GAS . 

649 

372 

58 

219 

9 713 

8 480 

1 233 

472 

761 

FUEL OIL, KEROSENE, ETC. 

13 060 

10 558 

1 180 

1 322 

139 109 

124 852 

14 257 

9 423 

4 834 

OTHER FUEL . 

186 

123 

• • • 

63 

746 

652 

94 

53 

41 


314 

256 

19 

39 

20 419 

18 577 

1 842 

891 

951 

COOKING FUEL 










UTILITY GAS. 

9 690 

8 171 

761 

758 

132 905 

125 167 

7 738 

6 409 

1 329 

ELECTRICITY. 

10 663 

8 214 

1 183 

1 266 

74 808 

63 367 

11 441 

6 878 

4 563 ; 

BOTTLED, TANK, OR LP GAS.. . 

1 505 

1 019 

120 

366 

29 860 

25 809 

4 051 

1 193 

2 858 1 

FUEL OIL, KEROSENE, ETC. 

168 

128 

• • • 

40 

6 991 

6 299 

692 

390 

302 

COAL OR COKE . 

S4 

63 

t • t 

21 

899 

842 

57 

17 

40 

OTHER fuel . 

97 

16 

t • ff 

81 

571 

515 

56 

17 

39 ' 


39 

21 

18 

... 

1 771 

1 648 

123 

123 

' * ’ - i 

CLOTHES WASHING MACHINE 









ii 

WRINGER OR SPINNER . 

5 266 

4 114 

589 

563 

62 407 

55 893 

6 514 

3 855 

2 659 i 

AUTOMATIC OR SEMI-AUTOMATIC . 

13 564 

10 587 

1 303 

1 674 

96 160 

84 249 

11 911 

7 319 

4 592 > 

washer-dryer combination . 

223 

166 

36 

21 

3 497 

3 048 

449 

270 

179 j 1 

NONE It..,... 

3 193 

2 765 

154 

274 

85 741 

80 457 

5 284 

3 583 

i 701 _ 1 1 

CLOTHES DRYER 









> i 

GAS heated . 

174 

93 

18 

63 

2 446 

2 322 

124 

60 

64 i j 1 

ELECTRICALLY HEATED . 

3 850 

2 938 

243 

669 

19 687 

16 422 

3 265 

2 136 

1 129 1 1 

NONE . 

18 222 

14 601 

1 821 

1 800 

225 672 

204 903 

20 769 

12 831 

7 938 i • 1 

' ^ ! 

HOME FOOD freezer 










1 OR MORE . 

2 377 

1 423 

395 

559 

11 938 

9 895 

2 043 

976 

1 067 ' 1 

NONE . 

19 869 

16 209 

1 687 

1 973 

235 867 

213 752 

22 115 

14 051 

8 064 1 

TELEPHONE AVAILABLE 









1 

L 

1 


20 420 

16 145 

1 936 

2 339 

202 093 

180 706 

21 387 

13 228 

8 159 ' ! 


1 826 

1 487 

146 

193 

45 729 

42 9'58 

2 771 

1 799 

972 i 

automobiles available 









■ 


14 499 

11 493 

1 480 

1 526 

150 470 

134 988 

15 482 

9 697 

5 785 


3 053 

2 269 

288 

496 

41 130 

36 024 

5 106 

2 860 

2 246 

3 OR MORE. ... 

449 

249 

• « • 

200 

5 605 

5 009 

596 

352 

244 

NONE .. .. 

4 245 

3 621 

314 

310 

50 600 

47 626 

2 974 

2 118 

856 ; 

AIR CONDITIONING 










ROOM UNITi 











411 

310 

40 

61 

a 806 

7 832 

974 

615 

359 1 

2 OR MORE . 

21 

21 

9 • t 

... 

2 242 

1 893 

349 

190 

159 ’ 

CENTRAL SYSTEM . 

129 

129 

• • # 

• • • 

648 

478 

170 

112 

58 

NONE . 

21 685 

17 172 

2 042 

2 471 

236 109 

213 444 

22 665 

14 no 

8 555 

TELEVISION SETS 











19 036 

15 049 

1 891 

2 096 

203 120 

183 572 

19 548 

11 948 

7 600 

Z OR more . 

1 481 

1 183 

130 

168 

30 175 

26 881 

3 294 

2 254 

1 040 

NONE ......... . 

1 729 

1 400 

61 

268 

14 510 

13 194 

1 316 

825 

491 

RADIO SETS 











11 925 

9 433 

1 260 

1 232 

141 190 

128 177 

13 013 

7 660 

5 353 

Z OR MORE. 

9 447 

7 458 

759 

1 230 

94 210 

84 187 

10 023 

6 733 

3 290 

NONE. 

874 

741 

63 

70 

12 405 

11 283 

1 122 

634 

488 






















































































23-58 


State and Small Areas 


Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Based on sample; see text. “TJ” denotes an unincorporated place. “UT” denotes an urban town] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


SUBJECT 


ALL OCCUPIED UNITS . 


HEATING FUEL 


UTILITY GAS. ...... 

FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


utility gas. 

ELECTRICITY. 

COAL OR COKE . 

BOTTLED. TANK* OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

bottled, tank, or LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

OTHER FUEL . 

NONE. 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE. 


CLOTHES DRYER 


GAS heated .... 
ELECTRICALLY HEATED 
NONE. 


home FOOD FREEZER 


1 OR MORE, 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . , 
2 . . . . 

3 OR MORE 
NONE . . , 


AIR CONDITIONING 


ROOM UNIT! 

.. 

2 OR MORE, i 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . . 

2 OR MORE 
NONE . . 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 





sprinqfielo-chicopee- 

HOLYOKE 


□ 


THE 

AREA 

PLACES 

URBAN 

BALANCE 

RURAL 

THE 

AREA 

CHICOPEE 

HOLYOKE 

SPRING- 

FIELD 

142 

861 

16 

886 

17 

432 

55 

020 

39 073 

14 

450 

94 

680 

31 

550 

5 

410 

5 

957 

10 

624 

7 728 

1 

831 

20 

794 

95 

808 

9 

855 

9 

614 

37 

639 

27 338 

11 

362 

66 

601 

12 

320 

1 

060 

1 

638 

6 

046 

2 876 


700 

4 

292 

509 


62 


41 


84 

207 


115 


60 

1 

767 


346 


120 


387 

646 


268 

1 

921 


631 


133 


. • • 


102 

240 


156 


605 


276 


20 


62 


138 

38 


18 


407 

50 

248 

7 

765 

6 

507 

19 

715 

14 015 

2 

246 

24 

187 

11 

986 

1 

027 


357 

4 

092 

3 556 

2 

954 

10 

657 

5 

114 


232 

1 

262 

2 

746 

779 


95 

1 

608 

5 

662 


733 


149 

1 

355 

2 199 

1 

226 

5 

361 

65 

385 

6 

521 

8 

087 

25 

972 

17 592 

7 

213 

46 

445 

560 


135 


20 


85 

165 


155 


399 

3 

906 


473 

1 

050 

1 

055 

767 


561 

6 

023 

73 

424 

8 

839 

13 

691 

31 

768 

17 352 

1 

774 

37 

916 

53 

261 

6 

639 

2 

716 

18 

360 

16 542 

9 

004 

40 

667 

10 

792 


845 


576 

2 

526 

3 899 

2 

946 

11 

092 

1 

932 


399 


101 


498 

60S 


329 

3 

810 


543 


17 


... 


325 

118 


83 


363 


828 


108 


20 


87 

299 


314 


236 

2 

081 


39 


328 

1 

456 

258 


... 


596 

38 

276 

4 

855 

5 

659 

13 

563 

10 413 

3 

786 

29 

851 

80 

024 

10 

164 

8 

580 

28 

947 

23 131 

9 

202 

47 

933 

1 

853 


260 


240 


550 

585 


218 

1 

499 

22 

708 

1 

607 

2 

953 

11 

960 

4 944 

1 

244 

15 

397 

4 

307 


378 


380 

1 

870 

1 157 


522 

1 

775 

14 

132 

2 

068 

1 

004 

4 

156 

4 548 

2 

356 

11 

105 

124 

422 

14 

440 

16 

048 

48 

994 

33 368 

11 

572 

81 

800 

12 

047 

1 

861 


691 

2 

666 

4 034 

2 

795 

7 

006 

130 

814 

15 

025 

16 

741 

52 

354 

35 039 

11 

655 

87 

674 

124 

226 

14 

756 

13 

916 

46 

922 

35 363 

13 

269 

83 

949 

18 

635 

2 

130 

3 

516 

8 

098 

3 710 

1 

181 

10 

731 

91 

365 

12 

024 

9 

411 

33 

912 

26 693 

9 

325 

59 

484 

19 

350 

1 

846 

1 

626 

6 

018 

6 290 

3 

570 

12 

894 

2 

488 


317 


284 


679 

600 


608 

1 

508 

29 

658 

. 2 

699 

6 

111 

14 

411 

5 490 


947 

20 

794 

6 

970 

1 

248 


974 

2 

429 

1 814 


505 

2 

541 

1 

513 


225 


364 


355 

450 


119 


597 

1 

120 


79 


75 


424 

394 


148 


387 

133 

258 

15 

334 

16 

019 

51 

812 

36 415 

13 

678 

91 

155 

118 

577 

14 

409 

14 

613 

44 

958 

32 363 

12 

234 

78 

100 

12 

500 

1 

758 

1 

262 

4 

758 

3 322 

1 

400 

10 

268 

11 

784 


719 

1 

557 

5 

304 

3 388 


816 

6 

312 

78 

525 

9 

572 

10 

878 

30 

378 

20 606 

7 

091 

. 50 

040 

55 

791 

6 

582 

5 

517 

20 

831 

16 232 

6 

629 

41 

002 

8 

545 


732 

1 

037 

3 

811 

2 235 


730 

3 

638 


WORCESTER 


WORCESTER 


URBAN 

BALANCE 


rural 


19 251 


17 296 
35 003 
2 925 
21 
B61 
276 
326 


19 831 
3 158 
1 186 
1 498 
27 286 
182 
3 567 


31 882 
19 375 
2 905 
1 695 
278 
58 
515 


17 826 
26 SS4 
926 
11 402 


1 029 
5 109 
50 570 


2 846 
53 862 


49 653 
7 055 


33 784 
5 554 
757 
16 613 


1 477 
268 
160 
54 803 


46 248 
.5 614 
4 846 


30 938 
23 458 
2 312 


2 415 
15 607 
707 
19 
378 
86 
39 


3 163 
3 238 
261 
1 458 
10 030 
60 
1 041 


4 382 
10 747 
3 155 
863 
21 
19 
64 


5 418 
11 486 
314 
2 033 


308 
3 193 
15 750 


1 610 
17 641 


17 420 
1 831 


13 299 
3 390 
332 
2 230 


662 

186 

63 

18 340 


16 068 
2 588 
595 


9 403 
9 319 
529 


1 083 
15 991 
660 
20 
682 
243 
42 


1 193 
4 261 

161 

2 405 
9 129 

157 
1 415 


1 652 
10 545 
5 032 
1 252 
64 
159 
17 


6 607 
9 893 
259 
1 962 


438 
2 803 
15 480 


2 550 
16 171 


16 876 
1 845 


12 401 
3 950 
419 
1 951 


402 
143 
164 
IS 012 


15 784 
2 066 
871 


9 699 
8 225 
797 


















































Massachusetts 


23-59 


Table 16. —Type of Fuel and Selected Equipment, for SMSA’s, Places of 50,000 Inhabitants 
OR More, Urban Balance, Rural Total, and Urbanized Areas; 1960—Con. 

[Based on sample; see text “U” denotes an unincorporated place. “UT” denotes an urban town] 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 
Ait Conditioning 
Television Sets 
Radio Sets 


SUBJECT 


ALL OCCUPIED UNITS 


HEATING FUEL 


UTILITY GAS. 

FUEL OlLi KEROSENE! ETC. 

COAL OR COKE . 

ELECTRICITY. 

BOTTLED I TANK! OR LP GAS 

OTHER FUEL . 

NONE. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

BOTTLED! TANK! OR LP GAS 
FUEL OIL! KEROSENE! ETC. 

OTHER FUEL . 

NONE ... . 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED! TANK! OR LP GAS 
FUEL OIL! KEROSENE! ETC. 

COAL OR COKE . 

OTHER FUEL . 

NONE. 


CLOTHES WASHING MACHINE 

WRINGER OR SPINNER . . . 

AUTOMATIC OR SEMI-AUTOMATIC. . . 
WASHER-DRYER COMBINATION . . . . 
NONE.. 


CLOTHES DRYER 


GAS heated .... 
ELECTRICALLY HEATED 
NONE. 


HOME FOOD freezer 


1 OR MORE, 
NONE . . 


TELEPHONE AVAILABLE 


YES 

NO 


AUTOMOBILES AVAILABLE 


1 . . . . , 
2 . . . . , 

3 OR MORE 
NONE . . 


AIR CONDITIONING 


ROOM UNIT I 

1 . 

2 OR MORE. . 

CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


1 . . . . 

2 OR MORE 
NONE . . 


RADIO SETS 


1 . . . . 

2 OR MORE, 
NONE . . , 


URBANIZED AREAS 


BOSTON 


FALL RIVER 


BROCKTON 

TOTAL 

MASSACHUSETTS 

PORTION 

fitchburg- 

LEOMINSTER 

725 366 

33 749 

39 629 

37 775 

21 992 

88 123 

3 251 

15 919 

15 830 

4 852 

374 459 

27 963 

22 286 

20 561 

15 527 

50 945 

1 921 

620 

600 

1 088 

077 

138 

41 

41 

• • t 

5 321 

262 

669 

649 

301 

3 605 

97 

56 

56 

04 

2 DIO 

97 

38 

38 

60 

277 510 

6 128 

17 242 

17 040 

0 090 

SO 378 

5 579 

1 204 

1 025 

1 372 

14 602 

567 

100 

80 

158 

22 051 

817 

1 022 

960 

1 075 

344 136 

18 944 

11 079 

9 648 

10 259 

2 974 

99 

133 

133 

105 

13 689 

1 615 

0 049 

B 689 

933 

493 390 

14 462 

30 481 

30 038 

12 969 

167 359 

15 118 

5 867 

4 996 

5 650 

38 272 

2 072 

2 500 

1 979 

2 355 

16 457 

1 552 

286 

286 

851 

3 929 

115 

123 

123 

65 

1 433 

63 

41 

41 

64 

4 500 

367 

331 

312 

38 

114 187 

7 840 

10 787 

10 323 

6 714 

359 685 

15 820 

10 160 

9 514 

10 935 

11 276 

443 

286 

249 

316 

240 192 

9 646 

10 394 

17 609 

4 027 

17 906 

392 

412 

370 

99 

51 147 

2 352 

1 730 

1 566 

2 008 

656 287 

31 005 

37 479 

35 039 

19 885 

39 93B 

1 311 

1 069 

971 

1 517 

6B5 402 

32 438 

38 560 

36 804 

20 475 

631 680 

29 110 

32 265 

30 570 

10 749 

93 686 

4 639 

7 364 

7 197 

3 243 

412 177 

21 170 

23 557 

22 284 

14 010 

93 576 

4 907 

4 391 

3 904 

2 462 

14 552 

715 

628 

608 

460- 

205 ISB 

6 957 

11 053 

10 899 

4 244 

31 216 

1 172 

579 

579 

599 

7 200 

122 

241 

241 

141 

3 305 

94 

133 

133 

122 

683 531 

32 361 

30 676 


21 130 

551 353 

27 B59 

34 003 


18 264 

116 305 

3 399 

3 707 

3 460 

2 252 

57 682 

2 491 

1 919 

1 852 

1 476 

356 061 

18 446 

24 451 

23 454 

12 577 

336 150 

13 305 

12 406 

11 591 

0 267 

33 121 

1 918 

2 772 


1 148 


LAWRENCE-HAVERHILL 


TOTAL 


MASSACHUSETTS 

PORTION 


32 507 


12 A37 
35 505 
3 670 
57 
495 
282 
141 


52 326 


12 437 
35 261 
3 670 
57 
495 
'267 
141 


24 620 
2 533 
769 
2 026 
19 835 
145 
2 659 


24 620 
2 395 
769 
2 026 
19 714 
145 
2 659 


38 427 
8 496 
3 666 
1 299 
200 
168 
129 


13 764 
21 937 
440 
16 446 


1 147 
3 303 
48 137 


2 854 
49 733 


38 427 
8 267 
3 838 
1 299 
200 
166 
129 


13 703 
21 844 
425 
16 356 


1 147 
3 288 
47 093 


2 824 
49 504 


45 659 
6 928 


45 408 
6 920 


32 968 
5 434 
673 
13 512 


32 799 
5 344 
673 
13 512 


1 857 
389 
169 
50 172 


43 104 
6 471 
3 012 


30 557 
18 696 
3. 334 


1 857 
389 
169 
49 913 


42 891 
6 440 
2 997 


30 467 
18 558 
3 303 





































































































23-60 


State and Small Areas 


Table 16. —Type op Fuel and Selected Equipment, pob. SMSA’s, Places of 50,000 Inhabitants 
OB. More, Ubban Balance, Rubal Total, and Ubbanized Areas: 1960 — Con. 

[Based on sample; see text “U" denotes an unincorporated place. “UT" denotes an urban town] 


ALL OCCUPIED UNITS 


HEATING FUEL 


utility gas. 

fuel OlLi KEROSENE. ETC. 
COAL OR COKE . 

electricity. 

BOTTLED. TANK. OR LP GAS 

OTHER FUEL . 

NONE. 


water HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL OR COKE . 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

OTHER FUEL . 

NONE. 


COOKING FUEL 


UTILITY GAS. 

ELECTRICITY. 

BOTTLED. TANK. OR LP GAS 
FUEL OIL. KEROSENE. ETC. 

COAL OR COKE . 

OTHER FUEL . 

NONE. 


CLOTHES WASHING MACHINE 


WRINGER OR SPINNER . 

AUTOMATIC OR SEMI-AUTOMATIC. 
washer-dryer COMBINATION . . 
NONE. 


CLOTHES dryer 


GAS heated . 

ELECTRICALLY HEATED. 
NONE. 


HOME FOOD FREEZER 


1 OR' MORE. 
NONE . . . 


TELEPHONE AVAILABLE 


AUTOMOBILES AVAILABLE 


3 OR MORE. 
NONE . . . 


AIR CONDITIONING 


ROOM UNIT. 

1 . 

2 OR MORE. • 
CENTRAL SYSTEM 
NONE. 


TELEVISION SETS 


2 OR MORE. 
NONE . . . 


Heating Fuel 
Water Heat. Fuel 
Cooking Fuel 
Clothes Washing 
Machine 
Clothes Dryer 


Home Food Freezer 
Telephone Avail 
Automobiles Avail. 
Air Conditioning 
Television Sets 
Radio Sets 


URBANIZED AREAS—CON. 


NEW BEDFORD PITTSFIELD 


SPRINGFIELD-CHICOPEE-HDLYOKE 


TOTAL MASSACHUSETTS 

PORTION 


11 359 

17 183 

2 B66 

30 583 

29 719 

18 915 

20 767 

22 641 

13 578 

69 636 

62 571 

43 BOB 

1 970 

927 

2 210 

11 933 

11 496 

3 370 

20 

37 

IB 

413 

394 

21 

1 021 

919 

213 

1 437 

1 396 

1 055 

173 

134 

37 

473 

436 

339 

326 

57 

21 

258 

258 

365 


13 958 

20 4S0 

4 226 

49 530 

4B 002 

21 469 

2 013 

568 

1 503 

9 707 

8 679 

4 750 

579 

360 

1 139 

5 079 

5 004 

1 346 

1 B68 

1 466 

372 

4 219 

3 912 

2 335 

14 197 

9 755 

11 305 

62 366 

57 074 

33 680 

184 

60 

123 

403 

365 

242 

2 837 

9 219 

275 

3 411 

3 216 

4 051 


21 470 

34 226 

B 569 

73 307 

71 633 

34 158 

8 646 

3 643 

B 997 

48 694 

43 464 

26 206 

3 310 

2 871* 

1 111 

7 772 

6 694 

4 602 

1 117 

432 

12B 

1 594 

1 426 

2 017 

459 

264 

63 

497 

460 

278 

140 

60 

16 

532 

494 

77 

292 

399 

39 

2 139 

2 061 

533 


6 B33 
1 411 
1 026 
125 463 


111 680 
11 936 
ll 117 


3 765 
11 562 
no 925 


9 102 
117 170 


109 162 
17 110 


6 3BB 
I 354 
953 
117 577 


104 570 
11 025 
10 677 
























































Massachusetts 


23-61 


Table 17. —Financial Characteristics and Duration op Vacancy, por SMSA’s, Places of 50,000 Value 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 Gross Rent 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. “UT” denotes an 
urban town. Plus (-f-) or minus (—) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacancy 


STANDARD METROPOLITAN STATISTICAL AREAS 


BOSTON 


SUBJECT 

THE AREA 

PLACES 

BOSTON 

BROOKLINE 

(UT) 

CAMBRIDGE 

LYNN 

MALDEN 

MEDFORD 

NEWTON 

VALUE 









OWNER OCCUPIED.. 

311 152 

31 707 

4 216 

3 400 

10 250 

5 130 

6 903 

16 350 

LESS THAN SSiOOO . 

5 034 


• • • 

130 

164 

41 

11 

19 

SStOOO TO S7.UOO . 

10 706 


25 

330 

632 

259 

no 

152 

STtSOO TO $9i900 . 

20 360 


55 

496 

1 291 

646 

367 

301 

SlOiOOO TO $12(400 . 

40 064 

4 766 

162 

556 

2 596 

1 130 

1 031 

611 

$12(500 TO $14(900 . 

59 175 

6 014 

154 

365 

2 434 

1 323 

1 501 

1 266 

$15(000 TO $17(400 . 

50 375 

5 546 

312 

320 

1 766 

1 062 

1 525 

2 052 

$17(500 TO $19(900 . 

39 739 

2 053 

336 

139 

732 

367 

990 

2 071 

$20(000 TO $24(900 . 

30 615 

2 296 

766 

275 

469 

211 

985 

3 724 

$25(000 TO $34(900 . 

25 219 

690 

1 061 

296 

126 

74 

251 

3 004 

$35(000 OR MORE. . 

13 785 

441 

1 345 

499 

40 

17 

44 

2 350 

MEDIAN . OOLLARS . 

15 900 

13 500 

27 000 

13 000 

13 000 

13 400 

15 600 

22 300 

VACANT AVAILABLE FOR SALE. 

3 639 

500 

31 

24 

147 

64 

64 

07 

LESS THAN $5(000 . 

159 

94 



• • « 



• • • 

$5(000 TO $9(900 . 

341 

121 

• • • 

6 

34 

4 

• • • 

4 

$10(000 TO $14(900 . 


101 

■ t • 

3 

50 

41 

10 

7 

$15(000 TO $19»900 .. . 


145 

5 

5 

37 

24 

27 

10 

$20(000 TO $24(900 . 


20 

9 

1 

0 

3 

11 

15 

$25(000 OR more. 

704 

99 

17 

7 

10 

12 

16 

51 

MEDIAN PRICE ASKED . DOLLARS . 

17 600 

13 700 

... 

... 

14 000 

14 600 

19 100 

25 000+ 

GROSS RENT 









RENTER OCCUPIED. 

367 606 

163 396 

12 757 

26 545 

17 060 

9 157 

7 204 

6 561 

LESS THAN .. 

1 043 

762 

15 

36 

13 

1 • • 

4 

4 

$20 TO $29 . 

4 262 

3 063 

90 

229 

202 

25 

• t • 

6 • 6 

$30 TO $39 .. 

12 310 

0 030 

391 

1 062 

565 

146 

62 

40 

$40 TO $49 . ... 

22 351 

13 771 

566 

1 869 

0B6 

341 

165 


$50 TO $59 . 

31 322 

16 700 

3B5 

2 656 

1 617 

639 

262 

279 

$60 TO $69 . 

42 731 

20 46B 

553 

3 664 

2 331 

1 067 

630 

343 

$70 TO $79 . 

53 022 

23 057 

579 

3 767 

3 352 

1 664 

1 161 

493 

$S0 TO $99 . 

102 019 

43 004 

1 567 

6 470 

5 246 

3 317 

2 702 

1 346 

$100 TO $119 . 

52 020 

20 392 

2 034 

3 207 

1 926 

1 379 

1 579 

1 233 

$120 TO $149 . 

25 475 

7 651 

3 372 

1 605 

469 

369 

450 

1 420 

$150 TO $199 . 

9 244 

2 352 

2 272 

996 

99 

21 

66 

729 

$200 OR MORE . 

3 les 

1 065 

689 

327 

20 

• « • 

• • • 

263 

NO CASH RENT . 

7 014 

1 961 

224 

437 

260 

169 

107 

309 

MEDIAN . DOLLARS > 

02 

70 

121 

79 

70 

83 

89 

100 

CONTRACT RENT 









RENTER OCCUPIED . 

367 606 

163 396 

12 757 

26 545 

17 066 

9 157 

7 204 

6 561 

LESS THAN $20 . 

3 469 

2 293 

45 

206 

65 

4 

0 

20 

$20 TO . ... 

17 205 

10 072 

293 

1 506 

707 

195 

55 

113 

$30 TO $39 . 

36 950 

20 665 

621 

3 355 

1 642 

541 

312 

196 

$40 TO $59 . 

102 925 

47 565 

1 290 

6 697 

5 529 

2 957 

2 151 

960 

$60 TO $79 ... 

111 099 

46 764 

1 247 

5 802 

6 635 

3 054 

3 270 

1 595 

$S0 TO $99 . 

49 013 

20 234 

1 727 

4 039 

1 751 

1 217 

1 124 

1 397 

$100 TO $149 . 

30 494 

10 496 

5 196 

3 154 

420 

220 

172 

1 510 

$150 OR MORE . 

7 749 

2 526 

2 114 

1 067 

51 

• • • 

5 

425 

NO CASH RENT . 

7 014 

1 901 

224 

437 

260 

169 

107 

309 

median . DOLLARS . 

63 

60 

110 

63 

61 

63 

66 

03 

VACANT AVAILABLE FOR RENT. ...... 

15 420 

8 700 

409 

635 

1 029 

236 

126 

165 

LESS THAN S30» ••••••t*****^* 

1 963 

1 600 

11 

44 

62 

2 

6 

• • • 

^2^0 TO S39 ••••••«•••••#*•• 

2 354 

1 500 

26 

109 

177 

17 

3 

2 

S40 TO ■S59 

3 903 

2 240 

37 

100 

347 

69 

23 

19 

'^^0 TO $79 tw*«*a*a***»t««« 

3 013 

1 793 

26 

104 

335 

90 

57 

26 

^BO TO $99 ••••••••••••••«# 

1 677 

766 

67 

40 

65 

46 

31 

32 

^XOO TO $119«*«««« #•••••••• 

679 

317 

55 

46 

24 

7 

3 

23 

$120 OR MORE ••••«••••••••#• 

1 031 

404 

167 

96 

19 

3 

3 

61 

MEDIAN RENT ASKED (DOLLARS)1 









VACANT AVAILABLE FOR RENT . 

57 

49 

127 

56 

56 

67 

74 

101 

WITH ALL UTILITIES IN RENT ...... 

47 

42 

• • • 

• • • 

• t • 

• • • 


* • • 

WITH SOME OR NO UTILITIES IN RENT. . . 

59 

53 

111 

53 

54 

t 6 • 



DURATION OF VACANCY 









VACANT AVAILABLE FOR SALE . 

3 667 

533 

27 

34 

122 

67 


65 

LESS than 4 MONTHS . 

2 067 

307 

21 

34 

59 

83 


40 

4 UP TO 6 MONTHS . 

509 

60 

• « « 

• f • 

35 

• • • 


9 

6 MONTHS OR MORE . 

1 091 

166 

6 

... 

28 

4 


8 

VACANT AVAILABLE FOR RENT . 

15 630 

8 979 

385 

631 

1 012 

205 

120 

150 

LESS THAN 1 MONTH. . . . '. 

3 437 

1 540 

130 

139 

440 

110 

31 

67 

1 UP TO 4 MONTHS . 

7 471 

4 591 

126 

429 

336 

76 

53 

60 

4 UP TO 6 MONTHS .. 

1 069 

1 274 

37 

22 

70 

i 

s 

5 

6 MONTHS. OR MORE . 

2 061 

1 566 

84 

41 

150 

15 

31 

10 
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State and Small Areas 


Table 17. Financial Characteristics and Duration of Vacancy, for SMSA’s, Places of 50,000 Value 

NHABITANTS OR MoRE, UrBAN BaLANCE, RuraL ToTAL, AND URBANIZED ArEAS; I960—Con. Gross Rent 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. "UT” denotes an 
urban town. Plus (-f) or minus (—) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacancy 


SUBJECT 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5*000 . 

$5*000 TO $7*400 .... 

$7*500 TO $9*900 . 

$10*000 TO $12*400 . 

$12*500 TO $l'4*90O. 

$15*000 TO $17*400 . | 

$17*500 TO $19*900 ..... . 

$20*000 TO $24*900 . 

$25*000 TO $34*900 . 

$35*000 OR MORE.. . . i . . , 

median . dollars 


VACANT AVAILABLE FOR SALE. 

LESS THAN $5*000 . 

$5*000 TO $9*900 . 

$10*000 TO $14*900 . 

$15*000 TO $19*900 . 

$20*000 TO $24*900 . 

$25*000 OR MORE. 

median PRICE ASKED . DOLLARS 


GROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO S49 . 

$50 TO $59.. . , 

$60 TO .... 

$70 TO ... 

$80 TO $99 . 

$100 TO $119 . 

$120 TO $149 . 

$156 TO $199 . 

$200 OR more . 

NO CASH rent . 

median.* . . . DOLLARS 


CONTRACT RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $29 . 

$30 TO S39 . 

$40 TO $59 . 

$60 TO $79 . 

$eO TO $99 . 

$100 TO $149.. 

$150 OR more . 

NO CASH RENT . 

median . DOLLARS 


VACANT AVAILABLE FOR RENT. 

LESS THAN S30. 

$30 TO $39 . 

$40 TO ..’. 

$60 TO .... 

$eO TO S99... 

$100 TO $119 . 

$120 OR more . 

median rent asked (OOLLARSM 

VACANT AVAILABLE FOR RENT. 

WITH ALL utilities IN RENT . 

WITH SOME OR NO UTILITIES IN RENT. , 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE. 


VACANT AVAILABLE FOR RENT 

LESS THAN I MONTH. 

1' UP TO 4 MONTHS. 

4 UP TO 6 MONTHS.. 

6 MONTHS OR MORE.. 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 



BOSTON-CON. 

BROCKTON 


I PLACES—CON. 











URBAN 

rural 

THE 

BROCKTON 

URBAN 

RURAL 


QUINCY 

SOMER- 

WALTHAM 

balance 


AREA 


BALANCE 




ViLLE 









12 953 

2 656 

7 218 

leO 290 

30 061 

24 030 

9 114 

0 390 

6 526 


US 

112 

30 

1 817 

615 

631 

227 

139 

265 


519 

422 

113 

4 352 

1 073 

1 601 

619 

427 

555 


1 228 

546 

283 

9 673 

1 957 

4 020 

1 453 

1 432 

1 135 


2 652 

725 

650 

21 714 

3 471 

6 828 

2 386 

2 780 

1 662 


3 446 

489 

1 661 

34 862 

4 780 

5 707 

2 326 

1 946 

1 435 


2 628 

239 

1 852 

36 043 

5 030 

2 958 

1 ose 

1 019 

681 


1 219 

77 

1 444 

26 005 

3 490 

1 039 

440 

328 

271 


734 

24 

900 

24 335 

3 096 

623 

353 

247 

223 


26b 

20 

214 

15 lOS 

3 300 

275 

152 

56 

67 


144 

4 

71 

6 381 

2 441 

148 

100 

16 

32 

• 

13 900 

10 900 

16 200 

16 200 

16 600 

12 100 

12. 400 

12 000 

12 000 


96 

44 

34 

1 736 

712 

423 

232 

101 

90 


6 

2 

4 

49 

4 

7 

2 

5 



13 

5 

4 

120 

28 

46 

21 

15 

10 


33 

13 

14 

248 

180 

218 

128 

55 

35 


17 

7 

12 

654 

241 

116 

61 

IS 

37 


9 

2 

• • • 

337 

136 

21 

5 

8 

8 


18 

15 

... 

328 

123 

15 

15 



■ 

14 400 

... 

... 

10 600 

17 500 

13 600 

13 600 

... 

... 


10 524 

18 193 

6 616 

84 547 

4 950 

14 455 

10 450 

2 892 

1 113 


• • t 

17 

12 

132 

28 

4 

• • • 

4 



4 

84 

8 

465 

12 

209 

194 

11 

4 


125 

204 

18 

1 623 

52 

720 

628 

51 

41 


2B9 

791 

148 

3 297 

128 

1 464 

1 138 

243 

83 


594 

1 302 

302 

6 240 

266 

2 142 

1 669 

340 

133 


1 lb6 

2 398 

600 

9 105 

370 

2 888 

2 219 

534 

135 


1 753 

2 993 

898 

12 697 

568 

2 753 

1 945 

602 

206 


3 909 

6 529 

2 149 

23 903 

1 055 

2 746 

1 841 

673 

232 


1 733 

3 039 

1 556 

14 041 

699 

746 

430 

216 

100 


633 

547 

680 

7 400 

471 

168 

81 

55 

32 


53 

42 

98 

2 132 

384 

38 

13 

21 

4 


» • • 

4 

33 

616 

168 

t # f 





245 

243 

114 

2 896 

749 

577 

292 

142 

143 


86 

63 

92 

06 

92 

68 

67 

73 

74 


10 524 

18 193 

6 616 

84 547 

4 958 

14 455 

10 450 

2 892 

1 113 


12 

40 

24 

680 

72 

171 

124 

35 

12 


121 

449 

85 

2 759 

128 

1 272 

1 025 

149 

98 


499 

1 423 

204 

7 172 

328 

2 667 

2 175 

373 

119 


2 807 

6 585 

1 413 

23 627 

1 116 

6 162 

4 561 

1 228 

373 


4 355 

7 232 

2 623 

26 512 

1 130 

3 007 

1 960 

754 

293 


1 825 

1 966 

1 398 

12 546 

589 

395 

190 

157 

48 


647 

255 

697 

7 148 

563 

204 

123 

54 

27 


13 


58 

1 207 

283 

• t • 





245 


114 

2 896 

749 

577 

292 

142 

143 


67 


71 

64 

68 

48 

47 

52 

50 


281 


178 

2 811 

270 

867 

672 

145 

50 


• • $ 


• • • 

206 

4 

05 

68 

14 

3 


10 



345 

18 

210 

lei 

18 

11 


76 

172 

65 

617 

50 

320 

245 

66 

9 


114 

228 

57 

652 

129 

196 

132 

37 

27 


54 

71 

23 

435 

37 

25 

15 

10 



16 

15 

21 

141 

11 

10 

10 




11 

6 

5 

215 

21 

21 

21 

... 

... 


69 

62 

« • • 

65 

67 

48 

46 


... 


• • « 

• • • 

• • • 

68 

t t 1 

1 $ • 



• 1 


74 

62 

... 

65 

65 

50 

48 

... 

• • • 


64 

37 

34 

1 829 

740 

430 

239 

101 

90 


23 

30 

17 

1 026 

374 

288 

175 

53 

60 


24 

3 

13 

310 

51 

32 

14 

5 

13 


37 

4 

4 

493 

323 

110 

50 

43 

17 


287 

594 

170 

2 811 

286 

896 

701 

145 

50 


105 

190 

33 

617 

11 

129 

114 

15 

• f • 


132 

290 

131 

1 167 

72 

439 

341 

79 

19 


22 

56 

5 

345 

22 

7? 

55 


17 


26 

56 

9 

682 

lei 

256 

. 191 

51 

14 
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Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA’s, Places of 50,000 Value 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. *'U” denotes an unincorporated place. “UT” denotes an 
urban town. Plus (+) or minus (-) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacancy 


SUBJECT 




STANDARD 

METROPOLITAN STATISTICAL AREAS 

—CON. 







FALL 

RIVER 



[ 

FITCH0URG-LEOM1NSTER 

THE 

AREA 

MASSACHUSETTS PORTION | 

RHODE 

ISLAND PORTION 

THE 

AREA 

URBAN 

RURAL 

total 

FALL 

RIVER 

URBAN 

balance 

RURAL 

TOTAL 

URBAN 

RURAL 

VALUE 












OWNER OCCUPIED . 

13 095 

11 320 

5 027 

4 065 

2 208 

1 775 

1 246 


9 770 

8 420 

1 350 

LESS THAN $5|000 . 

763 

659 

324 

144 

191 

104 

24 

80 

337 

291 

46 

SSiOOO TO $7i400 . 

1 574 

1 421 

772 

351 

298 

153 

77 

76 

822 

732 

90 

$7i500 TO $9i900 . 

2 333 

2 093 

1 118 

597 

378 

240 

174 

66 

1 975 

1 710 

265 

SlOiOOO TO $12i400 .. 

3 156 

2 744 

1 244 

991 

509 

412 

312 

lOO 

2 567 

2 221 

346 

$121500 TO Sl4i900 . 

2 451 

2 064 

740 


a 

307 

300 

87 

1 837 

1 590 

247 

$l5i000 TO S17f400 . 

1 340 

1 085 




255 

192 

63 

1 021 

034 

187 

SlTfSOO TO $19i900 .. 

572 


147 


a 

71 

55 

16 

447 

362 

65 

$201000 TO $241900 .. . 

551 


169 

210 

83 

69 

76 

13 

450 

374 

76 

$25(000 TO $34(900 ..... . 

217 


05 

64 

36 

32 

24 

8 

202 

174 

28 

$35(000 OR MORE. 

136 

106 

59 

27 

20 

32 

12 

20 

120 

112 

8 

MEDIAN . . DOLLARS . 

11 500 

11 400 

10 600 

12 400 

11 200 

12 400 

12 BOO 

11 100 

11 700 

11 700 

12 000 

VACANT AVAILABLE FOR SALE. 

154 

132 

66 

48 

18 

22 

12 

10 

84 

68 

16 

LESS than $5(000 ... 

6 

6 

2 

4 

9 • • 

- - t 

9 9 9 

fit 

4 

9 9 9 

4 

$5(000 TO $9(900 . 

2B 

24 

12 

12 

• • • 

4 

4 

t t t 

22 

18 

4 

$10(000 TO $14(900 ..... . 

77 

59 

26 

17 

14 

16 

8 

10 

54 

50 

4 

$15(000 TO $19(900 ..... . 

23 

23 

9 

10 

4 

f 1 t 

9 9 9 

T t - 

4 

9 9 9 

4 

$20(000 TO $24(900 . 

9 

9 

4 

5 

• « • 

• . . 

9 9 9 

9 9 9 

9 • t 

9 9 9 

9 9 9 

$25(000 OR MORE... 

11 

11 

11 

... 

... 

... 

... 

... 

... 

... 

... 

MEDIAN PRICE ASKED ....... DOLLARS . 

... 

... 

13 400 

... 

... 

... 

... 

... 

... 

... 

... 

GROSS RENT 












RENTER OCCUPIED.. . 

24 662 

24 066 

22 639 

906 

521 

596 

442 

154 

11 065 

10 130 

935 

LESS than $20. 

4a 

46 

44 

, t t 

4 

9 9 • 

9 9 9 

9 9 9 

43 

26 

17 

$20 TO .... 

736 

721 

709 

12 

9 • « 

15 

15 

9 9 9 

192 

184 

e 

$30 TO $39 . 

2 600 

2 769 

2 707 

32 

30 

31 

26 

5 

466 

447 

21 

$40 TO $49 . 

5 172 

5 097 

4 941 

66 

90 

75 

62 

13 

1 112 

9B9 

123 

$50 TO $59 . 

5 901 

5 792 

5 594 

131 

67 

109 

92 

17 

1 687 

1 496 

191 

$60 TO $69. 

4 367 

4 275 

4 065 

131 

59 

92 

63 

29 

2 393 

2 221 

172 

$70 TO $79 . 

2 57a 

2 530 

2 327 

126 

77 

46 

43 

5 

2 246 

2 172 

74 

$SO TO $99 . 

2 079 

1 995 

1 569 

336 

90 

84 

63 

21 

2 012 

1 034 

178 

$100 TO $119 . 

392 

356 

324 

11 

23 

34 

15 

19 

389 

348 

41 

$120 TO $149.>. 

65 

69 

57 


12 

16 

16 

9 9 9 

158 

117 

41 

$150 TO $199 . 

33 

25 

12 

13 

• 9 • 

e 

9 9 * 

8 

32 

20 

12 

$200 OR MORE.... 

4 

4 

• • • 

•ft 

4 

9 9 9 

9 9 9 

9 9 9 

e 

4 

4 

NO CASH RENT.. 

467 

383 

270 

48 

65 

64 

47 

37 

325 

272 

53 

MEDIAN . DOLLARS . 

56 

56 

55 

75 

66 

63 

60 

... 

68 

68 

65 

CONTRACT RENT 












renter OCCUPIED. 

24 662 

24 066 

22 639 

906 

521 

596 

442 

154 

11 065 

10 130 

935 

LESS THAN $20. 

1 960 

1 927 

1 872 

28 

27 

33 

28 

5 

198 

164 

34 

$20 TO $29.. 

6 716 

6 616 

6 423 

109 

84 

100 

87 

13 

964 

939 

25 

$30 TO $39 . 

7 562 

7 439 

7 286 

67 

66 

123 

97 

26 

2 136 

2 095 

43 

$40 TO ... 

5 493 

5 362 

4 931 

262 

149 

131 

89 

42 

4 690 

4 316 

374 

$60 TO $79 . 

2 077 

1 993 

1 656 

241 

94 

84 

70 

14 

2 194 

1 910 

284 

$80 TO $99. 

307 

274 

155 

96 

21 

33 

24 

9 

438 

369 

69 

$100 TO $149. 

63 

55 

44 


11 

6 


8 

114 

65 

49 

$150 OR MORE.. 

17 

17 

« 1 • 


4 

9 9 9 


9 9 9 

4 

9 9 9 

4 

NO CASH RENT.. . 

467 

383 

270 


65 

84 


37 

325 

272 

53 

MEDIAN . DOLLARS . 

35 

34 

34 

55 

SO 

40 


... 

48 

47 

58 

VACANT AVAILABLE FOR RENT.. . 

1 246 

1 214 

1 079 


63 

32 


15 

606 

558 

48 

LESS THAN $30* 

615 

610 

552 


54 

5 


9 9 9 

56 

56 

9 9 9 

$30 TO $39 

250 

242 

231 

11 

• • • 

e 


8 

135 

135 

99 9 

$40 TO $59 

218 

211 

194 

13 

4 

7 


3 

267 

242 

25 

$60 TO $79 

111 

111 

62 

24 

5 

9 9 9 

9 9 9 

9 9 9 

112 

101 

11 

$80 TO $99 «••««•##•••««#•• 

41 

29 

9 

20 


12 

8 

4 

24 

20 

4 

$100 To $119 

6 

6 

6 

» • • 



9 9 9 

9 9 9 

12 

4 

8 

$1.20 OR MORE •••••««•••••••# 

5 

5 

5 

• • • 



9 9 9 

9 9 9 

9 9 9 

9 9 9 

9 9 9 

MEDIAN RENT ASKED (DOLLARS)1 












•VACANT AVAILABLE FOR RENT. . 

30 

30- 

30- 

• • • 



9 9 9 

94 9 

49 

47 

9 9 9 

WITH ALL UTILITIES IN RENT . 

• • • 

t • • 

• « » 

t • • 



9 9 9 

9 9 9 

9 9 9 

9 9 9 

9 9 9 

WITH SOME OR NO UTILITIES IN RENT. . . 

28 

28 

27 

... 



9 9 9 

9 9 9 

47 

47 


duration of VACANCY 












VACANT AVAILABLE FOR SALE. 

156 

134 

66 

48 

18 

22 

12 

10 

92 

76 

16 

LESS THAN 4 MONTHS .... 4 . 

78 

74 

36 

27 

9 

4 


9 9 9 

45 



4 UP TO 6 MONTHS . 

30 

30 

22 

8 

• • • 



9 9 9 

17 


9 9 9 

6 months or more . 

46 

30 

8 

13 

9 

18 

e 

10 

30 

Hi 

12 

• VACANT AVAILABLE FOR RENT. 

1 261 

1 229 

1 094 

72 

63 

32 

17 

15 

606 


48 

LESS THAN 1 MONTH. 

306 

306 

296 

10 

• • • 

9 9 9 

9 9 9 

9 9 9 

150 


0 

1 UP TO 4 MONTHS.... . 

673 

656 

560 

49 

29 

15 

6 

7 

277 


24 

4 UP TO 6 MONTHS . 

82 

62 

77 

5 

« • • 

9 9 9 

9 9 9 

9 9 9 

81 


4 

6 -MONTHS OR MORE.. 

200 

183 

141 

8 

34 

17 

9 

8 

98 

■H 

} 12 

































































































































23-64 


State and Small Areas 


Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA's, Places of 50,000 Value 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960—Con. Gross Rent 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes an 
urban town. Plus (-f) or minus (—) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacancy 


standard metropolitan statistical areas—con. 


LAWRENCE-HAVERHILL 


SUBJECT 

THE AREA 

MASSACHUSETTS PORTION 

NEW 

HAMPSHIRE PORTION 

TOTAL 

LAWRENCE 

URBAN 

BALANCE 

RURAL 

TOTAL 

URBAN 

RURAL 

VALUE 









OWNER OCCUPIED . 

24 213 

21 751 

3 674 

15 528 

2 549 

2 462 

656 

1 806 

LESS THAN SStOOO . 

927 

746 

14B 

569 

29 

181 

8 

173 

$5|000 TO $7i400 .■ . . . . 

2 070 

1 891 

281 

1 449 

161 

107 

30 

157 

$7,500 TO $9,900 .. , . . . 

2 999 

2 604 

581 

1 787 

236 

395 

110 

285 

$10,000 TO $12,400 .. 

4 470 

3 059 

916 

2 612 

331 

619 

193 

426 

$12,500 TO $14,900 ... 

4 245 


722 

2 714 

339 

470 

145 

325 

$15,000 TO $17,400 . 

4 439 


509 

3 252 

330 

348 

98 

250 

$17,500 TO $19,900 . 

1 869 


241 

1 220 

276 

132 

31 

101 

$20,000 TO $24,900 . 

1 873 


226 

1 186 

364 

97 

24 

73 

$25,000 TO $34,900 ... . . . 

857 

836 

38 

479 

319 

21 

9 

12 

$35,000 OR MORE. 

448 

436 

12 

260 

164 

12 

8 

4 

MEDIAN . DOLLARS . 

13 500 

13 700 

12 300 

13 700 

16 400 

11 900 

12 300 

11 700 

VACANT AVAILABLE FOR SALE. 

317 

253 

52 

132 

69 

64 

20 

44 

LESS THAN $5,000 . 

6 

6 

3 

3 





$5,000 TO $9,900 . 

35 

21 

7 

14 

• ■ • 

14 

6 

8 

$10,000 TO $14,900 ...... . 

106 

83 

16 

59 

8 

23 

3 

20 

$15,000 TO $19,900 . 

102 

82 

9 

52 

21 

20 

8 

12 

$20,000 TO $24,900 . 

33 

29 

5 

4 

20 

4 


4 

$25,000 OR MORE. 

35 

32 

12 


20 

3 

3 


MEDIAN PRICE ASKED . DOLLARS . 

15 600 

16 000 

15 000 

... 

... 

... 

... 

... 

GROSS RENT 









RENTER OCCUPIED. 

28 008 

27 405 

15 665 

11 301 

439 

523 

206 

317 

LESS THAN $20. 

54 

54 

46 

8 

• • • 




$20 TO $29 . 

460 

452 

325 

127 

t • t 

8 


8 

$30 TO $39 . 

1 357 

1 34e 

913 

422 

13 


5 

4 

$40 TO $49 ... 

2 980 

2 946 

1 893 

1 041 

12 


23 

11 

$50 TO $59 . 

4 755 

4 735 

3 036 

1 674 

25 


5 

IS 

$60 TO $69 . 

5 263 

5 200 

3 038 

2 130 

32 


15 

48 

$70 TO $79.. 

4 852 

4 768 

2 519 

2 199 

50 


39 

45 

$80 TO $99 . 

5 228 

5 079 

2 714 

2 315 

50 


72 

77 

$100 TO $119 . 

1 715 

1 676 

793 

827 

56 


8 

31 

$120 TO $149 . 

456 

419 

179 

191 

49 

37 

5 

32 

$150 TO $199 . 

111 

90 

24 

52 

22 

13 

5 

8 

$200 OR MORE . 

45 

45 


20 

25 




NO CASH RENT .... . 

732 

665 

185 

375 

105 

67 

29 

38 

MEDIAN...DOLLARS . 

60 

67 

65 

70 

94 

81 

• s • 

82 

CONTRACT RENT 









RENTER OCCUPIED.. 

28 008 

27 485 

15 665 

11 381 

439 

523 

206 

317 

LESS than $20. 

782 

750 

574 

175 

9 

24 

5 

19 

$20 TO $29 . 

3 606 

3 598 

2 636 

937 

25 

8 


8 

$30 TO $39 . 

7 334 

7 295 

4 783 

2 484 

28 

39 

28 

11 

$40 TO $59.. 

9 360 

9 241 

4 840' 

4 306 

95 

119 

46 

73 

$60 TO $79 . 

4 749 

4 592 

2 100 

2 426 

66 

157 

51 

106 

$80 TO $99 ....... . 

1 025 

953 

402 

516 

35 

72 

37 

35 

$100 TO $149 . 

364 

332 

145 

139 

48 

32 

5 

27 

$150 OR MORE . 

56 

51 

• • • 

23 

28 

5 

5 


NO CASH RENT . 

732 

665 

185 

375 

105 

67 

29 

38 

MEDIAN . . dollars . 

43 

43 

39 

48 

63 

65 

... 

64 

VACANT AVAILABLE FOR RENT. 

1 497 

1 486 

903 

564 

19 

11 

11 


LESS THAN $30. 

414 

414 

334 

77 

3 




$30 TO $39 . 

438 

430 

310 

12B 



• • 


$40 TO $59.. 

404 

400 

174 

214 

12 

4 

4 


$60 TO $79 . 

149 

142 

46 

96 


7 

7 


$80 TO $99 . 

58 

58 

18 

40 





$100 TO $119 . 

14 

14 

9 

5 





$120 OR MORE.. . 

20 

20 

12 

4 


* 



MEDIAN RENT ASKED (DOLLARS)I 






*"r-* 

• • • 


VACANT AVAILABLE FOR RENT. . 

38 

38 

34 

47 





WITH ALL UTILITIES IN RENT . 

41 

40 







WITH SOME OR NO UTILITIES IN RENT. . . 

36 

36 

31 

47 

■I 


... 

t • • 

DURATION OF VACANCY 









VACANT AVAILABLE FOR SALE. 

335 

267 

46 

142 

79 

68 

20 

48 

LESS THAN 4 MONTHS . 

152 

111 

27 

59 

25 

41 

17 

24 

4 UP TO 6 MONTHS . 

53 

49 

6 

14 

29 

4 


4 

6 MONTHS OR MORE . 

130 

107 

13 

69 

25 

23 

3 

20 

VACANT AVAILABLE FOR RENT. 

1 480 

1 469 

881 

564 

24 

11. 

11 


LESS THAN 1 MONTH. 

396 

388 

■ 176 

199 

13 

8 

s 


1 UP TO 4 MONTHS.. 

531 

531 

337 

183 

11 




4 UP TO 6 . MONTHS. 

215 

212 

169 

43 


3 

3 


6 MONTHS OR MORE . 

330 

338 

199 

139 

... 



.... 
























































































































Massachusetts 


23-65 


Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA’s, Places of 50,000 Value 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960~Coa 

[Some data based on sample; median not shown where base is insufficient; see text. "U” denotes an unincoriJorated place. "UT” denotes an 
urban town. Plus (H-) or minus (—) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacancy 


SUBJECT 


value 


OWNER OCCUPIED . 

LESS THAN $51000 . . , 

SSfOOO TO STiAOO . 

S7i500 TO $91900 . 

SlOfOOO TO SlZtAOO . 

SlRiSOO TO SlAi900 . 

SlSiOOO TO $17i400 . 

$l7t5O0 TO $19i900 . 

SZOiOOO TO $24i900 . 

$251000 TO $34f900 . 

$351000 OR MORE. 

MEDIAN . DOLLARS . 


VACANT AVAILABLE FOR SALE. 

LESS THAN $SiOOO . 

$5t0o0 TO $9f900 . 

$10i000 TO $14|900 . 

$15i000 TO $I9i900 . 

$20i000 TO $241900 . 

$25iOOO OR MORE. 

MEDIAN PRICE ASKED . DOLLARS . 


SROSS RENT 

RENTER OCCUPIED. 

LESS THAN $20. 

$20 TO $29 . 

$30 TO $39 . . . . . . . t • . • t « I . . 

$40 TO $49 . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$aO TO $99... 

$100 TO $119 . 

$120 TO $149 . 

$150 TO $199 . 

$200 OR MORE . 

NO CASH RENT . 

MEDIAN...DOLLARS . 


CONTRACT RENT 

RENTER OCCUPIED. . 

LESS THAN $20. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$B0 TO $99 . 

$100 TO $149 . 

$150 OR MORE . 

NO CASH RENT . 

MEDIAN . DOLLARS . 


VACANT AVAILABLE FOR RENT. 

LESS THAN $30. .............. 

$30 TO $39 ................ 

$40 TO $59 ................ 

$60 TO $79 ................ 

$80 TO $99 ................ 

$100 TO $119 ............... 

$120 OR MORE ............... 

MEDIAN RENT ASKED (DOLLARS)I 

VACANT AVAILABLE FOR RENT. 

WITH ALL UTILITIES IN RENT . 

WITH SOME OR NO UTILITIES IN RENT. . . 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 

LESS than 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


VACANT AVAILABLE FOR RENT 

LESS THAN 1 MONTH. 

1 UP TO 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


LOWELL 


THE AREA 



RURAL 

22 871 


6 049 

7 215 

1 146 

506 

284 

356 

2 708 

1 475 

669 

564 

3 9B2 

2 238 

879 

865 

5 184 

2 207 

1 600 

1 377 

5 071 

1 544 

1 152 

2 375 

2 310 

722 

711 

877 

1 105 

338 

368 

399 

884 

390 

261 

233 

333 

142 

89 

102 

148 

45 

36 

67 

11 700 

10 700 

11 900 

13 000 

458 

135 

135 

188 

10 

6 

4 

• t • 

76 

35 

27 

14 

176 

45 

49 

82 

113 

26 

21 

66 

56 

11 

34 

11 

27 

12 

... 

15 

o 

o 

12 90D 

... 

... 

IB 288 

15 839 

1 405 

1 044 

46 

41 

• • • 

5 

870 

B66 

• • 1 

4 

1 454 


23 

13 

2 097 


81 

45 

3 012 


142 

103 

3 026 


186 

107 

2 629 


247 

104 

3 303 


386 

247 

1 006 

670 

148 

188 

334 

193 

58 

83 

76 

25 

22 

29 

11 

4 

7 

• • • 

424 

203 

105 

116 

65 

63 

79 

87 

18 288 


1 405 

1 044 

538 


15 

25 

3 094 


91 

51 

4 192 

3 938 

169 

85 

5 791 

5 059 

473 

259 

3 134 

2 504 

368 

262 

834 

53B 

128 

168 

265 

143 

48 

74 

16 

4 

8 

4 

424 

203 

105 

116 

43 

41 

55 

63 

996 

893 

72 

31 

303 

300 

• • • 

3 

205 

187 

14 

4 

232 

208 

21 

3 

1B3 

137 

37 

9 

52 

44 


8 

15 

15 


• • • 

6 

2 


4 

40 

38 


t « • 

36 

36 


• « • 

42 

40 


... 

458 

130 

135 

193 

227 

82 

54 

91 

6 

6 

• • t 

• f • 

225 

42 

81 

102 

1 000 

889 

72 

39 

266 

266 

• • • 

• • • 

396 

347 

47 

2 

122 

110 

7 

5 

216 

166 

IB 

32 


NEW BEDFORD 


AREA 

NEW 

BEDFORD 

URBAN 

BALANCE 

RURAL 

16 319 

8 193 

!l 

3 056 

982 

384 


268 

2 351 

1 145 


460 

3 569 

1 816 


636 

3 463 

1 851 


540 

2 507 

1 415 

664 

428 

1 489 

784 

437 

268 

666 

294 

240 

132 

654 

292 

230 

132 

426 

131 

151 

144 

212 

81 

83 

48 

ID 900 

11 000 

10 800 

10 800 

253 

115 

61 

77 

22 

10 

• • • 

12 

92 

32 

30 

30 

58 

31 

20 

7 

50 

19 

11 

20 

4 

4 

• 9 » 

• « « 

27 

19 

... 

8 

11 100 

12 500 

... 

... 

23 826 

21 056 

1 806 

964 

59 

59 

• » • 

• t • 

595 

554 

28 

13 

2 251 

2 189 

38 

24 

3 823 

3 532 

199 

92 

5 011 

4 616 

301 

94 

4 962 

4 557 

311 

94 

3 143 

2 728 

293 

122 

2 501 

1 985 

337 

179 

680 

468 

123 

89 

181 

75 


76 

70 



22 

25 



17 

525 

253 


142 

60 

59 

69 

78 

23 826 

21 056 

1 806 

964 

983 

910 

44 

29 

5 055 

4 668 

278 

109 

8 069 

7 584 

371 

114 

6 442 

5 642 

555 

245 

2 313 

1 782 

320 

211 

280 

169 

58 

53 

118 

37 

38 

43 

41 

11 

12 

18 

525 

253 

130 

142 

37 

36 

45 

• 52 

1 494 

1 353 

89 

52 

634 

610 

4 

20 

388 

356 

8 

24 

283 

237 

46 

• « • 

132 

116 

16 

• • • 

14 

14 

• • • 

• • • 

13 

13 

• • • 

• • • 

30 

7 

15 

8 

33 

32 

9 • • 

• « t 

39 

39 

• • t 

• « • 

31 

30 



220 

77 

61 

82 

18 

16 

2 

9 t • 

28 

25 

• • • 

3 

174 

36 

59 

79 

1 559 

1 418 

89 

52 

223 

223 

• • « 

■ 9 • 

697 

674 

23 

9 9 9 

229 

217 

• « • 

12 

410 

304 

66 

40 


i 
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State and Small Areas 


Table 17. —Financial Characteristics and Duration or Vacancy, eor SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: I960 — Con. 

[Some data based on sample; median not shown where base is insuffldent; see text. “U” denotes an unincorporated place. “UT" denotes an 
urban town. Plus (+) or minus (—) alter number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 


VALUE 


OWNER OCCUPIED . 

LESS THAN S5«000 . 

$5iO00 To S7t4Q0 . 

$71500 TO S9«900 . 

$10(000 TO $12(400 . 

$12(500 TO $14(900 . 

$15(000 TO $17(400 . 

$17(500 TO $19(900 . 

$20(000 TO $24(900 . 

$25(000 TO $34(900 . 

$35(000 OR MORE. 

MEDIAN . DOLLARS 


VACANT AVAILABLE FOR SALE. 

LESS THAN $5(000 .. . . . . 

$5(000 TO $9(900 . 

$10(000 TO $14(900 . 

$15(000 TO $19(900 . 

$20(000 TO $24(900 .. . . . 

$25(000 OR MORE. 

MEDIAN PRICE ASKED . DOLLARS 


SROSS RENT 

renter OCCUPIED. 

LESS THAN .. 

$20 TO $29 . 

$30 TO $39 • • . 

$40 TO $49 . 

$50 TO $59 . 

$60 TO $69 . 

$70 TO $79 . 

$eO TO $99 . 

$100 TQ $119 . 

$120 TO $149.. . • • 

$150 TO $199 . 

$200 OR MORE . 

NO CASH RENT.. 

MEDIAN...DOLLARS 


contract RENT 

renter OCCUPIED. 

LESS THAN .. 

$20 TO $29 . 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$eO TO $99.. • 

$100 To $149 . 

$150 OR MORE . 

NO CASH RENT.*. 

MEDIAN . DOLLARS 


VACANT AVAILABLE FOR RENT. 

LESS THAN $30. 

$30 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$00 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

MEDIAN RENT ASKED (DOLLARS)I 

VACANT AVAILABLE FOR RENT. 

WITH ALL UTILITIES IN RENT . 

WITH SOME OR NO UTILITIES IN RENT. . 


DURATION OF vacancy 

VACANT available FOR SALE. 

LESS THAN 4 MONTHS . 

4 UP TO 6 MONTHS ....... 

6 MONTHS OR MORE . . 


VACANT available FOR RENT. . . . . . 

LESS THAN 1 MONTH. 

1 UP TO 4 months.. • 

4 up TO 6 months.. . . . 

6 MONTHS OR MORE . 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


■ PITTSFIELD 


THE 

AREA 

PITTS¬ 

FIELD 

URBAN 

balance 

RURAL 

THE 

AREA 

10 631 

7 933 

1 120 

1 578 

107 375 

331 

257 

8 

66 

3 309 

628 

418 

80 


a 592 

1 320 

948 

168 


17 327 

1 982 

1 407 

280 


27 540 

2 183 

1 682 



21 772 

1 583 

1 229 

128 

226 

12 119 

945 

695 

104 


M I 

943 

692 

117 

134 

1 

537 

455 

29 

53 

!U 1 

179 

150 

a 

21 

1 914 

13 700 

13 900 

12 BOO 

13 300 

12 200 

143 

91 

21 

31 

1 613 

2 

2 

• • • 

• • • 

102 

27 

10 

10 

7 

277 

28 

17 

4 

7 

707 

34 

24 

• • • 

10 

309 

17 

11 

3 

3 

68 

35 

27 

4 

4 

130 

... 

18 400 

... 

... 

13 OOO 

B 679 

7 365 

722 

592 

no 300 

23 

3 

12 

S 

360 

101 

93 

4 

4 

3 350 

347 

316 

11 

20 

9 729 

599 

533 

24 

42 

17 327 

1 075 

936 

76 

63 

20 722 

1 482 

1 308 

85 

09 

20 028 

1 037 

1 560 

208 

69 

14 022 

1 947 

1 641 

198 

108 

13 010 

700 

597 

43 

60 

3 011 

243 

104 

28 

31 

1 564 

20 

16 

• • • 

12 

590 

e 

• • • 

4 

4 

232 

209 

178 

29 

02 

4 035 

73 

73 

76 

74 

61 

0 679 

7 365 

722 

592 

no 380 

00 

31 

28 

29 

4 204 

717 

570 

60 

79 

21 096 

1 519 

1 323 

130 

66 

27 502 

3 204 

2 793 

252 

159 

33 574 

2 123 

1 054 

171 

98 

14 521 

528 

444 

29 

S5 

3 220 

203 

164 

23 

16 

1 010 

0 


9 • • 

8 

418 

209 


29 

02 

4 035 

51 


48 

52 

40 

401 


32 

29 

7 404 

55 



3 

2 624 

101 



4 

1 704 

129 


14 


1 055 

05 




862 

16 




169 

1 




101 

14 

3 



69 

47 

45 



36 

-It 

• • • 



45 

45 

43 

■ 


35 

137 

05 

21 

31 

1 550 

97 

74 

3 

20 

760 

10 

3 

• • • 

7 

161 

30 

0 

18 

4 

629 

301 

317 

32 

32 

7 400 

117 

106 

11 

• . • 

906 

152 

130 

11 

11 

2 965 

41 

27 

• • t 

14 

1 106 

71 

54 

10 

7 

2 421 


PROVIDENCE-PAWTUCKET 



MASSACHUSETTS PORTION 

ISLAND 

PORTION 

TOTAL 

URBAN 

RURAL 

93 200 

14 175 

0 130 

6 037 

2 748 

561 

285 

276 

7 171 

1 421 

720 

701 

14 705 

2 622 

1 540 


24 094 


2 043 


19 012 


1 448 


10 495 


904 


5 101 

716 

479 

237 

4 946 

612 

438 

174 

3 040 

307 

203 

104 

1 800 

106 

78 

28 

12 300 

11 000 

11 900 

11 700 

1 379 

234 

105 

129 

91 

11 

6 

5 

236 

41 

14 

27 

503 

124 

56 

68 

264 

45 

20 

25 

70 

10 

6 

4 

127 

3 

3 

... 

13 100 

12 600 

... 

• •• 

102 991 

7 389 

5 596 

1 793 

343 

17 

8 

9 

3 224 

126 

81 

45 

9 443 

286 

189 

97 

16 356 

971 

635 

336 

19 429 

1 293 

974 

319 

18 635 

1 393 

1 144 

249 

13 579 

1 243 

1 073 

170 

12 647 

1 163 

933 

230 

3 480 

331 

212 

119 

1 446 

ne 

57 

61 

550 

32 

7 

25 

220 

12 

• t • 

12 

3 631 

404 

283 

121 

60 

66 

67 

61 

102 991 

7 389 

5 596 

1 793 

4 052 

152 

70 

82 

20 207 

089 

544 

345 

26 097 

1 405 

1 070 

335 

30 738 

2 036 

2 327 

509 

13 140 

1 301 

1 115 

266 

3 025 

195 

141 

54 

1 690 

112 

43 

69 

403 

15 

3 

12 

3 631 

404 

283 

121 

40 

46 

47 

42 

7 095 

309 

283 

106 

2 562 

62 

37 

25 

1 709 

75 

62 

13 

1 729 

126 

114 

12 

780 

82 

35 

47 

155 

14 

10 

4 

06 

15 

10 

5 

74 

15 

15 

... 

36 

47 

46 

... 

44 

• e f 

9 9 • 

• • • 

34 

44 

44 


1 304 

254 

113 

141 

664 

104 

64 

40 

14C 

21 


12 

500 

129 

^B 

09 

7 067 

393 



033 

75 



2 707 

178 



• 1 18l 

25 


11 

2 306 

115 

■llllllilllllllliHi 

44 










































































































Massachusetts 


23-67 


Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes an 
urban town. Plus (+) or minus (—) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 


STANDARD METROPOLITAN STATISTICAL AREAS—CON. 


SPRINGFlELD-CHICOPEE-HOLYOKE 


PLACES 



THE 




URBAN 

RURAL 

AREA 

CHICOPEE 

HOLYOKE 

SPRING- 

BALANCE 





FIELD 



66 505 

7 109 

4 016 

21 295 

23 690 

10 387 

1 576 

162 

rl 

405 

570 

360 

3 977 

501 


1 323 

1 455 

498 

9 059 

1 070 


3 388 

3 234 

1 005 

16 683 

2 227 


6 646 

5 451 

1 763 

14 801 

1 748 

994 

4 950 

5 309 

1 800 

8 653 

871 

577 

2 234 

3 370 

1 601 

4 251 

334 

316 

1 044 

1 407 

1 150 

3 991 

136 

374 

851 

1 416 

1 214 

2 353 

52 

217 

338 

905 

761 

961 

8 

101 

116 

501 

235 

12 800 

12 000 

13 900 

12 100 

13 000 

14 700 

1 121 

113 

76 

421 

279 

232 

26 

4 

5 

7 

4 

8 

152 

4 

2 

77 

43 

26 

511 

85 

29 

226 

105 

66 

234 

20 

17 

69 

75 

53 

79 

t t t 

11 

20 

20 

28 

117 

... 

12 

22 

32 

51 

13 700 

... 

15 600 

12 800 

14 300 

16 400 

61 249 

7 578 

12 036 

27 371 

12 145 

2 119 

78 

f • • 

20 

16 

34 

8 

906 

77 

296 

304 

202 

27 

2 625 

278 

780 

1 072 

414 

81 

5 446 

817 

1 823 

1 618 

1 012 

176 

8 869 

1 092 

2 544 

3 258 

1 713 

262 

11 626 

1 291 

2 SB3 

5 331 

2 131 

290 

11 178 

1 456 

1 915 

5 319 

2 205 

283 

12 964 

1 565 

1 453 

6 855 

2 741 

370 

3 969 

569 

355 

2 177 

689 

179 

1 519 

281 

90 

770 

286 

92 

322 

42 

20 

127 

81 

52 

87 

4 

• • • 

11 

28 

44 

1 640 

106 

157 

513 

609 

255 

. 70 

71 

62 

73 

71 

73 

. 61 249 

7 578 

12 036 

27 371 

12 145 

2 119 

. 576 

60 

149 

78 

221 

66 

. 4 450 

840 

1 265 

1 099 

978 

268 

. 10 064 

1 206 

2 946 

3 523 

2 039 

350 

. 22 877 

2 418 

4 390 

10 970 

4 605 

494 

. 15 576 

1 486 

2 409 

8 704 

2 624 

353 

. 4 011 

859 

579 

1 676 

744 

153 

. 1 895 

587 

141 

758 

288 

121 

. 160 

16 

• - * 

50 

37 

57 

. 1 640 

106 

157 

513 

609 

255 

. 53 

53 

46 

56 

50 

49 

. 4 707 

385 

920 

2 575 

738 

89 

. 514 

32 

245 

140 

58 

39 

. 916 

51 

276 

444 

130 

15 

. 1 674 

118 

214 

949 

383 

10 

. 967 

56 

123 

670 

111 

7 

.' 255 

61 

26 

121 

34 

13 

. 108 

31 

7 

52 

13 

5 

. 273 

36 

29 

199 

9 

••• 

. 50 

59 

38 

55 

47 

... 

. 52 

• • • 

39 

52 

47 

9 t • 

. 47 

51 

36 

53 

46 


. 1 155 

121 

92 

408 

292 

242 

. 561 

66 

27 

le: 

157 

130 

. 225 

12 

52 

83 

53 

25 

. 369 

43 

13 

14t 

8< 

87 

. 4 757 

385 

923 

2 61^ 

735 

92 

» 1 364 

es 

186 

91C 

15. 

28 

. 2 203 

225 

41£ 

1 29‘ 

22' 

34 

. 517 

12 

15S 

14. 

19 

6 

. 673 

62 

1611 

26. 

15 

24 


THE 

AREA 


WORCESTER 


URBAN 

BALANCE 


RURAL 


VALUE 


OWNER OCCUPIED 
LESS THAN $5i00O , 
$51000 TO $7,400 . 
$7,500 TO S9.900 . 
$10,000 TO $12,400 
$12,500 TO $14,900 
$15,000 TO $17,400 
$17,500 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 


MEDIAN 


VACANT AVAILABLE FOR SALE. 

LESS THAN $5,000 . 

$5,000 TO S9.900 . 

$10,000 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR more. 


MEDIAN PRICE ASKED 


GROSS RENT 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $29 ... . 
$30 TO $39 ... • 
$40 TO $49 ... . 
$50 TO $59 . • • • 
$60 TO $69 .... 
$70 TO $79 . • • • 
$e0 TO $99 ... . 
$100 TO $119 . • • 
$120 TO $149 . . . 
$150 TO $199 . . • 
$200 OR MORE . • • 
•NO CASH 'RENT . . . 

median ....... 


DOLLARS 


CONTRACT RENT 


RENTER OCCUPIED 
LESS than $20. . . 
$20 TO $29 .... 
$30 TO $39 .... 
$40 TO $59 ... . 
560 TO $79 .... 
$80 TO $99 .... 
$100 TO $149 . . . 
$150 OR MORE . . . 
NO CASH RENT . . . 


MEOIAN 


VACANT AVAILABLE FOR RENT. 

LESS THAN $30. . . . . 

$30 TO $39 . 

$40 TO $59 .... ... • 

$60 TO $79 . 

$80 TO $99... 

$100 TO $119 .. . .. 

$120 OR MORE . . 

MEOIAN RENT ASKED (DOLLARS)! 

VACANT AVAILABLE FOR RENT. . . . . . 
with all UTILITIES IN RENT . . . . 
WITH SOME OR NO UTILITIES IN RENT. 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE. 

LESS THAN 4 MONTHS.. 

4 UP TO 6 MONTHS 
6 MONTHS OR MORE . 


VACANT AVAILABLE FOR RENT. 
LESS THAN 1 MONTH. ...... 

1 >UP TO 4 MONTHS. 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


41 844 

1 372 

2 521 
5 570 

10 536 
10 055 
5 277 
2 606 
2 141 
1 188 
570 

12 700 


471 

43 

66 

214 

99 

20 

29 

13 000 


40 936 
63 
669 

1 852 
3 665 

6 035 
8 079 

7 389 

8 356 

2 482 
866 
185 

49 
1 246 


17 547 
457 
893 
2 222 
4 475 
4 316 
2 145 
1 143 
898 
630 
368 

12 900 


180 

8 

28 

78 

42 

2 

22 

13 500 


31 554 
24 


526 

381 

655 

458 

393 

898 

875 

982 

648 

153 

32 

529 


12 727 
387 
674 
1 823 
3 288 
3 195 
1 683 
786 
609 
211 
71 

12 600 


5 321 
16 
81 
278 
506 
878 
I 009 
886 
914 
313 
114 
25 
13 
288 


11 570 
528 
954 

1 533 

2 773 
2 544 
1 449 

677 

634 

347 

131 

12 500 


194 

25 

28 

81 

46 

10 

4 


4 061 
23 
62 
193 
504 
699 
677 
605 
567 
187 
104 
7 
4 

429 


69 

70 

68 

65 

936 

31 554 

5 321 

4 061 

543 

302 

125 

116 

787 

2 558 

564 

665 

757 

7 486 

1 317 

954 

110 

13 048 

1 881 

1 IBl 

485 

5 106 

826 

553 

077 

1 798 

196 

83 

830 

648 

110 

72 

101 

79 

14 

8 

246 

529 

288 

429 

46 

46 

45 

41 

810 

1 346 

262 

202 

281 

162 

81 

38 

476 

359 

68 

49 

663 

506 

84 

73 

245 

200 

25 

20 

73 

65 


8 

28 

20 

4 

4 

44 

34 

... 

10 

43 

45 

37 

43 

59 

62 

• • • 

* • • 

43 

44 

39 


499 

186 

105 

208 

243 

119 

41 

83 

69 

16 

18 

35 

187 

51 

46 

90 

795 

1 330 

262 

203 

299 

222 

57 

20 

828 

68' 

00 

61 

236 

lae 

41 

9 

432 

23! 

8!| 

113 
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State aod Small Areas 


Table 17. —Financial Characteristics and Duration op Vacancy, for SMSA’s, Places of 50,000 
Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes an 
urban town. Plus (-}-) or minus (—) after number indicates median above or below that number] 


Value 
Gross Rent 


Contract Rent 
Duration of Vacancy 


SUBJECT 


BOSTON 


VALUE 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
»5|000 TO $71 400 . 
$7i5O0 TO $91900 . 
SlOiOOO TO $12t400 
$l2i500 TO $14i90O 
SlSiOOO TO $17,400 
$17,300 TO $19,900 
$20,000 TO $24,900 
$25,000 TO $34,900 
$35,000 OR MORE. . 


276 

4 

9 

la 

36 

53 

52 

35 

34 

21 

11 


MEDIAN 


DOLLARS 


15 


VACANT AVAILABLE FOR SALE. 2 

LESS THAN $5,000 . 

$5,000 TO $9,900 .. 

$10(000 TO $14,900 . 

$15,000 TO $19,900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. 


MEDIAN PRICE ASKED . DOLLARS 


17 


SROSS RENT 


RENTER OCCUPIED 
LESS THAN $20. . . 
$20 TO $29 .... 
$30 TO $39 .... 
$40 TO $49 ... . 
$50 TO $59 ... . 
$60 TO $69 .... 
$70 TO $79 .... 
$00 TO $99 ... . 
$100 TO $119 . . . 
$120 TO $149 . . . 
$150 TO $199 . . . 
$200 OR MORE . . . 
NO CASH RENT . . . 


361 

1 

4 

12 

22 

31 

42 

52 

100 

51 

24 

8 

2 

6 


MEDIAN 


DOLLARS . 


CONTRACT RENT 


renter occupied 

LESS THAN $20. . . 
$20 TO $29 ... . 
$30 TO $39 ... . 

$40 TO $59 ... . 
$60 TO $79 ... . 
$e0 TO $99 .... 
$100 TO $149 . . . 
$150 OR MORE . . . 
NO CASH RENT . . . 


361 

3 

17 

36 

101 

109 

49 

29 

7 

6 


MEDIAN 


DOLLARS . 


VACANT AVAILABLE FOR RENT. 

LESS THAN $30. .............. 

$30 TO $39 ................ 

$40 TO $59 ................ 

$60 TO $79 ................ 

$80 TO $99 ................ 

$100 TO $119.............. . 

$120 OR MORE ............... 

MEDIAN RENT ASKED (DOLLARS)I 

VACANT AVAILABLE FOR RENT. 

WITH ALL UTILITIES IN RENT . 

WITH SOME OR NO UTILITIES IN RENT. . . 


15 

1 

2 

3 

3 

1 

1 


DURATION OF VACANCY 

VACANT AVAILABLE FOR SALE. 2 

LESS THAN 4 MONTHS . .. 1 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE.. 


. vacant AVAILABLE FOR RENT 

LESS THAN 1 MONTH. 

1 UP TO 4 MONTHS . 

4 UP TO 6 MONTHS . 

6 MONTHS OR MORE . 


15 

3 

7 

1 

2 


URBANIZED AREAS 




FALL RIVER 


LAWRENCE- 

HAVERHILL 

BROCKTON 

TOTAL 

MASSACHUSETTS 

PORTION 

FITCHBURG- 

LEOMINSTER 

TOTAL 

MASSACHUSETTS 

PORTION 

531 

16 777 

10 358 

9 112 


19 761 

19 560 


351 

492 

460 


756 

752 

531 

983 

1 200 

1 123 


1 812 

1 808 

175 

2 770 

1 689 

1 715 

1 710 

2 487 

2 455 

089 

4 912 

2 547 

2 235 

2 221 

3 694 

3 629 

685 


2 000 

1 700 

1 590 

3 506 

3 465 

489 


1 040 

856 

034 

3 799 

3 773 

477 


456 

401 

382 

1 465 

1 461 

039 

568 

455 

379 

374 

1 428 

1 416 

557 

200 

173 

149 

174 

534 

529 

159 

116 

98 

86 

112 

280 

272 

800 

12 200 

11 600 

11 400 

11 700 

13 300 

13 300 

844 

333 

126 

114 

68 

199 

190 

147 

7 

6 

6 

t • • 

6 

6 

309 

36 

28 

24 

18 

30 

24 

503 

183 

53 

45 

50 

70 

70 

914 

79 

19 

19 

• « t 

61 

61 

394 

13 

9 

9 

• f $ 

9 

9 

577 

15 

11 

11 

... 

15 

12 

500 

13 400 

• •• 

« t • 

« • • 

• # • 

• • • 

612 

12 928 

23 907 

23 545 

10 130 

27 27B 

27 224 

015 

4 

44 

44 

26 

61 

61 

244 

205 

736 

721 

184 

452 

452 

249 

675 

2 765 

2 739 

447 

1 340 

1 335 

207 

1 341 

5 069 

5 007 

909 

2 942 

2 942 

030 

1 962 

5 817 

5 725 

1 496 

4 740 

4 740 

302 

2 693 

4 279 

4 216 

2 221 

5 211 

5 211 

333 

2 449 

2 496 

2 453 

2 172 

4 759 

4 739 

722 

2 418 

1 968 

1 905 

1 834 

5 076 

5 064 

951 

603 

350 

335 

348 

1 651 

1 643 

809 

129 

73 

57 

117 

370 

370 

790 

34 

25 

25 

20 

76 

76 

905 

« • « 

« • « 

« t « 

4 

20 

20 

975 

415 

365 

310 

272 

580 

571 

82 

68 

55 

55 

68 

67 

67 

612 

12 928 

23 967 

23 545 

10 130 

27 276 

27 224 

391 

151 

1 928 

1 900 

164 

756 

756 

145 

1 142 

6 619 

6 532 

939 

3 593 

3 593 

614 

2 465 

7 470 

7 373 

2 095 

7 301 

7 296 

645 

5 619 

5 302 

5 213 

4 316 

9 223 

9 207 

604 

2 628 

1 969 

1 899 

1 910 

4 580 

4 568 

037 

339 

277 

253 

369 

936 

926 

690 

169 

44 

44 

65 

284 

284 

431 

t • • 

13 

13 


23 

23 

975 

415 

365 

310 


580 

571 

63 

48 

34 

34 


43 

43 

085 

802 

1 168 

1 151 


1 476 

1 476 

954 

74 

561 

556 


411 

411 

336 

199 

242 

242 


441 

441 

838 

304 

211 

207 


394 

394 

659 

169 

106 

106 


142 

142 

631 

25 

37 

29 

20 

56 

58 

665 

10 

6 

6 

4 

14 

14 

002 

21 

5 

5 

... 

16 

16 

57 

40 

31 

31 

47 

37 

37 

46 

• • t 

• • • 

« • • 

• • • 

40 

40 

59 

50 

28 

28 

47 

36 

36 

834 

340 

128 

116 

76 

203 

194 

657 

228 

69 

65 

. ■ 41 

95 

86 

438 

19 

30 

30 

17 

20 

20 

739 

93 

29 

21 

18 

88 

88 

207 

831 

1 163 

1 166 

558 

1 454 

1 454 

416 

129 

306 

306 

142 

375 

375 

381 

405 

637 

629 

253 

523 

523 

837 

55 

82 

82 

. 7-7 

212 

212 

653 

242 

158 

149 

. 86 

344 

344 
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Table 17. —Financial Characteristics and Duration of Vacancy, for SMSA’s, Places of 50,000 Value 

Inhabitants or More, Urban Balance, Rural Total, and Urbanized Areas: 1960— Con. Gross Rent 

[Some data based on sample; median not shown where base is insuffloient; see text "U” denotes an unincorporated place. “UT" denotes an 
urban town. Plus (-|-) or minus (—) after number indicates median above or below that number] 


Contract Rent 
Duration of Vacancy 


URBANIZED AREAS—CON. 


subject 

LOWELL 

NEW BEDFORD 


SPRINeFIELD-CHICOPEE-HOLYOKE 

WORCESTER 

PITTSFIELD 

TOTAL 

MASSACHUSETTS 

PORTION 

VALUE 







OWNER OCCUPIED . 

15 210 

13 263 

a 6D2 

61 363 

54 982 

26 205 

LESS THAN $5,000 . 

770 

714 

269 

1 206 

1 153 

756 

$5,000 TO $7,400 . . 

2 085 

1 891 

470 

3 469 

3 373 

1 280 

$7,500 TO $9,900 ... 

3 027 

2 933 

1 044 

a 194 

7 938 

3 254 

$10,000 TO $12,400 . 

3 660 

2 923 

1 560 

16 387 

14 827 

6 624 

$12,500 TO $14,900 . 

2 610 

2 079 

1 803 

15 377 

12 740 

6 726 

$15,000 TO $17,400 . 

1 405 

1 221 

1 317 

7 682 

6 904 

3 398 

$17,500 TO $19,900 . 

698 

534 

750 

3 442 

3 052 

1 678 

$20,000 TO $24,900 . . ... . , . 

643 

522 

756 

3 012 

2 722 

1 299 

$25,000 TO $34,900 . 

231 

282 

475 

1 647 

1 551 

767 

$35,000 OR MORE.. 

81 

164 

158 

747 

722 

423 

MEDIAN . DOLLARS . 

11 200 

10 900 

13 800 

12 700 

12 500 

12 900 

VACANT AVAILABLE FOR SALE. 

266 

176 

98 

1 .,030 

885 

242 

LESS THAN $5,000 . 

6 

10 

2 

20 

20 

15 


62 

62 

10 

126 

126 

38 

$10,000 TO $14,900 ... 

94 

51 

17 

549 

441 

101 

$15,000 TO $19,900 . 

47 

30 

• 24 

218 

181 

53 

$20,000 TO $24,900 . 

45 

4 

14 

51 

51 

10 

$25,000 OR MORE. 

12 

19 

31 

66 

66 

25 

MEDIAN PRICE ASKED . DOLLARS . 

13 500 

... 

... 

13 400 

13 400 

13 400 

aROSS RENT 







RENTER OCCUPIED. 

17 169 

22 B62 

7 826 

60 291 

58 339 

33 5B3 

LESS THAN .. 

41 

59 

11 

74 

70 

32 

$20 TO $29 . 

866 

582 

93 

871 

859 

541 

$30 TO $39 . 

1 441 

2 227 

324 

2 583 

2 486 

1 415 

$40 TO $49.. 

2 032 

3 731 

553 

5 313 

5 lai 

2 844 

$50 TO $59... 

2 905 

4 917 

986 

8 704 

8 442 

4 718 

$60 TO $69 . 

2 919 

4 868 

1 368 

11 493 

11 165 

6 .762 

$70 TO $79 . 

2 493 

3 021 

1 691 

11 163 

ID 806 

6 249 

$SO TO $99 ..•••••• . . 

3 040 

2 322 

1 778 

12 854 

12 477 

7 308 

$100 TO $119 . 

818 

591 

624 

3 892 

3 762 

2 128 

$120 TO $149 . 

247 

103 

192 

1 476 

1 423 

719 

$150 TO $199 . 

47 

48 

16 

297 

270 

169 

$200 OR more . 

11 

S 

4 

47 

43 

37 

NO CASH RENT . 

289 

383 

186 

1 520 

1 335 

661 

MEDIAN . • DOLLARS . 

64 

59 

73 

70 

70 

70 

CONTRACT RENT 







RENTER OCCUPIED. 

17 169 

22 862 

7 826 

60 291 

38 339 

33 583 

LESS THAN $2D. 

513 

934 

53 

507 

471 

335 

$20 TO $29 . 

3 039 

4 946 

627 

4 210 

4 037 

2 713 

$30 TO $39... 

4 103 

7 935 

1 406 

9 877 

9 495 

7 861 

$40 TO .... 

S 4BS 

6 197 

2 963 

22 876 

22 097 

13 795 

$60 TO $79 ...... , . 

2 B72 

2 102 

1 946 

15 431 

15 137 

5 501 

$aO TO $99 . 

662 

227 

463 

3 927 

3 854 

1 906 

$100 TO $149 . 

.191 

73 

180 

1 836 

1 770 

727 

$150 OR MORE . 

12 

23 

• • • 

107 

103 

84 

NO CASH RENT . 

2B9 

383 

186 

1 520 

1 335 

661 

MEDIAN . DOLLARS . 

42 

37 

51 

53 

33 

47 

VACANT AVAILABLE FOR RENT. 

963 

1 442 

335 

4 649 

4 sal 

1 420 


300 

614 

32 

478 

468 

172 


201 

364 

97 

898 

889 

380 


229 

2B3 

122 

1 672 

1 630 

530 


174 

132 

68 

969 

960 

215 


44 

14 

12 

252 

242 

65 


15 

13 

1 

99 

99 

24 

SI20 OR M0R£ 

2 

22 

3 

281 

273 

34 

MEDIAN RENT ASKED (DOLLARS)1 







VACANT AVAILABLE FOR RENT. . 

39 

33 

45 

30 

50 

45 

WITH ALL UTILITIES IN RENT . 

36 

39 

• • • 

32 



WITH SOME OR NO UTILITIES IN RENT. . . 

42 

31 

44 

47 

47 

44 

DURATION OF VAQANCY 

1 






VACANT AVAILABLE FOR SALE. 

261 

138 

92 

1 054 

909 

248 

LESS THAN 4 MONTHS.. . • . 

136 

18 

77 

507 

431 

145 

4 UP TO 6 MONTHS . 

6 

23 

3 

213 

196 

23 

6 MONTHS OR MORE • • • • . 

119 

95 

12 

334 

282 

80 

VACANT AVAILABLE FOR RENT. 

961 

1 307 

332 

4 696 

4 628 

1 404 

LESS THAN 1 HQNTH... 

266 

2?3 

110 

1 333 

1 332 

247 

1- UP TO 4 MONTHS .... 

394 

697 

137 

2 1S6 

2 138 

709 

4 UP To 6 MONTHS . 

117 

217 

27 

502 

492 

190 

6 MONTHS OR MORE ... 

1B4 

370 

58 

673 

646 

23B 
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State and Small Areas 


Table 18.—Tenure, Vacancy Status, and Condition and Plumbing- Facilities, for Places 
OF 25,000 TO 50,000 Inhabitants: 1960 

[Some data based on sample; see text. “U" denotes an unincorporated place. “UT" denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

ARLINGTON 

(UT) 

ATTLEBORO 

BELMONT 

(ut) 

1 

BEVERLY 

BRAINTREE 

(UT) 

CHELSEA 

EVERETT 

.. 1 

FITCHBURG 

FRAMINGHAM 

(UT) 

ALL housing units. ......... 

15 080 

8 643 

8 7B7 

11 024 

8 608 

10 648 

13 546 

13 875 

12 813 

TENURE* COLOR, AND VACANCY 










STATUS 










OCCUR .... 

14 754 

8 252 

8 677 

10 444 

8 449 

10 114 

13 266 

13 235 

12 266 

OWNER OCCUPIED . 

9 745 

5 034 

5 937 

6 913 

7 164 

2 660 

3 626 

6 592 

6 523 

PERCENT OF ALL OCCUPIED. 

66.0 

61.0 

68.4 

66.2 

84.S 

28.5 

43.9 

49.6 

69.4 

WHITE. 

9 732 

5 018 

5 933 

6 901 

7 156 

2 876 

5 686 

6 580 

8 496 

NONWHITE . 

13 

16 

4 

12 

8 

4 

142 

12 

27 

RENTER OCCUPIED. 

5 009 

3 218 

2 740 

3 531 

1 285 

7 234 

7 438 

6 643 

3 763 

WHITE... 

4 969 

3 212 

2 740 

3 527 

1 278 

7 139 

7 359 

6 566 

3 739 

NONWHITE . 

20 

6 


4 

7 

75 

79 

57 

24 

VACANT . . . -. 

326 

391 

110 

580 

159 

534 

260 

640 

527 

YEAR ROUND . 

308 

345 

9B 

451 

134 

526 

246 

597 

505 

SOUND OR DETERIORATING . 

302 

318 

94 

421 

125 

415 

229 

469 

482 

AVAILABLE. . 

155 

191 

62 

284 

56 

353 

146 

401 

297 

FOR SALE ONLY. 

73 

44 

22 

78 

32 

12 

11 

40 

139 

HOMEOWNER VACANCY RATE . 

0.7 

0.9 

0.4 

1.1 

0.4 

0.4 

0.2 

0.6 

1.6 

FOR RENT . 

82 

147 

40 

206 

24 

341 

135 

361 

158 

RENTAL VACANCY RATE. 

1.6 

4.4 

1.4 

5.5 

1.8 

4.5 

1.6 

5.2 

4.0 

RENTED OR SOLD, AWAITING OCCUPANCY . 

107 

47 

24 

37 

32 

15 

SO 

29 

132 

HELD FOR OCCASIONAL USE. 

6 

10 

1 

50 

5 

11 

6 

7 

9 

HELD FOR OTHER REASONS . 

34 

70 

7 

50 

32 

36 

27 

52 

44 

OILAPtOATEO. ... . . . 

6 

27 

4 

30 

9 

111 

17 

106 

23 

SEASONAL . 

18 

46 

12 

129 

25 

6 

34 

43 

22 

CONDITION AND PLUMBING 










ALL UNITS. 

15 080 

8 643 

8 776 

11 024 

8 60S 

10 647 

13 546 

13 875 

12 813 

SOUND. 

14 6S6 

7 836 

8 657 

9 829 

a 059 

8 495 

12 054 

10 879 

11 913 

WITH ALL PLUMBING FACILITIES . 

14 618 

7 370 

B 642 

9 563 

8 007 

6 176 

11 795 

10 153 

11 728 

LACKING ONLY HOT WATER . 

12 

295 

4 

98 

4 

176 

26 

240 

20 

LACKING OTHER PLUMBING FACILITIES. . . . 

56 

171 

11 

168 

48 

143 

231 

486 

165 

DETERIORATING. 

345 

6S3 

106 

1 008 

454 

1 408 

1 328 

2 244 

806 

WITH ALL PLUMBING FACILITIES . 

325 

422 

101 

821 

414 

1 320 

1 222 

1 752 

718 

LACKING ONLY HOT WATER . 

• « • 

136 

• • • 

103 

16 

61 

20 

192 

a 

LACKING OTHER PLUMBING FACILITIES. . . . 

20 

125 

5 

84 

24 

27 

66 

300 

80 

DILAPIDATED. 

49 

124 

13 

187 

95 

744 

164 

752 

94 

OWNER OCCUPIED . 

9 745 

5 034 

5 937 

6 913 

7 164 

2 660 

3 626 

6 592 

8 523 

SOUND. 

9 577 

4 726 

5 912 

6 439 

6 620 

2 539 

5 427 

5 770 

S 268 

WITH ALL PLUMBING FACILITIES . 

9 541 

4 5S3 

S 90B 

6 423 

6 797 

2 509 

5 363 

5 685 

6 225 

LACKING SOME OR ALL FACILITIES . 

36 

143 

4 

16 

23 

30 

64 

65 

43 

DETERIORATING. 

14S 

2SS 

25 

413 

291 

247 

361 

662 

235 

with all PLUMBING FACILITIES . 

14S 

194 

20 

3B9 

266 

234 

345 

390 

227 

LACKING SOME OR ALL FACILITIES . 

t f t 

64 

5 

24 

25 

13 

16 

72 

6 

DILAPIDATED. 

20 

50 

... 

61 

53 

74 

40 

160 

20 

RENTER OCCUPIED. 

5 009 

3 218 

2 740 

3 531 

1 2S5 

7 234 

7 438 

6 643 

3 763 

SOUND ... 

4 S14 

2 820 

2 663 

2 953 

1 113 

5 630 

6 424 

4 787 

3 200 

WITH ALL PLUMBING FACILITIES . 

4 782 

2 558 

2 652 

2 782 

1 066 

5 367 

6 234 

4 199 

3 066 

LACKING SOME OR ALL FACILITIES . 

32 

262 

11 

171 

27 

263 

190 

566 

134 

DETERIORATING. 

179 

335 

64 

466 

136 

1 011 

916 

1 383 

512 

WITH ALL PLUMBING FACILITIES . 

163 

203 

64 

394 

123 

932 

632 

1 031 

435 

LACKING SOME OR ALL FACILITIES . 

16 

132 

• • • 

92 

15 

59 

64 

352 

77 

DILAPIDATED. . 

16 

63 

13 

92 

34 

593 

96 

473 

51 

VACANT AVAILABLE FOR SALE . 

73 

44 

22 

78 

32 

12 

11 

40 

139 

WITH ALL PLUMBING FACILITIES . 

70 

42 

22 

74 

30 

11 

10 

34 

136 

LACKING SOME OR ALL FACILITIES . 

3 

2 

... 

4 

2 

1 

1 

6 

3 

VACANT AVAILABLE FOR RENT . 

82 

147 

40 

206 

24 

341 

135 

361 

156 

WITH ALL PLUMBING FACILITIES . 

82 

102 

39 

165 

22 

304 

122 

272 

145 

LACKING SOME OR ALL FACILITIES . 

... 

45 

1 

41 

2 

37 

13 

89 

13 

ALL HOUSING UNITS . 

15 080 

S 643 

i 

8 787 

11 024 

6 606 

10 646 

13 546 

13 873 

12 613 

WATER SUPPLY 










HOT AND COLD PIPED WATER INSIOE STRUCTURE. 

15 047 

7 979 

8 759 

10 707 

6 564 

10 343 

13 431 

12 669 

12 716 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

29 

63S 

12 

317 

44 

304 

95 

982 

95 

PIPED WATER OUTSIDE STRUCTURE . 

• f • 

3 


• • • 






NO PIPED WATER . 

4 

23 

5 

... 

... 

... 

... 

*4 


TOILET FACILITIES 










FLUSH TOILET, EXCLUSIVE USE . 

15 012 

8 476 

8 764 

10 823 

' 

8 556 

10 534 

13 '262 

13 557 

12 606 

FLUSH TOILET, SHARED . 

60 

114 

7 

ISS 

52 

69 

264 

266 

197 

OTHER TOILET FACILITIES OR NONE . 

S 

53 

5 

13 


4 


32 

8 

BATHING FACILITIES 










bathtub or SHOWER, EXCLUSIVE USE . 

14 995 

8 313 

8 760 

10 742 

a 520 

10 449 

13 22-1 

12 877 

12 544 

bathtub or SHOWER, SHARED. 

64 

106 

7 

200 

52 

100 

276 

299 

199 

NO bathtub or SHOWER .. 

21 

224 

9 

82 

36 

98 

49 

699 

70 

BATHROOMS 











12 090 

6 856 

5'6B5 

S 772 

6 726 

■ 9 713 

12 256 

11 247 

9 278 

1 PLUS PARTIAL ..... . 

1 950 

572 

1 507 

982 

1 374 

220 

321 

552 

2 277 

2 OR MORE. 

939 

411 

1 556 

769 

379 

242 

401 

516 

972 

SHARED OR NONE . 

101 

802 

28 

501 

129 

• 472 

368 

1 556 

286 
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Table 18 .—Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places 
OF 25,000 TO 50,000 Inhabitants: 1960—Con. 

[Some data based on sample; see text “U" denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

GLOUCESTER 

HAVERHILL 

LEOMINSTER 

LEXINGTON 

lUT) 

MELROSE 

METHUEN 

(UT) 

IILTON (UT) 

JATICK (UT) 

ALL HOUSING UNITS. 

10 146 

15 967 

a 699 

7 182 

6 909 

8 714 

7 531 

7 993 

TENURE! COLORi AND VACANCY 









STATUS 









OCCUPIED . 

8 044 

15 050 

8 348 

6 974 

8 713 

8 363 

7 396 

7 804 

OWNER OCCUPIED . 

4 714 

7 983 

4 921 

6 389 

6 557 

5 830 

6 389 

6 426 

PERCENT OF ALL OCCUPIED. 

58.6 

53.0 

58.9 

91.6 

75.3 

69.7 

86.4 

62.3 

white. 

4 714 

7 946 

4 901 

6 361 

6 537 

5 614 

6 37B 

6 395 

NONWHITE . 


37 

20 

28 

20 

16 

11 

31 

RENTER OCCUPIED. 

3 330 

7 067 

3 427 

585 

2 156 

2 533 

1 007 

1 378 

white. 

3 322 

7 005 

3 386 

565 

2 140 

2 528 

1 007 

1 374 

NONWHITE . 

a 

62 

41 

... 

16 

5 

•• • 

4 

VACANT . 

2 104 

917 

351 

208 

196 

351 

135 

189 

YEAR ROUND . 

454 

840 

296 

203 

186 

235 

125 

170 

SOUND OR DETERIORATING . 

413 

707 

266 

199 

180 

221 

120 

161 

AVAILABLE. 

218 

519 

194 

108 

96 

139 

72 

94 

FOR SALE ONLY. 

62 

65 

38 

85 

46 

65 

50 

45 

HOMEOWNER VACANCY RATE ..... 

1.3 

0.8 

0.6 

1.3 

0.7 

1.1 

0.6 

0.7 

FOR RENT . 

156 

454 

156 

23 

50 

74 

22 

49 

RENTAL VACANCY RATE. 

4.5 

6.0 

4.4 

3.8 

2.3 

2.6 

2. 1 

3.4 

RENTED OR SOLDI AWAITING OCCUPANCY . 

42 

90 

38 

70 

29 

48 

20 

39 

HELD FOR OCCASIONAL USE. 

78 

14 

9 

3 

8 

8 

4 

2 

HELD FOR OTHER REASONS . 

75 

84 

25 

18 

47 

26 

24 

26 

DILAPIDATED. 

41 

133 

30 

4 

6 

14 

5 

9 

SEASONAL . 

1 650 

77 

55 

5 

10 

116 

10 

19 

CONDITION AND PLUMBING 









ALL UNITS. 

10 146 

15 967 

8 699 

7 182 

8 909 

a 714 

7 531 

7 993 

SOUND. 

6 2B6 

12 423 

7 360 

7 023 

8 467 

7 525 

7 459 

7 519 

WITH ALL PLUMBING FACILITIES . 

7 106 

11 799 

6 965 

6 998 

6 366 

7 323 

7 439 

7 417 

LACKING ONLY HOT WATER . 

246 

228 

122 

4 

a 

106 

11 

13 

LACKING OTHER PLUMBING FACILITIES. . . . 

934 

396 

273 

21 

91 

96 

9 

89 

DETERIORATING. 

1 610 

2 831 

1 024 

143 

385 

1 011 

66 

361 

WITH ALL PLUMBING FACILITIES . 

927 

2 285 

B66 

139 

360 

900 

66 

327 

LACKING ONLY HOT WATER . 

103 

199 

56 

• t • 

5 

60 

• « • 

6 

LACKING OTHER PLUMBING FACILITIES. . . . 

sao 

347 

102 

4 

20 

51 

t • • 

26 

DILAPIDATED. 

252 

713 

315 

16 

57 

178 

6 

113 

OWNER OCCUPIED . 

4 714 

7 983 

4 921 

6 389 

6 557 

5 830 

6 3B9 

6 426 

SOUND. 

4 196 

7 223 

4 487 

6 301 

6 382 

5 254 

6 348 

6 217 

WITH ALL PLUMBING FACILITIES . 

3 908 

7 045 

4 411 

6 289 

6 349 

5 166 

6 340 

6 189 

LACKING SOME OR ALL FACILITIES . 

290 

178 

76 

12 

33 

66 

6 

26 

DETERIORATING. 

475 

643 

386 

80 

159 

502 

37 

154 

WITH ALL PLUMBING FACILITIES . 

348 

582 

342 

80 

159 

454 

37 

138 

LACKING SOME OR ALL FACILITIES . 

127 

61 

44 

• • « 

• 8 • 

48 

• • • 

l6 

DILAPIDATED... 

41 

117 

48 

6 

16 

74 

4 

55 

RENTER OCCUPIED.. . . . . 

3 330 

7 067 

3 427 

585 

2 156 

2 533 

1 007 


SOUND. 

2 369 

4 758 

2 631 

521 

1 907 

2 046 

990 


WITH ALL PLUMBING FACILITIES . 

1 817 

4 389 

2 352 

508 

1 641 

1 997 

978 

1 

LACKING SOME OR ALL FACILITIES . 

552 

369 

279 

13 

66 

49 

12 


DETERIORATING. 

797 

1 870 

563 

56 

208 

417 

17 


WITH ALL PLUMBING FACILITIES . 

412 

1 468 

474 

52 

186 

385 

17 


LACKING SOME OR ALL FACILITIES . 

3B5 

382 

89 

4 

20 

32 

• • • 


DILAPIDATED. 

164 

439 

233 

a 

41 

70 

* • 1 


VACANT AVAILABLE FOR SALE. 

62 

65 

38 

85 

46 

65 

50 


WITH all PLUMBING FACILITIES . 

55 

56 

38 

85 

44 

61 

49 


LACKING SOME OR ALL FACILITIES . 

7 

9 

... 

... 

2 

4 

1 


VACANT AVAILABLE FOR RENT. 

156 

454 

156 

23 

50 

74 

22 

49 

WITH ALL plumbing FACILITIES . 

104 

331 

120 

21 

44 

67 

22 

46 

LACKING SOME OR ALL FACILITIES . 

52 

123 

36 

2 

6 

7 

• • ■ 


ALL HOUSING UNITS. 

10 146 

15 967 

a 699 

7 182 

a 909 

8 714 

7 531 

7 993 

water SUPPLY 









HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

8 807 

15 172 

8 309 

7 174 

8 660 

8 356 

7 520 

7 916 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

1 325 

759 

384 

4 

29 

277 

11 

72 

PIPED WATER OUTSIDE STRUCTURE. 

• • « 

• • • 

• • « 

• • • 

» • « 

44 

• ■ • 

* * 5 

NO piped water . 

16 

36 

6 

4 

# • • 

37 



TOILET FACILITIES 









FLUSH TOILET 1 EXCLUSIVE USE. 

9 667 

15 236 

6 337 

7 161 

a 827 

8 569 

7 522 

7 917 

FLUSH TOILET. SHARED . 

345 

659 

329 

17 

62 

16 



other TOILET FACILITIES OR NONE. 

136 

72 

33 

4 

• • • 

129 

• • • 


BATHING FACILITIES 









BATHTUB OR SHOWER. EXCLUSIVE USE . 

8 530 

15 102 

8 236 

7 153 

8 782 

6 538 

7 522 

7 857 

bathtub OR SHOWER. SHARED. 

356 

694 

346 

25 

99 

16 


73 

NO BATHTUB OR SHOWER . 

1 262 

171 

117 

4 

26 

160 

* 


BATHROOMS 










7 2B7 

13 247 

6 941 

3 813 

6 376 

7 383 

4 27' 

6 086 

1 PLUS PARTIAL . 

' 396 

791 

594 

1 783 

1 643 

593 

1 B7‘ 

1 279 


490 

508 

43J 

1 565 

758 

34^ 

1 36( 

462 

SHARED OR NONE . 

1 975 

1 421 

733 

21 

132 

393 

2( 

166 


NCCDHAU 

(UT) 


7 H37 


7 280 
6 H09 
SB.O 
6 401 
a 

871 

871 


157 

156 

151 

83 

56 

0.9 

27 

3.0 

40 

3 

25 

5 

1 


7 437 
7 15B 
7 123 

*35 

260 

244 

5 

a 

19 

6 409 
6 2SS 

6 2se 

109 

109 

*12 

871 

725 

690 

35 

142 

126 

16 

4 

56 

53 

3 

27 

21 

6 


7 437 


7 413 
24 


7 418 
19 


7 390 
19 
28 


3 830 
2 395 
I 155 
57 
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State and Small Areas 


Table 18 .—Tenure, Vacancy Status, and Condition and Plumbing Facilities, por Places 
OP 25,000 TO 50,000 Inhabitants: I960 — Con. 

[Some data based on sample; see text “U” denotes an unincorporatedl place. “UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 


ALL HOUSING UNITS. ...... 

TENURE! COLOR. AND VACANCY 
STATUS 


occupied . . 

OWNER OCCUPIED.. . 

PERCENT OF ALL OCCUPIED. 

WHITE. 

NONWMITE . 

renter OCCUPIED. 

WHITE. 

NONWHITE . 

VACANT . 

YEAR ROUND . 

SOUND OR DETERIORATING . 

AVAILABLE. 

FOR SALE ONLY. 

HOMEOWNER VACANCY RATE .... 

FOR RENT . 

RENTAL VACANCY RATE. 

RENTED OR SOLD. AWAITING OCCUPANCY 

HELD FOR OCCASIONAL USE. 

HELD FOR OTHER REASONS . 

DILAPIDATED. 

SEASONAL.. 


CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER .... 

LACKING OTHER PLUMBING FACILITIES. . . , 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

lacking ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
DILAPIDATED. 

OWNER OCCUPIED.. . 

.. 

WITH ALL PLUMBING FACILITIES 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . 

LACKING SOME OR ALL FACILITIES . 

dilapidated... 

renter occupied. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 

VACANT AVAILABLE FOR SALE. 

WITH ALL PLUMBING FACILITIES . 

lacking SOME OR ALL FACILITIES . 

VACANT available FOR RENT. 

WITH ALL plumbing FACILITIES . 

LACKING SOME OR ALL FACILITIES ...... 


ALL HOUSING UNITS. 

water supply 

HOT ANO COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . , 


TOILET FACILITIES 

flush TOILET. EXCLUSIVE USE. . 

FLUSH TOILET. SHARED . , 

OTHER TOILET FACILITIES OR NONE^ 


BATHING facilities 
BATHTUB OR SHOWER. EXCLUSIVE USE 

bathtub or shower, shared. . . . 
NO bathtub or shower . 


BATHROOMS 


1 . 

1 PLUS PARTIAL 

2 DR MORE. . . 
SHARED OR NONE 



NORTH¬ 

AMPTON 

PEABODY 

REVERE 

SALEM 

TAUNTON 

WATERTOWN 

(UT) 

WELLESLEY 

(UT) 

Westfield 

WEYMOUTH 

(UT) 

WOBURN 

. 

a 581 

9 907 

12 854 

13 118 

12 226 

11 590 

7 083 

8 319 

13 398 

8 554 


7 902 

9 535 

11 846 

12 464 

11 599 

11 371 

6 910 

7 805 

12 910 

8 300 


4 500 

6 850 

6 361 

5 739 

6 595 

5 915 

5 829 

5 375 

10 720 

6 120 


56.9 

71.8 

53.7 

46.0 

56.9 

52.0 

84.4 

68.9 

83.0 

73.7 


4 500 

6 B46 

6 353 

5 727 

6 569 

5 915 

5 814 

5 371 

10 685 

6 095 


• • • 

4 

B 

12 

26 

« • • 

15 

4 

35 

25 


3 402 

2 685 

5 4B5 

6 725 

5 004 

5 456 

1 081 

2 430 

2 190 

2 180 


3 394 

2 681 

5 4B1 

6 708 

4 900 

S 452 

1 077 

2 425 

2 182 

2 159 


8 

4 

4 

17 

104 

4 

4 

5 

a 

21 


679 

372 

1 008 


627 

219 

173 

514 

488 

254 


473 

355 

411 


540 

218 

146 

389 

333 

236 


435 

315 

336 


485 

216 

141 

360 

317 

200 


338 

224 

2oa 

379 

342 

154 

62 

240 

180 

123 


42 

91 

38 

53 

58 

27 

40 

74 

69 

40 


0.9 

1.3 

0.6 

0.9 

0.9 

0.5 


1.4 

0.6 

0.6 


296 

133 

170 

326 

284 

127 


166 

111 

83 


8.0 

4.7 

3.0 

4.6 

5.4 

2.3 


6.4 

4.8 

3.7 


25 

45 

51 

41 

38 

32 

34 

49 

57 

44 


10 

7 

12 

■ 7 

18 

8 

5 

16 

11 

2 


62 

39 

65 

54 

87 

22 

40 

55 

69 

31 


3a 

40 

75 

82 

55 

2 

5 

29 

36 

36 


206 

17 

597 

91 

87 

1 

27 

125 

135 

18 


8 581 

9 907 

12 834 

13 lie 

12 226 

11 590 

7 083 

a 319 

13 398 

8 554 


7 377 

9 072 

10 0B2 

10 799 

10 494 

11 164 

6 924 

7 278 

12 469 

7 576 


6 asi 

8 835 

9 878 

10 102 

9 465 

11 063 

6 868 

6 918 

12 272 

7 387 


45 

67 

35 

236 

468 

8 

8 

47 

67 

31 


451 

170 

169 

461 

561 

93 

48 

313 

130 

138 


997 

667 

1 790 

1 790 

1 441 

391 

131 

892 

772 

661 


881 

482 

1 638 

1 497 

1 074 

387 

124 

712 

668 

560 


16 

49 

27 

122 

191 

• • • 

• • ^ 

42 

18 

17 


100 

136 

125 

171 

176 

4 

7 

138 

86 

84 


207 

168 

982 

329 

291 

35 

28 

149 

157 

317 


4 500 

6 850 

6 361 

5 739 

6 595 

5 915 

5 829 

5 375 

10 720 

6 120 


4 001 

6 601 

5 579 

5 046 

5 BBl 

5 753 

5 738 

5 002 

10 274 

5 723 


3 957 

6 552 

5 527 

4 986 

5 610 

5 745 

5 734 

4 934 

10 196 

5 676 


44 

49 

52 

60 

271 

a 

4 

68 

78 

47 


435 

210 

570 

619 

602 

162 

83 

338 

402 

322 


391 

185 

530 

389 

527 

162 

83 

279 

360 

298 


44 

25 

20 

30 

73 

• t • 

4 9 t 

59 

42 

24 


64 

39 

212 

74 

112 

... 

8 

35 

44 

75 


3 402 

2 685 

5 4b3 

6 725 

5 004 

5 456 

1 081 

2 430 

2 190 

2 180 


2 825 

2 177 

4 107 

5 326 

4 129 

5 195 

1 027 

1 897 

1 83a 

1 666 


2 455 

2 016 

4 016 

4 760 

3 453 

5 107 

978 

1 727 

1 767 

1 533 


370 

161 

91 

566 

676 

88 

49 

170 

71 

113 


477 

421 

979 

1 037 

734 

226 

34 

459 

305 

318 


421 

267 

910 

827 

502 

222 

34 

381 

269 

248 


56 

154 

69 

210 

232 

4 

t t t 

78 

' 36 

70 


100 

87 

399 

362 

141 

35 

20 

74 

47 

196 


42 

91 

3a 

53 

58 

27 

40 

74 

69 

40 


40 

88 

36 

48 

46 

27 

40 

72 

67 

39 


2 

3 

, 2 

5 

12 

... 

... 

2 

2 

1 


296 

133 

170 

326 

284 

127 

22 

166 

111 

83 


245 

102 

159 

248 

187 

127 

17 

110 

108 

67 


51 

31 

11 

78 

97 

... 

5 

56 

3 

16 


8 581 

9 907 

12 854 

13 118 

12 226 

11 390 

7 083 

8 319 

13 398 

8 554 


8 371 

9 554 

12 542 

12 401 

11 104 

11 570 

7 075 

7 942 

13 107 

8 395 


186 

343 

2ia 

7,08 

1 086 

20 

8 

310 

265 

152 


8 

• t» 

23 

■ • • 

4 

• • • 


6 




16 

10 

71 

9 

32 

t • t 

.. . 

59 

18 

7 


8 036 

9 693 

12 441 

12 550 

11 777 

11 501 

7 033 

7 950 

13 308 

a 404 


467 

199 

315 

547 

342 

89 

50 

249 

24 

131 


78 

15 

98 

21 

107 

• •f 

... 

120 

66 

19 


7 991 

9 561 

12 326 

12 248 

11 419 

11 489 

7 028 

7 817 

13 128 

a 237 


45a 

183 

332 

552 

341 

93 

55 

245 

28 

130 


132 

173 

196 

318 

466 

a 


257 

242 

187 


6 887 

8 060 

11 084 

10 543 

9 779 

10 302 

2 785 

6 765 

11 200 

7 247 


491 

998 

612 

729 

491 

808 

1 761 

580 

1 224 

598 


57b 

359 

503 

597 

433 

366 

2 469 

544 

547 

341 

oes I 

490 

633 

1 249 

1 523 

114 

68 

630 

427 

368 
















































































































Massachusetts 
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Table 19. —Structural Characteristics, for Places of 25,000 to 50,000 Inhabitants; 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes an 
urban town. Plus (-|-) after number indicates median above that number] 


Rcxjms 

Bedrooms 


Units in Structure 
Trailer 


ARLINSTON ATTLEBORO 
(UT) 


BELMONT 

(UT) 


BRAINTREE 

(UT) 


FITCHBURG FRAMINGHAM 
(UT) 


ALL UNITS 

1 ROOM .... 

2 ROOMS. . . . 

3 ROOMS. . . . 

4 ROOMS. . . . 

5 ROOMS. . . . 

6 ROOMS. . . . 

7 ROOMS. . . . 

a ROOMS OR MORE 
MEDIAN .... 


OWNER OCCUPIED 
1 TO 3 ROOMS . . . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

8 ROOMS OR MORE. . 

MEDIAN . 


RENTER OCCUPIED. 

1 ROOM.. 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. . . 

MEDIAN . 


VACANT AVAILABLE FOR SALE. 

1 TO 3 ROOMS . 

4 AND 5 ROOMS. 

6 ROOMS OR MORE. 

MEDIAN . 


vacant available for rent. 

1 ROOM . 

2 ROOMS.. . 

3 ROOMS. 

4 ROOMS.. . 

5 ROOMS OR MORE. 

MEDIAN. 


15 080 

8 643 

8 776 

11 024 

8 608 

10 647 

13 546 

13 875 

12 B13 

61 

100 

4 

170 

29 

35 

127 

327 

114 

116 

203 

40 

192 

37 

214 

159 

229 

281 

705 

575 

117 

682 

191 

1 058 

1 047 

1 312 

865 

1 297 

1 746 

507 

1 977 

909 

2 840 

2 726 

3 095 

1 ai3 

3 961 

2 432 

2 045 

2 781 

2 399 

3 532 

4 373 

4 333 

2 969 

4 786 

1 900 

2 541 

2 670 

2 924 

1 981 

2 770 

2 634 

3 792 

2 450 

926 

1 470 

1 501 

1 402 

525 

1 325 

1 014 

2 019 

1 704 

741 

2 052 

1 051 

717 

462 

1 019 

931 

960 

5.8 

5.2 

6.2 

5.4 

5.8 

4.8 

5.1 

5.0 

5.6 

9 745 

5 034 

5 937 

6 913 

7 164 

2 880 

5 828 

6 592 

B 523 

41 

137 

9 

92 

39 

96 

77 

1B4 

102 

591 

773 

158 

782 

581 

417 

63B 

959 

673 

1 988 

1 399 

818 

1 628 

1 918 

784 

1 623 

1 925 

1 935 

3 609 

1 334 

1 711 

2 232 

2 664 

894 

1 623 

1 824 

3 223 

2 021 

754 

1 298 

1 314 

1 311 

332 

995 

8B7 

1 772 

1 495 

637 

1 943 

865 

651 

357 

872 

813 

81B 

6.1 

5.7 

6.7 

5.9 

5.9 

5.7 

5.9 

5.6 

6.0 

5 009 

3 218 

2 740 

3 531 

1 285 

7 234 

7 438 

6 643 

3 763 

61 

97 

4 

120 

29 

32 

121 

3 IB 

97 

95 

156 

35 

172 

29 

163 

155 

184 

262 

652 

417 

113 

363 

155 

915 

953 

1 025 

716 

658 

888 

337 

1 089 

315 

2 233 

2 012 

1 940 

1 096 

1 917 

923 

1 1B9 

979 

437 

2 590 

2 663 

2 249 

947 

1 074 

501 

823 

366 

207 

1 044 

1 095 

712 

419 

552 

236 

239 

242 

113 

257 

439 

215 

226 

5.0 

4.6 

5.2 

4.3 

4.8 

4.6 

4.7 

4,4 

4.2 

73 

44 

22 

78 

32 

12 

11 

40 

139 

• • • 

3 

• t 

2 

• • • 

1 

1 

1 

1 

24 

32 

2 

35 

13 

3 

1 

25 

10 

49 

9 

20 

41 

19 

8 

9 

14 

128 

6.0 

... 

... 

5.6 

... 

... 

... 

... 

6.5+ 

82 

147 

40 

206 

24 

341 

135 

361 

156 

1 

5 

• « • 

30 

• • t 

4 

6 

15 

7 

• • • 

7 

1 

4 

• • • 

15 

5 

15 

18 

11 

30 

1 

32 

5 

73 

16 

86 

43 

29 

38 

3 

48 

11 

124 

42 

126 

33 

41 

67 

35 

92 

8 

125 

66 

119 

57 

4.5 

4.3 

» • 

4.3 

• •f 

4.1 

4.5 

4.0 

3.8 


ALL UNITS. 

NONE. 

1. 

2 .. 

3 . 

4 OR MORE. . . . 


OWNER OCCUPIED 

0 AND 1. 

2 . 

3 . 

4 OR MORE. 


RENTER OCCUPIED. 

NONE. 

1 . 

2 . 

3 OR MORE. 


15 060 

B 619 

8 707 

10 969 

6 606 

10 647 

13 470 

13 875 

12 613 

80 

159 

19 

216 

61 

19 

164 

221 

166 

1 289 

1 178 

574 

1 345 

565 

1 983 

2 084 

2 206 

1 256 

5 709 

2 968 

2 211 

3 441 

2 186 

4 383 

5 260 

5 551 

3 264 

5 112 

3 104 

2 927 

3 B55 

4 406 

3 166 

4 194 

4 195 

5 853 

2 890 

1 210 

2 976 

2 110 

1 388 

1 074 

1 748 

1 702 

2 274 

9 764 

5 227 

6 998 

6 B53 

7 164 

2 860 

5 795 

6 592 

6 487 

260 

294 

176 

255 

250 

368 

349 

413 

192 

2 993 

1 601 

912 

1 785 

1 642 

1 108 

1 809 

2 174 

1 636 

4 131 

2 291 

2 366 

3 141 

3 997 

851 

2 301 

2 704 

4.851 

2 360 

1 041 

2 544 

1 672 

1 275 

533 

1 336 

1 301 

1 608 

4 990 

3 025 

2 679 

3 591 

1 285 

7 234 

7 471 

6 643 

3 799 

60 

159 

19 

202 

40 

19 

164 

199 

105 

974 

755 

398 

981 

321 

1 427 

1 732 

1 616 

1 020 

2 597 

1 201 

1 299 

1 540 

533 

3 030 

3 380 

3 025 

1 613 

1 339 

910 

963 

866 

391 

2 758 

2 195 

1 B03 

1 061 


UNITS IN structure 


ALL UNITS 

ii detached. . 

It ATTACHED. . 

2 . 

3 AND 4. . . . 

5 OR more. . . 
TRAILER. . . . 


OWNER OCCUPIED 
It DETACHED. . . . 

It attached. . . . 

2 OR MORE. 

trailer. ..... 


RENTER OCCUPIED. 

It DETACHED. 

It ATTACHED. 

2 . 

3 ANO 4. 

5 TO 9. 

10 TO 19 . 

20 OR MORE . 

trailer. 


VACANT AVAILABLE FOR RENT. 
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State and Small Areas 


Table 19 . —Structural Characteristics, for Places of 25,000 to 50,000 Inhabitants; 

[Some data based on sample; median not shown where base is insufficient; see text. “U" denotes an unincorporated place. 

urban town. Plus (-|-) after number infficates median above that number] 


I960 —Con 

"UT” denotes an 


Rcx}ms 

Bedrooms 


Units in Stnicturc 
Trailer 


subject 

GLOUCESTER 

HAVERHILL 

LEOMINSTER 

LEXINGTON 

(UT) 

MELROSE 

METHUEN 

(UT) 

MILTON 

iUT) 

NATICK 

(UT) 

NEEDHAM 

(UT) 

ROOMS 



















ALL UNITS. . . 



10 

14a 

15 

967 

8 

699 

7 

162 

8 

909 

8 

714 

7 

531 

7 

993 

7 437 

1 ROOM. 




268 


429 


138 


17 


30 


40 


20 


17 

19 

2 ROOMS. 




328 


516 


381 


25 


155 


133 


17 


156 

45 

3 ROOMS. 




906 

1 

501 


904 


70 


495 


447 


21 


269 

78 

4 ROOMS. . 



2 

224 

2 

941 

1 

870 


606 


907 

1 

556 


194 

1 

064 

489 

5 ROOMS. 



2 

189 

4 

064 

2 

253 

1 

171 

1 

282 

2 

578 


850 

1 

627 

1 211 

6 ROOMS. 



1 

925 

3 

332 

1 

858 

2 

419' 

2 

429 

2 

493 

2 

517 

2 

405 

2 549 

7 ROOMS. 




9S5 

1 

673 


713 

1 

564 

1 

683 


925 

2 

025 

1 

569 

1 837 

a ROOMS OR MORE. . . 



1 

323 

1 

491 


582 

1 

290 

1 

928 


542 

1 

887 


886 

1 209 

MEDIAN ....... 




5.1 


5.1 


5.0 


6.2 


6.2 


5.3 


6.6 


5.9 

6.2 

OWNER OCCUPIED . 



4 

714 

7 

983 

4 

921 

6 

389 

6 

557 

5 

830 

6 

389 

6 

426 

6 409 

1 TO 3 ROOMS .... 




123 


151 


152 


20 


48 


96 


8 


58 

8 

4 ROOMS. 




691 


889 


820 


443 


321 


847 


90 


631 

313 

5 ROOMS. 



1 

039 

1 

924 

1 

278 

I 

007 


790 

1 

658 


512 

1 

324 

902 

6 ROOMS. 



1 

322 

2 

285 

1 

500 

2 

202 

2 

076 

1 

938 

2 

189 

2 

126 

2 358 

7 ROOMS.. 




741 

1 

435 


644 

1 

481' 

1 

511 


813 

1 

833 

1 

470 

1 711 

a ROOMS OR MORE. . . 




798 

1 

299 


527 

1 

236 

1 

811 


478 

1 

737 


817 

1 117 

MEDIAN . 




5.9 


5.9 


5.6 


6.3 


6.5 


5.7 


6.7 


6.1 

6.3 

RENTER OCCUPIED. 



3 

330 

7 

067 

3 

427 


585 

2 

156 

2 

533 

1 

007 

1 

378 

871 

1 ROOM . 




116 


312 


117 


13 


30 


16 


20 


17 

19 

2 ROOMS. 




ISB 


387 


304 


18 


131 


87 


17 


131 

41 

3 ROOMS. 




550 

1 

194 


691 


51 


421 


326 


13 


220 

71 

4 ROOMS. 



1 

110 

1 

840 


976 


143 


548 


646 


104 


410 

169 

5 ROOMS. 




797 

1 

994 


920 


135 


483 


778 


326 


263 

299 

6 ROOMS. 




357 


960 


308 


148 


319 


514 


314 


209 

152 

7 ROOMS OR MORE. . . 




212 


380 


111 


77 


224 


166 


213 


128 

120 

MEDIAN . 




4.2 


4.4 


4.1 


5.0 


4.4 


4.7 


5.6 


4.3 

5.0 

VACANT AVAILABLE 

FOR 

SALE. 


62 


65 


38 


85 


46 


65 


50 


45 

56 

1 TO 3 ROOMS .... 

• • 



• . . 


2 


1 


w • • 


2 


2 


• • 8 


1 

1 

4 AND 5 ROOMS. . . . 

• • 



27 


46 


26 


22 


9 


42 


1 


8 

2 

6 ROOMS OR more. . . 




35 


17 


11 


63 


35 


21 


49 


36 

53 

MEOIAN.. . 

• • 



5.7 


5.0 


... 


6.3 


... 


5.1 


i.5+ 


... 

6.5+ 

VACANT AVAILABLE 

FOR 

RENT. 


156 


454 


156 


23 


50 


74 


22 


49 

27 

1 ROOM. 




a 


100 


14 


2 


3 


• • • 


1 


2 

• •• 

2 ROOMS. 




19 


43 


34 


2 


4 


2 


• f « 


6 


3 ROOMS. 




41 


90 


47 


4 


14 


14 


• • t 


13 

8 

4 ROOMS. 




45 


107 


24 


2 


12 


28 


5 


12 

4 

5 ROOMS OR MORE. . . 




43 


114 


37 


13 


17 


30 


16 


16 

15 

MEDIAN . 




3.7 


3.4 


3.1 


... 


3.8 


4.3 


... 


... 

... 

BEDROOMS 


















ALL UNITS. . . 



10 

148 

15 

967 

8 

699 

7 

13B 

B 

909 

8 

691 

7 

500 

7 

993 

7 396 

NONE. 




325 


415 


133 


42 


79 


41 


41 


108 

• •» 




1 

597 

2 

591 

1 

645 


166 


885 


919 


72 


748 

213 




3 

347 

5 

602 

3 

160 

1 

439 

1 

732 

5 

210 

1 

371 

1 

845 

1 717 




2 

962 

4 

874 

2 

676 

3 

577 

3 

454 

3 

633 

3 

342 

3 

672 

3 913 

4 OR MORE. 



1 

917 

2 

485 

1 

085 

1 

912 


759 


888 

2 

674 

1 

620 

1 553 

OWNER OCCUPIED . 



4 

714 

7 

983 

4 

921 

6 

411 

6 

557 

5 

885 

6 

422 

6 

426 

6 416 

0 AND I. 




24S 


411 


323 


62 


137 


280 


38 


308 

58 




1 

305 

2 

241 

1 

619 

1 

211 

1 

081 

1 

944 


932 

1 

217 

1 346 




1 

992 

3 

377 

2 

004 

3 

349 

2 

825 

2 

865 

2 

988 

3 

391 

3 595 

4 OR MORE. 



1 

169 

1 

954 


975 

1 

789 

2 

514 


796 

2 

464 

1 

510 

1 417 

RENTER OCCUPIED. 



3 

330 

7 

067 

3 

427 


563 

2 

156 

2 

478 


974 

1 

378 

864 

NONE. 


• • . 


192 


341 


133 


42 


79 


• t • 


41 


108 

• • • 





926 

1 

856 

1 

077 


106 


697 


539 


34 


415 

155 




1 

431 

2 

990 

1 

465 


213 


638 

1 

210 


432 


570 

360 

3 OR MORE. 




781 

1 

878 


752 


202 


742 


729 


467 


285 

349 

UNITS IN 

STRUCTURE 


















ALL UNITS. . . 



10 

14S 

15 

967 

8 

699 

7 

182 

8 

909 

8 

714 

7 

331 

7 

993 

7 437 

li DETACHED. 



5 

590 

6 

793 

4 

256 

6 

846 

6 

165 

5 

534 

6 

035 

6 

412 

6 728 

ii attached. 




378 


611 


65 


134 


493 


752 


868 


110 

134 




2 

081 

3 

830 

1 

712 


163 

1 

302 

1 

316 


566 

1 

Oil 

398 




1 

429 

2 

599 

1 

547 


33 


446 


876 


48 


281 

144 

5 OR MORE. 




624 

2 

126 

1 

034 


6 


503 


194 


14 


179 

33 

TRAILER. 




46 


8 


65 






20 





... 

OWNER OCCUPIED . 



4 

714 

7 

983 

4 

921 

6 

389 

6 

557 

5 

830 

6 

389 

6 

426 

6 421 

Ii DETACHED. . . . . 



3 

534 

5 

811 

3 

625 

6 

290 

5 

721 

4 

798 

5 

397 

5 

894 

6 242 

It attached. 




136 


270 


20 


46 


148 


275 


521 


70 

36 

2 OR MORE. 



1 

014 

1 

898 

1 

215 


53 


688 


737 


271 


462 

143 

TRAILER. 




30 


4 


61 


... 


... 


20 





... 

RENTER OCCUPIED. 



3 

330 

7 

067 

3 

427 


585 

2 

156 

2 

533 

1 

007 

1 

378 

859 

It DETACHED. 




501 


801 


483 


358 


344 


513 


321 


385 

339 

it ATTACHED. 




163 


332 


65 


78 


340 


437 


333 


40 

98 




1 

138 

2 

176 


921 


110 


718 


773 


299 


597 

269 

3 AND 4 . 



1 

059 

1 

959 

1 

071 


33 


339 


630 


43 


192 

120 

5 TO .. 




256 

1 

082 


629 


. • • 


227 


155 


9 


116 

15 

10 TO 19 . 




86 


552 


166 


• • • 


72 


• T “ 


IT- 


48 

18 

20 OR more . 




111 


161 


86 


6 


116 


5 


• It 



• 1 • 

trailer. . 




16 


4 


4 








... 


... 

... 

VACANT AVAILABLE 

FOR 

RENT . 


116 


454 


170 


11 


39 


80 


6 


64 

10 


• • 



25 


37 


6 


11 


9 


29 


2 


13 

»« • 

2 OR MORE. ..... 

• • 



91 


417 


162 


... 


30 


51 


4 


51 

10 
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Table 19.—Structural Characteristics, por Places oe 25.000 to 50,000 Inhabitants; 1960—Coa 


[Some data baaed on sample; median not shown where base is insufficient; see text “U” denotes an unincorporated place. “UT” denotes an 
urban town. Plus (+) after number indicates median above that number] 


Rooms 

Bedrooms 


Units in Scructure 
Trailer 


SUBJECT 


ROOMS 


ALL units. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. ... . 

7 ROOMSr . 

8 ROOMS OR MORE. 

MEDIAN . 

OWNER OCCUPIED . 

1 TO 3 ROOMS . 

4 ROOMS. .... . 

5 ROOMS. 

6 ROOMS.. 

7 ROOMS. 

8 ROOMS OR MORE. 

MEDIAN . 

RENTER OCCUPIED. 

1 ROOM .... . 

2 ROOMS. 

3 ROOMS.. 

4 ROOMS. 

5 ROOMS... 

6 ROOMS. 

7 ROOMS OR MORE. 

MEOIAN . 

VACANT AVAILABLE FOR SALE 
1 TO 3 ROOMS ........ 

4 AND 5 ROOMS. 

6 ROOMS DR MORE. 

MEOIAN . 

VACANT AVAILABLE FOR RENT 

1 ROOM ..... . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS OR MORE. 

median . 


BEDROOMS 


ALL UNITS. . 
NONE ....... 

1. 

2 . 

3 . 

4 OR MORE. 

OWNER OCCUPIED 

0 AND 1. 

2 . 

3 .. , 

4 OR more. .... 

RENTER OCCUPIED 
NONE.. 

1 .. 

2 .. 

3 OR MORE. . . . . , 


UNITS IN structure 


ALL UNITS.. . 

It detached.. , . 

It attached. 

2. ........ .. 

3' AND 4. 

5 OR MORE.. . 

TRAILER... 

OWNER OCCUPIED ..... 

It detached... 

It ATTACHED. 

2 OR MORE. 

Wailer.. 

renter occupied. ..... 

It detached. 

It ATTACHED. 

2 . , . ... 

3 AND 4. 

5 TO 9. 

10, TO 19.. 

20 OR MORE.. .■ . 

trailer,.. 

^ VACANT AVAILABLE POR RENT 

2 OR more! ...!!!!!!! 


ORTH- 

MPTON 

PEABODY 

REVERE 

SALEM 

TAUNTON 

WATERTOWN 

(UT) 

WELLESLEY 

(UT) 

WESTFIELD 

WEYMOUTH 

(UT) 

WOBURN 

8 581 

9 907 

12 854 

13 IIB 

12 226 

11 590 

7 083 

■ 


8 554 

580 

172 

171 

449 

218 

42 

SB 



43 

312 

58 

386 

398 

258 

78 

106 



74 

714 

663 

1 343 

1 094 

818 

431 

135 



503 

1 399 

2 197 

2 930 

2 566 

2 262 

1 525 

354 

1 596 

1 805 

277 

2 049 

2 318 

3 491 

3 928 

3 328 

3 356 

661 

2 516 

3 379 

2 382 

1 684 

2 827 

2 918 

2 391 

2 588 

3 502 

1 843 

1 874 

4 472 

2 442 


985 

961 

1 142 

1 355 

1 516 

1 636 

819 

1 687 

988 

899 

687 

654 

1 150 

1 399 

1 140 

2 290 

653 

996 

845 


5,3 

5.0 

5.0 

5.3 

5.6 

6.7 

5,2 

5.6 

5.5 

4 500 

6 850 

6 361 

5 739 

6 595 

5 915 

5 829 

5 375 

10 720 

6 120 

ao 

214- 

238 

93 

152 

34 

16 

200 

137 

79 

477 

1 216 

897 

605 

791 

256 

115 

768 

1 072 

6I3 

1 124 

1 438 

1 848 

1 526 

1 650 

1 358 

393 

1 716 

2 724 

1 795 

1 290 

2 490 

2 006 

1 587 

1 691 

2 129 

1 609 

1 437 

4 102 

2 084 

TBT 

885 

783 

951 

1 039 

1 201 

1 535 

709 

1 762 

841 


607 

589 

975 

1 272 

937 

2 161 

545 

923 

708 

5.9 

5.7 

5.6 

5.9 

5.9 

6.1 

7.0 

5.5 

5.8 

5.8 

3 402 

2 685 

5 485 

6 725 

5 004 

5 456 

1 081 

2 430 

2 190 

2 180 

340 

164 

48 

411 

179 

42 

41 

144 

39 

36 

280 

35 

203 

352 

191 

74 

102 

111 

115 

63 

560 

429 

903 

907 

■ 623 

375 

120 

260 

454 

376 

807 

899 

1 803 

1 794 

1 332 

1 240 

226 

703 

609 

619 

825 

777 

1 507 

2 213 

1 472 

1 923 

241 

688 

551 

543 

340 

270 

B31 

742 

612 

1 312 

181 

367 

261 

313 

250 

111 

190 

306 

395 

490 

170 

157 

161 

230 


4.3 

4.4 

4.4 

4.6 

5.0 

4.7 

4.5 

4.3 

4.5 

42 

91 

38 

53 

58 

27 

40 

74 

69 

40 

16 


2 

22 

1 

34 

5 

24 

’12 

1 

5 

2 

38 

1 

25 

2 

20 

25 

61 

14 

18 

29 

15 

34 

34 

43 

18 

• • • 

5t8 

• «. 

5.2 

5.5 

... 

... 

5.4 

5.8 


296 

133 

170 

326 

284 

127 

22 

166 

111 

83 

160 

17 

2 

IB 

29 

• • 8 

5 

38 



14 

5 

11 

16 

17 

• t 8 

1 

8 

"TS 

5 

u 

17 

56 

53 

46 

11 

3 

19 

36 

25 

46 

43 

41 

100 

66 

43 

1 

39 

26 

25 

so 

51 

60 

139 

124 

73 

12 

62 

36 

25 

1.4 

4.1 

3.9 

4.3 

4.2 

4.8 

• • • 

4.0 

3.B 

3.8 

B 381 

9 907 

12 854 

13 iia 

12 226 

11 466 

7 079 

8 319 

13 39B 

6 534 

670 

233 

233 

532 

193 

93 

54 

214 

143 

36 

1 361 

1 112 

2 lls 

2 363 

1 832 

771 

215 

887 

1 041 

702 

2 401 

3 772 

S 036 

4 456 

3 881 

5 300 

964 

2 587 

4 087 

2 236 

3 012 

4 019 

4 307 

4 304 

4 293 

3 756 

2 703 

3 349 

6 082 

4 37B 

1 137 

771 

1 160 

1 423 

2 025 

1 566 

3 143 

1 282 

2 045 

1 180 

4 500 

6 850 

6 351 

5 879 

6 595 

5 915 

5 662 

5 375 

10 690 

6 120 

171 

489 

464 

377 

340 

161 

20 

330 

307 

154 

1 144 

2 274 

2 160 

1 612 

1 966 

1 892 

507 

1 286 

3 180 

1 219 

2 242 

3 424 

2 780 

2 665 

2 583 

2 615 

2 413 

2 671 

5 307 

3 786 

943 

663 

957 

1 025 

1 706 

1 247 

2 922 

1 oee 

1 896 

961 

3 402 

2 685 

5 485 

6 5B5 

5 004 

5 456 

1 048 

2 430 

2 220 

2 160 

461 

192 

76 

320 

165 

93 

43 

155 

125 

18 

1 019 

548 

1 292 

1 802 

1 327 

610 

195 

517 

622 

467 

1 148 

1 402 

2 520 

2 435 

1 706 

3 333 

434 

1 122 

769 

967 

774 

S43 

1 597 

1 808 

1 806 

1 420 

376 

636 

704 

728 

8 981 

9 907 

12 854 

13 lie 

12 226 

11 590 

7 083 

8 319 

13 398 

8 554 

4 328 

6 603 

4 488 

4 066 

5 527 

3 236 

6 582 

4 815 

11 130 

5 972 

430 

211 

200 

281 

561 

1 494 

124 

333 

260 

365 

1 541 

1 542 

4 004 

3 947 

3 054 

5 202 

123 

1 875 

1 192 

1 320 

1 006 

8)11 

2 821 

2 864 

1 825 

1 129 

99 

674 

441 

457 

1 256 

518 

1 273 

1 960 

1 222 

529 

151 

464 

301 

416 

20 

220 

68 

... 

37 


4 

138 

74 

24 

4 500 

6 850 

6 361 

5 739 

6 595 

5 915 

5 829 

5 375 

10 720 

6 120 

3 490 

S' 730 

3 772 

3 397 

4 357 

2 BStJ 

5 761 

4 039 

9 973 

5 292 

101 

102 

112 

105 

180 

502 

25 

190 

83 

158 

893 

806 

2 409 

2 237 

2 025 

2 574 

?9 

1 008 

590 

646 

16 

212 

68. 

... 

33 

... 

4 

138 

74 

24 

3 402 

2 6B5 

3 485 

6 725 

5 004 

5 466 

1 081 

2 430 

, 2 190 

2 180 

560 

672 

398 

523 

987 

340 

669 

476 

795 

549- 

329 

101 

83 

166 

356 

966 

91 

149 

168 

191 

846 

897 

1 992 

2 192 

1 669 

2 815 

94 

965 

625 

738 

7 B3 

516 

2 116 

2 IDO 

1 237 

846 

95 

494 

332 

345 

465 

230 

736 

973 

607 

213 

107 

249 

2O7 

196 

320 

142 

134 

526 

83 

242 

25 

75 

37 

27 

95 

119 

26 

243 

6^ 

32 

• ¥9 

22 

26 

134 

4 

8 

... 

... 

4 

... 

... 

... 

... 

... 

307 

102 

131 

275 

268 

123 

20 

166 

130 

86 

3 

12 

12 

16 

45 

46 

16 

41 

32 

20 

302 

90 

119 

259 

223 

75 

4 

125 

78 

66 
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State and Small Areas 
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Table 20.—Occupancy Characteristics, Year Built, and Heating Equipment, for Places 
OF 25,000 TO 50,000 Inhabitants: 1960—Con. 

[Based on sample; see text “V" denotes an unincorporated place. “UT” denotes an urban town] 


Year Struct. Built 
Basement 

Heating ^uipment 
Source of Water 


Sewage Disposal 

Population 

Persons 

Persons per Room 


SUBJECT 


ALL HOUSING UNITS. 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


BASEMENT 


Basement . . 

CONCRETE SLAB 
OTHER. ... 


HEATING EQUIPMENT 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR I WALLt OR PIPELESS FURNACE. 

BUILT-IN ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. . 

OTHER MEANS WITHOUT FLUE . 

NONE. 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

INDIVIDUAL well. 

OTHER.. . . . 


SEWAGE DISPOSAL 


public sewer . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


POPULATION 


POPULATION IN HOUSING UNITSf I960. 

PER OCCUPIED UNIT. 

OWNER. ... . ........ 

RENTER... 

POPULATION IN DWELLING UNITS. 1950 . . . . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 


PERSONS 


OWNER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. .... 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 

RENTER OCCUPIED 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 

MEDIAN . 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . , 
0i51 TO 1.00.. , , 
1.01 OR MORE ... 

- RENTER OCCUPIED 
0.30 OR LESS . 

0.51 To 1.00 . . 

1.01 OR MORE ... 


GLOUCESTER 

HAVERHILL 

LEOMINSTER 

LEXINGTON 

(UT) 

MELROSE 

METHUEN 

(UT) 

MILTON (UT) 

NATICK (UT) 

NEEDHAItl 

(UT) 

10 148 

15 967 

8 699 

7 182 

8 909 

a 714 

7 531 

7 993 

7 437 

43B 

776 

830 

1 750 

580 

965 

618 

669 

1 412 

829 

535 

799 

1 613 

538 

862 

740 

1 929 

1 626 

363 

429 

490 

1 057 

588 

797 

811 

1 322 

984 

8 51B 

14 227 

6 580 

2 762 

7 203 

6 090 

5 362 

4 073 

3 415 

8 304 

15 574 

8 287 

6 712 

8 759 

8 217 

7 462 

6 612 

7 155 

385 

60 

154 

314 

74 

287 

35 

1 315 

252 

1 459 

333 

258 

156 

76 

210 

34 

66 

30 

5 020 

8 467 

4 655 

5 685 

6 548 

5 500 

6 267 

3 553 

5 437 

1 656 

3 70B 

1 887 

1 324 

2 133 

1 320 

1 167 

3 BBO 

1 878 

439 

483 

104 

84 

52 

203 

67 

311 

58 

12 

16 

4 

• • « 

8 

14 

• • • 


• • • 

2 190 

3 141 

1 885 

69 

148 

1 549 

28 

214 

60 

88 

92 

119 

8 

16 

57 

• • • 

26 

4 

743 

60 

45 

12 

4 

71 

2 

9 

... 

9 922 

15 476 

a 510 

7 112 

8 909 

8 389 

7 503 

7 918 

7 421 

131 

448 

185 

55 

< • • 

276 

23 

70 

16 

75 

43 

4 

15 

# t • 

49 

5 

5 


5 059 

13 756 

7 707 

4 079 

8 838 

6 149 

6 726 

4 493 

4 72a 

4 424 

2 073 

921 

3 080 

66 

2 483 

786 

3 429 

2 669 

665 

13B 

71 

23 

5 

82 

19 

71 

40 

26 12B 

46 634 

27 742 

26 277 

29 015 

27 894 

25 263 

28 713 

25 441 

3.2 

3.1 

3.3 

3.8 

3.3 

3.3 

3.4 

3.7 

3.5 

3.5 

3.4 

3.6 

3.8 

3.5 

3.5 

3.5 

3.8 

3.6 

2.9 

2.7 

3.0 

3.2 

2.7 

3.0 

3.0 

3.1 

3.1 

24 667 

45 790 

23 605 

$99 

26 531 

• • • 

t • • 

• • • 

• • • 

3.3 

3.2 

3.4 

... 

3.5 

... 

... 

... 

... 

8 044 

15 030 

8 348 

6 974 

8 713 

8 363 

7 396 

7 804 

7 280 

4 714 

7 983 

4 921 

6 389 

6 557 

5 830 

6 389 

6 426 

6 409 

415 

666 

314 

271 

480 

395 

498 

375 

344 

1 334 

2 191 

1 37B 

1 293 

1 868 

1 582 

1 716 

1 366 

1 593 

S6B 

1 712 

918 

1 321 

1 225 

1 257 

1 364 

1 168 

1 330 

829 

1 493 

933 

1 455 

1 198 

1 131 

1 210 

1 420 

1 439 

613 

953 

743 

1 109 

923 

744 

826 

1 135 

1 040 

368 

563 

295 

583 

480 

443 

433 

5 SB 

432 

146 

218 

211 

196 

223 

159 

170 

234 

168 

139 

187 

129 

161 

160 

119 

172 

170 

61 

3.2 

3.2 

3.3 

3.7 

3.3 

3.2 

3.2 

3.7 

3.5 

3 330 

7 067 

3 427 

385 

2 156 

2 533 

1 007 

1 378 

871 

810 

1 830 

631 

70 

433 

397 

131 

232 

143 

823 

2 115 

1 003 

165 

718 

827 

347 

380 

229 

581 

1 273 

671 

116 

420 

518 

167 

319 

156 

537 

884 

564 

129 

312 

398 

249 

139 

173 

353" 

490 

297 

66 

172 

172 

59 

155 

116 

132 

234 

163 

20 

64 

120 

16 

112 

38 

52 

124 

65 

9 

13 

76 

29 

28 

16 

40 

117 

33 

10 

24 

25 

9 

13 

• • • 

2.6 

2.3 

2.6 

3.0 

2.4 

2.6 

2.7 

2.7 

2.9 

4 714 

7 983 

4 921 

6 389 

6 557 

5 830 

6 389 

6 426 

6 409 

2 344 

4 067 

2 125 

2 798 

3 650 

2 641 

3 868 

2 618 

3 292 

2 0B2 

3 554 

2 385 

3 346 

2 698 

2 852 

2 411 

3 472 

3 012 

2BS 

362 

411 

245 

209 

337 

110 

336 

105 

3 330 

7 067 

3 427 

585 

2 156 

2 533 

1 007 

1 378 

871 

1 407 

3 469 

1 197 

238 

1 064 

1 254 

572 

536 

373 

1 595 

3 074 

1 834 

308 

983 

1 130 

40E 

692 

466 

328 

524 

396 

39 

109 

169 

27 

150 
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State and Small Areas 


Table 20. —Occupancy Characteristics, Year Built, and Heating Equipment, for Places 
OF 25,000 TO 50,000 Inhabitants; 1960 — Con. 

[Based on sample; see text “U” denotes an unincorporated place. “UT” denotes an urban town] 


Year Stxuct. Built Sewage Disposal 

Basement Population 

Heating Equipment Persons 

Source of Water Persons pet 


Persons per Room 


TAUNTON WATERTOWN WELLESLEY WESTFIELD WEYMOUTH WOBURN 
(UT) lUT) lUT) 


ALL HOUSINS UNITS. 


YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


BASEMENT . . . 
CONCRETE SLAB. 
OTHER. 


heating equipment 


STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOOR, WALL* OR PIPELESS FURNACE 

built-in ELECTRIC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE .... 
NONE. 


5 260 

6 266 

9 272 

7 935 

6 400 

9 165 

4 705 

3 586 

6 335 

6 179 

2 110 

2 ISl 

2 IIB 

2 832 

2 062 

2 101 

2 246 

2 936 

6 118 

1 765 

113 

464 

145 

136 

214 

24 

49 

248 

227 

126 

16 

11 

12 

a 

15 

4 

... 

8 

... 

S 

906 

899 

661 

1 835 

3 312 

236 

55 

1 396 

648 

436 

20 

26 

ISl 

172 

151 

27 

16 

38 

54 

29 

156 

60 

465 

200 

72 

33 

12 

107 

16 

11 


SOURCE OF WATER 


PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well. 

other. 


SEWAGE DISPOSAL 


PUBLIC SEWER . 

SEPTIC Tank or cesspool, 
other or NONE. . 


POPULATION IN HOUSING UNITS, I960. . . . 

• 24 

009 

31 

949 

40 

639 

37 

787 

37 

070 

39 510 

24 0S3 

25 

641 

48 256 

30 

852 

PER OCCUPIED UNIT. 


3.0 


3.4 


3.4 


3.0 


3.2 

3.5 

3.5 


3.3 

3.7 


3*7 

OWNER.. 


3.4 


3.5 


3.7 


3.3 


3.4 

3.7 

3.7 


3.5 

3.9 


3*9 

RENTER . 


2.5 


2.9 


3.2 


2.S 


3.0 

3.2 

2.6 


2.S 

3.2 


3*3 

POPULATION IN DWELLING UNITS, 1950 . . . 

. 21 

B24 

22 

187 

36 

418 

40 

194 

36 

192 

» « • 

• • • 

20 

219 

« • • 

20 

077 

PER OCCUPIED UNIT. 


3.2 


3.4 


3.7 


3.4 


3.4 


••• 


3*4 

• • • 




all occupied UNITS 


OWNER OCCUPIED 

1 PERSON ..... 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

B PERSONS OR MORE. 

median . 


RENTER OCCUPIED. 

1 PERSON . 

2 PERSONS. 

3 PERSONS. . . . . . 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. . . . . . 

8 PERSONS OR MORE. . 

MEDIAN . 


4 500 

6 850 

6 361 

5 739 

6 595 

5 915 

3 829 

5 375 

10 720 

6 120 

400 

431 

435 

555 

632 

324 

319 

502 

682 

366 

1 2 sa 

1 639 

1 477 

1 733 

1 649 

1 445 

1 454 

1 369 

2 169 

1 222 

890 

1 471 

1 244 

1 079 

1 44S 

1 273 

1 120 

1 059 

2 014 

1 174 

790 

1 607 

1 385 

1 017 

1 134 

1 131 

1 19S 

1 042 

2 25S 

1 266 

565 

1 062 

1 003 

687 

798 

900 

990 

753 

1 774 

1 110 

336 

3S6 

427 

398 

379 

421 

441 

406 

1 029 

541 

156 

152 

241 

1S4 

193 

22S 

167 

138 

436 

236 

75 

102 

149 

86 

162 

193 

140 

106 

338 

199 

3.1 

3.4 

3.5 

3.0 

3.1 

3.4 

3.5 

3.3 

3.7 

3.7 

3 402 

2 685 

5 4SS 

6 725 

5 004 

5 456 

1 OSl 

2 430 

2 190 

2 160 

1 078 

5S6 

745 

1 619 

1 108 

429 

342 

567 

343 

269 

939 

731 

1 264 

1 991 

1 264 

1 370 

299 

630 

631 

594 

620 

505 

1 357 

1 191 

1 018 

1 414 

165 

463 

393 

416 

385 

426 

1 0S3 

900 

769 

1 032 

120 

354 

330 

419 

196 

21S 

639 

572 

395 

393 

98 

230 

281 

224 

106 

139 

293 

266 

259 

235 

45 

112 

103 

149 

34 

35 

63 

110 

106 

82 

4 

34 

68 

58 

44 

45 

41 

76 

85 

59' 

S 

IS 

41 

49 

2.2 

2.6 

3.0 

2.4 

2.6 

3.0 

2.2 

2.5 

2.6 

3.0 


PERSONS PER ROOM 


OWNER OCCUPIED 
0.50 OR LESS . . . 
0.51 TO 1.00 . . . 
1.01 OR MORE . . . 


RENTER OCCUPIED. 
0.50 OR LESS . . . . 
0.51 TO l.OO . . . . 
1.01 OR MORE . . . . 


4 500 

6 650 

6 361 

5 739 

6 595 

5 915 

5 829 

5 375 

10 720 

6 120 

2 318 

2 875 

2 525. 

3 037 

3 561 

2 S61 

3 298 

2 364 

4 054 

2 351 

1 906 

3 609 

3 371 

2 458 

2 67B 

2 711 

2 471 

2 586 

5 809 

3 295 

276 

366 

465 

244 

356 

343 

60 

403 

857 

474 

3 402 

2 665 

5 465 

6 725 

5 004 

5 456 

1 061 

2 430 

2 190 

2 180 

1 554 

1 050 

1 779 

2 967 

2 203 

2 209 

608 

1 032 

760 

737 

1 656 

1 357 

3 167 

3 273 

2 360 

2 923 

440 

1 220 

1 165 

1 195 

192 

278 

339 

465 

441 

324 

33 

178 

263 

248 






























































Massachusetts 


23-79 


Table 21. —Financial Characteristics, Year Moved Into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants; I960 

[Based on sample; see text. “U” denotes an unincorporated place. “UT" denotes an urban town. Median not shown where base is less 
than 200; plus (+) or minus (—) after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Air Conditioning 
Value 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 


SUBJECT 


ALL OCCUPIED UNITS . . . 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1959 TO MARCH 1960 . 

1956 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1959 TO MARCH I960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

automobiles AVAILABLE 

.. 

.. 

3 OR MORE. 

NONE. 

AIR CONDITIONING 

ROOM UNIT(S) . 

CENTRAL SYSTEM . 

NONE. 


VALUE 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
*51000 TO S7t400 . 
*7>500 TO S9i900 . 
*10)000 TO S12i400 
*12»500 TO *14)900 
*15)000 TO *17)400 
*17)500 TO *19)900 
*20)000 TO *24)900 
*25)000 TO *34)900 
*35)000 DR MORE. . 
MEDIAN . 


VACANT AVAILABLE FOR SALE 
MEDIAN PRICE ASKED . . . > • 


DOLLARS 


DOLLARS 


GROSS RENT 


RENTER OCCUPIEO. 

LESS than *20. ... . . 

$20 TO $29 . 

*30 TO $39 . 

*40 TO $49 . 

$50 TO ... 

*60 TO $69 . 

$70 TO *79 . 

$60 TO ... 

$100 TO *149 . 

$150 OR MORE . 

NO CASH RENT . 

MEDIAN . DOLLARS 


CONTRACT RENT 


renter occupied. 

MEDIAN . DOLLARS 


VACANT AVAILABLE FOR RENT. . . 

LESS THAN $30. . . , . 

*30 TO $39 . 

*40 TO *59 . 

*60 TO *79... 

*80 TO *99 . 

*100 To *119 . 

*120 OR MORE ... 

MEDIAN RENT ASKED (DOLLARS)I 

VACANT AVAILABLE FOR RENT. . . . 
WITH ALL UTILITIES IN RENT . . 
WITH SOME OR NO UTIL. IN RENT. 


DURATION OF VACANCY 


VACANT AVAILABLE FOR SALE. 
LESS THAN 4 MONTHS . 

4 months or more . 


VACANT AVAILABLE FOR RENT. 

LESS than 1 MONTH. 

1 UP TO 4 MONTHS . 

4 MONTHS OR MORE . 


NGTON 

ATTLEBORO 

BELMONT 

BEVERLY 

BRAINTREE 

CHELSEA 

EVERETT 

FITCHBURG 

FRAMINGHAM 

UT) 


(UT) 


(UT) 




(UT) 

14 754 

8 252 

6 677 

10 444 

a 449 

10 114 

13 266 

13 235 

12 286 

9 745 

5 034 

5 937 

6 913 

7 164 

2 880 

5 826 

6 592 

8 523 

773 

431 

317 

626 

650 

115 

279 

472 

1 357 

566 

315 

272 

463 

492 

110 

196 

350 

991 

2 187 

1 185 

1 176 

1 790 

2 143 


997 

1 169 

2 603 

3 925 

1 666 

2 520 

2 596 

2 697 


2 196 

2 603 

2 119 

2 292 

1 235 

1 652 

1 414 

1 182 


2 158 

1 998 

1 253 

5 009 

3 216 

2 740 

3 531 

1 285 

7 234 

7 436 

6 643 

3 763 

1 267 

769 

616 

977 

320 

1 417 

1 597 

1 624 

1 170 

678 

383 

308 

556 

177 

659 

875 

825 

499 

1 402 

677 

725 

920 

367 

2 166 

2 215 

1 570 

1 011 

1 283 

743 

730 

704 

321 

1 635 

1 944 

1 673 

777 

379 

426 

361 

374 

100 

957 

607 

751 

306 

10 408 

5 598 

5 623 

6 922 

6 026 

5 243 

8 036 

8 595 

7 739 

2 219 

1 334 

1 619 

1 719 

1 718 

496 

995 



236 

137 

294 

211 

279 

96 

161 



1 891 

1 163 

941 

1 592 

426 

4 279 

4 074 



1 113 

511 

809 

252 

471 

360 

679 



39 

53 

• • • 

140 

95 

* • • 

21 



13 602 

7 688 

7 668 

10 052 

7 883 

9 734 

12 566 

12 713 

11 411 

7 540 

4 213 

4 676 

6 223 

6 806 

1 062 

2 826 

4 173 

7 927 

40 

174 

12 

76 

33 

147 

45 

179 

46 

59 

399 

e 

153 

164 

163 

163 

345 

70 

141 

760 

40 

418 

330 

179 

343 

933 

253 

444 

1 019 

108 

1 030 

1 108 

157 

554 

1 110 

734 

1 219 

695 

216 

1 508 

1 666 

198 

908 

820 

1 132 

1 771 

440 

376 

1 297 

1 707 

96 

512 

363 

2 103 

1 670 

274 

530 

689 

B54 

49 

162 

140 

1 667 

1 502 

265 

1 334 

479 

538 

56 

102 

142 

1 159 

521 

119 

1 420 

220 

151 

17 

31 

85 

429 

173 

48 

632 

153 

55 


8 

56 

132 

17 600 

11 600 

23 900 

14 900 

14 900 

10 700 

13 400 

11 400 

17 100 

81 

21 

10 

26 

35 

3 

'!! 

23 

141 

5 009 

3 218 

2 740 

3 531 

1 285 

7 234 

7 436 

6 643 

3 763 

4 

8 

• • • 

16 

• • • 

e 

« • • 

17 

9 


26 

4 

32 

* • t 

47 

12 

112 

36 

16 

103 

16 

124 

24 

256 

128 

330 

43 

28 

397 

a 

154 

52 

728 

221 

690 

135 

56 

590 

50 

366 

88 

1 250 

527 

1 071 

291 

167 

627 

134 

422 

190 

1 287 

1 117 

1 472 

429 

262 

556 

230 

627 

156 

1 438 

1 570 

1 383 

612 

1 300 

574 

641 

1 104 

415 

1 527 

2 613 

1 140 

1 024 

2 800 

172 

1 416 

508 

274 

601 

904 

238 

935 

268 

4 

156 

16 

22 

12 

B 

8 

134 

88 

161 

63 

160 

62 

80 

138 

182 

115 

107 

66 

106 

79 

84 

70 

60 

67 

85 

4 921 

3 057 

2 657 

3 371 

1 223 

7 154 

7 300 

6 461 

3 648 

82 

48 

79 

60 

64 

48 

57 

46 

6*V 

67 

138 

39 

219 

16 

386 

128 

392 

142 


19 


5 

• • • 

92 

» • • 

44 

4 

tit 

45 

11 

37 

6 

117 

16 

114 

15 

9 

64 

• • • 

74 

f • • 

105 

56 

143 

25 

10 

10 

7 

69 

• • % 

61 

36 

71 

42 

32 

t • t 

15 

34 

»»• 

11 

14 

16 

33 

26 

t • ■ 

6 

• • • 

10 

• • • 

• •• 

4 

9 

10 

... 


... 


... 

6 

... 

14 

• •• 

• •• 

**• 

57 


39 

... 

46 

... 

::: 

::: 


::: 

■ 

*39 

rr. 

*46 

... 

65 

25 

10 

45 

37 

7 


28 

141 

39 

19 

10 

26 

311 

3 

• • 

It 

117 

46 

6 

... 

19 

3 

4 

... 

12 

24 

87 

138 

39 

219 

16 

386 

12t 

392 

142 

18 

31 

12 

17 


35 

21 

9C 

57 

50 

62 

21 

131 

16 

175 

65 18‘ 

66 

19 

45 

6 

71 

... 

17« 

39 11 

1" 
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State and Small Areas 


Table 21. —Financial Characteristics, Year Moved Into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: I960—Con. 

[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town. Median not shown where base is less 
than 200; plus (+) or minus (-) after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail 
Ait Conditioning 
Value 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 


subject 

GLOUCESTER 

HAVERHILL 

LEOMINSTER 

LEXINGTON 

(UT) 

MELROSE 

METHUEN 

(UT) 

MILTON (UT) 

NATICK (UT) 

NEEDHAM 

(UT) 

ALL OCCUPIED UNITS . 

6 044 

15 050 

8 348 

6 974 

a 713 

6 363 

7 396 

7 604 

7 280 

YEAR MOVED INTO UNIT 


■■■ 








OWNER OCCUPIED . 

4 714 

7 983 

4 921 

6 369 

6 557 

5 830 

6 369 

6 426 

6 409 

1959 TO MARCH 1960 . 

393 

624 

504 

766 

466 

487 

426 

655 

690 

1956 . 

270 

402 

316 

496 

414 

336 

333 

467 

520 

1954 TO 1957 . 

996 

1 639 

1 061 

2 091 

1 569 

1 364 

1 272 

1 955 

1 990 

1940 To 1953 . 

1 764 

2 992 

1 769 

2 194 

2 353 

2 160 

2 457 

2 322 

2 300 

1939 OR EARLIER. 

1 291 

2 326 

1 229 

620 

1 715 

1 463 

1 901 

1 007 

909 

renter OCCUPIED. 

3 330 

7 067 

3 427 

565 

2 156 

2 533 

1 007 

1 378 

B71 

1959 TO MARCH 1960 . 

918 

1 689 

1 163 

195 

565 

569 

206 

563 

342 

1956 . 

405 

873 

395 

86 

301 

272 

119 

147 

83 

1954 TO 1957 . 

912 

1 970 

807 

141 

616 

577 


291 

214 

1940 TO 1953 . 

622 

1 764 

749 

119 

472 

794 


267 

164 

1939 OR EARLIER. 

273 

751 

313 

42 

200 

321 


90 

68 

automobiles AVAILABLE 











4 675 

9 504 

5 904 

4 426 

5 565 



4 962 

4 307 


661 

1 526 

1 147 

2 063 

1 720 


2 500 

1 875 

2 315 

3 OR MORE. 

161 

137 

200 

273 

273 


366 

175 

325 

NONE. 

2 327 

3 683 

1 097 

212 

1 135 

1 205 

515 

792 

333 

AIR CONDITIONING 










ROOM UNIT(S) . 

221 


282 

580 

61B 

264 

615 

405 

669 

CENTRAL SYSTEM . 

• • • 


58 

40 

20 

19 

38 


145 

NONE. 

7 623 


8 008 

6 354 

6 075 


6 543 


6 466 

VALUE 










OWNER OCCUPIED . 

3 660 


3 925 

6 306 

6 174 


5 660 


6 216 

LESS THAN SSiOOO . 

261 


104 

B 

20 


6 

40 

6 

S5t000 TO S7i400 . 

613 


339 

20 

71 


24 

102 

16 

S7t500 TO S9i900 . 

900 

960 

710 

52 

199 


52 

293 

6l 

SlOiOOO TO $12(400 . 

917 

1 092 

1 000 

271 

635 

1 061 

292 

772 

194 

$12(500 TO $14(900 . 

490 

785 

714 

557 

1 371 

1 296 

478 

1 269 

450 

$15(000 TO $17(400 . 

312 

1 664 

451 

1 164 

1 313 

792 

624 

1 496 

767 

$17(500 TO $19(900 . 

135 

307 

238 

1 176 

1 121 

464 

969 

1 002 

1 302 

$20(000 TO $24(900 .. • ( ( 

110 

422 

228 

1 367 

921 

280 


685 

1 793 

$25(000 TO $34(900 . 

94 

40 

69 

1 196 

427 

137 


211 

1 329 

$35(000 OR MORE. 

46 

46 

52 

493 

96 

64 


47 

276 

median . DOLLARS . 

10 500 

12 500 

12 000 

19 BOO 

16 500 

13 300 


15 800 

20 800 

VACANT AVAILABLE FOR SALE. 

43 

55 

37 

112 

31 

59 

33 

44 

82 

MEDIAN PRICE ASKED . DOLLARS . 

... 

... 

... 

... 

... 

... 


... 

... 

GROSS RENT 







■ 



RENTER OCCUPIED. 

3 330 

7 067 

3 427 

585 

2 156 

2 533 


1 376 

671 

LESS THAN $20. 

16 

6 

9 

4 

• • • 

• • t 


• • « 

• t • 

$20 TO $29 . . . 

46 

116 

72 

• • • 

4 

9 


4 


$30 TO $39 . 

173 

314 

117 

5 

9 

79 


5 

12 

$40 TO $49 . 

365 

774 

295 

4 

59 

214 


21 

30 

$50 TO $59 . ( . 

596 

1 166 

416 

12 

111 

323 

25 

113 

53 

$60 TO $69 . 

552 

1 444 

739 

34 

171 

415 

36 

109 

60 

$70 TO $79 . 

518 

1 345 

779 

67 

260 

551 

85 

164 

58 

$60 TO $99 . ( . 

674 

1 254 

673 

103 

726 

565 

167 

404 

195 

$100 TO $149 ( ( ( . . 

176 

448 

219 

208 

729 

256 

478 

356 

286 

$150 OR MORE . 

26 

20 

16 

116 

29 

6 

83 

62 

127 

NO CASH RENT . . . ( . 

164 

156 

90 

32 

56 

111 

116 

140 

50 

MEDIAN . DOLLARS ( 

67 

67 

70 

109 

93 

73 

106 

68 

100 

CONTRACT RENT 










renter occupied. 

3 166 

6 911 

3 337 

553 

2 100 

2 422 

889 

1 238 

621 

MEDIAN . ..... DOLLARS . 

45 

47 

48 

62 

73 

46 

77 

71 

74 

VACANT AVAILABLE FOR RENT. 

156 

454 

166 

6 

40 

75 

9 

59 

9 

LESS THAN $30. 

6 

70 

12 


T T T 

7 

• B 9 

5 

• • • 

$30 TO $39 . 

23 

110 

21 

1 • B 

4 

16 

2 


« • • 

$40 TO $59 . 

62 

179 

99 

• • • 

6 

22 

• • t 


3 

$60 TO $79 . 

46 

73 

30 

• • • 

15 

12 

t • • 


6 

$60 TO $99 . 

5 

16 

4 

a 

4 

11 

• • • 


• • 9 

$100 TO $119 . 

10 

• • • 

• * • 

• • * 

4 

5 

3 


• • • 

$120 OR MORE . 

t t t 

4 

t • t 


5 

t t f 



• ft 

MEDIAN rent ASKED (DOLLARS)I 










VACANT AVAILABLE FOR RENT. . . . 

$ • • 

45 

• • • 

* • t 

• • • 

• • « 



9 « « 

WITH ALL utilities IN RENT . 

• t • 

• • • 

• $ • 

• • • 

• • • 

t • • 



9 • • 

WITH SOME OR NO UTIL. IN RENT. 

... 

45 

... 

• • • 

... 

... 



... 

duration OF VACANCY 










VACANT available FOR SALE . 

62 

65 

40 

112 

35 

59 

33 

44 

82 

LESS THAN 4 MONTHS . 

30 

44 

25 

71 

17 

13 

26 

24 

47 

4 MONTHS OR MORE . 

32 

21 

15 

41 

16 

46 

7 

-20 

35 

VACANT AVAILABLE FOR RENT. 

156 

454 

166 

8 

40 

75 

9 

■ 59 

9 

LESS THAN 1 MONTH. 

15 

170 

52 

• • • 

8 

25 

• • t 

12 

3 

1 UP TO 4 months . 

52 

137 

69 

3 

19 

31 

5 

37 

6 

4 months or more . 

89 

147 

45 

5 

13 

19 

4 

10 

... 
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Table 21. —Financial Characteristics, Year Moved Into Unit, and Duration of Vacancy, 

FOR Places of 25,000 to 50,000 Inhabitants: 1960 — Con. 

[Based on sample; see text. "U" denotes an unincorporated place. “UT" denotes an urban town. Median not shown where base is less 
than 200; plus {+) or minxM (—) after number indicates median above or below that number] 


Year Moved into Unit 
Automobiles Avail. 
Air Conditioning 
Value 


Gross Rent 
Contract Rent 
Duration of 
Vacancy 


SUBJECT 


NORTH- 

PEABODY 

REVERE 

SALEM 

TAUNTON 

WATERTOWN 

WELLESLEY 

WESTFIELD 

WEYMOUTH 

WOBURN 



AMPTON 









(UT) 

(UT) 




(UT) 



ALL OCCUPIED UNITS . , . , 


7 

902 

9 

535 

11 

646 

12 

464 

11 

599 

11 371 

6 

910 

7 

605 

12 

910 

e 

300 

YEAR MOVED INTO UNIT 





















OWNER OCCUPIED . 

• • t • • 

4 

500 

6 

650 

6 

361 

5 

739 

6 

595 

5 915 

5 

629 

5 

375 

10 

720 

6 

120 

1959 TO MARCH 1960 . 

• • • * • 


236 


867 


516 


322 


505 

378 


672 


469 


937 


518 

1956 . 

• • « • • 


261 


588 


326 


250 


279 

256 


417 


325 


604 


501 

1954 TO 1957 . 

• • • • • 


907 

1 

737 

1 

356 

1 

044 

1 

053 

1 156 

1 

442 

1 

317 

2 

768 

1 

902 

1940 TO 1953 . 

t • • • • 

1 

699 

2 

391 

2 

376 

2 

123 

2 

376 

2 516 

2 

173 

1 

967 

4 

354 

1 

756 

1939 OR EARLIER. 

• • • • • 

1 

395 

1 

267 

1 

763 

2 

000 

2 

362 

1 607 

1 

125 

1 

277 

1 

837 

1 

443 

RENTER OCCUPIEO.. 

• $ • • • 

3 

402 

2 

6B5 

5 

465 

6 

725 

5 

004 

5 456 

1 

061 

2 

430 

2 

190 

2 

leo 

1959 To MARCH 1960 . 

• • • • • 


926 


669 

1 

327 

1 

624 

1 

169 

1 516 


399 


669 


770 


558 

1958 . 

« • • • • 


364 


333 


847 


751 


540 

744 


112 


262 


291 


269 

1954 TO 1957 . 

* • « • • 


695 


626 

1 

564 

1 

686 

1 

173 

1 448 


290 


622 


603 


660 

1940 TO 1953 . 

f • • • • 


665 


772 

1 

276 

1 

660 

1 

461 

1 305 


167 


569 


352 


454 

1939 OR EARLIER. 

• • • • « 


330 


263 


471 


764 


641 

441 


93 


266 


174 


239 

AUTOMOBILES AVAILABLE 






















. 

5 

334 

6 

236 

7 

772 

7 

660 

7 

115 

7 864 

3 

397 

5 

227 

8 

535 

6 

oeo 




966 

1 

642 


607 

1 

269 

1 

611 

1 115 

2 

682 

1 

316 

2 

743 


998 

3 OR MORE. 

• • • • « 


175 


223 


143 


76 


495 

212 


224 


136 


243 


120 

NONE. 


1 

405 

1 

432 

3 

124 

3 

439 

2 

378 

2 160 


407 

1 

124 

1 

389 

1 

205 

AIR CONDITIONING 





















ROOM UNIT(S) . 

• • • • « 


271 


383 


502 


451 


363 

576 


654 


251 


692 


334 

CENTRAL SYSTEM . 



36 


43 


16 


. • . 


36 

40 


20 


36 


59 


• •* 

NONE. 


7 

593 

9 

109 

11 

326 

12 

013 

11 

196 

10 755 

6 

236 

7 

516 

12 

159 

7 

966 

VALUE 





















OWNER OCCUPIEO . 

• • • • • 

3 

722 

6 

054 

4 

066 

3 

801 

5 

448 

3 895 

5 

776 

4 

366 

10 

183 

5 

506 

LESS THAN 45i000 . 

« t • • « 


115 


S3 


106 


95 


363 

4 


16 


155 


139 


77 

45,000 TO *7,400 . 

• • • • * 


287 


230 


300 


261 


916 

45 


44 


342 


396 


134 

*7,500 TO *9,900 . 

• B • 4 • 


732 


436 


460 


437 

1 

396 

115 


48 


641 


671 


270 

*10,000 TO $12,400 . 

• • • • • 


956 


982 


776 


722 

1 

460 

279 


164 

1 

047 

2 

084 


630 

$12,500 TO $14,900 . 

f ■ • « • 


650 

1 

557 


966 


748 


687 

744 


236 


948 

3 

179 

1 

374 

*15,000 TO $17,400 . 

• • • 4 « 


459 

1 

564 


660 


723 


295 

866 


463 


541 

1 

910 

1 

725 

*17,500 TO $19,900 . 

#••44 


150 


712 


371 


362 


117 

633 


573 


261 


906 


690 

$20,000 TO $24,900 . 



171 


346 


279 


299 


119 

752 

1 

274 


273 


525 


321 

$25,000 TO $34,900 . 

• • • • * 


139 


86 


84 


106 


63 

236 

1 

646 


134 


164 


77 

$35>000 OR more. 

t • • 4 4 


63 


58 


20 


26 


6 

19 

1 

312 


44 


7 


e 

MEDIAN ........ . 

dollars . 

11 

900 

14 

600 

13 

400 

13 

800 

10 

100 

17 200 

25 

400 

12 

500 

13 

800 

15 

100 

VACANT AVAILABLE FOR SALE. . 

• •444 


45 


67 


19 


50 


44 

17 


33 


70 


66 


32 

median PRICE ASKED . 

DOLLARS . 















... 


... 


... 

GROSS RENT 





















RENTER OCCUPIED. 

4*441 

3 

402 

2 

685 

5 

485 

6 

725 

5 

004 

5 456 

1 

061 

2 

430 

2 

190 

2 

180 

LESS THAN *20. 

* * 4 4 * 


6 


16 




21 


8 

* t t 


... 


21 


4 


9 

$20 TO $29 . 

1**44 


36 


107 


12 


93 


101 

4 


*•* 


50 


6 


25 

*30 TO $39 . 

• •44* 


93 


196 


62 


253 


269 

27 


12 


141 


15 


lOD 

*40 TO $49 . 

***** 


272 


211 


171 


532 


624 

52 


28 


296 


106 


75 

$50 TO $59 .... . 

• * * • 4 


509 


299 


346 


711 


955 

133 


44 


353 


131 


201 

$60 TO $69 . 

4 • * • * 


521 


423 


702 

1 

034 

1 

031 

306 


45 


434 


315 


228 

$70 TO $79 . 

* • * * * 


719 


43s 

1 

055 

1 

340 


646 

557 


100 


422 


368 


416 

*eo TO $99 . 

4 « * • 4 


730 


601 

1 

943 

1 

861 


744 

1 536 


213 


414 


605 


667 

*100 TO *149 . 

* • 4 • * 


260 


236 

1 

082 


719 


241 

2 511 


295 


182 


530 


332 

$150 OR more . 

• • * • * 


a 


26 


39 


37 


26 

225 


246 


4 


49 


20 

NO CASH RENT . 

4 * • 4 * 


246 


132 


73 


104 


155 

103 


96 


111 


57 


107 

median . 

DOLLARS . 


72 


71 


83 


75 


65 

101 


106 


67 


84 


80 

CONTRACT RENT 





















RENTER OCCUPIED . 

• * * 4 * 

3 

156 

2 

553 

5 

412 

6 

621 

4 

849 

5 353 


965 

2 

319 

2 

133 

2 

073 

MEDIAN . 

DOLLARS . 


54 


49 


64 


55 


43 

75 


91 


46 


66 


59 

VACANT AVAILABLE FOR RENT. . 

• 4 4 4 4 


306 


105 


124 


259 


264 

130 


21 


166 


105 


90 

LESS than $30 . 

• • • * * 


12 


a 


4 


36 


24 

10 


• . 


31 


• 4 • 


3 

$30 TO *39 . 

***** 


37 


22 




64 


76 

4 « 4 


3 


25 


6 


3 

$40 TO $59 . 

• 4 • * * 


163 


55 


37 


56 


127 

3 


* • 


62 


15 


19 

$60 TO $79 . 

• • * • 4 


52 


13 


61 


72 


51 

28 


11 


34 


34 


37 

$e0 TO $99 . 

• « * * * 


13 


4 


14 


24 


4 

53 


7 


14 


40 


13 

$100 To *119 . 

• » * * • 


5 


- • f 




5 


• • • 

5 


... 


• t * 


4 


• • * 

$12*0 OR MORE. 

• » • * » 


4 


3 


8 




• * • 

31 




• 4 * 


6 


15 

MEDIAN RENT ASKED (DOLLARS)! 





















VACANT AVAILABLE FOR RENT. . . 

• * • * • 


46 


• • • 


< . . 


50 


44 

* • • 


* * « 


• * « 


4 * • 


« * * 

WITH ALL utilities IN RENT . 

« * • • * 


• . . 


... 


- - . 


- t * 


* . • 

4 * * 


• * * 


• * • 


« • • 


* • • 

WITH SOME OR NO UTIL. IN RENT. 


... 


... 


... 


49 


45 

... 


... 


• • * 


... 


... 

duration OF VACANCY 





















VACANT AVAILABLE FOR SALE. . 



54 


96 


26 


67 


56 

23 


33 


74 


66 


32 

LESS than 4 MONTHS . 



20 


72 


16 


29 


27 

12 


11 


44 


56 


19 

4 months OR MORE.. 



34 


24 


10 


38 


31 

11 


22 


30 


10 


13 

VACANT AVAILABLE FOR RENT. . 



306 


105 


124 


259 


264 

130 


21 


166 


10' 


90 

LESS THAN' 1 MONTH.. 

. 


96 


14 


26 


73 


84 

62 


* » * 


9 


11 


30 

1 UP TO 4 MONTHS . 



33 


57 


39 


B1 


132 

36 


17 


53 


5£ 


36 

4 MONTHS OR MORE . 



177 


34 


59 


105 


66 

32 


4 


104 

. 

39 


24 
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State and Small Areas 


Table 22.—^Tenure, Vacancy Status, and Condition and. Plumbing Facilities, for Places 
OF 10,000 TO 25,000 Inhabitants: 1960 

[Some data based on sample; see text “U” denotes an unincorporated place. “UT” denotes an urban tow] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Watet Supply 
Toilet Fac. 
Bathing Fac. 
Bathrooms 


SUBJECT 

AOAMS 

(U) 

AMHERST 

(U) 

ATHOL 

(U) 

CLINTON 

(UT) 

DANVERS 

(UT) 

DEDHAM 

(UT) 

GARDNER 

GREEN¬ 

FIELD 

(U) 

MARBLE¬ 

HEAD 

(UT) 

MARL¬ 

BOROUGH 

MILFORD 

(U) 

•NEW- 

BURY- 

PORT 

NORTH 

ADAMS 

ALL HOUSING UNITS. 

4 

023 

2 

115 

3 704 

4 

068 

5 

899 

6 

773 

6 

168 

5 

179 

6 511 

5 

983 

4 

436 

4 

966 

6 

743 

TENURE 1 COLOR 1 AND VACANCY 

























STATUS 

























OCCUPIED . 

3 

819 

1 

963 

3 376 

3 

866 

5 

621 

6 

608 

5 

875 

4 

863 

5 899 

5 

60e' 

4 

253 

4 

365 

6 

433 

OWNER OCCUPIED . 

2 

loe 


929 

2 025 

2 

lOl 

4 

404- 

5 

273 

3 

272 

2 

750 

4 360 

3 

706 

2 

409 

2 

745 

3 

008 

PERCENT OF ALL OCCUPIED. 

55.2 

47.3 

60.0 

54.3 

76.3 

79.8 

55.7 

56.5 

74.2 

66.1 



46 • 6 

WHITE. 

2 

lOB 


867 

2 025 

2 

101 

4 

400 

5 

265 

3 

272 

2 

717 

4 372 

3 

704 

2 

409 

2 

737 

2 

996 

nonwhite . 




42 



t * - 


4 


8 


f • • 


33 

8 


4 


• • • 


6 


12 

RENTER OCCUPIED. ...... . 

1 

711 

1 

034 

1 351 

1 

765 

1 

217 

1 

335 

2 

603 

2 

113 

1 519 

1 

900 

1 

844 

X 

620' 

3 

425 

WHITE.. 


711 

1 

021 

1 351 

1 

737 

1 

213 

1 

335 

2 

603 

2 

101 

1 515 

1 

900 

1 

644 

1 

60S 

3 

388 

NONWHITE . 




13 



26 


4 


.. . 


... 


12 

4 


. .. 


• •• 


15 


37 

VACANT . . . '. 


204 


152 

328 


202 


278 


165 


293 


316 

612 


375 


185 


621 


310 

YEAR ROUND . 


201 


144 

275 


196 


223 


154 


268 


298 

238 


220 


172 


274 


293 

SOUND OR DETERIORATING . 


168 


141 

244 


183 


218 


140 


256 


295 

224 


209 


156 


222 


261 

AVAILABLE.. 


143 


110 

179 


141 


167 


55 


196 


227 

129 


121 


112 


134 


176 

FOR SALE only.. 


12 


11 

20 


22 


128 


34 


IS 


48 

44 


56 


23 


39 


19 

HOMEOWNER VACANCY RATE . 


0.6 


1.2 

1.0 


1.0 


2.B 


0.6 


0.5 


1.7 

1.0 


1.5 


0.9 


1.4 


0.6 

FOR RENT . 


131 


99 

159 


119 


39 


21 


178 


179 

es 


65 


69 


95 


157 

RENTAL VACANCY RATE. 


7.1 


6.7 

10.5 


6.3 


3.1 


1.5 


6.4 


7.8 

5.3 


3.3 


4.6 


5.5 


4.4 

RENTED OR SOLDI AWAITING OCCUPANCY • 


6 


11 

14 


12 


20 


56 


IS 


18 

40 


43 


11 


22 


33 

HELD FOR OCCASIONAL USE. 


9 


5 

10 


3 


4 


2 


e 


10 

23 


1 


5 


18 


18 

HELD FOR OTHER REASONS . 


10 


15 

41 


27 


27 


27 


34 


40 

32 


44 


30 


48 


34 

DILAPIDATED. 


33 


3 

31 


15 


5 


14 


12 


3 

14 


11 


14 


52 


32 

SEASONAL . 


3 


e 

53 


4 


55 


11 


25 


18 

374 


155 


13 


347 


17 

CONDITION AND PLUMBING 

























ALL UNITS. 

4 

023 

2 

115 

3 704 

4 

068 

5 

899 

6 

773 

6 

168 

5 

179 

6 511 

5 

983 

4 

436 

4 

986 

6 

743 

SOUNO. 

3 

223 

1 

846 

2 954 

3 

441 

5 

473 

6 

028 

5 

569 

4 

823 

5 951 

5 

383 

3 

850 

4 

083 

4 

843 

WITH ALL PLUMBING FACILITIES . 

3 

005 

1 

574 

2 748 

3 

268 

5 

410 

5 

952 

4 

863 

4 

472 

5 675 

5 

090 

3 

727 

3 

694 

4 

623 

LACKING ONLY HOT WATER ......... 


67 


4 

40 


76 


33 


13 


228 


31 

21 


192 


34 


63 


37 

LACKING OTHER PLUMBING FACILITIES. . . . 


151 


266 

166 


95 


30 


63 


478 


320 

55 


101 


89 


326 


183 

DETERIORATING. 


672 


222 

576 


507 


376 


529 


544 


328 

437 


539 


550 


653 

1 

687 

WITH ALL PLUMBING FACILITIES ...... 


529 


187 

372 


422 


333 


487 


296 


271 

375 


463 


409 


394 

1 

285 

LACKING ONLY HOT WATER.. • 


18 


4 

51 


57 


13 


24 


84 


37 

17 


38 


52 


37 


49 

LACKING OTHER PLUMBING FACILITIES. . . . 


125 


31 

153 


28 


30 


18 


164 


20 

45 


36 


69 


222 


353 

DILAPIOATED . 


128 


47 

174 


120 


50 


216 


55 


28 

123 


61 


38 


250 


213 

OWNER OCCUPIED . 

2 

108 


929 

2 025 

2 

101 

4 

404 

5 

273 

3 

272 

2 

750 

4 380 

3 

708 

2 

409 

2 

745 

3 

008 

SOUND .. . . • 

I 

890 


eoe 

1 629 

1 

796 

4 

160 

4 

961 

3 

IDI 

2 

617 

4 185 

3 

442 

2 

265 

2 

436 

2 

512 

WITH ALL PLUMBING FACILITIES ...... 

I 

843 


777 

1 785 

L 

751 

4 

134 

4 

948 

2 

942 

2 

600 

4 154 

3 

357 

2 

249 

2 

352 

2 

492 

LACKING SOME OR ALL FACILITIES . 


47 


31 

44 


45 


26 


13 


159 


17 

31 


85 


16 


84 


20 

deteriorating. 


202 


98 

148 


246 


220 


263 


163 


121 

167 


230 


136 


249 


457 

WITH ALL PLUMBING FACILITIES . 


185 


90 

120 


226 


208 


252 


111 


104 

163 


211 


12S 


190 


429 

LACKING SOME OR ALL FACILITIES . 


17 


e 

28 


20 


12 


11 


52 


17 

4 


19 


e 


59 


28 

DILAPIDATED. 


16 


23 

48 


59 


24 


49 


e 


12 

28 


36 


8 


60 


39 

RENTER OCCUPIED. 

i 

711 

1 

034 

1 351 

1 

765 

1 

217 

1 

335 

2 

603 

2 

113 

a 519 

1 

900 

1 

844 

1 

620 

3 

425 

SOUNO. 

1 

235 


905 

963 

1 

486 

1 

058 


943 

2 

249 

1 

943 

1 310 

1 

615 

1 

484 

1 

273 

2 

ISB 

WITH ALL PLUMBING FACILITIES . 

1 

061 


699 

663 

1 

382 

1 

021 


890 

1 

765 

1 

662 

1 294 

1 

507 

1 

367 

1 

168 

1 

999 

LACKING SOME OR ALL FACILITIES . 


154 


206 

100 


104 


37 


53 


464 


281 

16 


108 


97 


105 


189 

DETERIORATING. 


401 


110 

308 


232 


142 


247 


322 


154 

177 


268 


336 


217 

1 

095 

WITH ALL PLUMBING FACILITIES . 


312 


83 

202 


173 


116 


219 


169 


134 

157 


226 


236 


134 


775 

LACKING SOME OR ALL FACILITIES . 


89 


27 

106 


59 


26 


28 


153 


20 

20 


40 


100 


63 


320 

01LAPIDATED. 


75 


19 

SO 


47 


17 


145 


32 


16 

32 


17 


24 


13D 


142 

VACANT AVAILABLE FOR SALE. 


12 


11 

20 


22 


126 


34 


18 


48 

44 


56 


23 


39 


19 

WITH ALL plumbing FACILITIES . 


10 


11 

18 


21 


126 


33 


16 


45 

44 


50 


20 


28 


18 

LACKING SOME OR ALL FACILITIES . 


2 


... 

2 


1 


2 


1 


2 


3 

... 


6 


3 


11 


1 

VACANT AVAILABLE FOR RENT. 


131 


99 

159 


119 


39 


21 


178 


179 

85 


65 


89 


95 


157 

WITH ALL PLUMBING FACILITIES . . . 


63 


71 

76 


91 


36 


19 


68 


125 

77 


54 


66 


69 


111 

LACKING SOME OR ALL FACILITIES . 


48 


28 

83 


28 


3 


2 


110 


54 

e 


11 


21 


26 


46 

ALL HOUSING UNITS.. . . 

4 

023 

2 

115 

3 704 

4 

068 

5 

699 

6 

773 

6 

168 

5 

179 

6 511 

5 

963 

4 

436 

4 

986 

6 

743 

WATER SUPPLY 

























HOT ANO COLD PIPED WATER INSIDE STRUCTURE. 

3 

805 

2 

076 

3 428 

3 

655 

5 

807 

6 

646 

5 

536 

5 

086 

6 347 

5 

'668 

4 

239 

4 

444 

6 

453 

only COLD PIPED WATER INSIDE STRUCTURE . . 


.210 


35 

237 


213 


B8 


111 


591 


'93 

160 


303 


166 


523 


287 

PIPED WATER OUTSIDE STRUCTURE. 


4 


• • • 

4 


. A 


. . • 


• • • 


4 


• • t 

• « t 


• • 


• t • 


• • 


• • • 

NO PIPED WATER . ... .. 


4 


4 

35 


... 


4 


16 


35 


... 

4 


12 


13 


19 


3 

TOILET FACILITIES 

























FLUSH TOlLETi EXCLUSIVE USE. ....... 

3 

863 

1. 

839 

3 443 

4 

004 

5 

861 

6 

692 

5 

'856 

4 

868 

6 483 

5 

888 

4 

300 

4 

S3Q 

6 

388 

flush TOILETi SHARED . 


148 


.272 

195 


56 


22 


'54 


259 


307 

16 


66 


121 


92 


328 

other TOILET facilities OR NONE, . . . . . 


12 


4 

66 


e 


16 


27 


51 


4 

12 


29 


17 


64 


27 

BATHING FACILITIES 

























BATHTUB OR SHOWERi EXCLUSIVE USE . 

3 

700 

1 

805 

3 314 

3 

930 

5 

823 

6 

641 

5 

507 

4 

835 

6 350 

5 

836 

4 

248 

4 

342 

6 

156 

BATHTUB SHOWERi SHARED.. . . 


168 


280 

201 


75 


34 


58 


283 


319 

19 


71 


114 


88 


336 

NO BATHTUB OR SHOWER . . 


155 


30 

189 


63 


42 


74 


378 


25 

m2 


76 


76 


556 


249 

BATHROOMS 


























3 

286 

1 

320 

2 742 

3 

374 

4 

752 

4 

908 

4 

476 

3 

962 

3 814 

4 

939 

3 

776 

3 

740 

5 

443 

MORE than 1. . . ... . . 


344 


469 

453 


397 

1 

■012. 

, 1 

■667 


Tt'4 


796 

•2 514 


695 


38S 


426 


570 

SHARED OR NONE .. 


393 


306 

509 


297 


135 


178 


978 


419 

183 


349 


277 


820 


730 































































Massachusetts 


23-83 


Table 22. —Tenure, Vacancy Status, and Condition and Plumbing Facilities, for Places 
OF 10,000 TO 25,000 Inhabitants: 1960—Con. 

[Some data based on. sample; see text. “U" denotes an unincorporated place. “UT” denotes an urban town] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 


Water Supply 
Toilet Fac. 
Bathing Fac. 
Bathtooms 


SUBJECT 




“1 


~1 


“1 

somer- 

SOUTH- 

STONE- 

SWAMP- 

WAKE- 


“1 


WIN- 

WIN- 

NORWOOD 

RANDOLPH 

READING 

SAUGUS 

SET 

BRIDGE 

HAM 

SCOTT 

FIELD 

WEBSTER 

WHITMAN 

CHESTER 

THROP 


(UT) 


(UT) 

(UT) 


(UT) 

(UT) 

(U) 

(UT) 

(UT) 

(UT) 

(U) 

(UT) 

(UT) 

(UT) 

ALL HOUSING UNITS. 

6 

991 

4 

948 

5 

387 

6 

043 

3 

770 

5 

272 

5 

012 

4 162 

7 164 

4 

344 

3 246 

5 493 

6 296 

TENUREt COLOR* AND VACANCY 






















STATUS 






















OCCUPIED . . 

6 

615 

4 

794 

5 

263 

5 

851 

3 

574 

5 

019 

4 

904 

4 014 

7 017 

4 

119 

3 090 

5 368 

5 932 

OWNER OCCUPIEO . 

4 

929 

4 

293 

4 

545 

5 

014 

2 

846 

2 

073 

3 

797 

3 098 

5 274 

1 

708 

2 266 

4 536 

3 331 

PERCENT OF ALL OCCUPIED. 

72.3 

89.5 

86.4 

85.7 

79.7 

41.3 

77.4 

77.2 

75,2 

41.5 

73.3 

84.5 

56.2 

WHITE.. 

4 

912 

4 

226 

4 

533 

4 

978 

2 

840 

2 

073 

3 

793 

3 094 

5 262 

1 

704 

2 258 

4 507 

3 318 

NONWHITE... 


17 


67 


12 


36 


8 


• • . 


4 

4 

12 


4 

8 

29 

13 

RENTER OCCUPIED. 

1 

8S6 


501 


718 


837 


726 

2 

946 

1 

107 

916 

1 743 

2 

411 

824 

832 

2 601 

WHITE. 

1 

679 


501 


714 


B33 


726 

2 

942 

1 

103 

916 

1 743 

2 

411 

824 

828 

2 598 

NONWHITE . 


7 


... 


4 


4 


... 


4 


4 


... 


... 

... 

4 

3 

VACANT . 


176 


154 


124 


192 


196 


253 


108 

148 

147 


225 

156 

125 

364 

YEAR ROUND . 


157 


133 


115 


175 


160 


240 


105 

lie 

136 


222 

142 

110 

157 

SOUND OR DETERIORATING . 


145 


121 


112 


157 


)51 


219 


95 

116 

134 


207 

135 

108 

148 

AVAILABLE. 


102 


68 


69 


89 


92 


193 


51 

53 

64 


154 

66 

36 

96 

FOR SALE only. 


56 


41 


52 


63 


36 


15 


14 

34 

36 


16 

47 

17 

10 

HOMEOWNER VACANCY RATE . 


1.1 


0.9 


1.1 


1.2 


1.2 


0.7 


0.4 

1.1 

0.7 


0,9 

2.0 

0.4 

0.3 

FOR RENT . 


46 


27 


17 


26 


56 


176 


37 

19 

48 


138 

41 

21 

66 

RENTAL VACANCY RATE. ...... 


2.4 


5.1 


2.3 


3.0 


7.2 


5.7 


3.2 

2.0 

2.7 


5.4 

4.7 

2.5 

3.2 

RENTED OR SOLO* AWAITING OCCUPANCY . 


34 


35 


35 


38 


17 


13 


14 

27 

25 


11 

5 

52 

23 

HELD FOR OCCASIONAL USE. 


4 


2 


3 


3 


16 


5 


3 

13 

4 


20 

4 

6 

14 

HELD FOR OTHER REASONS ....... 


5 


16 


5 


27 


26 


8 


27 

23 

21 


22 

36 

12 

15 

DILAPIDATED. 


12 


12 


3 


18 


9 


21 


10 

2 

4 


15 

7 

2 

9 

SEASONAL . 


19 


21 


9 


17 


36 


13 


3 

30 

9 


3 

14 

15 

207 

CONDITION AND PLUMBING 






















ALL Units. 

6 

991 

4 

948 

5 

387 

6 

043 

3 

770 

5 

272 

5 

012 

4 162 

7 164 

4 

344 

3 246 

5 493 

6 296 

SOUND. 

6 

497 

4 

568 

5 

021 

5 

30b 

3 

657 

4 

653 

4 

720 

3 948 

6 664 

4 

066 

2 944 

5 405 

5 742 

WITH ALL PLUMBING FACILITIES . 

6 

440 

4 

549 

4 

959 

5 

240 

3 

514 

4 

536 

4 

567 

3 906 

6 461 

3 

621 

2 612 

5 366 

5 691 

LACKING ONLY HOT WATER . 


14 


23 


5 


30 


66 


47 


33 

15 

28 


229 

48 

. . . 

13 

LACKING OTHER PLUMBING FACILITIES. . . , 


43 


16 


57 


38 


77 


70 


120 

27 

195 


236 

84 

39 

38 

deteriorating. 


416 


293 


283 


566 


64 


573 


241 

187 

404 


220 

205 

80 

530 

WITH ALL PLUMBING FACILITIES . 


381 


255 


256 


516 


47 


416 


173 

176 

264 


84 

181 

69 

519 

LACKING ONLY HOT WATER . 


• • • 


17 


9 


29 


4 


62 


16 

8 

24 


63 

12 

• • • 

5 

LACKING OTHER PLUMBING FACILITIES. . . . 


35 


21 


18 


21 


13 


95 


52 

3 

96 


73 

12 

11 

6 

OILAPIOATED. 


76 


67 


83 


169 


49 


46 


51 

27 

76 


38 

97 

8 

24 

OWNER OCCUPIEO . 

4 

929 

4 

293 

4 

545 

5 

014 

2 

848 

2 

073 

3 

797 

3 098 

5 274 

1 

708 

2 266 

4 536 

3 331 

SOUND. 

4 

744 

4 

075 

4 

306 

4 

536 

2 

781 

1 

975 

3 

677 

3 014 

5 094 

1 

660 

2 118 

4 496 

3 164 

WITH ALL PLUMBING FACILITIES . 

4 

732 

4 

052 

4 

276 

4 

504 

2 

745 

1 

963 

3 

657 

3 006 

5 031 

1 

600 

2 062 

4 464 

3 170 

LACKING SOME OR ALL FACILITIES . 


12 


23 


26 


32 


36 


12 


20 

8 

63 


60 

56 

12 

14 

deteriorating.. 


161 


174 


187 


369 


39 


90 


104 

68 

144 


28 

120 

40 

131 

WITH ALL plumbing FACILITIES . 


157 


159 


169 


361 


31 


69 


96 

63 

136 


16 

112 

40 

131 

LACKING SOME OR ALL FACILITIES ..... 


4 


15 


16 


8 


8 


21 


e 

5 

8 


12 

8 

• • • 

• * • 

DILAPIDATED. 


24 


44 


52 


109 


28 


e 


16 

16 

36 


20 

28 

... 

16 

RENTER OCCUPIEO. 

I 

866 


501 


718 


837 


726 

2 

946 

1 

107 

916 

1 743 

2 

411 

624 

832 

2 601 

SOUND. 

I 

605 


396 


614 


642 


696 

2 

520 


954 

802 

1 458 

2 

267 

691 

800 

2 294 

WITH ALL PLUMBING FACILITIES . 

1 

569 


382 


580 


616 


651 

2 

425 


626 

786 

1 318 

1 

909 

633 

776 

2 263 

LACKING SOME OR ALL FACILITIES . 


36 


16 


34 


26 


47 


95 


128 

16 

140 


358 

58 

24 

31 

DETERIORATING. 


244 


98 


79 


172 


16 


397 


127 

105 

245 


136 

81 

26 

303 

with ALL plumbing FACILITIES . 


213 


88 


75 


146 


16 


299 


72 

105 

133 


56 

65 

20 

303 

LACKING SOME OR ALL FACILITIES . 


31 


10 


4 


26 




96 


55 

• . • 

112 


80 

16 

e 

• • ft 

dilapidated. 


37 


5 


25 


23 


12 


29 


26 

9 

40 


8 

52 

4 

4 

VACANT available FOR SALE. 


56 


41 


52 


63 


36 


15 


14 

34 

36 


16 

47 

17 

10 

WITH ALL plumbing FACILITIES . 


55 


39 


52 


62 


34 


12 


13 

33 

36 


15 

47 

17 

10 

LACKING SOME OR ALL FACILITIES . 


1 


2 


... 


1 


2 


3 


1 

1 

... 


1 

... 

... 

... 

VACANT AVAILABLE FOR RENT. 


46 


27 


17 


26 


56 


176 


37 

19 

48 


136 

41 

21 

86 

WITH ALL plumbing FACILITIES . 


43 


26 


14 


20 


49 


139 


32 

16 

35 


69 

32 

19 

77 

LACKING SOME OR ALL FACILITIES . 


3 


1 


3 


6 


7 


39 


5 

3 

13 


69 

9 

2 

9 

ALL HOUSING UNITS. 

6 

991 

4 

948 

5 

367 

6 

043 

3 

770 

5 

272 

5 

012 

4 162 

7 164 

4 

344 

3 246 

5 493 

6 296 

WATER supply 






















HOT AND COLD PIPED WATER INSIDE STRUCTURE, 

6 

923 

4 

856 

5 

321 

5 

906 

3 

594 

5 

053 

4 

923 

4 117 

7 041 

3 

869 

3 124 

5 456 

6 274 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


68 


61 


66 


129 


155 


219 


89 

32 

123 


467 

122 

35 

22 

PIPED WATER OUTSIDE STRUCTURE. 


• . . 


• • 


. . 


• • . 


4 


• t • 


• ■ 

1 • • 

• • • 


4 

• • • 

• • • 

ft ft ft 

NO PIPED water . 


... 


9 


. .. 


e 


17 


... 


... 

13 

... 


4 

• • • 

• • • 

ft ft ft 

TOILET FACILITIES 






















FLUSH TOILET* EXCLUSIVE USE . 

6 

975 

4 

920 

5 

339 

5 

983 

3 

733 

5 

223 

4 

697 

4 132 

6 940 

4 

217 

3 208 

5 462 

6 259 

FLUSH TOILET* SHARED . 


12 


11 


32 


24 


4 


45 


115 

17 

216 


115 

34 

e 

37 

OTHER TOILET FACILITIES OR NONE . 


4 


17 


16 


36 


33 


4 


... 

13 

8 


12 

4 

3 

f ft « 

BATHING FACILITIES 






















bathtub or shower* exclusive USE .... . 

6 

902 

4 

669 

5 

268 

5 

959 

3 

660 

5 

091 

4 

836 

4 130 

6 857 

4 

009 

3 136 

5 435 

6 252 

BATHTUB OR SHOWER. SHARED. 


12 


16 


44 


27 


4 


53 


119 

17 

220 


127 

38 

12 

40 

NO BATHTUB OR SHOWER . 


77 


43 


55 


57 


106 


126 


57 

15 

87 


208 

70 

46 

4 

BATHROOMS 























5 

465 

4 

295 

3 

611 

5 

155 

3 

159 

4 

615 

3 

648 

2 582 

5 256 

3 

449 

2 743 

2 600 

5 246 

MORE THAN I. 

1 

410 


527 

1 

447 


746 


452 


366 

1 

152 

1 531 

1 531 


272 

343 

2 833 

998 

shared or none . 


116 


126 


129 


140 


159 


271 


212 

49 

360 


623 

16C 

6C 

50 






























































23-84 State and Small Areas 

Table 23. —Structural Characteristics and Selected Equipment, for Places of 10,000 
TO 25,000 Inhabitants: I960 

[Some data based on sample; median not shown where base is insufficient; see text. ^ “U” denotes an unincorporated place. UT denotes 
an urban town. Plus (-H) after number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Buiit 


Basement 
Heating Equip. 
Source of Water 
Sewage Dispos.il 


SREEN- MARBLE- NEW- 

AOAMS AMHERST ATHOL CLINTON DANVERS DEDHAM GARDNER FIELD HEAD MARL- MILFORD BURY- NORTH 
,in jLI) (U) (UT) (UT) (UT) (U) (UT) BOROUGH (U) PORT ADAMS 
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Table 23. —Structural Characteristics and Selected Equipment, por Places of 10,000 
TO 25,000 Inhabitants: 1960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (4-) after number indicates median above that number] 


Rooms 
Bedrooms 
Units in Structure 
Trailer 

Year Struct. Built 


Basement 
Heating Equip. 
Source of Water 
Sewage Disposal 


subject 


ROOMS 


ALL UNITS. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS. 

6 ROOMS OR MORE. 

median.. . . . 

OWNER OCCUPIED . 

I TO 3 ROOMS . 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. 

median . 

RENTER OCCUPIED. 

1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

7 ROOMS OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE. 

median . 

VACANT AVAILABLE FOR RENT. 
MEDIAN . 


ALL HOUSING UNITS. 

BEDROOMS 


0 ANO 1. 

2 . . . . 

3 OR MORE, 


UNITS IN structure 

ALL UNITS. 

1 . 

2 . 

3 ANO 4... 

5 OR MORE. 

trailer. 

OWNER OCCUPIED . 

1 . 

2 OR MORE. 

trailer... 

RENTER OCCUPIED. 

1 .. . . 

2 . 

3 ANO 4. 

5 TO .. 

10 OR MORE . 

trailer. 


YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954.. 

1940 TO 1949 .. 

1939 OR EARLIER, • . . 


basement 


BASEMENT . . 
CONCRETE SLAB 
OTHER, ... 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE ........ 

FLOOR, wall, or PIPELESS FURNACE 
BUILT-IN ELECTRIC UNITS, . . . . 

other means with FLUE. 

other means without FLUE . . . . 
NONE. 


SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY 

individual well. 

OTHER.. . . . 


SEWAGE DISPOSAL 


PUBLIC SEWER ..... 
SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


NORWOOD 

(UT) 

RANDOLPH 

(UT) 

READING 

(UT) 

SAUGUS 

(UT) 

iiai 

m 

SOUTH- 

BRIDGE 

(U) 

STONE- 

HAM 

(UT) 

SWAMP- 

SCOTT 

(UT) 

WAKE¬ 

FIELD 

(UT) 

WEBSTER 

(U) 

WHITMAN 

(UT) 

WIN¬ 

CHESTER 

(UT) 

WIN- 

THROP 

(UT) 

6 

991 

4 

946 

5 

387 

6 

043 

3 

770 

5 

272 

5 

012 

4 

162 

7 

164 

4 

344 

3 

246 

5 493 

— 

6 296 




15 


4 


t • • 


4 


32 


29 


17 


120 


103 


26 

19 

52 


70 


22 


29 


54 


12 


49 


86 


34 


104 


47 


41 

20 

104 


414 


146 


123 


172 


149 


313 


287 


104 


436 


319 


268 

82 

404 

I 

278 


732 


522 


965 


814 

1 

076 


654 


334 

1 

106 

1 

078 


501 

318 

819 

i 

769 

1 

243 

1 

173 

1 

437 

1 

109 

I 

646 

1 

112 


682 

1 

4S0 

1 

248 


927 

631 

1 173 

2 

039 

1 

731 

1 

767 

2 

000 


946 

1 

457 

1 

568 

1 

215 

2 

023 


996 


762 

1 362 

1 844 


901 


701 

1 

084 


954 


446 


408 


796 


765 

1 

048 


281 


429 

1 091 

911 


512 


356 


685 


461 


288 


291 


460 


991 


847 


272 


292 

1 970 

989 


5.5 


5.7 


6.0 


5.7 


5.3 


5.2 


5.7 


6.2 


5.7 


5.0 


5.3 

6.B 

5.8 

4 

929 

4 

293 

4 

545 

5 

014 

2 

848 

2 

073 

3 

797 

3 

098 

5 

274 

1 

706 

2 

266 

4 ?36 

3 331 


53 


40 


28 


48 


37 


45 


21 


21 


68 


20 


60 

20 

21 


562 


527 


308 


624 


413 


216 


361 


141 


498 


252 


274 

161 

180 

1 

163 

1 

136 


929 

1 

165 


906 


619 


821 


366 

1 

104 


536 


624 

426 

477 

1 

S53 

1 

599 

I 

610 

1 

836 


839 


637 

1 

420 


967 

1 

660 


496 


647 

1 139 

1 114 

1 

278 


991 

1 

670 

1 

321 


653 


556 

1 

174 

1 

603 

1 

744 


404 


661 

2 790 

1 539 


5.9 


5.6 


6.1 


5.9 


5.6 


5.7 


6.0 


6.6 


6.0 


5.6 


5.8 

7.0 

6.4 

1 

886 


501 


716 


837 


726 

2 

946 

1 

107 


916 

1 

743 

2 

411 


824 

832 

2 601 


e 


11 


4 


■ • • 


4 


24 


24 


12 


104 


92 


17 

16 

47 


60 


17 


29 


39 


12 


33 


72 


34 


100 


44 


41 

16 

65 


351 


102 


90 


120 


61 


257 


257 


78 


337 


260 


176 

55 

315 


646 


171 


202 


314 


348 


780 


279 


191 


576 


759 


195 

145 

574 


571 


81 


206 


204 


157 


960 


267 




343 


647 


255 

189 

646 


161 


77 


111 


loe 


78 


766 


120 




136 


472 


88 

206 

634 


87 


42 


76 


52 


66 


126 


SB 




147 


137 


50 

205 

300 


4,3 


m 


unri 


4.3 


4.3 


4.9 



■ 



4.1 


4.6 


4.4 

5.5 

4.9 


56 

■ 

H 




63 


36 


15 


14 

■ 



36 


16 


47 

17 

10 


6.3 

■ 

m 




5.7 


... 


... 


... 

■ 

n 


... 


... 



... 

... 


46 


27 




26 


56 


176 


37 


19 


48 


136 


41 

21 

86 


. .. 


BEB 

IHi 

Bfl 


... 


4.0 


4.5 


... 


... 


... 


3.9 


... 

... 

4.2 

6 

991 

4 

946 

5 

387 

6 

043 

3 

770 

5 

272 

5 

012 

4 

162 

7 

164 

4 

344 

3 

246 

5 493 

6 296 


672 


296 


396 


603 


345 


546 



1 

I 


944 

1 


1 

1 

263 

821 

2 

277 

1 

372 

1 

364 

1 

644 

1 

367 

2 

195 

1 




2 

118 





779 

2 188 

4 

013 

3 

280 

3 

627 

3 

596 

2 

058 

2 

531 

3 

105 

2 

n 

4 

030 

■ 


1 


4 451 

3 287 

6 

991 

4 

946 

5 

367 

6 

043 

3 

770 

5 

272 

5 

012 

4 

162 

7 

149 

4 

344 

1 


5 493 

6 296 

4 

844 

4 

628 

4 

701 

5 

147 

3 

052 

1 

560 

3 

781 



5 

406 

1 

364 

m 


4 805 

2 679 

1 

140 


209 


552 


603 


386 

1 

321 






936 

1 

017 


517 

518 

2 239 


72B 


61 


70 


229 


325 

1 

813 


LltirJ 




523 

1 

416 


272 

65 

99B 


279 


36 


64 


29 


5 


574 


rUti 




276 


545 


122 

105 

380 


... 


12 


... 


35 


... 


4 


4 




4 


... 


32 

... 

... 

4 

929 

4 

293 

4 

545 

5 

014 

2 

846 

2 

073 

3 

797 

B] 


5 

274 

1 

708 

2 

266 

4 536 

3 331 

4 

306 

4 

lee 

4 

317 

4 

658 

2 

642 

1 

256 

3 

477 



4 

747 

1 

049 

1 

973 


2 214 


623 


93 


228 


324 


206 


813 


316 


470 


523 


659 




1 117 


... 


12 


... 


32 


... 


4 


4 


... 


4 


... 


32 

... 

... 

1 

886 


501 


718 


837 


726 

2 

946 

1 

107 


916 

1 

743 

2 

411 


824 

B32 

2 601 


446 


302 


280 


331 


280 


269 


247 


262 


581 


274 


160 

317 

298 


691 


140 


324 


306 


167 


600 


402 


417 


537 


593 


315 

362 

1 229 


493 


47 


60 


173 


279 

1 

408 


254 


195 


393 

1 

066 


217 

61 

742 


168 


12 


43 


24 


. . w 


452 


91 


36 


70 


394 


107 

5 

160 


88 


• $ $ 


11 


3 


• • • 


17 


113 


6 


162 


82 


5 


172 

1 

151 

1 

245 


634 


830 


578 


155 


691 


1S9 


781 


233 


471 


217 

1 

317 

1 

084 


726 


565 


680 


360 


738 


451 


698 


310 


215 


262 


454 


498 


655 


483 


796 


480 


504 


244 


834 


307 


189 


210 

4 

069 

2 

121 

3 

172 

4 

165 

1 

716 

4 

277 

3 

079 

3 

276 

4 

651 

3 

494 

2 

371 


5 607 

6 

870 

4 

648 

5 

264 

5 

854 

3 

597 

5 

141 

4 

673 

4 

089 

7 

015 

4 

081 

3 

027 

5 454 

6 036 


9b 


170 


54 


78 


92 


25 


80 


43 


75 


66 


107 

24 

140 


31 


130 


•69 


111 


61 


106 


,S9 


30 


59 


197 


112 

15 

120 

3 

909 

2 

760 

3 

807 

3 

364 

2 

479 

2 

995 

3 

530 

3 

021 

5 

100 

1 

929 

1 

907 

4 503 

5 396 

2 

459 

1 

660 

1 

402 

2 

305 


503 


341 

1 

276 

1 

057 

1 

694 


316 


732 

676 

563 


63 


235 


36 


81 


107 


56 


4 


15 


56 


39 


104 

16 

50 


e 


21 


• * • 


4 


4 


m M m 


. . • 


• « • 


5 


. • • 


4 

• • « 

8 


527 


239 


115 


249 


579 

1 

804 


147 


48 


261 

2 

040 


471 

65 

72 


12 


10 


21 


20 


40 


31 


53 


e 


36 


12 


24 

4 

34 


13 


3 


4 


20 


58 


45 


0*9 


13 


12 


e 


4 

7 

171 

6 

971 

4 

693 

5 

334 

5 

973 

3 

701 

5 

224 

4 

984 

4 

159 

7 

125 

4 

285 

3 

246 

5 463 

6 296 


15 


45 


53 


64 


65 


48 


28 


t • 


24 


59 


t « • 

5 

« $ • 


5 


10 


... 


6 


4 


t t • 


... 


3 


... 


• • • 


• •• 

5 

• f • 

6 

506 


46 

2 

196 

1 

112 


301 

5 

062 

3 

933 

3 

952 

5 

222 

3 

609 


25 

5 298 

6 296 


459 

4 

876 

3 

124 

4 

866 

3 

420 


205 

1 

074 


207 

1 

897 


711 

3 

165 

190 


26 


26 


67 


65 


49 


5 


5 


3 


30 


24 


56 


... 


I 















































































































































23-86 


State and Small Areas 


Table 24. —Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants; I960 

[Based on sample; see text. "U” denotes an unincorporated place. “UT” denotes an urban town. Median not shown where base is less 
than 200; plus (-f) or minus (—) after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


ADAMS 

(U) 


POPULATION 

POPULATION IN HOUSING UNITSi .. 

PER OCCUPIED UNIT... 

OWNER. 

RENTER . 

POPULATION IN OWELLING UNiTSi 1950 . . . . 
PER OCCUPIED UNIT. 



ATHOL CLINTON OANVERS DEDHAM GARDNER 
(U) (UT) (UT) (UT) 




MILFORD 

(U) 


13 669 

3.3 
3.4- 
3.0 

14 119 

3.4 



NORTH 

ADAMS 


20 129 
3.1 
3.4 
2.9 

21 184 
3.3 


ALL OCCUPIEO UNITS 
PERSONS 

OWNER OCCUPIED . . . 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 

MEDIAN . 

RENTER OCCUPIED. . . 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 

MEDIAN . 


PERSONS PER ROOM 

OWNER OCCUPIED . 

0.50 OR LESS . 

0.51 TO 1.00 . 

1.01 OR MORE . 

RENTER OCCUPIED.. 

0.50 OR LESS.. 

0.51 TO 1.00.. 

1.01 OR MORE.. 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED.. 

1959 TO MARCH I960 .. 

1958 .. 

1954 TO 1957 . 

1940 TO 1953 ......... 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1959 TO MARCH I960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 .. 

1939 OR EARLIER. . 

VALUE 

OWNER OCCUPIED ...... 

LESS THAN $5.000 . 

45.000 TO $7(400 . 

$7,500 TO $9(900 . 

$10,000 TO $12(400 . 

$12,500 TO $14(900 . 

$15,000 TO $19(900 . 

$20,000 TO $24,900 . 

$25,000 OR MORE. 


median . DOLLARS 

VACANT AVAILABLE FOR SALE. 

MEDIAN PRICE ASKED . DOLLARS 


GROSS RENT 

RENTER OCCUPIED. . . . 

LESS THAN $20. 

$20 TO $39 . 

$40 TO $59 . 

$60 TO $79 . 

$80 TO $99 . 

$100 TO $119 . 

$120 OR MORE . 

NO CASH RENT . 


MEDIAN . DOLLARS 

CONTRACT RENT 

RENTER OCCUPIED. 

median . . DOLLARS 

VACANT available FOR RENT. 

MEDIAN RENT ASKED.DOLLARS 


























































































































































Massachusetts 


23-87 


Table 24.— Occupancy and Financial Characteristics, for Places of 10,000 
TO 25,000 Inhabitants: I960—Con. 

[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town. Median not shown where base is less 
than 200; plxm (+) or minus (—) after number indicates median above or below that number] 


Population 
Persons 
Persons per 
Room 


Year Moved into Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 


POPULATION 

population in housing UNITSi 1960. 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . , 

POPULATION IN DWELLING UNITSt 1950 . • . . 
PER OCCUPIEO UNIT.. , 


ALL OCCUPIED UNITS 
PERSONS 

OWNER OCCUPIED . . . 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS.. . . 

6 PERSONS. 

7 PERSONS. 

S PERSONS OR MORE, . . . 
MEDIAN . 

RENTER OCCUPIEO. . . 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. ....... 

6 PERSONS OR MORE. . . . 

median . 


PERSONS PER ROOM 

OWNER OCCUPIEO . 

0.50 OR LESS . 

0.51 TO 1.00 . 

1.01 OR MORE.. 

RENTER OCCUPIED.. 

0.50 OR LESS . 

0.51 TO 1.00 . 

1.01 OR MORE . 

YEAR MOVED INTO UNIT 

. OWNER OCCUPIED . 

1959 TO MARCH 1960 . 

1958 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIEO. 

1959 TO MARCH 1960 ...... 

195s. 

1954 TO 1957 . 

1940 TO 1953 ... . 

1939 OR EARLIER. 


VALUE 


OWNER OCCUPIED 
LESS THAN SSiOOO . 
$5 1000 TO $71400 , 
$7 1500 TO *91900 . 
SlOiOOO TO $12i400 
$12,500 TO $14,900 
$15,000 TO $19,900 
$20,000 TO $24,900 
$25,000 OR MORE. . 


median ... . DOLLARS . 

VACANT available FOR SALE. 

median price asked . DOLLARS . 


GROSS RENT 

RENTER OCCUPIED. 

LE^S THAN .. 

$20 TO $39. 

S40 TO $59 . 

$60 TO $79.. . 

$80 TO $99 ... .. 

$100 TO $119.. . . . . 

$1^0 OR MORE . 

NO,CASH RENT . 

median . OOLLARS . 


CONTRACT RENT 

renter occupied. 

median . DOLLARS . 

■VACANT AVAILABLE FOR RENT. . .'i . . 
median rent asked.. DOLLARS . 


NORWOOD 

(ut) 

RANDOLPH 

(UT) 

READING 

(UT) 

SAUGUS 

(UT) 

QQBj 

Hs9 

SOUTH- 

BRIDGE 

(U) 

STONE- 

HAM 

(UT) 

SWAMP- 

scott 

(UT) 

WAKE¬ 

FIELD 

(UT) 

WEBSTER 

(U) 

WHITMAN 

(UT) 

win¬ 

chester 

(UT) 

WIN- 

THROP 

(UT) 

24 

800 

18 

364 

18 

766 

20 

944 

12 

709 

15 

780 


1 

13 

070 



11 909 

10 

244 

19 397 

19 666 


3.6 


3.6 


3.6 


3.6 


3.6 


3.1 


k fl 


3.3 


jHJ 

2.9 


3.3 

3.6 

3.3 


3.9 


P ? 


3.7 


3.7 


3.7 


3.4 


c u 


3.4 


Em 

3.1 


3.5 

3.7 

3.5 


3.0 


E ^ 1 


2,9 


3.1 


3.2 


3.0 


p! (1 


2.8 


in 

2.7 


2.7 

3.1 

3.0 


# • $ 


■ 1 


• • • 


• • $ 


• « • 

16 

sie 


r H 


« $ $ 


m 

12 019 


« • • 

• $ • 

• • • 


... 

■ 

DB 


... 


... 


... 


3.3 

H 

1 fl 


... 


D 

3.2 


... 

... 

... 

6 

—1 

ai5 

4 

794 

5 

263 

5 

B51 

3 

574 

5 

019 

4 

904 

4 

014 

7 

017 

4 119 

3 

090 

5 368 

5 932 

■ 


4 

293 

■ 

■ 

■ 


2 

646 

2 

073 

3 

797 

3 

096 

1 

■ 

1 708 

2 

266 

4 536 

3 331 




248 


BSl 




155 


146 


167 


266 



168 


206 

253 

282 




815 


Ir-Iii 




721 


543 


929 


827 

■1 

Htl 

540 


566 

1 067 

809 


692 


735 


867 

Hi 



566 


493 


690 


649 

1 

079 

416 


446 

933 

672 

1 

019 

1 

061 


921 

1 

03B 


543 


463 


796 


654 

1 

031 

296 


443 

1 004 

651 


893 


756 


815 


733 


502 


191 


683 


414 


796 

146 


317 

602 

486 


506 


356 


356 


391 


214 


132 


KVJlJ 


176 


444 

100 


164 

406 

275 


165 


201 


142 


186 


87 


45 


■:T:1 


46 


144 

36 


72 

145 

102 


146 


117 


83 


119 


60 


40 


ll4rJ 


64 


155 

4 


48 

126 

54 


3.8 


3,8 


3.5 


3.5 


3.5 


3.2 

H 



3.2 


3.4 

2.9 


3.3 

3.5 

3.4 

1 

666 


501 


716 


637 


726 

2 

946 

1 

107 


916 

1 

743 

2 411 


624 

832 

2 601 


311 


52 


125 


109 


79 


414 


177 


129 


376 

512 


163 

121 

382 


515 


142 


235 


223 


192 


935 


298 


327 


525 

716 


249 

231 

791 


421 


104 


137 


223 


199 


689 


260 


1B3 


374 

510 


160 

165 

558 


369 


68 


103 


136 


133 


468 


177 


167 


225 

393 


133 

169 

436 


145 


90 


55 


73 


49 


244 


104 


56 


131 

177 


62 

71 

251 


70 


29 


40 


35 


45 


124 


44 


13 


72 

73 


21 

51 

89 


32 


• $ • 


18 


25 


29 


32 


39 


17 


24 

12 


6 

20 

53 


23 


16 


5 


11 


• • . 


40 


8 


4 


16 

16 


B 

4 

39 


2.6 


3.0 


2.5 


2.9 


3.0 


2.7 


2.8 


2.5 


2.4 

2.5 


2.4 

2.9 

2.7 

4 

929 

4 

293 

4 

545 

5 

014 

2 

648 

2 

073 

3 

797 

3 

096 

5 

274 

1 706 

2 

266 

4 536 

3 331 

1 

873 

1 

526 

2 

055 

2 

169 

1 

184 

1 

008 

1 

622 

1 

632 

2 

362 

988 

1 

045 

2 620 

1 773 

2 

693 

2 

383 

2 

311 

2 

525 

1 

499 


992 

1 

940 

1 

208 

2 

649 

676 

1 

078 

1 832 

1 469 


363 


382 


179 


320 


165 


73 


235 


58 


263 

44 


143 

84 

89 

1 

666 


501 


718 


637 


726 

2 

946 

1 

107 


916 

1 

743 

2 411 


824 

832 

2 601 


724 


146 


350 


307 


259 

1 

382 


389 


492 


735 

1 203 


374 

414 

1 157 

1 

029 


302 


327 


440 


389 

1 

432 


592 


394 


835 

1 104 


402 

378 

1 297 


133 


53 


41 


90 


76 


132 


126 


30 


173 

104 


46 

40 

147 

4 

929 

4 

293 

4 

545 

5 

014 

2 

846 

2 

073 

3 

797 

3 

098 

5 

274 

1 708 

2 

266 

4 536 

3 331 


399 


465 


494 


472 


260 


129 


292 


205 


435 

112 


302 

479 

142 


339 


394 

■1 

L 3 


360 


231 


101 


336 


122 


300 

44 


176 

24B 

132 

1 

361 

1 

360 



1 

253 


789 


450 

1 

088 


688 

1 

405 

276 


517 

1 050 

840 

1 

699 

1 

461 

■1 

E L 3 

1 

740 

1 

086 


889 

1 

405 

1 

331 

2 

115 

672 


769 

1 601 

1 186 

1 

111 


573 


846 

1 

189 


482 


504 


676 


752 

1 

019 

604 


502 

958 

1 031 

1 

886 


501 


716 


637 


726 

2 

946 

1 

107 


916 

1 

743 

2 411 


824 

632 

2 601 


470 


187 


216 


240 


190 


669 


414 


229 


546 

450 


268 

202 

b42 


251 


78 


92 


134 


102 


311 


154 


132 


281 

254 


122 

131 

343 


500 


132 


175 


213 


197 


895 


264 


248 


411 

752 


195 

207 

651 


450 


64 


171 


162 


191 


680 


202 


227 


364 

596 


154 

218 

535 


215 


40 


64 


66 


46 


391 


73 


80 


121 

359 


65 

74 

230 

4 

317 

4 

197 

4 

273 

4 

606 

2 

643 

1 

304 

3 

503 

2 

813 

4 

757 

1 OBO 

1 

963 

4 384 

2 347 


25 


60 


26 


111 


55 


16 


31 


12 


28 

16 


32 

22 

17 


33 


185 


66 


231 


159 


41 


35 


60 


100 

64 


132 

20 

46 


145 


358 


177 


507 


300 


60 


175 


107 


247 

108 


394 

ll^) 

156 


544 


850 


461 

1 

015 


646 


257 


361 


274 


558 

260 


655 

213 

326 


999 

1 

180 


695 

1 

369 


720 


351 


703 


401 


985 

296 


442 

298 

517 

1 

766 

1 

302 

1 

912 

1 

086 


559 


360 

1 

595 


836 

1 

904 

204 


252 

977 

674 


516 


168 


627 


160 


160 


111 


435 


341 


620 

76 


36 

997 

286 


269 


74 


307 


109 


42 


66 


148 


782 


315 

56 


20 

1 743 

125 

16 

000 

13 

800 

16 

700 

13 

300 

13 

100 

14 

300 

16 

200 

IS 

loo 

16 

000 

13 300 

11 

600 

22 700 

15 500 


57 


47 


34 


40 


29 


7 


13 


28 


36 

7 


54 

22 

4 

1 

886 


501 


718 


637 


726 

2 

946 

1 

107 


916 

1 

743 

2 411 


824 

832 

2 601 


• * » 


• • « 


9 


. • 


• $ . 


5 


16 


* . • 


4 

• • • 


4 

t - - 

a 


16 


16 


18 


15 


37 


105 


61 


8 


76 

254 


12 

7 

t • • 


268 


26 


59 


74 


182 


904 


171 


29 


214 

9IB 


160 

54 

122 


596 


123 


127 


225 


169 

1 

361 


231 


115 


368 

9l8 


375 

161 

502 


437 


163 


256 


301 


284 


462 


281 


279 


519 

246 


187 

140 

900 


310 


85 


171 


113 


e 


64 


170 


216 


284 

40 


37 

157 

654 


191 


31 


66 


36 


13 


21 


135 


;99 


200 

4 


20 

276 

35B 


46 


37 


12 


71 


33 


24 


42 


70 


78 

29 


29 

37 

57 


61 


69 


92 


64 


75 


66 


85 


99 


86 

60 


71 

104 

95 

1 

836 


464 


706 


766 


693 

2 

922 

1 

065 


646 

1 

665 

2 362 


795 

795 

2 544 


59 


66 


71 


61 


55 


44 


63 


76 


68 

36 


54 

72 

75 


46 


33 


28 


16 


61 


lei 


50 


13 


70 

127 

■ 

m 

It 

- 

69 































































































































23-88 


State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; I960 

[Some data based on sample; median not shown where base is insufficient; see text. ’‘TJ” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (4-) after number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

AMESBURY 

(U) 

AYER 

(U) 

BRIDGE- 
WATER (U) 

COHASSET 

tU) 

CONCORD 

(U) 

FALMOUTH 

(U) 

FOX- 

BOROUGH 

tU) 

FRANKLIN 

(U) 

GREAT 

BAR¬ 

RINGTON 

tU) 

HOPEDALE 

(U) 

HOPKIN- 
TON (U) 

ALL HOUSING UNITS. 

3 

220 

1 

166 

— 

1 

233 

898 

960 

1 

310 

1 093 

1 

902 

1 117 

906 

777 

TENURE 1 COLOR 1 AND VACANCY STATUS 









■ 








OWNER OCCUPIED . 

J. 

847 


487 


760 

620 

620 



634 

1 

104 

• 606 

631 

569 

WHITE. 

1 

B44 


484 


776 

617 

620 



634 

1 

103 

566 

630 

588 

NONWHITE . 


3 


3 


4 

3 

• • • 



• t • 


1 

20 

1 

1 

RENTER OCCUPIED. . . 

1 

140 


574 


414 

200 

308 



394 


696 

431 

263 

148 

WHITE. 

1 

139 


561 


411 

200 

308 



393 


695 

407 

263 

148 

NONWHITE ... . 


1 


13 


3 

t t t 



5 

1 


1 

24 

• • • 

• • » 

AVAILABLE VACANT ..... . 


135 


84 


20 

16 



62 

19 


68 

39 

S 

20 

FOR SALE ONLY. 


20 


6 


7 

8 



15 

3 


19 

9 

1 

11 

FOR RENT . 


115 


78 


13 

8 



47 

16 


49 

30 

7 

9 

OTHER VACANT . 


98 


41 


19 

62 

20 


179 

46 


34 


6 

20 

CONDITION AND PLUMBING 














HR 



all UNITS. 

3 

220 

1 

186 

1 

233 

698 

960 

1 

310 

1 093 

1 

902 


908 


SOUND. 

2 

740 


720 

1 

096 

761 

829 

1 

076 

725 

1 

710 


903 


WITH ALL PLUMBING FACILITIES . 

2 

536 


696 

1 

050 

746 

809 

1 

061 

716 

1 

563 


890 


LACKING ONLY HOT WATER . 


6B 


2 


19 

. . . 

2 


1 

5 


41 


5 


LACKING OTHER PLUMBING FACILITIES. . . . 


134 


20 


27 

15 

18 


16 

4 


86 

41 

8 


DETERIORATING. 


373 


356 


119 

128 



176 

259 


loe 

144 

4 

114 

WITH ALL PLUMBING FACILITIES ...... 


239 


336 


87 

122 



164 

239 


80 

131 

4 

105 

LACKING ONLY HOT WATER . 


36 


- - - 


18 

2 



5 

4 


N 

6 

• • • 

4 

LACKING OTHER PLUMBING FACILITIES. . . . 


96 


20 


14 

4 

• • • 


9 

16 



7 

• • • 

5 

DILAPIDATED. 


107 


110 


IB 

9 

25 


54 

109 



26 

1 

12 

RENTER OCCUPIED. . .'. 

1 

140 


574 


414 

200 

308 


414 

394 


H 

431 

263 

148 

SOUND. 


923 


271 


349 

151 

253 


268 

223 


570 

359 

259 

113 

WITH ALL PLUMBING FACILITIES . 


S24 


259 


325 

143 

237 


284 

217 


496 

329 

247 

106 

LACKING SOME OR ALL FACILITIES . 


99 


12 


24 

8 

16 


4 

6 


74 

30 

12 

7 

DETERIORATING. 


165 


236 


56 

47 

47 


ee 

120 


73 

56 

3 

35 

WITH ALL PLUMBING FACILITIES . 


109 


223 


36 

44 

47 


as 

113 


51 

49 


33 

LACKING SOME OR ALL FACILITIES . 


56 


13 


20 

3 

■ • • 


3 

7 


22 

7 


2 

.. 


52 


67 


9 

2 

e 


38 

51 


53 

16 


... 

all HOUSING UNITS. 

3 

220 

1 

186 

1 

233 

898 

960 

1 

310 

1 093 

1 

902 

1 117 

. 

908 

777 

WATER SUPPLY 

















HOT and COLD PIPED WATER INSIDE STRUCTURE. 

2 

901 

1 

152 

1 

171 

885 

956 

1 

276 

1 070 

1 

792 

1 090 

902 

752 

ONLY COLO PIPED WATER INSIDE STRUCTURE . , 


313 


34 


62 

9 

4 


24 

23 


108 

25 

6 

22 

PIPED WATER OUTSIDE STRUCTURE. 


• • • 


t • • 


• • • 


• • t 


• • 



• « « 

i • 1 

■ I • 

• * t 

NO PIPED WATER .... 


6 


... 


... 


... 


8 



2 

2 

... 

3 

TOILET FACILITIES 

















FLUSH TOILETi EXCLUSIVE USE. 

3 

139 

1 

149 

1 

208 


943 

1 

288 


1 

844 

1 062 

902 

762 

FLUSH TOILETi SHARED . 


56 


34 


2P 


17 


13 

15 


45 

31 

6 

10 

OTHER TOILET FACILITIES OR NONE. 


23 


3 


5 


... 


9 

4 


13 

4 

... 

5 

bathing FACILITIES 

















BATHTUB OR SHOWER, EXCLUSIVE USE . 

2 

936 

1 

128 

1 

192 


944 

1 

276 

1 064 

1 

762 

1 055 

900 

757 

BATHTUB OR SHOWER, SHARED. 


54 


33 


20 


15 


12 

15 


32 

36 

7 

10 

NO BATHTUB OR SHOWER ..... . 


226 


25 


21 

7 

1 


20 

14 


es 

26 

1 

10 

BATHROOMS 


















2 

467 


991 


957 

483 

639 

1 

023 

835 

1 

519 

679 

814 

545 

MORE THAN .. 


271 


153 


186 

401 

30 s 


259 

227 


218 

173 

90 

196 

SHARED OR NONE . 


462 


42 


90 

14 

13 


28 

31 


165 

65 

4 

14 

SOURCE OF WATER 

















PUBLIC SYSTEM OR PRIVATE COMPANY . 

3 

191 

1 

186 

1 

218 

664 

955 

1 

290 

1 087 

1 

892 

1 112 

903 

707 

INDIVIDUAL WELL. . . 


19 


• • • 


5 

34 

5 


20 

f • • 


5 

• • • 

5 

50 

OTHER.. 


10 


... 


10 

... 

... 


... 

6 


5 

5 

... 

... 

SEWAGE DISPOSAL 

















PUBLIC SEWER . ... 

2 

727 

1 

060 


412 

5 

706 


36 

54 

1 

592 

1 092 

d76 

5 

SEPTIC TANK OR CESSPOOL. 


389 


106 


786 

693 

252 

1 

274 

1 028 


287 

15 

232 

747 

OTHER OR NONE. .............. 


104 


... 


35 


... 


... 

11 


23 

10 

... 

5 

ROOMS 







■I 










1 ROOM... 


7 


13 


4 


23 


30 

16 


32 

31 

e 

4 

2 ROOMS. 


68 


101 


21 

le 

le 


35 

26 


25 

47 

5 

12 

3 ROOMS. 


25B 


216 


85 

45 

110 


130 

126 


169 

125 

21 

49 

4 ROOMS.. 


517 


230 


241 

76 

99 


236 

208 


363 

170 

U5 

114 

5 ROOMS. . , . 


676 


204 


276 

142 

126 


285 

211 


428 

170 

167 

136 

6 ROOMS. 


747 


150 


223 

187 

254 


217 

212 


382 

232 

312 

176 

7 ROOMS.. 


451 


140 


166 

160 

123 


151 

143 


257 

130 

183 

153 

e ROOMS OR MORE. 


476 


132 


217 

259 

205 


226 

151 


246 

212 

97 

133 

MEDIANi 

















ALL UNITS. 


5.6 


4.7 


5.5 


5.9 


5.3 

5.3 


5.3 



5.9 

OWNER OCCUPIED . 


6.2 


6.2 


6.4 




5.9 

6.4 


6.0 

HKs 


6.3 

RENTER OCCUPIED.. 


4.5 


3.8 


4.? 


3.5 


4.0 

4.2 


4.5 


5.7 

... 

UNITS IN STRUCTURE 














, 



1, INCL. TRAILER . 

2 

075 


458 


821 

760 

670 

1 

220 

607 

1 

352 

606 

904 

614 



596 


270 


301 

101 

126 


12 

264 


281 

287 


96 

3 AND ..... 


382 


217 


91 

19 

35 


29 

94 


158 

109 


21 

5 OR MORE. ... 


167 


241 


20 

18 

129 


49 

128 


111 

115 

■■ 

26 






























































































































Massachusetts 


23-89 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants; 1960 — Con. 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (+) after number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toilet Facilities 


B.athing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 


all housing units. 

TENURE I COLOR I AND VACANCY STATUS 

OWNER OCCUPIED.. 

WHITE. 

nonwhite . 

renter occupied. 

WHITE. 

NONWHITE ... . 

AVAILABLE VACANT . 

FOR SALE only. 

FOR RENT . 

OTHER VACANT . 

CONDITION AND PLUMBING 

ALL UNITS. 

SOUND. 

WITH ALL PLUMBING FACILITIES . . . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . , . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. 
dilapidated. 

RENTER OCCUPIED. 

SOUND.. . . 

WITH ALL PLUMBING FACILITIES . ^ . 
LACKING SOME OR ALL FACILITIES . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . . . 
LACKING SOME OR ALL FACILITIES . . 
DILAPIDATED. 


ALL HOUSING UNITS.. . . 

WATER SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE. 
ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

PIPED WATER OUTSIDE STRUCTURE. 

NO PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. . , . . . 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE .... . 
BATHTUB OR SHOWER. SHARED. 

NO bathtub or shower . 

BATHROOMS 


I.. • 

MORE than ... 

SHARED OR NONE... 

SOURCE OF water 

public system or private COMPANY . . . . 

INDIVIDUAL WELL. 

OTHER. 


SEWAGE DISPOSAL 


PUBLIC SEWER . . 

SEPTIC TANK OR CESSPOOL 
OTHER OR NONE. 


ROOMS 


1 ROOM . 

2 ROOMS. 

3 ROOMS. 

4 ROOMS. 

5 ROOMS.. , , . . 

6 ROOMS. 

7 rooms. , i . 

8 ROOMS OR MORE. 

MEDIAN I 

ALL UNITS. 

OWNER OCCUPIED.. • . 

RENTER OCCUPIED. 

UNITS IN STRUCTURE 

f.'INCL. TRAILER . 

... 

3 AND .. 

5 OR MORE. 


HUDSON 

lU) 

HULL (UT) 

HYANNIS 

(U) 

IPSWICH 

(U) 

LEE (U) 

HANSFIELD 

(U> 

MAYNARD 

(UT) 

MERINO 

VILLAGE 

(J) 

MIDDLE- 

BOROUGH 

tU) 

MILLIS- 
.LICQUOT N 
tU) 

2 506 

4 284 

2 738 

1 459 

963 

1 496 

2 504 

1 059 

2 090 

743 

■■ 

1 370 

H 

906 

621 

932 

1 665 

518 

1 15S 

574 


1 369 


906 

620 

930 

1 665 

518 

1 153 

574 


1 


• • • 

1 

2 

t • ■ 

• t • 

5 

• • • 


524 


495 

276 

502 

755 

499 

8 OS 

131 


520 

527 

495 

276 

500 

755 

499 

807 

130 


4 

37 

_ 

t % 

2 

« » « 

« • • 

1 

1 


47 

330 

21 

35 

29 

34 

34 

63 

25 


24 

40 

9 

13 

7 

16 

3 

17 

20 

29 

23 

290 

12 

22 

22 

18 

31 

46 

5 

46 

2 343 

743 

37 

31 

33 

50 

S 

61 

13 

2 506 

4 284 

2 738 

1 459 

963 

1 496 

2 504 

1 059 

2 090 

743 

2 098 

3 611 

2 530 

1 264 

878 

1 294 

2 237 

1 024 

1 960 

651 

1 994 

3 494 

2 410 

1 209 

820 

1 263 

1 986 

929 

1 726 

638 

41 

26 

12 

30 

6 

16 

22 

16 

96 

1 

63 

91 

106 

25 

52 

15 

229 

79 

138 

12 

353 

506 

166 

136 

70 

167 

235 

33 

119 

79 

266 

478 

140 

120 

66 

146 

113 

12 

62 

71 

40 

11 

3 

3 

1 

9 

17 

5 

25 

3 

47 

17 

43 

13 

3 

12 

105 

16 

32 

5 

55 

167 

22 

59 

15 

35 

32 

2 

11 

13 

967 

524 

564 

495 

276 

502 

755 

499 

S08 

131 

709 

428 

521 

417 

234 

406 

586 

481 

742 

94 

634 

421 

491 

381 

208 

393 

398 

411 

603 

84 

75 

7 

30 

36 

26 

13 

188 

70 

139 

10 

218 

83 

36 

48 

36 

80 

148 

IS 

60 

31 

154 

74 

27 

36 

33 

67 

51 

5 

28 

29 

64 

9 

11 

10 

3 

13 

97 

13 

32 

2 

40 

13 

5 

30 

6 

16 

21 

.. . 

6 

6 

2 506 

4 264 

2 738 


963 

1 496 

2 504 

1 059 

2 090 

743 

2 326 

4 170 

2 678 

1 395 

947 

1 434 

2 231 

971 

1 654 

737 

180 

84 

54 

60 

14 

61 

272 

es 

234 

6 


30 


3 

2 

1 

1 

... 

2 

. • • 

2 457 

4 214 

2 606 

1 431 

920 

1 467 

2 408 

1 026 

2 022 

731 

43 

31 

114 

19 

39 

21 

91 

29 

49 

11 

6 

39 

16 

9 

4 

8 

5 

4 

19 

1 

2 370 

4 188 

2 579 

1 416 

907 

1 457 

2 152 

963 

1 920 

726 

31 

22 

113 

20 

39 

17 

42 

16 

48 

13 

105 

74 

46 

23 

17 

22 

310 

80 

122 

4 

2 093 

3 542 

2 038 

1 174 

735 

1 212 

1 888 

877 

1 655 

585 

234 

653 

361 

227 

168 

193 

268 

60 

196 

133 

179 

69 

339 

58 

40 

91 

348 

122 

239 

25 

2 475 

4 284 

2 610 

1 434 

942 

1 496 

2 380 

1 054 

2 063 

736 

31 

• • • 

123 

20 

10 

• • • 

105 

5 

22 

5 


... 

5 

5 

11 

• • • 

19 

• • t 

5 


2 225 

1 450 

646 

43 

458 

1 119 

2 009 

887 

1 ISD 

23? 

2S1 

2 823 

2 061 

1 336 

388 

367 

452 

162 

807 

51D 


11 

31 

80 

117 

10 

43 

10 

23 

• • • 

5 

7 

5B4 

2 

^■1 

18 

31 

9 

19 

5 

43 

23 

62 

33 


42 

47 

a 

39 

2 

210 

180 

196 

134 


102 

153 

52 

183 

37 

616 

509 

523 

227 

133 

25 J 

455 

306 

321 

108 

520 

901 

470 

263 

165 

299 

546 

35a 

579 

IBl 

579 

905 

406 

336 

229 

361 

675 


39 C 

220 

3D2 

813 

235 

182 

156 

214 

32( 


266 

107 

231 

946 

262 

262 


20S 

26! 


29: 

63 

5.2 

6.1 

4.5 

5,7 

5.8 

5.6 

5.! 


5,; 

5,7 

5.9 

' 6.3 

5.8 

6.4 


6,2 

6.( 


> 6« w 

i 5»7 

4.2 

4.9 

4.0 




4.! 


4.: 


. 1 417 

3 823 

2 276 


65£ 


2 IQ 

42 


0 554 

. 690 

213 

99 


20i 


13 

3 22 


4 68 

. 271 

12C 

6C 


3' 


12 

5 32 


7 74 

. 128 

12G 

3D1 


4t 



3 S 




1 309 


806 

804 

2 

263 

259 

4 

30 

7 

23 

210 


1 309 
1 099 
1 082 
11 
6 

184 

168 

4 

12 

26 

263 

222 

217 

5 
39 
38 

1 

2 


1 278 
31 


1 299 
10 


1 298 

il 


974 

320 

15 


156 

127 

26 


2 

6 

62 

1S8 

284 

326 

205 

236 

5.S 

6.3 

5.2 


































































































23-90 


State and Small Areas 


Table 25. —Tenure, Vacancy Status, Condition and Plumbing- Facilities, and Structural 
Characteristics, for Places of 2,500 to 10,000 Inhabitants: 1960 — Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” denotes 
an urban town. Plus (4-) after number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Supply 
Toiler Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SUBJECT 

NANTUCKET 

(U) 

NORTH- 
BOROUGH 
(U) • 

NORTH 
BROOK¬ 
FIELD (U) 

NORTH 

PLYMOUTH 

iU) 

NORTH 

scituate 

(U) 

orange 

(U) 

OXFORD 

(U) 

PALMER 

(U) 

PLYMOUTH 

(U) 

PROV- 

INCETOWN 

(U) 

ROCKPORT 

(U) 

ALL HOUSING UNITS. 

1 

843 

75B 

861 

1 

218 

1 

063 

1 

356 

1 

916 

1 

264 

2 

397 

2 

571 

2 

015 

tenure, color, and vacancy status 





















OWNER occupied... 


735 

551 



566 


831 


754 

1 

420 


785 

1 

107 


831 


896 

WHITE. 


710 

549 



566 


B2e 


754 

1 

414 


782 

1 

166 


827 


896 

NONWMITE . 


25 

2 



“ - T 


3 


• « • 


6 


3 


21 


4 


• • • 

RENTER occupied. 


255 

164 

307 


605 


96 


457 


425 


436 

1 

057 


353 


361 

WHITE. 


244 

163 

306 


604 


96 


457 


425 


432 

1 

028 


351 


361 

NONWHITE . 


11 

1 

1 


1 


t • • 


« • • 


• • t 


4 


29 


z 


» • * 

available vacant . 


47 

IB 

46 


27 


34 


84 


26 


31 


87 


65 



FOR SALE ONLY. 


10 

9 

9 


3 


13 


14 


11 

* 

10 


11 


4 


23 

FOR RENT .■. 


37 

9 

37 


24 


21 


70 


17 


21 


76 


61 


24 

other vacant . 


B06 

25 

11 


20 


102 


•61 


45 


12 


66 

1 

322 


691 

CONDITION AND PLUMBING 





















ALL UNITS. 

1 

843 

758 

B61 

1 

218 

1 

063 

1 

356 

1 

918 

1 

264 

2 

397 

2 

571 

2 

015 

SOUND. 

1 

706 

663 

742 

1 

129 


957 

1 

082 

1 

679 

1 

106 

2 

214 

2 

365 

1 

920 

WITH ALL PLUMBING FACILITIES . 

i 

695 

649 

693 

1 

103 


946 


965 

1 

60B 

1 

052 

2 

055 

2 

080 

1 

618 

LACKING ONLY HOT WATER . 


5 

3 

15 


5 


1 


19 


38 


17 


31 


20 


22 

LACKING OTHER PLUMBING FACILITIES. 


6 

11 

34 


21 


10 


98 


33 


37 


126 


265 


60 

deteriorating. 


128 

63 

112 


66 


92 


197 


161 


136 


110 


121 


67 

WITH ALL PLUMBING FACILITIES . 


119 

71 

73 


62 


77 


161 


123 


115 


78 


93 


38 

LACKING ONLY HOT WATER . i . 


4 

3 

6 


2 


3 


16 


30 


10 


6 


3 


5 

LACKING OTHER PLUMBING FACILITIES. . , . 


5 

9 

31 


4 


12 


20 


6 


11 


24 


25 


44 

DILAPIDATED. 


9 

12 

7 


21 


14 


77 


78 


22 


73 


65 


8 

RENTER OCCUPIED. 


255 

164 

307 


605 


96 


457 


425 


436 

1 

057 


353 


381 

SOUND. 


223 

116 

248 


543 


70 


343 


326 


362 


961 


311 


358 

WITH ALL PLUMBING FACILITIES . 


223 

106 

212 


529 


69 


276 


295 


319 


647 


275 


330 

LACKING SOME OR ALL FACILITIES . 


• • • 

6 

36 


14 


1 


67 


31 

• 

43 


114 


36 


26 

DETERIORATING. 


32 


55 


46 


22 


90 


64 


63 


56 


22 


19 

WITH ALL PLUMBING FACILITIES . 


32 


29 


41 


19 


68 


51 


52 


40 


14 


8 

LACKING SOME OR ALL FACILITIES . 


... 


26 


5 


3 


22 


13 


11 


16 


6 


11 

DILAPIDATED. 


... 


4 


16 


4 


24 


35 


11 


40 


20 


4 

ALL HOUSING UNITS. 

1 

843 

758 

B61 

1 

216 

1 

063 

1 

356 

1 

916 

1 

264 

2 

397 

2 

571 

2 

015 

WATER SUPPLY 





















HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

I 

625 

745 

798 

1 

166 

1 

036 

1 

223 

1 

773 



2 

261 

2 

415 

1 

903 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 


12 

13 

62 


32 


16 


132 


126 




133 


156 


105 

PIPED WATER OUTSIDE STRUCTURE. . 


• • • 

• • • 

1 


• • 


• « • 


t t 


4 


• • • 


2 


• • « 


« 1 

NO PIPED WATER . 


6 

... 

... 


... 


9 


1 


13 


1 


1 


... 


7 

TOILET FACILITIES 





















FLUSH TOILET. EXCLUSIVE USE. 

1 

633 

747 

642 

1 

215 

1 

046 

1 

258 

1 

676 

1 

227 

2 

319 

2 

352 

1 

960 

FLUSH TOILET. SHARED . 


3 

7 

16 


2 


5 


91 


14 


32 


70 


208 


39 

OTHER TOILET FACILITIES OR NONE. 


7 

4 

3 


1 


12 


7 


26 


5 


6 


11 


16 

BATHING FACILITIES 





















BATHTUB OR SHOWER. EXCLUSIVE USE . 

1 

831 

735 

794 

1 

166 

1 

034 

1 

203 

1 

644 

1 

206 

2 

207 

2 

232 

1 

686 

BATHTUB OR SHOWER. SHARED.. . . 


3 

9 

16 


4 


5 


93 


16 


34 


79 


246 


30 

NO BATHTUB OR SHOWER . 


9 

14 

49 


26 


24 


60 


58 


24 


111 


91 


91 

BATHROOMS 






















1 

456 

609 

676 

1 

046 


610 

1 

046 

1 

579 



1 

824 

1 

962 

1 

434 

MORE THAN 1.. . . . . 


366 

112 

86 


124 


413 


130 


200 




361 


264 


405 

SHARED OR NONE . 


19 

34 

95 


48 


40 


176 


139 




212 


325 


176 

SOURCE OF WATER 





















PUBLIC SYSTEM OR PRIVATE COMPANY . 

1 

823 

745 

855 

1 

218 

1 

041 

1 

336 

1 

631 



2 

368 

2 

571 

2 

003 

INDIVIDUAL WELL. 


20 

5 

6 


. . . 


10 


20 


276 




5 




12 

OTHER. 


... 

5 

... 


... 


12 


... 


11 




4 


... 


... 

SEWAGE DISPOSAL 





















PUBLIC SEWER . 

1 

764 

33 

543 

1 

137 


» m m 

1 

331 


61 



2 

347 


15 

1 

171 

SEPTIC TANK OR CESSPOOL. 


55 

722 

275 


76 

1 

026 


25 

1 

799 


tl3 


45 

2 

535 


817 

OTHER OR NONE. 


4 


43 


5 


37 


... 


56 


5 


5 


21 


27 

ROOMS 





















I ROOM . 


15 


16 


2 


11 


56 


9 


23 


39 


622 


63 

Z ROOMS . 


61 


4 


6 


11 


41 


26 


14 


116 


197 


66 

3 ROOMS ... 


101 

54 

41 


48 


29 


117 


106 


85 


?3R 


3?4 


205 

4 ROOMS. . . 


261 

122 

174 


331 


94 


221 


384 


201 


393 


393 


360 

5 ROOMS . 


251 

253 

2i6 


462 


191 


261 


570 


350 


571 


316 


396 

6 ROOMS .. . . 


264 

144 

156 


225 


300 


263 


520 


300 


492 


215 


336 

7 ROOMS . 


228 

76 

104 


76 


216 


176 


146 


153 


254 


191 


215 

B ROOMS OR MORE . 


662 

03 

146 


46 


209 


199 


155 


136 


292 


313 


352 

MEDIAN! 





















ALL UNITS. 


6.4 

5.2 

5.4 


5.0 


6.2 


5.4 


5.3 


5.4 


5.2 


3.9 


5.2 

OWNER OCCUPIED. 


6.5 

5.5 



5.3 


6.4 


6.2 


5.5 


5.9 


6.2 


6.2 


6.0 

RENTER OCCUPIED. 


4.7 

... 



4.6 


... 


4.5 


•4.6 


4.5 


4.5 


4.1 


4.7 

units in STRUCTURE 





















1. INCL. TRAILER.. . . 

1 

467 

540 

473 


463 

1 

052 


775 

1 

630 

1 

005 

1 

447 

2 

171 

1 

616 



356 

135 

236 


413' 


11 


293 


192 


IQ] 

. » 

509 


56 


233 

3 AND 4. 


20 

53 

140 


243 


• • • 


144 


62 




245 


111 


133 

5 OR MORE. . . 


... 

27 

12 


99 


... 


144 


34 

■1 

m 


116 


233 


31 




























































































































Massachusetts 


23-91 


Table 25.—Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, por Places of 2,500 to 10,000 Inhabitants: I960—Coa 

[Some data baaed on sample; median, not shown where base is insufficient; see text. “U” denotes an unincorporated place. "UT” denotes 
an urban town. Plus (4-) after number indicates median above that number] 


Tenure by Color, 
Vacancy Status 
Condition and 
Plumbing 
Water Sujjply 
Toilet Facilities 


Bathing Facilities 
Bathrooms 
Source of Water 
Sewage Disposal 
Rooms 

Units in Structure 


SU8JECT 



SILVER 
-AKE (U) 

SPENCER 

(U) 

THREE 

RIVERS 

(U) 

TURNERS 

FALLS 

(U) 

XBRIDGE WA 
(U) 

ALL HOUSING UNITS. 

1 205 

1 591 

1 376 

1 962 

941 

1 762 

1 076 

TENURE. COLOR 1 AND VACANCY STATUS 






■i 


owner OCCUPIED . 

795 

1 310 

999 

894 

563 


607 

WHITE. 

793 

1 306 

996 

893 

563 


607 

NONWHITE . 

z 

4 

3 

1 

• . • 


• • • 

RENTER OCCUPIED. 

134 

216 

155 

943 

355 


435 

WHITE. 

134 

217 

154 

943 

355 


435 

nonwhite . 


1 

1 

• « • 



t • 

AVAILA8LE VACANT . 

31 

19 

17 

75 

11 

106 

21 

FOR SALE ONLY.. 

14 

14 

12 

6 


7 

4 

FOR RENT . 

17 

S 

5 

69 


101 

17 

other vacant . 

245 

44 

205 

50 


34 

15 

CONDITION AND PLUMBING 








ALL UNITS. 

1 205 

1 591 

1 376 

1 962 


1 762 

1 076 

SOUND. 

1 149 

1 479 

1 184 

1 602 


1 340 

897 

WITH ALL PLUMBING FACILITIES . 

1 117 

1 464 

972 

1 361 

819 

1 240 

844 

LACKING only HOT WATER . 

6 

2 

66 

92 

76 

IS 

12 

LACKING OTHER PLUMBING FACILITIES. . . . 

26 

13 

126 

149 

13 

65 

41 

DETERIORATING. 

43 

91 

145 

306 

26 

357 

161 

WITH ALL PLUMBING FACILITIES . 

36 

90 

74 

233 

21 

251 

110 

LACKING ONLY HOT WATER . 

• t • 

t • • 

21 

34 

7 

19 

29 

LACKING OTHER PLUMBING FACILITIES. . . . 

5 

1 

50 

41 

• • • 

67 

22 

DILAPIDATED . 

13 

21 

47 

52 

3 

65 

20 

RENTER OCCUPIED . 

134 

216 

155 

943 

355 

716 

435 


125 

180 

123 

746 

342 

445 

315 

WITH ALL PLUMBING FACILITIES . 

116 

173 

66 

565 

260 

385 

279 

LACKING SOME OR ALL FACILITIES . 

7 

7 

37 

163 

62 

60 

36 

DETERIORATING. 

6 

33 

3D 

171 

13 

230 

109 

WITH ALL PLUMBING FACILITIES ...... 

5 

32 

16 

135 

6 

156 

69 

LACKING SOME OR ALL’ FACILITIES. 

1 

1 

12 

36 

5 

74 

40 

DILAPIDATED. 

3 

5 

2 

24 

... 

43 

11 

ALL HOUSING UNITS. 

1 205 

1 591 

1 376 

1 962 

941 

1 762 

1 076 

water SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

1 171 

1 583 

1 075 

1 696 

645 

1 629 

1 000 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

30 

6 

265 

256 

93 

133 

74 

PIPED WATER OUTSIDE STRUCTURE. 


• • « 

5 

6 

• • ■ 

• • • 

• 9 « 

NO PIPED WATER ... . 

4 

... 

31 

... 

1 

« • • 

4 

TOILET facilities 








FLUSH TOILET, EXCLUSIVE USE. 

1 187 

1 585 

1 270 

1 938 

934 

1 672 

1 037 

FLUSH TOILET, SHARED . 

11 

4 

10 

15 

5 

89 

30 

OTHER TOILET FACILITIES OR NONE. 

7 

2 

96 

9 

2 

1 

11 

BATHING FACILITIES 








BATHTUB OR SHOWER, EXCLUSIVE USE . 

1 171 

1 575 

1 167 

1 760 

92B 

1 577 

1 006 

BATHTUB OR SHOWER, SHARED . 

9 

8 


20 

5 

83 

31 

NO BATHTUB OR SHOWER . 

25 

6 


182 

a 

102 

41 

BATHROOMS 



■ 






674 

1 036 



778 

1 425 

885 

MORE THAN 1. 

303 

527 

50 


100 

133 

108 

SHARED OR NONE . 

28 

28 

326 

308 

63 

202 

65 

SOURCE OF WATER 








public system or private company . 

1 193 

1 586 

1 100 

1 914 

647 

1 762 

1 073 

INDIVIDUAL WELL . 

12 

5 

266 

33 

94 

• • • 

• • • 

other . 

... 

... 

8 

13 

... 

• tt 

5 

SEWAGE DISPOSAL 








PUBLIC SEWER . 

5 

10 

10 

1 631 

667 

1 747 

6 

SEPTIC TANK OR CESSPOOL . 

1 165 

1 561 

1 292 

116 

69 

15 

1 033 

OTHER OR NONE . 

35 

20 

74 

13 

5 

• • • 

39 

ROOMS 









19 

2 

16 

22 

4 

80 

29 

2 ROOMS. 

16 

8 

21 

22 

4 

13 

13 


76 

34 

105 

233 

69 

86 

56 


156 

157 

324 

496 

214 

360 

197 


247 

268 

410 

566 

255 

504 

252 


245 

519 

267 

302 

226 

397 

262 


229 

312 

146 

162 

79 

167 

127 

6 ROOMS OR MORE. 

215 

291 

67 

159 

90 

152 

142 

me'dianj 








ALL UNITS. 

5.9 

6,1 

5.0 

4.9 

5.2 

5«S 


- OWNER occupied.. . • 

6.1 

6.2 

5.2 

5.9 

5.3 

5.7 


renter occupied. 

... 

4.8 

... 

4.5 

4.8 

4.7 


UNITS IN STRUCTURE 









1 065 

1 391 

1 356 

729 

591 

791 

654 


6( 

161 

2C 

36* 

151 

35: 

242 


29 

29 

... 

336 

14C 

2a( 

113 


WARE (U) 


WEST- 

BOROUGH 

(U) 


WHITINS- 

VILLE 

(U) 


WIL¬ 
LI AMS- 
TOWN iU) 


WIN- 

CHENDON 

lU) 


1 214 
1 214 


937 

937 


Z 220 
2 I2B 
1 817 
37 
274 
73 
28 

3 
42 
19 

9-SI 

886 

640 

246 

47 

14 

33 

4 


2 220 


801 

601 

472 

472 

39 

7 

32 

24 


1 336 
1 199 
1 126 
5 

66 

109 

73 

14 

22 

26 

472 

396 

339 

59 

56 

37 

19 

18 


1 336 


1 952 
266 


2 169 
25 
6 


1 896 
33 
269 


1 697 
120 
403 


149 

61 

10 


1 29S 
37 


1 246 
87 
1 


1 236 
63 
15 


631 

631 

9S1 

981 

*34 

1 

33 

24 


1 670 
1 426 
1 336 
16 
72 
233 
184 
14 
35 
9 

981 

617 

743 

74 

155 

116 

37 

9 


1 670 


914 

695 

19 
515 
509 

6 

42 

20 
22 
41 


1 512 
1 395 
1 341 
12 
42 
106 
80 
17 
9 
11 

515 

473 

439 

34 

41 

31 

10 

1 


957 

226 

153 


949 

250 

21 


15 

34 

149 

404 

535 

516 

280 

287 

5.4 

6.0 

4.6 


035 

577 

450 

156 


1 046 
266 
4 


56 

32 

90 

221 

293 

235 

194 

215 

5.4 

6.6 

4.3 


666 

325 

178 

147 


1 596 
67 


1 607 
57 
6 


1 562 
49 
59 


353 

169 

146 


640 

25 

5 


1 498 
163 
9 


52 

12 

45 

137 

413 

472 

333 

206 


5,9 

6.4 

5.5 


467 

471 

327 

405 


1 451 
60 


1 474 
29 
9 


1 456 
31 
23 


1 116 
313 
83 


1 492 
20 


366 

94 

30 


28 

23 

116 

233 

294 

331 

219 

266 

5.7 

6.2 

4.7 


I 066 
213 
125 
108 


1 335 


702 

702 

547 

546 

1 

56 

5 

53 

26 


1 335 
1 121 
976 
29 
116 
167 
113 
21 
53 
27 

547 

426 

332 

94 

109 

63 

46 

12 


1 335 


167 

166 

1 

1 


1 266 
60 
9 


150 

48 

137 


906 

186 

243 


1 330 

”5 


139 

175 

21 


36 

36 

103 

280 

257 

303 

164 

154 

5.3 

6.1 

4.4 


622 

430 

189 

94 
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State and Small Areas 


Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
POR Places of 2,500 to 10,000 Inhabitants: 1960 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” de¬ 
notes an urban town. Plus (4-) or minus (—) after number indicates median above or below that number] 


Year Structure Built Year Moved into 

Heating Equipment Unit 
Population Value 

Persons Gross Rent 

Persons per Room Contract Rent 


SUBJECT 

AMESBURY 

(u) 

AYER (U) 

BRIDGE- 
WATER (U) 

COHASSET 

(U) 

CONCORD 

(U) 

FALMOUTH 

(U) 

FOX- 

BOROUGH 

(U) 

FRANKLIN 

(U) 

GREAT 

BAR¬ 

RINGTON 

iU) 

HOPEDALE 

(U) 

all HOUSING UNITS. 

3 220 

1 186 

1 233 

898 

—i 

1 093 

1 902 

1 117 

906 


year structure built 


1955 TO MARCH I960 
1950 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


STEAM OR HOT WATER . . . 
WARM AIR FURNACE . . . . 
BUlLT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE ..... . 


POPULATION IN HOUSING UNITSi 1960 

PER OCCUPIED UNIT. 

OWNER. 

RENTER ... . 


ALL OCCUPIED UNITS 


1 PERSON . . . . . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. . . . . 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. 
MED IANI 

ALL OCCUPIED . . 

OWNER. 

RENTER . . . . 


1.00 OR LESS 
1.01 OR MORE 


OWNER OCCUPIED 
195B TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 

1939 OR EARLIER. . 

RENTER OCCUPIED 
1958 TO MARCH 1960 
1954 TO 1957 . . . 

1940 TO 1953 . . . 
1939 OR EARLIER. . 


OWNER OCCUPIED 
LESS THAN $5t000 . 
S5*000 TO $9 1900 . 
SIOpOOO to *14(900 
*15(000 TO *19(900 
*20(000 TO *24(900 
*25(000 OR MORE. . 
MEDIAN . 


renter OCCUPIED 
LESS THAN *20. . . 
*20 TO *39 ... . 
*40 TO *59 ... . 
*60 TO *79 ... . 
*60 TO *99 ... . 
*100 TO *119 . . . 
*120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN . 


RENTER OCCUPIED. 

median . DOLLARS 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inhabitants: 1960—Con. 

[Some data baaed on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” de¬ 
notes an urban town. Plus (-f-) or minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


subject 

HUDSON 

(U) 

HULL (UT) 

HYANNIS 

(U) 

IPSWICH 

(U) 

LEE tU) 

MANSFIELD 

(U) 

MAYNARD 

(UT) 

MERINO 

VILLAGE 

tU) 

MIDDLE- 

BOROUGH 

iU) 

MILLIS- 

CLICOUOT 

(U) 

NAHANT 
(UT) 

ALL HOUSING UNITS.. 

2 506 

4 284 

2 736 

1 459 

963 

1 496 

2 504 

1 059 

2 090 

743 

1 309 

YEAR STRUCTURE BUILT 







■■ 



■■■ 


1955 TO MARCH 1960 . 

164 

308 

546 

55 


66 


70 

120 


149 

1950 TO 1954 . 

135 

471 

653 

55 


80 


108 

S3 


133 

1940 TO 1949 ... 

60 

356 

392 

31 


51 


113 

62 


101 

1939 OR EARLIER.. 

2 147 

3 149 

1 147 

1 316 


1 299 

1 975 

768 

1 805 

411 

926 

heating equipment 





■ 







STEAM OR HOT WATER . 

1 319 

2 372 

1 633 

663 


1 003 

1 570 

465 

901 

426 

695 


564 

1 319 

517 

292 

112 

279 

454 

36 

450 

279 

430 


47 

153 

167 

55 

56 

45 

85 

12 

72 

12 

28 

OTHER MEANS WITH FLUE. 

576 

368 

421 

226 

62 

156 

384 

537 

651 

26 

93 

OTHER MEANS WITHOUT FLUE .... . 


25 


12 

16 

11 

11 


16 


12 

NONE. 

... 

47 

... 

11 

16 

... 

... 

7 

... 

... 

51 

POPULATION 

■ 


im 







■ 


population in HOUSING UNITSi 1960. .... 


7 005 


4 537 

3 063 

4 668 

7 646 

3 089 

5 901 


3 735 

PER OCCUPIED UNIT.. 


3.7 


3.2 

3.4 

3.3 

3.2 

3*0 

3.0 


3.5 

OWNER... 


3.7 


3.4 

3.6 

3.5 

3.4 

3.2 

3.2 

3.8 

3.6 

RENTER . 


3.6 

2.B 

2.9 

2.9 

2.8 

2.7 

2.9 

2.7 

2.8 

3.2 

ALL OCCUPIED UNITS ......... 

a 420 

1 694 

1 665 

1 401 

897 

1 434 

2 420 

1 017 

1 966 

705 

1 069 

PERSONS 












1 PERSON . 

306 

ISO 

330 


113 

210 

347 

144 

359 

62 

115 

2 PERSONS.. . 

714 

425 

491 


216 

397 

667 

296 

579 

183 

272 

3 PERSONS. 

469 

349 

277 


172 

262 

480 

229 

356 

110 

196 

4 PERSONS. 

416 

402 

262 


169 

252 

430 

183 

308 

130 

203 

5 PERSONS. 

245 

301 

142 

157 

120 

142 

250 

106 

197 

111 

143 

6 PERSONS. 

141 

127 

S5 

66 

60 

91 

138 

27 

96 

61 

76 

7 PERSONS. 

62 

83 

40 

36 

25 

48 

45 

21 

49 

29 

37 

a PERSONS OR MORE. 

45 

57 

38 

29 

22 

32 

43 

11 

20 

19 

25 

MEDIAN! 












ALL OCCUPIED . 

2.9 

3.6 

2.5 

2.9 

3.2 

2.9 


2.6 

2.6 


3.3 

OWNER. 

3.1 

3.6 

2.8 

3.1 

3.9 

3.2 


2.8 

2.6 


3.4 

RENTER... 

2.6 

3.6 

2.5 

2.8 

2.8 

2.5 


2.5 

2.4 

■ 

3.5 

PERSONS PER room 












1.00 OR LESS.. 

2 262 

1 750 

1 532 

1 311 

641 

1 356 

2 278 

944 

1 870 

653 

1 on 

1.01 OR MORE . 

158 

144 

133 

90 

56 

76 

142 

73 

96 

52 

56 

YEAR MOVED INTO UNIT 












OWNER OCCUPIED . 

1 453 

1 37D 

1 101 

906 

621 

932 

1 665 

516 

1 158 

574 

606 

1958 TO march 1960 . 

166 

204 

156 

133 

89 

105 

220 

33 

163 

148 

127 

1954 TO 1957 . 

319 

382 

330 

141 

116 

136 

331 

112 

176 

125 

229 

1940 TO 1953 . 

575 

525 

441 

283 

244 

346 

634 

217 

407 

195 

332 

1939 OR EARLIER. 

391 

259 

172 

349 

172 

343 

480 

156 

412 

106 

IIB 

RENTER OCCUPIED. ... 

967 

524 

564 

495 

276 

502 

755 

499 

808 

131 

263 

1936 TO MARCH 1960 . 

367 

363 

376 

196 

110 

253 

289 

101 

348 

76 

147 

1954 TO 1957 . 

264 

113 

127 

103 

63 

112 

175 

118 

200 

34 

64 

1940 TO 1953 . 

193 

48 

45 

126 

70 

100 

181 

171 

176 

10 

36 

1939 OR EARLIER. 

123 

... 

16 

70 

33 

37 

110 

109 

84 

11 

16 

VALUE 












OWNER OCCUPIED . 

1 115 

1 322 

1 066 

824 

537 

623 

1 576 

400 

698 

574 

748 

LESS than 85.000 . 

8 

25 

35 

30 

• • • 

16 

12 

8 

60 

11 

4 

$5,000 TO $9,900 . . 

208 

286 

269 

242 

140 

258 

231 

73 

332 

60 

63 

$10,000 TO $14,900 . 

635 

627 

444 

332 

242 

456 

967 

199 

362 

236 

228 

$15,000 TO $19,900 . 

196 

324 

157 

150 

93 

63 

296 

88 

104 

211 

217 

$20,000 TO $24,900 . . . ... 

56 

25 

92 

21 

53 

25 

41 

32 

24 

36 

105 

$25,000 OR MORE.. . 

12 

33 

69 

49 

9 

5 

29 

• • • 

16 

16 

131 

median . DOLLARS . 

12 600 


12 300 

11 700 

12 300 

11 200 

12 400 

13 400 

10 600 

14 500 

16 300 

GROSS RENT 












RENTER OCCUPIED. 

967 


564 

495 

276 

502 

755 

499 

608 

131 

263 

LESS THAN $20. 

- t f 




4 

^ ^ . 

4 

t « « 

- It • 

• t t 

4 

$20 TO $39. 

45 


• • • 

6 

7 

18 

45 

70 

40 

6 

• • • 

$40 TO $59 . 

230 


60 

74 

38 

104 

19B 

189 

252 

16 

24 

$60 TO $79 . 

378 


198 

200 

102 

203 

222 

141 

264 

43 

32 

$80 TO $99 . 

221 

194 

181 

127 

65 

104 

125 

66 

126 

34 

72 

$100 TO $119 . 

53 

132 

71 

31 

19 

18 

75 

12 

40 

6 

63 

$120 OR more . 

• • • 

94 

35 

24 

20 

14 

43 

4 

24 

21 

52 

NO CASH RENT . 

40 

8 

19 

31 

21 

41 

43 

17 

40 

5 

16 

MEDIAN . DOLLARS . 

72 

97 

62 

75 

77 

69 

70 

58 

67 

... 

96 

CONTRACT RENT 












RENTER OCCUPIED.' . . 

927 

516 

545 

464 

255 

461 

712 

482 

768 

126 

247 

median . COLLARS . 

46 

74 

64 

61 

54 

53 

48 

37 

43 


75 


































































































































23-94 State and Small Areas 

Table 26.—Occupancy and Financial Characteristics, Year ^ Heating Equipment, 

FOR Places of 2,500 to 10,000 Inhabitants; I960—Con. 

[Some data based on sample; median not shown where base is insuflRcie^; see te^. number] 

notes an urban town. Plus (+) or minus (-) after number mdicates median above or below tnai num j 


NORTH- 

NANTUCKET BOROUGH 
(U) (U) 


NORTH 
BROOK¬ 
FIELD lU) 


NORTH NORTH 

PLYMOUTH SCITUATE 
lU) (U) 


Year Structure Built Year Moved into 

Heating Equipment Unit 
Population Value 

Persons Gross R.eot 

Persons per Room Contract Rent 


PROV- 

PLYMOUTH INCETOWN ROCKPORT 
(U) (U) tU) 


ALL HOUSING UNITS. 

YEAR STRUCTURE BUILT 


1955 TO MARCH 1960 
19S0 TO 1954 . . . 
1940 TO 1949 . . . 
1939 OR EARLIER. . 


1 643 

758 

861 

1 216 

1 063 

1 356 

1 918 

1 264 

2 397 

2 571 

2 015 

37 

36 

46 

1 722 

121 

185 

63 

369 

32 

41 

24 

764 

20 

51 

31 

1 116 

272 

IS6 

140 

49 S 

46 

36 

32 

1 240 

327 

431 

275 

865 

110 

130 

104 

920 

45 

59 

57 

2 236 

615 

414 

123 

1 419 

169 
134 
159 
1 533 


HEATING EQUIPMENT 


STEAM OR HDT WATER . . . 
WArM AIR FURNACE .... 
BUILT-IN ROOM UNITS. . . 
OTHER MEANS WITH FLUE. . 
OTHER MEANS WITHOUT FLUE 
NONE. 


POPULATION 

POPULATION IN HOUSING UNITS* 1960. 

PER OCCUPIED unit. 

OWNER. 

RENTER . 


ALL OCCUPIED UNITS 


2 745 

2.6 

2.6 

2.7 

2 461 

3.4 

3.6 

2.9 

2 605 
3.2 
3.4 
2.9 

3 467 

3.0 

3.0 

2.9 

3 421 

3.7 

3.6 

3.0 

3 647 
3.0 
3.3 
2.5 

6 959 
3.6 
3.9 
3.4 

3 S63 

3.2 

3.3 
2.9 

6 371 
2.8 
3.1 
2.5 

3 314 
2.8 
2.9 
2.5 

3 511 
2.7 
2.6 
2.6 

990 

715 

804 

1 171 

927 

1 211 

1 845 

1 221 

2 244 

1 184 

1 277 


1 PERSON .... 

2 PERSONS. . . . 

3 PERSONS. . . . 

4 PERSONS. . . • 

5 PERSONS. . . . 

6 PERSONS. . . . 

7 PERSONS. . . • 
e PERSONS OR MORE 
MEOIANl 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 


OWNER OCCUPIED 
1956 TO MARCH I960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


RENTER OCCUPIED 
1956 TO MARCH 1960 
1954 TO 1957 . . . 
1940 TO 1953 . . . 
1939 OR EARLIER. . 


owner occupied 

LESS THAN $5*000 . 
$5*000 TO $9*900 . 
$10,000 TO $14*900 
$15*000 TO $19*900 
$20*000 TO $24*900 
$25*000 OR MORE. . 
MEDIAN . 


GROSS RENT 


l;j| .1; j 

n I 


renter OCCUPIED 
LESS THAN $20. . . 
$20 TO $39 ... . 
$40 TO $59 ... . 
$60 TO $79 ... • 
$60 TO $99 .... 
$100 TO $119 . . . 
$120 OR MORE . . . 
NO CASH RENT . . . 
MEDIAN . 


255 

164 

307 

605 

96 

457 

425 

436 

1 057 

353 

381 


... 

32 

51 

”4 

' ’al 

*23 

*47 

*72 

*11 

*67 

56 

a 

97 

292 

... 

ISO 

102 

126 

291 

107 

59 

67 

32 

64 

116 

26 

215 

31 

26 

16 

134 

47 

156 

76 

114 

112 

426 

165 

135 

64 

87 

108 

34 

30 

ii 

4 

a 

4 

26 

16 

39 

.. • 

46 

6 

47 

11 

19 

12 

11 

12 

32 

6 

4 

27 

3 

31 

4 

17 

21 

41 

*^6 

29 

44 

61 


62 

56 

... 

SB 

67 

65 

65 

65 

82 


CONTRACT RENT 


renter occupied, 
median.. • 
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Table 26. —Occupancy and Financial Characteristics, Year Built, and Heating Equipment, 
FOR Places of 2,500 to 10,000 Inhabitants: I960—Con. 

[Some data based on sample; median not shown where base is insufficient; see text. “U” denotes an unincorporated place. “UT” de¬ 
notes an urban town. Plus (-f-) or minus (—) after number indicates median above or below that number] 


Year Structure Built 
Heating Equipment 
Population 
Persons 

Persons per Room 


Year Moved into 
Unit 
Value 
Gross Rent 
Contract Rent 


SUBJECT 

SCITUATE 

(U) 

SHARON 

(U) 

SILVER 
LAKE (U) 

spencer 

(U) 

THREE 

rivers 

(U) 

TURNERS 

FALLS 

(U) 

UXBRIDGE 

(U) 

WARE 

tU) 

WEST- 

BOROUGH 

(U) 

whitins- 

VILLE 

(U) 

WIL- 
LIAMS- 
TOWN (U) 

WIN- 

chendon 

(U) 

ALL HOUSING UNITS. 

. 

. 

. 

. 


1 205 

1 591 

1 

376 

1 962 

941 

1 762 

1 078 

2 

220 

1 

336 

1 

670 

1 512 

1 335 

YEAR STRUCTURE BUILT 








■ 

■ 













1955 TO MARCH 1960 . 


• 

. 


, 

169 

251 

■ 

RR 

70 

126 

129 

57 


113 


73 


36 

118 

32 


• 

♦ 

• 

• 

• 

103 

446 



66 

66 

153 

126 


141 


96 


45 

242 

31 


• 

* 

• 

• 

• 

129 

149 



29 

51 

71 

91 


96 


66 


55 

118 

44 

1939 OR EARLIER. 

• 

• 

• 

• 

• 

784 

743 


657 

1 795 

676 

1 409 

802 

1 

670 

1 

097 

1 

534 

1 034 

1 226 

HEATING EQUIPMENT 






















STEAM OR HOT WATER . . . 






542 

863 


565 

956 

391 

734 

679 


944 


636 


403 

1 031 

626 







381 

653 


371 

146 

215 

442 

124 


357 


312 


994 

235 

241 

BUILT-IN ROOM UNITS . 






36 

20 


100 

22 

27 

19 

32 


60 


6 


9 

61 

47 

OTHER MEANS WITH FLUE . 






77 

35 


204 

813 

300 

559 

227 


611 


167 


251 

tse 

403 

OTHER MEANS WITHOUT FLUE . . , . 






« • • 

• • • 


16 

15 

4 

6 

16 


40 


9 


7 

27 

5 

NONE .. 






169 

... 


120 

a 

4 

... 

... 


a 


4 


6 

... 

13 

POPULATION 






















population in housing UNITSi 1960. 





3 193 

5 651 

4 

639 

5 526 

3 057 

4 907 

3 365 

6 

533 

4 

Oil 

5 

094 

4 387 

3 611 

PER OCCUPIED UNIT. ...... 

• 

• 

• 


• 

3.4 

3.7 


4.0 

3.0 

3.3 

3.0 

3.2 


3.0 


3.2 


3.2 

3,1 

3.1 

OWNER. . . . 

• 

t 

1 


• 

3.5 

3.6 


4.1 

3.1 

3.5 

3.2 

3.4 


3.3 


3.5 


3,3 

3.2 

3.2 

RENTER . 

• 

• 

• 

■ 

• 

3.0 

3.1 


3.7 

■HEEu 

3.1 

2.6 

3,0 


2.7 


2,6 


3,1 

2.8 

2.9 

ALL OCCUPIED UNITS . . . . 






929 

1 526 

1 

154 

1 837 

916 

1 620 

1 042 

2 

151 

1 

273 

1 

612 

1 429 

1 249 

PERSONS 






















1 PERSON . 






126 

96 


67 

264 

83 

261 

139 


297 


236 


216 

224 

246 

2 PERSONS. 






224 

295 


209 

578 

256 

473 

303 


661 


331 


473 

431 

350 

3 PERSONS. 






152 

266 


Si 

362 

210 

291 

195 


450 


225 


307 

267 

226 

4 PERSONS.. 






191 

434 


Pi 

305 

191 

271 

172 


356 


214 


297 

21B 

190 

5 PERSONS. 






107 

276 



174 

84 

173 

123 


215 


131 


1 S2 

173 

116 

6 PERSONS. 







100 


105 

74 

49 

81 

67 


93 


75 


80 

72 

61 

7 PERSONS. 







35 


64 

41 

24 

35 

25 


31 


37 


36 

26 

30 

8 PERSONS OR MORE.. . 







22 


63 

19 

21 

15 

16 


26 


24 


19 

16 

26 

MEOIANI 






















ALL OCCUPIED . 




• 



3.7 



2.7 

3.1 

2.7 

2.9 


2.7 


2.6 


2.9 

2.7 

2.6 

OWNER. 




4 



3.9 


Edi 

3.0 

3.3 

2.6 

2.6 


2.6 


3,3 


3,1 

3,0 

2.9 

renter . 




• 


■b 

2.7 

■ 

B 

2.5 

2.7 

2.3 

2.9 


2.4 


2.2 


2,7 

2.4 

2.6 

PERSONS PER ROOM 






















1<00 OR LESS . 




, 

• 

676 

1 484 


967 

1 723 

847 

1 526 

972 

2 

046 

1 

212 

1 

564 

1 390 

1 161 

1.01 OR MORE . 

• 

• 

* 


• 

S3 

44 


167 

114 

71 

92 

70 


103 


61 


48 

39 

88 

YEAR MOVED INTO UNIT 






















OWNER OCCUPIED . 






795 

1 310 


999 

694 

563 

902 

607 

1 

214 


801 


631 

914 

702 

1956 TO MARCH 1960 . 






166 

219 


183 

71 

100 

66 

66 


76 


SO 


92 

161 

55 

1954 TO 1957 . 






193 

361 


289 

145 

126 

225 

86 


249 


194 


95 

223 

117 

1940 TO 1953 . 






290 

559 


360 

330 

166 

300 

255 


464 


313 


247 

344 

273 

1939 OR EARLIER . 






126 

171 


147 

346 

149 

291 

178 


405 


244 


197 

186 

257 

RENTER OCCUPIED . 






134 

216 


155 

943 

355 

716 

435 


937 


472 


981 

515 

547 

1956 TO MARCH 1960 .. . 






73 

99 


92 

303 

116 

216 

154 


246 


199 


339 

2SB 

207 

1954 TO 1957 . i . 





• 

30 

se 


24 

287 

61 

100 

123 


202 


150 


259 

96 

129 

1940 TO 1953 . 





• 

31 

36 


31 

260 

110 

165 

98 


319 


91 


254 

119 

168 

1939 OR EARLIER . 





• 

... 

23 


6 

93 

66 

135 

60 


166 


32 


129 

42 

43 

VALUE 






















OWNER 0CCUPI.ED. 





• 

764 

1 247 


963 

684 

442 

733 

522 


961 


666 


530 

612 

509 

LESS THAN $5i000 ....... . 





• 

13 

4 


84 

12 

20 

26 

32 


24 


11 


10 

12 

2B 

$5,000 TO $9,900 . 






79 

59 


314 

269 

100 

237 

145 


300 


102 


104 

151 

297 

$10,000 TO $14,900 . 





• 

209 

363 


445 

293 

231 

343 

257 


432 


245 


202 

246 

141 

$15,000 TO $19,900 . 





• 

291 

590 


120 

66 

70 

98 

72 


153 


169 


145 

156 

35 

$20,000 TO $24,900 . 





• 

116 

151 


16 

4 

6 

15 

12 


32 


67 


51 

137 

4 

$25,000 OR MORE. 






54 

60 


4 

• • • 

13 

12 

4 


20 


52 


18 

110 

4 

MEDIAN . 

DOLLARS 


16 600 

16 300 

10 

600 

10 500 

12 400 

11 200 

11 700 

11 

600 

14 

500 

13 

700 

14 900 

6 900 

GROSS RENT 




















' 


RENTER OCCUPIED . 






134 

216 


155 

943 

355 

716 

435 


937 


472 


981 

515 

547 

LESS than $20. 






. • • 

* t t 



4 

■ • • 

6 

t • f 


“ “ T 


T * t 


4 

• t “ 

5 

$20 TO $39 . 






10 

5 



82 

31 

159 

29 


146 


66 


107 

31 

46 

$40 TO $59 . 






17 

12 



351 

126 

350 

103 


416 


64 


313 

101 

151 

$60 TO $79 .. • 






34 

33 



356 

146 

160 

194 


239 


136 


373 

141 

256 

$60 TO $99 ... . 






39 

64 



77 

25 

29 

87 


66 


13? 


97 

91 

66 

$100 TO $119 . 






12 

30 



33 

12 

4 

8 


12 


34 


31 

2E 

... 

$120 OR more . 






12 

65 



4 

• • • 

... 

. , . 


4 


9 


19 

51 

• • « 

NO CASH RENT . 






10 

9 



36 

13 

6 

14 


46 


22 


37 

62 

24 

MEDIAN . 

DOLLARS 


... 

97 

■ 

... 

61 

61 

50 

67 


55 


75 


62 

71 

65 

CONTRACT RENT 






















RENTER OCCUPIED. 






124 

209 


126 


342 

710 

421 


689 


450 


94W 

45 

2 523 

median . 

DOLLARS 

* 

... 

74 

_1 


... 


37 

30 

44 


33 


51 


3' 

5 

5 41 
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Table 27. —Selected Characteristics of Housing Units, tor Places of 1,000 to 2,500 Inhabitants. 1960 

[Some data based on sample; average not shown where base is insufficient; see text. U denotes an unincorporated place] 


■j 


ALL HOUSING UNITS BY CONDITION AND PLUMBING 


OCCUPIED HOUSING UNITS 


PLACE 

TOTAL 

SOUND 

DETERIORATING 

DILAP¬ 

IDATED 


OWNER OCCUPI 

ED 

RENTE 

R OCCUF 

MED 

1.01 

OR 

MORE 

PER¬ 

SONS 

PER 

ROOM 

OCCU¬ 

PIED 

BY 

NON- 

WHITE 

AVAIL¬ 

ABLE 

VACANT 

HOUS¬ 

ING 

UNITS 

TOTAL 

WITH 

ALL 

plumb¬ 

ing 

FA¬ 

CILI¬ 

TIES 

LACK¬ 
ING 
SOME 
OR ALL 
FA¬ 
CILI¬ 
TIES 

TOTAL 

WITH 

ALL 

PLUMB¬ 

ING 

FA¬ 

CILI¬ 

TIES 

LACK¬ 
ING 
SOME 
OR ALL 
FA¬ 
CILI¬ 
TIES 

POPU¬ 

LATION 

IN 

HOUSING 

units 

TOTAL 

AVERAGE 

VALUE 

(DOL¬ 

LARS) 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

TOTAL 

AVER¬ 

AGE 

GROSS 

RENT 

(DOL¬ 

LARS) 

AVER¬ 

AGE 

NUM¬ 

BER 

OF 

ROOMS 

BALDKIINSVILLE (U). , . 


506 

437 

363 

54 

67 

33 

■ 

2 

1 608 

345 

9 000 

6.0 

121 

B • • 

4.6 

m 


22 

BARRE (U). 


400 

349 

296 

51 

46 

36 


5 

1 065 


12 000 

7.0 

94 

B f • 





BUZZARDS BAY (U) . . . 


911 

769 

761 

26 

95 

71 


27 

2 170 


11 OOO 

5.4 

202 

B t t 




55 

CHATHAM (U). 


1 662 

1 519 

1 306 

211 

128 

49 


15 

1 442 


16 000 

6b5 

116 

B • • 




121 

CHESHIRE (U) . 


351 

308 

260 

26 

43 

39 


W • • 

1 061 

217 

• • • 


94 

• ft 

SbU 

HQ 


6 

DENNIS PORT (U). . t . 


3 333 

3 265 

2 610 

475 

45 

29 

16 

3 

1 254 

405 

14 000 

5.6 

61 

• • • 

4b8 

20 


74 

DUXBURY (U).. 


576 

467 

466 

1 

75 

72 

3 

14 

1 060 

267 

26 000 

7.9 

56 

B • • 

7b 1 

4 


15 

EAST BROOKFIELD (U). . 


471 

393 

349 

44 

49 

24 

25 

29 

1 150 

256 

10 500 

5.7 

92 

B t • 

4b4 

24 


4 

EAST DOUGLAS (U) . . . 


592 

533 

466 

65 

57 

32 

25 

2 

1 695 

331 

10 500 

6b5 

233 

57 




4 

EAST FALMOUTH (U). . . 


6S6 

564 

550 

14 

92 

63 

29 

30 

1 647 

287 

11 OOO 

5t3 

146 


4b5 

72 

3 f 

67 

EDGARTOWN (U). 


7B6 

759 

702 

57 

22 

14 

6 

7 

1 161 

321 

16 500 

6.9 

66 


4.7 

29 

3 

2 

FARNUMSVILLE (U) . . . 


353 

332 

264 

66 

20 

9 

11 

1 

1 041 

145 

• • B 

5i7 

194 


^■l 1 k 


B B B 

7 

FISHERVILLE (U). . . . 


513 

463 

376 

85 

48 

14 

34 

2 

1 644 

219 

• • • 

6.0 

270 

62 



B B B 

15 

FORGE village (U). . . 


394 

393 

378 

15 

1 

• • 1 

1 

« • » 

1 191 

244 

11 500 

5b7 

111 

• f * 

^Bi li 


B B B 

3 

GEORGETOWN (U) . . . . 


679 

648 

540 

108 

26 

18 

6 

5 

2 005 

456 

13 OOO 

6a2 

119 

B B • 


41 

• • • 


GILBERTVILLE (U) . . . 


395 

366 

. 216 

148 

29 

4 

25 

• • 1 

1 178 

153 

t t • 

6b3 

227 

52 

1 fa 

27 


1 

GROTON (U1 . 


367 

342 

323 

19 

34 

31 

3 

11 

1 122 

207 

• • • 

7.1 

146 

it* 

HbB 

15 


21 

HATFIELD (U) . 


416 

275 

262 

13 

129 

121 

6 

12 

1 322 

294 

12 500 

6b6 

106 

B • • 

5b 1 

25 

B B B 

4 

HOLDEN (U) . 


534 

502 

490 

12 

30 

27 

3 

2 

1 704 

415 

19 OOO 

6.4 

107 

B B B 

4b6 

12 

B B B 

6 

HOLLISTON (U). 


776 

716 

666 

30 

60 

36 

24 

2 

2 399 

525 

IS 500 


212 

f B • 

4b5 

26 

2 

31 

HOUSATONIC (U) . . . . 


439 

396 

367 

9 

39 

28 

11 


1 370 

267 

8 500 


124 

B t • 

5.5 

19 

2 

18 

KINGSTON (U) . 


444 

315 

311 

4 

108 

100 

6 

21 

1 260 

322 

12 OOO 


96 

B B B 

4b5 

23 

1 

1 

LEICESTER (U). 


500 

480 

457 

23 

20 

14 

6 

■B3 

1 630 

349 

12 OOO 


121 

B B B 

4b6 

31 

1 

14 

LENOX (U). 


623 

494 

468 

6 

114 

112 

2 


1 627 

344 

15 OOO 


216 

B B B 

4b6 

19 

2 

22 

LITTLETON COMMON (U) , 


620 

605 

640 

165 

13 

11 

2 


2 277 

483 

14 OOO 

5.6 

138 

B B B 

4.S 

62 

2 

33 

MARION (U1 . 


515 

466 

447 

39 

28 

16 

12 

1 

1 150 

270 

17 500 

6.6 

113 

B B B 

583 

13 

6 

25 

MATTAPOISETT (U) . . . 


637 

629 

605 

24 

6 

4 


« t • 

1 635 

357 

14 500 

6.5 

166 

B B B 

5b2 

9 

3 

20 

MEOFIELD (U) . 


719 

666 

664 

22 

29 

26 

3 

4 

2 402 

490 

15 500 

6.2 

196 

B B B 

4.4 

33 

1 

16 

MEDWAY (U) . 


503 

454 

420 

34 

46 

32 

14 

3 

1 577 

324 

11 500 

6.3 

154 

B B B 

4.3 

31 

B B B 

12 

MILLERS FALLS (U). . . 


414 

357 

344 

13 

56 

47 

9 

1 

1 199 

276 

6 500 

6.2 

114 

B B B 

4.7 

19 

B B B 

17 

MILLVILLE (U) . 


370 

235 

196 

39 

123 

68 

55 

12 

1 128 

249 

7 500 

6.7 

95 

B B B 

5,1 

19 

B B B 

16 

MONSON (U) . 


621 

653 

577 

76 

153 

132 

21 

15 

2 363 

495 

10 500 

6.6 

265 

53 

4.7 

31 

B B B 

32 

NABNASSET (U) . 


553 

549 

471 

78 

3 

1 

2 

1 

1 361 

349 

13 500 

5.1 

24 

B B B 

8 B B 

45 

B B B 

6 

NORTH AMHERST (U). . . 


321 

• 275 

255 

20 

32 

27 

5 

14 

1 003 

229 

• • t 

6.4 

62 

B B B 

4b3 

16 

3 

7 

NORTHBRIDGE (U). . . . 


674 

539 

421 

116 

132 

29 

103 

3 

2 060 

279 

• • • 

6.0 

366 

50 

5.0 

45 

B V B 

21 

NORTH DIGHTON (U). . . 


329 

324 

306 

18 

5 

1 

4 

• • • 

1 167 

260 

13 OOO 

6.2 

55 

B B B 

4.8 

17 

B B B 

7 

NORTHFIELD (U) . . . . 


505 

455 

437 

18 

50 

42 

6 

« t t 

1 076 

230 

12 500 

7.2 

140 

B B B 

5.3 

S 

B B B 

14 

NORTH OXFORD (U) . . . 


446 

301 

267 

14 

119 

92 

27 

26 

1 459 

254 

• • • 

5.5 

163 

B B B 

HiN 

45 

1 

1 1 

NORTH UXBRIDGE (U) . . 


547 

305 

267 

16 

205 

110 

95 

37 

1 816 

268 

• • • 

6.1 

255 

55 


45 

B B B 

10 

NORTON (U) . 


264 

232 

222 

10 

30 

26 

4 

2 

738 

140 

... 

5.9 

111 

B B B 


10 

B B B 

7 

OAK BLUFFS (U) . . . . 


1 174 

964 

799 

165 

140 

68 


70 

1 027 

315 

6 500 

6.5 

55 

B B B 


23 

32 

11 

ONSET (U). 


1 110 

963 

719 

264 

117 

63 


10 

1 697 

316 

7 500 

5.7 

220 

B B B 

4.2 

60 

105 

27 

OSTERVILLE (U) . . . . 


570 

546 

536 

10 

24 

13 


• • • 

1 067 

269 

15 OOO 

5.6 

65 

B B B 

5.2 

24 

B B B 

24 

PIGEON COVE (U). . . . 


570 

544 

476 

66 

21 

14 

7 

5 

1 064 

305 

11 500 

6.3 

63 

B B B 

5.1 

11 

1 

12 

PINEHURST (U). 


575 

364 

356 

6 

147 

93 

54 

64 

1 991 

443 

9 500 

5.5 

77 

B B B 

4.7 

66 

1 

7 

ROCHDALE (U) . 


292 

203 

196 

5 

60 

67 

13 


1 046 

204 

f ■ • 

5.9 

76 

B B B 

4.6 

32 


9 

ROWLEY (U) . 


375 

165 

179 

6 

125 

107 

18 



289 

11 OOO 

6.3 

66 

B B B 

5.1 

27 


5 

RUTLAND (U). 


390 

365 

357 

8 

24 

17 

7 



244 

11 500 

5.5 

119 

B B B 

4.3 

34 


12 

SANDWICH (U) . 


667 

426 

413 

15 

229 

195 

34 



276 

12 OOO 

6.7 

98 

B B B 

4.6 

18 


32 

SHELBURNE FALLS (U). . 


752 

654 

649 

5 

B8 

76 

10 

■s 

2 049 

435 

10 OOO 


253 

62 

4.9 

22 


27 

SHIRLEY (U) . 


5S1 

362 

360 

22 

66 

65 

21 

113 

1 756 

276 

• • • 



80 

4.1 

64 

8 

19 

SHORE ACRES-SAND HILL 




















(U). 


1 164 

961 

943 

18 

IBl 

170 

11 

22 

1 778 

396 

14 OOO 

5.8 

91 

B B B 

5.0 

41 


'ms* 

SOUTH ACTON (U), . . . 


320 

290 

276 

12 

30 

27 

3 

t • t 

1 114 

216 

• • • 

6,4 

86 

mw 

mm 

14 


Bn 

SOUTHBOROUGH (U) . . . 


351 

315 

311 

4 

36 

34 

2 

• t • 

1 083 

219 

t • • 

6.4 

123 

Hb 


S 

■B 


SOUTH DEERFIELD (U). . 


367 

311 

309 

2 

47 

45 

2 

9 

1 216 

253 

13 OOO 

6.4 

96 


5.0 

23 

B B B 

6 

SOUTH LANCASTER (U), . 


519 

335 

324 

11 

173 

133 

40 

11 

1 598 

239 

14 OOO 

5,9 

266 

64 

4.2 

40 

23 

7 

SOUTHWICK (U). 


343 

319 

319 

A . • 

22 

15 

7 

2 

1 242 

294 

11 500 

5.3 

36 

B B B 

B B 1 

40 

2 

a 

SOUTH YARMOUTH (U) . . 


1 846 

1 541 

1 504 

37 

267 

252 

35 

18 

2 000 

565 

15 OOO 

5.6 

111 

B B B 

4.3 

39 

B B B 

75 

TEWKSBURY (U). 


327 

320 

320 

• • • 

7 

4 

3 

t t • 

1 128 

263 

13 500 

5,7 

46 

B B B 

B B B 

24 

1 

8 

TOWNSEND CENTER (U). . 


365 

323 

291 

32 

26 

16 

10 

16 

1 101 

253 

9 500 

6.1 

64 

B B B 

4.6 

22 

1 

7 

UPTON-WEST UPTON (U) . 


634 

470 

449 

21 

157 

123 

34 

7 

1 956 

425 

10 OOO 

6.3 

166 

B B B 

4.5 

31 

B B B 

15 

VINEYARD HAVEN (U) . . 


616 

696 

671 

25 

115 

97 

16 

5 

1 659 

396 

12 OOO 

6.5 

192 

B B B 

4.6 

25 

32 

11 

wareham-wareham center 




















(U). 


1 516 

1 266 

1 110 

176 

226 

141 

67 

4 

1 723 

366 

11 OOO 

6.3 

211 

B B B 

4.8 

27 

11 

21 

WARREN (U) . 


541 

494 

470 

24 

46 

33 

13 

1 

1 616 

364 

9 OOO 

6.9 

140 


5.2 

IT 

1 

23 

WEST BROOKFIELD (U). . 


530 

443 

364 

59 

71 

36 

35 

16 

1 228 

293 

10 OOO 

6.4 

127 


4.9 

17 


16 

WEST CONCORD (U) . . . 


455 

400 

369 

11 

51 

39 

12 

4 

1 556 

277 

14 500 

6.6 

163 


5.1 

22 


10 

WEST MEDWAY (U) . . , . 


550 

538 

511 

27 

12 

8 

4 

• • • 

1 618 

425 

13 OOO 

6.5 

107 


4.7 

36 


6 

WESTMINSTER (U). . . . 


334 

320 

293 

27 

12 

6 

4 

2 

1 047 

261 

12 OOO 

6.2 

57 


4.S 

16 


9 

WEST WARREN (U). . . . 


406 

354 

292 

62 

48 

26 

22 


F 

227 

• • B 

6.4 

153 


4.9 

17 


17 

WEST YARMOUTH (U). . , 


1 369 

1 340 

1 340 

* • • 

20 

16 

2 



366 

14 500 

5.6 

39 


• • t 

23 


S6 

WILMINGTON (U) . . . . 


632 

471 

453 

16 

112 

93 

19 



496 

13 500 

5.6 



3.9 

59 


5 

WRENTHAM (U) . 


714 

467 

453 

34 

146 

63 

65 


HCTS 

360 

13 500 

6,0 

mm 


4.7 

37 


4 


'i 








































































































































































Massachusetts 


23-97 


Table 28. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics, for Counties: 1960 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure hy Color, 
Vacancy Status 
Condition & Plumb. 
Water Su{)ply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 

BARNSTABLE 

BERKSHIRE 

BRISTOL 

DUKES 

ESSEX 

FRANKLIN 

HAMPDEN 

ALL HOUSING UNITS. 

54 703 

46 690 

133 675 

5 340 

190 231 

19 166 

136 904 

TENURE* COLOR* AND VACANCY STATUS 








OCCUPIED . 

21 944 

43 104 

124 182 

2 032 

174 385 

17 022 

129 492 

OWNER OCCUPIED . 

15 970 

26 456 

64 336 

1 579 

102 656 

11 592 

73 708 

WHITE. ... 

15 676 

26 281 

63 821 

1 504 

102 351 

U 547 

72 565 

NONWHITE . 

294 

175 

515 

75 

305 

45 

1 143 

renter occupied. 

5 974 

16 648 

59 846 

453 

71 729 

5 430 

55 784 


5 732 

16 407 

58 926 

426 

71 244 

5 411 

53 171 


242 

241 

920 

27 

485 

19 

2 613 

VACANT... 

32 759 

5 586 

9 493 

3 308 

15 846 

2 164 

9 412 

YEAR ROUND . 

6 119 

2 268 

6 365 

192 

8 713 

1 170 

7 178 

SOUND OR DETERIORATING.. 

5 972 

a oil 

5 615 

172 

7 684 

1 035 

6 659 

AVAILABLE. 


1 207 

3 952 

67 

5 234 

672 

5 416 

FOR SALE ONLY. ... 


327 

678 

10 

1 335 

165 

1 061 

FOR RENT . 


880 

3 274 

57 

3 699 

507 

4 355 

RENTED OR SOLD* AWAITING OCCUPANCY . 


1B6 

399 

5 

880 

51 

471 

HELD FOR OCCASIONAL USE. 


275 

433 

49 

471 

102 

159 

HELD FOR OTHER REASONS . 

480 

343 

831 

51 

1 099 

210 

613 

DILAPIDATED. .... . 

147 

257 

770 

20 

1 029 

135 

519 

SEASONAL... 

26 640 

3 316 

3 106 

3 116 

7 133 

994 

2 234 

CONDITION AND PLUMBING 








ALL UNITS. 

54 703 

46 690 

133 675 

5 340 

190 214 

19 166 

138 888 

SOUND. 

48 723 

40 990 

116 661 

4 625 

162 730 

16 195 

120 156 

WITH ALL PLUMBING FACILITIES . 

45 532 

36 484 

97 666 

4 019 

154 235 

14 923 

113 909 

LACKING ONLY HOT WATER . 

1 985 

585 

11 145 

309 

2 826 

237 

1 560 

LACKING OTHER PLUMBING FACILITIES. . . . 

1 206 

1 921 

7 668 

297 

5 669 

1 035 

4 689 

deteriorating. 

4 839 

6 523 

13 771 

567 

22 507 

2 455 

15 662 

WITH ALL PLUMBING FACILITIES . 

4 055 

5 169 

7 043 

347 

17 614 

1 667 

12 424 

LACKING ONLY HOT WATER . 

96 

277 

3 309 

68 

1 849 

237 

793 

LACKING OTHER PLUMBING FACILITIES. . , . 

688 

1 057 

3 419 

152 

3 044 

531 

2 445 

DILAPIDATED. 

1 141 

1 177 

3 223 

148 

4 977 

536 

3 066 

VACANT AVAILABLE FOR SALE. 

600 

327 

676 

10 

1 335 

165 

1 061 

WITH ALL PLUMBING FACILITIES . 

563 

292 

574 

9 

1 243 

142 

1 012 

VACANT AVAILABLE FOR RENT. ...... 

1 707 

880 

3 274 

57 

3 899 

507 

4 355 

WITH all PLUMBING FACILITIES . 

1 486 

628 

1 538 

54 

2 978 

351 

2 990 

ALL HOUSING UNITS. ......... 

54 703 

46 690 

133 675 

5 340 

190 231 

19 186 

136 904 

WATER SUPPLY 








HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

51 168 

45 696 

109 057 

4 499 

179 707 

17 563 

133 234 

ONLY COLD PIPED WATER INSIDE STRUCTURE . . 

3 211 

2 302 

23 950 

604 

9 637 

1 231 

5 187 

PIPED WATER OUTSIDE STRUCTURE. ...... 

13 

88 

114 

16 

48 

52 

60 

NO PIPED WATER . 

311 

404 

534 

221 

622 

340 

407 

TOILET FACILITIES 








FLUSH TOILET. EXCLUSIVE USE. 

53 418 

46 458 

129 505 

5 019 

184 257 

17 836 

133 003 

flush toilet. SHARED . 

732 

1 346 

2 683 

36 

4 551 

569 

4 995 

OTHER TOILET FACILITIES OR NONE. 

553 

864 

1 487 

285 

1 406 

781 

890 

BATHING FACILITIES 








BATHTUB OR SHOWER. EXCLUSIVE USE . 

52 639 

45 393 

121 227 

4 827 

180 088 

17 391 

131 269 

BATHTUB OR SHOWER. SHARED. 

801 

1 370 

2 415 

40 

4 627 

592 

4 790 

NO BATHTUB OR SHOWER.. 

1 263 

1 927 

10 033 

473 

5 499 

i 203 

2 829 

ROOMS 








1 ROOM ... . 

2 265 

1 114 

2 196 

163 

3 605 

491 

5 146 

Z ROOMS. 

1 775 

1 057 

2 151 

270 

4 337 

546 

2 701 

3 ROOMS. . 

4 731 

3 248 

10 167 

521 

13 993 

1 322 

9 969 

4 ROOMS. 

13 744 

6 496 

28 506 

773 

34 823 

2 711 

28 711 

5 ROOMS.. .. 

14 460 

11 325 

37 372 

880 

48 904 

4 030 

43 431 

6 ROOMS. 

7 264 

11 627 

29 048 

781 

45 104 

4 005 

28 541 

7 ROOMS. 

5 059 

5 782 

12 991 

659 

20 496 

2 656 

10 962 

8 ROOMS OR MORE. 

5 385 

6 041 

11 244 

1 273 

18 952 

3 425 

9 427 

MEDIANI 








all units. 

4.8 

5.4 

5.1 

5.6 

5.3 

5.6 

5.0 

OWNER OCCUPIED . 

5.7 

5.9 

5.7 

6.0 

5.9 

6.2 

5.6 

RENTER OCCUPIED... 

4.6 

4.6 

4.7 

4.6 

4.5 

4.6 

4.4 

UNITS IN STRUCTURE 









49 294 

30 749 

63 947 

4 570 

110 147 

14 097 

72 180 


600 

8 482 

22 537 

494 

32 043 

2 449 

24 454 

3 AND 4... 

3 582 

5 181 

32 755 

163 

28 BB7 

1 256 

14 209 

5 TO .. 

391 

2 217 

10 911 

65 

10 251 

642 

13 640 

10 OR MORE . 

561 

1 693 

2 931 

44 

8 038 

593 

13 172 

TRAILER! ON PERMANENT FOUNDATION. 

13 

98 

60 

• « • 

116 

28 

89 

MOBILE . 

262 

270 

534 

4 

716 

121 

944 

YEAR STRUCTURE BUILT 








1959 TO MARCH 1960 . 

3 914 

756 

1 607 

14 

4 120 

207 

3 456 

1955 To 195B . 

9 528 

3 029 

6 795 

1 354 

12 04S 

1 OOC 

12 148 

1950 TO 1954 ..... . 

10 729 

4 349 

9 986 

145 

15 03t 

1 24‘ 

14 999 

1940 TO 1949 ... 

10 089 

3 849 

9 094 

300 

10 489 

1 26( 

5 12 447 

1930 TO 1939 . 

3 507 

3 197 

7 398 

330 

11 659 

98 

9 8 533 

1929 OR EARLIER. 

16 936 

33 510 

96 795 

3 197 

136 867 

14 48 

0 87 305 

BASEMENT 








basement . 

36 469 

43 603 

126 310 

3 966 

177 99: 

17 67 

8 130 841 

CONCRETE SLAB... 

4 864 

1 438 

2 483 

286 

4 44 

30 

5 3 469 

other-.. 

13 370 

3 649 

4 882 

1 086 

7 76. 

1 1 203| 4 578 
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State and Small Areas 


Table 28.—Tenure, Vacancy Status, Condition and Plumbing pAaLiTiEs, and Structural 
Characteristics, tor Counties; 1960—Con. 

[Some data based on sample; see text. Median not shown where base is less than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 


Rooms 

Units in Structure 
Trailer 

Year Structure 
Built 
Basement 


SUBJECT 


HAMPSHIRE MIDDLESEX NANTUCKET NORFOLK PLYMOUTH SUFFOLK WORCESTER 


ALL HOUSING UNITS..30 306 


TENURE, COLOR, AND VACANCY STATUS 

OCCUPIED. 27 376 

OWNER OCCUPIED. 18 283 

WHITE. 18 229 

NONWHITE. 54 

renter OCCUPIED. 9 095 

white. 9 066 

NONWHITE .. 29 

VACANT. 2 930 

YEAR ROUND .. 1 602 

SOUND OR DETERIORATING. 1 457 

AVAILABLE. 932 

FOR SALE only. 225 

FOR RENT. 707 

RENTED OR SOLD, AWAITING OCCUPANCY . 105 

HELD FOR OCCASIONAL USE. 193 

HELD FOR OTHER REASONS. 227 

DILAPIDATED.. • 145 

SEASONAL. 1 328 

CONDITION AND PLUMBING 

ALL UNITS. 30 308 

SOUND. 25 885 

WITH ALL PLUMBING FACILITIES. 23 769 

LACKING ONLY HOT WATER. 316 

LACKING OTHER PLUMBING FACILITIES. ... 1 798 

DETERIORATING. 3 586 

WITH ALL PLUMBING FACILITIES. 2 776 

LACKING ONLY HOT WATER. 156 

LACKING other PLUMBING FACILITIES. ... 652 

DILAPIDATED. 637 

VACANT AVAILABLE FOR SALE. 225 

WITH ALL PLUMBING FACILITIES. 202 

VACANT AVAILABLE FOR RENT. 707 

WITH ALL PLUMBING FACILITIES. 555 


ALL HOUSING UNITS.. . . _30 306 


366 946 2 817 


352 035 
211 890 
210 362 

1 508 
140 145 
137 679 

2 466 



14 911 
10 993 
10 086 
6 645 
2 280 
4 365 


3 918 


1 616 
114 
111 
55 
10 
45 
5 
33 

le 

3 

1 502 


366 916 2 617 

332 389 2 752 

319 286 2 740 

3 049 

10 054 12 

28 506 65 

23 686 56 

1 352 

3 466 9 

6 021 

2 280 

2 176 

4 365 

3 412 


6 

45 

45 


366 946 2 617 


149 789 


143 697 
103 687 
103 383 
304 
40 210 
40 061 
149 

5 892 
4 183 
3 674 
2 314 
1 007 
1 307 
746 
151 
663 
309 
1 709 


149 780 
138 639 
135 351 
546 
2 740 

6 998 

7 679 
325 
994 

2 143 

1 007 
974 

1 307 
1 174 


149 789 


95 684 


73 030 
51 543 
50 818 
725 

21 487 
21 008 

479 

22 654 
4 597 
4 283 
2 323 

923 
1 400 
449 
742 
769 
314 
18 057 


95 684 
84 413 
76 663 

3 058 

4 672 
9 271 
6 508 

724 
2 039 
2 000 


835 

1 400 
982 


95 664 


268 600 


252 579 
73 863 
.70 365 
3 476 
176 716 
160 626 
18 090 

16 021 
14 256 
11 767 
9 945 
640 
9 305 
400 
159 

1 263 

2 491 
1 763 


268 642 
215 571 
198 680 
1 845 
15 046 
42 D62 
30 577 
1 632 
9 853 
11 009 

640 

542 

9 305 
6 310 


268 600 


186 125 


172 704 
100 966 
100 743 
223 
71 736 
71 035 
703 

13 421 
7-716 
6 657 

4 780 
1 022 
3 758 

620 
423 
1 034 
659 

5 705 


166 107 
159 770 
145 332 
4 524 
9 914 
21 407 
14 916 

2 927 

3 564 

4 930 

1 022 
690 


2 518 


186 125 


WATER SUPPLY 


HOT AND COLD PIPED WATER INSIDE STRUCTURE. 26 219 355 105 


ONLY COLD PIPED WATER INSIDE STRUCTURE . . 1 705 10 893 

PIPED WATER OUTSIDE STRUCTURE. 32 72 

NO PIPED WATER. 352 846 

TOILET FACILITIES 

FLUSH TOILET, EXCLUSIVE USE. 26 541 35? 840 

FLUSH TOILET, SHARED. 969 7 315 

other toilet FACILITIES OR NONE. 798 I 761 

BATHING FACILITIES 

BATHTUB OR SHOWER, EXCLUSIVE USE. 27 577 351 541 

BATHTUB OR SHOWER, SHARED. 992 7 540 

NO bathtub or shower. 1 739 7 635 

ROOMS 

1 ROOM. 1 063 5 156 

2 ROOMS. . ......... 821 7 BIB 

3 ROOMS. 2 360 26 611 

4 ROOMS. 5 491 57 606 

5 ROOMS. 7 429 88 942 

6 ROOMS. 5 667 67 996 

7 ROOMS. 3 361 47 531 

e ROOMS OR more. 3 916 45 254 

MEDIAN I 

ALL UNITS. 5.2 5.5 

OWNER OCCUPIED. 5.8 6.1 

RENTER OCCUPIED. 4.3 4.5 

UNITS IN STRUCTURE 

.. 21 295 207 141 

2 . 3 977 81 005 

3 ANO 4. 2 374 41 713 

5 TO 9 . 1 322 17 311 

10 OR MORE. 1 072 16 694 

TRAILER! ON PERMANENT FOUNDATION. 50 109 

MOBILE. 216 879 

YEAR STRUCTURE BUILT 

1959 TO MARCH 1960 . 785 9 184 

1955 TO 1958 . 2 620 26 167 

1950 TO 1954 . 3 198 35 154 

1940 TO 1949 . 2 434 ' 25 355 

1930 TO 1939 . 1 988 . 31 615 

1929 OR EARLIER.. . 19 283 237 441 

BASEMENT 

BASEMENT. 27 751 347 OlB 

CONCRETE SLAB. 616 10 531 

OTHER. 1 941 9 303 


2 801 146 690 87 328 . 259 449 168 591 

4 2 641 7 321 6 989 15 997 

... 26 55 26 260 

12 223 980 178 1 259 


2 605 146 991 91 021 249 202 177 993 

... 2 123 2 338 19 133 4 925 

12 666 2 325 307 3 1B9 


2 796 145 462 88 539 240 899 171 135 

... 2 169 2 405 18 674 5 011 

21 2 149 4 740 9 069 9 961 


4 2 269 1 312 17 373 .3 829 

103 1 914 2 289 14 934 3 5B9 

77 8 662 6 658 37 395 . 12 976 

1 057 20 280 18 054 53 708 35 281 

471 32 239 24 630 65 889 51 150 

312 41 519 20 587 46 493 . 44 865 

221 23 048 11 003 16 648 18 136 

572 19 849 10 951 16 202 16 181 

4.9 5.7 5,3 4.7 ,S*2 

6.4 6.1 5,8 , 5.9 5.8 

4.6 4.5 4,4 4,2 4.7 


2 441 111 600 73 237 . . 48 661 101 150 

356 16 068 9 996 46 155 28 165 

20 11 877 7 481 89 684 38 931 

... 5 623 2 486 33 716 , 11 616 

... 4 038 1 695 , 50 220 . 5 147 

... 52 68 -4 ,216 

... 322 519 195 679 


13 4 398 2 852 954 . 2 965 

65 14 142 9 632 , 3 608 12 275 

74 20 716 11 334 1], 338 17 945 

843 14 966 8 580 Ip 187 , 14 900 

287 16 036 6 816. 17 148 14 104 

1 535 ■ 79 516 56 466 220 407 123 918 


1 587 142 140 77 354 262 2l4 171 0.05 

146 4 022 6 638 3 221 ** 6J57 

1 084 3 618 11 672, 3 200 >0 442 
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Tabic 29. —Occupancy Characteristics, Heating Equipment, and Type of Fuel, 
FOR Counties: 1960 

[Based on sample; see text. Median not shown where base is less than 200] 


Hearing Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 


ALL HDUS'ING UNITS 


HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

FLOORt WALLt OR PIPELESS FURNACE . 

BUILT-IN ELECThiC UNITS. 

OTHER MEANS WITH FLUE. 

OTHER MEANS WITHOUT FLUE . 

NONE.. 


POPULATION 


population in housing UNITSt 1960, . . , . 

PER OCCUPIED UNIT. 

OWNER. 

RENTER . 

POPULATION IN DWELLING UNITSt 1950 . . . . 
PER OCCUPIED UNIT. 


ALL OCCUPIED UNITS 
PERSONS 


1 PERSON .... 

2 PERSONS. . . . 

7 PERSONS. ... 

4 PERSONS. . . . 

5 PERSONS. . . . 

6 PERSONS. . . . . 

7 PERSONS. . . , . 

8 PERSONS OR MORE 
MED IAN I 

ALL OCCUPIED , 
OWNER. . . . . 

renter ... 


PERSONS PER ROOM 


1.00 OR LESS 
1.01 OR MORE 


YEAR MOVED INTO UNIT 

OWNER OCCUPIED . 

1958 TO MARCH 1960 .. 

1954 TO 1957 . 

1940 TO 1957 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 To MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR earlier. 


HEATING FUEL 


utility GAS. 

fuel OILt KEROSENEt ETC. 

COAL OR COKE . 

WOOD.' . . . . 

ELECTRICITY. 

bottled t TANKt OR LP GAS 
OTHER FUEL ....... 

none. 


WATER HEATING FUEL 


UTILITY GAS. 

ELECTRICITY. 

COAL Or coke . . . .. 

WOOD. 

BOTTLEDt TANKt OR LP GAS ... i .... . 

FUEL'OIL. kerosene. ETC. 

OTHER FUEL.. 

NONE i. ; .:. 


COOKING FUEL 


utility GAS. 

ELECTRICITY. 

bottled. Tank, or lp gas 
FUEL OIL. kerosene. ETC. 
COAL OR COKE ...... 

WOOD .......... 

OTftER FUEL. 

NONE. 


BARNSTABLE 


BERKSHIRE 


BRISTOL 


DUKES 


ESSEX 


FRANKLIN 


22 975 
13 093 
10 587 
20 
6 777 
837 
414 


3 983 
9 373 
7 067 
1 480 
41 


48 690 


30 509 
6 070 
1 556 
llB 

8 935 

549 

953 


17 372 
17 754 
6 657 
635 
287 
202 
16 
181 


5B 944 
16 756 
3 349 
93 

52 386 
1 391 
756 


2 482 
924 
300 

1 591 
4-3 


104 895 
46 441 
4 367 
205 

30 280 

1 424 

2 602 


68 362 

140 522 

390 847 

3.1 

3.3 

3.1 

3,1 

3.5 

3,4 

3.2 

3.0 

2.9 

44 912 

128 979 

370 487 

3.1 

3.4 

3.3 

21 944 

43 104 

124 182 

3 080 

5 584 

18 570 

6 966 

12 092 

34 526 

4 070 

8 258 

25 883 

3 507 

7 485 

21 087 

2 241 

5 253 

12 581 

1 183 

2 581 

6 484 

562 

1 082 

2 778 

335 

769 

2 273 

2.7 

3.0 

2.8 

2.6 

3.2 

3.1 

3.0 

2.5 

2.6 

20 488 

40 583 

116 077 

1 456 

2 521 

8 105 

15 970 

26 456 

64 336 

3 292 

3 694 

8 481 

4 011 

5 705 

13 963 

5 925 

10 297 

24 713 

2 742 

6 760 

17 179 

5 974 

16 648 

59 846 

4 140 

6 435 

19 696 

925 

4 297 

16 382 

653 

4 052 

15 152 

256 

1 864 

8 616 

2 263 

6 467 

37 308 

18 131 

30 326 

80 370 

311 

4 668 

3 322 

103 

297 

300 

40 

164 

135 

1 035 

823 

2 302 

41 

77 

253 

20 

82 

192 

3 521 

9 534 

44 769 

3 lOl 

3 609 

10 020 

147 

2 255 

929 

• • • 

178 

59 

3 887 

2 585 

5 331 

10 687 

23 402 

40 595 

20 

262 

272 

581 

1 279 

22 207 


5 705 
2.8 
2.B 
2.7 
5 598 
3.0 


558 711 

3.2 
3.5 
21B 

504 149 

3.3 


438 

643 

367 

244 

211 

90 

27 

12 

2.4 

2.4 

2.3 


927 

105 


579 

159 

308 

619 

493 

453 

228 

103 

85 

37 


1 859 
98 


79 944 
27 100 
12 892 
2 549 
603 
180 
42 
872 


262 
19 
39 
224 
1 338 

150 


810 

860 

362 


24 536 
48 564 
33 656 
3D 994 
19 712 
9 948 
4 023 
2 952 

2.9 

3.3 

2.4 


164 268 
10 117 


102 656 
16 096 

24 180 
37 167 

25 213 

71 729 
25 912 
19 200 
18 211 
8 406 


26 118 
131 893 
12 768 
297 
216 
1 981 
632 
480 


66 524 
12 900 
2 629 
218 
9 441 
74 781 
370 
7 522 


104 671 
43 956 
16 682 
6 874 

705 

402 

117 

978 


19 186 


8 084 
6 793 
392 
60 
3 656 
119 
82 


54 729 

3.2 
3.4 
2.B 

51 513 

3.3 


368 

979 

228 

688 

955 

991 

478 

335 

2.9 

3.1 

2.4 


16 082 
94D 


592 

525 

308 

272 

487 

430 

182 

326 

360 

562 


443 
13 135 
2 682 
445 
41 
276 


072 

612 

783 

262 

250 

768 

39 

236 


2 372 

9 132 

3 931 
873 
120 
474 


HAMPDEN 


138 904 


80 954 
32 488 
2 321 
293 

20 018 
1 149 
1 665 


41B 229 
3.2 
3.5 
2.9 
351 047 
3.4 


129 492 


17 829 
34 918 
25 604 
23 571 
15 116 
7 365 
2 751 
2 338 


3.0 

3.3 

2.5 


119 935 
9 557 


73 708 
11 197 
19 298 
27 921 
15 292 

55 784 
21 635 
14 003 
13 051 
7 095 


28 814 
86 557 
11 034 
364 

457 
1 745 

245 

276 


44 586 
11 276 
4 726 
253 


5 747 
59 021 


226 
3 657 


65 561 
48 837 
10 483 
1 601 
447 
606 
80 


120 
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State and Small Areas 


Table 29- —Occupan-cy Characteristics, Heating Equipment, and Type of Fuel, 
FOR Counties; 1960—Con. 

[Based on sample; see text Median not shown where base is less than 200] 


Heating Equipment 
Population 
Persons 
Persons per 
Room 


Year Moved into 
Unit 

Heating Fuel 
Water Heating Fuel 
Cooking Fuel 


SUBJECT 

HAMPSHIRE 

MIDDLESEX 

NANTUCKET 

NORFOLK 

PLYMOUTH 

SUFFOLK 

WORCESTER 

ALL MOUSING UNITS. 

30 308 

366 946 

2 817 

149 789 

95 684 

268 600 

186 125 

HEATING EQUIPMENT 








STEAM OR HOT WATER . 

15 343 

239 841 

1 437 

98 431 

46 732 

183 968 

98 800 

WARM AIR FURNACE . 

8 338 

83 291 

97 

40 039 

21 208 

35 402 

28 630 

FLOORt WALLt OR PIPELESS FURNACE . 

529 

6 199 

202 

2 740 

7 643 

1 350 

3 298 

BUILT-IN ELECTRIC UNITS. . . 

139 

360 

• • t 

152 

70 

333 

120 

OTHER MEANS WITH FLUE. 

5 390 

32 525 

1 071 

7 270 

17 217 

40 881 

50 607 

OTHER MEANS WITHOUT FLUE . 

248 

2 335 

10 

540 

613 

4 279 

1 711 

NONE . . . . '. 

321 

2 365 

... 

60B 

2 201 

2 429 

2 941 

POPULATION 



jj^B 





POPULATION IN HOUSING UNITSt 1960. 

89 110 

1 195 329 


495 535 

243 292 

755 138 

563 373 

PER OCCUPIED UNIT. 

3.3 

3.4 

Cl 

3.4 

3.3 

3.0 

3.3 

OWNER... 

3.5 

3.7 

VM 

3,7 

3.5 

3.6 

3.5 

RENTER . 

2.8 

3.0 

Cl 

2.B 

2.9 

2.7 

2.9 

POPULATION IN DWELLING UNITSt 1950 . . . . 

73 956 

1 016 344 


373 296 

182 771 

831 745 

515 099 

PER OCCUPIED UNIT. ... 

3.4 

3.5 

pil 

3.5 

3,3 

3.4 

3.4 

ALL OCCUPIED UNITS . 

27 376 

HH 

1 201 

143 897 

73 030 

252 579 

172 704 

PERSONS 








1 PERSON . 

3 596 

38 888 

221 

14 766 

9 517 

56 992 

21 722 

2 PERSONS. 

7 536 

91 722 

401 

37 147 

19 563 

67 354 

48 187 

7 PERSONS. 

5 443 

69 714 

210 

27 768 

13 421 

44 817 

34 827 

4 PERSONS. 

4 835 

65 855 

190 

27 543 

13 298 

35 549 

30 334 

5 PERSONS. 

3 190 

44 967 

98 

19 553 

8 898 

23 502 

19 875 

6 PERSONS. 

1 554 

23 612 

45 

9 764 


12 436 

10 206 

7 PERSONS. 

714 

9 578 

22 

4 257 


6 173 

4 237 

B PERSONS OR MORE. 

510 

7 699 

14 

3 079 


5 756 

3 316 

MEDIan1 








ALL OCCUPIED . 

3.0 

3.2 

2.4 

3.2 

3.1 

2.5 

3.0 

OWNER. 

3.2 

3,5 

2.4 

3.5 

3.3 

3.3 

3.2 

renter . 

2.4 

2.6 

2.5 

2.4 

2.5 

2.3 

2.6 

PERSONS PER ROOM 








1.00 OR LESS . 

25 465 

329 209 

1 161 

135 662 

67 857 

232 304 

160 895 

1.01 OR MORE .......... . 

1 913 

22 826 

40 

8 235 

5 173 

20 275 

11 809 

year moved into unit 








OWNER OCCUPIED . 

18 283 

211 890 

907 

103 687 

51 543 

73 863 

100 966 

195B TO MARCH 1960 . 

2 630 

34 230 

114 

17 126 

9 786 

8 960 

13 397 

195.4 TO 1957 . 

4 093 

52 302 

149 

27 222 

12 451 

15 125 

22 647 

1940 TO 1957 . 

6 909 

78 005 

412 

38 284 

17 986 

27 340 

39 612 

1939 OR EARLIER . 

4 651 

47 353 

232 

21 055 

11 320 

22 43B 

25 310 

RENTER OCCUPIED. 

9 095 

140 145 

294 

40 210 

21 487 

178 716 

71 738 

1958 TO MARCH 1960 . 

3 787 

55 989 

162 

16 461 


67 963 

27 004 

1954 TO 1957 . 

2 115 

36 904 

70 

10 907 


50 393 

18 861 

1940 TO 1953 . 

2 242 

33 412 

46 

9 124 


4l 572 

17 100 

1939 OR earlier. 

951 

13 840 

16 

3 718 

2 141 

18 788 

8 773 

HEATING FUEL 








UTILITY GAS . 

2 723 

57 197 

73 

13 770 

6 662 

27 579 

29 888 

FUEL OIL. KERDSENE. ETC. 

20 310 

266 570 

1 056 

122 577 

60 064 

196 687 

128 021 

COAL OR COKE ... 

2 879 

21 355 

46 

5 972 

3 816 

22 906 

8 534 

WOOD. 

459 

288 

24 

• r • 

460 

230 

1 136 

ELECTRICITY . 

113 

394 

• • • 

140 

135 

303 

138 

BOTTLED. TANK. OR LP GAS .. . . . 

817 

4 550 

« I t 

743 

1 575 

1 937 

3 768 

OTHER FUEL . 

5B 

992 

• • • 

566 

153 

1 641 

634 

NONE . 

19 

689 

... 

119 

165 

1 2bO 

585 

WATER HEATING FUEL 








UTILITY GAS. 

5 902 

133 308 

290 

40 991 

12 702 

96 417 

39 222 

ELECTRICITY.. . . . 

3 761 

30 718 

48 

24 048 

14 865 

6 716 

17 747 

COAL OR CDKE . 

807 

3 978 

24 

1 748 

937 

8 760 

2 803 

WOOD. 

242 

433 

24 

55 

147 

239 

508 

BOTTLED. TANK. OR LP GAS . 

2 784 

15 218 

72 

4 905 

5 286 

7 384 

12 894 

FUEL OIL. KEROSENE. ETC. 

12 724 

159 395 

743 

69 836 

34 478 

125 069 

87 329 

OTHER FUEL . 

81 

930 

• • • 

366 

' 152 

1 199 

513 

NONE. 

1 077 

8 055 

... 

1 938 

4 463 

6 779 

11 688 

COOKING FUEL 








UTILITY GAS.... 

8 386 

20S 912 

553 

66 896 

24 698 

203 542 

63 894 

ELECTRICITY. 

11 598 

109 594 

409 

6a 967 

31 286 

21 534 

67 613 

BOTTLED. TANK. OR LP GAS . 

5 678 

26 373 

144 

10 673 

12 007 

13 463 

29 225 

FUEL OIL. KEROSENE. ETC. 

777 

6 761 

47 

2 525 

3 924 

8 148 

9 205 

COAL OR COKE . 

137 

1 635 

24 

399 

296 

2 306 

775 

WOOD. 

478 

631 

24 

96 

322 

403 

956 

OTHER FUEL . 

t • • 

176 

• • • 

38 

59 

325 

128 

NONE. 

324 

953 

... 

293 

. 438 

2 842 

908 
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Table 30.—Financial Characteristics and Selected Equipment, for Counties: I960 

[Based on sample; see text. Median not shown where base is less than 200; plus (-f-) or minus (—) after number indicates median above or 

below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Ait Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


subject 

BARNSTABLE 

BERKSHIRE 

BRISTOL 

DUKES 

ESSEX 

FRANKLIN 

HAMPDEN 

all occupied units ......... 

21 944 

43 104 

124 182 

2 032 

174 385 

17 022 

129 492 

CLOTHES WASHINS MACHINE 








WRINGER OR SPINNER.. 

5 177 

11 445 

35 259 

657 

38 931 

6 279 

35 241 

AUTOMATIC OR SEMI-AUTOMATIC. 

10 754 

23 954 

39 924 

574 

81 332 

8 122 

72 194 

WASHER-DRYER COMBINATION ......... 

532 

528 

1 391 

124 


222 

1 699 

NONE. 

5 481 

7 177 

47 608 

677 

51 759 

2 399 

20 358 

CLOTHES ORYER 








GAS HEATED . 

207 

508 

2 077 

• • • 

3 271 

217 

4 037 

ELECTRICALLY HEATED.. 

3 706 

6 285 

8 578 

114 

15 285 

1 573 

12 693 

NONE. 

la 031 

36 311 

113 527 

1 918 

155 829 

15 232 

112 762 

HOME FOOD FREEZER 








1 OR MORE. 

3 047 

5 947 

6 045 

175 

11 279 

3 428 

11 152 

NONE. 

18 897 

37 157 

118 137 

1 857 

163 106 

13 594 

118 340 

TELEPHONE AVAILABLE 









19 727 

39 214 

104 388 

1 847 

154 068 

15 114 

112 240 


2 217 

3 890 

19 794 

185 

20 317 

1 908 

17 252 

AUTOMOBILES AVAILABLE 









14 304 

27 677 

74 434 

1 066 

108 985 

10 525 

82 497 


4 555 

6 570 

17 043 

474 

25 035 

3 296 

17 687 

3 OR MORE.. 

610 

857 

2 554 

40 

3 213 

366 

2 106 

NONE. 

2 475 

8 000 

30 151 

452 

37 152 

2 835 

27 202 

AIR CONDITIONING 

ROOM UNIT! 









326 

615 

2 572 

57 

5 930 

427 

6 343 

2 OR MORE. ... 

96 

136 

834 

• • • 

1 188 

186 

1 514 

central system . 

• t • 

209 

537 

• • • 

1 148 

167 

1 127 

NONE « . 

21 522 


120 239 

1 975 

166 119 

16 242 

120 508 

TELEVISION SETS 









18 165 


104 523 

1 554 

138 506 

13 643 

107 782 

2 OR MORE. 



12 523 

38 

25 937 

596 

11 519 

NONE. 

2 058 


7 136 

440 

9 942 

2 783 

10 191 

RADIO SETS 









11 352 


72 998 

1 237 

91 979 

9 348 

70 477 

2 OR MORE. 

9 121 


43 011 

661 

72 668 

6 690 

51 046 

NONE. 

1 471 


8 173 

134 

9 738 

984 

7 969 

VALUE 








OWNER OCCUPIED . 

14 279 


48 015 

1 380 

84 943 

8 749 

59 648 

LESS THAN SSiOOO . 

512 


2 720 

258 

2 795 

638 

1 406 

SSiOOO TO ST 1400 . 

1 2S4 


6 222 

233 

6 145 

1 500 

3 648 

STiSOO TO S9i900 . .. 

2 257 


9 835 

187 

9 604 

1 844 

8 050 

SIOiOOO TO SI2i400 . 

2 981 

3 928 

11 480 

252 

15 177 

1 956 

15 358 

SUiSOO TO S14i900 . 

2 167 


8 058 

102 

15 879 

1 149 

13 351 

SlSiOOO TO SI7i400 . 

1 754 


4 464 

121 

14 216 

780 

7 586 

SI7i500 TO S19i900 .. . 

948 


1 981 

59 

7 746 

355 

3 774 

SZOiOOO TO S24i900 . 

1 072 


1 882 

77 

6 886 

311 

3 524 

SZSiOOO TO S34 i900 . 

880 


950 

26 

4 353 

160 

2 081 

S35i000 OR MORE. 

454 


423 

65 

2 142 

56 

870 

MEDIAN . DOLLARS . 

12 700 


11 100 

10 100 

13 900 

10 500 

12 800 

VACANT AVAILABLE FOR SALE.. . 

561 

255 

542 

8 

1 123 

123 

1 027 

MEDIAN PRICE ASKED . DOLLARS . 

13 100 

13 600 

11 400 

... 

16 200 

.. . 

14 000 

GROSS RENT 








RENTER OCCUPIED. 

5 962 

16 502 

59 705 

445 

71 661 

5 300 

55 733 

LESS THAN .. 

• • • 

35 

131 

• • • 

173 

31 

72 

S20 TO S29 . .. 

22 

317 

1 498 

t • • 

1 053 

170 

838 

S30 TO S39 . 

53 

890 

5 502 

12 

2 863 

441 

1 2 478 

S40 TO S49 . 

228 

1 514 

10 283 

12 

5 638 

726 

5 021 

S50 TO S59 . . . ' ... 

313 

2 524 

12 891 

48 

9 491 

960 

7 930 

S60 TO S69 . 

502 

3 011 

11 605 

44 

11 250 

868 

10 633 

S70 TO S79 . 

855 

3 093 

7 755 

79 

12 719 

69] 

10 104 

S80 TO S99 ... 

1 841 

2 839 

6 465 

86 

17 125 

6 S' 

11 869 


1 062 

1 027 

1 490 

16 

6 121 

145 

3 676 

SI 20 OR more... 

620 

447 

511 

13 

2 78f 

8C 

1 803 


466 

805 

1 574 

135 

2 437 

521 

1 309 

MEDIAN . DOLLARS . 

91 

69 

59 

75 

73 

6] 

70 

CONTRACT RENT 








renter OCCUPIED. 

5 496 

IS 697 

58 131 

31C 

69 221 

4 77< 

54 424 

MEDIAN . DOLLARS . 

71 

46 

37 

51 

5i 

4 

2 53 

VACANT AVAILABLE FOR RENT. . 

1 473 

795 

3 385 

52 

3 75‘ 

■49 

4 4 341 

median rent asked.DOLLARS . 

69 

41 

34 

•• 

4 

I 1 36 1 49 
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State aad Small Areas 


Table 30.—Finan-cial Characteristics and Selected Equipment, for Counties: I960— Con. 

[Based on sample; see text. Median not shown where base is less than 200; plus (+) or minus (—) after number indicates median above or 

below that number] 


Clothes Washing 
Machine 
Clothes Dryer 
Home Food Freezer 
Telephone Avail. 
Automobiles Avail. 


Air Conditioning 
Television Sets 
Radio Sets 
Value 
Gross Rent 
Contract Rent 


subject 

HAMPSHIRE 

MIDDLESEX 

NANTUCKET 

NORFOLK 

PLYMOUTH 

SUFFOLK 

WORCESTER 

ALL OCCUPIED UNITS . 

27 378 

352 035 

1 201 

143 897 

73 030 

252 579 

172 704 

CLOTHES KfASHING MACHINE 








WRINGER OR spinner . 

7 757 

71 766 

215 

24 065 

IB 269 

32 566 

58 133 

automatic or semi-automatic. 

14 975 

194 465 

720 

86 752 

34 644 

97 886. 

84 235 

WASHER-DRYER COMBINATION . 

584 

6 364 

48 

2 775 

1 124 

2 764 

2 752 

NONE. 

4 062 

79 440 

218 

30 295 

18 993 

119 347 

27 584 

CLOTHES DRYER 





1 



GAS HEATED . 

474 

10 748 

• • • 

4 960 

1 007 

3 575 

2 459 

ELECTRICALLY HEATED.. . . 

3 130 

34 108 

192 

19 620 

7 224 

4 585 

19 092 

NONE. 

23 774 

307 179 

1 009 

119 307 

64 799 

244 403 

151 153 

HOME FOOD FREEZER 








1 OR MORE. 

3 634 

26 871 

97 

13 857 

6 216 

6 575 

13 964 

NONE. 

23 744 

325 164 

1 104 

130 030 

66 814 

245 988 

158 740 

TELEPHONE AVAILABLE 









24 151 

319 227 

1 153 

134 893 

64 323 

198 467 

151 188 


3 227 

32 808 

48 

9 004 

8 707 

54 112 

21 516 

AUTOMOBILES AVAILABLE 









18 126 

217 495 

626 

90 153 

44 928 

118 871 

110 659 


4 816 

56 148 

311 

31 037 

14 843 

14 741 

24 184 

3 OR MORE. 

674 

8 416 

23 

4 302 

1 690 

2 973 

3 235 

NONE. 

3 762 

70 079 

241 

18 395 

11 569 

115 998 

34 626 

AIR CONDITIONING 








ROOM UNiTf 









1 119 

16 097 

« ■ • 

7 866 

2 042 

7 984 

4 389 

2 OR MORE. 

79 

4 365 

• • • 

1 955 

462 

1 559 

1 041 

CENTRAL SYSTEM.. . . . 

58 

1 643 

• • • 

1 263 

279 

345 

715 

NONE. 

26 122 

329 93D 

1 201 

132 803 

70 247 

242 675 

166 559 

TELEVISION SETS 









22 287 

270 966 

887 

107 715 

59 902 

193 120 

143 335 

2 OR .MORE. 

1 889 

60 447 

120 

29 419 

8 452 

28 015 

17 020 

NONE. 

3 202 

20 622 

194 

6 753 

4 676 

31 428 

12 349 

RADIO SETS 









15 721 

166 820 

652 

58 131 

38 093 

142 677 

95 111 

2 OR MORE. 

10 296 

171 797 

525 

81 284 

30 868 

93 863 

69 734 

NONE. 

1 361 

13 418 

24 

4 472 

4 069 

16 023 

7 859 

VALUE 


1 






OWNER OCCUPIED . 

14 483 

167 083 

803 

92 644 

43 004 

39 182 

76 922 

LESS than SSiOOO . 

539 

2 721 

24 

979 

1 690 

2 24.9 

3 386 

S5i000 TO S7i400 . 

1 143 

6 441 

92 

2 725 

3 741 

3 308 

6 426 

STiSOO TO S9i90Q . 

2 286 

12 045 

144 

6 051 

6 978 

4 332 

12 172 

SlOiOOO TO SI2,400 . 

3 305 

21 474 

159 

13 420 

9 948 

6 027 

18 748 

S12i500 TO SI4i900 . 

2 891 

29 257 

101 

19 539 

8 493 

8 515 

16 379 

SlStOOO TO $17i400 .. . . . 

1 875 

30 613 

105 

16 767 

4 924 

6 859 

9 011 

$17i500 TO SI9i900 . 

936 

21 856 

52 

10 459 

2 670 

3 S9D 

4 307 

$20i000 TO S24i900 . 

922 

21 604 

80 

10 622 

2 490 

2 917 

3 683 

S25i000 TO S34i900 . 

439 

13 890 

26 

7 493 

1 445 

904 

1 916 

$35i000 OR MORE. 

147 

7 182 

20 

4 589 

625 

481 

894 

median . DOLLARS . 

12 500 

15 900 

12 200 

15 500 

12 300 

13 600 

12 200 

VACANT AVAILABLE FOR SALE. . 

192 

2 002 

4 

1 084 

786 

424 

810 

median PRICE ASKED . DOLLARS . 

... 

17 100 

... 

17 100 

13 300 

12 900 

12 600 

GROSS rent 








RENTER OCCUPIED . 

9 001 

140 032 

294 

40 133 

21 370 

178 716 

71 482 

LESS than .. 

20 

199 

t • • 

36 

35 

798 

176 

$20 TO ... 

160 

1 460 

f • • 

171 

258 

3 122 

1 387 

$30 TO $39 . 

391 

3 661 

4 

770 

952 

8 348 

3 418 

$40 TO $49 ... ... 

834 

6 833 

3 

1 717 

. 1 960 

14 701 

7 361 

$50 to $59 . 

1 348 

11 231 

35 

2 267 

. , 2 969 

1$ 467 

11 405 

$60 TO $69 . 

1 473 

16 043 

15 

3 649 

3 925 

22 ^27 

14 663 

$70 TO $79 .... ... 

1 533 

20 313 

. 44 

4 786 

3 ' 526 

25 882 

12 774 

$80 TO $99 . 

1 710 

39 295 

89 

9 645 

4 041. 

48 174 

12 736 

$100 TO $119. ' . 

500 

21 857 

38 

6 289 

1 511 

.22 402 

3 366 

$120 OR MORE . 

352 

15 268 

1 10 

9 278 

978 

12 OOfl 

. 1 497 

NO CASH RENT .’. 

680 

3 872 

56 

1 525 

, 1 215 

2 191 

2 699 

median . . . DOLLARS . 

70 

84 

83 

92 

70 

78 

67 

CONTRACT RENT 








RENTER OCCUPIED . . . . . . 

8 321 

136 160 

238 

38 608 

20 155 

176 525 

60 '703 

median .. doLlars . 

50 

63 

55 

72 

49 

. 60 

45 

r VACANT AVAILABLE FOR RENT . 

687 

4 359 

4 

1 265 

1 485 

9 558 

3 671 

median rent asked.. DOLLARS . 

47 

63 

... 

79 

. ' 51 

49 

42 
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Table 31. —Tenure, Vacancy Status, Condition and Plumbing Facilities, and Structural 
Characteristics of Rural-Nonfarm Housing Units, for Counties: I960 
[Some data baaed on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color, 
Vacancy Status 
Condition & Plumb. 
Water Supply 
Toilet Facilities 


Bathing Facilities 
Source of Water 
Sewage Disposal 
Rooms 

Year Struct. Built 


subject 

BARN¬ 

STABLE 

BERK¬ 

SHIRE 

BRISTOL 

DUKES 

ESSEX 

FRANK¬ 

LIN 

HAMPDEN 

HAMP¬ 

SHIRE 

MIDDLE¬ 

SEX 

NAN¬ 

TUCKET 

NORFOLK 

PLYM¬ 

OUTH 

WORCES¬ 

TER 

all housing units. 

■47 

894 

13 

711 

19 

833 

5 

276 

17 

875 

9 

913 

17 124 

10 044 

47 109 

974 

17 860 

44 831 

49 666 

tenure t COLORt AND VACANCY STATUS 




















OCCUPIED . 

17 

836 

9 

800 

16 

740 


968 

14 

093 

8 

352 

14 525 

8 289 

41 935 

211 

16 014 

27 159 

42 011 

OWNER OCCUPIED •• i ......... . 

13 

205 

7 

482 

13 

921 


523 

11 

888 

6 

340 

12 45J, 

6 730 

34 697 

172 

13 435 

22 655 

32 198 


12 

980 



13 

854 


453 

11 

876 

6 

332 

12 431 

6 722 

34 611 

172 

13 407 

22 123 

32 153 



225 

■1 



67 


70 


12 


8 

20 

8 

86 

1 t t 

28 

532 

45 

RENTER OCCUPIED. 

4 

631 


PH 

2 

819 


445 

2 

205 

2 

012 

2 074 

1 559 

7 238 

39 

2 579 

4 504 

9 813 

WHITE. 

4 

429 

2 

296 

2 

799 


418 

2 

201 

2 

008 

2 066 

1 555 

6 887 

39 

2 562 

4 286 

9 763 

NONWHITE . 


202 


22 


20 


27 


4 


4 

8 

4 

351 

... 

17 

218 

50 

VACANT . 

30 

058 

3 

911 

3 

093 

3 

308 

3 

782 

1 

561 

2 599 

1 755 

5 174 

763 

1 846 

17 672 

7 655 


5 

509 


929 

1 

145 


192 


941 


598 

794 

664 

2 565 

22 

934 

2 321 

2 501 

SOUND OR DETERIORATING . 

5 

383 


821 

1 

002 


172 


861 


514 

728 

576 

2 342 

20 

846 

2 -171 

2 217 

AVAILABLE. 

1 

850 


321 


394 


67 


402 


253 

418 

240 

1 300 

8 

453 

843 

1 165 

FOR SALE ONLY. 


541 


157 


229 


10 


277 


96 

285 

120 

919 

t - f 

322 

484 

517 

FOR RENT.. 

1 

309 


164 


165 


57 


125 


157 

133 

120 

381 

8 

131 

359 

648 

RENTED OR SOLD. AWAITING OCCUPANCY . 


225 


68 


108 


5 


141 


26 

U5 

41 

472 

5 

207 

277 

253 

held for occasional USE. 

2 

905 


230 


269 


49 


127 


87 

66 

175 

182 

5 

46 

645 

299 

HELD FOR OTHER REASONS . 


403 


202 


231 


51 


191 


148 

129 

120 

388 

2 

140 

406 

500 

DILAPIDATED. 


126 


108 


143 


20 


80 


84 

66 

88 

223 

2 

88 

150 

284 

SEASONAL . . 

24 

549 

2 

982 

1 

948 

3 

116 

2 

841 


963 

1 805 

1 091 

2 609 

741 

912 

15 351 

5 154 

CONDITION AND PLUMBING 




















ALL UNITS. 

47 

894 

13 

711 

19 

833 

5 

276 

17 

874 

9 

913 

17 124 

10 044 

47 109 

974 

17 860 

44 831 

49 653 


42 

702 

12 

042 

17 

492 

4 

565 

15 

414 

8 

221 

15 170 

7 994 

42 009 

965 

15 909 

39 120 

42 896 

WITH ALL PLUMBING FACILITIES . 

39 

825 

10 

'805 

15 

769 

3 

959 

14 

173 

7 

584 

13 972 

7 215 

39 705 

965 

15 367 

33 747 

36 785 

LACKING ONLY HOT WATER . 

1 

962 


364 


918 


309 


491 


169 

259 

188 

777 

• t - 

214 

2 217 

1 627 

LACKING OTHER PLUMBING FACILITIES. , . , 


915 


873 


805 


297 


750 


468 

939 

591 

1 527 

t t T 

328 

3 156 

4 484 

DETERIORATING. 

4 

186 

1 

381 

1 

691 


563 

1 

979 

1 

330 

1 568 

1 609 

3 901 

9 

1 400 

4 780 

5 501 

WITH ALL PLUMBING FACILITIES . 

3 

739 


931 

1 

026 


347 

1 

301 


832 

1 141 

1 089 

2 946 

4 

946 

3 107 

3 038 

LACKING ONLY HOT WATER . 


79 


126 


309 


68 


303 


125 

101 

95 

241 


114 

350 

770 

LACKING OTHER PLUMBING FACILITIES, . , . 


36 B 


324 


356 


148 


375 


373 

326 

425 

714 

5 

340 

1 323 

1 693 ; 

DILAPIDATED. 

1 

006 


288 


650 


148 


481 


362 

386 

441 

1 199 

... 

551 

931 

1 256 ; 

RENTER OCCUPIED.. 

4 

631 

2 

318 

2 

819 


445 

2 

205 

2 

012 

2 074 

1 559 

7 238 

39 

2 579 

4 504 

9 813 

SOUND.. 

3 

924 

1 

877 

2 

288 


372 

1 

698 

1 

591 

1 594 

1 048 

5 692 

35 

2 128 

3 637 

7 725 

WITH ALL PLUMBING FACILITIES . 

3 

779 

1 

759 

1 

907 


351 

1 

526 

1 

500 

1 465 

982 

5 353 

35 

2 004 

3 205 

6 351 

LACKING SOME OR ALL FACILITIES ..... 


145 


118 


381 


21 


172 


91 

129 

66 

339 

t 1 - 

124 

432 

1 374 

DETERIORATING. 


564 


370 


373 


73 


396 


324 

396 

414 

1 282 

4 

342 

733 

1 831 

WITH ALL PLUMBING FACILITIES . 


483 


313 


225 


53 


294 


223 

318 

311 

1 101 

4 

268 

463 

1 054 

lacking some or all facilities . 


81 


57 


148 


20 


102 


101 

78 

103 

181 

. * • 

74 

270 

777 

DILAPIDATED.. 


143 


71 


158 


... 


ill 


97 

84 

97 

264 

... 

109 

134 

257' 

ALL HOUSING UNITS.. . . . . 

47 

894 

13 

711 

19 

833 

5 

276 

ir 

875 

9 

913 

17 124 

10 044 

47 109 



44 B31 

49 666 

WATER SUPPLY 














■ 






HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

44 

854 

12 

080 

17 

183 

4 

439 

15 

941 

8 

745 

15 448 


43 714 

974 

16 727 

38 713 

41 336 

ONLY COLD PIPED WATER INSIDE STRUCTURE , . 

2 

721 

1 

186 

2 

273 


600 

1 

612 


804 

1 333 


2 686 




7 026 

PIPED WATER OUTSIDE STRUCTURE. 


13 


64 


47 


16 


4 


48 

35 

■ira 

61 

t • • 


^IHSI 

232 

NO PIPED WATER ..... . 


306 


361 


330 


221 


317 


316 

308 

Mb 

648 

... 



1 059 

toilet FACILITIES 




















FLUSH toilet, EXCLUSIVE USE. 

46 

857 

12 

857 

18 

973 

4 

959 

17 

156 

9 

146 

16 422 

9 331 

45 547 

974 

17 308 

41 946 

46 489 

FLUSH TOILET, SHARED . 


516 


93 


51 


36 


101 


81 

108 

54 

339 

t • • 

80 

755 

482 

OTHER TOILET FACILITIES OR NONE. ..... 


521 


761 


809 


281 


617 


686 

594 

659 

1 223 

... 

472 

2 130 

2 682 

BATHING FACILITIES 




















BATHTUB OR SHOWER, EXCLUSIVE USE ..... 

46 

472 

12 

373 

18 

452 

4 

767 

16 

580 

a 

894 

15 695 

8 839 

44 340 

969 

16 949 

40 121 

42 788 

BATHTUB OR SHOWER, SHARED. 


549 


102 


75 


40 


118 


101 

78 

62 

363 

. . . 

95 

776 

503 

NO BATHTUB OR SHOWER . 


873 

1 

236 

1 

306 


469 

1 

176 


9l8 

1 351 

1 143 

2 406 

5 

816 

3 934 

6 362 

SOURCE OF WATER 




















public system or PRIVATE COMPANY . 

29 

364 

6 

798 

10 

403 

3 

313 

14 

578 

5 

583 

11 506 

5 384 

35 638 

96 

15 425 

35 282 

28 218 ■ ‘ 

individual well . 

16 

326 

5 

562 

9 

217 

1 

927 

3 

041 

3 

489 

5 191 

3 905 

11 005 

668 

2 301 

9 195 

20 158 

OTHER. . . . ......... 

2 

187 

1 

283 


181 


37 


261 


814 

427 

735 

471 

210 

142 

318 

1 293 , 

SEWAGE DISPOSAL 




















PUBLIC SEWER • . . . 

3 

913 

2 

666 


467 


342 

1 

387 

3 

320 

4 514 

2 279 

2 961 

628 

603 

1 211 

4 723 

SEPTIC TANK OR CESSPOOL . 

41 

767 

9 

798 

18 

737 

4 

815 

15 

704 

5 

273 

11 774 

6 666 

42 877 

346 

16 884 

41 940 

41 950 

OTHER OR NONE. .4 . 

2 

197 

1 

179 


597 


120 


789 

1 

293 

836 

1 079 

1 276 

... 

381 

1 644 

2 996 , , 

ROOMS 



















'!■ 

I ROOM .... . 

1 

341 


139 


179 


183 


82 


149 

137 

129 

437 

• • • 

140 

279 

i 

622 ! 

Z. ROOMS . 

1 

516 


302 


314 


270 


317 


243 

207 

159 

621 

• • » 

200 

1 199 

1 071 

3 ROOMS . 

3 

939 


906 

1 

141 


521 


872 


621 

991 

867 

2 573 

14 

933 

3 037 

3 753 

4 ROOMS . . . . 

12 

403 

2 

174 

4 

100 


768 

2 

963 

1 

287 

3 362 

1 981 

8 208 

811 

3 052 

9 095 

9 815 

5 ROOMS. ..... . 

13 

612 

3 

295 

4 

897 


863 

4 

315 

1 

992 

4 906 

2 300 

11 320 

56 

4 170 

10 491 

11 936 

6 ROOMS .. 

6 

089 

2 

723 

4 

286 


769 

4 

080 

2 

088 

3 889 

1 904 

11 744 

30 

4 71'j 

10 071 

11 017 

7 ROOMS . 

4 

517 

1 

624 

2 

359 


645 

2 

372 

1 

505 

1 758 

1 182 

6 050 

25 

2 359 

5 321 

5 393 

8 ROOMS OR MORE . 

NEDIANI 

4 

477 

2 

548 

2 

557 

1 

257 

2 

873 

2 

028 

1 874 

1 522 

6 156 

38 

2 287 

5 338 

6 046 

ALL UNITS . 


4.8 


E1 \ 


5.4 


5.5 


5.6 


5.8 

5.3 

5.3 

5,5 

4.1 

5.6 

5.: 

5.3 ! ! 

OWNER OCCUPIED . 


5.6 


t ' r 


5.5 


6.0 


5.9 


6.2 

5,5 

5.7 

5.8 


5.E 

5.E 

5,7 f 

renter OCCUPIED. •. . •. 


4.8 

■ 

E i 


4.6 


4.6 


4.8 


5.0 

4.6 

4.7 

4.6 

... 

4.1 

4." 

4.7 ' ; 

YEAR structure BUILT 



















1 

19S5 -TO 'MARCH J.960 .. 

12 

104 

1 

922 

3 

104 

1 

354 

3 

745 


845 

4 006 

1 639 

13 125 

41 

4 59 ; 

7 70 

7 627 1 

1950 TO 1954 . 

9 

283 

1 

899 

2 

817 


145 

2 

545 


764 

3 288 

1 435 

8 282 

3C 

3 10( 

7 51 

1 7 083 1 


9 

310 

1 

329 

2 

804 


296 

1 

665 


837 

2 414 

1 144 

5 282 

797 

1 82 

5 80 

3 5 975 1 

1930 TO 1939 .. 

2 

719 

1 

100 

1 

750 


321 

1 

413 


572 

1 298 

969 

4 484 

31 

1 35 

Z 3 93 

5 4 506 1 

1929 OR EARLIER.. 

14 

478 

7 

461 

9 

358 

3 

160 

8 

506 

6 

895 

6 lie 

4 857 

15 93« 

O'; 

6 98 

b 19 87 

8 24 462 1 
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State and Small Areas 


Table 32.—Occupancy and Financiai, Characteristics and Heating Equipment of Rural-Nonfarm 

Housing Units, for Counties: 1960 

[Based on sample; see text. Median not shown where base is leas than 200; plus {+) or minus (—) after number indicates median above 

or below that number] 


Heating Equipment 
Persons 

Persons pet Room 
Year Moved into Unit 
Home Food Freezer 


Value 
Gross Rent 
Contract Rent 
Acres in the 
Place 


SUBJECT 


ALL HOUSING UNITS. 

heating equipment 

STEAM OR HOT WATER . 

WARM AIR FURNACE . 

BUILT-IN ROOM UNITS. 

OTHER MEANS WITH FLUE. 

OTHER means WITHOUT FLUE . . . . 
NONE. 


ALL OCCUPIED UNITS . . . . 
PERSONS 


1 PERSON . . . . . 

2 PERSONS. ... 

3 PERSONS. 

4 PERSONS. . . . 

5 PERSONS. . , , . 

6 PERSONS. ... 

7 PERSONS. ... 

8 PERSONS OR MORE 
MEDIAN! 

ALL OCCUPIED . 
OWNER. . . . 
RENTER . . . 


PERSONS PER ROOM 


1.00 OR LESS.. 

1.01 OR MORE.. 

YEAR MOVED INTO UNIT 

OWNER OCCUPIED.. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

RENTER OCCUPIED. 

1958 TO MARCH 1960 . 

1954 TO 1957 . 

1940 TO 1953 . 

1939 OR EARLIER. 

HOME FOOD FREEZER 


1 OR MORE 
NONE . . 


VALUE 


OWNER OCCUPIED . 

LESS THAN $5t000 . 

$5»000 TO $7t400 . 

$7t500 TO $9!900 . 

SlOiOOO TO S12i400 . 

S12t500 TO S14i900 . 

$15»000 TO S19t900 . 

SaOiOOO TO S241900 . 

S25i000 OR MORE. 

MEDIAN . 

VACANT AVAILABLE FOR SALE. . 
MEDIAN PRICE ASKED ....... 

GROSS rent 

RENTER OCCUPIED. . . 

LESS THAN S20. 

S20 TO S39 . 

S40 TO S59 . 

S60 TO S79 . 

S80 TO S99 . 

SlOO TO S119 . 

SI20 OR MORE. 

NO CASH RENT . 

MEDIAN . 


contract rent 

RENTER OCCUPIED. 

MEDIAN . 

VACANT AVAILABLE FOR RENT. . 
MEDIAN RENT ASKED. 

ACRES IN THE PLACE 

ALL VACANT UNITS . 

10 ACRES OR MORE . 

LESS THAN 10 ACRES . 

■ AVAILABLE VACANT UNITS . . . 

10 ACRES OR MORE.. 

LESS THAN 10 ACRES 



barn- 

stable 

BERK¬ 

SHIRE 

BRISTOL 

DUKES 

ESSEX 

FRANK¬ 

LIN 

HAMPDEN 

HAMP¬ 

SHIRE 

MIDDLE¬ 

SEX 

NAN¬ 

TUCKET 

NORFOLK 

PLYM¬ 

OUTH 

WORCES¬ 

TER 


47 

894 

13 

711 

19 833 

5 276 

17 

875 

9 913 

17 124 

10 044 

47 109 

974 

17 860 

44 831 

49 666 


19 

859 

6 

305 

. 9 000 

2 458 

7 

818 

3 542 

7 437 

3 733 

24 395 

68 

9 579 

15 078 

21 892 


12 

279 

2 

538 

5 085 

911 

5 

695 

3 576 

5 985 

3 481 

15 303 

21 

5 463 

12 865 

11 086 


10 

284 


950 

1 274 

300 


898 

337 

599 

296 

1 526 

72 

624 

6 043 

1 607 


4 

827 

2 

853 

4 139 

1 564 

2 

850 

Z 328 

1 889 

2 293 

4 347 

813 

1 739 

8 849 

12 305 



231 


232 

200 

43 


225 

63 

289 

IIB 

284 

• at 

165 

314 

684 

• • a • • 


414 


833 

135 

... 


388 

67 

925 

123 

1 254 

... 

290 

1 682 

2 079 


17 

836 

9 

800 

16 740 

1 968 

14 

093 





211 

16 014 

27 159 

42 011 


2 

326 


922 

1 464 

430 

1 

1 

865 

1 012 

739 

2 554 

26 

1 150 

2 729 

3 794 


5 

742 

2 

848 

4 407 

626 



2 362 

3 582 

2 009 

9 178 

64 

3 548 

7 287 

10 875 


3 

291 

1 

794 

3 454 

354 



F n 

3 UO 

1 705 

7 562 

40 

2 998 

4 855 

. 8 348 


2 

897 

1 

850 

3 220 

240 

2 

849 


r 4 

1 553 

9 258 

38 

3 452 

5 070 

8 106 


1 

897 

1 

239 

2 071 

194 

2 

025 


BSTPI 

1 155 

7 089 

23 

2 520 

3 556 

5 714 



950 


622 

1 227 

90 

1 

010 



629 

3 605 

12 

1 324 

2 028 

3 008 



460 


306 

479 

22 


443 

279 

299 

287 

1 504 

8 

596 

920 

1 149 

• • • a • 


273 


219 

418 

12 


277 

179 

310 

212 

1 185 


426 

714 

1 017 



2.8 


3.1 

3.2 

2.4 


3.3 

3.1 

3.4 

3.3 

■h 


3.6 

3.2 

3.3 



2.6 


3.2 

3.3 



3.4 

3.2 

3.4 

3.4 


^BB| 

3.7 

.3.3 

3.4 

• a a a • 


3.2 


2.8 

3.0 

2.2 


2.8 

2.8 

3.0 

3.1 

3.3 

B 

2.9 

3.0 

2.8 


16 

627 

9 

141 

15 340 

1 863 

13 

219 

7 816 

13 462 

7 532 

38 206 

203 

14 658 

24 950 

38 737 


1 

209 


659 

1 400 

105 


874 

536 

1 063 

757 

3 729 

8 

1 356 

2 209 

3 274 


13 

205 

7 

482 

13 921 

1 523 

11 

888 

6 340 

12 451 

6 730 

34 697 

172 

13 435 

22 665 

32 198 


2 

961 

1 

257 

2 350 

146 

2 

525 

983 

2 531 

1 223 

8 714 

30 

3 061 

4 647 

5 519 


3 

357 

1 

764 

3 672 

295 

3 

599 

1 262 

3 736 

1 732 

11 310 

55 

4 178 

6 187 

8 449 


4 

804 

2 

847 

5 171 

598 

3 

862 

2 348 

4 436 

2 429 

10 588 

• 65 

4 277 

7 916 

12 256 


2 

083 

1 

614 

2 728 

484 

1 

902 

1 747 

1 748 

1 346 

4 085 

22 

1 919 

3 905 

5 974 


4 

631 

2 

318 

2 619 

445 

2 

205 

2 012 

2 074 

1 559 

7 238 

39 

2 679 

4 504 

9 813 


3 

367 

1 

057 

1 211 

226 

1 

016 

782 

976 

736 

4 231 

30 

1 179 

2 440 

3 910 



658 


525 

691 

103 


494 

508 

437 

338 

1 486 

• • • 

671 

965 

2 530 



437 


528 

685 

77 


512 

517 

483 

353 

1 131 

a • • 

496 

778 

2 234 



169 


208 

232 

37 


183 

205 

178 

132 

390 

9 

233 

321 

1 139 


2 

710 

2 

482 

1 958 

135 

2 

137 

2 022 

2 855 

1 565 

6 369 


2 427 

3 443 

5 726 


15 

212 

7 

554 

14 890 

1 838 

11 

931 

6 427 

11 694 

6 777 

35 536 

Til 

13 575 

23 880 

36 275 


11 

843 

5 

518 

11 799 

1 380 

10 

565 

4 986 

10 864 

5 335 

30 822 

156 

12 012 

19 786 

26 228 



419 


402 

888 

258 


581 

489 

357 

340 

1 007 

5 

311 

1 178 

1 819 


1 

009 


706 

1 557 

233 


889 

973 

666 

495 

1 583 

36 

660 

2 179 

2 826 


1 

919 

1 

002 

2 240 

187 

1 

176 

1 065 

1 141 

881 

2 631 

17 

1 225 

3 282 

4 304 


2 

406 

1 

141 

2 596 

252 

1 

649 

965 

2 051 

1 124 

4 305 

21 

2 136 

4 055 

5 784 


1 

793 


871 

2 088 

102 

1 

512 

605 

2 018 

913 

5 972 

12 

2 594 

3 447 

4 960 


2 

252 


855 

1 691 

180 

2 

158 

568 

2 650 

991 

8 054 

31 

3 040 

3 307 

4 350 



880 


336 

403 

77 

1 

127 

197 

1 094 

379 

3 175 

18 

938 

1 193 

1 275 


1 

165 


205 

336 

91 

1 

473 

124 

887 

212 

4 095 

16 

1 108 

1 145 

910 

DOLLARS . 

12 

700 

11 

400 

11 200 

10 100 

14 

100 

9 900 

14 000 

12 100 

15 000 


14 100 

12 000 

11 800 



541 


104 

194 

8 


269 

60 

271 

102 

816 


381 

351 

410 

DOLLARS . 

13 

100 


. .. 

... 

... 

18 

300 

• •• 

15 000 

• • • 

17 200 

B 

15 700 

12 000 

12 600 


4 

631 

2 

318 

2 819 

445 

2 

205 

2 012 

2 074 

1 559 

7 238 

39 

2 579 

4 504 

9 813 



a a t 


12 

12 

t • * 


23 

19 

10 

8 

26 


17 

31 

56 



64 


124 

116 

12 


57 

187 

118 

76 

187 


68 

161 

772 



294 


444 

676 

60 


288 

613 

370 

288 

820 


407 

726 

2 957 



936 


622 

777 

123 


536 

491 

559 

421 

1 683 


631 

1 099 

2 867 


1 

483 


342 

558 

86 


335 

193 

386 

280 

1 730 

22 

494 

891 

1 175 



936 


250 

148 

16 


235 

71 

198 

104 

982 

4 

342 

548 

419 



507 


134 

115 

13 


269 

40 

166 

151 

1 027 

4 

316 

425 

302 



411 


390 

417 

135 


462 

398 

267 

231 

783 

9 

304 

623 

1 265 

DOLLARS . 


94 


71 

71 

75 


79 

60 

75 

74 

86 

a a a 

81 

79 

63 


4 

220 

1 

928 

2 402 

310 

1 

743 

1 614 

1 807 

1 328 

6 455 

30 

2 275 

3 881 

8 548 

DOLLARS . 


75 


47 

49 

51 


57 

37 

49 

50 

68 


58 

55 

39 


1 

309 


147 

169 

52 


129 

141 

113 

95 

356 


118 

, 398 

581 

DOLLARS . 


70 


•• • 

••• 

• a . 


... 

tta 

••• 

a • a 

70 

B 

a a a 

55 

42 


30 

058 

3 

911 

3 093 

3 306 

3 

781 

1 561 

2 599 

1 755 

5 174 

763 

1 846 

17 672 

7 642 

1 I - 1 


40 


945 

168 

4 


180 

465 

248 

368 

282 

a a a 

112 

104 

850 


30 

018 

2 

966 

2 925 

3 304 

3 

601 

1 096 

2 351 

1 387 

4 892 

763 

1 734 

17 568 

6 792 


1 

850 


329 

412 

60 


425 

253 

410 

215 



535 

760 

1 136 

. .. 


1 r “ 


64 

40 

• f * 


21 

45 

IE 

IE 

■B 


32 

8 

96 


1 

850 


265 

372 

60 


404 

208 

392 

197 


HHZ 

503 

752 

1 040 
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Table 33. —Tenure, Condition and Plumbing Facilities, and Structural Characteristics of 
Occupied Rural-Farm Housing Units, for Counties: i960 

[Baaed on sample; see text. Median not shown where base is leas than 200] 


Tenure by Color 
Condition and 
Plumbing 
Water Supply 
Toilet Fac. 
Bathing Fac, 


Rooms 

Year Struct. Built 
Heating Equipment 
Source of Water 
Sewage Disposal 
Home Food Freezer 


subject 


BARN- BERK- BRISTOL DUKES ESSEX FRANKLIN HAMPDEN HAMP- MIDDLE- NORFOLK PLYMOUTH WORCES- 

STABLE SHIRE SHIRE SEX TER 


tenure and color 

ALL OCCUPIED UNITS .... . 

OWNER OCCUPIED.-. 

WHITE. 

nonwhite . 

RENTER OCCUPIED. 

WHITE. 

NONWHITE.. . . . . 

CONDITION AND PLUMBING 

ALL OCCUPIED UNITS . 

SOUND. 

WITH ALL PLUMBING FACILITIES ...... 

LACKING ONLY HOT WATER ......... 

LACKING OTHER PLUMBING FACILITIES. . . . 

deteriorating. 

WITH ALL PLUMBING FACILITIES . 

LACKING ONLY HOT WATER . 

LACKING OTHER PLUMBING FACILITIES. . . . 
dilapidated. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . . . . . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES ...... 

LACKING SOME OR ALL FACILITIES . 

dilapidated. 


ALL OCCUPIED UNITS ........ 

water SUPPLY 

HOT AND COLD PIPED WATER INSIDE STRUCTURE 
ONLY COLD PIPED WATER INSIDE STRUCTURE . 
PIPED WATER OUTSIDE STRUCTURE. ..... 
NO PIPED WATER . 

TOILET facilities 

flush TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE .... 

BATHTUB OR SHOWER. SHARED.. 

NO bathtub or SHOWER. «... 

ROOMS 

1 ROOM ..... . 

2 ROOMS. ... . 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. 

6 ROOMS. 

T ROOMS. 

8 ROOMS OR MORE. • 

MEDIAN. 

ALL OCCUPIED . 

OWNER. 

RENTER . 

YEAR STRUCTURE BUILT 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 

HEATING EQUIPMENT 

STEAM OR HOT WATER . 

WARM AIR furnace . 

BUILT-IN ROOM UNITS. 

OTHER means WITH FLUE. 

OTHER means WITHOUT FLUE . 

NONE. 

SOURCE OF WATER 

PUBLIC SYSTEM OR PRIVATE COMPANY . . . . 

INDIVIDUAL WELL... . . . . 

OTHER. 

SEWAGE DISPOSAL 

PUBLIC SEWER . 

SEPTIC TANK OR CESSPOOL. 

OTHER OR NONE. 

home FOOD freezer 

1 OR MORE.. 

NONE. 
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State and Small Areas 


Table 34. —Occupancy Characteristics and Rent Status of Occupied Rural-Farm Housing 

Units, for Counties: 1960 

[Baaed on sample; see text. Median not shown where base is less than 200] 


Persons Year Moved into Unit 

Persons per Room Rent Status 


subject 

BARN¬ 

STABLE 

BERK¬ 

SHIRE 

BRISTOL 

DUKES 

ESSEX 

FRANKLIN 

HAMPDEN 

HAMP¬ 

SHIRE 

MIDDLE¬ 

SEX 

NORFOLK 

PLYMOUTH 

WORCES¬ 

TER 

ALL occupied UNITS . 

190 

746 

1 020 

64 

560 

976 

658 

873 

1 087 

872 

902 

2 03! 

PERSONS 





bb 






i 


1 PERSON . 

26 

37 

66 


36 

64 

69 

50 

72 

51 

80 


2 PERSONS. 


210 

242 



252 

177 

240 

296 

230 

280 


3 PERSONS. 


122 

258 



200 

117 

207 

240 

186 

172 


4 PERSONS. 


118 

168 



163 

139 

136 

162 

167 

140 

311 

5 PERSONS. 


145 

154 

17 


150 

92 

102 

139 

114 

99 


6 PERSONS. 

17 

65 

82 

• t • 


56 

32 

42 

99 

71 

57 


7 PERSONS. 


19 

22 

5 


52 

16 

31 

27 

29 

28 


8 PERSONS OR more. 


30 

28 


12 

39 

16 

65 

52 

24 

46 

ii: 

MEDIANI 













ALL OCCUPIED . 


3.5 

3.3 



3.4 

3.2 

3.2 

3.2 

3.3 

3.0 


OWNER. .. 


3.5 

3.3 



3.3 

3.3 

3. 1 

3.2 

3.3 

2.9 


RENTER . 




n 

■b 

... 

... 

... 

... 

... 

... 


PERSONS PER ROOM 













I.00 OR LESS . 

186 

711 

963 

64 

533 

925 

626 

816 

1 033 

829 

845 

1 88: 

1.01 OR MORE . 

4 

35 

57 

... 

27 

51 

32 

57 

54 

43 

57 

14f 

YEAR MOVED INTO UNIT 













OWNER OCCUPIED . 

178 

600 

879 

56 

492 

846 

607 

779 

974 

795 

785 

1 77< 

1958 TO MARCH 1960 . 

8 

48 

83 

13 

44 

64 

48 

52 

56 

177 

69 

ii: 

1954 TO 1957 . 

28 

71 

120 

13 

80 

88 

75 

92 

137 

194 

113 

26! 

1940 TO 1953 ... 

79 

232 

295 

21 

213 

269 

201 

253 

329 

266 

319 

62: 

1939 OR EARLIER. 

63 

249 

381 

9 

155 

425 

283 

382 

452 

158 

284 

77< 

RENTER OCCUPIED . 

12 

146 

141 

8 

68 

130 

51 

94 

113 

77 

117 

25< 

1958 TO MARCH 1960 . 


53 

24 

. • • 

25 

20 


22 

28 

25 

31 

4f 

1954 TO 1957 . 


35 

46 

» t • 

10 

27 


24 

33 

19 

28 

71 

1940 TO 1953 . 


25 

37 

8 

21 

40 


20 

18 

15 

46 

6 t 

1939 OR earlier . 


33 

34 


12 

43 

28 

28 

34 

18 

12 

6 ! 

RENT STATUS 

■ 



B 









RENTER OCCUPIED . 


146 

141 


68 

130 

51 

94 

113 

77 

117 

2 B< 

RENT PAID . 


30 

32 


8 

4 

8 

17 

7 

13 

17 

3t 

NO CASH RENT ... . 

_iij 

116 

109 

8 | 

60 

126 

43 

77 

106 

64 

100 

22i 


Table 35. —Source of Water and Sewage Disposal, for Counties: I960 

[Based on sample; see text] 


COUNTY 

ALL 

HOUSING 

UNITS 

TOTAL^ 

SOURCE OF WATER 

SEWAGE DISPOSAL 

PUBLIC 

SYSTEM 

OR 

PRIVATE 

COMPANY 

INDIVIDUAL 

WELL 

OTHER 

PUBLIC 

sewer 

SEPTIC 

TANK 

OR 

CESSPOOL 

OTHER 

OR 

NONE 

THE STATE.-. 

1 690 998 

940 361 

822 305 

107 937 

10 119 

466 975 

452 499 

20 88' 

BARNSTABLE.. . . . . 

54 703 

54 703 

35 925 

16 586 

2 192 

4 610 

47 836 

2 25: 

BERKSHIRE . 

48 690 

30 221 

22 428 

6 234 

1 559 

17 094 

11 604 

1 52: 

BRISTOL . 

133 675 

62 582 

51 056 

11 158 

368 

22 013 

39 345 

1 221. 

DUKES . 

5 340 

5 340 

3 334 

1 969 

37 

352 

4 863 

12! 

ESSEX . 

190 231 

133 252 

127 634 

5 074 

544 

83 815 

47 049 

2 381 

FRANKLIN. 

19 186 

19 186 

14 069 

4 154 

963 

11 567 

6 018 

1 60 

HAMPDEN . 

138 904 

61 551 

54 375 

6 597 

579 

42 087 

18 288 

1 17« 

HAMPSHIRE . 

30 308 

30 308 

25 043 

4 406 

859 

19 956 

8 954 

1 39! 

MIDDLESEX . 

366 946 

209 107 

194 548 

13 857 

702 

.125 565 

81 502 

2 04C 

NANTUCKET . 

2 817 

2 817 

1 919 

688 

210 

2 412 

401 

t 

NORFOLK . 

149 789 

102 784 

99 354 

3 207 

223 

41 128 

60 620 

1 03! 

PLYMOUTH. 

95 684 

71 594 

61 495 


363 

8 152 

61 374 

2 06! 

SUFFOLK.. . 

268 600 

29 797 

29 675 


■ 15 

29.256 

495 

4! 

WORCESTER ................ 

186 125 

127 119 

101 450 


1 505 

58 968 

64 148 

4 oo: 


^ excludes units in places of 50*000 INHABITANTS OR MORE I SEE TEXT. 

























































































































Massachusetts 


23^107 


Table 36. —Characteristics of Housing Units With Nonwhite Household Heads, for 
SMSA’s AND Places With 100 to 400 Such Units; 1960 

[Data shown for places of 2,600 inhabitants or more. “U” denotes an unincorporated place. “UT" denotes an urban town] 


Tenure 

Condition and 
Plumbing 


Rooms 

Persons 

Persons per Room 


SMSA'S 


PUCES 


SU8JECT 



FALL RIVER 

FITCHBURQ- 

LEOMINSTER 

LAWRENCE- 

HAVERHILL 

LOWELL 

PITTSFIELD 

BROCKTON 

BROOKLINE 

(UT) 

CHICOPEE 

EVERETT 

FALL RIVER 

ALL OCCUPIED UNITS .... 



191 

305 

243 

176 

266 

340 

135 

101 

209 

168 

TENURE 













OWNER OCCUPIED . 



43 

27 

65 

56 

98 

104 

44 

10 

121 

26 

RENTER OCCUPIED. 

• 

• 

148 

278 

178 

120 

168 

236 


91 

88 

142 

CONDITION AND PLUMBING 













SOUND. 



116 

70 

130 

124 

128 

241 


99 

159 

95 

WITH ALL PLUMBING FACILITIES . 




61 

112 

91 

119 

187 


99 

156 


LACKING SOME OR ALL FACILITIES 




9 

18 

33 

9 

54 


a • a 

3 


DETERIORATING. 




223 

88 

41 

83 

81 


2 

31 


WITH ALL PLUMBING FACILITIES . 



16 

213 

67 

22 

77 

60 


2 

28 


LACKING SOME OR ALL FACILITIES 



28 

10 

21 

19 

6 

21 



3 


DILAPIDATED. 



31 

12 

25 

11 

55 

18 



19 


ROOMS 













1 ROOM . 



10 

t t a 

6 

14 

6 

9 

24 


2 

10 

2 ROOMS. 




14 

10 

13 

3 

5 



3 

3 

3 ROOMS. 




102 

24 

15 

26 

26 


19 

31 

4 ROOMS. 




128 

64 

39 

51 

108 


42 

42 


5 ROOMS. 




40 

57 

44 

51 

110 


37 

43 


6 ROOMS. 




16 

47 

27 

76 

47 


3 

43 


7 ROOMS. 




1 

23 

12 

28 

22 

21 

• • a 

33 


8 ROOMS OR MORE. 




4 

12 

12 

25 

13 

18 

1 

24 


MEDIAN . 




3.8 

4.B 

4.7 

5.4 

4.7 

4.9 

4.3 

5.4 


PERSONS 













1 PERSON . 



52 

7 

65 

41 

43 

55 

34 

2 

37 

49 

2 PERSONS. 



37 

71 

52 

36 

67 

77 

26 

21 

73 

34 

3 PERSONS. 



29 

68 

30 

28 

46 

48 

16 

18 

35 


4 PERSONS. 



29 

78 

34 

21 

27 

62 

22 

26 

21 

23 

5 PERSONS. ........... 



17 

42 

23 

16 

31 

46 

16 

18 

18 

15 

6 PERSONS OR MORE. 



27 

39 

39 

34 

52 

52 

21 

16 

25 

23 

MEDIAN . 



2.7 

3.6 

2.7 

2.9 

3.0 

3.3 

3.0 

3.9 

2.4 


PERSONS PER ROOM 













0.50 OR LESS . 



83 

26 

12D 

66 

115 

128 

50 

14 

123 


0.51 TO 0.75 . 



31 

86 

33 

34 

52 

65 

23 

24 

32 


0.76 TO 1.00 . 


• 

51 

110 

52 

41 

58 

88 

45 

41 

37 


1.01 TO 1.50. 


a 

20 

69 

26 

29 

31 

46 

11 

17 

15 

1.51 OR MORE . 


• 

6 

14 

12 

6 

10 

13 

6 

5 






PLACES—CON. 


SUBJECT 

HOLYOKE 

LAWRENCE 

LOWELL 

LYNN 

ALL OCCUPIED UNITS .... 



148 

101 

136 

395 

TENURE 







OWNER OCCUPIED . 



14 

5 

22 

123 

RENTER OCCUPIED.. . 

• 

• 

134 

96 

114 

272 

CONDITION AND PLUMBING 







SOUND. 



78 

48 

87 

247 

WITH ALL PLUMBING FACILITIES . 



68 

36 

55 

231 

LACKING SOME OR ALL FACILITIES 



10 

12 

32 

16 

DETERIORATING. 



69 

44 

40 

85 

WITH ALL PLUMBING FACILITIES . 



48 

28 

21 

77 

LACKING SOME OR ALL FACILITIES 



21 

16 

19 

8 

DILAPIDATED. 



1 

9 


63 

ROOMS 







1 ROOM . 



2 

4 


7 

2 ROOMS. 



2 

2 


7 

3 ROOMS. 



12 

8 


21 

4 ROOMS. 



55 

32 


123 

5 ROOMS. 



55 

32 


129 

6 ROOMS. 



17 

20 


57 

T ROOMS. 



2 

2 


23 

8 ROOMS OR MORE. 



3 

1 


28 

MEDIAN . 



4.6 

4.6 


4.8 

PERSONS 







1-PERSON.. . . . . 



21 

28 

36 

62 

2 PERSONS. 



• 30 

18 

28 

68 

3 PERSONS. 



28 

13 

19 

79 

4 PERSONS. 



23 

10 

16 

58 

5 PERSONS. .... . 



20 

7 

9 

47 

6 -PERSONS OR MORE. . .. 



26 

25 

28 

81 

MEDIAN. 



3.3 

2.8 

2.7 

3.4 

PERSONS PER ROOM 







OR LESS. 



49 

43 

50 

137 

O.'Sl TO ... . . . . 



26 

12 

19 

82 

0.76 TO 1.00 . 



41 

24 

36 

103 

1^01 TO 1.50 . 



19 

15 

25 

58 

1.51 OR MORE .’. 



13 

7 

6 

15 


MALOEN 

MEDFORD 

NEWTON 

»ittsfield 

SOMERVILLE 

226 

304 

163 

246 

130 

95 

202 

96 

82 

61 

131 

102 

67 

164 

69 

123 

270 

119 

112 

106 

120 

269 

116 

105 

103 

3 

1 

3 

7 

3 

76 

31 

39 

82 

24 

73 

31 

29 

76 

21 

3 

t t t 

10 

6 

3 

27 

3 

5 

52 

a a a 

2 

1 

6 

6 

2 

3 

t T t 

2 

3 

5 

23 

9 

7 

21 

10 

50 

35 

24 

49 

37 

69 

60 

34 

47 

23 

43 

92 

32 

71 

28 

18 

49 

24 

25 

15 

18 

58 

34 

24 

10 

5.0 

6.0 

5.8 

5.4 

5.0 

29 

28 

14 

40 

19 

55 

73 

28 

60 

36 

41 

62 

36 

43 

29 

40 

58 

28 

22 

15 

28 

39 

28 

29 

13 

33 

4'( 

29 

52 18 

3.2 

3.3 

3.6 

3.C 

2.8 

93 

147 

5? 

10« 

56 

49 

75 


4( 

36 

57 

6: 

3' 

51 

30 

2C 

le 

1! 

3 

0 6 

7 



)\ 1 

0 2 


129 


37 

92 


58 

50 

8 

43 

23 

20 

28 


7 
3 

13 

55 

37 

20 

8 
6 

4.7 


23 

28 

23 

10 

19 

26 

3.1 


41 

32 

34 

17 

S 
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State and Small Areas 


Table 37. —Characteristics of Housing Units With Nonwhite Household Heads, for 
SMSA’s AND Places With 400 to 2,000 Such Units; 1960 

[Data shown for places of 2,500 inhabitants or more. Some data based on sample; see text. “U” denotes an unincorporated place. “UT" 

denotes an urban town] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Year Struct. Built 
Persons 

Persons pet Room 

Value 

Gross Rent 


SUBJECT 

SMSA'S 

PLAOES 

BROCKTON 

NEW BEDFORD 

WORCESTER 

NEW BEDFORD 

WORCESTER 

ALL OCCUPIED UNITS . 

515 

1 106 

702 

915 

644 

TENURE 






OWNER OCCUPIED . 

252 

399 

176 

248 

135 

RENTER OCCUPIED. 

263 

707 

526 

667 

509 

CONDITION AND PLUMBING 






SOUND. . . .. 

345 


292 

607 

242 

WITH ALL PLUMBING FACILITIES . 

271 


246 

501 

205 

LACKING SOME OR ALL FACILITIES . 

74 


46 

106 

37 

DETERIORATING. 

96 


260 

243 

248 

with all plumbing FACILITIES . 

63 

109 

212 

93 

204 

LACKING SOME OR ALL FACILITIES . 

33 

160 

48 

150 

44 

DILAPIDATED. 

20 

95 

140 

95 

140 

WATER SUPPLY 






HOT AND COLD PIPED WATER INSIDE STRUCTURE. 

358 

770 

574 

641 

520 

ONLY COLD PIPED WATER INSIDE STRUCTURE .'. 

103 

350 

114 

304 

no 

PIPED WATER OUTSIDE STRUCTURE. 

• • • 

• # • 

• • • 

• • • 

• • # 

NO PIPED WATER . 

... 

4 

4 

... 

... 

TOILET FACILITIES 






FLUSH TOILET, EXCLUSIVE USE. 

446 

1 071 

659 

917 

606 

FLUSH TOILET, SHARED . 

8 

28 

29 

28 

24 

OTHER TOILET FACILITIES OR NONE . 

7 

25 

4 

... 


BATHING FACILITIES 






bathtub dr shower, exclusive use . 

442 

943 

635 

789 

586 

BATHTUB OR SHOWER, SHARED. 

a 

19 

29 

19 

24 

NO BATHTUB OR SHOWER . 

11 

162 

28 

137 

20 

ROOMS 






1 ROOM . 

• • • 

11 

20 

11 

16 

2 ROOMS . 

• • • 

• • • 

11 

• « t 

B 

3 ROOMS . 

48 

74 

40 

69 

35 

4 ROOMS . 

120 

296 

98 

265 

92 

5 ROOMS . 

152 

307 

276 

239 

260 

6 ROOMS .. 

67 

235 

167 

179 

147 

7 ROOMS . 

32 

108 

55 

93 

51 

8 ROOMS OR MORE . 

42 

93 

25 

89 

21 

UNITS IN STRUCTURE 






1, INCL. TRAILER . 

245 

466 

122 

286 

76 


95 

273 

124 

273 

119 

3 AND 4. 

82 

301 

322 

301 

317 

5 OR MORE. 

43 

98 

133 

98 

133 

YEAR STRUCTURE BUILT 






1955 TO MARCH 1960 . 

16 

26 

16 

12 

4 

1950 TO 1954 . 

15 

84 

36 

65 

28 

1940 TO 1949 . 

35 

108 

12 

75 

4 

1939 OR EARLIER. 

395 

906 

628 

793 

594 

PERSONS 






1 PERSON . 

67 

158 

126 

142 

115 

2 PERSONS. 

91 

222 

178 

191 

165 

3 PERSONS. 

71 

205 

127 

176 

115 

4 PERSONS. . . . 

114 

182 

104 

150 

97 

5 PERSONS.. 

37 

132 

57 

113 

42 

6 PERSONS. 

45 

86 

52 

70 

48 

7 PERSONS. 

16 

59 

28 

44 

28 

8 PERSONS OR MORE.. 

20 

80 

20 

59 

20 

PERSONS PER ROOM 






0.50 OR LESS . 

173 

436 

319 

379 

296 

0.51 TO 0.75 . 

109 

247 

130 

218 

117 

0.76 TO 1.00 . 

108 

271 

164 

230 

141 

1.01 TO 1.50. 

51 

127 

68 

87 

65 

1.51 OR MORE . 

20 

43 

11 

31 

11 

VALUE 






OWNER OCCUPIED . 

172 

317 

88 

185 

52 

LESS THAN S5,000 . 

37 

58 

19 

27 

19 

S5,000 TO $9,900 .... . 

76 

190 

27 

120 

11 

$10,000 TO $14,900 . 

43 

45 

34 

31 

22 

$15,000 TO $19,900 . 

12 

24 

8 

7 

• • • 

$20,000 TO $24,900 . 

4 

ft* 

• • • 


• 9 • 

$25,000 OR MORE. 

... 

... 

... 

... 

... 

GROSS RENT 






RENTER OCCUPIED. 

234 

683 

527 

648 

508 

LESS THAN $20. 

• • • 

8 

• • f 

8 

• 9 • 

$20 TO $29 . 

• • • 

39 

4 

39 

4 

$30 TO $39 . 

12 

99 

20 

,99 

20 

$40 TO $49 . 

16 

107 

41 

107 

41 

$50 TO $59... 

46 

107 

86 

99 

86 

$60 TO $79 . 

128 

244 

208 

240 

205 

$80 TO $99 ... . 

28 

57 

126 

48 

123 

$100 OR more . 

4 

8 

30 

8 

21 

NO CASH RENT . 

... 

14 

12 

• • • 

8 
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Table 38.—Characteristics op Housing Units With Nonwhite Household Heads, for 
SMS As AND Places With 2,000 or More Such Units; 1960 
[Some data based on sample; see text. “U” denotes an unincorporated place. "UT” denotes an urban town] 


Tenure 

Condition' Sc Plumb. 
Water Sni^pir 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units in Structure 
Trailer 

Year Structure 
Built 
Persons 

Persons per Room 


SMSA'S 


PLACES 


SUBJECT 


ALL OCCUPIED UNITS 
TENURE 


OWNER OCCUPIED . 

RENTER OCCUPIED. 

CONDITION AND PLUMBING 

OWNER OCCUPIED . 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

lacking some or all FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 

RENTER OCCUPIED. 

SOUND. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DETERIORATING. 

WITH ALL PLUMBING FACILITIES . 

LACKING SOME OR ALL FACILITIES . 

DILAPIDATED. 


WATER SUPPLY 

HOT and COLD PIPED WATER INSIDE STRUCTURE. 
only COLD PIPED WATER INSIDE STRUCTURE , , 

PIPED WATER OUTSIDE STRUCTURE. 

ND PIPED WATER . 

TOILET FACILITIES 

FLUSH TOILET. EXCLUSIVE USE. 

FLUSH TOILET. SHARED . 

OTHER TOILET FACILITIES OR NONE. 

BATHING FACILITIES 

BATHTUB OR SHOWER. EXCLUSIVE USE .... . 
BATHTUB OR SHOWER. SHARED. 

NO bathtub or shower . 

ROOMS 

1 ROOM... 

2 ROOMS.. . . 

3 ROOMS. 

4 ROOMS. 

5 ROOMS. . . ........... 

6 ROOMS. 

7 ROOMS. 

a ROOMS OR MORE. 

MEDIAN . 


UNITS IN STRUCTURE 


1. DETACHED 
1. ATTACHED 

2 . 

3 AND 4. . 

5 TO 9 . . 
10 OR MORE 

trailer. . 


YEAR STRUCTURE BUILT 

all UNITS. 

1959 TO MARCH 1960 . 

1955 TO 1958 . 

1950 TO 1954 . 

1940 TO 1949 . 

1930 TO 1939 . 

1929 OR EARLIER. 

OWNER OCCUPIED . 

1955 TO MARCH 1960 . 

1950 TO 1954 . 

1940 TO 1949 . 

1939 OR EARLIER. 


PERSONS 

1 PERSON . 

2 PERSONS. 

3 PERSONS. 

4 PERSONS. 

5 PERSONS. 

6 PERSONS. 

7 PERSONS. 

8 PERSONS OR MORE. . . . 

MEDIAN . 


PERSONS PER ROOM 


0.50 OR LESS 
0.51 TO 0.75 
0.76 TO 1.00 
1.01 TO 1.50 
1.51 OR MORE 


BOSTON 

PROVIDENCE- 

PAWTUCKET 

SPRINGFIELD- 

CHICOPEE-HOLYOKE 

BOSTON 

CAMBRIDGE 

SPRINGFIELD 

26 3S6 

4 250 

3 B22 

21 616 

2 028 

3 481 

5 465 

921 

1 153 

3 397 

581 

1 087 

20 921 

3 329 

2 669 

18 219 

1 447 

2 394 

5 550 

882 

1 139 

3 453 

589 

1 075 

3 971 

615 

703 

2 212 

498 

664 

3 870 

5B4 

699 

2 147 

485 

660 

101 

31 

4 

65 

13 

4 

1 366 

220 

364 

1 090 

76 

346 

1 202 

165 

356 

966 

76 

342 

164 

55 

B 

124 


4 

213 

47 

72 

151 

15 

65 

20 593 

3 251 

2 629 

16 008 

1 434 

2 416 

10 870 

1 726 

901 

9 113 

1 029 

758 

9 796 

1 419 

B44 

8 111 

989 

714 

1 074 

307 

57 

1 002 

40 

44 

7 4B6 

856 

1 313 

6 946 

315 

1 247 


535 

1 015 

5 154 

294 

974 


321 

298 

1 792 

21 

273 


669 

415 

1 949 

90 

411 

24 6aa 

3 092 

3 464 

20 162 

2 006 

3 229 

1 434 

1 015 

304 

1 299 

17 

262 

4 

10 

« • • 

• • « 

9 • • 

• t • 

17 

16 

• • 1 

... 

... 

... 

23 864 

3 941 

3 526 

19 300 

1 966 

3 266 

2 223 

149 

234 

2 150 

57 

217 

56 

43 

a 

11 

... 

8 

23 523 

3 676 

3 473 

19 037 

1 951 

3 230 

2 251 

107 

228 

2 178 

57 

220 

369 

35D 

67 

246 

15 

41 

1 555 

79 

127 

1 466 

46 

119 

1 346 

BB 

82 

1 266 

39 

74 

3 546 

343 

267 

3 132 

240 

240 

5 907 

1 296 

693 

4 968 

446 

598 

6 574 

1 139 

1 492 

5 285 

662 

1 396 

4 162 

734 

519 

3 232 

315 

496 

1 576 

19D 

250 

1 060 

177 

242 

1 477 

244 

338 

1 052 

98 

326 

4.6 

4.7 

5.0 

4.5 

4.9 

5.0 

2 761 

850 

820 

1 191 

123 

777 

1 740 

255 

128 

1 523 

83 

78 

3 045 

922 

1 093 

1 7?6 

701 

1 065 

10 682 

1 327 

947 

9 596 

726 

896 

4 243 

385 

540 

3 945 

173 

483 

3 584 

385 

233 

3 359 

169 

202 

4 

t . • 

9 

... 


• • t 

26 143 

4 133 

3 768 

21 461 

2 023 

3 491 

40 

15 

33 

8 

• • • 

B 

341 

56 

38 

76 

63 

20 

1 331 

167 

92 

1 067 

66 

40 

945 

344 

123 

698 

66 

105 

1 149 

204 

170 

867 

114 

161 

22 317 

3 345 

3 312 

18 745 

1 714 

3 157 

5 550 

882 

1 139 

3 453 

589 

1 075 

172 

38 

32 

5 

3 

20 

163 

24 

20 

20 

• • • 

16 

143 

50 

67 

15 

• t « 

56 

5 072 

770 

1 020 

3 413 

586 

9B3 

6 313 

741 

527 

5 651 

399 

489 

6 165 

844 

791 

5 C46 

535 

756 

4 426 

724 

633 

3 558 

39* 

564 

3 487 

638 

600 

2 728 

279 

548 

2 550 

355 


1 972 

203 

369 

1 388 

310 


1 052 

9C 

317 

767 

183 


598 

57 

170 

1 047 

338 


856 

6« 

278 

2.6 

‘ 3.2 


2.5 

2.7 

3.4 

11 155 

1 577 

1 272 

9 207 

92- 

1 194 

5 294 

896 

785 

4 18< 

46 

733 

6 312 

900 

1 040 

5 227 

46 

4 950 

2 372 

494 

470 

1 972 

14 

4 424 

1 010 

266 

201 

87t 

3 

2 190 


I 


































































































23-110 


State and Small Areas 


Table 39. —Financial Characteristics of Housing Units With Nonwhite Household Heads, 
FOR SMSA’s AND Places With 2,000 or More Such Units: I960 

[Based on sample; see text. “U” denotes an unincorporated place. “UT” denotes an urban town. Minus (—) after number indicates 

median below that number] 


Value 
Gross Rent 


SUBJECT 

SMSA'S 

PLACES 

BOSTON 

providence- 

PAWTUCKET 

SPRINQFIELD- 

CHICOPEE-HOLYOKE 

BOSTON 

CAMBRIDQE 

SPRINGFIELD 

ALL OCCUPIED UNITS . 

26 386 

4 250 

3 822 

21 616 

2 028 

3 481 

VALUE 







OWNER OCCUPIED . 

2 878 

594 

673 

1 473 

221 

623 

LESS THAN SSiOOO . 

359 

81 

47 

299 

9 

43 

$5)000 TO $7)400 . 

509 

150 

144 

350 

18 

137 

$7)500 TO $9)900 . 

555 

160 

192 

2S0 

7l 

184 

$10)000 TO $12)400 . 

522 

99 

207 

245 

46 

192 

$12)500 TO $14)900 . 

362 

55 

55 

157 

31 

47 

$15)000 TO $17)400 . 

291 

20 

B 

no 

20 

8 

$17)500 TO $19)900 . 

126 

25 

4 

12 

15 

• • • 

$20)000 TO $24)900 . 

89 

• • • 

S 

13 

3 

8 

$25)000 TO $34)900 . 

41 

• • • 

S 

7 

6 

4 

$35)000 OR MORE. . ...... 

24 

4 

... 

... 

... 


MEDIAN . DOLLARS . 

10 100 

8 500 

9 400 

8 300 

10 700 

9 300 

QROSS RENT 







RENTER OCCUPIED... . . 

20 593 

3 251 

2 629 

18 008 

1 434 

2 416 

LESS THAN $20. 

67 

17 

t • • 

67 

• • • 

• • • 

$20 TO . .. > . 

370 

I4l 

26 

362 

• • • 

14 

$30 TO $39 . 

925 

462 

52 

813 

76 

52 

$40 TO ... . > . . 

2 leo 

580 

153 

1 934 

140 

U9 

$50 TO ... . 

2 796 

609 

294 

2 499 

135 

268 

$60 TO $69 . 

3 408 

610 

518 

2 961 

243 

506 

$70 TO $79 . 

3 428 

458 

488 

2 934 

320 

427 

$e 0 TO $99 . 

5 oil 

267 

671 

4 503 

289 

639 

$100 TO $119 . 

1 507 

59 

251 

1 293 

136 

229 

$120 TO $149 . 

437 

14 

114 

353 

34 

108 

$150 TO $199 . 

128 

• • t 

20 

52 

39 

20 

$200 OR MORE . 

• t • 

« • • 

• • • 

• • f 

• • • 

fl • « 

NO CASH RENT .. • • • 

336 

34 

42 

237 

22 

34 

MEDIAN . DOLLARS . 

71 

57 

75 

71 

74 

75 


Table 40. —Characteristics of Housing Units With Household Heads of Puerto Rican Birth 
or Parentage, for SMSA’s With 400 to 2,000 Such Units; I960 

[Data shown for places of 2,600 inhabitants or more. Based on sample; see text “U” denotes an unincorporated place. 

“UT” denotes an urban town] 


Tenure 

Condition & Plumb. 
Water Supply 
Toilet Facilities 
Bathing Facilities 
Rooms 


Units In Structure 
Year Struct. Built 
Persons 

Persons pet Room 

Value 

Gross Rent 


SUBJECT 

BOSTON 

SUBJECT 

BOSTON 

SUBJECT 

BOSTON 

ALL OCCUPIED UNITS. 

501 

ROOMS 


PERSONS PER ROOM 


TENURE 


1 ROOM . 

33 

0.50 OR LESS . 

103 



2 ROOMS. 

35 

0.51 TO 0.75 . 

63 

OWNER OCCUPIED. 

77 

3 ROOMS. . . 

111 

0.76 TO 1.00 . . . . 

193 

renter occur I ED. 

424 

4 ROOMS. 

96 

1.01 TO 1.50 . 

77 



5 ROOMS. 

121 

1.51 OR MORE . 

65 

CONDITION AND PLUMBING 


6 ROOMS... 

61 





7 ROOMS. 

20 



SOUND . 

306 

8 ROOMS OR MORE. 

24 

VALUE 


WITH ALL PLUMBING FACILITIES. 

269 





LACKING SOME OR ALL FACILITIES. . . . 

37 

UNITS IN STRUCTURE 


OWNER OCCUPIED. 

58 

DETERIORATING . 

159 



LESS THAN $5,000 . 

• • • 

WITH ALU PLUMBING FACILITIES. 

111 

1, INCL. TRAILER . 

87 

15,000 TO *9,900 . 

12 

LACKING SOME OR ALL FACILITIES. . . . 

48 


59 

*10,000 TO »i4',900 . 

13 

DILAPIDATED . 

36 

3 AND 4. 

166 

*15,000 TO *19,900 . 

21 



5 OR more.'. 

162 

*20,000 TO *24,900 . 

4 

water SUPPLY 




*25,000 OR more.*. 

8 



YEAR STRUCTURE BUILT 




HOT & COLD PIPED WATER INSIDE STRUCTURE 

470 





only COLD PIPED WATER INSIDE STRUCTURE. 

31 

1955 TO MARCH 1960 . 

18 

GROSS Rent 


PIPED WATER OUTSIDE STRUCTURE . 

• • « 

1950 TO 1954 .■ 

24 



NO PIPED water. 

f 1 f 

1940 TO 1949 ... .. 

20 

RENTER OCCUPIED. 

424 



1939 OR EARLIER.. . . 

439 

LESS THAN *20. . 

4 

TOILET FACILITIES 




*20 TO *29 ...". 

12 



PERSOJ^S. 


130 T.0 *39 .. 

17 

FLUSH TOILET, EXCLUSIVE USE ...... 

434 



*40 TO *49..• . . . 

28 

FLUSH TOILET, SHARED. 

60 

1 PERSON.". 

54 

*50 TO *59 ... . . . . 

52 

OTHER toilet FACILITIES OR NONE . . . . 

7 

2 PERSONS. 

61 

*60 TO $79 ;..' 

,117 



3 PERSONS.,. 

144 

*80 TO *99 . . ;.. 

91 

bathing FACILITIES 


4 PERSONS.. . . 

84 

*100 OR MORE. 

95 



S PERSONS. 

55 

NO CASH RENT . 

8 

BATHTUB OR SHOWER, EXCLUSIVE USE. . . . 

426 

6 PERSONS. 

49 



bathtub or shower, shared . 

64 

7 PERSONS.. 

29 



NO.- BATHTUB OR SHOWER. 

11 

_ 

8 persons or MORE..- 

25 




































































































































APPENDIX 


Table A 1 . Percent of Allocation for Nonresponse or Inconsistency, for the State, by Size of Place: I960 

[Leaders ( •) indicate that the item is not applicable or that it is not published in this report for the given areas. The base on which the percentage is computed is expressed as a code which appears in 

the first column. The legend for the codes follows the table] 


SUBJECT 


OCCUPANCY CHARACTERISTICS 


TENURE.. . . . 

YEAR MOVED INTO UNIT 

vacancy STATUS! 

FOR SALE ONLY . . . 

FOR RENT. 

OTHER.. 

DURATION OF VACANCY . 


STRUCTURAL CHARACTERISTICS 


BASEMENT. , . 

BEDROOMS. , . 

ROOMS . 

TRAILERSI ON PERMANENT FOUNDATION OR MOBILE 

UNITS IN STRUCTURE. 

YEAR structure BUILT. 


CONDITION AND PLUMBING FACILITIES 


BATHING FACILITIES 
BATHROOMS .... 
CONDITION OF t^NIT 
SEWAGE disposal . 
SOURCE OF water . 
TOILET FACILITIES 
W^TER supply. . . , 


EQUIPMENT 


AIR OONDITIONIN?!. . . . 
AUTOMOBILES AVAILABLE . 

CLOTHES dryer . 

plrOTH^ WASHING MACHINE 
HEATItjO MUIPMENT . . . 
HOME /fOODf^FREEZER . . . 

RADIO SETS.,. 

TELEPHONE AVAILABLE . . 

television sets . . . . 


FUELS 


COOKING FUEL. . . 
HEAT I NO FUEL. . 
Water heating fuel 

\ 


•if I NANO IAL CHARACTERISTICS 


OONTRAQT RENT 
VALUE' . 



BASE 

(code) 

THE 

STATE 


NS IDE SMSA 

'S 


I PLACES OF 1,000 TO 50,000 INHABITANTS 

TOTAL 

PLACES OF 
50,000 
INHABIT¬ 
ANTS 

OR MORE 

BALANCE 

OUTSIDE 

SMSA’S 

25,000 

TO 

50,000 

10,000 

TO 

25,000 

2,SOO 

TO 

10,000 

1 ,00D 
TO 

2,500 


2 

1 .H 

1 .4 

1 .7 

1 .0 

1.3 

1 .0 

1 .1 

1.1 

1 .3 

• 

2 

3.2 

3.2 

3.5 

2.8 

2.9 

2.8 

2.8 

2.9 




11.9 

12.3 

20.3 


10.6 

10.6 

10.1 

8.5 

\ 5.4 

• 

5 

6.2 

B.B 

9.8 


5.0 

5.2 

4.0 

2.9 

; 


6 

3.2 

3.8 

5.2 


1.9 

2.7 

2.5 

2.2 



3 

32.7 

32.2 

30.2 

■ 

35.1 

35,5 



... 


1 

6.9 

4.5 



18.1 

3.3 

3.3 




1 

10.3 

8.0 


7.8 

21 .1 

7.0 

6.0 

. . - 

- - - 


1 

3.2 

1 .7 


2.3 

10.2 

0.7 

1.1 

5,6 

7.4 


7 

18.1 

16.6 


17.7 

20.8 

• • • 

• t “ t 

• • W 

t 1 “1 


1 

6.9 

5.7 


3.9 

12,1 

3.1 

3.3 

7.1 

• • • 



7.3 

4.8 

4.8 

4.9 

18.6 

3.5 

3-3 

9.7 



1 

3.3 

1 .8 

1.4 

2.4 

9.8 

0.9 

1.1 

4.8 



1 

12.6 

10.2 

11.8 

8.3 

23.8 

6.7 

7.3 

16.5 

- » . 


1 

1 .9 

1,0 

1.0 

1 .1 

6.0 

0.6 

0.7 

1.6 

2.0 


1 

B.B 

• • • 

• • • 

• • • 


3.2 

3.0 

8.5 

• • • 


1 

8.8 

• • • 

» • • 

• • • 

• « • 

3.2 

3.1 

8.5 

• • • 


1 

2.9 

1.5 

1.0 

2.2 

9.4 

0.7 

1.0 

4.6 

* • • 


1 

3.1 

1.7 

1.3 

2.2 

9.7 

0.7 

1 .0 

4.7 



2 

3.5 

3.6 

1.3 

2.8 

2.7 

2.7 





2 

7.7 

7.6 

6.8 

8.6 

8.1 

9.3 





2 

4.2 

1.3 

4.6 

3.9 

3.8 






2 

3.7 

3.8 

4.4 

3.0 

3.0 

• • • 





1 

7.4 

4.8 

4.6 

5.2 

19.3 

3*7 

3.4 

12.2 



2 

3.8 

3.9 

4.6 

3.0 

2.9 






2 

3.3 

3.H 

3.9 

2.8 

2.8 

t • * 





2 

3.2 

3.3 

3.7 

2.7 

2.9 






2 

4,0 

4.0 

4.3 

3.6 

3.7 






2 

4.0 

HR 

5.0 

3.1 

3.3 






2 

4.7 


5.5 

3.6 


• • * 

• • * 

• • • 

• • • 


2 

8.3 

n 

9.8 

6.0 







B 

7.1 



10.5 


9.3 

10.5 

13.5 



9 

5.0 



5.0 

IHhhI 

6.4 

4.4 

5.2 

4.9 


'CODE* 


"AlL housing units 

;'9C.QJLIP1ED HOUSING UNITS 
'VA’Oj^jiT available FOR RENT OR SALE 

VIAOANT available for sale only 

VACANT AVAILABLE FOR RENT 

, VACANT YEAR-ROUND UNITS OTHER THAN AVAILABLE UNITS 
OCCUPIED TRAILERS 

oWNER ^^TA are presented 

OWNER.occupied and VACANT AVAILABLE-FOR-SALE UNITS OF THE TYPE FOR WHICH VALUE DATA ARE PRESENTED 
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State and Small Areas 


BOSTON 


Tyngsborough ^ 


Tewksbury /^ \ 


/ ''s ESS^ 




Ayer 


^ Boxborough / 


9^^- 

0(0 


Chelmsford / 


North Reading 


A- \ 


\ \) SaALodwII Urbantetd Ar^ ^ . 

m X 

Bedford j 

^ j Burlington \ : 


N '-J / J \. 

r\J ■il 

.-J 1 


- , 

"Sh. 


\ / 


iArlingtonl 


MARLBOROUGH 


(| Way land 

I 




\ Southborough 

■X 

li\ I -- 


^ Ashland 


f y J- •, J ^ f 


I .Natick 




fBrookll^ 


M 




I BOSTON I 


Hopkinton 


'l Sherborn ) 


Westwood %■ 


c --► 

I \ 

\ A 

/< Milford 8i_iS; 

' \ ' 

\ \ A- 

\ '-A 

Mendon'. Hopedaiey Beilingha 




--§5t\ 


—1 

o! 

0 |_ 

I Medway 


\ Minis 

\ A- 

7 \ 

\ i 

■’ Norfolk 


Norwood 


N.' \ Canton 


^ Walpole ) 


Stoughton 


8m BrcMMon Urb*nU*d 






Massachusetts 


URBANIZED AREA 


p^/ Boxford Topsfleld ^ 

Middletown 
Nort?^ 

Reading / \ W 


/ \ 

Lynnfieid ] 


Hamilton Essex ^ 

Wenham'^'^^ j ^ -;;—;;;— 

'X'^ ^ar ^^ er 



Rockport 








QUINCY.BAY k^/VT^\ m 

mM I \ 


Randolph 


n 


ifSl 

Weymouth^ 

'fff^'o 


Hingham 


# 


^ / 
\ / 


ATLANTIC 


OCEAN 


: ^ y 

' HoTbrook T V 


_ Sa« Brock1on\ PnrUlanH) \ 

‘V ' ' "'a,3L«'' \ 

^ \ . ^ Ablnsin \ V, 


Marshfield 
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URBANIZED AREAS-MASSACHUSETTS 


(rxiTRivEs] ' 


\ f \Mltton^ QUINCY f j 

Braintree j 

a K~ I 

• \ I 

\ SM Boiton Urbanli*d Arj* 

^ Randolph { I 

\ /-1 

Janton / | 

\ / Holbrook i 

/ \ i 


^ jv X V 1 ^_ ji 

y Dighton 

Rehoboth \ ' 


j Weymouth j Hingham 

’* jK 

I 


" I / I 

BerJ^e^_/ Lakeville 


Freetown 


Abington 


^ Rockland ^ 


Swansea 


Warren' ''A rjosa 




•FALL RIVER^ 


\ ^ 

Sharon \ Stoughton 


S«a Provld«nc«* 
PftWtuck*! 
\Jtb»nlx«d Ar«» 


(bROCKTONs 


IWhltma^ 


East 

Bridgewater 


1 // 


nc«\ 

V«» \ 

r%^\( 

^ L I . U 


SWATUPPAy 

k Pom i 


Dartmouth 


Tiverton 


Westport 


Mansfield 


Nd'-a \ 

^'lU West Bridgewater \ 


'7^- 


Bridgewater 


I To 
J ^ 


1 \ I' 

Portsmouth\» o I 


Little Comptonj 


South 
4 Hampton 











































Dunstable 


Massachusetts 

URBANIZED AREAS—-MASSACHUSETTS 


23-115 


NASHUA ^ Hudson j 

t I 


Saa Lawranca'Havarhlll 
UrbaniiadAraa 


fi \ 


Methuen 


_ U H IL LSBO RO UGH _CO. 

-^mTddl1sexTQ\^ 

y Tyng^orough ( ^ 

•1 'V 


CO._ 

— 


\i 

tI 


jen ^ 
LAWRENCE 


Freetown 


\| FALL RIVER 

J Saa FaN RIyar 
. . I Urbanizad Araa 

Andover I ^ 


Acushnet 


/ \ t 


rmsmsssssmi 


s’i Rochester ! 

W- > 

II / 

. \ fl 


(lowellj 


Tewksbury 


W/mmmmfmK 

\ NEW BEDFOROJ 


Mattapolsett 'V 

\ 

Fairhaven \ V 


\ ^ / / 

Westford \ / 

Chelmsford 

\ \ \: 


Littleton 


i ■ 


Acton 7" 

r / 

Boxborough 


Concord 


Billerica '> ^ I tl 

> S 


A / 

Bedford y 

/Burlingtorv 

Urbanliad Araa ^ ^ 
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Massachusetts 


SPRINGFIELD CHICOPEE-HOLYOKE URBANIZED AREA 


• i^Goslieruj 


Chesterfield 


Williamsburg 


J f \ 


mi I 

DlK>\ 

A Mo I 


Westhampton 


Huntington 


; NORTHAMPTON 


Easthampton 


Belchertown 


W 

# 


Blandford j 

I 


v-- 

—i. 


{ H 

Montgomery | 


Granville 


- MASSA C HUSETT S 
CONNECTICUT"" 


Hartland 


iBarkhamsted 


/ 

—V 

R'd 

msted/ 

k _ 

; Canton 


Southampton 




HOLYOKEi 





^CHICOPEE 


WESTFIELD 


West Springfield: 


SPRINGFIELD 


Wilbraham 




►fr+'+vill 


Southjwick 


y/./ / I / \ Hampden 

I / I Longmeadow ^ 

( / -Coj-MASSACHU SETTS 

•( / -YriT coNNEdVicurr 


Agawam 







East Granby 


/ 

^ Windsor Locks 



L / ^^nto n I Simsbury ^ 

^^NENTS OF URBANIZED AREA BOUNDARY SYMBOLS 

^ Incorporated P,a«s -State Line 

L...V..-.. J Urban Towns 

r.“ County I 

L.n.n.J Other Unincorporated Area _11,- 


East Windsor 


Ellington 


- County Line 

■” Minor Civil Division Line 


M.p= showing Soondsries i„ detail are available at coat on request to the Bureau of the Census, 
☆u. S. GOVERNMENT PRINTING OFFICE;, I 9 , 6 I-^l 043 l/|,.12 



















